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An  Index  of  U.S.  Voluntary  Engineering  Standards 

Supplement  1 
William  J.  Slattery,  Editor 


This  supplement  contains  the  permuted  titles  of  more  than  6,300  standards,  specifications,  test 
methods,  and  recommended  practices  published  by  225  U.S.  technical  societies,  professional  organiza- 
tions and  trade  associations.  Each  title  can  be  found  under  all  the  significant  key  words  which  it  con- 
tains. These  key  words  are  arranged  alphabetically  down  the  center  of  each  page  together  with  their 
surrounding  context.  The  date  of  publication  or  last  revision,  the  standard  number  and  an  acronym 
designating  the  standards-issuing  organization  appear  as  part  of  each  entry. 

Key  words:  Engineering  Standards,  index  of;  index  of  standards,  recommended  practices,  specifi- 
cations, test  methods;  Key-Word-In-Context  index  of  voluntary  standards;  standards,  voluntary,  index 
of. 


1.  Introduction 


This  supplement  to  NBS  Special  Publication 
329  contains  the  permuted  titles  of  more  than 
6,300  voluntary  engineering  standards,  specifi- 
cations, test  methods,  and  recommended  practices 
published  by  225  U.S.  technical  societies,  profes- 
sional organizations,  and  trade  associations.  The 
titles  listed  fall  into  three  categories:  (1)  those 
published  between  January  1,  1970,  and  December 
31,  1971;  (2)  those  erroneously  omitted  from  SP  329; 
and  (3)  those  published  prior  to  1970  but  not  on 
file  with  the  Engineering  Standards  Information 
Center  at  the  time  of  publication  of  SP  329. 

The  Engineering  Standards  Information  Center, 
formerly  the  Information  Section  of  the  Office  of 
Engineering  Standards  Services,  continues  to  serve 
as  a  technical  library  and  referral  activity.  Inquirers 
may  write  or  visit  the  Center  which  is  located  in 
the  Technology  Building,  Room  B151,  NBS, 
Gaithersburg,  Maryland;  or  call  on  Area  Code 
301-921-2587.  Comments  or  suggestions  con- 
cerning this  supplement  of  SP  329  are  welcome, 
and  should  be  sent  to  the  editor.  Engineering  Stand- 
ards Information  Center,  Technology  Bldg., 
B147,  National  Bureau  of  Standards,  Washington, 
D.C.  20234.  To  be  placed  on  the  announcement  list 
of  future  supplements,  please  fill  out  the  tear  sheet 
at  the  end  of  this  Index. 


This  supplement  differs  from  SP  329  in  the  fol- 
lowing respects: 

a.  The  acronyms  which  are  used  to  designate  the 
standards-issuing  organization  in  the  accession 
number  contain  up  to  5  letters  instead  of  3  letters, 
the  maximum  in  SP  329.  This  permits  the  use  of 
acronyms  which,  in  most  cases,  are  identical 
with  the   acronym   used   by  the  organization. 

b.  For  the  purpose  of  identifying  those  standards 
which  have  not  been  assigned  a  number  by  the 
issuing  organization  but  have  been  given  a  num- 
ber by  the  Center  for  retrieval  purposes,  an 
asterisk  (*)  has  replaced  the  XYZ  designation 
used  inSP329. 

c.  A  "stop"  list  has  been  added.  This  list  contains 
over  400  words  which  do  not  appear  in  this  sup- 
plement as  key  words  because  they  are  meaning- 
less for  searching  purposes;  for  example,  "and," 
"for,"  "characteristic,"  "general,"  and  "method." 

d.  This  supplement  provides  an  alphabetical 
listing  of  the  standards-issuing  organizations  by 
organization  name  in  addition  to  the  Usting  of 
the   organizations   bv  acronym. 


V 


2.  List  of  Organizations 


2.1.  Alphabet! 

AA  The  Aluminum  Association 

AAAA  American  Association  of  Advertising  Agencies 

AAHSL  American  Association  of  Hides,  Skins,  and  Leather 
Merchants 

AAMA  Architectural  Aluminum  Manufacturers  Association 

AAPG  American    Association    of    Petroleum  Geologists 

AAR  Association  of  American  Railroads 

AASHO  American  Association  of  State  Highway  Officials 

AATCC  American    Association    of  Textile   Chemists  and 
Colorists 

ABFLO  Association  of  Bedding  and  Furniture  Law  Officials 

ABS  American  Bureau  of  Shipping 

ABYC  American  Boat  &  Yacht  Council,  Inc. 

ACI  American  Concrete  Institute 

ADA  American  Dental  Association 

ADC  Air  Diffusion  Council 

AFBMA  Anti-Friction    Bearing   Manufacturers  Association, 
Inc. 

AFS  American  Foundrymen's  Society 

AGCA  The  Associated  General  Contractors  of  America 

AGMA  American    Gear   Manufacturers  Association 

AHA  American  Hardboard  Association 

AHAM  Association  of  Home  Appliance  Manufacturers 

AI  Asphalt  Institute 

AIA  American  Insurance  Association 

AIB  American  Institute  of  Baidng 

AICE  American   Institute  of  Chemical  Engineers 

AIMA  Acoustical  &  Insulating  Matericds  Association 

AIOA  American  Institute  of  Architects 

AISC  American    Institute    of   Steel    Construction,  Inc. 

AISI  American  Iron  &  Steel  Institute 

AITC  American  Institute  of  Timber  Construction 

ALA  American  Library  Association 

ALCA  American    Leather   Chemists  Association 

AMBBA  Associated  Master  Barbers  &  Beauticians  of  America 

AMCA  Air  Moving  and  Conditioning  Association,  Inc. 

ANS  American  Nuclear  Society 

ANSI  American  National  Standards  Institute 

AOCS  American  Oil  Chemists'  Society 

AP  American  Paper  Institute 

APA  American  Plywood  Association 

APHA  American  Public  Health  Association 

API  American  Petroleum  Institute 

AREA  American  Railway  Engineering  Association 

ARI  Air  Conditioning  and  Refrigeration  Institute 

ASAE  American  Society  of  Agricultural  Engineers 

ASEP  American  Society  of  Electroplated  Plastics 

ASHRA  American  Society  of  Heating,  Refrigerating  and  Air 

Conditioning  Engineers 

ASME  American  Society  of  Mechanical  Engineers 


by  Acronym 


ASNT  American  Society  for  Nondestructive  Testing 

ASQC  American  Society  for  Quality  Control 

ASSE  American  Society  of  Sanitary  Engineering 

ASTM  American  Society  for  Testing  and  Materials 

ATMI  American  Textile  Manufacturers  Institute,  Inc. 

AVS  American  Vacuum  Society,  Inc. 

AWPA  American  Wood-Preservers'  Association 

AWPB  American  Wood  Preservers  Bureau 

AWPI  American  Wood  Preservers  Institute 

AWWA  American  Water  Works  Association,  Inc. 

BCI  Battery  Council  International 

BHMA  Builders  Hardware  Manufacturers  Association 

BIA  Boating  Industry  Association 

BISSC  Baking  Industry  Sanitation  Standards  Committee 

BMA  Bicycle  Manufacturers  Association  of  America 

BOCA  Building  Officials  &  Code  Administrators  Interna- 
tional, Inc. 

BOMAI  Building  Owners  and  Managers  Association  Interna- 
tional 

BSC  Biological  Stain  Commission 

CBBI  Cast  Bronze  Bearing  Institute 

CBC  Coffee  Brewing  Center 

CCTI  Composite  Can  and  Tube  Institute 

CDA  Copper  Development  Association 

CEMA  Conveyor  Equipment  Manufacturers  Association 

CGA  Compressed  Gas  Association 

CHI  Chlorine  Institute,  Inc. 

CIMA  Construction  Industry  Manufacturers  Association 

CISCA  Ceilings  and  Interior  Systems  Contractors  Associa- 
tion 

CISPI  Cast  Iron  Soil  Pipe  Institute 

CLFMI  Chain  Link  Fence  Manufacturers  Institute 

CMAA  Crane  Manufacturers  Association  of  America,  Inc. 

CMI  Can  Manufacturers  Institute,  Inc. 

CPAI  Canvas  Products  Association  International 

CPE  Contractors  Pump  Bureau 

CRA  CiJifornia  Redwood  Association 

CRSI  Concrete  Reinforcing  Steel  Institute 

CSI  Construction  Specifications  Institute 

CSMA  Chemical  Specialties  Manufacturers  Association 

CTFA  Cosmetic,  Toiletry  &  Fragrance  Association,  Inc. 

DA  Disposables  Association 

DEMA  Diesel  Engine  Manufacturers  Association 

DFISA  Dairy  and  Food  Industries  Supply  Association,  Inc. 

DSAC  Diaper  Service  Accreditation  Council 

EEI  Edison  Electric  Institute 

EIA  Electronic  Industries  Association 

EJMA  Expansion  Joint  Manufacturers  Association 

EOA  Essential  Oil  Association  of  U.S.A.,  Inc. 

FCI  Fluid  Controls  Institute,  Inc. 
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FGMA  Flat  Glass  Marketing  Association 

FI  The  Fertilizer  Institute 

FMS  Factory  Mutual  System 

FTI  Facing  Tile  Institute 

FVMMA  Floor     and    Vacuum     Machinery  Manufacturers 

Association 

GA  Gypsum  Association 

GIA  Gummed  Industries  Association 

GMA  Grocery  Manufacturers  of  America,  Inc. 

HEI  Heat  Exchange  Institute 

HWI  Helical  Washer  Institute 

lAPMO  International  Association  of  Plumbing  and  Mechani- 
cal Officials 

lAWCC  International  Association  of  Wall  and  Ceiling  Contrac- 
tors 

ICBO  International  Conference  of  Building  Officials 

IEEE  Institute  of  Electrical  and  Electronics  Engineers, 
Inc. 

lES  Illuminating  Engineering  Society 

IFI  Industrial  Fasteners  Institute 

IGCI  Industrial  Gas  Cleaning  Institute,  Inc. 

ILIA  Indiana  Limestone  Institute  of  America,  Inc. 

IMACA  International  Mobile  Air  Conditioning  Association, 
Inc. 

IME  Institute  of  Makers  of  Explosives 

IPC  Institute  of  Printed  Circuits 

IPCEA  Insulated  Power  Cable  Engineers  Association 

ISA  Instrument  Society  of  America 

ISIS  Institute  of  Scrap  Iron  &  Steel,  Inc. 

ITA  Industrial  Truck  Association 

JIC  Joint  Industrial  Council 

LBI  Library  Binding  Institute 

LCATA  Laundry  and  Cleaners  Allied  Trades  Association 

MBMA  Metal  Building  Manufacturers  Association 

MCA  Manufacturing  Chemists'  Association 

MCAA  MechanicEil    Contractors   Association   of  America, 
Inc. 

MHI  Material  Handling  Institute 

MIC  Motorcycle  Industry  Council 

MLA  Metal  Lath  Association 

MOSAI  Mo-Sai  Institute 

MPIF  Metal  Powder  Industries  Federation 


MSS  Manufacturers    Standardization    Society    of  the 

Valve  &  Fittings  Industry 

NAAMM  National  Association  of  Architectural  Metal  Manu- 
facturers 

NACAB  National  Accreditation  Council  for  Agencies  Serving 
the  Blind  and  the  Visually  Handicapped 


NACE  National  Association  of  Corrosion  Engineers 

NAFC  National  Association  of  Food  Chains 

NAMA  National  Automatic  Merchandising  Association 

NAPCA  National  Association  of  Pipe  Coating  Applicators 

NAPF  National  Association  of  Plastic  Fabricators,  Inc. 


NAPHC  National  Association  of  Plumbing-Heating  Cooling 
Contractors 

NAPM  National    Association    of    Pattern  Manufacturers 

NARM  National  Association  of  Relay  Manufacturers 

NASTA  National  Association  of  State  Textbook  Adminis- 
trators 

NBBPV  Nationed  Board  of  Boiler  and  Pressure  Vessel  Inspec- 
tors 

NCMA  National  Concrete  Masonry  Association 

NCPA  National  Cottonseed  Products  Association 

NCRPM  National  Council  on  Radiation  Protection  &  Measure- 
ments 

NCSA  National  Crushed  Stone  Association 

NCTA  National  Cable  Television  Association 

NEA  National  Education  Association 

NECA  National  Electrical  Contractors  Association,  Inc. 

NEI  National  Elevator  Industry 

NEMA  National  Electrical  Manufacturers  Association 

NFLDP  National  Fluid  Power  Association 

NFORP  National  Forest  Products  Association 

NFP  National  Flaxseed  Processors  Association 

NFPA  National  Fire  Protection  Association 

NHLA  National  Hardwood  Lumber  Association 

NIOP  National  Institute  of  Oilseed  Products 

NMRA  National  Model  Railroad  Association 

NOFMA  National  Oak  Flooring  Manufacturers  Association, 
Inc. 

NPA  National  Particleboard  Association 

NRCA  National  Roofing  Contractors  Association 

NRMA  National  Retail  Merchants  Association 

NSA  National  Standards  Association 

NSPA  National  Soybean  Processors  Association 

NWMA  National  Woodwork  Manufacturers  Association 

NWRA  National  Wheel  &  Rim  Association 

PDI  Plumbing  &  Drainage  Institute 

PEI  Porcelain  Enamel  Institute,  Inc. 

PFI  Pipe  Fabrication  Institute 

PLA  Pulverized  Limestone  Association 

PSA  Photographic  Society  of  America 

PSMA  Power  Saw  Manufacturers  Association 

PSTC  Pressure  Sensitive  Tape  Council 

PSTMA  Paper  Stationery  &  Tablet  Manufacturers  Association 

RCSHS  Red  Cedar  Shingle  &  Handsplit  Shake  Bureau 

RI  The  Refractories  Institute 

RIS  Redwood  Inspection  Service 

RMA  Rubber  Manufacturers  Association 

RMI  Rack  Manufacturers  Institute 

RTA  Railway  Tie  Association 

RTCA  Radio  Technical  Commission  for  Aeronautics 

RWMA  Resistance     Welder    Manufacturers'  Association 

SAE  Society  of  Automotive  Engineers,  Inc. 

SAMA  Scientific  Apparatus  Makers  Association 

SCPI  Structural  Clay  Products  Institute 

SCRMA  Screen  Manufacturers  Association 
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St,  MA 

Specialty  Equipment  Manufacturers  Association 

C  WT 
SWl 

Steel  Window  Institute 

CT7D  A 

Soutiiern  Forest  Products  Association 

T  A  PPT 
1  Ar  r  1 

Technical  Association  of  the  Pulp  and  Paper  Industry 

SIA 

Sprinkler  Irrigation  Association 

TP  17  A 
1  DlliA 

Truck  Body  and  Equipment  Association 

Sealed  Insulating  Glass  Manufacturers  Association 

TPl 
1  r  1 

Truss  Plate  Institute.  Inc. 

SMACN 

Sheet  Metal  and  Air  Conditioning  Contractors  Na- 

TRA 

Tire  and  Rim  Association,  Inc. 

tional  Association,  Inc. 

TTMA 

Iruck  Irailer  Manufacturers  Association 

Snell  IMemorial  Foundation 

T  (T 

Underwriters  Laboratories,  Inc. 

Society  of  IVIotion  Picture  &  Television  Engineers 

use 

U.S.  Department  oi  Commerce 

CPT 
Sri 

Society   of  the   Plastics   Industry,  Inc. 

1  icr^  A 

U.b.  t^oli  Association 

or  Id 

Southern  Pine  Inspection  Bureau 

TV//"-!  TD 

West  Coast  Lumber  Inspection  Bureau 

brlVlA 

Sump  Pump  Manufacturers  Association 

W  IMA 

Writing  Instrument  Manufacturers  Association,  Inc. 

obrL 

Steel  Structures  Painting  Council 

Water  Pollution  Control  Federation 

STI 

Steel  Tank  Institute 

Water  systems  Council 

SWA 

Specialty  Wire  Association 

WWPA 

Western  Wood  Products  Association 

2.2.  Alphabetical  by  Organization  with  Addresses 


Acoustical  &  Insulating  Materials  Association  (AIMA) 
205  West  Touhy  Avenue 
Park  Ridge.  Illinois  60068 

Air  Conditioning  and  Refrigeration  Institute  (ARI) 
1815  North  Fort  Myer  Drive 
Arlington.  Virginia  22209 

Air  Diffusion  Council  (ADC) 
435  North  Michigan  Avenue 
Chicago.  Illinois  60611 

Air  Moving  and  Conditioning  Association,  Inc.  (AMCA) 
30  West  University  Drive 
Arlington  Heights,  lUinois  60004 

The  Aluminum  Association  (AA) 

750  Third  Avenue 

New  York.  New  York  10017 

American  Association  of  Advertising  Agencies  (AAAA) 

200  Park  Avenue 

New  York.  New  York  10017 

American  Association  of  Hides,  Skins,  and  Leather  Merchants 

(AAHSL) 
225  Broadway 
New  York,  New  York  10007 

American  Association  of  Petroleum  Geologists  (AAPG) 
1444  South  Boulder,  Box  979 
Tulsa,  Oklahoma  74101 

American   Association  of  State  Highway  Officials  (AASHO) 
341  National  Press  Building 
Washington,  D.C.  20004 

American  Association  of  Textile  Chemists  and  Colorists  (AATCC) 
Box  12215 

Research  Triangle  Park,  North  Carolina  27709 

American  Boat  &  Yacht  Council,  Inc.  (ABYC) 

15  East  26th  Street 

New  York,  New  York  10010 

American  Bureau  of  Shipping  (ABS) 

45  Broad  Street 

New  York,  New  York  10004 


American  Concrete  Institute  (ACI) 
Box  4754,  Bedford  Station 
22400  West  Seven  Mile  Road 
Detroit,  Michigan  48219 

American  Dental  Association  (ADA) 
211  East  Chicago  Avenue 
Chicago,  Illinois  60611 

American  Foundrymen's  Society,  Inc.  (AFS) 
International  Headquarters 
Golf  and  Wolf  Roads 
Des  Plaines,  Illinois  60016 

American  Gear  Manufacturers  Association  (AGMA) 
1330  Massachusetts  Avenue,  NW. 
Washington,  D.C.  20005 

American  Hardboard  Association  (AHA) 
20  North  Wacker  Drive 
Chicago,  Illinois  60606 

American  Institute  of  Architects  (AIOA) 
1785  Massachusetts  Avenue,  NW. 
Washington,  D.C.  20006 

American  Institute  of  Baking  (AIB) 
400  East  Ontario 
Chicago,  Illinois  60611 

American  Institute  of  Chemical  Engineers  (AICE) 

345  East  47th  Street 

New  York,  New  York  10017 

American  Institute  of  Steel  Construction,  Inc.  (AISC) 

101  Park  Avenue 

New  York,  New  York  10017 

American  Institute  of  Timber  Construction  (AITC) 
333  West  Hampden  Avenue 
Englewood,  Colorado  80110 

American  Insurance  Association  (AIA) 

85  John  Street 

New  York.  New  York  10038 

American  Iron  &  Steel  Institute  (AISI) 

150  East  42nd  Street 

New  York,  New  York  10017 
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American  Leather  Chemists  Association  (ALCA) 
c/o  University  of  Cincinnati 
Cincinnati,  Ohio  45221 

American  Library  Association  (ALA) 
50  East  Huron  Street 
Chicago,  Illinois  60611 

American  National  Standards  Institute.  Inc.  (ANSI) 

1430  Broadway 

New  York.  New  York  10018 

American  Nuclear  Society  (ANS) 
244  E.  Ogden  Avenue 
Hinsdale,  Illinois  60521 

American  Oil  Chemists'  Society  (AOCS) 
508  S.  Sixth  Street 
Champaign,  Illinois  61820 

American  Paper  Institute  (AP) 

260  Madison  Avenue 

New  York,  New  York  10016 

American  Petroleum  Institute  (API) 
1801  K  Street.  NW. 
Washington.  D.C.  20006 

American  Plywood  Association  (APA) 
1119  A  Street 

Tacoma.  Washington  98401 

American  Public  Health  Association,  Inc.  (APHA) 
1015  18th  Street,  NW. 
Washington.  D.C.  20036 

American  Railway  Engineering  Association  (AREA) 
59  East  Van  Buren  Street 
Chicago,  Illinois  60605 

American  Society  for  Nondestructive  Testing  (ASNT) 
914  Chicago  Avenue 
Evanston,  Illinois  60202 

American  Society  for  Quality  Control  (ASQC) 
161  West  Wisconsin  Avenue 
Milwaukee,  Wisconsin  53203 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street 

Philadelphia,  Pennsylvania  19103 

American  Society  of  Agricultural  Engineers  (ASAE) 
P.O.  Box  229,  2950  Niles  Road 
St.  Joseph,  Michigan  49085 

American  Society  of  Electroplated  Plastics  (ASEP) 
1000  Vermont  Avenue,  NW. 
Washington,  D.C.  20005 

American  Society  of  Heating.  Refrigerating,  and  Air  Conditioning 

Engineers  (ASHRA) 
345  East  47th  Street 
New  York.  New  York  10017 

American  Society  of  Mechanical  Engineers  (AS ME) 

345  East  47th  Street 

New  York,  New  York  10017 


American    Society   of   Sanitary   Engineering  (ASSE) 
228  Standard  Building 
Cleveland,  Ohio  44113 

American  Textile  Manufacturers  Institute,  Inc.  (ATMI) 
1501  Johnston  Building 
Charlotte.  North  Carolina  28202 

American  Vacuum  Society,  Inc.  (AVS) 

335  East  45th  Street 

New  York,  New  York  10017 

American  Water  Works  Association.  Inc.  (AWWA) 

2  Park  .Avenue 

New  York.  New  York  10016 

American  Wood-Preservers"  Association  (AWPA) 
1625  Eye  Street,  NW. 
Washington,  D.C.  20006 

American  Wood  Preservers  Bureau  (AWPB) 
P.O.  Box  5824 

Spartanburg,  South  Carolina  29301 

American  Wood  Preservers  Institute  (AWPI) 
1605  Old  Meadow  Road 
McLean,  Virginia  22101 

Anti-Friction  Bearing  Manufacturers  Association.  Inc.  (AFBMA) 

60  East  42nd  Street 

New  York.  New  York  10017 

Architectural  Aluminum  Manufacturers  Association  (AAMA) 
410  N.  Michigan  Avenue.  Suite  960 
Chicago.  Illinois  60611 

Asphalt  Institute  (AI) 
Asphalt  Institute  Building 
College  Park.  Maryland  20740 

The  Associated  General  Contractors  of  America  (AGCA) 
1957  E  Street,  NW. 
Washington,  D.C.  20006 

Associated  Master  Barbers  and  Beauticians  of  America  (AMBBA) 
219  Greenwich  Road.  P.O.  Box  17782 
Charlotte.  North  Carolina  2821 1 

Association  of  American  Railroads  (AAR) 
1920  L  Street.  NW. 
Washington,  D.C.  20006 

Association  of  Bedding  and  Furniture  Law  Officials  (ABFLO) 
270  Broadway 

New  York.  New  York  10007 

Association  of  Home  Appliance  Manufacturers  (AHAM) 
20  North  Wacker  Drive 
Chicago,  Illinois  60606 

Baking  Industry  Sanitation  Standards  Committee  (BISSC) 

521  Fifth  Avenue 

New  York,  New  York  10017 

Battery  Council  International  (BCI) 

1801  Murchison  Drive 

Burlingame,  California  94010 

Bicycle  Manufacturers  Association  of  America  (BMA) 

122  East  42nd  Street 

New  York,  New  York  10017 


IX 


Biological  Stain  Commission  (BSC) 
University  of  Rochester  Medical  Center 
260  Crittenden  Boulevard 
Rochester.  New  York  14620 

Boating  Industry  Association  (BIA) 
333  North  Michigan  Avenue 
Chicago,  Illinois  60601 

Builders  Hardv^^are  Manufacturers  Association  (BHMA) 

60  East  42nd  Street 

New  York,  New  York  10017 

Building  Officials  &  Code  Administrators  International,  Inc. 

(BOCA) 
1313  East  60th  Street 
Chicago,  Illinois  60637 

Building  Owners  &  Managers  Association  International  (BOMAI) 
224  South  Michigan  Avenue 
Chicago,  Illinois  60606 

California  Redwood  Association  (CRA) 

617  Montgomery  Street 

San  Francisco.  California  94111 

Can  Manufacturers  Institute,  Inc.  (CMI) 
821  15th  Street,  NW. 
Washington,  D.C.  20005 

Canvas  Products  Association  International  (CPAI) 
600  Endicott  Building 
St.  Paul,  Minnesota  55101 

Cast  Bronze  Bearing  Institute  (CBBI) 
21010  Center  Ridge  Road 
Cleveland,  Ohio  44116 

Cast  Iron  Soil  Pipe  Institute  (CISPI) 
2029  K  Street  NW. 
Washington,  D.C.  20006 

Ceilings  and  Interior  Systems  Contractors  Association  (CISCA) 
1201  Waukegan  Road 
Glenview,  Illinois  60025 

Chain  Link  Fence  Manufacturers  Institute  (CLFMI) 
One  Stone  Place,  Box  515 
Bronxville,  New  York  10708 

Chemical  Specialties  Manufacturers  Association  (CSMA) 

50  East  41st  Street 

New  York.  New  York  10017 

Chlorine  Institute,  Inc.  (CHI) 

342  Madison  Avenue 

New  York,  New  York  10017 

Coffee  Brewing  Center  (CBC) 
1350  Avenue  of  the  Americas 
New  York,  New  York  10019 

Composite  Can  and  Tube  Institute  (CCTI) 
1725  Eye  Street,  NW. 
Washington,  D.C.  20006 

Compressed  Gas  Association,  Inc.  (CGA) 

500  Fifth  Avenue 

New  York,  New  York  10036 


Concrete  Reinforcing  Steel  Institute  (CRSI) 
228  North  LaSalle  Street 
Chicago,  Illinois  60601 

Construction  Industry  Manufacturers  Association  (CIMA) 
111  E.  Wisconsin  Avenue,  Suite  1700 
Milwaukee,  Wisconsin  53202 

Construction  Specifications  Institute  (CSI) 
1150  17th  Street,  NW. 
Washington,  D.C.  20036 

Contractors  Pump  Bureau  (CPB) 
1000  Vermont  Avenue,  NW. 
Washington,  D.C.  20005 

Conveyors  Equipment  Manufacturers  Association  (CEMA) 
1000  Vermont  Avenue,  NW. 
Washington,  D.C.  20005 

Copper  Development  Association,  Inc.  (CDA) 
405  Lexington  Avenue 
New  York,  New  York  10017 

Cosmetic,  Toiletry  &  Fragrance  Association,  Inc.  (CTFA) 
1625  Eye  Street,  NW. 
Washington.  D.C.  20006 

Crane  Manufacturers  Association  of  America.  Inc.  (CMAA) 
1326  Freeport  Road 
Pittsburgh.  Pennsylvania  15238 

Dairy  and  Food  Industries  Supply  Association.  Inc.  (DFISA) 
Office  of  the  Secretary 
5530  Wisconsin  Avenue 
Washington.  D.C.  20015 

Diaper  Service  Accreditation  Council  (DSAC) 
2017  Walnut  Street 
Philadelphia.  Pennsylvania  19103 

Diesel  Engine  Manufacturers  Association  (DEMA)  ■' 

122  East  42nd  Street 

New  York,  New  York  10017 

Disposables  Association  (DA) 

10  East  40th  Street 

New  York,  New  York  10016 

Edison  Electric  Institute  (EEI) 

90  Park  Avenue 

New  York,  New  York  10016 

Electronic  Industries  Association  (EI A) 

2001  Eye  Street.  NW.  " 

Washington.  D.C.  20006 

Essential  Oil  Association  of  U.S.A..  Inc.  (EOA) 

60  East  42nd  Street 

New  York.  New  York  10017 

Expansion  Joint  Manufacturers  Association  (EJMA) 

331  Madison  Avenue 

New  York,  New  York  10017 

Facing  Tile  Institute  (FTI) 
111  East  Wacker  Drive 
Chicago,  Illinois  60601 
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Institute  of  Makers  of  Explosives  (IME) 
420  Lexington  Avenue 
New  York,  New  York  10017 

Institute  of  Printed  Circuits  (IPC) 
1717  Howard  Street 
Evanston,  Illinois  60202 

Institute  of  Scrap  Iron  &  Steel  Inc.  (ISIS) 
1729  H  Street.  NW. 
Washington,  D.C.  20006 


Factory  Mutual  System  (FMS) 
1151  Boston-Providence  Turnpike 
Norwood,  Massachusetts  02062 

The  Fertilizer  Institute  (FI) 
1015  18th  Street.  NW. 
Washington,  D.C.  20036 

Flat  Glass  Marketing  Association  (FGMA) 

1325  Topeka  Avenue 
Topeka.  Kansas  66612 

Floor    and    Vacuum    Machinery    Manufacturers  Association 

(FVMMA) 
604  Davis  Street 
Evanston,  Illinois  60201 

Fluid  Controls  Institute.  Inc.  (FCI) 
P.O.  Box  1485 

Pompano  Beach.  Florida  33061 

Grocery  Manufacturers  of  America,  Inc.  (GMA) 
1425  K  Street,  NW. 
Suite  900 

Washington,  D.C.  20005 

Gummed  Industries  Association  (GIA) 

551  Fifth  Avenue 

New  York,  New  York  10017 

Gypsum  Association  (GA) 
201  North  Wells  Street 
Room  2510 

Chicago.  Illinois  60606 

Heat  Exchange  Institute  (HEI) 

122  East  42nd  Street 

New  York,  New  York  10017 

Helical  Washer  Institute  (HWI) 
2017  Wakut  Street 
Philadelphia,  Pennsylvania  19103 

Illuminating  Engineering  Society  (lES) 

345  East  47th  Street 

New  York,  New  York  10017 

Indiana  Limestone  Institute  of  America.  Inc.  (ILIA) 
Stone  City  National  Bank  Bldg. 
Suite  400 

Bedford.  Indiana  47421 

Industrial  Fasteners  Institute  (IFI) 
1505  East  Ohio  Building 
1717  East  Ninth  Street 
Cleveland,  Ohio  44114 

Industrial  Gas  Cleaning  Institute,  Inc.  (IGCI) 
Box  448 

Rye,  New  York  10580 

Industrial  Truck  Association  (IT A) 

1326  Freeport  Road 
Pittsburgh,  Pennsylvania  15238 

Institute  of  Electrical  and  Electronics  Engineers,  Inc. 

345  East  47th  Street 

New  York,  New  York  10017 


Instrument  Society  of  America  (ISA) 
400  Stanwix  Street 
Pittsburgh,  Pennsylvania  15222 

Insulated  Power  Cable  Engineers  Association  (IPCEA) 
192  Washington  Street 
Belmont,  Massachusetts  02178 

International  Association  of  Plumbing  and  Mechanical  Officials 

(lAPMO) 
5032  Alhambra  Avenue 
Los  Angeles,  California  90032 

International   Association   of  Wall   and   Ceiling  Contractors 

(lAWCC) 
20  E  Street,  NW. 
Washington,  D.C.  20001 

International  Conference  of  Building  Officials  (ICBO) 
5360  South  Workman  Mill  Road 
Whittier,  CaUfornia  90601 

International  Mobile  Air  Conditioning  Association.  Inc.  (IMACA) 
6116  North  Central  Expressway 
Dallas,  Texas  75206 

Laundry  and  Cleaners  Allied  Trades  Association  (LCATA) 
543  VaUey  Road 

Upper  Montclair,  New  Jersey  07043 

Manufacturers  Standardization  Society  of  the  Valve  &  Fittings 

Industry  (MSS) 
1815  North  Fort  Myer  Drive 
Arlington,  Virginia  22209 

Manufacturing  Chemists'  Association  (MCA) 
1825  Connecticut  Avenue.  NW. 
Washington,  D.C.  20009 

Material  Handling  Institute  (MHI) 
1326  Freeport  Road 
Pittsburgh,  Pennsylvania  15238 

Mechanical  Contractors  Association  of  America,  Inc.  (MCAA) 
5530  Wisconsin  Avenue 
Suite  750 

Washington,  D.C.  20015 

Metal  Building  Manufacturers  Assn.  (MBMA) 
2130  Keith  Building 
Cleveland,  Ohio  44115 

Metal  Lath  Association  (MLA) 
221  North  LaSalle  Street 
Suite  1507 

Chicago,  Illinois  60601 
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Metal  Powder  Industries  Federation  (MPIF) 

201  East  42nd  Street 

New  York.  New  York  10017 

Mo-Sai  Institute  (MOSAI) 
P.O.  Box  5398 

East  Pasadena.  California  91107 

Motorcycle  Industry  Council  (MIC) 
1001  Connecticut  Avenue  NW. 
Washington.  D.C.  20036 

National  Accreditation  Council  for  Agencies  Serving  the  Blind 

and  Visually  Handicapped  (NACAB) 
79  Madison  Avenue 
New  York,  New  York  10016 

National   Association   of  Architectural   Metal  Manufacturers 

(NAAMM) 
Suite  500 

1010  West  Lake  Street 
Oak  Park.  Illinois  60301 

National  Association  of  Corrosion  Engineers  (NACE) 
2400  West  Loop  South 
Houston,  Texas  77027 

National  Association  of  Food  Chains  (NAFC) 
1725  Eye  Street,  NW. 
Washington,  D.C.  20006 

National  Association  of  Pattern  Manufacturers  (NAPM) 
21010  Center  Ridge  Road 
Cleveland,  Ohio  44116 

National  Association  of  Pipe  Coating  Applicators  (NAPCA) 
2504  Flournoy-Lucas  Road 
Shreveport,  Louisiana  71108 

National  Association  of  Plastic  Fabricators,  Inc.  (NAPF) 
4720  Montgomery  Lane 
Washington,  D.C.  20014 

National  Association  of  Plumbing-Heating  Cooling  Contractors 

(NAPHC) 
1016  20th  Street,  NW. 
Washington,  D.C.  20036 

National  Association  of  Relay  Manufacturers  (NARM) 
P.O.  Box  1649 
Scottsdale,  Arizona  85252 

National  Association  of  Textbook  Administrators  (NASTA) 

Textbook  Specifications 

161  East  42nd  Street 

New  York,  New  York  10017 

National  Automatic  Merchandising  Association  (NAMA) 
7  South  Dearborn  Street 
Chicago,  Illinois  60603 

National    Board    of  Boiler  and  Pressure  Vessel  Inspectors 

(NBBPV) 
1155  North  High  Street 
Columbus,  Ohio  43201 

National  Cable  Television  Association  (NCTA) 
918  16th  Street,  NW. 
Washington,  D.C.  20006 


National  Concrete  Masonry  Association  (NCMA) 
Rosslyn  Station 
P.O.  Box  9185 
Arlington,  Virginia  22209 

National  Cottonseed  Products  Association  (NCPA) 
P.O.  Box  12023 
2400  Poplar  Avenue 
Memphis,  Tennessee  38112 

National  Council  on  Radiation  Protection  &  Measurements 

(NCRPM) 
7910  Woodmont  Avenue 
Suite  1016 

Washington,  D.C.  20014 

National  Crushed  Stone  Association  (NCSA) 
1415  Elliot  Place,  NW. 
Washington,  D.C.  20007 

National  Education  Association  (NEA) 
1201  16th  Street,  NW. 
Washington,  D.C.  20036 

National  Electrical  Contractors  Association,  Inc.  (NECA) 
1730  Rhode  Island  Avenue,  NW. 
Washington,  D.C.  20036 

National  Electrical  Manufacturers  Association  (NEMA) 

155  East  44th  Street 

New  York,  New  York  10017 

National  Elevator  Industry  (NEI) 

101  Park  Avenue 

New  York,  New  York  10017 

National  Fire  Protection  Association  (NFPA) 
60  Batterymarch  Street 
Boston,  Massachusetts  02110 

National  Flaxseed  Processors  Association  (NFP) 
P.O.  Box  246 

Littleton,  North  Carolina  27850 

National  Fluid  Power  Association  (NFLDP) 
P.O.  Box  49 

ThiensvUle,  Wisconsin  53092 

National  Forest  Products  Association  (NFORP) 
1619  Massachusetts  Avenue,  NW. 
Washington,  D.C.  20036 

National  Hardwood  Lumber  Association  (NHLA) 
59  East  Van  Buren  Street 
Chicago,  Illinois  60605 

National  Institute  of  Oilseed  Products  (NIOP) 

111  Sutter  Street 

San  Francisco,  California  94104 

National  Model  Railroad  Association,  Inc.  (NMRA) 
4602  4th  Street,  NW. 
Canton,  Ohio  44708 

National  Oak  Flooring  Manufacturers  Association,  Inc.  (NOFMA) 
814  Sterick  Building 
Memphis,  Tennessee  38103 
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National  Particleboard  Association  (NPA) 

2306  Perkins  Place 

Silver  Spring,  Maryland  20910 

National  Retail  Merchants  Association  (NRMA) 

100  West  31st  Street 

New  York,  New  York  10001 

National  Roofing  Contractors  Association  (NRCA) 
1515  North  Harlem  Avenue 
Oak  Park,  Illinois  60302 

National  Soybean  Processors  Association  (NSPA) 
1225  Connecticut  Avenue,  NW. 
Washington,  D.C.  20036 

National  Standards  Association  (NSA) 
1321  14th  Street,  NW. 
Washington,  D.C.  20005 

National  Wheel  &  Rim  Association  (NWRA) 
4836  Victor  Street 
Jacksonville,  Florida  32207 

National  Woodwork  Manufacturers  Association  (NWMA) 
400  West  Madison  Street 
Chicago,  Illinois  60606 

Paper  Stationery  &  Tablet  Manufacturers  Association  (PSTMA) 

444  Madison  Avenue 

New  York,  New  York  10022 

Photographic  Society  of  America  (PSA) 
2005  Walnut  Street 
Philadelphia,  Pennsylvania  19103 

Pipe  Fabrication  Institute  (PFI) 
1326  Freeport  Road 
Pittsburgh,  Pennsylvania  15238 

Plumbing  &  Drainage  Institute  (PDI) 
1018  North  Austin  Boulevard 
Oak  Park,  lUinois  60302 

Porcelain  Enamel  Institute,  Inc.  (PEI) 
1900  L  Street,  NW. 
Washington,  D.C.  20036 

Power  Saw  Manufacturers  Association  (PSMA) 
734  15th  Street,  NW. 
Washington,  D.C.  20005 

Pressure  Sensitive  Tape  Council  (PSTC) 
1201  Waukegan  Road 
Glenview,  Illinois  60025 

Pulverized  Limestone  Association  (PLA) 
White  Pigment  Corp. 
61  Main  Street 
Proctor,  Vermont  05765 

Rack  Manufacturers'  Institute  (RMI) 
1326  Freeport  Road 
Pittsburgh,  Pennsylvania  15238 

Radio  Technical  Commission  for  Aeronautics  (RTCA) 
1717  H  Street,  NW. 
Suite  655 

Washington,  D.C.  20006 


Railway  Tie  Association  (RTA) 

418  Olive  Street 

St.  Louis,  Missouri  63102 

Red  Cedar  Shingle  &  Handsplit  Shake  Bureau  (RCSHS) 
5510  White  Building 
Seattle,  Washington  98101 

Redwood  Inspection  Service  (RIS) 

617  Montgomery  Street 

San  Francisco,  California  94111 

The  Refractories  Institute  (RI) 
3154  One  Oliver  Plaza 
Pittsburgh,  Pennsylvania  15222 

Resistance  Welder  Manufacturers'  Association  (RWMA) 

1900  Arch  Street 

Philadelphia,  Pennsylvania  19103 

Rubber  Manufacturers  Association  (RMA) 

444  Madison  Avenue 

New  York,  New  York  10022 

Scientific  Apparatus  Makers  Association  (SAMA) 
1140  Connecticut  Avenue,  NW. 
Washington,  D.C.  20036 

Screen  Manufacturers  Association  (SCRMA) 
110  North  Wacker  Drive 
Chicago,  Illinois  60606 

Sealed  Insulating  Glass  Manufacturers  Association  (SIGMA) 
P.O.  Box  374 

Carpentersville,  Illinois  60110 

Sheet  Metal  and  Air  Conditioning  Contractors  National  Asso- 
ciation, Inc.  (SMACN) 
7676  New  Hampshire  Avenue 
Silver  Spring,  Maryland  20783 

Snell  Memorial  Foundation  (SMF) 

5  Lake  Shore  Close 

North  Tarrytown,  New  York  10591 

Society  of  Automotive  Engineers,  Inc.  (SAE) 
Two  Pennsylvania  Plaza 
New  York,  New  York  10001 

Society  of  Motion  Picture  &  Television  Engineers  (SMPTE) 

9  East  41st  Street 

New  York.  New  York  10017 

Society  of  the  Plastics  Industry,  Inc.  (SPI) 

250  Park  Avenue 

New  York,  New  York  10017 

Southern  Forest  Products  Association  (SFPA) 

P.O.  Box  52468 

New  Orleans,  Louisiana  70150 

Southern  Pine  Inspection  Bureau  (SPIB) 
P.O.  Box  846 
Pensacola,  Florida  32502 

Specialty   Equipment   Manufacturers   Association  (SEMA) 
1840  South  San  Gabriel  Boulevard 
San  Gabriel,  California  91776 


XIII 


Specialty  Wire  Association  (SWA) 
1625  Eye  Street,  NW. 
Washington,  D.C.  20006 

Sprinkler  Irrigation  Association  (SIA) 
1000  Vermont  Avenue,  NW. 
Washington,  D.C.  20005 

Steel  Structures  Painting  Council  (SSPC) 

4400  Fifth  Avenue 

Pittsburgh,  Pennsylvania  15213 

Steel  Tank  Institute  (STI) 
435  North  Michigan  Avenue 
Chicago,  Illinois  60611 

Steel  Window  Institute  (SWI) 
2130  Keith  Building 
Cleveland,  Ohio  44115 

Structural  Clay  Products  Institute  (SCPI) 
1750  Old  Meadow  Road 
McLean,  Virginia  22101 

Sump  Pump  Manufacturers  Association  (SPMA) 
221  North  LaSalle  Street 
Chicago,  Illinois  60601 

Technical  Association  of  the  Pulp  and  Paper  Industry  (TAPPI) 
One  Dunwoody  Park 
Atlanta,  Georgia  30341 

Tire  and  Rim  Association,  Inc.  (TRA) 
3200  West  Market  Street 
Akron,  Ohio  44313 

Truck  Body  and  Equipment  Association  (TBEA) 
5530  Wisconsin  Avenue 
Washington,  D.C.  20015 


Truck  Trailer  Manufacturers  Association  (TTMA) 
1413  K  Street,  NW. 
Washington,  D.C.  20005 

Truss  Plate  Institute,  Inc.  (TPI) 
Suite  205 

919  Eighteenth  Street,  NW. 
Washington,  D.C.  20006 

Underwriters'  Laboratories,  Inc.  (UL) 
207  East  Ohio  Street 
Chicago,  Illinois  60611 

U.S.  Department  of  Commerce  (USC) 
Office  of  Engineering  Standards  Services 
National  Bureau  of  Standards 
Washington,  D.C.  20234 

U.S.  Golf  Association  (USGA) 

40  East  38th  Street 

New  York,  New  York  10016 

Water  Pollution  Control  Federation  (WPCF) 
3900  Wisconsin  Avenue,  NW. 
Washington,  D.C.  20016 

Water  Systems  Council  (WSC) 
221  North  LaSalle  Street 
Chicago,  Illinois  60601 

West  Coast  Lumber  Inspection  Bureau  (WCLIB) 
P.O.  Box  25406 
Portland,  Oregon  97225 

Western  Wood  Products  Association  (WWPA) 
1500  Yeon  Building 
Portland,  Oregon  97204 

Writing  Instrument  Manufacturers  Association,  Inc.  (WIMA) 
1625  I  Street,  NW. 
Washington,  D.C.  20006 
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EFFECT 
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OF 
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IMPROVEMENT 
IMPROVING 
INCH 
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INCORPORATE 
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EXTENDED 
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EXTERNALLY 
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PERTAINING 
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PRACTICE 
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PRECISE 

PREMIUM 

PREPARED 

PRESENCE 

PRESENT 

PRESENTING 

PREVAILING 

PREVENT 

PREVIOUS 
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PRIMARILY 
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PRINCIPAL 
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PROGRESS 
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PROPOSAL 

PROPOSALS 
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PULL 

PURPOSE 
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QUADDED 

QUADRUPLE 

QUARTERING 

QUICK 
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QUOTATION 

REACH 

REBOUND 

REBUTTED 

RECEIVABLE 

RECEIVE 

RECEIVED 

RECKONING 
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REGARD 
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RELATED 

RELATING 
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REMAINING 

REMOTELY 

REMOVABILITY 

REPEATED 

REPRESENTATION 

RESIST 
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RESPONSIBILITY 

RESTRAINED 
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RESULTS 
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ements  for  Materials,  Devices  and  Products  Manufactured  to 
ements  for  Materials,  Devices  and  Products  Manufactured  to 
(Freight  Cars)  (1970)  Spec,  for  Secondhand 

Radius/  Rec.  Pract.  for  Maximum  Master  Gage  for  Checking 
Radius/  Rec.  Pract.  for  Minimum  Master  Gage  for  Checking 

Radius/         Rec.  Pract.  for  Minimum  Master  Gage  for  Checking 
Std.  for  Limit  Wear  Gages  for  Condemning 
Std.  for  Limit  Wear  Gages  for  Condemning 
act.  Covering  the  Design,  Construction  and  Installation  of 
Tent.  Meth.  for  Measuring  the 
Std.  F  Coupler  Operating  Rod  for  Use  with  Number  C-F  79 
>  Tent.  Rec.  Pract.  for 

National  Building  Code 

1)  Std. 

Std. 

Model  Railroad 
Std. 

Std.  for  Periodical  Title 
device  Data  Sheets  and  Spec.  (1/  Rec.  for  Letter  Symbols, 

Std.  Meth.  for  Oxyacetylene 
Tent.  Std.  for 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for  Resistance  to 
(1935)  Std.  Test  Meth.  for 

Rec.  Test  Meth.  for 
Accelerator  Method  of 
by  the  Pico  Meth.  (1969)  Std.  Test  Meth.  for 

(1970)  Std.  Meth.  of  Test  for 

Std.  Meth.  for  Operating  Machine  for  Test. 
Rec.  Pract.  for  Seat  Belt  Assembly  Webbing 
Rec.  Pract.  for  Seat  Belt  Assembly  Webbing 
Color  Change  of  Fabrics  Due  to  Flat 
Emery  Method  of  Color  Change  in  Fabrics  Due  to  Flat 
St  Meth.  for  Resistance  of  Transparent  Plastics  to  Surface 
Std.  for  Ventilation  and  Safe  Practices  of 
Machine  Mounting  Spec,  for 


Std.  Safety  Code  for  the  Use,  Care,  and  Protection  of 

Test  Meth.  for 

Markings  for  Identifying  Grinding  Wheels  and  Other  Bonded 
or  Measurement  of  Gloss  of  High  Gloss  Metal  Surfaces  Using 

Std.  Meth.  for 

td.  Meth.  of  Test  for  Recovery  of  Asphalt  From  Solution  by 
)  ANSI  Zl  1.181  Std.  Meth.  of  Test  for  Ultraviolet 

8  Cm  (1968)  Std.  Test  Meth.  for 

Ultraviolet 
Rec.  Pract.  for  Calculation  of 
rl970)  ANSI  K65.15  Std.  Test  Meth.  for 

Tent.  Std.  for  Water 
Tent.  Std.  for  Ink 

.  for  Use  of  Borosilicate  Glass  Raschig  Rings  as  a  Neutron 
iconductor  Materials  (197/  Tent.  Rec.  Pract.  for  Infrared 

g  Stone  (1970)  Std.  Meth.  of  Test  for 

ups  in  Rubber  Extender  and  Processing  Oils  by  the  Clay  Gel 

Std.  Test  Meth.  for  Ink 
nstructions  (1970)  Std.  Test  Meth.  for  Water 

Meth.  for  Water 
Test  Meth.  for  Grease 
Std.  Meth.  of  Test  for  Water 
Std.  Meth.  of  Test  for  Water 
ted  by  the  Tan-O-Quill  Meth.  (19/  Determination  by  Atomic 

ate  Solutions  Used  as  Std.  for  the  Determination  by  Atomic 
t  for  Metals  in  Industrial  Water  and  Waste  Water  by  Atomic 

Std.  for  Gas  Fired 

quids)  (1970)  Rec.  Test  Meth.  for 

std.  Qualitative  Classification  of  Surfactants  by  Infrared 
Interstitial  Atomic  Oxygen  Content  of  Silicon  by  Infrared 
intersitial  Atomic  Oxygen  Content  of  Germanium  by  Infrared 
ubstitutional  Atomic  Carbon  Content  of  Silicon  by  Infrared 
ypes  in  Liquid  Petroleum  Products  by  Fluorescent  Indicator 
Test  Meth.  for  Sulphur  Loss  From  Acid  Towers  (lodate 
of  Bum/  Std.  Meth.  of  Test  for  Apparent  Porosity,  Water 

Std.  Spec,  for  Tar  for 

b  Test)  (1969)  Std.  for  Water 

Std.  for  Paraffm  Wax 
Std.  Meth.  of  Test  for  Ultraviolet  Absorbance  and 
als  (1968)  A/  Std.  Meth.  of  Test  for  Failure  End  Point  in 

Services  by  Means  of  Small  Size  Specimens/  Std.  Meth.  of 

of  Woods  (1970)  Std.  Meth.  for 

omium  Iron  Alloys  for  Electrical  Heating  (/  Std.  Meth.  of 

Std.  Meth.  of  Test  for  Stability  of  Distillate  Fuel  Oil 
Carpet  (Rug)  Soiling, 

erior  House  Paints  on  Wood  (1968)  Std.  Meth.  for 

Std.  Meth.  of  Calibrating  a  Light  Source  Used  for 
fatigue  Test  for  Front  End  Suspension  C  Type  Lift  Kits  for 


Std.  Te 


Std. 
/  F 


A.A.R.  Spec.  But  Having  No  Previous  Service  Experience 
A.A.R.  Spec.  But  Having  No  Previous  Service  Experience 
A.A.R.  Std.  E  Couplers,  Knuckles;  Locks  and  Other  Parts 
A.A.R.  Std.  Maximum  Flange  Thickness.  Height  and  Throat" 
A.A.R.  Std.  Maximum  Flange  Thickness.  Height  and  Throat 
A.A.R.  Std.  Minimum  Flange  Thickness,  Height  and  Throat 
A.A.R.  Wheel  Gages  (Railway  Cars)  (1956) 
A.A.R.  Wheel  Gages  (Railway  Cars)  (1970) 

A.C.  Rectifiers  (on  Boats)  (1970)  Rec.  Pr 

A-D  Dimension  of  Aerosol  Can  Valves  (1971) 
A-Ht  (1970) 

Abandonment  or  Removal  of  Underground  Tanks  (1960) 
(Abbreviated  Edition)  (1967) 
Abbreviations  for  Power  Chain  Saws  (1970) 
Abbreviations  for  Scientific  and  Engineering  Terms  (194 
Abbreviations  for  Use  on  Drawings  (1950) 
Abbreviations  for  Use  on  Drawings  (1957) 
Abbreviations  of  Terms  Relating  to  Plastics  (1969) 
Abbreviations  (1969) 

Abbreviations,  Terms  and  Definitions  for  Semiconductor 
Ablation  Test,  of  Thermal  Insulation  Materials  (1970) 
Abrasion  Loss  of  Packaging  Materials  (1963)  PI  T3628p 
Abrasion  of  Grave!  by  Use  of  the  Deval  Machine  (1935) 
Abrasion  of  Plastic  Materials  (1969) 
Abrasion  of  Stone  and  Slag  by  Use  of  the  Deval  Machine 
Abrasion  Resistance  of  Disposable  Soft  Goods  (1970) 
Abrasion  Resistance  of  Fabrics  (1970) 
Abrasion  Resistance  of  Rubber  and  Elastomeric  Materials 
Abrasion  Resistance  of  Stone  Subjected  to  Foot  Traffic 
Abrasion  Resistance  of  Textile  Yarns  (1970)  ANSI  L14.22 
Abrasion  Test  Procedure  (1971) 
Abrasion  Test  Requirements  (1970) 
Abrasion  (Frosting)  Screen  Wire  Method  (1970) 
Abrasion  (Frosting)  (1970) 
Abrasion  (1969) 

Abrasive  Blasting  Operations  (1968) 
Abrasive  Discs  and  Plate  Mounted  Wheels  (1969) 
Abrasive  Wear  (Hs  J965)  (1968) 
Abrasive  Wheels  (1970) 
Abrasiveness  of  Pigments  and  Fillers  (1971) 
Abrasives  (1970) 

Abridged  Goniophotometer  or  Goniophotometer  (1971) 
Absolute  Calibration  of  Reflectance  Std.  (1971) 
Abson  Method  (1969) 

Absorbance  and  Absorptivity  of  Petroleum  Products  (1970 

Absorbance  of  Polyethylene  Due  to  Methyl  Groups  at  1.  37 

Absorbance  Test  for  Citrus  Oils  (1965) 

Absorbed  Dose  From  Gamma  Radiation  (1970) 

Absorbed  Gamma  Radiation  Dose  in  the  Fricke  Dosimeter 

Absorbency  of  Bibulous  Papers  (1964) 

Absorbency  of  Blotting  Paper  (1965) 

Absorber  in  Solutions  of  Fissile  Material  (1971)  Std 
Absorption  Analysis  of  Impurities  in  Single  Crystal  Sem 
Absorption  and  Bulk  Specific  Gravity  of  Natural  Buildin 
Absorption  Chromatographic  Meth.  (1969)  ANSI  Zl  1.180 
Absorption  of  Blotting  Paper  (1967) 

Absorption  of  Core  Materials  for  Structural  Sandwich  Co 
Absorption  of  Paperboard  (1960) 
Absorption  of  Paperboard  (1971) 
Absorption  of  Rigid  Cellular  Plastics  (1969) 
Absorption  of  Slate  (1970) 

Absorption  of  the  Chromic  Oxide  Content  of  Plumage  Trea 
Absorption  of  the  Chromic  Oxide  Content  of  Tan-O-Quill 
Absorption  Spectrophotometry  (1970)  Std.  Meth.  of  Tes 

Absorption  Summer  Air  Conditioning  Appliances  (1969) 
Absorption  (Disposable  Soft  Goods  in  the  Presence  of  Li 
Absorption  (1969) 

Absorption  (1970)  Tent.  Meth.  of  Test  for 

Absorption  (1970)  Tent.  Meth.  of  Test  for 

Absorption  (1970)  Tent.  Meth.  of  Test  for  S 

Absorption  (1970)  /Td.  Meth.  of  Test  for  Hydrocarbon  T 

Absorption)  (1971) 

Absorption,  Apparent  Specific  Gravity,  and  Bulk  Density 
Absorptive  Treatment  (1965) 

Absorptiveness  of  Nonbibulous  Paper  and  Paperboard  (Cob 
Absorptiveness  of  Paper  (1948) 

Absorptivity  of  Petroleum  Products  (1970)  ANSI  Zl  1.181 
Accelerated  and  Outdoor  Weathering  of  Bituminous  Materi 
Accelerated  Evaluation  of  Wood  Preservatives  for  Marine 
Accelerated  Laboratory  Test  of  Natural  Decay  Resistance 
Accelerated  Life  Test  of  Nickel  Chromium  and  Nickel  Chr 
(Accelerated  Method)  (1970) 
Accelerated  Soiling  Method  (1970)  ANSI  L14.217 
Accelerated  Test,  of  Moisture  BUster  Resistance  of  Ext 
Accelerating  the  Deterioration  of  Rubber  (R1970) 
Accelerating  Vehicle  (1971)  Std. 
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Guide  for  Spec,  and  Tests  for  Piezoelectric 
Std.  Model  A 

adiological  Safety  in  the  Design  and  Operation  of  Particle 
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Std. 
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Std. 
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Std. 
Std.  for 
Std. 
Std. 
Std. 
Std. 
Std. 
Std.  of 

Spec,  for  the  Purchase  and 
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Std.  Test  Meth.  for  Nonamine  Acid 
Tent.  Test  Meth.  for  Nonamine  Acid 
Spec,  for  Purchase  and 
Spec,  for  Purchase  and 
Rec.  Ultrasonic 


(1971) 

ble  to  Interchange  Freight  Ca/ 
ity  Sampling  (1969) 
rade  (1968) 

grade  (Nonreflux  Meth/ 
ht  Cars  (Railway)  (1970) 
er  Parts  (1970) 
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ts  Products  (1971) 

tact  with  Milk,  Milk  Products  and  Product  Contact  Surfac/ 
ipe  Welds  (1969) 

t(1970)  Vehicular 
um  Entrainm/         Std.  Meth.  of  Sampling  Particulates  From  Man 
ilers  (Firetube,  Watertube  and  Cast  Iron  Types);  Controls, 
or  Fire  Protection  Service  (1971)  /  Safety  Std.  for  Alarm 

packaging  Std.  for  Individual  Item  Capped,  with  or  Without 
electrical  Insulating  Mineral  Oil  for  Capacitors  and  Cable 
air  Switches,  Power  Fuses,  Fuse  Disconnecting  Switches  and 
losed  Single  Pole  Air  Switches,  Disconnecting  Switches  and 
losed  Single  Pole  Air  Switches,  Disconnecting  Switches  and 
gmg  of  Items  in  a  Bag,  Flexible  Plastic  Transparent,  with 
f  Expansion  Joints;  Their  Basic  Application,  Nomenclature, 
Mounting  Flanges  for  Engine 
ailers  (1970)  Rec.  Pract.  for  Connection  and 

Std.  Criticality 

58)  Manual  of 

Pract.  Meth.  for  the  Prevention  of 
969)  Std.  Dosimetry  for  Criticality 

Definition  of  Reportable  Farm 
Manual  on  Classification  of  Motor  Vehicle  Traffic 
Devices  for  Use  in  Defining  and  Measuring  Vehicle  Seating 
Std.  Accounting  System  for  Uniform 
ldings(1944)  Std. 

ry  Industry  Regarding  Std.  of  Procedures  for  Distributors 
ures  for  Distributors  accounts  Payable  and  Manufacturers 


(1971) 


ading) (1971) 

ing  Systems  (1963)  Rec.  Form  for 

ater/  Std.  Rec.  Pract.  for  Use  of  the  Terms  Precision  and 

Tent.  Rec.  Pract.  for  Statements  on  Precision  and 
Tent.  Test  Meth.  for  Spectral  Bandwidth  and  Wavelength 
Std.  and  Spectrum  for  Citral  Dimethyl 
Std.  for  Cmnamic  Aldehyde  Dimethyl 
Spectrum  for  Cinnamic  Aldehyde  Dimethyl 
Gas  Chromatographic  Procedure  for  Citral  Dimethyl 
Std.  for  Citral  Dimethyl 
Std.  Spec,  for 
Std.  Meth.  of  Test  for  Purity  of 
forming  (1969)  Std.  Spec,  for  Cellulose 

ANSI  K66.5  Std.  Spec,  for  Cellulose 

otton  and  Wool  (1968)  Quantitative  Determination  of 

Std.  for  Determination  of  Sodium  by  the  Uranyl  Zinc 
f  Test  for  Resistance  to  Yarn  Slippage  in  Silk,  Rayon,  and 

Std.  Spec,  for  Amyl 
Gas  Chromatographic  Procedure  for  Geranyl 
Gas  Chromatographic  Procedure  for  Cis-3  Hexenyl 
Std.  Test  Meth.  for  Hydroquinone  in  Vinyl 
Std.  for  Isoeugenol 
Spectrum  for  Iso  Eugenyl 
Rec.  for  the  Safe  Handling  and  Use  of  Vinyl 
tion  of  Cotton  Content  in  Mixtures  of  Cotton  And/or  Rayon, 
roving  for  Reinforced  Plastics  (1968/  Std.  Test  Meth.  for 

Std.  Test  Meth.  for  Alkalinity  in 


Acceleration  Transducers  for  Zero  Space  Test.  (1964)  ISA  RP37.2T 

Accelerator  for  Sprinkler  System  (1971)  FMS  2-80 

Accelerators  (1969)  ANSI  N43.1 

Accelerotor  Method  of  Abrasion  Resistance  of  Fabrics  (1  AATCC  93 

Acceptability  Guidelines  of  Printed  Circuit  Wiring  Boar  IPC  A600A 

Acceptable  Concentrations  of  Beryllium  Compounds  (1970)  ANSI  Z37.29 

Acceptable  Concentrations  of  Cadmium  Fume  and  Dusts  (19  ANSI  Z37.5 

Acceptable  Concentrations  of  Ethylene  Dibromide  (1 ,  2  Di  ANSI  Z37.31 

Acceptable  Concentrations  of  Ethylene  Dichloride  (1969)  ANSI  Z37.21 

Acceptable  Concentrations  of  Methanol  (1971)  ANSI  Z37.14 

Acceptable  Concentrations  of  Methyl  Bromide  (Monobromom       ANSI  Z37.24 

Acceptable  Concentrations  of  Methyl  Chloride  (1969)  ANSI  Z37.18 

Acceptable  Concentrations  of  Methyl  Chloroform  (1,  1,  1  T  ANSI  Z37.26 

Acceptable  Concentrations  of  Methylene  Chloride  (Dichlo  ANSI  Z37.23 

Acceptable  Concentrations  of  Nitrogen  Dioxide  (1971)  ANSI  Z37.13 

Acceptable  Concentrations  of  Organo,  Alkyl,  Mercury  (19  ANSI  Z37.30 

Acceptable  Concentrations  of  Paradichlorobenzene  (1 ,  4  D  ANSI  Z37.27 

Acceptable  Concentrations  of  Styrene  (1969)  ANSI  Z37.15 

Acceptable  Concentrations  of  Xylene  (Dimethyl  Benzene)  ANSI  Z37.10 

Acceptance  of  Approved  Side  Frames  and  Bolsters  Applica  AAR  M210 

Acceptance  of  Evidence  Based  on  the  Results  of  Probabil  ASTM  E141 

Acceptance  of  Halogenated  Organic  Solvent,  Degreasing  G  ASTM  D2107 

Acceptance  of  Halogenated  Organic  Solvents,  Degreasing  ASTM  D2942 

Acceptance  of  Journal  Roller  Bearing  Adapters  for  Freig  AAR  MSRP-M-924 

Acceptance  of  Std.  E  Couplers,  Knuckles,  Locks,  and  0th  AAR  M204 

Acceptance  Std.  for  Airframe  Aluminum  Alloy  Plate,  Forg  ASNT  RPT.l 

Accepted  Pract.  for  Spray  Drying  Systems  for  Milk  and  I  DFISA  60700 

Accepted  Pract.  for  Supplying  Air  Under  Pressure  in  Con  DFISA  60403 

Access  Holes  and  Plugs  for  Radiographic  Inspection  of  P  PFI  ES16 

Access  Systems  for  Construction  and  Industrial  Equipmen  SAE  J185 

Accessible  Storage  Vessels  for  Aerospace  Fluids  by  Vacu  ASTM  F306 

Accessories  and  Room  Facilities;  Automatic  Fuel  Burning  ASME  BPVCVI 

Accessories  for  Automatic  Water  Supply  Control  Valves  F  UL  753 

Accessories  in  a  Bag  (1971)  NSA  3431 

Accessories  (1968)  /Pec.  for  Continuity  of  Quality  of  ASTM  D2297 

Accessories  (1969)  /Distribution  Enclosed  Single  Pole  ANSI  C37.41 

Accessories  (1969)  /Ks,  Secondary  and  Power  Fuses,  Enc  ANSI  C37.40 

Accessories  (1969)  /Ks,  Secondary  and  Power  Fuses,  Enc  ANSI  C37,48 

Accessories  (1971)  Std.  for  Packa  NSA  3405 

Accessories,  Anchors  and  Test.  (1969)  Types  0  EJMA  *1 

Accessory  Drives  (1964)  SAE  J896 

Accessory  Locations  for  Towing  Double  and  Multiaxle  Tr  SAE  J849B 

Accident  Alarm  System  (1969)  ANSI  NI6.2 

Accident  Prevention  and  Safe  Pract.  in  Construction  (19  AGCA  ♦! 

Accidents  in  the  Use  of  Explosives  (1970)  IME  4 

Accidents  (in  Operations  with  Fissionable  Materials)  (1  ANSI  N13.3 

Accidents  (1967)  ASAE  R208 

Accidents  (1970)  ANSI  D16.1 

Accommodation  (1970)  Std.  for  SAE  J826A 

Accounting  for  Office  Buildings  (1944)  BOMAI  SB24 

Accounting  System  for  Uniform  Accounting  for  Office  Bui  BOMAI  SB24 

Accounts  Payable  and  Manufacturers  accounts  Receivable  NAFC  '4 

Accounts  Receivable  (1970)  /Y  Regarding  Std.  of  Proced  NAFC  *4 

Accrediting  Std.  for  Diaper  Delivery  Equipment  (1971)  DSAC  *6 

Accrediting  Std.  for  Diaper  Marketing  Practices  (1971 )  DSAC  *7 

Accrediting  Std.  for  Diaper  Plant  Layout  and  Equipment  DSAC  *2 

Accrediting  Std.  for  Diaper  Plant  Personnel  (1971)  DSAC  '4 

Accrediting  Std.  for  Diaper  Plant  Procedures  (1971)  DSAC  '3 

Accrediting  Std.  for  Diaper  Plant  Route  Salesmen  (1971)  DSAC  '5 

Accrediting  Std.  for  Diaper  Sanitation  (Sampling  and  Gr  DSAC  *1 

Accumulation  of  Maintenance  Test  Data  of  Electric  Light  lES  CP27 

Accuracy  as  Applied  to  Measurement  of  a  Property  of  a  M  ASTM  E177 

Accuracy  in  Test  Meth.  of  Textile  Materials  (1970)  ASTM  D2906T 

Accuracy  of  Fluorescence  Spectrometers  (1969)  ASTM  E388 

Acetal  (1%8)  EOA  273S 

Acetal  (1969)  EOA  278 

Acetal  (1969)  EOA  278S 

Acetal  (1970)  EOA  273GCM 

Acetal  (1971)  EOA  273 

Acetaldehyde  (1968)  ASTM  D2189 

Acetaldehyde  (1968)  ASTM  D2192 

Acetate  Butyrate  Film  and  Sheeting  for  Fabricating  and  ASTM  D2411 

Acetate  Butyrate  Molding  and  Extrusion  Compounds  (1970)  ASTM  D707 

Acetate  Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  C  ABFLO  D-9 

Acetate  Meth  (1944)  TAPPI  T623 

Acetate  Woven  Fabrics  (1970)  ANSI  L14. 102  /Td.  Meth.  O  ASTM  D434 

Acetate  (Synthetic)  (85  to  88%  Grade)  (R1965)  ASTM  D318 

Acetate  (1966)  EOA  IIGCM 

Acetate  (1968)  EOA  269GCM 

Acetate  (1969)  ASTM  D2193 

Acetate  (1969)  EOA  276 

Acetate  (1969)  EOA  276S 

Acetate  (1970)  MCA  SD75 

Acetate,  Nylon  (1968)  Quantitative  Determina  ABFLO  D-17 

Acetone  Extraction  and  Ignition  of  Strands,  Yarns,  and  ASTM  D2587 

Acetone  (1969)  ASTM  D1614 
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Std.  for 

Std.  Melh.  of  Test  for  Alpha 
ton  Defoliant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  Oxo  2  Pentenoic 
e  for  the  Pest  Control  Chemical  (2-Chloroethyl)  Phosphonic 
ing  Grade  (1968)  Std.  Test  Meth.  for  Nonamine 

sing  Grade  (Nonreflux  Meth/  Tent.  Test  Meth.  for  Nonamine 

Assembly  of  Small  Batteries  Lead 
Assembly  of  Large  Lead 
and  Oils)  (Tent.  Meth.)  (1970)  Fatty 
tion  of  Methyl  Esters  From  Oils  for  Determination  of  Fatty 
Esters  (1969)  Std.  Test  Meth.  for  Fatty 

Std.  Test  Meth.  for  Fatty 
Std.  Spec,  for 

mmon  Name  for  the  Pest  Control  Chemical  Tert  Butylcarbamic 

Std.  Definitions  for  Lead 
Meth.  for  Determining  the 
Std.  for 
Tent.  Melh  for 
Std.  Meth.  of  Test  for 
Tent.  Test  Melh.  for  Chromic  Oxide  in  Leather  (Perchloric 

Test  Meth.  for  Oleic 
Dehydroacetic 

Meth.  for  Spectrochemical  Analysis  of  Low  Alloy  Steel  for 

Std.  for 

Spec,  for  Photographic  Grade  Sodium 
Number  of  Petroleum  Products  by  Potentiometric  Perchloric 
Test  Meth.  for  Sulphur  Loss  From 
Meth.  of  Sampling  Purity  by  Total  Acidity  and 

Lead 


Acetylene  Cylinder  Charging  Plants  (1971 ) 

Acetylenes  in  Butadiene,  and  Mixtures  (1968)  ANSI  Z11.7 


ves)  (1970/ 
)  (1965) 
)  (1965) 


) (1965) 
) (1965) 


Lead 
Stearic 
Stearic 
Lead 
Palmitic 
Lead 
Palmitic 
Palmitic 
Palmitic 
Palmitic 
Palmitic 
Stearic 

Safe  Handling  and  Use  of  Hydrofluoric 
for  the  Pest  Control  Chemical  3  Amino  2,  5  Dichlorobenzoic 
Std.  for  Analysis  of  Sulfuric 
Olelic 
Boric 
Sorbic 

Nordihydroguaiaretic 
Std.  Meth.  for  Analysis  of  Hydrofluoric 
Std.  for  Fluosilicic 

d.  Including  Guarantee  Pohcy  for  Motor  Vehicle  Type  (Lead 
Spec,  for  Photographic  Grade  Citric 
Std.  for  Safe  Handling  and  Use  of  Hydrochloric 
Thioglycolic 
Meth.  of  Samphng  Purity  by  Total 
Std.  Test  Meth.  of  Test  for  Free 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for  Total 
Std.  Test  Meth.  for 
Meth.  for  Water  Soluble 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for  Fatty 
Std.  Melh.  for  Identification  of  Carboxylic 
Std.  Test  Meth.  for  Rosin 
Std.  Meth.  for  Identification  of  Oils  and  Oil 
Std.  Meth.  of  Testing  Fatly 
Meth.  of  Samphng  Dibasic 
Std.  Spec,  for  Distilled  Soybean  FaHy 
Std.  Spec,  for  Distilled  Linseed  Fatly 
Std.  Spec,  for  Distilled  Coconut  Fatly 
Std.  Spec,  for  Distilled  Corn  Fatly 
Std.  Melh.  of  Test  for  Ash  in  Drying  Oils  and  Fatty 
Std.  Test  Meth.  for  Hydroxyl  Value  of  Fatty  Oils  and 
Std.  Test  Meth.  for  Color  After  Heating  of  Fatty 
Std.  Test  Meth.  for  Total  Acidity  of  Organic 
Std.  Meth.  for  Test,  for  Monobasic  Organic 
Std.  Spec,  for  Dehydrated  Castor 
std.  Spec,  for  Fractionated  and  Distilled  Cottonseed  Fatly 
Std.  Test  Meth.  for  Iodine  Value  of  Drying  Oils  and  Fatly 
Std.  Melh.  of  Test  for  Titer  of  Fatty 
Std.  Spec,  for  Tall  Oil  Fatty 
ermination  of  Fish  Oil  in  Drying  Oils  and  Drying  Oil  Fatty 
Std.  Test  Melh.  for  Rosin  Acids  in  Fatty 
Std.  Meth.  of  Test  for  Ash  in  Polybasic 
f  Sampling  Purity  by  Total  Acidity  and  Acid  Value  (Dibasic 
Rec.  Pract.  for  Instrumentation  for  Measuring 


and  Derivatives)  (1970/ 
(1970)  ANSI  Z11.77 


graphy)  (1/ 


d"Alorac"  (1969)  /R  the  Pest  Control  Chemical,  Cot 

d"Ethephon"  (1970)  Std.  Common  NAM 

d  Acceptance  of  Halogenated  Organic  Solvent,  Degreas 
d  Acceptance  of  Halogenated  Organic  Solvents,  Degrea 
id  and  Nickel  Iron  (for  Electric  Trucks)  (1965) 
d  Batteries  (for  Electric  Trucks)  (1965) 
d  Composition  by  Gas  Chromatography  (Commercial  Fats 
d  Composition  by  Gas  Chromatography  (1969)  /Prepara 
d  Composition  by  Gas  Liquid  Chromatography  of  Methyl 
d  Content  of  Alkyd  Resins  and  Resin  Solutions  (1969) 
d  Copper  Chromate  (1971) 

d  Ester  with  3-(M-Hydroxyphenyl)-l ,  1  Dimethylurea"K 

d  Industrial  Storage  Batteries  (1971) 

d  Insoluble  Ash  in  Pulp  (1970) 

d  Insoluble  Lignin  in  Wood  Pulp  (1954) 

d  Number  for  Certain  Alkali  Soluble  Resins  (1970) 

d  Number  of  Rosin  (R1970) 

d  Oxidation)  (1969) 

d  Penetration  of  Paperboard  (1971) 

d  Sodium  Dehydroacelale  Monohydrate  (1965) 

d  Soluble  Aluminum  by  the  Solution  Technique  (1968) 

d  Soluble  Iron  in  Paper  (1968) 

d  Sulfate  (NaHS04)  (1969) 

d  Titration  (1970)  /T.  Meth.  of  Test  for  Total  Base 

d  Towers  (lodate  Absorption)  (1971) 

d  Value  (Dibasic  Acids,  Industrial  Oils  and  Derivati 

d  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks 

d  36  Volt  Batteries;  Dimensions  (for  Electric  Trucks 

d  37.5  Percent  (1967) 

d  42.5  Percent  (1967) 

d  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks 
d  70  Percent  (1963) 

d  72  Volt  Batteries;  Dimensions  (for  Electric  Trucks 

,d  75  Percent  (1963) 

d  80  Percent  (1963) 

d  85  Percent (1963) 

d  90  Percent  (1963) 

d  95  Percent  (1963) 

d  95  Percent  (1967) 

d  (Anhydrous  and  Aqueous)  (1970) 

d  (Chloramben)  (1970)  Std.  Common  Name 

d  (1945) 

d  (1959) 

d  (1959) 

,d  (1965) 

d  (1966) 

d  (1968) 

d  (1971) 

d)  Storage  Batteries  (1970)  /  Domestic  Marketing  St 

d.  Anhydrous  (H3c6h5o7)  (1970) 

d.  Aqueous  and  Hydrogen  Chloride,  Anhydrous  (1970) 
d.  Cosmetic  Grade  (1964) 

dity  and  Acid  Value  (Dibasic  Acids,  Industrial  Oils 

dity  in  Casein  and  Isolated  Soy  Protein  (1968) 

dity  of  Distillation  Residues  or  Hydrocarbon  Liquids 

dity  of  Organic  Acids  (1968)  ANSI  Z159.5 

dity  of  Sulfur  Hexafluoride  (1968)  ANSI  C59.120 

dity  or  Alkalinity  of  Paper  (1967) 

dity  or  Alkalinity  of  Water  (1970) 

ds  Content  of  Tall  Oil  Rosins  (R1969) 

ds  in  Alkyd  Resins  (1969) 

ds  in  Fatty  Acids  (1970) 

ds  in  Solvent  From  Solvent  Type  Paints  (Gas  Chromato 

ds  Used  in  Protective  Coalings  (1969) 

ds  (Industrial  Oils  and  Derivatives)  (1970) 

ds (R1969) 

ds (R1969) 

ds  (R1969) 

ds (R1969) 

ds  (R1969) 

ds (R1969) 

ds (R1969) 

ds  (1968)  ANSI  Z159.5 

ds  (1968)  ANSI  159.6 

ds  (1969) 

ids  (1969) 

ds  (1969) 

ds  (1969) 

ds  (1969) 

ids  (1969)  Std.  Melh.  for  Qualitative  Del 

ids  (1970) 
ids  (1971) 

ids.  Industrial  Oils  and  Derivatives)  (1970)  /Elh.  O 


Acoustic  Impulses  of  Passenger  Cars  (1971) 


NFPA 

51A 

ASTM 

DI020 

ANSI 

K62.79 

ANSI 

K62.92 

ASTM 

D2107 

ASTM 

D2942 

ITA 

8C1 

ITA 

8E1 

AOCS 

CEl 

ASTM 

D2800 

ASTM 

D1983 

ASTM 

D1398 

ASTM 

DI624 

ANSI 

K62.94 

NEMA 

IBl 

TAPPI 

T244 

TAPPI 

T222 

CSMA 

245B 

ASTM 

D465 

ASTM 

D2807 

TAPPI 

UM-406 

CTFA 

93 

ASTM 

E293 

TAPPI 

T434 

ANSI 

PH4.105 

ASTM 

D2896T 

TAPPI 

UM-607 

AOCS 

TE4A 

ITA 

8F1 

ITA 

8G1 

CTFA 

20 

CTFA 

21 

ITA 

8H1 

CTFA 

50 

ITA 

8J1 

CTFA 

51 

CTFA 

52 

CTFA 

53 

CTFA 

54 

CTFA 

55 

CTFA 

49  • 

MCA 

SD25 

ANSI 

K62.91 

TAPPI 

T602 

CTFA 

24 

CTFA 

5 

CTFA 

89 

CTFA 

98 

ASTM 

E271 

AWWA 

B703 

BCI 

*1.15 

ANSI 

PH4.107 

MCA 

SD39 

CTFA 

31 

AOCS 

TE4A 

ASTM 

D1801 

ASTM 

D1093 

ASTM 

E301 

ASTM 

D2284 

TAPPI 

T428 

ASTM 

D1067 

ASTM 

D1585 

ASTM 

D2455 

ASTM 

D1240 

ASTM 

D2245 

ASTM 

D1467 

AOCS 

TA7E 

ASTM 

D1537 

ASTM 

D1538 

ASTM 

D1841 

ASTM 

D1842 

ASTM 

D195I 

ASTM 

D1957 

ASTM 

D1981 

ASTM 

E301 

ASTM 

E302 

ASTM 

D1539 

ASTM 

D1843 

ASTM 

D1959 

ASTM 

D1982 

ASTM 

D1984 

ASTM 

D1724 

ASTM 

D1240 

ASTM 

E347 

AOCS 

TE4A 

SAE 

J247 
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tech.  Spec  for  Quieter  Home  Basics,  Including  Partitions. 
Sid.  Preferred  Reference  Quantities  (and  Definitions)  for 
terns  (1966) 

Rec.  Pract.  for  Qualifying  a  Sound  Data 
Quantitative  Separation  of 
Std.  Spec,  for  Extruded 

Determination  of  Trash  Content  in 
Spec,  and  Installation  Procedure  for  Glazing 
c.  for  Woven  Glass  Fabric,  Cleaned  and  After  Finished  with 
Jacket  for  Wire  and  Cab/  Std.  Spec,  for  Extra  Heavy  Dutv 

(1970)  Std.  Spec,  for 


schedule  80  (1969) 
schedule  40  (1969) 
schedule  80  (1969) 

40  and  80  (1969) 
it  and  Fittings  (1970) 

(1969) 
969) 


Std.  for  Threaded 
Std.  Spec,  for  Socket  Type 
Std.  Spec,  for  Socket  Type 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Rigid 
Std.  Spec,  for 
Installation  Procedures  tor 
nded  Steel  Core  for  Aluminum  Conductors,  Steel  Reinforced 
num  Conductors,  Concentric  Lay  Stranded  Steel  Reinforced, 
Concentric  Lay  Stranded,  Aluminum  Clad,  Steel  Reinforced 
Std.  Limiting  Design  Dimensions  Mechanical  Double 
Std.  Typical  Top  Rod  Application  Mechanical  Double 
Std.  for  Press  Hydraulic,  Direct 
Rec.  Pract.  for  Liquid  Phase  Evaluation  of 
Std.  Test  Meth.  for  Apparent  Density  of 
std.  Test  Meth.  for  Particle  Size  Distribution  of  Granular 
Std.  Test  Meth.  for  Total  Ash  Content  of 
Std.  Test  Meth.  for  Moisture  in 
Tent.  Meth.  for  Removal  of  Organic  Matter  From  Water  by 
tent.  Test  Meth.  for  Oxygen  Content  Using  a  14  Mev  Neutron 
Std.  Test  Meth.  for  Foaming  Properties  of  Surface 
or  Surface  and  Interfacial  Tension  of  Solutions  of  Surface 
ns  (1969)  Std.  Meth.  for  Separation  of 

Meth.  for  Determining 
Std.  Test  Meth.  for 

970)  ANSI  L14.125  Test  Meth.  for  Antibacterial 

Safety  Requirements  for  Explosive 
or  Rubber  Boots  for  Use  on  Drum  Type  Wheel  Hydraulic  Brake 
ort  Type  Aircraft  (1971)  Rec.  Pract.  for  Location  and 

enclosures  Mounting,  Termination  and  Size,  Coil  or  Thermal 
Fishes  (1970)  Std.  Meth.  of  Test  for  Evaluating 

apacity  of  Forage  Wagons,  Wagon  Boxes,  and  Forage  Handling 
pec.  for  Purchase  and  Acceptance  of  Journal  Roller  Bearing 
Test  Std.  for  Custom  Wheel 
t  (1970)  Std.  Spec,  for  Processing 

.  for  Evaluation  of  Freezing  and  Thawing  of  Air  Entraining 
the  Apparent  Viscosity  of  Petroleum  Waxes  Compounded  with 
Spec,  for  Oil  and  Gas  Well  Cements  and  Its 
Rec.  Pract.  for  Testing  Oil  Well  Cements  and  Its 


72 


(1969) 


e  Tape  at  180  Deg.  Angle  (1970) 
mperature  Performance  (1959) 
nee  to  High  Temperature  (1970) 
trength  After  Solvent  Immersion  (1968) 


tape  (1970) 
Tape  (1970) 
eg.  Angle  (1970) 


Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Std.  Meth.  for 
Std.  Test  Meth.  for 
Peel 


High  Speed  Unwind 


ISO  Deg.  Peel 
Liner  Removal  Peel 
Unwind 

humidity  (1970)  Pressure  Sensitive  Tape 

ve  Tape  (1966)  Shear 

Tack  Rolling  Ball 

polyethylene  Containers  Using  the  Water  Dip,  Ink  and  Label 
Rec.  Pract.  for  Preparation  of  Bar  and  Rod  Specimens  for 
ress  (Pressure  Sensitive  Tape)  (1970)  Test  Meth.  for 

Std.  for  Rubber  to  Metal 
Guide  Spec,  for 
Guide  Spec,  for  Wood  Flooring:  Parquet, 
Meth.  for  Water  Resistance  of 
Rec.  Pract.  for  Atmospheric  Exposure  of 
(1970)  Std.  Test  Meth.  for  Permanence  of 

Std.  Test  Meth.  for  Flexural  Strength  of 
Spec,  for  High  Strength 
ec.  Pract.  for  Preparation  of  Surfaces  of  Plastic  Prior  to 
Std.  Test  Meth.  for  Tensile  Properties  of 
Std.  Test  Meth.  for  Effect  of  Moisture  and  Temperature  on 
Std.  Test.  Meth,  for  Impact  Strength  of 


Acoustical  Ceiling  Installations  (1966)  CISCA  •) 

Acoustical  Ceilings  (Noise  Control)  (1970)  AIMA  9 

Acoustical  Levels  (1969)  ANSI  SI. 8 

Acoustical  Tile  and  Lay  in  Panel  Ceiling  Suspension  Sys  CISCA  *2 

Acquisition  System  (1970)  SAE  J184 

Acrylic  Fibers  From  Fiber  Mixtures  (1968)  ABFLO  D-24 

Acrylic  Plastic  Sheet  (1969)  ASTM  D1547 

Acrylic  Resin  Teeth  (1958)  ANSI  Zl 56. 15  ADA  15 

Acrylic  Resin  Treated  Cotton  (1968)  ABFLO  A-8 

Acrylic  Sheets  (1970)  FGMA  *2 

Acrylic  Silane  Type  Finishes,  for  Plastic  Laminates  (19  ASTM  D2660 

Acrylonitrile  Butadiene  Poly  (Vinyl  Chloride)  (NBR/PVO)  ASTM  D2708 

Acrylonitrile  Butadiene  Styrene  Composite  Sewer  Piping  ASTM  D2680 

Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings,  ASTM  D2465 

Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings,  ASTM  D2468 

Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings,  ASTM  D2469 

Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  (1969a)  ASTM  D2282 

Acrylonitrile  Butadiene  Styrene  Plastic  Pipe,  Schedules  ASTM  D1527 

Acrylonitrile  Butadiene  Styrene  Plastic  Utilities  Condu  ASTM  D2750 

Acrylonitrile  Butadiene  Styrene  Plastics  (1968)  ASTM  D1788 

Acrylonitrile  Butadiene  Styrene  Sewer  Pipe  and  Fittings  ASTM  D275I 

Acrylonitrile  Butadiene  Styrene  (Abs)  Plastic  Piping  (1  SPI  PPI-TR12 

(ACSR)(1971)  /D)  and  Aluminum  Coated  (Aluminized)  Stra  ASTM  B500 

(ACSR)  (1971)  ANSI  C7.22  Std.  Spec,  for  Alumi  ASTM  B232 

(ACSR/Aw)  (1971)  Std.  Spec,  for  Aluminum  Conductors,  ASTM  B549 

Acting  Automatic  Slack  Adjuster;  Freight  Cars  (1970)  AAR  MSRP-E-63 

Acting  Automatic  Slack  Adjuster;  Freight  Cars  (1970)  AAR  MSRP-E-65 

Acting  Internal  Expansion  (1970)  NSA  940 

Activated  Carbon  (1970)  '       ASTM  D2355 

Activated  Carbon  (1970)  ASTM  D2854 

Activated  Carbon  (1970)  ASTM  D2862 

Activated  Carbon  (1970)  ASTM  D2866 

Activated  Carbon  (1970)  ASTM  D2867 

Activated  Charcoal  Adsorption  (1970)  ASTM  D2910T 

Activation  and  Direct  Counting  Technique  (1969)  ASTM  £385 

Active  Agents  (1970)  ASTM  D1173 

Active  Agents  (1970)  Std.  Test  Meth.  F  ASTM  D1331 

Active  Ingredient  From  Surfactant  and  Syndet  Compositio  ASTM  D2358 

Active  Ingredients  in  Sulfonated  or  Sulfated  Oil  (1954)  ALCA  H46 

Active  Oxygen  in  Bleaching  Compounds  (1Q70)  ASTM  D2180 

Activity  of  Fabrics,  (Detection  of  Agar  Plate  Meth.)  (1  AATCC  90 

Actuated  Fastening  Tools  (1970)  ANSI  A10.3 

Actuating  Cylinders  (1971)  Spec,  and  Test  Meth.  F  SAE  J65A 

Actuation  of  Flight  Deck  Controls  for  Commercial  Transp  SAE  ARP268E 

Actuator,  Operation,  Electrical  Characteristics,  Contac  NARM  *1.7 

Acute  Toxicity  of  Industrial  Waste  Water  to  Fresh  Water  ASTM  D1345 

Adaptations  of  Manure  Spreaders  (1970)  Volumetric  C  ASAE  S238 

Adapters  for  Freight  Cars  (Railway)  (1970)  AAR  MSRP-M-924 

Adapters  for  Vehicles  (1971)  SEMA  8-1 

Additions  for  Use  in  the  Manufacture  of  Hydraulic  Cemen  ASTM  C465 

Additions  to  Portland  Cement  (1960)  Std.  Test  Meth  AASHO  T188 

Additives  (Hot  Melts)  (1971)  /Ed  Meth.  for  Determining  TAPPI  T677 

Additives  (1971)  API  lOA 

Additives  (1971)  API  lOB 

Adhesion  of  Dry  Solid  Film  Lubricants  (1969)  ANSI  Zl  1.2  ASTM  D25I0 

Adhesion  of  Organic  Coatings  (1968)  ASTM  D2197 

Adhesion  of  Vulcanized  Rubber  to  Wire  Cord  (1968)  ASTM  D2229 

Adhesion  or  Cohesive  Strength  of  Flame  Sprayed  Coatings  ASTM  C633 

Adhesion  Ratio  of  Polyethylene  Film  (1968)  ASTM  D2141 

Adhesion  Test  Meth.  for  Double  Coated  Pressure  Sensitiv  PSTC  3 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Cold  Te  PSTC  11 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Resista  PSTC  10 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Shear  S  PSTC  12 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  (1970)  PSTC  13 

Adhesion  Test  Meth.  for  Quick  Stick  Pressure  Sensitive  PSTC  5 

Adhesion  Test  Meth.  for  Single  Coated  Pressure  Sensitive  PSTC  1 

Adhesion  Test  Meth.  of  Pressure  Sensitive  Tape  at  180  D  PSTC  4 

Adhesion  Test  Meth.  of  Pressure  Sensitive  Tape  (1970)  PSTC  8 

Adhesion  Test  Meth.  Resistance  to  High  Temperature  and  PSTC  9 

Adhesion  Test  Meth.  (Holding  Power)  of  Pressure  Sensiti  PSTC  7 

Adhesion  Test.  Meth.  of  Pressure  Sensitive  Tape  (1970)  PSTC  6 

Adhesion  Tests  (1968)  /Valuating  Surface  Treatment  of  SPI  PBD6 

Adhesion  Tests  (1969)  ASTM  D2094 

Adhesion  to  Fiberboard  at  90  Deg.  Angle  and  Constant  St  PSTC  14 

Adhesions  of  Molded  Solid  Rubber  Products  (1970)  RMA  •8.20 

Adhesive  Applied  Wood  Parquet  Flooring  (1971)  CSI  09571 

Adhesive  Applied  (1968)  CSI  902A 

Adhesive  Bond  in  Laminated  Paper  and  Paperboard  (1969)  TAPPI  T510 

Adhesive  Bonded  Joints  and  Structures  (1970)  ASTM  D1828 

Adhesive  Bonded  Joints  in  Plywood  Under  Mold  Conditions  ASTM  D1877 

Adhesive  Bonded  Laminated  Assemblies  Loading  (1969)  ASTM  DI184 

Adhesive  Bonded  Units  of  Limestone  (1967)  ILIA  *4 

Adhesive  Bonding  (1969)  ASTM  D2093 

Adhesive  Bonds  (1968)  ASTM  D897 

Adhesive  Bonds  (1969)  ■  ASTM  D1151 

Adhesive  Bonds  (1970)  ASTM  D950 
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d  Cores  (1968)  Std.  Test.  Procedure  for  Delamination  of 

res  (1968)  Std.  Test.  Procedure  for  the  Delamination  of 

970a)  Std.  Meth.  of  Test.  Pressure  Sensitive 

(1969)  Std.  Test  Meth.  for  Corrosive  and 

Std.  Test  Meth.  for  Hydrogen  Ion  Concentration  of  Dry 
Std.  Rec.  Pract.  for  Determining  Durability  of 
971)  Std.  Rec.  Pract.  for  Determining  Durability  of 

e  to  Stripping  of  Bituminous  Aggregate  Mixtures  Containing 
Rec.  Pract.  for  Exposure  of 
Std.  Spec,  for  a  Liquid  Optical 
Werle  Test  Meth.  for 
Meth.  for 

Rec.  Pract.  for  Test  Procedures  for  Brake  Shoe  and  Lining 
68)  Meth.  for  Measurement  of  Viscosity  of 

Std.  Test  Meth.  for  Strength  Properties  of  Metal  to  Metal 
Std.  Test  Meth.  for  Tensile  Strength  of 
Fiberboa/  Std.  Spec,  for  Water  or  Solvent  Soluble  Liquid 

e  Under  Exterior  (Wet  Use)  Exposure  Condi/  Std.  Spec,  for 

1969) 


al)  (1969) 
ratures  (Meta/ 
(1969) 

ion  Loading  (/ 
n  (1970) 

card  Containers  (1969) 


Std.  Test  Meth.  for  Apparent  Viscosity  of 
Std.  Test  Meth.  for  Density  of 
Std.  Test  Meth.  for  Creep  Properties  of 
Std.  Test  Meth.  for  Strength  Properties  of 
Std.  Test  Meth.  for  Creep  Properties  of 
Std.  Test  Meth.  for  Strength  Properties  of 
Std.  Meth.  of  Test. 
Std.  Test  Meth.  for  Resistance  of 
Meth.  for  Test. 
High  Strength 
Test  Meth.  for  Tensile  Shear  Strength  of 
Std.  Test  Meth.  for  Viscosity  of 
Tent.  Test  Meth.  for  Volume  Resistivity  of  Conductive 
Std.  Test  Method  for  Penetration  of 
Std.  Test  Meth.  for  Flow  Properties  of 
Std.  Test  Meth.  for  Amylaceous  Matter  in 
Std.  Definitions  of  Terms  Relating  to 
t  Meth.  for  Shear  Strength  and  Shear  Modulus  of  Structural 
th.  for  Filler  Content  of  Phenol,  Resorcinol,  and  Melamine 
or  Nonvolatile  Content  of  Phenol,  Resorcinol,  and  Melamine 
rials;/  Seating  Manual  for  Motor  Vehicles;  Including  Seat 

design  Dimensions  Mechanical  Double  Acting  Automatic  Slack 
p  Rod  Application  Mechanical  Double  Acting  Automatic  Slack 

Std.  for  Markings  for 

tion  of  Air  Distribution  Sy/  Manual  for  the  Balancing  and 

Guide  for 

td.  for  the  Measurement  of  Small  Signal  VHF-UHF  Transistor 
Quantitative  Determination  of  Duck  or  Goose  Down 
Std.  Spec,  for  Chemical 
f  Test  for  Color  of  Halogenated  Organic  Solvents  and  Their 
specific  Gravity  of  Halogenated  Organic  Solvents  and  Their 
nvolatile  Matter  in  Halogenated  Organic  Solvents  and  Their 
Std.  Meth.  of  Test  for  Iodine 
removal  of  Organic  Matter  From  Water  by  Activated  Charcoal 
ding  Identification  for  Television  Commercials  of  National 
Pre  Marketing  Check  List  for  Aerosol  and 
Std.  Dimensions  of 

fts  and  Tows  (1970)  Std.  Safety  Requirements  for 

g  the  Speeds  of  Monochrome  Photographic  Negative  Films  for 
Pre  Marketing  Check  List  for 
t  Flying  Insects  (1971)  Test  Meth.  for  Evaluating 

Std. 

Tent.  Meth.  for  Measuring  the  A-D  Dimension  of 
Spec.  (Dimensions)  for  Tin  Plate  Fabricated 
Meth.  for  Determining  Solids  Content  of 
Meth.  for  Pressure  Measurement  in  Metal 
Procedure  for  Determining  Moisture  in 
termining  Effective  Crimping  on  Outside  Crimped  Valves  for 
Meth.  for  Determination  of  Volatile  Content  of 
Glossary  of  Terms  Used  in  the 
Test  Meth.  for  Evaluating 
Meth.  for  Determining  Pickup  Efficiency  of  Residual 
Meth.  for  Hydrometric  Determination  of 
Meth.  for  Determination  of  Volatile  Content  of 
Rapid  Meth.  for  Pressure  Determination  of 
Meth.  for  Determining  Delivery  Rate  of 
Meth.  for  Storage  Tests  of 
Meth.  for  Determining  the  Seepage  Rate  of 
Test  Meth.  for  Flammability  of 
Safety  Meth.  for  Filling 
Test  Meth.  for 

determining  Pressure  Drop  Rate  of  Compressed  Gas  Propelled 
Suggested  Warning  Label  for  Metal 
ion  of  the  Particle  Size  Distribution  of  Space  Insecticide 
Determination  of  Specific  Gravity  of 
Pre  Marketing  Check  List  for  Food 
Meth.  for  Determining  Overrun  of  Food 
Meth.  for  Measuring  Particle  Size  of 


Adhesive  Bonds,  Due  to  High  Humidity,  of  Fibre  Tubes  An  CCTI  Tl  I7T 

Adhesive  Bonds,  Due  to  Water  Immersion,  of  Fibre  and  Co  CCTI  T1I8T 

Adhesive  Coated  Tapes  Used  for  Electrical  Insulation  (1  ASTM  DIOOO 

Adhesive  Effects  of  Gasket  Materials  on  Metal  Surfaces  ASTM  F64 

Adhesive  Films  (1970)  ASTM  D1583 

Adhesive  Joints  Stressed  in  Peel  (1971)  ASTM  D2918 

Adhesive  Joints  Stressed  in  Shear  by  Tension  Loading  (I  ASTM  D2919 

Adhesive  Promoting  Agents  (1971)  /Gating  and  Resislanc  ASTM  D2727 

Adhesive  Specimens  to  High  Energy  Radiation  (1970)  ASTM  D1879 

Adhesive  (1970)  ASTM  D285I 

Adhesiveness  of  Gummed  Paper  Tape  (1967)  GIA  203 

Adhesiveness  of  Gummed  Paper  Tape  (1970)  TAPPI  T463 

Adhesives  and  Bonds  (1971)  SAE  J840C 

Adhesives  by  a  Low  Shear  Rotating  Spindle  Apparatus  (19  TAPPI  T666 

Adhesives  by  Compression  Loading  (Disk  Shear)  (1969)  ASTM  D2I82 

Adhesives  by  Means  of  Bar  and  Rod  Specimens  (1969)  ASTM  D2095 

Adhesives  for  Automatic  Machine  Sealing  of  Top  Flaps  of  ASTM  D1874 

Adhesives  for  Structural  Laminated  Wood  Products  for  Us  ASTM  D2559 

Adhesives  Having  Shear  Rate  Dependent  Flow  Properties  ASTM  D2556 

Adhesives  in  Fluid  Form  (1969)  ASTM  D1875 

Adhesives  in  Shear  by  Compression  Loading  (Metal  to  Met  ASTM  D2293 

Adhesives  in  Shear  by  Tension  Loading  at  Elevated  Tempe  ASTM  D2295 

Adhesives  in  Shear  by  Tension  Loading  (Metal  to  Metal)  ASTM  D2294 

Adhesives  in  Two  Ply  Wood  Construction  in  Shear  by  Tens  ■         ASTM  D2339 

Adhesives  Relative  to  Their  Use  as  Electrical  Insulatio  ASTM  D1304 

Adhesives  to  Cyclic  Laboratory  Aging  Conditions  (1970)  ASTM  D1183 

Adhesives  Used  in  Glued  Lap  Joints  of  Corrugated  Fiberb  TAPPI  T674 

Adhesives  Used  on  Limestone  (1967)  ILIA  *8.30 

Adhesives  (Metal  to  Metal)  (1969)  SPI  ERFI5 

Adhesives  (R1970)  ASTM  D1084 

Adhesives  (1968)  ASTM  D2739 

Adhesives  (1969)  ASTM  D1916 

Adhesives  (1969)  ASTM  D2183 

Adhesives  (1970)  ASTM  D1488 

Adhesives  (1970)  ASTM  D907 

Adhesives  (1970)  Std.  Tes  ASTM  E229 

Adhesives  (1970)  Std.  Test  Me  ASTM  D1579 

Adhesives  (1970)  Std.  Test  Meth.  F  ASTM  D1582 

Adjusters,  Frames,  Spring  Assemblies,  and  Covering  Mate  SAE  J782A 

Adjuster;  Freight  Cars  (1970)  Std.  Limiting  AAR  MSRP-E-63 

Adjuster;  Freight  Cars  (1970)  Std.  Typical  to  AAR  MSRP-E-65 

Adjustment  Means  in  Automatic  Controllers  (1965)  SAMA  PMC18-10 

Adjustment  of  Air  Distribution  Systems  for  the  Construe  SMACN  '7 

Administrative  Pract.  in  Radiation  Monitoring  (1969)  ANSI  N13.2 

Admittance  Parameters  (1970)  EIA  RS372 

Admixture  in  Down  Content  of  Plumage  (1968)  ABFLO  B-6 

Admixtures  for  Concrete  (1971)  ASTM  C494 

Admixtures  (Platinum  Cobalt  Scale)  (1971)  /Td.  Meth.  O  ASTM  D2108 

Admixtures  (1971)  Std.  Meth.  of  Test  for  ASTM  D2111 

Admixtures  (1971)  Std.  Meth.  of  Test  for  No  ASTM  D2109 

Adsorption  Number  of  Carbon  Black  (1970)  ASTM  D1510 

Adsorption  (1970)  Tent.  Meth.  for  ASTM  D2910T 

Advertisers  (1970)  Industry  Std.  Co  AAAA  *10 

Aerated  Products  (1971)  CSMA  AG*29 

Aerial  Film  Spools  (1964)  ANSI  PH1.2 

Aerial  Passenger  Tramways;  Including  Ski  and  Surface  Li  ANSI  B77.1 

Aerial  Photography  (1969)  Std.  Meth.  for  Determinin  ANSI  PH2.34 

Aerosol  and  Aerated  Products  (1971)  CSMA  AG*29 

Aerosol  and  Pressurized  Space  Spray  Insecticides  Agains  CSMA  AG*26 

Aerosol  Can  Valve  Nomenclature  (1971)  CSMA  AG*2 

Aerosol  Can  Valves  (1971)  CSMA  AG*8 

Aerosol  Cans  (1971)  CSMA  AG*7 

Aerosol  Coatings  (1971)  CSMA  AG*33 

Aerosol  Containers  (1971)  CSMA  AGM6 

Aerosol  Containers  (1971)  CSMA  AG*9 

Aerosol  Containers  (1971)  Tent.  Meth.  for  De  CSMA  AGM5 

Aerosol  Formulations  by  Vacuum  Distillation  (1971)  CSMA  AG*22 

Aerosol  Industry  (1971)  CSMA  AG*1 

Aerosol  Insecticides  by  the  Cockroach  Method  (1971)  CSMA  AG*27 

Aerosol  Insecticides  (1971)  CSMA  AG*28 

Aerosol  Liquid  Densities  (1971)  CSMA  AG'll 

Aerosol  Products  by  Densimetric  Analysis  (1971)  CSMA  AG*23 

Aerosol  Products  (1971)  CSMA  AG'18 

Aerosol  Products  (1971)  CSMA  AG*19 

Aerosol  Products  (1971)  CSMA  AG'20 

Aerosol  Products  (1971)  CSMA  AG*21 

Aerosol  Products  (1971)  CSMA  AG'3 

Aerosol  Products  (1971)  CSMA  AG*34 

Aerosol  Products  (1971)  CSMA  AG*6 

Aerosol  Products  (1971)  Meth.  for  CSMA  AG'24 

Aerosol  (Pressurized)  Packages  (1971)  CSMA  AGM 

Aerosol  (1971)  Meth.  for  Determinat  CSMA  AG*25 

Aerosols  by  the  Pycnometer  Meth.  (1971)  CSMA  AG*12 

Aerosols  Only  (1971)  CSMA  AG'30 

Aerosols  Such  as  Whipped  Cream  (1971)  CSMA  AG*31 

Aerosols  (Spray  Patterns)  (1971)  CSMA  AG'IO 
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Inspection  Procedures  for  Glass 
Meth.  for  Drop  Test,  of  Glass  Bottle 
Melh.  for  the  Measurement  of  Pressure  in  Glass  Bottle 
Recommendations  for  Safety  Fill  for 
td.  Reference  Radiographs  of  Investment  Steel  Castings  for 
1970)  Sid.  Meth.  of  Sampling  for  Particulates  From 

Std.  Meth.  of  Sampling  for  Particulates  From 
Rec.  Std.  for 

pling  Particulates  From  Man  Accessible  Storage  Vessels  for 

Std.  Meth.  of  Sampling 
Std.  Meth.  for  Field  Sampling  of 
.  Meth.  for  Microscopic  Sizing  and  Counting  Particles  From 
orne  Particulate  Contamination  in  Clean  Rooms  for  Handling 
f  Identification  of  Solder  and  Solder  Flux  Contaminants  in 
for  Identification  of  Metallic  and  Fibrous  Contaminants  in 
pore  Size  Characteristics  of  Membrane  Filters  for  Use  with 
Rec.  Procedure  for  Carburized 
ms  Propellant  Quick  Disconnects  (1970)  Rec.  Pract.  for 

(Guide  Specif icatio/  Environmental  Criteria  and  Tests  for 

Std.  Meth.  for  Simulative  Recirculating  System  Test,  of 
analysis  Using  Membrane  Filter/  Std.  Meth.  for  Processing 

Std.  Meth.  of  Liquid  Sampling  of  Noncryogenic 

Std. 

Fastener  Code 
Spec,  for  Dental 

melh.  for  Antibacterial  Activity  of  Fabrics,  (Detection  of 
nd  Shapes  (1/  Std.  Spec,  for  Hot  Rolled  and  Cold  Finished 

std.  Test  Meth.  for  Sediment  and  Soluble  Sludge  in  Service 
Std.  on  Halogenated  Fire  Extinguishing 
Spec,  for  Mold  Release 
Std.  Meth.  for  Evaluation  of  Wetting 
4.79  Test  Meth.  for  Wetting 

e.  Handling,  and  Use  of  Commercial  Explosives  and  Blasting 
Test  Meth.  for  Evaluation  of  Rewetting 
y  Equipment  for  Water  Gel  or  Slurry  Explosives  or  Blasting 
Std.  Test  Meth.  for  Foaming  Properties  of  Surface  Active 
ace  and  Interfacial  Tension  of  Solutions  of  Surface  Active 
ransportation.  Storage,  and  Use  of  Explosives  and  Blasting 
ituminous  Aggregate  Mixtures  Containing  Adhesive  Promoting 
Std.  for  Motor  Vehicles  Transporting  Explosives,  Blasting 
curses  (1965)  Std.  Spec,  for  Materials  for 

Std.  Meth.  of  Test  for  Resistance  to  Plastic  Flow  of  Fine 
eth.  for  Determination  of  Cement  Content  in  Cement  Treated 
(1968)  Std.  Test  Meth.  for  Soundness  of 

Std.  Spec,  for  Fine 
Std.  Spec,  for  Coarse 
Std.  Spec,  for 
Std.  Spec,  for  Fine 
Std.  Spec,  for  Coarse 
Std.  Meth.  for  Determining  the  Density  of  Soil  and  Soil 
r  Airports  (1971)  Tent.  Spec,  for  Graded 

test  for  Coating  and  Resistance  to  Stripping  of  Bituminous 
Std.  Rec.  Pract.  for  the  Classification  of  Soils  and  Soil 
Std.  Spec,  for  Dry  Preparation  of  Disturbed  Soil  and  Soil 
Std.  Spec,  for  Materials  for  Aggregate  and  Soil 
Roof  Spec.  Plate  for  Low  Slope,  Asphalt,  No.  15  Felts, 
Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt, 
Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wt.  Felt, 
oof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet, 
Meth.  of  Test  for  Sand  Equivalent  Value  of  Soils  and  Fine 
Std.  Test  Melh.  for  Mechanical  Analysis  of  Extracted 
Meth.  for  Amount  of  Material  Finer  Than  0.075  mm  Sieve  in 
Std.  Meth.  of  Test  for  Unit  Weight  of 
Std.  Definitions  of  Terms  Relating  to  Subgrade,  Soil 
Roof  Spec.  Plate  for  Low  Slope,  Fiberglass 
(1970)  Std.  Test  Meth.  for  Plastic  Fines  in  Graded 

Std.  Test  Meth.  for  Soundness  of 
e  (1971)  AASHO  T104  Std.  Meth.  of  Test  for  Soundness  of 

Std.  Spec,  for 
Std.  Spec,  for  Lightweight 
Std.  Spec,  for  Inorganic 
of  Compacted  Base  Courses  Containing  Large  Sizes  of  Coarse 
Std.  Test  Meth.  for  Production  of  Plastic  Fines  in 
Std.  Test  Meth.  for  Sieve  Analysis  of  Fine  and  Coarse 
Std.  Spec,  for  Concrete 
Std.  Meth.  of  Test  for  Friable  Particles  in 
Std.  Test  Meth.  for  the  California  Bearing  (Soil  and  Soil 
,  Prepared  Roofings,  and  Plast/  Spec,  for  Roof  Membranes; 

c.  Pract.  for  Determining  Light  Dosage  in  Carbon  Arc  Light 
est  Meth.  for  Resistance  of  Adhesives  to  Cyclic  Laboratory 
eaker  Meth.  (1968)  ANSI  C59.109  Std.  Meth.  for  Oxidative 

Std.  Test  Meth.  for  Laboratory 


Aerosols  (1971)  CSMA  AG*I3 

Aerosols  (1971)  CSMA  AG*14 

Aerosols  (1971)  CSMA  AG*17 

Aerosols  (1971)  CSMA  AG*5 

Aerospace  Applications  (1964)  ANSI  Z166.ll  ASTM  E192 

Aerospace  Components  or  Systems  (Gas  Blow  Down  Meth.)         ASTM  F308 

Aerospace  Components  with  Convolutes  (1970)  ASTM  F304 

Aerospace  Filter  Element  Fine  Wire  Mesh  (1971)  SAE  AIR888 

Aerospace  Fluids  by  Vacuum  Entrainment  Technique  (Gener         ASTM  F306 

Aerospace  Fluids  From  Components  (1970)  ASTM  F303 

Aerospace  Fluids  in  Containers  (1970)  ASTM  F302 

Aerospace  Fluids  on  Membrane  Filters  (1969)  ANSI  Z11.26  ASTM  F312 

Aerospace  Fluids  (1969)  ANSI  Zl  1.268  /or  Sampling  Airb  ASTM  F318 

Aerospace  Fluids  (1970)  Std.  Meth.  0  ASTM  F315 

Aerospace  Fluids  (1970)  Std.  Meth.  of  Test  ASTM  F3I4 

Aerospace  Fluids  (1970)  ANSI  Zl  1.270  /Th.  of  Test  for  ASTM  F316 

Aerospace  Gearing  (1971)  AGMA  246.01A 

Aerospace  Ground  Equipment  Criteria  for  Umbilical  Syste  SAE  ARP1206 

Aerospace  Ground  Equipment  in  Support  of  Space  Systems  SAE  AIR1167 

Aerospace  Hydraulic  Fluids  (1969)  ASTM  D2428 

Aerospace  Liquid  Samples  for  Particulate  Contamination  ASTM  F31I 

Aerospace  Propellants  (1970)  ASTM  F309 

Aerospace  Wire  and  Cables  Meth.  of  Test.  (1971)  SAE  AS1I98 

(Aerospace)  (1971)  NSA  523 

Agar  Impression  Material  (1968)  ANSI  Z156.ll  ADA  II 

Agar  Plate  Meth.)  (1970)  ANSI  L14. 125  Test  AATCC  90 

Age  Hardening  Stainless  and  Heat  Resisting  Steel  Bars  A  ASTM  A564 

Aged  Insulating  Oils  (R1969)  ANSI  C59.103  ASTM  D1698 

Agent  Systems  Halon  1301  (1971)  '        NFPA  12A 

Agent  (1971)  SAE  AMS3091 

Agents  by  the  Skein  Test  (1968)  ASTM  D2281 

Agents  for  Mercerization  of  Cotton  Yarns  (1971)  ANSI  LI  AATCC  43 

Agents  in  the  Construction  Industry  (1970)  /On,  Storag  ANSI  A10.7 

Agents  on  Cotton  Fabrics  (1971)  ANSI  L14.106  AATCC  27 

Agents  (1968)  /  for  Safe  Operation  of  Bulk  Mix  Deliver  IME  6.V 

Agents  (1970)  ASTM  D1173 

Agents  (1970)  Std.  Test  Meth.  for  Surf  ASTM  D1331 

Agents  (1970)  Code  for  the  Manufacture,  T  NFPA  495 

Agents  (1971)  /Gating  and  Resistance  to  Stripping  of  B  ASTM  D2727 

Agents,  Materials  and  Supplies  (1968)  Rec.  Safety  IME  6.II 

Aggregate  and  Soil  Aggregate  Subbase  Base  and  Surface  C  AASHO  M147 

Aggregate  Bituminous  Mixtures  by  Means  of  the  Hubbard  F         ASTM  D1138 

Aggregate  by  the  Meth.  of  Titration  (1965)  /Td.  Test  M  AASHO  T211 

Aggregate  by  Use  of  Sodium  Sulfate  or  Magnesium  Sulfate  AASHO  T104 

Aggregate  for  Bituminous  Paving  Mixtures  (1969)  ASTM  DI073 

Aggregate  for  Bituminous  Paving  Mixtures  (1969)  ASTM  D692 

Aggregate  for  Masonry  Mortar  (1970)  ASTM  CI 44 

Aggregate  for  Portland  Cement  Concrete  (1965)  AASHO  M6 

Aggregate  for  Portland  Cement  Concrete  (1970)  AASHO  M80 

Aggregate  in  Place  by  Nuclear  Meth.  (Shallow  Depth)  (19  ASTM  D2922 

Aggregate  Material  for  Bases  or  Suhbases  for  Highways  O  ASTM  D2940 

Aggregate  Mixtures  Containing  Adhesive  Promoting  Agents  ASTM  D2727 

Aggregate  Mixtures  for  Highway  Construction  Purposes  (1  AASHO  M145 

Aggregate  Samples  for  Test  (1970)  AASHO  T87 

Aggregate  Subbase  Base  and  Surface  Courses  (1965)  AASHO  M147 

Aggregate  Surface  (1970)  NRCA  *2-VI 

Aggregate  Surface  (1970)  NRCA  •2-V2 

Aggregate  Surface  (1970)  NRCA  *2-V5 

Aggregate  Surface  (1970)  NRCA  *2-V7.A 

Aggregate  (1969)  Std.  ASTM  D24I9 

Aggregate  (1970)  AASHO  T30 

Aggregate  (1970)  Std.  Test  AASHO  TU 

Aggregate  (1971)  AASHO  T19,  ANSI  A37.16  ASTM  C29 

Aggregate,  and  Fill  Materials  (1970)  AASHO  M146 

Aggregate,  Smooth  Surface  (1970)  NRCA  ♦2-VlO 

Aggregates  and  Soils  by  Use  of  the  Sand  Equivalent  Test  AASHO  T176 

Aggregates  by  Freezing  and  Thawing  (1962)  AASHO  T103 

Aggregates  by  Use  of  Sodium  Sulfate  or  Magnesium  Sulfat  ASTM  C88 

Aggregates  for  Masonry  Grout  (1970)  ASTM  C404 

Aggregates  for  Structural  Concrete  (1962)  AASHO  M195 

Aggregates  for  Use  in  Gypsum  Plaster  (1970)  ANSI  A107.1  ASTM  C35 

Aggregates  (1962)  ID.  Test  Meth.  for  in  Place  Density  AASHO  T181 

Aggregates  (1964)  AASHO  T210 

Aggregates  (1970)  AASHO  T27 

Aggregates  (1971)  ANSI  A37. 124  ASTM  C33 

Aggregates  (1971)  ANSI  A37.28,  AASHO  Tl  12  ASTM  C142 

Aggregates)  Ratio  (1963)  AASHO  TI93 

Aggregates,  Saturated  Felts,  Saturated  and  Coated  Felts  NRCA  *2-IV 

Aging  Apparatus  (1969)  Re  ASTM  DI920 

Aging  Conditions  (1970)  Std.  T  ASTM  D1183 

Aging  of  Electrical  Insulating  Petroleum  Oils  by  Open  B  ASTM  D1934 

Aging  of  Sandwich  Constructions  (1970)  ASTM  C481 
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Std.  Test  Meth.  for  Elevated  Temperature 
ng  Commercial  and  Industrial  Vacuum  Cleaners,  Suction  with 
a  Percentage  of  Construction  Cost)  (1970)  Std.  Form  of 

a  Multiple  of  Direct  Personnel  Expense)  (1/  Std.  Form  of 

a  Professional  Fee  Plus  Expenses)  (1970)  Std.  Form  of 

Std.  Form  of 

percentage  of  Construction  Cost)  (1970)  Std.  Form  of 

multiple  of  Direct  Personnel  Expense)  (1970/  Std.  Form  of 

professional  Fee  Plus  Expenses)  (1970)  Std.  Form  of 

ruction  Contracts)  (1970)  Std.  Form  of 

.  for  Sound  Level  Measurements  at  the  Operator  Station  for 
Rec.  Pract.  for  Operator  Controls  on 
e  Off  Drives  (1970)  Rec.  Pract.  for 

Std.  for  Operator  Protection  for  Wheel  Type 
Operator  Protection  for  Wheel  Type 
Operator  Protection  for  Wheel  Type 
to  Motorcycles,  Passenger  Cars,  Truck  Busses,  Off  the  Road 
d.  for  Tires  and  Rims  (Steering  and  Drive  Wheel  Types)  for 
Universal  Symbols  for  Operator  Controls  on 
d  Design  (1968)  Tire  Selection  Tables  for 

722  Power  Takeoff  Definitions  and  Terminology  for 

umatic  Conveying  Systems  for  Feed,  Flour,  Grain,  and  Other 


ways  (1969)  SAE  J137 
ways  (1970) 

(1969) 

(1970) 

estal  Shafts  (1968) 


SAE  J720 


Lighting  and  Marking  of 
Std.  for  Lighting  and  Marking  of 
Operator  Controls  on 
Rec.  Pract.  for  Safety  for 

Full  Shielding  of  Power  Drivelines  for 
Spec,  for 
Uniform  Terminology  for 


es  (1970)  SAE  J709a 
Inflation  Pressures  (1968) 

Symbols  for  Operator  Controls  on 
arm/  Application  of  Hydraulic  Remote  Control  Cylinders  to 

ts  (1970)  Application  of  Remote  Hydraulic  Motors  to 

ther  Traction  and  Tr/  Uniform  Terminology  for  Traction  of 

ng  Coupler  for  Three  Point  F/  Attachment  of  Implements  to 

hree  Point  Free  Link  Attachment  for  Hitching  Implements  to 
hing  Coupler  for  Three  Point/  Attachment  of  Implements  to 

or  Three  Point  Free  Link  Hitch  Attachment  of  Implements  to 
mp  and  Slow  Moving  Vehi/  Mounting  Brackets  and  Socket  for 
Flashing  Warning  Lamp  for  Remote  Mounting  on 
ower  Takeoff  Drives  (1969) 


14a 
70) 

j955 


e  J711 


Wheel  Mounting  Elements  for 
Interchangeability  of  Disk  Halves  for 
Hitch  and  Box  Dimensions  for 
Full  Shielding  of  Power  Drive  Lines  for 
ntrol  Cylinders  to  Agricultural  Tractors  and  Trailing  Type 

Front  End 

Lubrication  Intervals  for  Tractors  and 
Tire  Selection  Tables  for 


1970)  SAE  J712 


t  (1969)  SAE  J208 


540  RPM  Power  Takeoff  for 
1000  RPM  Power  Takeoff  for 
Safety  for  Farm 
V-Belt  Drives  for  Farm 


Rec.  Pract.  for 
Properties  and  Use  of  Explosives  in 
nd  Std.  Covering  Aids  to  Security  of  Personnel  on  Deck  and 
arding  From  the  Water  (Boa/  Rec.  Pract.  and  Std.  Covering 

Std.  for  Headlamp  Aiming  Device  for  Mechanically 
0)  Std.  for  Headlamp 

Meth.  for  Photometric  and  Thermal  Test,  of 
Std.  for  Mounting  of  Coupling  and  Nipple  to 
Std.  for  Mounting  of  Coupling  and  Nipple  to 
Rec.  Pract.  for 
Std. 
Std.  for 
Std. 
Std.  for 
Std.  for 
Enclosed 

.  Meth.  for  Subsieve  Analysis  of  Granular  Metal  Powders  by 
Std.  for  Oil  Bath,  Oil  Wetted,  Dry,  Multistage  (Vehicle) 

Room 

,  Test.  Meth.,  Calculations  and  Rating  /  Std.  for  Vehicle 

n,  Definitions,  Test.  Meth.  Calculation/  Std.  for  Vehicle 

efinitions,  Test  Meth.  Calculati/  Rec.  Pract.  for  Vehicle 

Component  Std.  for  D.  C.  Motors  for  Vehicle 
Component  Std.  for  Fans  for  Vehicle 


Aging  Using  a  Tubular  Oven  (1968) 

Agitation  Type  (Portable  and  Mobile)  (1969)  /.  of  Rati 

Agreement  Between  Architect  and  Engineer  (on  a  Basis  of 
Agreement  Between  Architect  and  Engineer  (on  a  Basis  of 
Agreement  Between  Architect  and  Engineer  (on  a  Basis  of 
Agreement  Between  Contractor  and  Subcontractor  (1972) 
Agreement  Between  Owner  and  Architect  (on  a  Basis  of  a 
Agreement  Between  Owner  and  Architect  (on  a  Basis  of  a 
Agreement  Between  Owner  and  Architect  (on  a  Basis  of  a 
Agreement  Between  Owner  and  Contractor  (for  Small  Const 
Agricultural  and  Construction  Industrial  Equipment  (197 
Agricultural  and  Industrial  Equipment  (1970) 
Agricultural  and  Industrial  Tractor  Auxiliary  Power  Tak 
Agricultural  and  Industrial  Tractor  (1970) 
Agricultural  and  Industrial  Tractors  (1970) 
Agricultural  and  Industrial  Tractors  (1970)  SAE  J333 
Agricultural  and  Industrial  Type  Vehicles  (1971)  /Ims 
Agricultural  and  Industrial  Vehicles:  Tractors,  Tangent 
Agricultural  and  Light  Industrial  Equipment  (1969) 
Agricultural  and  Light  Industrial  Machines  of  Future  An 
Agricultural  and  Light  Industrial  Tractors  (1967)  SAE  J 
Agricultural  Dusts  (1970)  Std.  Pne 

Agricultural  Equipment  and  Industrial  Equipment  on  High 
Agricultural  Equipment  and  Industrial  Equipment  on  High 
Agricultural  Equipment  and  Industrial  Wheeled  Equipment 
Agricultural  Equipment  and  Industrial  Wheeled  Equipment 
Agricultural  Implement  Power  Takeoff  and  Drive  Line  Ped 
Agricultural  Implements  and  Tractors  (1968) 
Agricultural  Liming  Materials  (1969) 
Agricultural  Machinery  Management  (1969) 
Agricultural  Pallet  Bulk  Bins  (1969) 
Agricultural  Planter  Press  Wheel  Tires  (1966) 
Agricultural  Tractor  Belt  Speed  and  Pulley  Width  (1966) 
Agricultural  Tractor  Test  Code  (1967)  SAE  J708 
Agricultural  Tractor  Test  Code  (1968) 
Agricultural  Tractor  Tire  Loading  and  Inflation  Pressur 
Agricultural  Tractor  Tire  Loadings,  Torque  Factors,  and 
Agricultural  Tractors  and  Machinery  (1970) 
Agricultural  Tractors  and  Trailing  Type  Agricultural  (F 
Agricultural  Tractors  and  Trailing  Type  (Farm)  Implemen 
Agricultural  Tractors,  Self  Propelled  Implements,  and  O 
Agricultural  Wheel  Tractors  Equipped  with  Quick  Attachi 
Agricultural  Wheel  Tractors  (1971)  SAE  J715 
Agricultural  Wheeled  Tractors  Equipped  with  Quick  Attac 
Agricultural  Wheeled  Tractors  (1966)  Std.  F 

Agricultural  (Farm)  and  Industrial  Equipment  Warning  La 
Agricultural  (Farm)  and  Industrial  Equipment  (1967) 
Agricultural  (Farm)  and  Industrial  Tractors  Auxiliary  P 
Agricultural  (Farm)  Equipment  Disk  Wheels  (1970)  SAE  J7 
Agricultural  (Farm)  Equipment  Press  and  Gage  Wheels  (19 
Agricultural  (Farm)  Grain  Wagons  (1967) 
Agricultural  (Farm)  Implements  and  Tractors  (1970)  SAE 
Agricultural  (Farm)  Implements  (1966)  SAE  J716  /Ote  Co 

Agricultural  (Farm)  Loader  Ratings  (1969) 
Agricultural  (Farm)  Machinery  (1966) 
Agricultural  (Farm)  Machines  of  Future  Design  (1970)  Sa 
Agricultural  (Farm)  Tractor  and  Equipment  Disk  Wheels 
Agricultural  (Farm)  Tractors  (1969)  SAE  J718 
Agricultural  (Farm)  Tractors  (1969)  SAE  J719 

(Agricultural)  Equipment  and  Industrial  Wheeled  Equipmen 

(Agricultural)  Machines  (1968) 

Agriculture  Anhydrous  Ammonia  Operators  Manual  (1966) 
Agriculture  Grade  Anhydrous  Ammonia  (1965) 
Agriculture  (Farming)  (1970) 


ds  for  Reboarding  From  the  Water  (Boats)  (1970)  /.  A 

ds  to  Security  of  Personnel  on  Deck  and  Aids  for  Rebo 
mable  Sealed  Beam  (1970) 

ming  Device  for  Mechanically  Aimable  Sealed  Beam  (197 

r  and  Liquid  Cooled  Heat  Transfer  Luminaires  (1968) 

r  Brake  and  Signal  Hose  (1970) 

r  Brake  and  Signal  Hose  (1970) 

r  Brake  Build  Up  Time  Instrumentation  (1969) 

r  Brake  Hose  Coupling  Gasket  Gage  (1970) 

r  Brake  Hose  Couphng  Pinless  Type  (1970) 

r  Brake  Hose  Coupling  (1970) 

r  Brake  Hose  Nipple  (1970) 

r  Brake  Hose  (1970) 

r  Brake  Switches  (1970)  ANSI  C33.64 

r  Classification  (1970)  ANSI  H9.9  Std 

r  Cleaner  Test  Code  (1970) 

r  Conditioner  Sound  Rating  Std.  (1971) 

r  Conditioners  Air  Quantity  Certification  Definitions 

r  Conditioners  Evaporator  Capacity  (Btu)  Certificatio 

r  Conditioners  System  Capacity  (Btu)  Certification,  D 

r  Conditioners  (1967) 

r  Conditioners  (1967) 
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J389A 
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J955A 
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11 
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Component  Sid.  for  Flares  and  Fittings  for  Vehicle  A 

Component  Sid.  for  Hose  for  Vehicle  A 

Component  Sid.  for  Electrical  Wire  Assemblies  Vehicle  A 

Component  Sid.  for  Compressors  for  Vehicle  A 

mponenl  Std.  for  Thermostatic  Expansion  Valves  for  Vehicle  A 

ponent  Std.  for  Evaporator  and  Condenser  Coils  for  Vehicle  A 

Component  Std.  for  Electro  Magnetic  Clutches  for  Vehicle  A 

Std.  for  Packaged  Terminal  A 

Std.  for  Sound  Rating  of  Room  Fan  Coil  A 

A 

fely  Std.  for  Sealed  (Hermetic  Type)  Motor  Compressors  for  A 

ANSI  H23.5                 Std.  Spec,  for  Seamless  Copper  Tube  for  A 

s)  Handbook  Including  Std.  Types  for  Plumbing  and  Healing,  A 

Std.  for  the  Installation  of  A 

Std.  for  Gas  Fired  Absorption  Summer  A 

Std.  for  Gas  Engine  Powered  Summer  A 

Air  Handling  Spec,  for  Sheet  Metal  and  A 

Rec.  Pracl.  and  Std.  Covering  Refrigeration  and  A 

Automotive  A 

Fibrous  Glass  Duct  Construction  Std.  for  Ventilating  and  A 

ty  Duel  Construction  Std.  for  Sheet  Metal  Construction  and  A 

(Sheet  Metal)  Duct  Construction  Std.  for  Ventilations  and  A 

d.  for  Installation  of  Residence  Type  Warm  Air  Heating  and  A 

Std.  Graphical  Symbols  for  Heating,  Ventilating,  and  A 

Rec.  for  Lighting  and  A 

lation  of  Heat  Producing  Appliances,  Heating,  Ventilating,  A 

g  Code  of  Heat  Producing  Appliances,  Heating,  Ventilating,  A 

ystems)  (1970)                              Safety  Std.  for  Limit  Controls  (A 

(1970)  A 

cator  (1963)                                                   Std.  Test  Meth.  for  A 

ethod  (197lt)                                        Tent.  Meth.  of  Test  for  A 

Method  (1971)  ANSI  A37.80                     Std.  Meth.  of  Test  for  A 

,  AASHO  T137                                       Std.  Meth.  of  Test  for  A 

.  Meth.  of  Test  for  Unit  Weight  Per  Cubic  Foot,  Yield,  and  A 

Meth.  of  Test,  for  Rating  Remote  Mechanical  Draft  A 

s  (1968)                                                                        Std.  for  A 

asohn/                 Rec.  Pract.  and  Std.  Covering  the  Installation  of  A 

Std.  for  Remote  Mechanical  Draft  A 

Equipment  Test  Code  for  A 

stribution  Sy/             Manual  for  the  Balancing  and  Adjustment  of  A 

stment  of  Air  Distribution  Systems  for  the  Construction  of  A 

Fabrication  of  A 

Safety  Std.  for  Marine  Rigid  and  Flexible  A 

Sanitary  Stds.  for  A 

Std.  Test  Meth.  for  Evaluation  of  Freezing  and  Thawing  of  A 

Std.  Spec,  for  A 

Std.  for  A 

Safety  Std.  for  A 

Safety  Std.  for  High  Efficiency  Particulate  A 

Rec.  Std.  for  A 

Dishwasher  Drain  A 

Contractors  (1968)  A 

Fire  Damper  Guide  for  A 

Std.  for  Installation  of  Residence  Type  Warm  A 

Std.  for  A 

Marine  Diesel  Engine  A 

Std.  for  A 

Std.  for  A 

Fluid  Power  Industrial  Type  A 

pplication  (Guide)  of  Sone  Loudness  Ratings  for  Non  Ducted  A 

Application  (Guide)  of  Sound  Power  Ratings  for  Ducted  A 

Std.  Test  Code  for  Sound  Rating  A 

sical  Measurements  (19/               Std.  Meth.  of  Test  for  Density  in  A 

Std.  Test  Meth.  for  Effect  of  Heat  and  A 

ANSI  A37.140              Std.  Meth.  of  Test  for  Effect  of  Heat  and  A 

Three  Phase  Direct  Energy  Spot  Welders,  Press  Type,  A 

Rec.  Pract.  for  the  Measurement  of  Intake  A 

7)                                                                         Producer  A 

terior  Windows,  Curtain  Walls,  and  Doors  by  Uniform  Static  A 

ng  the  Open  Cell  Content  of  Rigid  Cellular  Plastics  by  the  A 

Iculations  and  Rating  /               Std.  for  Vehicle  Air  Conditioners  A 

Statement  on  Vinyl  Dispersion  A 

Std.  for  A 

Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  A 

Std.  for  A 

Rec.  Pract.  for  A 

(1970)  ANSI  Zl  1.183                   Std.  Meth.  of  Test  for  Effect  of  A 

Minimum  Performance  Std.  for  Single  Wall  A 

Spec,  for  Distribution  Enclosed  Single  Pole  A 

.  Rated  Control  Voltages  and  Their  Ranges  for  High  Voltage  A 

use  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  A 

use  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  A 

Links,  Secondary  Fuses,  Distribution  Enclosed  Single  Pole  A 

Test  Meth.  for  Primary  A 

and  Product  Contact  Surfac/           Accepted  Pract.  for  Supplying  A 

equipment  and  Pipe  Operating  at  Temperatures  Above  Ambient  A 


Co 
Com 


/A 


r  Conditioners  (1967) 
r  Conditioners  (1967) 
r  Conditioners  (1967) 
r  Conditioners  (1967) 
r  Conditioners  (1967) 
r  Conditioners  (1967) 
r  Conditioners  (1968) 
r  Conditioners  (1970) 
r  Conditioners  (1970) 
r  Conditioners,  Central  Cooling  (1971) 
r  Conditioning  and  Refrigerating  Equipment  (1971) 
r  Conditioning  and  Refrigeration  Field  Service  (1971) 
r  Conditioning  and  Refrijgeration  (1965)  /and  Fitting 

r  Conditioning  and  Ventilating  Systems  (1971) 
r  Conditioning  Appliances  (1969) 
r  Conditioning  Appliances  (1969) 
r  Conditioning  Contractors  (1968) 
r  Conditioning  Equipment  (on  Boats)  (1970) 
r  Conditioning  Hose  (1968) 
r  Conditioning  Systems  (1969) 

r  Conditioning  Systems  (1969)  Low  Veloci 

r  Conditioning  Systems  (1969)  High  Velocity 

r  Conditioning  Systems  (1971)  St 
r  Conditioning  (R1953) 
r  Conditioning  (1965) 

r  Conditioning,  Blower  and  Exhaust  Systems  (1967)  /L 

r  Conditioning,  Blower  and  Exhaust  Systems  (1967)  /N 

r  Conditioning,  Heating,  Ventilating  and  Processing  S 

r  Conditioning,  Helicopter,  Genera!  Requirements  for 

r  Content  of  Freshly  Mixed  Concrete  by  the  Chace  Indi 

r  Content  of  Freshly  Mixed  Concrete  by  the  Pressure  M 

r  Content  of  Freshly  Mixed  Concrete  by  the  Volumetric 

r  Content  of  Hydraulic  Cement  Mortar  (1971)  ANSI  A1.9 

r  Content  (Gravimetric)  of  Concrete  (1971t)  ANSI  A37. 

r  Cooled  and  Refrigerant  Condensers  (1970) 

r  Cooled  Heat  Exchangers  for  General  Refinery  Service 

r  Cooled  Marine  Engines  and  Auxiliaries  (Diesel  and  G 

r  Cooled  Refrigerant  Condensers  (1970) 

r  Diffusion  (1971) 

r  Distribution  Systems  for  the  Construction  of  Air  Di 

r  Distribution  Systems  (1967)  /He  Balancing  and  Adju 

r  Duct  Systems  (1970) 

r  Ducting  (1966) 

r  Eliminators  for  Milk  and  Fluid  Milk  Products  (1971) 

r  Entraining  Additions  to  Portland  Cement  (1960) 

r  Entraining  Portland  Cement  (1970) 

r  Filter  Equipment  (1970) 

r  Filter  Units  (1971)  ANSI  B124.I 

r  Filter  Units  (1971)  ANSI  BI32.1 

r  Filter  Wire  (1970) 

r  Gaps  (1969) 

r  Handling  Spec,  for  Sheet  Metal  and  Air  Conditioning 

r  Handling  Systems  (1970) 

r  Heating  and  Air  Conditioning  Systems  (1971) 

r  Hose  Clamps  (1970) 

r  Intake  and  Exhaust  Systems  (Std.  Pract.)  (1971) 

r  Land  Demountable  Cargo  Pallets  Nets  (1970) 

r  Land  Demountable  Cargo  Pallets  (1970) 

r  Line  Pressure  Regulators  (1970)  ANSI  B93.13 

r  Moving  Devices  (1965) 

r  Moving  Devices  (1965) 

r  Moving  Devices  (1967) 

r  of  Manufactured  Carbon  and  Graphite  Articles  by  Phy 
r  on  Asphaltic  Materials  (Thin  Film  Oven  Test)  (1968) 
r  on  Asphaltic  Materials  (Thin  Film  Oven  Test)  (1969) 
r  Operated  (1954) 

r  or  Exhaust  Gas  Flow  of  Diesel  Engines  (1971) 
r  Padding  for  Chlorine  Tank  Cars  and  Tank  Trucks  (196 
r  Pressure  Difference  (1970)  /Ater  Penetration  of  Ex 

r  Pycnometer  (1970)  Std.  Meth.  for  Measuri 

r  Quantity  Certification  Definitions,  Test.  Meth.,  Ca 
r  Release  (1969) 
r  Resistance  of  Paper  (1968) 
r  Setting  Plastic  Refractories  (1970) 
r  Spaced  Low  Capacitance  Coaxial  Cables  (1971) 
r  Supply  Manifold  for  Unloading  Tank  Trailers  (1971) 
r  Supply  on  Smoke  Density  in  Burning  Distillate  Fuel 
r  Supported  Structures  (1971) 
r  Switches  (1969) 
Switches  (1970)  Std 
Switches,  Disconnecting  Switches  and  Accessories  (1 
Switches,  Disconnecting  Switches  and  Accessories  (1 
Switches,  Power  Fuses,  Fuse  Disconnecting  Switches 
to  Kraft  Furnaces  (1971) 

Under  Pressure  in  Contact  with  Milk,  Milk  Products 

(1971)  /Ricated  Reflective  Insulation  Systems  for 
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MSRP-E-50 

MD115 

ASI131 

AS1130 

T3.12.3 

302 

303 

300 

C559 

T179 

DI754 

16-1.31 

J244 

54 

E331 

D2856 

100 

VDT20 

T460 

C491 

WC40 

RP34 

D2157 

•1 

C37.45 

C37.33 

C37.40 

C37.48 

C37.41 

UM-602 

60403 

C667 
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Spec,  for  Fittings  and  Hose  Assemblies, 
on.  Electrical  Characteristics,  Contact,  and  Checklist  for 
Minimum  Operational  Characteristics  for 
ay;  Spec,  for  Vending  Machine,  Thermal  Relay  in  Model  1234 
Std.  Meth.  of  Test  for  Continuous  Sizing  and  Counting  of 
andling  Aerospace  Fluids  (1969)  /  Std.  Meth.  for  Sampling 

75  Megahertz  (1970)  Minimum  Performance  Std.  of 

t  Operating  Within  the  Radio  Frequency  Ra/  Performance  of 

tion  and  Training  of  Nuclear  Power  Plant  Guide  to  Sampling 
essure  (4000  psi)(  1971)  Hose  Assemblies, 

ssure  (1971)  Rec.  Pract.  for  Hose  Assemblies; 

(1971)  Rec.  on  Safeguarding 

70)  Rec.  on  Safeguarding 

Spec,  for 
Rec.  for  Safeguarding 
Rec.  Pract.  for  Temperature  Control  Equipment,  Automatic, 
(1970)  Rec.  Std.  for 

Rec.  Pract.  for 

ort  Fixed  Fueling  Systems  (1971)  ANSI  Z119.I  Std.  for 

Rec.  on  Safeguarding 

1970)  Rec.  Pract  for 

Std.  on 

4.1  Std.  on  (the  Construction  and  Protection  Of) 

rature  Hose  Assembly,  Convoluted,  Tetrafluoroethylene,  for 

71)  Std.  Machining  Allowance, 

Std.  Operating  Procedures  for 

and  Heliports  (1971)  ANSI  Z213.1  Rec.  Pract.  for 

Std.  for 

ec.  Pract.  for  Instrument  Panel  Arrangement  for  Fixed  Wing 

Rec.  Pract.  for 
Rec.  Safe  Pract.  for 
Rec.  Pract.  for  Crew  Safety  Provisions  for  Cargo 
Design  Objectives  for  Flying  Qualities  of  Civil  Transport 
Std.  for  Seats  for  Flight  Deck  Crewmen  for  Transport 
Std.  for  Tire  Valves  for  All  Vehicles  Except 
Std.  for  Tires,  Rims  and  Valves  for 
altimeter  System  Minimum  Safe  Performance  Std.  on  Subsonic 
safety  Considerations)  for  Flight  Deck  Seats  for  Transport 
nstrumentation  and  Display  Design  Objectives  for  Transport 
tion  of  Flight  Deck  Controls  for  Commercial  Transport  Type 
and  Operational  Requirements  for  Tail  Bumpers  for  Piloted 
or  Static  Pressure  Systems  Installed  in  Subsonic  Transport 
Crew  Escape  Provisions,  Flight  Deck  (Commercial  Transport 
inserts  for  Contraction  Joints  in  Portland  Cement  Concrete 
Rec.  Pract.  for  Turbine  Nozzle  Area  Measurement  by 
ting  Limits  for  Single  Width  Centrifugal  Fans,  Ventilating 
(1964)  Rec.  Ultrasonic  Acceptance  Std.  for 

Std.  for  Performance  Requirement  Work  Holder 
ec.  for  Bearings,  Ball  and  Roller,  Rod  End,  Anti  Friction, 

Stretch  Presses 
Rec.  Std.  Data  Format  of  Transport 
(the  Construction  and  Protection  Of)  Aircraft  Hangers  and 
td.  for  Aircraft  Fuel  Servicing  of  Hose,  Tank  Vehicles  and 
std.  Data  Format  of  Transport  Airplane  Characteristics  for 
s  (1970)  Std.  on 

eous  Perforated  Bituminous  Fiber  Pipe  Systems  for  Highway, 
.  Pract.  for  Aircraft  Rescue  and  Fire  Fighting  Services  at 
d  Aggregate  Material  for  Bases  or  Subbases  for  Highways  or 
,  Ma/  Generic  Names  and  Definitions  for  Vegetable  Fibers 

Ives  for  Fire  Protection  Service  (1971)  /  Safety  Std.  for 

ntral  Station  Protective  Signaling  Systems  for  Guard,  Fire 
Safety  Std.  for  Central  Stations  for  Watchman,  Fire 
Safety  Std.  for  Marine  Signal 
Std.  Criticality  Accident 
Safety  Std.  for  Vehicle 
Rec.  Pract.  for  Installation  of  Fire 
Rec.  Pract.  for  the  Proper  Maintenance  of  Fire 
allation  and  Classification  of  Mercantile  and  Bank  Burglar 
nd  Vaults  (1970)  Safety  Std.  for  Local  Burglar 

Safety  Std.  for  Central  Station  Burglar 

al  Process  Preservative  Treatment  of  Western  Red  Cedar  and 
aluminum  Alloy  Sheet  and  Plate,  Alclad  4.4cu-l  .5mg-0.60mn 
aluminum  Alloy  Sheet  and  Plate,  Alclad  4.4cu-l  .5mg-0.60mn 
d  Plate,  Alclad  4.4cu-l .5mg-0.60mn  (Alclad  2024  and  l-I/2w 
alclad  2024  and  l-l/2w  Alclad  2024-T361  Flat  Sheet,  I-l/2w 
d  Plate,  Alclad  4.4cu-I.5mg-0.60mn  (Alclad  2024  and  l-l/2w 
alclad  2024  and  l-l/2w  Alclad  2024-T861  Flat  Sheet,  l-l/2w 
-0)  (1970)  Alummum  Alloy  Sheet  and  Plate, 

,  -T6  Sheet,  -T651  Plate/  Aluminum  Alloy  Sheet  and  Plate, 

d  2024-T36I  Flat  Sheet,  /  Aluminum  Alloy  Sheet  and  Plate, 

d  2024-T861  Flat  Sheet,  /  Aluminum  Alloy  Sheet  and  Plate, 

970)  Aluminum  Alloy  Sheet  and  Plate, 

oy  Sheet  and  Plate,  Alclad,  5.6zn-2.5mg-1.6cu-0.26cr  (7011 
loy  Sheet  and  Plate,  Alclad  5.6zn-2.5mg-1.6cu-0.26cr  (7011 
eet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011 


Air.  Wire  Reinforced  (1970) 

Airborne  Applications  (1969)  /Hermal  Actuator,  Opcrati 

Airborne  ATC  Transponder  Systems  (1970) 
Airborne  Gyro  Automatic  Pilot  Equipment,  Thermal  Relays 
Airborne  Particles  in  Dust  Controlled  Areas  Using  Instr 
Airborne  Particulate  Contamination  in  Clean  Rooms  for  H 
Airborne  Radio  Marker  Receiving  Equipment  Operating  on 
Airborne  Radio  Receiving  and  Direction  Finding  Equipmen 
Airborne  Radioactive  Materials  in  Nuclear  Facilities  (1 
Aircraft  and  Missile,  High  Temperature  (400  F),  High  Pr 
Aircraft  and  Missile,  Lightweight  Plastic  Hose,  I,ow  Pre 
Aircraft  Breathing  Oxygen  System  Maintenance  Operations 
Aircraft  Cabin  Cleaning  and  Refurbishing  Operations  (19 
Aircraft  Cargo  Unit  Load  Devices  (1971) 
Aircraft  Cleaning,  Painting,  and  Paint  Removal  (1971) 
Aircraft  Compartment  (1970) 

Aircraft  Cord  Wire,  Zinc  Coated  (Galvanized)  or  Tinned 
Aircraft  Evacuation  Signal  System  (1971) 
Aircraft  Fuel  Servicing  of  Hose,  Tank  Vehicles  and  Airp 
Aircraft  Fuel  System  Maintenance  (1971) 
Aircraft  Gas  Turbine  Engine  Exhaust  Smoke  Measurement 
Aircraft  Hand  Fire  Extinguishers  (1970) 
Aircraft  Hangers  and  Airport  Facilities  (1971)  ANSI  Z2I 
Aircraft  High  Temperature  Fluid  Systems  (1971)  /  Tempe 

Aircraft  Quality  and  Premium  Quality  Steel  Products  (19 
Aircraft  Rescue  and  Fire  Fighting  Equipment  (1969) 
Aircraft  Rescue  and  Fire  Fighting  Services  at  Airports 
Aircraft  Rescue  and  Fire  Fighting  Vehicles  (1970) 
Aircraft  Under  12,  500  Lb  (1970) 
Aircraft  Visual  Warning  Indicating  Systems  (1970) 
Aircraft  Welding  Operations  in  Hangars  (1970) 
Aircraft  (1970) 
Aircraft  (1970) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft  (1971) 
Aircraft)  (1970) 

Airfield  Pavements,  Sawable  Type  (1971) 
Airflow  Meth.  (1971) 
Airfoils  and  Backwardly  Inclined  (1969)  /Td.  for  Opera 

Airframe  Aluminum  Alloy  Plate,  Forgings  and  Extrusions 
Airframe  Spar  Milling  Machine  (1970) 
Airframe  (1971) 

Airframe,  Sheet  and  Extrusion  (1970) 
Airplane  Characteristics  for  Airport  Planning  (1970) 
Airport  Facilities  (1971)  ANSI  Z214.I 
Airport  Fixed  Fueling  Systems  (1971)  ANSI  Z119.1 
Airport  Planning  (1970) 
Airport  Ramp  Fire  Hazard  Classifications  and  Precaution 
Airport,  and  Similar  Drainage  (1969)  /Pec.  for  Homogen 

Airports  and  Heliports  (1971)  ANSI  7213.1  Rec 
Airports  (1971)  Tent.  Spec,  for  Grade 

(Akund,  Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok 
Alarm  Accessories  for  Automatic  Water  Supply  Control  Va 
Alarm  and  Supervisory  Service  (1970)  /Ce  and  Use  of  Ce 

Alarm  and  Supervisory  Services  (1971) 
Alarm  Equipment  (1964) 
Alarm  System  (1969) 
Alarm  Systems  (1970) 
Alarm  Systems  (1971) 
Alarm  Systems  (1971) 

Alarm  Systems  (1971)  Safety  Std.  for  Inst 

Alarm  Units  and  Systems  for  Mercantile  and  Bank  Safes  A 
Alarm  Units  and  Systems  (1971) 
Alaska  Yellow  Cedar  Poles  (1971) 

Alaska  Yellow  Cedar  Poles  (1971)  Full  Length  Therm 

(Alclad  2024  and  l-l/2w  Alclad  2024-T361  Flat  Sheet,  1-1 
(Alclad  2024  and  l-l/2w  Alclad  2024-T861  Flat  Sheet,  1-1 
Alclad  2024-T361  Flat  Sheet,  l-l/2w  Alclad  2024-T361  PI 
Alclad  2024-T361  Plate)  (1970)  ID  4.4cu-l  .5mg-0.60mn 

Alclad  2024-T861  Flat  Sheet,  l-l/2w  Alclad  2024-T861  PI 
Alclad  2024-T861  Plate)  (1970)  /D  4.4cu-l  .5mg-0.60mn 

Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011  Alclad  7079 
Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011  Alclad  7079 
Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  1-1 /2w  Alcla 
Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  l-l/2w  Alcla 
Alclad  5.6zn-2.5mg-1.6cu-0.26cr  (7011  Alclad  7075-0)  (1 
Alclad  7075,  -T6  Sheet,  -T651  Plate)  (1970)  /Minum  All 

Alclad  7075-0)  (1970)  Aluminum  Al 

Alclad  7079,  -T6  Sheet,  -T651  Plate)  (1970)  /  Alloy  Sh 


Pressure 
Rec.  Pract. 
Rec.  Pract.  for  Flight  Deck  I 
Rec.  Pract.  for  Location  and  Actua 
/  Design,  Installation,  Qualification, 
/.  Pract.  for  Flight  Test  Procedures  F 

/Onbituminous 


Sp 


Std.  on 


Rec. 


AAR 

NARM 

RTCA 

NARM 

ASTM 

ASTM 

RTCA 

RTCA 

ANSI 

SAE 

SAE 

NFPA 

NFPA 

NSA 

NFPA 

SAE 

SWA 

SAE 

NFPA 

NFPA 

SAE 

NFPA 

NFPA 

SAE 

SAE 

NFPA 

NFPA 

NFPA 

SAE 

SAE 

NFPA 

SAE 

SAE 

SAE 

TRA 

TRA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

SAE 

AMCA 

ASNT 

NSA 

NSA 

NSA 

NSA 

NFPA 

NFPA 

NSA 

NFPA 

ASTM 

NFPA 

ASTM 

ABFLO 

UL 

NFPA 

UL 

UL 

ANSI 

UL 

NEMA 

NEMA 

UL 

UL 

UL 

AWPA 

AWPA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 


M927 

*l.7 

DO- 144 

•1.7 

F50 

F318 

DO- 143 

DO- 142 

N13.1 

ARP6I4B 

ARPl  180 

410B 

410F 

3610 

410D 

ARP89C 

*1 

ARPI178 

407 

410C 

ARP1179 

408 

409 

ARP620A 

ASI182 

402 

403 

414 

ARPl  166 

ARP1088 

410E 

ARP1139 

ARP842B 

AS290A 

7 

8 

AS942 

ARPl  1 50 

ARP1068 

ARP268E 

ARPl  107 

ARP921 

ARP808A 

D2828 

ARP1195 

2408 

RPT.l 

929 

661 

930 

3601 

409 

407 

3601 

411 

D2818 

403 

D2940 

X-3 

753 

71 

827 

1127 

N16.2 

904 

SB4PT,5 

SB4PT.7 

681 

609 

611 

C7-71 

C8-71 

AMS4194 

AMS4195 

AMS4194 

AMS4194 

AMS4195 

AMS4195 

AMS4198 

AMS4199 

AMS4194 

AMS4195 

AMS4196 

AMS4197 

AMS4196 

AMS4199 
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eet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011 
Sheet,  -T651  Plate)  (19/  Aluminum  Alloy  Sheet  and  Plate, 

Requirements  for  Marine 
Std.  for 
Cetyl 
Stearyl 
Myristyl 
Cetyl  Alcohol  Oleyl 
Std.  Meth.  for  Identification  of  Polyhydric 
Std.  for 
Spectrum  for 
Std.  for  Cinnamic 
Spectrum  for  Cinnamic 
Std.  for  Phenyl  Propyl 
Std.  Test  Meth.  for 
Spec,  for 

Std.  Part  Bearing  Rod  End,  External  Thread,  Self 
Std.  Part  Beanng,  Rod  End,  Plain  Shank,  Self 
Spec,  for  35mm  3  Record  Azimuth 
(1969)  Spec,  for  16mm  Azimuth 

Rec.  Pract.  Spec,  for  Operational 
Installation  Tab  and 
Rec.  Pract.  for  Trailer  Axle 
ract.  for  Test,  for  Leaks  Using  the  Halogen  Leak  Detector 

Test  Meth.  for 

1968)  Std.  Test  Meth.  for 

beer  and  Beverage  Glass  Containers  /  Tent.  Test  Meth.  for 

Tent.  Meth  for  Acid  Number  for  Certain 
Tent.  Meth.  for  Softening  Point  for  Certain 
Meth.  for 

Tent.  Meth.  for  Solubility  of 
Std.  Test  Meth.  for 
Meth.  for  Water  Soluble  Acidity  or 
Std.  Meth.  of  Test  for  Acidity  or 
Std.  Test  Meth.  for  Fatty  Acid  Content  of 
Std.  Meth.  for  Identification  of  Carboxylic  Acids  in 
Std.  Meth.  for  Identification  of  Polyhydric  Alcohols  in 
Std.  Meth.  for  Sampling  and  Chemical  Analysis  of  Fatty 
Std.  Acceptable  Concentrations  of  Organo, 
Std.  Spec,  for  Neutral  Detergent,  40% 
Std.  Meth.  for  Sampling  and  Chemical  Analysis  of 
Std.  Test  Meth.  for  Biodegradability  of 

(1971)  Suggested  Good  Practice  Regarding  Corrosion 

roducts  (1971)  Std.  Machining 

ood  Deck  Construction  (1971)  Suggested  Span 

Std. 

Std. 

hromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized 
Std.  Spec,  for  Molybdenum  and  Molybdenum 
Std.  Spec,  for  Titanium  and  Titanium 
le(1970)  Spec,  for  Titanium 

yield  (1970)  Spec,  tor  Titanium 

ickel  Base  19.5cr-l3.5co-4.3mo-3.0ti-1.4al  Consumable  El/ 
ickel  Base  19.5cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  El/ 
nickel  Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  CI  Spec,  for 

al-30cu  (1970)  Spec,  for  Nickel  Copper 

Spec,  for  Titanium 

d  and  Stabihzed  (1970)  Spec,  for  Titanium 

Precipitation  Heat  Treated  (1971)  Spec,  for  Titanium 

olution  Heat  Treated  (1970)  Titanium 
eat  Treated  (1970)  Titanium 
d  (1971)  Spec,  for  Titanium 

stant  Nickel  Base  -19.5cr-13.5co-4.3mo-3.0ti-l  .4al  Consu/ 
stant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-l.4al  Consum/ 


22ni  -  I4.5W  -  0.07/ 


stant  Cobalt  Base  -  22cr 
,  140,  000  Yield  (1970) 
and  Precipitation  Heat  Treated  (1970/ 
at  Treatable  (1970) 

istant.  Nickel  Base  -  I6cr  -  37fe  -  2.9cb 
istant.  Nickel  Base  -  16cr  -  37fe  -  2.9cb 
istant.  Nickel  Base  -  I6cr  -  37fe  -  2.9cb  -  1/ 
Precipitation  Heat  Treated  (1971) 
35co  -  20cr  -  lOmo)  Solution  Heat  Treated  (197/ 


1./ 
1./ 


Spec,  for 
Spec,  for  Titanium 
Spec,  for  Titanium 
Titanium 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for  Titanium 
Spec,  for 


Std.  Spec,  for  Aluminum 
e  and  Other  Structural  Uses/  Std.  Spec,  for  Rolled  Copper 

hromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized 
Std.  Spec,  for  Nickel  Iron  Chromium  Silicon 
Std.  Spec,  for  Molybdenum  and  Molybdenum 
Salvage  of  Copper  Base 
Rec.  Pract.  for  Heat  Treatment  of  Aluminum 
Rec.  Pract.  for  Heat  Treatment  of  Magnesium 
Std.  Spec,  for  Titanium  and  Titanium 
Std.  Spec,  for  Copper  Nickel 
Std.  Spec,  for  Gear  Bronze 
tation  Heat  Treated  (1970)  Aluminum 


Alclad  7079-0)  (1970)  Aluminum  Alloy  Sh  SAE  AMS4I98 

Alclad,  5.6zn-2.5mg-1.6cu-0.26cr  (701 1  Alclad  7075. -T6  SAE  AMS4197 

Alcohol  and  Kerosene  Cooking  Appliances  (1968)  UL  1100 

Alcohol  Benzene  Solubility  of  Wood  (1959)  TAPPI  T6 

Alcohol  Oleyl  Alcohol  (1965)  CTFA  91 

Alcohol  (1960)  CTFA  63 

Alcohol  (I960)  CTFA  64 

Alcohol  (1965)  CTFA  91 

Alcohols  in  Alkyd  Resins  (1969)  ASTM  D2456 

Aldehyde  C-7  (1970)  EOA  281 

Aldehyde  C-7  (1970)  EOA  281S 

Aldehyde  Dimethyl  Acetal  (1969)  EOA  278 

Aldehyde  Dimethyl  Acetal  (1969)  '  EOA  278S 

Aldehyde  (1971)  EOA  290 

Aldehydes  in  Styrene  Monomer  (1968)  ASTM  D2119 

Alginate  Impression  Material  (1969)  ANSI  Z156.18  ADA  18 

Aligning,  Anti  Friction  (1971)  NSA  659 

Aligning,  Anti  Friction  (1971)  NSA  660 

Alignment  Test  Film,  Magnetic  Type  (1969)  ANSI  PH22.99 

Alignment  Test  Film,  Perforated  One  Edge,  Magnetic  Type  ANSI  PH22.II4 

Alignment  Test  Pattern  for  Television  (1968)  SMPTE  RP27.I 

Alignment  Tool  for  Molded  in  Inserts  (1970)  NSA  1837 

Alignment  (1969)  SAE  J875 

(Alkali  Ion  Diode)  (1971)  Std.  Rec.  P  ASTM  E427 

Alkali  Loss  of  Washed  Brown  Stock  (Volumetric)  (1971)  TAPPI  UM-604 

Alkali  Requirement  of  Casein  and  Isolated  Soy  Protein  ASTM  D1800 

Alkali  Resistance  of  Ceramic  Decorations  on  Returnable  ASTM  C675 

Alkali  Soluble  Resins  (1970)  CSMA  245B 

Alkali  Soluble  Resins  (1970)  '  CSMA  245C 

Alkali  Staining  Resistance  of  Paper  (1970)  TAPPI  T440 

Alkali-Soluble  Resins  (1970)  CSMA  245A 

Alkalinity  in  Acetone  (1969)  ASTM  D1614 

Alkalinity  of  Paper  (1967)  TAPPI  T428 

Alkalinity  of  Water  (1970)  ASTM  D1067 

Alkyd  Resins  and  Resin  Solutions  (1969)  ASTM  D1398 

Alkyd  Resins  (1969)  ASTM  D2455 

Alkyd  Resins  (1969)  -  ASTM  D2456 

Alkyl  Sulfates  (1969)  ASTM  D1570 

AlkyI,  Mercury  (1969)  ANSI  Z37.30 

Alkylbenzene  Sulfonate  Type  (1970)  ASTM  D2021 

Alkylbenzene  Sulfonates  (1969)  ASTM  D1568 

Alkylbenzene  Sulfonates  (1970)  ASTM  D2667 

Allantoin  (1958)  CTFA  72 

Allowance  of  Pressure  Vessels  (Nonmandatory  Appendices)  ASME  BPVC8-I-E 

Allowance,  Aircraft  Quality  and  Premium  Quality  Steel  P  SAE  AS1182 

Allowances  for  Nonstress  Graded  Redwood  Lumber  for  Redw      CRA  3C2-5 

Alloy  and  Temper  Designation  Systems  for  Aluminum  (1969  ANSI  H35.I 

Alloy  and  Temper  Designation  Systems  for  Aluminum  (1970  AA  '24 

Alloy  Bar  and  Wire  (1970)  Std.  Spec,  for  C  ASTM  B473 

Alloy  Bar,  Rod,  and  Wire  (1969)  ASTM  B387 

Alloy  Bars  and  Billets  (1969)  ASTM  B348 

Alloy  Bars  and  Forgings  6al  -  4v  Annealed,  Heat  Treatab  SAE  AMS4967C 

Alloy  Bars  and  Forgings  6al  -  4v  Annealed,  120,  000  psi  SAE  AMS4928E 

Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant  N  SAE  AMS5708 

Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant  N  SAE  AMS5709A 

Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant,  SAE  AMS5660E 

Alloy  Bars  and  Forgings,  Corrosion  Resistant  66.5ni-2.9  SAE  AMS4677 

Alloy  Bars  and  Forgings,  (6al  -  4v)  Annealed  (1971)  SAE  AMS4928F 

Alloy  Bars  and  Rings  8al  -Imo  -  Iv  Solution  Heat  Treate  SAE  AMS4972A 

Alloy  Bars  and  Rings,  6al  -  2sn  -  4zr-2mo,  Solution  and  SAE  AMS4975B 

Alloy  Bars  and  Wire  1 1 .5mo-6.0zr-4.5sn  1375f  (746.1c)  S  SAE  AMS4980 

Alloy  Bars  6al-25n-4zr-2mo  Solution  and  Precipitation  H  SAE  AMS4975A 

Alloy  Bars,  Forgings  and  Rings  (6al  -  6v  -  2sn)  Anneale  SAE  AMS4978A 

Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resi  SAE  AMS5706D 

Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resi  SAE  AMS5707C 

Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resi  SAE  AMS5772 

Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Annealed  SAE  AMS4978 

Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Solution  SAE  AMS4979 

Alloy  Bars,  Forgings,  and  Rings  6al-6v-25n  Annealed,  He  SAE  AMS4971A 

Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Res  SAE  AMS570I 

Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Res  SAE  AMS5702 

Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Res  SAE  AMS5703 

Alloy  Bars,  Forgings,  and  Rings,  6al  -  4v,  Solution  and  SAE  AMS4965B 

Alloy  Bars,  High  Strength,  Corrosion  Resistant  (35ni  -  SAE  AMS5758 

Alloy  Bars,  Rods  and  Wire  (1971)  ANSI  H38.4  ASTM  B211 

Alloy  Bearing  and  Expansion  Plates  and  Sheets  for  Bride  ASTM  BlOO 

Alloy  Billets  and  Bars  for  Reforging  (1970)  /Ec.  for  C  ASTM  B472 

Alloy  Billets  and  Forging  Bars  (1970)  ASTM  B512 

Alloy  Billets  for  Reforging  (1969)  ASTM  B385 

Alloy  Castings  in  Foundry  Pract.  (1965)  AFS  NF6511-19 

Alloy  Castings  (1965)  AFS  NF656-13 

Alloy  Castings  (1965)  AFS  NF656-14 

Alloy  Castings  (1969)  ASTM  B367 

Alloy  Castings  (1970)  ASTM  B369 

Alloy  Castings  (1970)  ASTM  B427 

Alloy  Castings,  Investment  7.05.-0.3mg(356-T51)  Precipi  SAE  AMS4261A 
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H38.5 
73) (1970) 

73511)  Stress  Relief  Stretched  and  St/ 


t.  Nickel  Base  12cr  -  4.5mo  -  2.0  (Ch  and  Ta)  /  Spec,  for  Alloy 

pilation  Heat  Treated  (1970)  Magnesium  Alloy 

Std.  Spec,  for  Copper  Base  Alloy 
Std.  Spec,  for  Nickel  and  Nickel  Base  Alloy 
Sid.  Spec,  for  Copper  and  Copper  Alloy 
1969)  ANSI  C7.15  Std  Spec,  for  Lead  and  Lead  Alloy 

1968)  Std.  Spec,  for  High  Strength  Low  Alloy 

Std.  Spec,  for  Copper  Alloy 
Std.  Spec,  for  Concentric  Lay  Stranded  5005-H19  Aluminum  Alloy 
Std.  Spec,  for  Concentric  Lay  Stranded  6201 -T  81  Aluminum  Alloy 
Std.  Spec,  for  Copper  Base  Alloy 
Std.  Spec,  for  Corrugated  Aluminum  Alloy 
Std.  Spec,  for  Helically  Corrugated  Aluminum  Alloy 
Std.  Spec,  for  Aluminum  Alloy 
Std.  Spec,  for  Aluminum  Alloy 
Std.  Spec,  for  Zinc  Alloy 
Std.  Spec,  for  Copper  and  Copper  Alloy 
ated(1971)  Spec,  for  Aluminum  Alloy 

angers  (1971)  ANSI  H38.6  Std.  Spec,  for  Aluminum  Alloy 

Std.  Spec,  for  Aluminum  Alloy 
Std.  Spec,  for  Aluminum  Alloy 
Spec,  for  Aluminum  Alloy 
Spec,  for  Aluminum  Alloy 
Spec,  for  Titanium  Alloy 
Tent.  Spec,  for  Annealed  Aluminum  Alloy 
Spec,  for  Alloy 

Std.  Spec,  for  Steel  Castings,  Heavy  Walled,  Carbon  and  Alloy 
Std.  Spec,  for  Copper  and  Copper  Alloy 
0)  Aluminum  Alloy 

abilized  (1970)  Titanium  Alloy 

Std.  Spec,  for  Titanium  and  Titanium  Alloy 
Std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy 
e  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electrode  /  Alloy 
Rec.  Pract.  for  Eddy  Current  Test,  of  Copper  and  Copper  Alloy 
Std.  Spec,  for  U-Bend  Seamless  Copper  and  Copper  Alloy 
ned,  Tempered,  Roll  Threade/  Bolts  and  Screws,  Steel,  Low  Alloy 

eaded  (1970)  Bolls  and  Screws,  Steel,  Low  Alloy 

dened  and  Tempered,  Roll  Th/  Bolts  and  Screws,  Steel,  Low  Alloy 

Bolts  and  Screws,  Steel,  Alloy 
Std.  Spec,  for  Nickel  Iron  Chromium  Silicon  Alloy 
ire  and  Pi/  Std.  Tolerances  for  Wrought  Copper  and  Copper  Alloy 

Terminology  for  Wrought  Copper  and  Copper  Alloy 
aled  Products  (RI9/  Std.  Meth.  of  Preparation  of  Aluminum  Alloy 

hromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 
Std.  Spec,  for  Corrugated  Aluminum  Alloy 
Std.  Spec,  for  Welded  Nickel  Iron  Chromium  Alloy 
Std.  Spec,  for  Welded  Nickel  Chromium  Iron  Alloy 
Std.  Spec,  for  Copper  Nickel  Alloy 
Std.  Spec,  for  Copper  Silicon  Alloy 
Std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy 
Rec.  Ultrasonic  Acceptance  Std.  for  Airframe  Aluminum  Alloy 
ec.  for  Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy 
hromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 
Sid.  Spec,  for  Copper  Beryllium  Alloy 
urposes  (1969)  Std.  Spec,  for  Copper  Silicon  Alloy 

ec.  for  General  Requirements  for  Wrought  Copper  and  Copper  Alloy 
copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Alloy 
Chromium  Carbide  Plus  Nickel  Chromium  Alloy 
Cast  Copper  and  Copper  Alloy 
pract.  for  Minimizing  Stress  Corrosion  in  Wrought  Titanium  Alloy 
for  Concentric  Lay  Stranded  Aluminum  Conductors,  Aluminum  Alloy 
h38.12  Std.  Spec,  for  Aluminum  Alloy 

Std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy 
ec.  for  Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy 
Std.  Spec,  for  Copper  Beryllium  Alloy 
Std.  Spec,  for  Copper  Silicon  Alloy 
ec.  for  General  Requirements  for  Wrought  Copper  and  Copper  Alloy 

Spec,  for  Alloy 

71)  Std.  Spec,  for  Wrought  Zirconium  and  Zirconium  Alloy 

Std.  Spec,  for  Columbium  and  Columbium  Alloy 
integral  Fins  (1971 )  Std.  Spec,  for  Copper  and  Copper  Alloy 

Std.  Spec,  for  Copper  and  Copper  Alloy 
NSI  h38.7  Std.  Spec,  for  Aluminum  Alloy 

197/  Std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy 

Std.  Spec,  for  Copper  Silicon  Alloy 
Std.  Spec,  for  Nickel  Iron  Chromium  Alloy 
Sid.  Spec,  tor  Nickel  Copper  Alloy 
970)  Aluminum  Alloy 

970)  Aluminum  Alloy 

Spec,  for  the  Tolerances  of  Aluminum  and  Magnesium  Alloy 
Std.  Spec,  for  Aluminum  Alloy 
.17cr  (7011  Alclad  7079-0)  (1970)  Aluminum  Alloy 

.I7cr  (7011  Alclad  7079,  -T6  Sheet,  -T651  Plate/  Aluminum  Alloy 

d  2024  and  1-1 /2w  Alclad  2024-T36I  Flat  Sheet,  /  Aluminum  Alloy 

d  2024  and  1-1 /2w  Alclad  2024-T861  Flat  Sheet,  /  Aluminum  Alloy 

(7011  Alclad  7075-0)  (1970)  Aluminum  Alloy 


Castings,  Investment,  Corrosion  and  Heat  Resistan  SAE  AMS5377 

Castings,  Sand  4. 2zn-l.2ce-0.7zr  (Ze41a-T5)  Preci  SAE  AMS4439 

Centrifugal  Castings  (1970)  ASTM  B27I 

Clad  Steel  Plate  (1969)  ASTM  A265 

Clad  Steel  Plate  (1971)  ASTM  B432 

Coated  Soft  Copper  Wire  for  Electrical  Purposes  ASTM  BI89 

Columbium  Vanadium  Steels  of  Structural  Quality  AASHO  M223 

Condenser  Tube  Plates  (1970)  ASTM  B171 

Conductors  (1971)  ASTM  B397 

Conductors  (1971)  ASTM  B399 

Continuous  Castings  (1971)  ASTM  B505 

Culvert  Pipe  (1965)  AASHO  M196 

Culvert  Pipe  (1965)  AASHO  M211 

Die  and  Hand  Forgings  (1970)  ANSI  H38.8  ASTM  B247 

Die  Castings  (1971)  ASTM  B85 

Die  Castings  (1971)  ASTM  B86 

Die  Forgings  (Hot  Pressed)  (1969)  ASTM  B283 

Die  Forgmgs,  Solution  and  Precipitation  Heat  Tre  SAE  AMS4I48 

Drawn  Seamless  Tubes  for  Condensers  and  Heat  Exch  ASTM  B234 

Drawn  Seamless  Tubes  (1970)  ANSI  H38. 3  ASTM  B210 

Extruded  Bars,  Rods,  Shapes  and  Tubes  (1971)  ANSI  ASTM  B221 

Extrusions  5.6zn  -  2.5mg  -  1  . 6cu  -  0.26cr  (7075-T  SAE  AMS4166A 

Extrusions  5.6zn  -  2.5mg  -  1.6cu  -  0.26cr  (7075-T  '  SAE  AMS4I67C 

Extrusions,  6al  -  6v -2sn  (1971)  ,  SAE  AMS4936 

Foil  for  Flexible  Barrier  Apphcations  (1971)  ASTM  B479 

for  Dental  Amalgam  (1970)  ANSI  Z156.1  ■    ■    ADA  1 

for  Pressure  Vessels  (1971)  ASTM  A643 

Forgmg  Rod,  Bar  and  Shapes  (1971)  ANSI  H7.1  ASTM  B124 

Forgings  7. 7zn-2. 5mg-l.5cu-0.15cr  (7049-T73)  (197  SAE  AMS4111 

Forgings  8al-lmo-lv;  Solution  Heat  Treated  and  St  SAE  AMS4973A 

Forgings  (1969)  ASTM  B381 

Forgings  (1969)  ASTM  B384 

Forgings,  Corrosion  and  Heat  Resistant  Nickel  Bas  SAE  AMS5704A 

Heat  Exchanger  and  Condenser  Tubes  (1961)  CDA  RPIA 

Heat  Exchanger  and  Condenser  Tubes  (1971a)  ASTM  B395 

Heat  Resistant  195,  000  psi  Tensile  Strength  Harde  SAE  AMS7459A 

Heat  Resistant.  Normalized  and  Tempered,  Roll  Thr  SAE  AMS7454E 

Heat  Resistant,  220,  000  psi  Tensile  Strength,  Har  SAE  AMS7464A 

Heat  Treated,  Roll  Threaded  (1970)  SAE  AMS7452J 

Hot  Rolled  and  Cold  Finished  Bars  (1970)  ASTM  B511 

Mill  Products;  Including  Flat  Products,  Rod  and  W  CDA  101/8 

Mill  Products;  Std.  Handbook  (1968)  CDA  103/8 

Panels  for  Test.  Paint,  Varnish,  Lacquer,  and  Rel  ASTM  D1733 

Pipe  Flanges,  Forged  Fittings  and  Valves  and  Part  ASTM  B462 

Pipe  Underdrains  (1970)  AASHO  MI97 

Pipe  (1970)  ASTM  B514 

Pipe  (1970)  ASTM  B517 

Plate  and  Sheet  for  Pressure  Vessels  (1969)  ASTM  B402 

Plate  and  Sheet  for  Pressure  Vessels  (1969)  ASTM  B96 

Plate  for  Nuclear  Applications  (1970)  ASTM  B509 

Plate,  Forgings  and  Extrusions  (1964)  ASNT  RPT.l 

Plate.  Sheet  and  Strip  (1970)  Std.  Sp  ASTM  B5I9 

Plate,  Sheet,  and  Strip  (1970)  Std.  Spec,  for  C  ASTM  B463 

Plate,  Sheet,  Strip  and  Rolled  Bar  (1971)  ASTM  B194 

Plate,  Sheet,  Strip,  and  Rolled  Bar  for  General  P  ASTM  B97 

Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971)  /.  Sp  ASTM  B248 

Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a)  /or  ASTM  BI22 

Powder  75cr(2)c(3)  -I-  25  (80ni-20cr  Alloy)  (1970)  SAE  AMS7875 

Products  Std.  Handbook;  Data  and  Spec.  (1970)  CDA  175/9 

Products  (1971)  Rec.  SAE  ARP982A 

Reinforced  (1970)  Std.  Spec.  ASTM  B524 

Rivet  and  Cold  Heading  Wire  and  Rods  (1970)  ANSI  ASTM  B316 

Rod  and  Bar  for  Nuclear  Applications  (1970)  ASTM  B510 

Rod  and  Bar  (1970)  Std.  Sp  ASTM  B518 

Rod  and  Bar  (1971a)  ASTM  B196 

Rod,  Bar,  and  Shapes  (1969)  ASTM  B98 

Rod,  Bar,  and  Shapes  (1971)  Std.  Sp  ASTM  B249 

Scrap  (1961)  ISIS  '1-2 

Seamless  and  Welded  Tubes  for  Nuclear  Service  (19  ASTM  B353 

Seamless  and  Welded  Tubes  (1970)  ASTM  B394 

Seamless  Condenser  and  Heat  Exchanger  Tubes  with  ASTM  B359 

Seamless  Condenser  Tubes  and  Ferrule  Stock  (1971)  ASTM  Bill 

Seamless  Pipe  and  Seamless  Extruded  Tube  (1971)  A  ASTM  B241 

Seamless  Pipe  and  Tube  for  Nuclear  Applications  ASTM  B513 

Seamless  Pipe  and  Tube  (1969)  ANSI  H26.3  ASTM  B315 

Seamless  Pipe  and  Tube  (1971)  ASTM  B407 

Seamless  Pipe  and  Tube  (1971)  ANSI  H34.2  ASTM  B165 

Sheet  and  Plate  4.4cu-l.5mg-0.60mn  (2024-T361)  (1  SAE  AMS4192 

Sheet  and  Plate  4.4cu-1.5mg-0.60mn  (2024-T861)  (1  SAE  AMS4193 

Sheet  and  Plate  (1971)  SAE  AMS2202J 

Sheet  and  Plate  (1971)  ANSI  H38.2  ASTM  B209 

Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mnO  SAE  AMS4198 

Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mnO  SAE  AMS4199 

Sheet  and  Plate,  Alclad  4.4cu-1.5mg-0.60mn  (Alcia  SAE  AMS4194 

Sheet  and  Plate,  Alclad  4.4cu-1.5mg-0.60mn  (Alcla  SAE  AMS4195 

Sheet  and  Plate,  Alclad  5.6zn-2.5mg-1.6cu-0,26cr  SAE  AMS4196 
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(7011  Alclad  7075,  -T6  Sheet,  -T651  Plate)  (19/  Aluminum  Alloy  Sheet  and  Plate,  Alclad.  5.6zn-2.5mg-l  .6cu-0.26cr  SAE  AMS4iy7 

kel  Base  -  22cr  -  l.SOco  -  9.0mo  -  0.60w  -  18./  Spec,  for  Alloy  Sheet  and  Plate,  Corrosion  and  Heat  Resistant  Nic  SAE  AMS55.16G 

Spec,  for  Titanium  Alloy  Sheet,  Strip  and  Plate.  Annealed  (1971 )  SAE  AMS4918C 

ant,  Nickel  Base  -  7.0cr  -  16. 5mo  (1971)  Spec,  for  Alloy  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resist  SAE  AMS56()7 

tant;  Nickel  Base  15.5cr  -8.0  Fe  (1970)  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resis  SAE  AMS.'i540H 

tant  Nickel  Base  -  19.5cr  -  13.5co  -  4.3mo  -  .V  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heal  Resis  SAE  AMS.5.'i44B 

tant.  Nickel  Base  -  16cr  -  37fe  -  2.9ch  -  1 .8t/  Spec,  for  Alloy  Sheet.  Strip,  and  Plate,  Corrosion  and  Heat  Resis  SAE  AMS5605 

tant.  Nickel  Base  -  16. Cr  ■  37fe  ■  2.9ch  -  1.8/  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resis  SAE  AMS5606 

tant  Cobalt  Base  -  22cr  ■  22ni  -  14. .Sw  -  0.071/  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resis  SAE  AMS5608 

971)  Spec,  for  Titanium  Alloy  Sheet,  Strip,  and  Plate,  5al  -  2.5sn,  Annealed  (I  SAE  AMS4910E 

100  Deg.  TRl  Wing  Recess,  Close  Tolerance.  6al-4v  Titanium  Alloy  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  4600-16 

ANSI  H38.10  Std,  Spec,  for  Aluminum  Alloy  Std.  Structural  Shapes,  Rolled  or  Extruded  (1970)  ASTM  B308 

ocket  Head,  Undrilled  and  Drilled,  Plain  and  Self  l  ocking,  Alloy  Steel  and  Corrosion  Resisting  Steel,  Unified  Coar  NSA  1352 

ocket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Locking,  Alloy  Steel  and  Corrosion  Resisting  Steel,  Unified  Fine  NSA  1351 

69)  ANSI  G55.3  Std,  Spec,  for  Alloy  Steel  Blooms,  Billets,  and  Slabs  for  Forgings  (19  ASTM  A274 

Std.  Spec,  tor  Seamless  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tubes  (1969)  ASTM  A209 

td.  Spec,  for  Electric  Resistance  Welded  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tubes  (1971)  ANSI  Bl  ASTM  A250 

es  (1971/  Std.  Spec,  for  Seamless  Ferritic  and  Austenitic  Alloy  Steel  Boiler,  Superheated,  and  Heat  Exchanger  Tub  ASTM  A213 

ice  (1969)  ANSI  G38.4  Std.  Spec,  for  Alloy  Steel  Bolting  Materials  for  High  Temperature  Serv  ASTM  A193 

Std.  Spec,  for  Quenched  and  Tempered  Alloy  Steel  Bolts  for  Structural  Steel  Joints  ( 1971 )  ASTM  A490 

able  for  High  Temperature  Service  (1969)  /  Std  Spec,  for  Alloy  Steel  Castings  for  Pressure  Containing  Parts  Suit  ASTM  A217 

1)  ANSI  052. 5  Std.  Spec,  for  Low  Alloy  Steel  Castings  Suitable  for  Pressure  Service  (197  ASTM  A487 

w  Temperature  /  Std.  Spec,  for  Forged  or  Rolled  9%  Nickel  Alloy  Steel  Flanges,  Fittings,  Valves,  and  Parts  for  Lo  ASTM  A522 

echniquc  /  Std.  Meth.  for  Spectrochemical  Analysis  of  Low  Alloy  Steel  for  Acid  Soluble  Aluminum  by  the  Solution  T  ASTM  E293 

r  Factory  Made  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperature  Service  (1971)  ANSI  046  ASTM  A420 

std.  Spec,  for  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Moderate  and  Elevated  Temperatures  (197  ASTM  A234 

urbine  Generators  (1968)  ANSI  /  Std.  Spec,  for  Carbon  and  Alloy  Steel  Forgings  for  Magnetic  Retaining  Rings  for  T  ASTM  A288 

r  Generators  (1968)  ANSI  055.6  Std.  Spec,  for  Alloy  Steel  Forgings  for  Nonmagnetic  Retaining  Rings  Fo  ASTM  A289 

69)  ANSI/        Std.  Spec,  for  Quenched  and  Tempered  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  Components  ( 1 9  ASTM  A541 

aNSI  g55.4  Std.  Spec,  for  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  Shells  ( 1 969)  ASTM  A372 

Spec,  for  Quenched  and  Tempered  Vacuum  Treated  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessels  (1969)  ANSI  0  ASTM  A508 

Std,  Spec,  for  Alloy  Steel  Forgings  for  Railway  Use  (1969)  ASTM  A238 

Std.  Spec,  for  Seamless  Cold  Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  and  Condenser  Tubes  (1969)  ASTM  A199 

Std.  Spec,  for  Electric  Resistance  Welded  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1969)  ANSI  G62.3  ASTM  A5I3 

Std,  Spec,  for  Seamless  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1971)  ASTM  A519 

ature  Service  (1969)  ANSI  E38./  Std,  Spec,  for  Carbon  and  Alloy  Steel  Nuts  for  Bolts  for  High  Pressure  and  Temper  ASTM  A194 

nd  Parts  for  High  Temper/  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  Valves  A  ASTM  A182 

nd  Parts  Specially  Heat  /  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges.  Forged  Fittings,  and  Valves  A  ASTM  A404 

Spec,  for  General  Requirements  for  Specialized  Carbon  and  Alloy  Steel  Pipe  (1971)  ANSI  B125.20  Std.  ASTM  A530 

vessels  (1971)  Std.  Spec,  for  8  and  9^/^  Nickel  Alloy  Steel  Plate,  Quenched  and  Tempered,  for  Pressure  ASTM  A553 

vessels  (1971)  Std.  Spec,  for  5'7f  Nickel  Alloy  Steel  Plate,  Specially  Heat  Treated  for  Pressure  ASTM  A645 

Std.  Spec,  for  High  Yield  Strength  Quenched  and  Tempered  Alloy  Steel  Plate,  Suitable  for  Welding  (1969a)  ANSI  G2  ASTM  A514 

.1  Std.  Spec,  for  Nickel  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G33  ASTM  A203 

.3  Std.  Spec,  for  Chromium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  033  ASTM  A410 

.4  Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  035  ASTM  A387 

.  for  Manganese  Molybdenum  and  Manganese  Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (1969a)  ANSI  03  ASTM  A302 

Std.  Spec,  for  Manganese  Vanadium  Alloy  Steel  Plates  for  Pressure  Vessels  (1971 )  ASTM  A225 

.1  Std.  Spec,  for  Chromium  Manganese  Silicon  Alloy  Steel  Plates  for  Pressure  Vessels  (1971)  ANSI  032  ASTM  A202 

.1  Std.  Spec,  for  Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (1971)  ANSI  G34  ASTM  A204 

Steel  Products  Manual  for  Alloy  Steel  Plates  (1970)  AISI  3 

Pressure  Vessels  (1971 )  Std.  Spec,  for  9%  Nickel  Alloy  Steel  Plates,  Double  Normalized  and  Tempered,  for  ASTM  A353 

Vessels  (1969a)  ANSI  035.1/  Std,  Spec,  for  High  Strength  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  ASTM  A517 

.  for  Manganese  Molybdenum  and  Manganese  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  ASTM  A533 

Vessels  (1969a)  ANSI/        Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel  Plates,  (Quenched  and  Tempered,  for  Pressure  ASTM  A542 

Vessels  (1969/         Std.  Spec,  for  Nickel  Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered ,  for  Pressure  ASTM  A543 

(1965)  Std.  Spec,  for  Very  High  Strength  Alloy  Steel  Reinforcement  Bars  for  Prestressed  Concrete  AASHO  M215 

Pan  Head,  Close  Tolerance,  Short  Thread,  TRI  Wing  Recess,  Alloy  Steel  Self  Locking  and  Nonlocking  (1970)  BoU.  NSA  5000-6 

guide  Spec,  for  Structural  Steel  for  Buildings  (Carbon  and  Alloy  Steel  Shapes)  (1970)  CSI  05120 

Steel  Products  Manual  for  Alloy  Steel  Sheets  and  Strip  (1969)  AISI  12 

Std.  Spec,  for  Seamless  and  Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature  Service  (1969)  ASTM  A334 

Std.  Spec,  for  Seamless  and  Electnc  Welded  Low  Alloy  Steel  Tubes  ( 1971 )  ANSI  Bl 25.19  ASTM  A423 

al  Requirements  for  Carbon,  Ferritic  Alloy,  and  Austenitic  Alloy  Steel  Tubes  (1971)  ANSI  B.36,46  /  Spec,  for  Gener  ASTM  A450 

Std.  Meth.  for  Spectrochemical  Analysis  of  Carbon  and  Low  Alloy  Steel  Using  a  Vacuum  Spectrometer  (1971)  ASTM  E415 

Steel  Products  Manual  for  Alloy  Steel  Wire  and  Rods  (1967)  AISI  15 

Rec,  Pracl.  for  Oil  Tempered  Chromium;  Silicon  Alloy  Steel  Wire  and  Springs  (1970)  SAE  J157 

(1968)  Std,  Spec,  for  Alloy  Steel  Wire  for  Cold  Heading  of  Hexagon  Head  Bolts  ASTM  A547 

High  Strength  Low  Alloy  Steel  (1958)  AISI  17 

Rec,  Pract.  for  High  Strength,  Low  Alloy  Steel  (1970)  SAE  J410C 

of  Carbon  and  Low  Alloy  Steels,  Nonferrous  Materials,  High  Alloy  Steel,  Cast  Iron,  Integrally  Clad  Plate  or  with  A  ASME  BPVC8-1-C 

Fasteners,  Alloy  Steel,  Externally  Threaded  (1970)  NSA  4002 

Screw,  Hex  Head,  TRI  Wing  Recess,  Alloy  Steel,  Full  Thread,  Nonlocking  (1970)  NSA  5900-3 

1970)  Screw.  100  Deg.  Head,  TRI  Wing  Recess,  Alloy  Steel.  Full  Thread,  Self  Locking  and  Nonlocking  NSA  5600-6 

for  General  Requirements  for  Carbon  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Co  ASTM  A568 

1/  Bolt,  100  Deg.  Head,  TRI  Wing  Recess,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and  Nonlocking  NSA  4104-16 

1970)  Boll,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and  Nonlocking  NSA  6604-20 

machine  Flat  Fillister  Head.  Full  Thread,  TRI  Wing  Recess.  Alloy  Steel,  Self  Locking  and  Nonlocking  (1970)  /Rew,  NSA  5300-6 

Bars  (1970)  Steel  Products  Manual  for  Alloy  Steel,  Semifinished,  Hot  Rolled  and  Cold  Finished  AISI  4 

I,  100  Deg.  Reduced  Head,  TRI  Wing  Recess  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Nonlocking  (1970)  Bol  NSA  4703-16 

(/  Bolt,  100  Deg,  Head,  TRI  Wing  Recess,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  Nonlocking  NSA  4400-16 

(1970)  '  Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  Nonlocking  NSA  6203-20 

wr/  Std.  Meth.  for  Chemical  Analysis  of  Carbon  Steel.  Low  Alloy  Steel,  Silicon  Electrical  Steel,  Ingot  Iron,  and  ASTM  E350 

d.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess  Alloy  Steel,  160,  000  psi  (1971)  St  NSA  583 

part  Bolt  100  Deg.  Flush  Tension  Head  .0312  Oversize  Shank  Alloy  Steel,  160,  000  psi  ( 1971 )  Std.  NSA  1603 

100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Short  Thread  Alloy  Steel,  160,  000  psi  (1971)  Std.  Part  Boll,  NSA  1503 

Head  Hi  Torque  Recess,  .0156  Oversize  Shank  Short  Thread,  Alloy  Steel,  160,  000  psi  (1971)  /OO  Deg.  Flush  Tension  NSA  1243 

Head  Hi  Torque  Recess,  .03  1 2  OversizejShank  Short  Thread.  Alloy  Steel,  160,000  psi  (1971)  /OO  Deg.  Flush  Tension  NSA  1253 
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rt  Bolt,  100  Deg.  Flush  Tension  Head.  .0156  Oversize  Shank  A 

of  Pipe  Bends  and  Formed  Components  of  Carbon  and  Ferritic  A 

Std.  for  Chemical  Compositions  of  Sae  A 

Analysis  of  Tool  Steels  and  Other  Similar  Medium  and  High  A 

Quality  Assurance  Sampling  of  Carbon  and  Low  A 

rements  for  Pressure  Vessels  Constructed  of  Carbon  and  Low  A 

Tent.  Spec,  for  Copper  A 

Spec,  for  Titanium  and  Titanium  A 

Std.  Spec,  for  Molybdenum  and  Molybdenum  A 

Std.  Spec,  for  High  Strength  Low  A 

(1966)                                                 Std.  Spec,  for  Aluminum  A 

int  to  4  In.  Thick  (197/                Std.  Spec,  for  High  Strength  Low  A 

int  to  4  In.  Thick  (197/                Std.  Spec,  for  High  Strength  Low  A 

eneral  Requirements  for  Wrought  Seamless  Copper  and  Copper  A 

Std.  Spec,  for  Welded  Nickel  Chromium  Iron  A 

Std.  Spec,  for  Welded  Nickel  Iron  Chromium  A 

Std.  Spec,  for  Tantalum  and  Tantalum  A 

1970)                                                                       Aluminum  A 

Spec,  for  Titanium  A 

el  Base  19.5cr-13.5co-4.3mo-2.9ti-1.4al  Annealed,  Consum/  A 

spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  A 

Std.  Spec,  for  Factory  Made  Wrought  Aluminum  and  Aluminum  A 

ions  (1970)                                                      Nickel  Copper  A: 

ions  (1970)                                                          Copper  Nickel  A 

Std.  Spec,  for  Copper  Silicon  A 

Std.  Spec,  for  Copper  Beryllium  A 

Std.  Spec,  for  General  Requirements  for  Wrought  Copper  A 

ations  (1970)                                                            Iron  Nickel  A 

A 

Base,  Vacuum  Induction  Melted  (1970)  A 

Base,  Consumable  Electrode  or  Vacuum  Induction  Melted  (/  A 

t  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)                       Spec,  for  A: 

I  Base  -  21.5cr  -  9.0mo  -  3.7(Cb  +  ta)  (1970)                      Spec,  for  A: 

std.  Meth.  of  Test  for  Temperature  Resistance  Constants  of  A 

Honeycomb  Core.  Aluminum  A 

Std.  Spec,  for  Aluminum  A 

,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  Titanium  A 

(1970)                                             Bolts  and  Screws.  Titanium  A 

eet.  Strip,  and  Rolled/               Std.  Spec,  for  Copper  Nickel  Zinc  A 

70)                                         Std.  Spec,  for  Copper  Nickel  Zinc  A 

Spec,  for  Dental  Chromium  Cobalt  Casting  A 

Saw  Steel  Wire,  Band.  Metal  Cutting  A 

Spec,  for  Casting  Investment  for  Dental  Gold  A 

Spec,  for  Dental  Wrought  Gold  Wire  A 

Spec,  for  Dental  Casting  Gold  A 

flush  Tension  Head  Hi  Torque  Recess,  Short  Thread  Titanium  A 

Flush  Tension  Head  Hi  Torque  Recess,  Long  Thread  Titanium  A 

Procurement  Spec,  for  Fasteners,  Titanium  A 

s  Nickel  Chromium  Alloy  Powder  75cr(2)c(3)  +  25  (80ni-20cr  A 

Std.  Spec,  for  General  Requirements  for  Carbon,  Ferritic  A 

-  lOni  •  15w  (1971)                                           Spec,  for  Rivets,  A 

Treated  Roll  Threaded,  2050f  (/             Bolts  and  Screws,  Nickel  A 

Treated,  Roll  Threaded,  1950f  /              Bolts  and  Screws,  Nickel  A 

Fasteners,  6al-4v  Titanium  A 

Screw,  1 00  Deg.  Tri  Wing  Recess.  6al-4v  Titanium  A 

Screw,  Hex  Head,  Tri  Wing  Recess,  6al-4v  Titanium  A 

aded  (1970)                                    Bolts  and  Screws,  Steel,  Low  A 

.  Head,  Tri  Wing  Recess.  Close  Tolerance  6al-4v  Titanium  A  A 

Bolt,  Hex  Head,  Close  Tolerance,  6al-4v  Titanium  A 

ed  Head,  Tri  Wing  Recess,  Close  Tolerance,  6al-4v  Titanium  A 

Bolt,  Hex  Head,  Close  Tolerance,  6al-4v,  Titanium  A 

lat  Fillister  Head,  Full  Thread,  Tri  Wing  Recess,  Titanium  A 

Bolts  and  Screws,  Titanium  A 

heet  and  Plate;  Mechanical  Property  Limits,  Heat  Treatable  A 

.  Pracl.  for  Preparation  of  and  Electroplating  on  Aluminum  A 

r  Drawn  or  Rolled  Nickel  Chromium  and  Nickel  Chromium  Iron  A 

ated  Life  Test  of  Nickel  Chromium  and  Nickel  Chromium  Iron  A 

Rec.  Pract.  for  Tension  Test  Specimens  for  Copper  Base  A 

Classification  of  Cast  Copper  Base  A 

Copper  Silicon  A 

High  Copper  A 

Defects  in  Sand  Cast  Copper  Base  A 

Melting  Equipment  of  Copper  Base  A 

Metallography  of  Copper  Base  A 

Test  Procedure  for  Quality  Control  of  Copper  Base  A 

Applications  of  Cast  Copper  Base  A 

Patternmaking  of  Copper  Base  A 

Properties  of  Cast  Copper  Base  A 

Conforming  Spec,  for  Copper  Base  A 

Glossary  of  Copper  Base  A 

Melting  and  Pouring  of  Copper  Base  A 

Solidification  Characteristics  of  Copper  Base  A 

Gating  of  Copper  Base  A 

Molding  Meth.  and  Materials  of  Copper  Base  A 

Coremaking  of  Copper  Base  A 

ional  Solidification;  Chilling  and  Risering  of  Copper  Base  A 


Std.  Pa 

Rec.  Pract.  for  Heat  Treatment 


Std.  Meth.  for  Chemical 


Std. 


/Head 


loy  Steel,  160.000  psi  (1971) 
loy  Steels  (1969) 
loy  Steels  (1970) 
loy  Steels  (1970) 
loy  Steels,  Forgings  and  Stock  (1970) 
loy  Steels,  Nonferrous  Materials,  High  Alloy  Steel,  C 
loy  Strip  for  Flexible  Metal  Hose  (1969) 
loy  Strip,  Sheet,  and  Plate  (1969) 
loy  Strip,  Sheet,  Foil,  and  Plate  (1969) 
loy  Structural  Manganese  Vanadium  Steel  (1970a) 
loy  Structural  Plate  for  Pipe,  Pipe  Arches  and  Arches 
loy  Structural  Steel  with  50,  000  psi  Minimum  Yield  Po 
loy  Structural  Steel  with  50,  000  psi  Minimum  Yield  Po 
loy  Tube  (1971)  ANSI  H23.4  Std.  Spec,  for  G 

loy  Tubes  (1970) 
loy  Tubes  (1970) 
loy  Tubing  (1970) 

loy  Tubing,  Seamless,  Drawn  1.25  Manganese  (3003-0) 
loy  Tubing,  Seamless.  3.0al  -  2.5v.  Annealed  (1971) 
loy  Tubing,  Welded,  Corrosion  and  Heat  Resistant  Nick 
loy  Weaving  Wire  (1970) 
loy  Welding  Fittings  (1971) 

loy  Wire  and  Ribbon  67ni-30cu  for  Electronic  Applicat 
loy  Wire  and  Ribbon  78cu-22ni  for  Electrical  Applicat 
loy  Wire  for  General  Purposes  (1969)  ANSI  H30.1 
loy  Wire  (1971) 
loy  Wire  (1971) 

loy  Wire.  Copper  Clad  56fe-41ni  for  Electronic  Applic 
loy  Wire.  Round  35pd-30ag-I4cu-10au-10pt-0.8zn  (1970) 
loy  Wire,  Welding  (Corrosion  and  Heat  Resistant  Nickel 
loy  Wire,  Welding  Corrosion  and  Heat  Resistant  Nickel 
loy  Wire,  Welding,  Corrosion  and  Heat  Resistant  Cobal 
loy  Wire,  Welding,  Corrosion  and  Heat  Resistant  Nicke 
loy  Wires  for  Precision  Resistors  (1970)  ANSI  Z155.6 
loy  5.0mg-0.12mn-0.12cr  (5056-H191)  (1970) 
loy  5005  Rolled  Rods  for  Electrical  Purposes  (1970) 
loy  6al-4v,  Self  Locking  and  Nonlocking  (1970) 
loy  6al-4v,  Upset  Headed,  Heat  Treated,  Roll  Threaded 
loy  (Nickel  Silver)  and  Copper  Nickel  Alloy  Plate,  Sh 
loy  (Nickel  Silver)  and  Copper  Nickel  Rod  and  Bar  (19 
loy  (1957)  ANSI  Z156.I4 
loy  (1962) 

loy  (1962)  ANSI  Z156. 2 
loy  (1962)  ANSI  Z156.7 
loy  (1966)  ANSI  Z156.5 

loy  (1970)  Std.  for  Bolt  100  Deg. 

loy  (1970)  Std.  for  Bolt,  100  Deg. 

loy  (1971) 

loy)  (1970)  Chromium  Carbide  Plu 

loy,  and  Auslenitic  Alloy  Steel  Tubes  (1971)  ANSI  B36 
loy.  Corrosion  and  Heat  Resistant,  Cobalt  Base  -  20cr 
loy.  Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat 
loy.  Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat 
loy.  Externally  Threaded  (1970) 
loy.  Full  Thread  Self  Locking  and  Nonlocking  (1970) 
loy.  Full  Thread,  Nonlocking  (1970) 
loy.  Heat  Resistant,  Hardened  and  Tempered,  Roll  Thre 
loy.  Long  Thread,  Self  Locking  and  Nonlocking  (1970) 
loy.  Long  Thread,  Self  Locking  and  Nonlocking  (1970) 
loy.  Short  Thread,  Nonlocking  (1970)  /lOO  Deg.  Reduc 

loy.  Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
loy,  6al-4v  Self  Locking  and  Nonlocking  (1970)  /Ne  F 

loy,  6al-4v,  Heat  Treated,  Roll  Threaded  (1970) 
loys  and  Brazing  Sheet  (1970)  Std.  for  Aluminum  S 

loys  by  the  Zincate  Process  (1968)  ANSI  G53.12  Rec 
loys  for  Electrical  Heating  Elements  (1971)  ANSI  Z155 
loys  for  Electrical  Heating  (1970)  ANSI  Z155.3  /Eler 
loys  for  Sand  Castings  (1969) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 
loys  in  Foundry  Pract.  (1965) 


Direct 


NSA 

1703 

PFI 

ES6 

SAE 

J404G 

ASTM 

E352 

SAE 

AMS2372 

ASME 

BPVC8-I-C 

ASTM 

B508T 

ASTM 

B265 

ASTM 

B386 

ASTM 

A441 

AASHO 

M219 

AASHO 

M222 

ASTM 

A588 

ASTM 

B25I 

ASTM 

B515 

ASTM 

B516 

ASTM 

B52I 

SAE 

AMS4065E 

SAE 

AMS4943 

SAE 

AMS5586A 

ASTM 

B475 

ASTM 

B361 

SAE 

AMS4731 

SAE 

AMS4732 

ASTM 

B99 

ASTM 

B197 

ASTM 

B250 

SAE 

AMS7734 

SAE 

AMS7735 

SAE 

AMS5828A 

SAE 

AMS5832A 

SAE 

AMS5801 

SAE 

AMS5837A 

ASTM 

B84 

SAE 

AMS4176 

ASTM 

B531 

NSA 

5200-06 

SAE 

AMS7461A 

ASTM 

B122 

ASTM 

B151 

ADA 

14 

SWA 

*I33 

ADA 

2 

ADA 

7 

ADA 

5 

NSA 

1083 

NSA 

663 

NSA 

621 

SAE 

AMS7875 

ASTM 

A450 

SAE 

AMS7236A 

SAE 

AMS7469A 

SAE 

AMS7471B 

NSA 

4004 

NSA 

5800-6 

NSA 

6100-3 

SAE 

AMS7455 

NSA 

4304-16 

NSA 

6804-20 

NSA 

4903-16 

NSA 

6403-20 

NSA 

5500-6 

SAE 

AMS7460B 

AA 

*287 

ASTM 

B253 

ASTM 

B344 

ASTM 

B76 

ASTM 

B208 

AFS 

NF6511-1 

AFS 

NF6511-15 

AFS 

NF6511-17 

AFS 

NF6511-18 

AFS 

NF6511-2 

AFS 

NF6511-20 

AFS 

NF6511-21 

AFS 

NF6511-22 

AFS 

NF6511-24 

AFS 

NF6511-25 

AFS 

NF6511-26 

AFS 

NF6511-27 

AFS 

NF6511-3 

AFS 

NF6511-4 

AFS 

NF6511-5 

AFS 

NF6511-7 

AFS 

NF6511-8 

AFS 

NF6511-6 
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castings,  and  Die  Castings  (1971/ 
70) 


Std.  Spec,  for  Copper  Nickel 
Std.  Spec  for  Copper  Base 
Sid.  Spec,  for  Aluminum 
Copper  Base 

Std.  Designations  for  Copper  and  Copper 
ity  Assurance  Sampling  and  Test,  of  Aluminum  and  Magnesium 
(1970)  Std.  Designations  for  Copper  and  Copper 

Casting  Defects  of  Aluminum  and  Magnesium 
Metallography  of  Aluminum  and  Magnesium  Casting 
Sand  Pract.  for  Aluminum 
Sand  Pract.  for  Magnesium 
racteristics  and  Casting  Design  for  Aluminum  and  Magnesium 
trol  and  Inspection  of  Sand  Casting  Aluminum  and  Magnesium 
Std.  Spec,  for  White  Metal  Bearing 
mechanical  and  Physical  Properties  of  SAE  Aluminum  Casting 
Wrought  Nickel  and  Nickel  Related 
Limits  and  Dimensional  Tolerances  of  SAE  Wrought  Aluminum 
Rec.  Pract.  for  Thermal  Analysis  of  Metals  and 
mical  Analysis  of  Nickel  Chromium  and  Nickel  Chromium  Iron 
esisting,  Maraging,  and  Other  Similar  Chromium  Nickel  Iron 
Magnetic,  and  (Dlher  Similar  Iron,  Nickel,  and  Cobalt  Base 
of  Test  for  Thermoelectric  Power  of  Electrical  Resistance 
n  and  Heat  Resistant  Auslenitic  Steels  and  Austenitic-Type 
d  Tubular  Products,  Auslenitic  Stainless  Steel  and  Similar 
Rec.  Pracl.  for  Codification  of  Light  Metals  and 
Metal  Finishes  Manual  Including  Std.  for  Aluminum,  Copper 

Std.  Spec,  for 

folianl,  (Z)-2,  3.  5,  5,  5-Pentachloro  4  Oxo  2  Pentenoic  Acid 
r  Fire  Limits,  and  Regulations  Governing  the  Construction, 
.  for  Colorfaslness  of  Textile  Fabrics  to  Water  and  Light; 
.  for  Colorfaslness  of  Textiles  to  Light:  Carbon  Arc  Lamp, 
astness  of  Textiles  to  Light:  Water  Cooled  Xenon  Arc  Lamp, 
ting  Mechanisms  /  Spec,  for  Inspection  and  Maintenance  of 

d  Vertical  Wear  Liners  to  the  Truck  Bolster  Center  Plate/ 
,  Black  Collar  (Railway)  (1970) 
g.  Black  Collar  (Railway)  (1970) 

te  for  Freight  Cars  with  6  X  II  In.  or  6  1/2  X  12  In.  Jo/ 
freight  Cars  with  6  X  II  In.  Journals,  for  Repairs  Only  / 
t  Breakers  /  Std.  for  Trip  Devices  (Opening  Releases)  for 

Std.  for  Fixed  Paper  Dielectric  Capacitors  for 
Sid.  Requirements  for  Automatic  Line  Sectionalizers  for 
Std.  Requirements  for  Oil  Filled  Capacitor  Switches  for 
Line  Sectionalizers  and  Oil  Filled  Capacitor  Switches  for 

Spec,  for  Portable 
Safely  Std.  for  Marine  Requirements  for 
Rec.  Pract.  and  Std.  Covering 
ssure  Vessels  (1971)  Code  of 

Records  of  Pressure  Vessels  (1971)  Code  of 

requirements  of  Pressure  Vessels  (1971 )  Code  of 

s(l971)  Code  of 

r  Marine  Electric  Starters,  Generators  and  Diode  Rectified 
nic  Aircraft  (1971)  Pressure 

Std.  for  Analysis  of 

ions  (1970)  Std.  Spec,  for 

Meth.  for  Properties  of 
Melh.  for  Determination  of  Particle  Size  Distribution  of 
Std.  Melh.  for  Chemical  Analysis  of  Fireclay  and  High 
Rec.  Std.  for  Core  Wire  Aluminum  Coaled 
d.  Spec,  for  Zinc  Coated  (Galvanized)  and  Aluminum  Coated 
Rope  Wire  (Galvanized  or 
Std.  Spec,  for 
Rec.  Pract.  for  Heat  Treatment  of 
)  Precipitation  Heat  Treated  (1970) 

Std.  Spec,  for  Concentric  Lay  Stranded  5005-H19 
Std.  Spec,  for  Concentric  Lay  Stranded  6201-T  81 
Std.  Spec,  for  Corrugated 
Std.  Spec,  for  Helically  Corrugated 
Std.  Spec,  for 
Std.  Spec,  for 

Heal  Treated  (1971)  Spec,  for 

heat  Exchangers  (1971)  ANSI  H38.6  Sid.  Spec,  for 

Sid.  Spec,  for 

971)  ANSI  H38.5  Sid.  Spec,  for 

r  (7075-T73)  (1970)  Spec,  for 

r  (7075-T7351  1  )  Stress  Relief  Stretched  and  St/  Spec,  for 

1971)  Tent.  Spec,  for  Annealed 

173) (1970) 

,  and  Related  Products  (R19/  Sid.  Meth.  of  Preparation  of 

Std.  Spec,  for  Corrugated 
Rec.  Ultrasonic  Acceptance  Std.  for  Airframe 
Id.  Spec,  tor  Concentric  Lay  Stranded  Aluminum  Conductors, 
70)  ANSI  H38.12  Sid.  Spec,  for 

(1971)  ANSI  H38.7  Std.  Spec,  for 

-T361) (1970) 
-T861) (1970) 

Sid.  Spec,  for 


970) 


Alloys  in  Ingot  Form  for  Castings  (1970) 

Alloys  in  Ingot  Form  for  Sand  Castings  (1970) 

Alloys  in  Ingot  Form  for  Sand  Castings,  Permanent  Mold 

Alloys  with  Nickel  in  Foundry  Pract.  (1965) 

Alloys  (Cast  Products  Only);  Application  Data  Sheet  (19 

Alloys  (Wrought  Products  Except  Forgings)  (1971)  /Qual 

Alloys  (Wrought  Products  Only);  Application  Data  Sheet 

Alloys  (1965) 

Alloys  (1965) 

Alloys  (1965) 

Alloys  (1965) 

Alloys  (1965)  Cha 
Alloys  (1965)  Quality  Con 

Alloys  (1966)  ANSI  H39.1 

Alloys  (1968)  Std.  for 

Alloys  (1969) 

Alloys  (1969)  /Mical  Compositions,  Mechanical  Property 

Alloys  (1969)  ANSI  Z30.2 

Alloys  (1970)  Std.  Meth.  for  Che 

Alloys  (1970)  /  Chemical  Analysis  of  Stainless,  Heat  R 

Alloys  (19701  /Alysis  of  High  Temperature,  Electrical, 

Alloys  (1970)  ANSI  Z155.4  Std.  Meth. 

Alloys  (1971)  Spec,  for  Rings,  Flash  Welded,  Corrosio 

Alloys  (1971 )  /Dy  Current)  Test,  of  Seamless  and  Welde 

Alloys,  Cast  and  Wrought  (1969) 

Alloys,  Stainless  Steel;  Carbon  Steel  and  Iron;  Organic 
Allyl  Molding  Compounds  (1970) 

alorac  (1969)  /R  the  Pest  Control  Chemical,  Cotton  De 

Alteration,  Removal,  Demolition,  Equipment,  Use  and  Occ 
Alternate  Exposure  ( 1971 )  Test  Meth 

Alternate  Light  and  Darkness  (1971)  Test  Meth 

Alternate  Light  and  Darkness  (1971)  /  Meth.  for  Colorf 

Alternate  Std.  F  Interlocking  Couplers,  Parts  and  Opera 
Alternate  Std.  for  Application  of  2  Piece  Horizontal  An 
Alternate  Std.  for  Axle  for  Freight  Cars;  Plain  Bearing 
Alternate  Std.  for  Axle  for  Freight  Cars;  Roller  Bearin 
Alternate  Std.  for  Cast  or  Forged  Steel  Body  Center  Pla 
Alternate  Std.  for  Forged  Steel  Body  Center  Plates  for 
Alternating  and  Direct  Current  Low  Voltage  Power  Circui 
Alternating  Current  Applications  (1971) 
Alternating  Current  Systems  (1969) 
Alternating  Current  Systems  (19691 

Alternating  Current  Systems  (19711  /Circuit  Reclosers, 

Alternating  Current  Voltmeter  (1953) 
Alternating  Current  Wiring  Devices  (1968t) 
Alternating  Current  (Ac)  Electrical  Systems  on  Boats  (I 
Alternative  Rules  for  Inspection  and  Radiography  of  Pre 
Alternative  Rules  for  Marking  and  Stamping,  Reports  and 
Alternative  Rules  for  Material,  Design  and  Fabrication 
Alternative  Rules  for  Pressure  Relief  Devices  of  Vessel 
Alternators  (1964)  Safety  Std.  Fo 

Altimeter  System  Minimum  Safe  Performance  Std.  on  Subso 
Alum  (1944) 

Alumina  Ceramics  for  Electrical  and  Electronic  Applical 
Alumina  Hydrate  Pigments  (1969) 

Alumina  or  Quartz  Using  Centrifugal  Sedimentation  (1971 
Alumina  Refractories  (1970) 
(Aluminized)  Steel  Reinforced  (1970) 

(Aluminized)  Stranded  Steel  Core  for  Aluminum  Conductors 
Aluminized)  (1970) 

Aluminum  Alloy  Bars,  Rods  and  Wire  (1971)  ANSI  H38.4 
Aluminum  Alloy  Castings  (1965) 

Aluminum  Alloy  Castings,  Investment  7.05.-0.3mg(356-T5l 
Aluminum  Alloy  Conductors  (1971) 
Aluminum  Alloy  Conductors  (1971) 
Aluminum  Alloy  Culvert  Pipe  (1965) 
Aluminum  Alloy  Culvert  Pipe  (1965) 

Aluminum  Alloy  Die  and  Hand  Forgings  (1970)  ANSI  H38.8 
Aluminum  Alloy  Die  Castings  (1971) 
Aluminum  Alloy  Die  Forgings,  Solution  and  Precipitation 
Aluminum  Alloy  Drawn  Seamless  Tubes  for  Condensers  and 
Aluminum  Alloy  Drawn  Seamless  Tubes  (1970)  ANSI  H38.3 
Aluminum  Alloy  Extruded  Bars,  Rods,  Shapes  and  Tubes  (I 
Aluminum  Alloy  Extrusions  5.6zn  -  2.5mg  -  l.6cu  -  0.26c 
Aluminum  Alloy  Extrusions  5.6zn  -  2.5mg  -  l.6cu  -  0.26c 
Aluminum  Alloy  Foil  for  Flexible  Barrier  Applications 
Aluminum  Alloy  Forgings  7.7zn-2.5mg-l  .5cu-0.l 5cr  (7049- 
Aluminum  Alloy  Panels  for  Test.  Paint,  Varnish,  Lacquer 
Aluminum  Alloy  Pipe  Underdrains  (1970) 
Aluminum  Alloy  Plate,  Forgings  and  Extrusions  (1964) 
Aluminum  Alloy  Reinforced  (1970) 

Aluminum  Alloy  Rivet  and  Cold  Heading  Wire  and  Rods  (19 
Aluminum  Alloy  Seamless  Pipe  and  Seamless  Extruded  Tube 
Aluminum  Alloy  Sheet  and  Plate  4.4cu-1.5mg-0.60mn  (2024 
Aluminum  Alloy  Sheet  and  Plate  4.4cu-1.5mg-0.60mn  (2024 
Aluminum  Alloy  Sheet  and  Plate  (1971)  ANSI  H38.2 


ASTM 

ASTM 

ASTM 

AFS 

CDA 

SAE 

CDA 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

ASTM 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

NAAMM 

ASTM 

ANSI 

AIA 

AATCC 

AATCC 

AATCC 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

ANSI 

EIA 

ANSI 

ANSI 

NEMA 

AAR 

UL 

ABYC 

ASME 

ASME 

ASME 

ASME 

UL 

SAE 

TAPPI 

ASTM 

TAPPI 

ASTM 

ASTM 

SWA 

ASTM 

SWA 

ASTM 

AFS 

SAE 

ASTM 

ASTM 

AASHO 

AASHO 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

ASTM 

SAE 

ASTM 

AASHO 

ASNT 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

ASTM 


B433 
B30 
B179 

NF651i-I4 
173/8 

AMS2355B 
107/8 
NF656-16 
NF656-17 
NF656-7 
NF656-8 
NF656-I-4 
NF656-I5 
B23 
J767B 
J470B 
J457H 
EI4 
E38 
E353 
E354 
B77 

AMS7490J 
E426 
B275 

32 
D1636 
K62.79 
CO-l-APP.Q 
125 
I6D 
I6F 

M209B 
MSRP-D-14E 
MSRP-D-9 
MSRP-D-IO 
MSRP-C-28B 
MSRP-C-28 
C37.I7 
RS392 
C37.63 
C37.66 
SG13 
SMI  69 
1142 
E8 

BPVC8-2AI 
BPVC8-2AS 
BPVC8-2A 
BPVC8-2AR 
1112 
AS942 
T614 
F103 
T673 
C678 
C573 
•29.2 
B500 
•76 
B2I1 

NF656-I3 
AMS4261 A 
B397 
B399 
M196 
M2I1 
B247 
B85 

AMS4148 
B234 
B210 
B221 

AMS4166A 
AMS4I67C 
8479 
AMS4II1 
DI733 
M197 
RPT.I 
B524 
B316 
B24I 

AMS4192 
AMS4I93 
B209 
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u-0.20mn0.17cr  (7011  Alclad  7079-0)  ( 1970)  Aluminum 

u-0.20mnO.17cr  (7011  Alclad  7079,  -T6  Sheet,  -T651  Plate/  Aluminum 

mn  (Alclad  2024  and  1-1/2*  Alclad  2024-T361  Flat  Sheet,  /  Aluminum 

mn  (Alclad  2024  and  1-1 /2w  Alclad  2024-T861  Flat  Sheet,  /  Aluminum 

u-0.26cr  (701 1  Alclad  7075-0)  (1970)  Aluminum 

cu-0.26cr  (7011  Alclad  7075.  -T6  Sheet,  -T651  Plate)  (19/  Aluminum 

ed  (1970)  ANSI  H38.10                                          Std.  Spec,  for  Aluminum 

ANSI  G33.3                   Std.  Spec,  for  Chromium  Copper  Nickel  Aluminum 

nd  Arches  (1966)                                                  Std.  Spec,  for  Aluminum 

3003-0)  (1970)  Aluminum 

Std.  Spec,  for  Factory  Made  Wrought  Aluminum  and  Aluminum 

Honeycomb  Core,  Aluminum 

(1970)                                                                Std.  Spec,  for  Aluminum 

12                  Rec.  Pracl.  for  Preparation  of  and  Electroplating  on  Aluminum 

ent  Mold  Castings,  and  Die  Castings  (1971/              Std.  Spec,  for  Aluminum 

Sand  Praci.  for  Aluminum 

Property  Limits  and  Dimensional  Tolerances  of  SAE  Wrought  Aluminum 

Std.  Spec,  for  Factory  Made  Wrought  Aluminum 

Spec,  for  the  Tolerances  of  Aluminum 

forgin/             Spec,  for  Quality  Assurance  Sampling  and  Test,  of  Aluminum 

Characteristics  and  Casting  Design  for  Aluminum 

Quality  Control  and  Inspection  of  Sand  Casting  Aluminum 

Casting  Defects  of  Aluminum 

Metallography  of  Aluminum 

Rec.  Aluminum 

Meth.  for  Cavitation  Erosion  Corrosion  Characteristics  of  Aluminum 

1)                                             Spec,  for  Glass  Sheet,  Barium  Aluminum 

Std.  Spec,  for  Cast  Aluminum 

Std.  Spec,  for  Aluminum 
Aluminum 

ectrochemical  Analysis  of  Low  Alloy  Steel  for  Acid  Soluble  Aluminum 

Std.  for  Mechanical  and  Physical  Properties  of  Sae  Aluminum 

Rec.  Pract.  for  Finishing  Operations  on  Aluminum 

limits  (1970)                                                              Std.  for  Aluminum 

Aluminum 

Sodium  Aluminum 

Std.  on  Aluminum 

aluminum  Clad  Steel  Reinforced  (1970)                   Std.  Spec,  for  Aluminum 

for  Aluminum  Clad  Steel  Core  Wire  for  Aluminum  Conductors,  Aluminum 

d.  Spec,  for  Aluminum  Conductors,  Concentric  Lay  Stranded,  Aluminum 

Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Aluminum 

Rec.  Std.  for  Core  Wire  Aluminum 

uminum  Condu/         Std.  Spec,  for  Zinc  Coated  (Galvanized)  and  Aluminum 

tling.  Inorganic  Binder  (1971)                                      Spec,  for  Aluminum 

Packaging  Std.  for  Bare  Stranded  Aluminum 

Packaging  Std.  for  Covered  Aluminum 

Std.  Spec,  for  Round  Solid  Ec  Grade  Aluminum 

Property  Limits  and  Std.  Tolerances  of  Electric  Aluminum 

.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Ec  Grade  Aluminum 

Std.  Spec,  for  Concentric  Lay  Stranded  Aluminum 

70)                  Std.  Spec,  for  Aluminum  Clad  Steel  Core  Wire  for  Aluminum 

forced,  (ACSR)  (1971)  ANSI  C7.22                          Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Aluminum 

clad,  Steel  Reinforced  (ACSR/Aw)  (1971)                Std.  Spec,  for  Aluminum 

)  and  Aluminum  Coated  (Aluminized)  Stranded  Steel  Core  for  Aluminum 

Std.  Dimensions  and  Tolerances  for  Rigid  Electrical  Aluminum 

Spec,  for  Aluminum  Structures;  Aluminum 

Rec.  Spec,  for  Porcelain  Enamel  Finishes  on  Aluminum 

Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 

Rec.  Procedure  for  Hardware  for  Aluminum 

Mechanical  Properties  and  Tolerances  for  Aluminum 

and  for  General  Purpose  Application  /              Std.  for  Polarized  Aluminum 

Drafting  Std.  for  Aluminum 

Spec,  for  Coating  of  Fasteners,  Aluminum 

Spec,  for  Coating  of  Fasteners,  Aluminum 

Property  Limits  and  Std.  Tolerances  of  Aluminum 

ounted.  Laminated,  and  Printed  Types)  (1970)                  Std.  for  Aluminum 

Anodized  Aluminum 

Rec.  Spec,  for  Architectural  Porcelain  Enamel  on  Aluminum 

Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 

Rec.  Pract.  for  Aluminum 

Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 

for  Irrigation  Pipeline;  Underground,  Plastic  Tape  Coaled,  Aluminum 

Sodium  Aluminum 

Std.  Dimensional  Tolerances  for  Aluminum 

Std.  for  Dimensional  Tolerances  for  Aluminum 

Std.  for  Aluminum 

teel  Structures  (1970)                                                Spec,  for  Aluminum 

Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 

Methods  of  Test  for  Aluminum 

Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Asphalt  Based,  Aluminum 

Std.  for  Aluminum 

Tent.  Meth.  of  Aluminum 

Std.  Mechanical  Properties  and  Tolerances  for  Structural  Aluminum 


Alloy  Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6c 
Alloy  Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6c 
Alloy  Sheet  and  Plate,  Alclad  4.4cu-l .5mg-0.60 
Alloy  Sheet  and  Plate,  Alclad  4.4cu-l .5mg-0.60 
Alloy  Sheet  and  Plate,  Alclad  5.6zn-2.5mg-l  .6c 
Alloy  Sheet  and  Plate,  Alclad,  5.6zn-2.5mg-l  .6 
Alloy  Std.  Structural  Shapes,  Rolled  or  Extrud 
Alloy  Steel  Plates  for  Pressure  Vessels  (1969) 
Alloy  Structural  Plate  for  Pipe,  Pipe  Arches  A 
Alloy  Tubing,  Seamless,  Drawn  1.25  Manganese 
Alloy  Welding  Fittmgs  (1971) 
Alloy  5.0mg-0.12mn-0.12cr  (5056-H19I )  (1970) 
Alloy  5005  Rolled  Rods  for  Electrical  Purposes 
Alloys  by  the  Zincate  Process  (1968)  ANSI  G53. 
Alloys  in  Ingot  Form  for  Sand  Castings,  Perman 
Alloys  (1965) 

Alloys  (1969)  /Mical  Compositions,  Mechai 

and  Aluminum  Alloy  Welding  Fittings  (1971) 

and  Magnesium  Alloy  Sheet  and  Plate  (1971) 

and  Magnesium  Alloys  (Wrought  Products  Except 

and  Magnesium  Alloys  (1965) 

and  Magnesium  Alloys  (1965) 

and  Magnesium  Alloys  (1965) 

and  Magnesium  Casting  Alloys  (1965) 

Applications  for  Boats  and  Yachts  (1970) 

Automotive  Water  Pumps  with  Coolants  (1969) 

Borosilicate,  for  Electronic  Applications  (197 

Bridge  Railing  Posts  (1964) 

Bronze  Sand  Castings  (1971) 

Bronzes  in  Foundry  Pract.  (1965) 

by  the  Solution  Technique  (1968)  /Eth.  fo 

Casting  Alloys  (1968) 

Castings  (1965) 

Castings;  Composition  and  Mechanical  Properly 
Chlorhydroxide  Complex  (1965) 
Chlorhydroxy  Lactate  Complex  (1964) 
Clad  Products  (1970) 

Clad  Steel  Core  Wire  for  Aluminum  Conductors, 
Clad  Steel  Reinforced  (1970)  Std.  S 

Clad,  Steel  Reinforced  (ACSR/Aw)  (1971) 
Coaled  Steel  Barbed  Wire  (1969) 
Coated  Type  1  (1969) 

Coaled  (Aluminized)  Steel  Reinforced  (1970) 
Coated  (Aluminized)  Stranded  Steel  Core  for  Al 
Coaling,  Corrosion  and  Heal  Resistant  Thermose 
Conductor  (1970) 
Conductor  (1970) 
Conductor  (1971) 
Conductors  (1970) 
Conductors  (1971) 

Conductors,  Aluminum  Alloy  Reinforced  (1970) 
Conductors,  Aluminum  Clad  Steel  Reinforced  (19 
Conductors,  Concentric  Lay  Stranded  Steel  Rein 
Conductors,  Concentric  Lay  Stranded  (1971) 
Conductors,  Concentric  Lay  Stranded,  Aluminum 
Conductors,  Steel  Reinforced  (ACSR)  (1971) 
Conduit  (1970) 
Construction  Manual  (1967) 
Cookware  (1969) 

Die  and  Hand  Forgings;  Rolled  Rings  (1970) 
Doors  (1969) 
Drawn  Tube  (1970) 

Electrolytic  Capacitors  for  Long  Life  (Type  1) 
Extruded  and  Tubular  Products  (1969) 
Filled,  Ceramic  Bonded  Coaling  (1971) 
Filled,  Ceramic  Bonded  Coaling  (1971) 
Fin  Slock  (1970) 

Foil;  Properties  and  Tolerances  (Including  Unm 
for  Automotive  Trim  (1969) 
for  Exterior  Use  (1969) 
Forging  Slock  (1970) 
Gating  and  Risering  (1965) 
Heal  Exchanger  Tube  (1970) 
Irrigation  Tubing  (1965) 

Lactate  Complex  40%  Aqueous  Solution  (1964) 
Mill  Products  (1969) 
Mill  Products  (1970)  ANSI  H35.2 
Nails  (1970) 

Paint,  Pigment  Paste,  and  Mixing  Varnish  for  S 
Pipes  (1970) 

Residential  Siding  (1962) 

Rolled  Rods  for  Electrical  Purposes  (1971) 

Roof  Coatings  (1969) 

Sand  and  Permanent  Mold  Castings  (1970) 
Scratch  Test  for  1,  1,  1-  Trichloroelhane  (1971) 
Shapes  (1970) 


/D.  and  Spec.  Guide 


SAE 

AMS4I98 

SAE 

AMS4I99 

SAE 

AMS4194 

SAE 

AMS4I95 

SAE 

AMS4196 

SAE 

AMS4197 

ASTM 

B308 

ASTM 

A410 

AASHO 

M2I9 

SAE 

AMS4065E 

ASTM 

B361 

SAE 

AMS4I76 

ASTM 

B531 

ASTM 

B253 

ASTM 

B179 

AFS 

NF656-7 

ical  SAE 

J457H 

ASTM 

B36I 

SAE 

AMS2202J 

SAE 

AMS2355B 

AFS 

NF656-I-4 

AFS 

NF656-I5 

AFS 

NF656-I6 

AFS 

NF656-17 

ABYC 

SI 

ASTM 

D2809 

SAE 

AMS3883 

AASHO 

M193 

ASTM 

BUS 

AFS 

NF6511-16 

r  Sp  ASTM 

£293 

SAE 

J767B 

AFS 

NF656-I1 

AA 

•2817 

CTFA 

56 

CTFA 

77 

AA 

•286.2 

ASTM 

B502 

pec.  ASTM 

B502 

St  ASTM 

8549 

ASTM 

A585 

ASTM 

A463 

SWA 

•29.2 

ASTM 

B500 

SAE 

AMS3126 

AA 

•21 

AA 

•22 

ASTM 

B544 

AA 

•2816 

Std  ASTM 

B400 

ASTM 

B524 

ASTM 

B.502 

ASTM 

B232 

ASTM 

B231 

ASTM 

B549 

ID  ASTM 

B500 

AA 

•281252 

AA 

•27 

PEI 

ALS-106 

AA 

•2815 

NAAMM*14 

AA 

•281217 

EIA 

RS395 

AA 

•30 

SAE 

AMS2506 

SAE 

AMS2506A 

AA 

•288.1 

AA 

•289 

SAE 

J399 

PEI 

ALS-105 

AA 

•2814 

AFS 

NF656-5 

AA 

•281229 

uide  SIA 

•1 

CTFA 

79 

ANSI 

H35.2 

AA 

•23 

A  A 

•6 

AASHO 

M69 

AA 

•281237 

AAMA 

62-5-16 

ASTM 

B233 

ASTM 

D2824 

AA 

•9 

ASTM 

D2943 

AA 

•2813 
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Deg.  Cold  Bend  (1969) 

;  Designed  Dimensions  and  Weights  (1970) 

Designed  Dimensions  and  Weights  (1970) 
igned  Dimensions  and  Weights  (1970) 
;  Finishes,  Mechanical  and  Property  Limits  (197/ 
;  Thickness  and  Tolerances  (1970) 
;  Parallelness  of  Corrugations  (1970) 

Siding,  Designed  Dimensions  and  Weights  (1970) 
s.  and  Tolerances  (1970) 

eat  Treatable  Alloys  and  Brazing  Sheet  (1970) 


rty  Limits  and  Weights,  and  Tolerances  (1970) 

Color  and  Quality  Std. 


Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

Std. 

for 

for  Painted 
Spec,  for 


Installation  for  Residential 
Thermal  Resistance  of 
Complex  Colloidal  Magnesium 
tal  Type  Buildmgs  (1970)  ANSI  A134.2  Spec,  for 


Spec,  for 
Std.  for 

Mechanical  Properties  and  Tolerances  for  Extruded 

aNSIal34.1  .  Spec,  for 

s  (1969)  ANSI  C7.42  Std.  Spec,  for 

s  (1969)  ANSI  C7. 35  Std.  Spec,  for 

NSI  c7.20  Std.  Spec,  for 

0)  Mechanical  Properties  for 

0)  Std.  Tolerances  for 

Std.  for  Mechanical  Properties  and  Limits,  of  Extruded 
Std.  for  Tolerances  of  Extruded 
Spec,  for 

or  Chemical  Composition  and  Mechanical  Property  I,imits  for 

Rec.  Pract.  for  Melting 
Std.  for  Anodized  Architectural 
.  Using  Antimony  Trichlonde  Spall,  for  Porcelain  Enameled 
Std.  Alloy  and  Temper  Designation  Systems  for 
Health  and  Safety  Pract,  for  Porcelain  Enameling 
tile  Back  Bedding  Glazing  Tapes  for  Use  with  Architectural 
rior  Perimeter  Sealing  Compound  for  Use  with  Architectural 
type  Back  Bedding  Glazing  Tapes  for  Use  with  Architectural 
bber  Back  Bedding  Glazing  Tapes  for  Use  with  Architectural 
Std.  Alloy  and  Temper  Designation  Systems  for 
Std.  for  Processing  and  Finishing  of 
eth.  for  Measuring  Fast  Neutron  Flux  by  Radioactivation  of 
c.  for  Narrow  Joint  Seam  Sealer  for  Use  with  Architectural 
ding  Type  Back  Bedding  Compound  for  Use  with  Architectural 
ectrochemical  Analysis  of  High  Punty  Iron  for  Silicon  and 
Safety  Std.  for  Flexible  Metal  (Steel  and 
and  Iron;  Organ/  Metal  Finishes  Manual  Including  Std.  for 

Spec,  for  Alloy  for  Dental 
Projection  Conditions  for  Judging 
ems  for  Equipment  and  Pipe  Operating  at  Temperatures  Above 
ves (1964) 

Std.  Test  Meth.  for  Solvent  Tolerance  of 
Test  Meth.  for  Determination  of  Amino  Nitrogen  Content  of 
Test  Meth.  for  Determination  of 
Rec.  Pract  for  Molding  Specimens  of 
Std.  Common  Name  for  the  Pest  Control  Chemical  3 
Spec,  for  Anhydrous 
Agriculture  Anhydrous 
er  Latex  (1971)  Std.  Spec,  for  Concentrated, 

Sampling  and  Analysis  of  Anhydrous 
Safety  Manual  for  Anhydrous 
Rec.  Pract.  for  Agriculture  Grade  Anhydrous 
Storage  and  Handling  of  Anhydrous 
elf  Contained  Strainers  for  Flammable  Fluids  and  Anhydrous 
Std.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for 
Spec,  for  Photographic  Grade 
Code  for  the  Storage  of 

Std.  Spec,  for 

n  the  Management  of  Patients  Who  Have  Received  Therapeutic 

Std.  on  Cable  Television 
I  Purpose  Ac  and  Dc  Switches  Having  a  Maximum  Rating  of  30 
I  Building  Code  for  Elevators,  Dumbwaiters,  Escalators  and 
Safety  Std.  for  Vending  and 
Std.  Spec,  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 


Aluminum  Sheet  and  Plate 
Aluminum  Sheet  and  Plate 
Aluminum  Sheet  and  Plate 


Aluminum  Sheet  and  Plate;  Approximate  Bend  Radii  for  90 
Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Roofing 
Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Siding; 
Aluminum  Sheet  and  Plate;  Commercial  Ribbed  Siding;  Des 
Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding 
Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding 
Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding 
Aluminum  Sheet  and  Plate;  Commercial  V  Beam  Roofing  and 
Duct  Sheet;  Composition  Limit 
Mechanical  Property  Limits,  H 
Painted  (1970) 
Aluminum  Sheet  and  Plate;  Tolerances  (1970) 
Aluminum  Sheet  and  Plate;  Tread  Plate;  Mechanical  Prope 
Aluminum  Sheet  and  Plate;  Weights  (1970) 
Aluminum  Sheet  (1968) 

Aluminum  Sheet,  Laminated,  Edge  Bonded  (1970) 
Aluminum  Siding  Grounding  Requirement  (1965) 
Aluminum  Siding  Spec.  (1970) 
Aluminum  Siding  (1963) 
Aluminum  Siding  (1964) 
Aluminum  Silicate  (1965) 

Aluminum  Sliding  Glass  Doors  for  Commercial  and  Monumen 
Aluminum  Sliding  Screen  Doors  (1968) 
Aluminum  Std.  and  Data;  Manual  (1970) 
Aluminum  Structures;  Aluminum  Construction  Manual  (1967 
Aluminum  Sulfate  (Lump.  Ground,  or  Liquid)  (1970) 
Aluminum  Tube  (1970) 

Aluminum  Tubular  Frame  Screens  for  Windows  (1968) 
Aluminum  Windows  for  Residential  Type  Buildings  (1970) 
Aluminum  Wire,  EC-H  14  or  -H  24,  for  Electrical  Purpose 
Aluminum  Wire,  EC-H  16  or  -H  26,  for  Electrical  Purpose 
Aluminum  Wire,  EC-H19,  for  Electrical  Purposes  (1971)  A 
Aluminum  Wire,  Rod  and  Bar  Rolled  or  Cold  Finished  (197 
Aluminum  Wire,  Rod  and  Bar  Rolled  or  Cold  Finished  (197 
Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970) 
Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970) 
Aluminum  Wire,  99.0  Min  Al  (1 100-H18)  (1971) 
Aluminum  Wrought  and  Cast  Products,  Including  Tolerance 
Aluminum  (1965) 
Aluminum  (1967) 
Aluminum  (1968) 
Aluminum  (1969) 
Aluminum  (1969) 
Aluminum  (1969) 
Aluminum  (1969) 
Aluminum  (1969) 

Aluminum  (1969)  Spec 
Aluminum  (1970) 
Aluminum  (1970) 
Aluminum  (1970) 
Aluminum  ( 1971 ) 
Aluminum  (1971 ) 
Aluminum  (1971 ) 
Aluminum)  Conduit  (1971) 
Aluminum,  Copper  Alloys.  Stainless  Steel;  Carbon  Steel 
Amalgam  (1970)  ANSI  Z156.1 
Amateur  Slides  and  Movies  (1967) 

Ambient  Air  (1971)  /Ricated  Reflective  Insulation  Syst 

American  Table  of  Distances  for  Safe  Storage  of  Explosi 
Amine  Resins  (R1961) 
Amines  or  Polyamides  (1968) 

Amino  Nitrogen  Content  of  Amines  or  Polyamides  (1968) 
Amino  Plastics  (1969) 

Amino  2.  5  Dichlorobenzoic  Acid  (Chloramben)  (1970) 

Ammonia  Hose  (1968) 

Ammonia  Operators  Manual  (1966) 

Ammonia  Preserved,  Creamed  and  Centrifuged  Natural  Rubb 
Ammonia  (1961 ) 
Ammonia  (19(>4) 
Ammonia  (1965) 
Ammonia  (1968) 

Ammonia  (1971)  Safety  Std.  for  S 

Ammoniacal  Copper  Arsenite  (1970)  ANSI  011.23 
Ammoniacal  Copper  Arsenite  (1971)  ANSI  011.8 
Ammonium  Chloride  (Nh4cl)  (1969) 
Ammonium  Nitrate  (1970) 

Ammonium  Thioglycolate,  Cosmetic  Grade  (1959) 
Amosite  Asbestos  Thermal  Insulation  for  Pipes  (1971) 
Amounts  of  Radionuclides  (1970)  Rec.  Precautions  I 

Amplifier  Distortion  Characteristics  (1967) 

Amps.  (1966)  /Tion  and  Operation  of  General  and  Specia 

Amusement  Devices  (1967)  Nationa 
Amusement  Machines  (1970) 

Amyl  Acetate  (Synthetic)  (85  to  88%  Grade)  (R1965) 
Amyl  Nitrate  in  Diesel  Fuels  (1970) 
Amylaceous  Matter  in  Adhesives  (1970) 


Std.  Test  Meth 


Spec,  for  Due 
Spec,  for  Exte 
Spec,  for  Bonding 
for  Oil  Extended  Cured  Ru 


Std.  M 
Spe 

Spec,  for  Bon 
Std.  Meth.  for  Sp 


AA 

•287.6 

AA 

•287.23 

AA 

•287.24 

AA 

•287.27 

AA 

•287.21 

AA 

♦287.28 

AA 

•287.31 

AA 

•287.25 

AA 

•287.32 

AA 

•287 

AA 

•287.19 

AA 

•287.7 

AA 

•287.36 

AA 

•287.4 

AA 

•7 

SAE 

AMS40I2C 

AAMA 

•3 

AAMA 

100-70 

AAMA 

•1 

AAMA 

•2 

CTFA 

82 

AAMA 

402.7 

SCRMA 

SMS2003 

AA 

•28 

AA 

•27 

AWWA 

B403 

AA 

•2812 

SCRMA 

SMR1003 

AAMA 

.302.7 

ASTM 

B323 

ASTM 

B262 

ASTM 

B230  ( 

AA 

•2810 

AA 

•2810.5 

AA 

•2811 

AA 

•2811.2 

SAE 

AMS4180C 

AA 

•286 

AFS 

NF656-9 

AA 

•8 

PEI 

BULT51 

ANSI 

H35.I 

PEI 

BULP401 

AAMA 

804.1 

AAMA 

808.1 

AAMA 

806.1 

AAMA 

807.1 

AA 

•24 

NFPA 

65 

ASTM 

E266 

AAMA 

803.2 

AAMA 

805.2 

ASTM 

£421 

UL 

1 

NAAMM'32 

ADA 

1 

PSA 

•3 

ASTM 

C667 

IMF 

2 

ASTM 

01198 

SPI 

ERF25 

SPI 

ERF25 

ASTM 

D956 

ANSI 

K62.91 

FI 

M5 

FI 

M7 

ASTM 

D1076 

FI 

1 

FI 

M2 

FI 

M6 

FI 

Ml 

UL 

331 

ASTM 

D1326 

ASTM 

D1325 

ANSI 

PH4.183 

NFPA 

490 

CTFA 

32 

ASTM 

C39I 

NCRPM 

R37 

NCTA 

002-0267 

UL 

1135 

AIA 

CO-l-XIII 

UL 

751 

ASTM 

D318 

ASTM 

D1839 

ASTM 

DI488 
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4.147  Assay  of  Bacterial  Alpha 

Std.  Manual  of  Pract.  for 
Functional  Diagramming  of  Instrument  and  Control  Systems; 
zed  Limestone  (1970)  Test  Meth.  for  Chemical 

.  Meth.  for  Wet  Preparation  of  Soil  Samples  for  Grain  Size 
1971)  Std.  Meth.  for 

res  and  Rela/  Std.  Test  Meth.  for  Particle  Size  or  Screen 

Tent.  Meth.  of  Preparing  Coal  Samples  for  Microscopical 

970)  Rec.  Pract.  for  Film 
ressure  Vessel  Code)  (1971)  Stress 

Std.  Meth.  for  Samphng  and  Chemical 
Std.  for 

23  Sid.  Meth.  for  Chemical 

Sampling  and 

Sludge  (1947)  Std.  for 

Tent.  Rec.  Pract.  for  Sampling  and 
Tent.  Meth.  for  Chemical 
liquid  Chromatography  (1970)  Tent.  Meth.  for 

70)  ANSI  Zll. 103  Std.  Meth.  of 

Meth.  for 

Suggested  Meth.  for  the  Volumetric 
Std.  for 

0)  Std.  Meth.  for  Chemical 

Std.  Meth.  for  Chemical 
pectrometer  (1971)  Std.  Meth.  for  Spectrochemical 

trical  Steel,  Ingot  Iron,  and  Wr/  Std.  Meth.  for  Chemical 

Meth.  for 
Std.  Meth.  for  Chemical 
roxide  and  Potassium  Hydroxide)  /  Std.  Meth.  for  Chemical 

Std. 

Std.  Meth.  of  Sampling  and  Chemical 
Std.  Meth.  of  Chemical 
re  (1970)  Std.  Meth.  for  Chemical 

Std.  Meth.  of 
Std.  for  Sampling  and 
Std.  Meth.  of  Test  for  Screen 
Tent.  Meth.  of  Test  for  Sieve 
chromatography  (1970)  ANSI  Zl  1.175  Std.  Meth.  for 

ds  Using  an  Infrared  Spectrophotometric  T/  Std.  Meth.  for 

71)  Std.  Meth.  for  Spectrochemical 

971)  Std.  Meth.  for 

Std.  Meth.  of  Test  for  Sieve 

Rec.  Pract.  for  the  Continuous  Hydrocarbon 
Std.  Meth.  for  Collection  and 
Std.  Meth.  for  Sieve 

7)  ANSI  K72.1  Std.  Meth.  for 

Std.  Test  Meth.  for  Mechanical 
Std.  Meth.  for  Sampling  and  Chemical 
Tent.  Meth.  for  Chemical 
Tent.  Meth.  for  Chemical 
Tent.  Meth.  for  Chemical 
Tent.  Meth.  for  Chemical 
Tent.  Meth.  for  Chemical 
Std.  Test  Meth.  for  Siev?: 


n  (1970)  ANSI  H9.9 


Std. 


0)  Std.  Meth.  for  Chemical 

1.20  Std.  Meth.  for  Chemical 

Std.  for 

Std.  Meth.  for  Subsieve 
Meth.  of  Test  for  Sieve 
Test  Meth.  for 
Std.  Meth.  for  Chemical 
1971)  Std.  Meth.  for  Spectrochemical 

apillary  Gas  Chromatography  (1969)  Std.  Meth.  for 

Other  Similar  Iron,  Nickel,  And/  Std.  Meth.  for  Chemical 

Meth.  for 
Std.  Meth.  for  Chemical 
Std.  Meth.  for 

materials  (197/  Tent.  Rec.  Pract.  for  Infrared  Absorption 

Std.  for 
Std.  for 
Std.  for 
Tent.  Meth.  for 
Std.  Meth.  for 
Sampling  and 
Std.  Meth.  for  Spectrochemical 
Std.  Meth.  of  Chemical 
Rec.  Pract.  for  Dilatometric 
Rec.  Pract.  for  Thermal 
Std.  for  Qualitative 
Std.  Test  Meth.  for  Sieve 
Tent.  Meth.  for  Chemical 
si  Zl  1.160  Std.  Meth.  for 

mixtures  by  the  Mass  Spectrometer  (1970)  /  Std.  Meth.  for 

th.  (1970)  ANSI  Z77.1  Std.  Meth.  for 

Std.  Meth.  for  Chemical 
loys  (1970)  Std.  Meth.  for  Chemical 


gas  Chromatography  (1970) 

e  Concentrates  by  Gas  Chromatography  (197/ 


y  the  Solution  Technique  / 


(1961) 


Amylase  Enzymes  Used  in  Textile  Desizing  (1970)  ANSI  LI  AATCC  103 

Anaerobic  Sludge  Digestion  (1968)  WPCF  16 

Analog  and  Digital  (1966)  Std.  for  SAMA  PMC22-1 1 

Analyses  of  Calcium  and  Magnesium  Carbonates  in  Pulveri  PLA  4 

Analysis  and  Determination  of  Soil  Constants  (1966)  /D  ASTM  D2217 

Analysis  and  Presentation  of  Shock  and  Vibration  Data  ANSI  S2.10 

Analysis  at  No.  4  Sieve  and  Coarser  for  Metal  Bearing  0  ASTM  E389 

Analysis  by  Reflected  Light  (1969)  ASTM  D2797T 

Analysis  Guides  for  Dynamic  Studies  of  Test  Subjects  (1  SAE  J138 

Analysis  Meth.  for  Power  Plant  Components  (Boiler  and  P  ASME  BPVCIIIA 

Analysis  of  Alkylbenzene  Sulfonates  (1969)  ASTM  D1568 

Analysis  of  Alum  (1944)  TAPPI  T6I4 

Analysis  of  Ammoniacal  Copper  Arsenite  (1970)  ANSI  01 1.  ASTM  D1326 

Analysis  of  Anhydrous  Ammonia  ( 1961)  FI  1 

Analysis  of  Bleaching  Powder,  Bleach  Liquor,  and  Bleach  TAPPI  T6I1 

Analysis  of  Built  Up  Roofs  (1969)  ASTM  D2829T 

Analysis  of  Cadmium  Metal  (1970)  ASTM  E396 

Analysis  of  Calcium  and  Barium  Petroleum  Sulfonates  by  ASTM  D2894T 

Analysis  of  Calcium  and  Barium  Petroleum  Sulfonates  (19  ASTM  D12I6 

Analysis  of  Calcium  Carbonate  (1964)  TAPPI  T660 

Analysis  of  Calcium  in  Pulp  (1971)  TAPPI  T247SU 

Analysis  of  Calcium  Sulfate  Fillers  (1967)  TAPPI  T615 

Analysis  of  Carbon  and  Carbon  Ceramic  Refractories  (197  ASTM  C571 

Analysis  of  Carbon  and  Graphite  (1969)  ASTM  C560 

Analysis  of  Carbon  and  Low  Alloy  Steel  Using  a  Vacuum  S  ASTM  E415 

Analysis  of  Carbon  Steel,  Low  Alloy  Steel,  Silicon  Elec  ASTM  E350 

Analysis  of  Casein  (1966)  TAPPI  T607 

Analysis  of  Cast  Iron,  All  Types  (1970)  ASTM  E351 

Analysis  of  Caustic  Soda  and  Caustic  Potash  (Sodium  Hyd  ASTM  E291 

Analysis  of  Caustic  Soda  (Sodium  Hydroxide)  (1970)  TAPPI  T613 

Analysis  of  Chlorine  Containing  Bleaches  (1970)  ASTM  D2022 

Analysis  of  Chromated  Zinc  Chloride  (1970)  ANSI  011.19  ASTM  D1033 

Analysis  of  Chrome  Containing  Refractories  and  Chrome  O  ASTM  C572 

Analysis  of  Coal  and  Coke  Ash  (1969)  ASTM  D2795 

Analysis  of  Coal  (1944)  TAPPI  T605 

Analysis  of  Coal  (1969)  ASTM  D410 

Analysis  of  Coke  (1969)  ANSI  K20.7  ASTM  D293 

Analysis  of  Commercial  Butane  Butylene  Mixtures  by  Gas  ASTM  D1717 

Analysis  of  Components  in  Poly  (Vinyl  Chloride)  Compoun  ASTM  D2124 

Analysis  of  Copper  by  the  Briquet  D-C  Arc  Technique  (19  ASTM  E414 

Analysis  of  Creosote  and  Oil  Type  Wood  Preservatives  (1  AWPA  Al-71 

Analysis  of  Crushed  Bituminous  Coal  (1969)  ASTM  D311 

Analysis  of  Diesel  Emissions  ( 1971 )  SAE  J215 

Analysis  of  Dustfall  (1970)  ANSI  Zl  16.1  ASTM  D1739 

Analysis  of  Electrical  Grade  Magnesium  Oxide  (1969)  ASTM  D2772 

Analysis  of  Ethylene  Glycols  and  Propylene  Glycols  (196  ASTM  E202 

Analysis  of  Extracted  Aggregate  (1970)  AASHO  T30 

Analysis  of  Fatty  Alkyl  Sulfates  (1969)  ASTM  D1570 

Analysis  of  Ferrochrome  Silicon  (1970)  ASTM  E364 

Analysis  of  Ferrochromium  and  Chromium  Metal  (1970)  ASTM  E363 

Analysis  of  Ferrocolumbium  (1970)  ASTM  E367 

Analysis  of  Ferromanganese  and  Spiegeleisen  (1970)  ASTM  E361 

Analysis  of  Ferrosilicon  and  Silicon  Metal  (1970)  ASTM  E360 

Analysis  of  Fine  and  Coarse  Aggregates  (1970)  AASHO  T27 

Analysis  of  Fireclay  and  High  Alumina  Refractories  (197  ASTM  C573 

Analysis  of  Fluor  Chrome  Arsenate  Phenol  (1971)  ANSI  01  ASTM  D1035 

Analysis  of  Formaldehyde  (1967)  TAPPI  T600 

Analysis  of  Granular  Metal  Powders  by  Air  Classificatio  ASTM  B293 

Analysis  of  Granular  Metal  Powders  (1970)  ANSI  H9. 3  ASTM  B214 

Analysis  of  Green  Kraft  Liquor  (1971)  TAPPI  UM-606 

Analysis  of  Gypsum  and  Products  (1966)  ASTM  C471 

Analysis  of  High  Purity  Iron  for  Silicon  and  Aluminum  ASTM  E421 

Analysis  of  High  Purity  (N-)  Heptane  and  Isooctane  by  C  ASTM  D2268 

Analysis  of  High  Temperature,  Electrical,  Magnetic,  and  ASTM  E354 

Analysis  of  Highly  Opaque  Pigments  (1968)  TAPPI  T651 

Analysis  of  Hydraulic  Cement  (1969)  ANSI  Al. 5  ASTM  C114 

Analysis  of  Hydrofluoric  Acid  (1968)  ASTM  E271 

Analysis  of  Impurities  in  Single  Crystal  Semiconductor  ASTM  F120T 

Analysis  of  Industrial  Process  Water  (1955)  TAPPI  T620 

Analysis  of  Lime  (1968)  TAPPI  T617 

Analysis  of  Limestone  (1968)  TAPPI  T618 

Analysis  of  Liquefied  Petroleum  Gases  (LPG)  by  Process  ASTM  D2888T 

Analysis  of  Liquefied  Petroleum  (Lp)  Gases  and  Propylen  ASTM  D2163 

Analysis  of  Liquid  Fertilizers  (1961)  FI  2 

Analysis  of  Low  Alloy  Steel  for  Acid  Soluble  Aluminum  B  ASTM  E293 

Analysis  of  Magnesite  and  Dolomite  Refractories  (1970)  ASTM  C574 

Analysis  of  Metallic  Materials  (1969)  ANSI  Z30.6  ASTM  E80 

Analysis  of  Metals  and  Alloys  (1969)  ANSI  Z30.2  ASTM  E14 

Analysis  of  Mineral  Filler  and  Mineral  Coating  of  Paper  TAPPI  T421 

Analysis  of  Mineral  Filler  (1970)  AASHO  T37 

Analysis  of  Molybdenum  (1970)  ASTM  E315 

Analysis  of  Natural  Gas  by  Gas  Chromatography  (1968)  An  ASTM  D1945 

Analysis  of  Natural  Gases  and  Related  Types  of  Gaseous  ASTM  D1137 

Analysis  of  Natural  Gases  by  the  Volumetric  Chemical  Me  ASTM  D1136 

Analysis  of  Natural  Rubber  (1968a)  ASTM  D1278 

Analysis  of  Nickel  Chromium  and  Nickel  Chromium  Iron  Al  ASTM  E38 
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(1970) 


968) 


xchange  Meth.  (1970) 
Chromatographic  Meth.  (1970) 


Std.  Meth.  for  Chemical  Ana 
Std.  Meth.  for  Ana 
Rec.  Pract.  for  Ana! 

liquid  Chromatography  (1969)  ANSI  Zl  1.276  Std.  Meth.  for  Ana 

Preconcentration  Spark  T/  Std.  Meth  for  Spectrochemical  Ana 

Tent.  Std.  for  Fiber  Ana 
Std.  Meth.  for  Chemical  Ana 
ertebrates,  Fishe/  Std.  Meth.  for  Biological  Sampling  and  Ana 

Tent.  Std.  for  Sieve  Ana! 
Tent.  Std.  for  Ana! 
Std.  for  Ana 
Std.  Meth.  of  Chemical  Ana! 

Std.  for  Ana 
Std.  Meth,  for  Chemical  Ana 
Tent.  Meth.  for  Chemical  Ana 
Std.  Meth.  of  Chemical  Ana! 

Tent.  Std.  for  Ana 
Std.  for  Ana 
Std.  for  Ana! 
Std.  for  Ana! 
Tent.  Std.  for  Ana! 
Std.  Meth.  for  Ana 
Std.  Meth.  for  Ana 
Std.  Meth.  for  Particle  Size  Ana 
Std.  Meth.  of  Mechanical  Ana! 
Evaluation  of  Mass  Spectrometers  for  Mass  Spectrochemical  Ana 
ormed  Deposits  (1970)  Tent.  Meth.  of  Ana 

Std.  Meth.  for  Chemical  Ana 
Std.  for  Ana! 

plane  Technique  Using  an  /  Std.  Meth.  for  Spectrochemical  Ana 

her  Similar  Chromium  Nickel  Iron/  Std.  Meth.  for  Chemical  Ana 

Meth.  for  Ana 
Std.  Meth.  for  Chemical  Ana 
Std.  Meth.  of  Chemical  Ana 
Std.  for  Ana 
Meth.  of  Ana 
Tent.  Std.  for  Ana 
Std.  for  Ana 
Std.  Meth.  for  Chemical  Ana 
Meth.  for  Ana 
Meth.  for  Ana 
Tent.  Std.  for  Ana 
Test  Meth.  for  Quantitative  Ana 
Std.  Meth.  for  Chemical  Ana 
Std.  Method  for  Ana 
Tent.  Meth.  for  Chemical  Ana 
Std.  Meth.  for  Ana 
Std.  Meth.  of  Chemical  Ana 
ing  Aerospace  I^iquid  Samples  for  Particulate  Contamination  Ana 
Std.  Indicators  for  Volumetric  Ana 
Std.  for  Sampling  and  Preparing  Wood  for  Ana 
Std.  Meth.  of  Preparing  Coal  Samples  for  Ana 
Std.  Meth.  of  Sampling  Coke  for  Ana 
std.  Meth.  for  Designating  the  Size  of  Coal  From  Its  Sieve  Ana 
rec.  Pract.  for  Photographic  Photometry  in  Spectrochemical  Ana 
Std.  Meth.  of  Pressurant  Gas  Sampling  for  Gaseous  Ana 
St  for  Copper  in  Electrical  Insulating  Oils  by  Photometric  Ana 
insoluble  Contamination  of  Hydraulic  Fluids  by  Gravimetric  Ana 
Spec,  for  Weighing  and  Drying  Apparatus  for  Microchemical  Ana 
ion  of  Volatile  Content  of  Aerosol  Products  by  Densimetric  Ana 
ographic  Processing  of  Plates  and  Films  in  Spectrochemical  Ana 

Tent.  Std.  for  Test.  Ana 
tanning)  (1954)  Meth.  of  Identifying  Ana 

Std.  for  Preparation  of  Liquid  Ana 
Preparation  of  Ana 
Std.  for  Calibration  of  Volumetric  Glassware  and  Ana 
t.  Meth.  for  Validation  of  Results  of  Process  Distillation  Ana 
for  Research  and  Motor  Method  Octane  Ratings  Using  on  Line  Ana 
Std.  for  Measuring,  Sampling,  and  Ana 
Std.  for  Motor  Vehicle  Seat  Belt 
ets  with  Type"C"  Carloading  Pattern  (for  Rail  Shipment; 

Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Load 
oints;  Their  Basic  Application,  Nomenclature,  Accessories, 


ught  Iron  (1970) 


970) 


ne  Copolymers)  (1970) 


gh  Alloy  Steels  (1970) 

y  Emission  Spectroscopy  (1970) 

ardant  Formulations  (1971) 


ysis  of  Nickel  (1967) 

ysis  of  Oil  Borne  Wood  Preservatives  (1971) 
ysis  of  Oil  Field  Waters  (1968) 

ysis  of  Oil  Soluble  Sodium  Petroleum  Sulfonates  by 

ysis  of  Ores.  Minerals,  and  Rocks  by  the  Fire  Assay 

ysis  of  Paper  and  Paperboard  (1960) 

ysis  of  Pentachlorophenol  (1971)  ANSI  011.22 

ysis  of  Plankton,  Periphylon,  Macrophylon,  Macroinv 

ysis  of  Pulpwood  Chips  (1961) 

ysis  of  Rosin  Size  (1953) 

ysis  of  Rosin  (1955) 

ysis  of  Rubber  Products  (1971) 

ysis  of  Salt  Cake  (1953) 

ysis  of  Silica  Refractories  (1970) 

ysis  of  Silicomanganese  and  Ferrosilicon  Manganese 

ysis  of  Soaps  Containing  Synthetic  Detergents  (1970 

ysis  of  Soda  and  Sulfate  Black  Liquor  (1964) 

ysis  of  Soda  and  Sulfate  White  and  Green  Liquors  (1 

ysis  of  Soda  Ash  (Anhydrous  Sodium  Carbonate)  (1960 

ysis  of  Sodium  Hydrosulfite  (1968) 

ysis  of  Sodium  Silicate  (1963) 

ysis  of  Sodium  Triphosphate  by  the  Simplified  Ion  E 
ysis  of  Sodium  Triphosphate  by  the  Simplified  Paper 
ysis  of  Soils  (1963) 
ysis  of  Soils  (1970) 

ysis  of  Solids  (1968)  Rec.  Pract.  for  Use  and 

ysis  of  Solvent  Systems  Used  for  Removal  of  Water  F 

ysis  of  Special  Brasses  and  Bronzes  (1970) 

ysis  of  Spent  Sulfite  Liquor  (1953) 

ysis  of  Stainless  Type  18-8  Steels  by  the  Point  to 

ysis  of  Stainless,  Heat  Resisting,  Maraging,  and  Ot 

ysis  of  Starch  and  Starch  Products  (1968) 

ysis  of  Steel,  Cast  Iron,  Open  Hearth  Iron,  and  Wro 

ysis  of  Sulfonated  and  Sulfated  Oils  (1970) 

ysis  of  Sulfur  Burner  Gas  (1945) 

ysis  of  Sulfur  Dioxide  in  Sulfite  Cooking  Liquor  (1 

ysis  of  Sulfur  (1965) 

ysis  of  Sulfuric  Acid  (1945) 

ysis  of  Synthetic  Elastomers  (Solid  Styrene  Butadie 

ysis  of  Synthetic  Silicate  Pigments  (1964) 

ysis  of  Talc  (1965) 

ysis  of  Tall  Oil  Skimmings  (1969) 

ysis  of  Textiles  (1971)  ANSI  L14.132 

ysis  of  Tool  Steels  and  Other  Similar  Medium  and  Hi 

ysis  of  Treated  Wood  and  Treating  Solutions  by  X-Ra 

ysis  of  Tungsten  (1970) 

ysis  of  Water  Borne  Wood  Preservatives  and  Fire  Ret 
ysis  of  Zircon  Refractories  (1970) 

ysis  Using  Membrane  Filters  (1970)  ANSI  Z11.266  IS 
ysis  (1958) 


Performance  Test  for  Std.  Steel  Doors,  Frames, 

)  (1970) 

Std.  for  Use  of  Inhalation 
Rec.  Std.  for  the  Safe  Operation  of  Field 
e  and  Proper  Operation  of  Bulk  Mix  and  Delivery  Equipment 
70)  Test  Meth.  for  Adhesion  to  Fiberboard  at  90  Deg. 

f  Any  Length  Having  Floating  Sills  with  the  Train  Line  and 
ng  Sills  with  the  Train  Line  and  Angle  /  Std.  Location  of 

Gypsum  Lath  Floating 
lid  Rubber  Products)  (1970)  Std.  for 

Spec,  for  Body  Marking  for  All  Valves  (Globe  and 

Std. 


ysis  (1959) 
ysis  (1968) 
ysis  (1969) 

ysis  (1969)  ANSI  M20.3 
ysis  (1970) 
ysis  (1970) 

ysis  (1970)  Std.  Meth.  of  Te 

ysis  (1970)  Std.  Meth.  of  Test  for 

ysis  (1970)  ANSI  ZlOl. I  Std. 
ysis  (1971)  Meth.  for  Determinat 

ysis  (1971)  Rec.  Pract.  for  Phot 

ytical  Filter  Papers  (1947) 

ytical  Procedures  to  Examine  Mineral  Oils  (Leather 
ytical  Reagents  (1958) 
ytical  Reagents  (1961) 
ytical  Weights  (1958) 

yzers(1970)  Ten 
yzers  (1970)  Tent.  Meth.  of  Test 

yzing  White  Waters  (1961) 
Anchorage  (1966) 

Anchored  Load)  Single  Tier  with  Skid  Retarders,  20  Pall 
Anchored  with  Steel  Strapping  20  Pallets  (1959) 
Anchors  and  Test.  (1969)  Types  of  Expansion  J 

Anchors  Used  with  Limestone  (1967) 
Anchors,  Hinge  and  Exit  Device  Reinforcings  (1969) 
Anechoic  Chambers  (Used  for  Testing  Microwave  Equipment 
Anesthetics  (Flammable  and  Nonflammable)  (1971) 
Anfo  Mix  Plant  (1968) 

(Anfo)  and  Related  Facilities  (Bulk  Storage  Bins)  (1968) 
Angle  and  Constant  Stress  (Pressure  Sensitive  Tape)  (19 
Angle  Cock  Secured  to  Floating  Sills  (1970)  /Ht  Cars  O 

Angle  Cocks  on  Freight  Cars  of  Any  Length  Having  Floati 
Angle  Construction  and  Nailing  and  Stapling  Rec.  (1965) 
Angle  Cut  Tolerances  for  Normal  Extrusions  (Extruded  So 
Angle  for  Steam  Locomotives  -  Railway)  (1970) 
Angle  Gage  for  Strut  (1970) 


ASTM 

AWPA 

API 

ASTM 

ASTM 

TAPPl 

ASTM 

APHA 

TAPPI 

TAPPI 

TAPPI 

ASTM 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

TAPPI 

TAPPI 

TAPPI 

AATCC 

ASTM 

AWPA 

ASTM 

AWPA 

ASTM 

ASTM 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CSMA 

ASTM 

TAPPI 

ALCA 

TAPPI 

FI 

TAPPI 

ASTM 

ASTM 

TAPPI 

SAE 

RI 

RI 

EJMA 

ILIA 

ANSI 

FMS 

NFPA 

IMF 

IMF 

PSTC 

AAR 

AAR 

GA 

RMA 

AAR 

AAR 


E39 

A5-71 

45 

D2548 

E400 

T401 

DI274 

•2-600 

TI6 

T628 

T621 

D297 

T619 

C575 

E362 

D820 

T625 

T624 

T612 

T622 

T632 

D276I 

D2760 

D422 

T88 

E304 

D2790 

E54 

T629 

E327 

E353 

T638 

E30 

D500 

T603 

T604 

T616 

T602 

DI4I6 

T661 

T665 

T635 

20A 

E352 

A9-70 

E397 

A2-71 

C576 

F31I 

T609 

Til 

D2013 

D346 

D43I 

EI16 

F307 

D2608 

F313 

E124 

AG*23 

E1I5 

T47I 

H8 

T606 

6 

T608 

D2891T 

D2885T 

T656 

J787B 

P2I2-I 

P209-2 

•1 

•8.25 

A151.I 

1-53 

56A 

6.IV 

6.III 

14 

MSRP-E-32A 
MSRP-E-32A 
•6 

•8.33 

MSRP-F-174 
B12B 
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Floating  Interior 
Sid.  for  Surface  Wettability  of  Paper 
r  Television  Safely  Pa/  Test  Meth.  and  Criteria  for  Mulli 

Maintenance  Instructions  for  Chlorine  Institute  Std. 
Spec,  for  Gland  Nut  (Outside  Screw)  (for  Globe  and 
adhesion  Test  Meth.  of  Pressure  Sensitive  Tape  at  180  Deg. 
eth.  for  Double  Coated  Pressure  Sensitive  Tape  at  180  Deg. 

Std.  Test.  Meth.  for  Hydroxyl  Groups  by  Phthalic 
Std.  Spec,  for  Refined  Phthalic 
Spec,  for 
Agriculture 
Sampling  and  Analysis  of 
Safety  Manual  for 
Rec.  Pract.  for  Agriculture  Grade 
Storage  and  Handling  of 
std.  for  Self  Contained  Strainers  for  Flammable  Fluids  and 
Safe  Handling  and  Use  of  Hydrofluoric  Acid 
pec.  for  Photographic  Grade  Sodium  Formaldehyde  Bisulfite, 
Std.  for  Analysis  of  Soda  Ash 
Spec,  for  Photographic  Grade  Citric  Acid. 

Lanolin, 

d  Use  of  Hydrochloric  Acid.  Aqueous  and  Hydrogen  Chloride. 

Std.  Spec,  for  Caustic  Soda 
Std.  Spec,  for  Tetrasodium  Pyrophosphate 
rocarbon  Solvents  (1970)  ANSI  Zl  1/  Std.  Meth.  of  Test  for 

Test  Procedure  for  Solids  Mixing  Equipment  for 
tative  Determination  of  Animal  Hair  Content  in  Mixtures  of 
I  Fiber  (1968)  Quantitative  Determination  of 

etermination  of  Latex  Foam  Rubber  Content  in  Rubber  Bonded 
Technique  (1968)  Determination  of  Moisture  Content  of 

968)  Determination  of  Cleanliness  of 

Determination  of  Oil,  Grease,  and  Fat  Content  of 
cations  (1971 )  Tent.  Spec,  for 

i  C7.4  Std.  Spec,  for  Tinned  Soft  or 

Std.  Spec,  for  Soft  or 
Std.  Spec,  for  Nickel  Coated  Soft  or 
Std.  Spec,  for  Silver  Coated  Soft  or 
Steel  Castings  Investment,  Electrical  Induction  Melted, 
8co  -  4.9mo  -  0.40ti  -  O.lOal  Consumable  Electrode  Melted. 
(0.29-0. 34c)  Premium  Quality.  Consumable  Electrode  Melted. 

9.0co  -  4.9mo  -  0.65ti-0.10al  Consumable  Electrode  Melted. 
(0.17-0. 23c)  Premium  Quality.  Consumable  Electrode  Melted. 
(0.17-0. 23c)  Premium  Quality.  Consumable  Electrode  Melted. 

Std.  Spec,  for  Seamless  Copper  Tube.  Bright 
Spec,  for  Titanium  Alloy  Sheet,  Strip  and  Plate, 
Spec,  for  Titanium  Alloy  Bars  and  Forgings,  (6al  -  4v) 
Spec,  for  Titanium  Alloy  Tubing.  Seamless.  3.0al  -  2.5v. 
.  for  Titanium  Alloy  Sheet.  Strip,  and  Plate.  Sal  -  2.5sn, 
r  Titanium  Alloy  Bars,  Forgings  and  Rings  (6al  -  6v  -  2sn) 
-  0.05cr.  Consumable  Electrode  or  Vacuum  Induction  Melted, 
heat  Resistant  Nickel  Base  19.5cr-13.5co-4.3mo-2.9ti-1.4al 
Spec,  for  Titanium  Alloy  Bars  and  Forgings  6al  ■  4v 
Titanium  Alloy  Bars.  Forgings.  and  Rings  6al-6v-25n 
Spec,  for  Titanium  Alloy  Bars  and  Forgings  6al  -  4v 
or  Titanium  Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn 
cs.  Properties  of  Commercial  Thermoplastics;  Molding  Rec: 
1)ANSIC7.16  Std.  Spec,  for  Cored. 

Spec,  and  Guides  for  the  Use  of  General  Purpose 
erence  Meth.  for  Making  Potentiostatic  and  Potentiodynamic 

Std.  for 

y  Range  of  100  to  1000  Mhz  Using  the  EIA  Laurel  Broad  Band 
Std.  Meth.  of  Test  for  Size  of 
17)  (1968)  Range  of 

std.  Part  Bearing  Rod  End.  External  Thread,  Self  Aligning, 
Std.  Part  Bearing,  Rod  End,  Plain  Shank,  Self  Aligning, 
Spec,  for  Bearings,  Ball  and  Roller.  Rod  End. 

Std.  for  Packaging  Items  in  Bag. 
late  Meth.)  (1970)  ANSI  L14.125  Test  Meth.  for 

NSI  114.144 

f  Commercial  Solution,  Isothiocyanates  Used  in  Fluorescent 
lene  Glycol  and  Meth/  Rec.  Pract.  for  Selection  of  Engine 

test  Meth.  for  Simulated  Service  Corrosion  Test,  of  Engine 
type  Paints  (1968)  Std.  Meth.  of  Test  for 

inum  (1968)  Std.  Test  Meth.  Using 

Std.  Spec,  for  Metallic 
Mixed  Tocopherols  Concentrate, 
uards.  Handrail  Brackets,  Coat  and  Hat  Hooks,  Closet  Bars, 
Std.  Method  for  Determining 
made  From  35mm  Negatives  (1946)  Std.  16mm  Positive 

egalives  Made  From  35mm  Positive  Prints  (1/  Std.  Negative 

Std.  Dimensions  of  Camera 
970)  ANSI  Zl  15.10  Std.  Spec,  for 

1970)  Rec.  Pract.  for  Operating  Enclosed  Carbon  Arc  Type 

Rec.  Pract.  for  Operating  Xenon  Arc  Type 


Safety 


Std.  for  Safe  Handling  An 


Angle  Meth.  of  Application  for  Gypsum  Wallboard  (1959) 
(Angle  of  Contact  Meth.)  (1970) 

Angle  Two  Parameter  Specular  Gloss  Measurements  of  Colo 
Angle  Valve  (1967) 

Angle  Valves  for  Steam  Locomotives  -  Railway)  (1971) 

Angle  (1970)  Liner  Removal  Peel 

Angle  (1970)  Peel  Adhesion  Test  M 

Anhydride  Esterification  (1969) 

Anhydride  1 .  308  (1968) 

Anhydrous  Ammonia  Hose  (1968) 

Anhydrous  Ammonia  Operators  Manual  (1966) 

Anhydrous  Ammonia  (1961) 

Anhydrous  Ammonia  (1964) 

Anhydrous  Ammonia  (1965) 

.Anhydrous  Ammonia  (1968) 

Anhydrous  Ammonia  (1971) 
(Anhydrous  and  Aqueous)  (1970) 

Anhydrous  NaHS03.  HCHO  (1970) 
(Anhydrous  Sodium  Carbonate)  (1960) 

Anhydrous  (H3c6h5o7)  (19701 

Anhydrous  (1959) 

Anhydrous  (1970) 
(Anhydrous)  (1970)  ANSI  K60.10 
(Anhydrous)  (1970)  ANSI  K60.20 

Aniline  Point  (and  Mixed)  of  Petroleum  Products  and  Hyd 

Animal  Feeds  (1969) 

Animal  Hair  and  Sisal  Fiber  (1968)  Quanti 
Animal  Hair  Content  in  Mixtures  of  Animal  Hair  and  Sisa 
Animal  Hair  Pads  (1968) 

Animal.  Vegetable  and  Man  Made  Fibers  by  the  Oven  Meth. 
Animal.  Vegetable  and  Man  Made  Fibers  (Sludge  Meth.)  (1 
Animal.  Vegetable,  and  Man  Made  Fibers  (1968) 
Annealed  Aluminum  Alloy  Foil  for  Flexible  Barrier  Appli 
Annealed  Baling  Wire  for  Automatic  Balers  (1970) 
Annealed  Copper  Wire  for  Electrical  Purposes  (1969)  Ans 
Annealed  Copper  Wire  (1969)  ANSI  C7.1 
Annealed  Copper  Wire  (1969)  ANSI  C7.48 
Annealed  Copper  Wire  (1970a)  ANSI  C7.38 
Annealed  (1970) 

Annealed  (1970)  /  Forgings.  Tubing  and  Rings  18ni  -  7. 

Annealed  (1970)  /  Plate  1.0cr-7.5ni-4.6co-1.0mo-0.09v 

Annealed  (1970)  /Forgings.  Tubing,  and  Rings  I8.5ni  - 

Annealed  (1970)  /Plate  0.75cr-9.0ni-4.5co-1.0mo-0.09v 

Annealed  (1970)  /Ubing  0.75cr-9.0ni-4.5co-l  .0mo-0.09v 

Annealed  (1970)  ANSI  H23.2 
Annealed  (1971) 
Annealed  (1971) 
Annealed  (1971) 

Annealed  (1971)  Spec 
Annealed  (1971)  Spec.  Fo 

Annealed  (1971)  /5cr  -  13.5co  -  4.3mo  -  3.0ti  -  1.4al 

Annealed.  Consumable  Electrode  or  Vacuum  Induction  Melt 
Annealed.  Heat  Treatable  (1970) 
Annealed,  Heat  Treatable  (1970) 
Annealed,  120,  000  psi  Yield  (1970) 

Annealed,  140,  000  Yield  (1970)  Spec.  F 

Annealing  of  Parts;  and  Chemical  Tests  (1971)  /Teristi 
Annular,  Concentric  Lay  Stranded  Copper  Conductors  (197 
Annunciators  (1965) 

Anodic  Polarization  Measurements  (1971)  /  for  Std.  Ref 

Anodized  Aluminum  for  Automotive  Trim  (1969) 
Anodized  Architectural  Aluminum  (1967) 

Antenna  (1970)  /TV  Broadcast  Receivers  in  the  Frequenc 

Anthracite  (1969) 

Anthropometric  Measurements  for  Asian  Populations  (HSJ3 

Anti  Friction  (1971) 

Anti  Friction  (1971) 

Anti  Friction,  Airframe  (1971) 

Ami  Static,  (1971) 

Antibacterial  Activity  of  Fabrics,  (Detection  of  Agar  P 
Antibacterial  Finishes  on  Fabrics  (Evaluation)  (1970)  A 
Antibody  Studies  (1969)  Std.  for  the  Evaluation  0 

Antifreezes  for  Use  in  Automotive  Coohng  Systems,  Ethy 
Antifreezes  (1970)  Std. 
Antimony  Oxide  in  White  Pigment  Separated  From  Solvent 
Antimony  Trichloride  Spall,  for  Porcelain  Enameled  Alum 
Antimony  (1969) 
Antioxidant  (1965) 

Apartment  Knockers,  Viewers,  House  Numbers  (1970)         /N  G 
Aperture  Calibration  of  Motion  Picture  Lenses  (1964) 
Aperture  Dimensions  and  Image  Size  for  Positive  Prints 
Aperture  Dimensions  and  Image  Size  for  16mm  Duplicate  N 
Aperture  Image  on  Super  8  Motion  Picture  Film  (1971) 
Apparatus  for  Determination  of  Water  by  Distillation  (1 
Apparatus  for  Light  Exposure  of  Nonmetallic  Materials 
Apparatus  for  Light  of  Nonmetallic  Materials  (1970) 


GA 

TAPPI 

EIA 

CHI 

AAR 

PSTC 

PSTC 

ASTM 

ASTM 

EI 

EI 

FI 

FI 

FI 

FI 

UL 

MCA 

ANSI 

TAPPI 

ANSI 

CTFA 

MCA 

ASTM 

ASTM 

ASTM 

ASAE 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ASTM 

ASAE 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASEP 

ASTM 

ISA 

ASTM 

SAE 

AA 

EIA 

ASTM 

SAE 

NSA 

NSA 

NSA 

NSA 

AATCC 

AATCC 

BSC 

ASTM 

ASTM 

ASTM 

PEI 

ASTM 

CTFA 

BHMA 

ANSI 

ANSI 

ANSI 

ANSI 

ASTM 

ASTM 

ASTM 


♦16 

T458 

JED66A 

40 

MSRP-F-173 
4 

3 

E326 

D2403 

M5 

M7 

1 

M2 
M6 
Ml 

331 

SD25 

PH4.156 

T612 

PH4.I07 

29 

SD39 

D456 

D595 

D611 

S303.1 

D-20 

D-20 

D-2 

F-1 

A-4 

A-2 

B479 

S229.5 

B33 

B3 

B355 

B298 

AMS5210A 

AMS6512 

AMS6524 

AMS6514 

AMS6523 

AMD62CF 

B68 

AMS4918C 

AMS4928F 

AMS4943 

AMS4910E 

AMS4978A 

AMS5544B 

AMS5586A 

AMS4967C 

AMS4971 A 

AMS4928E 

AMS4978 

3 

B226 

RP18.1T 

G5 

J399 

•8 

RS378 

D310 

J317 

659 

660 

661 

3425 

90 

100 

•2 

D1880 

D2570 

D2350 

BULT51 

B237 

97 

1201-3 

PH22.90 

PH22.46 

PH22.47 

PH22.157 

E123 

E188 

E240 
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Std.  Spec,  for  Weighing  and  Drying 
in  Organic  and  Organo  Metallic  Compounds/  Std,  Spec,  for 

ethod  (1970)  ANSI  Z99.1  Sid.  Spec,  for 

1  Method  (1970)  ANSI  ZlOO.l  Std.  Spec,  for 

rdened  Cement  Pa'ite,  Mortar  and  Concrete  (1970/  Spec,  for 

nd  Process  Use  (1970)  Test,  Evaporating 

ve  Engines)  (1971)  Std,  for  Spark  Arrester  Test 

mater/  Rec.  Pract.  for  Operating  Light  and  Water  Exposure 

Std.  Graphical  Symbols  for  Heat  Power 
of  Viscosity  of  Adhesives  by  a  Low  Shear  Rotating  Spindle 
rnish.  Lacqtter,  and  Related  Products,  with  a  Tensile  Test, 
ggregate  Bituminous  Mixtures  by  Means  of  the  Hubbard  Field 
ct.  for  Determining  Light  Dosage  in  Carbon  Arc  Light  Aging 
relative  Stiffness  of  Leather  by  Means  of  a  Torsional  Wire 
or  Combustible  Properties  of  Treated  Wood  by  the  Fire  Tube 
Std.  Test  Meth.  for  Flash  Point  with  Tag  Open  Cup 
g  the  Thermal  Conductivity  of  Leather  with  the  Cenco  Filch 
esistance  of  Woven  Fabrics  by  Falling  Pendulum  (Elmendorf) 

Std.  for  Automotive  Fire 
ance  to  Plastic  Flow  of  Bituminous  Mixtures  Using  Marshall 
y  of  Resilient  Flooring  Materials  with  Cylindrical  Mandrel 
Std.  for  Electric  Arc  Welding 
d  Power  of  Piston  Engines  and  Compressors  (Instruments  and 
uantities  of  Total  Sulfur  (Wickbold  and  Beckman  Combustion 
of  Paper  and  Paperboard  (Using  Constant  Rate  of  Elongation 
Tent.  Meth.  of  Testing  Bonded  and  Laminated 
Std.  for  Body  Measurements  for  the  Sizing  of 
Std.  for  Body  Measurements  for  the  Sizing  of  Boys 
or  Body  Measurements  for  the  Sizing  of  Womens  Patterns  and 

Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Test.  Meth.  for 
Rec.  Pract.  for  Evaluating 
Std.  Meth.  of  Test  for 


0)  ANSI  H9.32 
the  Scott  Volumeter  (1970) 
ic  Materials  (1969) 
en  Carbides  (1970)  ANSI  9.22 
gravity,  and  Bulk  Density  of  Burn/ 

td.  Meth.  of  Test  tor  Apparent  Porosity,  Water  Absorption, 

Std.  Test  Meth.  for 

eating  Oils  (1970)  Std.  Meth.  for  Estimating 

dent  Flow  Properties  (1969)  Std.  Test  Meth.  for 


dditives  (Hot  Melts)/ 
der  Plasti  Corder)  / 
Laundering  (1970) 


aundering  (1970) 


Suggested  Meth.  for  Determining  the 
Procedure  to  Determine  a  Plastisol's 
Test  Meth.  for 
Std.  for  Extruded  Finish  and 
Std.  for  Finish  and 
Rec.  Pract.  for  Evaluation  of  the 
Test  Meth.  for 
Std.  Meth.  for  Grading  Cotton  Yams  for 
Std.  for  Domestic  Gas 
Std.  Listing  Requirements  for  Gas 
Safety  Std.  for  Chimneys,  Factory  Built,  Medium  Heat 
neys.  Factory  Built,  Residential  Type  and  Building  Heating 

Safety  Std.  for  Office 
Safety  Std.  for  Thermal  Cutoffs  for  Use  in  Electrical 
aNSI  al47.1  Liquid  Fuel  Burning  Heating 

le  Connectors  of  Other  Than  All  Metal  Construction  for  Gas 
Safety  Std.  for  Marine  Solidified  Fuel  Cooking 
Safety  Requirements  for  Marine  Electric  Cooking 
Safely  Std.  for  Marine  Liquefied  Petroleum  Gas  Cooking 
ines,  Including  Relief  Valves,  Water  Heater  Tanks,  and  Gas 
Requirements  for  Marine  Alcohol  and  Kerosene  Cooking 
Std.  for  Gas  Filters  on 
Std.  for  Gas  Fired  Absorption  Summer  Air  Conditioning 
Std.  for  Gas  Engine  Powered  Summer  Air  Conditioning 
Safety  Std.  for  Time  Indicating  and  Recording 
Rec.  Rules  for  Operating  and  Maintaining  Power  Boiler 
Manual  on  Clearances  for  Heat  Producing 
Safety  Std.  for  Pumps  for  Oil  Burning 
wer  and  Exhaust/  National  Building  Code  of  Heat  Producing 

ional  Building  Code  for  the  Installation  of  Heal  Producing 

Spec,  for 

hanical  Storage  Systems  (1969)  Rec. 
nations  for  Copper  and  Copper  Alloys  (Cast  Products  Only); 
ions  for  Copper  and  Copper  Alloys  (Wrought  Products  Only); 
Bond  Applied  to  Steel  and  Con/  Spec,  and  Data  for  Direct 

Floating  Interior  Angle  Meth.  of 
m  and  Hot  Water  Unit  Heaters  (1963) 
m  and  Hot  Water  Unit  Heaters  (1961) 

filters  and  Separators  (1969)  Std.  for 

juster;  Freight  Cars  (1970)  Std.  Typical  Top  Rod 

voltage,  and  a  Guide  for  Calculation  of  Fault  Currents  for 
67)  Criteria  for  the 

Rec.  for 


Apparatus  for  Microchemical  Analysis  (1970)  ANSI  7,101.1 
Apparatus  for  Microdelermination  of  Carbon  and  Hydrogen 
Apparatus  for  Microdelermination  of  Nitrogen  by  Dumas  M 
Apparatus  for  Microdelermination  of  Nitrogen  by  Kjeldah 
Apparatus  for  Use  in  Measurement  of  Length  Change  of  Ha 
Apparatus  Producing  Water  for  Boiler  Make  Up,  Potable  A 
Apparatus  (for  Nonlurbocharged  Diesel  Railroad  Locomoti 
Apparatus  (Xenon  Arc  Type)  for  Exposure  of  Nonmetallic 
Apparatus  (1950) 

Apparatus  (1968)  Meth.  for  Measurement 

Apparatus  (1968)  /  Strength  of  Free  Films  of  Paint,  Va 


/O  Plastic  Flow  of  Fine  A 
Rec.  Pra 

Tent.  Meth.  for  Measuring  the 
Std.  Meth.  of  Test  F 


Std. 


Test  Melh.  for  Estimalin 
/Eth.  of  Test  for  Tear  R 


Sid.  Melh.  of  Test  for  Resist 
Sid.  Test  Melh.  for  Flexibilit 

Measurement  of  Indicate 
Std.  Meth.  of  Test  for  Trace  Q 
Std.  Tensile  Breaking  Properties 


Std.  F 


ication  (Includes  Terms)  (1970) 


Spec,  for 


Apparatus  (1968)  ANSI  37.106 
Apparatus  (1969) 
Apparatus  (1969) 
Apparatus  (1969)  ANSI  A2.3 
Apparatus  (1970) 
Apparatus  (1970) 
Apparatus  (1970)  ANSI  L14.200 
Apparatus  (1971) 
Apparatus  (1971 ) 
Apparatus  (1971 ) 
Apparatus  (1971)  ANSI  C87.1 
Apparatus)  (1970) 
Apparatus)  (1970) 
Apparatus)  (1970) 
Apparel  Fabrics  (1970) 
Apparel  for  Young  Men  (Students)  (1971) 
Apparel  (1970) 
Apparel  (1970) 
Apparent  Density  of  Activated  Carbon  (1970) 
Apparent  Density  of  Leather  (1968) 
Apparent  Density  of  Metal  Powders  (1970)  ANSI  H9.1 
Apparent  Density  of  Non  Free  Flowing  Metal  Powders  (197 
Apparent  Density  of  Refractory  Metals  and  Compounds  by 
Apparent  Density,  Bulk  Factor,  and  Pourability  of  Plast 
Apparent  Grain  Size  and  Distribution  of  Cemented  Tungst 
Apparent  Porosity,  Water  Absorption,  Apparent  Specific 
Apparent  Specific  Gravity,  and  Bulk  Density  of  Burned  R 
Apparent  Tensile  Strength  of  Ring  or  Disk  Meth.  (1969) 
Apparent  Vapor  Pressures  and  Molecular  Weights  of  Lubri 
Apparent  Viscosity  of  Adhesives  Having  Shear  Rate  Depen 
Apparent  Viscosity  of  Petroleum  Waxes  Compounded  with  A 
Apparent  Viscosity  Utilizing  a  Torque  Rheometer  (Braben 
Appearance  of  Creases  in  Wash  and  Wear  Items  After  Home 
Appearance  of  Extruded  Solid  Rubber  Products  (1970) 
Appearance  of  Molded  Solid  Rubber  Products  (1970) 
Appearance  of  Plated  Plastic  Surfaces  (1971) 
Appearance  of  Seams  in  Wash  and  Wear  Items  After  Home  L 
Appearance  (1970)  ANSI  L14.164 
Appliance  Pressure  Regulators  (1969) 
Appliance  Thermostats  (1963) 
Appliance  (1970)  ANSI  7.181.1 

Appliance  (1971)  ANSI  A131.1  Safety  Std.  for  Chim 

Appliances  and  Business  Equipment  (1970)  ANSI  X4.12 
Appliances  and  Components  (1971) 

Appliances  for  Mobile  Homes  and  Travel  Trailers  (1969) 
Appliances  (1964)  /Td.  Listing  Requirements  for  Flexib 

Appliances  (1965) 
Appliances  (1965) 
Appliances  (1967) 
Appliances  (1967) 
Appliances  (1968) 
Appliances  (1969) 
Appliances  (1969) 
Appliances  (1969) 
Appliances  (1970)  ANSI  C33.63 
Appliances  (1971) 
Appliances  (1971 ) 
Appliances  (1971)  ANSI  B130.1 

Appliances,  Heating,  Ventilating,  Air  Conditioning,  Bio 
Appliances,  Heating,  Ventilating,  Air  Conditioning,  Bio 
Application  and  Finishing  of  Gypsum  Wallboard  (1965) 
Application  and  Hardware  Definitions  for  Controlled  Mec 
Application  Data  Sheet  (1970)  Std.  Desig 

Application  Data  Sheet  (1970)  Std.  Designat 

Application  Fireproofing  of  VermicuHte  Type  Mono  Kote; 
Application  for  Gypsum  Wallboard  (1959) 
Application  Guide  for  Piping,  Trapping  and  Venting  Stea 
(Application  Guide  For)  the  Care  and  Maintenance  of  Stea 
Application  Information  Form  for  Hydraulic  Fluid  Power 
Application  Mechanical  Double  Acting  Automatic  Slack  Ad 
Application  of  Ac  High  Voltage  Circuit  Breakers  Rated  0 
Application  of  Dust  Collectors  to  Coal  Fire  Boilers  (19 
Application  of  Fire  Block  Gypsumboard  for  Roof  (1970) 
Application  of  Fire  Block  Gypsumboard  (1970) 
Application  of  Gypsum  Base  for  Veneer  Plasters  and  AppI 


/Afety  Requirements  for  Vending  Mach 
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67)  Rec.  for  the  Appl: 

1  Studs  (1970)  Std.  Spec,  for  Steel  Drill  Screws  for  the  Appl 

metal  Frame  Construction)  (1968)  Appl 

wood  Frame  Construction)  (1968)  Requirements  for  the  Appl 

Std.  Spec,  for  Nails  for  the  Appl 

Manual  on  Design  and  Appl 

ricultural  Tractors  and  Trailing  Type  Agricultural  (Farm/  Appl 

s  and  Trailing  Type  Farm  Implements  (1966)  Appl 

ring  Walls  in  Multi  Storied  Structures  (1969)  the  Appl 

Walls  in  Multi  Storied  Structures  (1968)  the  Appl 

tractors  and  Trailing  Type  (Farm)  Implements  (1970)  Appl 

c.  Pracl.  for  the  Modification  of  Integral  Journal  Box  for  Appl 

en  Decks  and  Cast  Iron  Brake  Shoes  (1970)  Std.  for  Appl 

of  Calculation  of  Neutron  Dose  to  Polymeric  Materials  and  Appl 

d  LI  Std.  Covering  Surfaces  of  Truck  Center  Plate  and  the  Appl 

ers  to  the  Truck  Bolster  Center  Plate  (Railway  /  Std.  for  Appl 

ers  to  the  Truck  Bolster  Center  Plate/  Alternate  Std.  for  Appl 

all  Enamel  Coatings  to  Steel  Pipe  (19/  Spec,  for  External  Appl 

Rec.  Product  and  Appl 

1970)  Rec.  Product  and  Appl 

inated  Wood  Block  Flooring  (1969)  Rec.  Product  and  Appl 

g  (1969)  Rec.  Product  and  Appl 

hing  (1969)  Rec.  Product  and  Appl 

Rec.  Pract.  for  Ionization  Gage  Appl 

cted  Air  Moving  Devices  (1965)  Appl 

if  Moving  Devices  (1965)  Appl 

ec.  for  Application  of  Gypsum  Base  for  Veneer  Plasters  and  Appl 

Guide  to  Service  Capabilities  by  Proven  Appl 

ructions  for  Automatic  Car  Identification,  Permanent  Label  Appl 

Capacitors  for  Long  Life  (Type  1)  and  for  General  Purpose  Appl 

Rec.  for  Nailing  Gypsum  Wallboard  Single  and  Two  Ply  Appl 

Std.  Spec,  for  Primary  Zirconium  for  Nonnuclear  Appl 

Std.  Spec,  for  Zirconium  Ingots  for  Nonnuclear  Appl 

spec,  for  Zirconium  Forgings  and  Extrusions  for  Nonnuclear  Appl 

r  Electro  Magnetic  Relays  for  Industrial  And/or  Commercial  Appl 

Std.  Coupler  Shank  Wear  Plates  and  Appl 

pec.  Covering  Surfaces  of  Separable  Body  Center  Plates  and  Appl: 

ec.  for  Seamless  and  Welded  Zirconium  Tubes  for  Nonnuclear  Appl: 

tors  in  Metallic  and  Non  Metallic  Cases  for  Direct  Current  Appl 

itors  in  Metallic  and  Nonmetallic  Cases  for  Direct  Current  Appl 

Mild  to  Medium  Strength  Carbon  Steel  Castings  for  General  Appl: 

ervice  (1968)  Rec.  Pract.  on  Appl: 

rubber  Hose  Handbook  (Materials,  Construction,  Tolerances,  Appl: 

1.  (1969)  Types  of  Expansion  Joints;  Their  Basic  Appl: 

Rec.  Aluminum  Appl 

t.  (1965)  Appli 

Tent.  Criteria  for  Structural  Appl: 

Rec.  Service  (Design)  Factors  for  Pressure  Appl; 

Reinforced  Plastics  for  Ground  Vehicle  Appl 

.  Spec,  for  Latex  Dipped  Goods  and  Coatings  for  Automotive  Appl 

Marine  Diesel  Engine  Appl: 

Rec.  Pract.  for  Industrial  Truck  Typical  Appl 

nee  Radiographs  of  Investment  Steel  Castings  for  Aerospace  Appl 

c.  for  Silver  Coated  Copper  Clad  Steel  Wire  for  Electronic  Appl 

rical  Characteristics,  Contact,  and  Checklist  for  Airborne  Appl 

Std.  for  Cold  Water  Meters,  Propeller  Type  for  Main  Line  Appl 

Gold  Wire  and  Ribbon  99.97au  for  Electronic  Appl 

Steel  Wire,  Copper  Clad  99fe  for  Electronic  Appl 

Steel  Wire,  Copper  Clad  99fe-0.45mn  for  Electronic  Appl 

pper  Nickel  Alloy  Wire  and  Ribbon  78cu-22ni  for  Electrical  Appl 

on  Nickel  Alloy  Wire,  Copper  Clad  56fe-41ni  for  Electronic  Appl 

ckel  Copper  Alloy  Wire  and  Ribbon  67ni-30cu  for  Electronic  Appl 

.  Spec,  for  Alumina  Ceramics  for  Electrical  and  Electronic  Appl 

spec,  for  Tin  Coated  Copper  Clad  Steel  Wire  for  Electronic  Appl 

plementary  Requirements  for  Nickel  Alloy  Plate  for  Nuclear  Appl 

or  Steel  Separable  Tube  Fittings  for  Hydraulic  Fluid  Power  Appl 

lary  Requirements  for  Nickel  Alloy  Rod  and  Bar  for  Nuclear  Appl 

ements  for  Nickel  Alloy  Seamless  Pipe  and  Tube  for  Nuclear  Appl 

ow  Pedestal  Type  Side  Frame  for  Roller  Bearing  Freight  Car  Appl 

sification  System  for  Elastomeric  Materials  for  Automotive  Appl 

Std.  Spec,  for  Copper  Foil  for  Printed  Circuit  Wiring  Appl 

Spec,  for  Polyester  Film,  Copper  Clad,  for  Electronic  Appl 

pec.  for  Annealed  Aluminum  Alloy  Foil  for  Flexible  Barrier  Appl 

Fixed  Paper  Dielectric  Capacitors  for  Alternating  Current  Appl 

Glass  Sheet,  Barium  Aluminum  Borosilicate,  for  Electronic  Appl 

nic  Examination  of  Plain  and  Clad  Steel  Plates  for  Special  Appl: 

ipe  (19/  Spec,  for  External  Application  Procedures  of  Hot  Appl: 

from  the  Liquid  State  Through  the  Curing  Stage  for  Factory  Appl: 

high  Alloy  Steel,  Cast  Iron,  Integrally  Clad  Plate  or  with  Appli 

Drycleaning  Durability  of  Appl 

Rec.  for  Machine  Appl 

Spec.  Field  Appl 

Std.  Appl 

rec.  Pract.  for  Use  of  the  Terms  Precision  and  Accuracy  As  Appl 

plication  Fireproofing  of  Vermiculite  Type  Mono  Kote;  Bond  Appl 

t  Procedures  for  Washability  and  Scrubbabihly  of  Finishes  Appl 


cation  of  Gypsum  Plaster  on  Exterior  Locations  (19 
cation  of  Gypsum  Sheet  Material  to  Light  Gage  Stee 
cation  of  Gypsum  Wallboard  on  Exterior  Locations 
cation  of  Gypsum  Wallboard  on  Exterior  Locations 
cation  of  Gypsum  Wallboard  (1970) 
cation  of  Helical  and  Spiral  Springs  (Hs9)  (1968) 
cation  of  Hydraulic  Remote  Control  Cylinders  to  Ag 
cation  of  Hydraulic  Remote  Control  to  Farm  Tractor 
cation  of  Non  Reinforced  Concrete  Masonry  Load  Bea 
cation  of  Reinforced  Concrete  Masonry  Load  Bearing 
cation  of  Remote  Hydraulic  Motors  to  Agricultural 
cation  of  Roller  Bearing  Units  (1970)  Re 
cation  of  Spark  Shields  to  Cars  Equipped  with  Wood 
cation  of  Threshold  Foil  Measurements  (1968)  /Th. 
cation  of  Wear  Liners;  Cars  with  6  1/2  X  12  In.  An 
cation  of  2  Piece  Horizontal  and  Vertical  Wear  Lin 
cation  of  2  Piece  Horizontal  and  Vertical  Wear  Lin 
cation  Procedures  of  Hot  Applied  Coal  Tar  and  Asph 
cation  Spec,  for  Fiberboard  Ceiling  Tile  (1967) 
cation  Spec,  for  Structural  Insulating  Roof  Deck 
cation  Spec.  Insulation  Board  Underlayment  for  Lam 
cation  Spec.  1.2  In.  Fiberboard  Nail  Base  Sheathin 
cation  Spec.  1/2  In.  Intermediate  Fiberboard  Sheat 
cation  to  Space  Simulators  (1970) 
cation  (Guide)  of  Sone  Loudness  Ratings  for  Non  Du 
cation  (Guide)  of  Sound  Power  Ratings  for  Ducted  A 
cation  (Includes  Terms)  (1970)  Sp 
cation  (Plastic  Electroplating)  (1971) 

cation  (Railway  Cars)  (1971)  Std.  for  Inst 

cation  (Type  2)  (1971)  /Zed  Aluminum  Electrolytic 

cation  (1968) 
cation  (1969) 
cation  (1969) 

cation  (1969)  Std. 
cation  (1969)  Spec.  Fo 

cation  (1970) 

cation  (1970)  Std.  S 

cation  (1970)  Std.  Sp 

cation  (1970)  /.  for  Metallized  Dielectric  Capaci 

cation  (1970)  ID.  for  Fixed  Film  Dielectric  Capac 

cation  (1971)  ANSI  G50.1  Std.  Spec,  for 

cation.  Care,  and  Use  of  Wire  Rope  for  Oil  Field  S 
cation.  Fittings,  Storage,  Care  Maintenance  Std.  A 
cation.  Nomenclature,  Accessories,  Anchors  and  Tes 
cations  for  Boats  and  Yachts  (1970) 
cations  of  Cast  Copper  Base  Alloys  in  Foundry  Prac 
cations  of  Steel  Cables  for  Buildings  (1966) 
cations  of  Thermoplastic  Pipe  Materials  (1968) 
cations  (Hs762a)  (1968) 

cations  (R1970)  SAE  J19  Std 
cations  (Std.  Pract.)  (1971) 
cations  (Symbols)  (1971) 

cations  (1964)  ANSI  Z166.I1  Std.  Refere 

cations  (1969)  Std.  Spe 

cations  (1969)  /Hermal  Actuator,  Operation,  Elect 

cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970) 
cations  (1970)  SAE  J200 
cations  (1971) 
cations  (1971) 

cations  (1971)  Tent.  S 

cations  (1971)  Std.  for 

cations  (1971)  Spec,  for 

cations  (1971)  /.  Spec,  for  Straight  Beam  Ultraso 

ed  Coal  Tar  and  Asphalt  Enamel  Coatings  to  Steel  P 

ed  Coatings  on  Wood  Products  (1968)  /Es  of  Paint 

ed  Corrosion  Resistant  Linings,  Cast  Ductile  Iron, 

ed  Designs  and  Finishes  (1970) 

ed  Gypsum  Plaster  (1964) 

ed  Laminated  Plastic  Wall  Covering  (1971) 

ed  Pipe  Coating  Weights  for  Coating  Spec.  (1966) 

ed  to  Measurement  of  a  Property  of  a  Material  (197 

ed  to  Steel  and  Concrete  (1968)  /Ta  for  Direct  Ap 

ed  to  Tiles  and  Panels  (1971)  Tes 


Co 
Ir 
Ni 
Std 
Std. 

Std.  Spec,  for  Sup 
Quahfication  Test  F 
Std.  Spec,  for  Supplemen 
/D.  Spec,  for  Supplementary  Requir 
/Ir  for  4  1/4X8  Thru  7X12  Narr 
Clas 
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AAR 

ASTM 

EL\ 

EIA 

ASTM 

API 

RMA 

EJMA 

ABYC 

AFS 

AISI 

SPI 

SAE 

ASTM 

DEMA 

ITA 

ASTM 

ASTM 

NARM 

AWWA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

NFLDP 

ASTM 

ASTM 

AAR 

ASTM 

IPC 

SAE 

ASTM 

EIA 

SAE 

ASTM 

NAPCA 

ASTM 

ASME 

AATCC 

GA 

CSI 

NAPCA 

ASTM 

VI 

AIMA 


*7 

C646 

•15 

*15.1 

C5I4 

J795 

S201.4 

J716A 

9 

10 

S3I6T 

MSRP-D-62A 

MSRP-L-49 

D2365 

MSRP-D-14A 

MSRP-D-14D 

MSRP-D-14E 

BUL3 

6 

1 

8 
2 
3 

E296 

302 

303 

»2 

6C 

MSRP-ACl-1 

RS395 

*14.1 

B494 

B495 

B493 

•1.12 

MSRP-C-65 

MSRP-C28.1 

B523 

RS377 

RS376 

A27  . 

9B 

•5 

*1 

SI 

NF6511-22 
23 

PPI-TR9 

J762A 

D1764 

MD26 

2L3 

E192 

B501 

•1.7 

C704 

AMS7731 

AMS7732 

AMS7733 

AMS4732 

AMS7734 

AMS4731 

F103 

B520 

B509 

T3.8.70.3 

B510 

B513 

MSRP-D-22E 

D2000 

CF150B 

AMS3613 

B479 

RS392 

AMS3883 

A578 

BUL3 

D2336 

BPVC8-1-C 

86 

•10 

06242 

BUL2 

E177 

•1 
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Guide  Spec,  for  Adhesive 
Guide  Spec,  for  Wood  Flooring;  Parquet,  Adhesive 
Test  Code  for  Certificate  of 
or  Interchange  Frei/  Instructions  Regarding  Assignment  of 

aundry  Stoves  (1962)  Std. 
Boilers  (1967)  Std. 
(1971)  Laboratory  Inspection  and  Test  for  Roller  Bearing 

ruction  Materials  (1970) 

nge  Freight  Cars  (Railway)  (1970)  Std.  Spec,  for 

Instructions  Regarding  Assignment  of  Approval  Numbers  for 
ange  Freight  Ca/  Spec,  for  the  Purchase  and  Acceptance  of 

ton.  Macrophyton,  Macroinvertebrates,  Fishes,  and  Types  of 
Std.  for  Safe  Handling  and  Use  of  Hydrochloric  Acid, 
Test  Meth.  for  Solubility  of 
Test  Meth.  for  the  Preparation  of  Spec,  for 
.  Pract.  for  Measuring  Volatile  Organic  Matter  in  Water  by 
Sodium  Aluminum  Lactate  Complex  40% 
Std.  Meth.  of  Test  for  (Ph)  of 
Meth.  for  Colorimetric  Determination  of  Uranium  in 

Safe  Handling  and  Use  of  Hydrofluoric  Acid  (Anhydrous  and 
Std.  for  Machine  Gas  Tungsten 
Std.  for  Machine  Gas  Metal 
Test  Meth.  for  Colorfastness  of  Textiles  to  Light:  Carbon 
for  Colorfastness  of  Textiles  to  Light:  Water  Cooled  Xenon 
Test  Meth.  for  Colorfastness  of  Textiles  to  Light:  Carbon 
for  Colorfastness  of  Textiles  to  Light:  Water  Cooled  Xenon 
Rec  Pract.  for  Determining  Light  Dosage  in  Carbon 
Std.  for  End  Preparation  for  Manual  Inert  Gas  Tungsten 
for  Spectrochemical  Analysis  of  Copper  by  the  Briquet  D-C 
terials  (1970)  Rec.  Pract.  for  Operatmg  Enclosed  Carbon 

1970)  Rec.  Pract.  for  Operating  Xenon 

t.  for  Operating  Light  and  Water  Exposure  Apparatus  (Xenon 

Std.  for  Electric 
Std.  for  Manual  Gas  Metal 
Std.  for  Manual  Gas  Tungsten 
Std.  Spec,  for  Electric  Fusion 
Std.  Spec,  for  Reinforced  Concrete 
Std.  Spec,  for  Electric  Fusion 
.  Spec,  for  Aluminum  Alloy  Structural  Plate  for  Pipe,  Pipe 
Spec,  tor  Prefabricated  Corrugated  Steel  Pipe  and 
Structural  Design  of  Semicircular  Brick  Masonry 
Structural  Design  of  Brick  Masonry 
Aluminum  Alloy  Structural  Plate  for  Pipe,  Pipe  Arches  and 
std.  Spec,  for  Structural  Plate  for  Pipe,  Pipe  Arches,  and 
ec.  for  Corrugated  Structural  Plate  Pipe,  Pipe  Arches,  and 
r  Bituminous  Coated  Corrugated  Metal  Culvert  Pipe  and  Pipe 
Std  Spec,  for  Structural  Plate  for  Pipe,  Pipe 
Spec,  for  Corrugated  Structural  Plate  Pipe,  Pipe 
eel  Personnel  Expense)  (1/         Std.  Form  of  Agreement  Between 
onstruction  Cost)  (1970)  Std.  Form  of  Agreement  Between 

e  Plus  Expenses)  (1970)  Std.  Form  of  Agreement  Between 

Expense)  (1970/  Std.  Form  of  Agreement  Between  Owner  and 
osl)  (1970)  Std.  Form  of  Agreement  Between  Owner  and 

es)  (1970)  Std.  Form  of  Agreement  Between  Owner  and 

Std.  Form  of  Questionnaire  for  the  Selection  of 
Std.  for  Anodized 

Spec  for  Ductile  Back  Bedding  Glazing  Tapes  for  Use  with 
spec,  for  Exterior  Perimeter  Sealing  Compound  for  Use  with 
.  for  Bonding  Type  Back  Bedding  Glazing  Tapes  for  Use  with 
ended  Cured  Rubber  Back  Bedding  Glazing  Tapes  for  Use  with 
Spec,  for  Narrow  Joint  Seam  Sealer  for  Use  with 
Spec,  for  Bonding  Type  Back  Bedding  Compound  for  Use  with 
es.  Edgings,  Pulls  and  Bars  (1969)  Std.  for 

Std.  Test  Meth.  for  Color  Change  of  White 
Std.  Index  of  Meth.  for  Test. 
Use  (1969)  Rec.  Spec,  for 

ic  and  Awning)  (1969)  Spec,  for 

nslallation  (1968) 

Spec,  for  Curtain  Walls 
Brick  in  Landscape 

er  Base  (1969)  Spec,  for  Photographic  Film  for 

Std.  for  Motor  Vehicle  Brake  Fluid  for  Use  Under 
Guide  on  Building 

Pipe  Line  Transportat/  Rec.  Pract.  for  Classification  of 

Highways  (1968)  a  Guide  on  Safety  Rest 

Guide  for  Lighting  Audiovisual 
Rec.  Pract.  for  Motor  Mounting 
strial  Trucks  (1971)  ANSI  B5/  Std.  for  Type  Designations, 

zing  and  Counting  of  Airborne  Particles  in  Dust  Controlled 
Rec.  Pract.  for  Outboard  Motor  Mounting 
affic  (1971)  Design  Guide  for  Permanent  Parking 

Tests  for  Use  of  Gypsum  Wallboard  in  Shower 
for  the  Control  of  Flies  (Sanitation)  in  Commercial  Baking 
.  Pract.  for  Foreign  Material  Control  in  Commercial  Baking 


Tent.  Rec 


/  Meth. 
Test  Meth. 

Std.  Meth. 


Std 


Applied  Wood  Parquet  Flooring  (1971) 
Applied  (1968) 

Approval  for  Geared  Hand  Brakes  (Railway  Cars)  (1971) 
Approval  Numbers  for  Approved  Journal  Roller  Bearings  F 
Approval  Requirements  for  Domestic  Gas  Hot  Plates  and  L 
Approval  Requirements  for  Gas  Fired  Steam  and  Hot  Water 
Approval  (for  Interchange  Railway  Freight  Car  Service) 
Approved  Fire  Resistance  Ratings  of  Assemblies  of  Const 
Approved  Journal  Roller  Bearings  Applicable  to  Intercha 
Approved  Journal  Roller  Bearings  for  Interchange  Freigh 
Approved  Side  Frames  and  Bolsters  Applicable  to  Interch 
Aquatic  Organisms  (1971)  /Nalysis  of  Plankton,  Periphy 

Aqueous  and  Hydrogen  Chloride,  Anhydrous  (1970) 
Aqueous  Dyes  for  Paper  (1971) 
Aqueous  Emulsion  Floor  Polishes  (1968) 
Aqueous  Injection  Gas  Chromatography  (1970) 
Aqueous  Solution  (1964) 

Aqueous  Solutions  of  Soaps  and  Detergents  (1970) 
Aqueous  Solutions  (1969) 
Aqueous  Sorbitol  Solution  (1951) 
Aqueous)  (1970) 

Arc  Fusion  Welding  Equipment  (1971) 
Arc  Fusion  Welding  Equipment  (1971) 
Arc  Lamp,  Alternate  Light  and  Darkness  (1971) 
Arc  Lamp,  Alternate  Light  and  Darkness  (1971) 
Arc  Lamp,  Continuous  Light  (1971) 
Arc  Lamp,  Continuous  Light  (1971) 
Arc  Light  Aging  Apparatus  (1969) 
Arc  Root  Pass  Welding  (1969) 
Arc  Technique  (1971) 

Arc  Type  Apparatus  for  Light  Exposure  of  Nonmetallic  Ma 

Arc  Type  Apparatus  for  Light  of  Nonmetallic  Materials 

Arc  Type)  for  Exposure  of  Nonmetallic  Materials  (1970) 

Arc  Welding  Apparatus  (1971)  ANSI  C87.1 

Arc  (Gma)  Welding  Equipment  (1971) 

Arc  (Gta)  Fusion  Welding  Equipment  (1971) 
(Arc)  Welded  Steel  Pipe  (1971)  ANSI  B36.9 

Arch  Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969) 
(Arch)  Welded  Wrought  Iron  Plate  Pipe  (R1968) 

Arches  and  Arches  (1966) 

Arches  for  Culverts  and  Underdrains  (1969) 

Arches  (Tech.  Note)  (1971) 

Arches  (Tech.  Notes)  (1967) 

Arches  (1966) 

Arches  (1970) 

Arches  (1970) 

Arches  (1970) 

Arches,  and  Arches  (1970) 

Arches,  and  Arches  (1970) 

Architect  and  Engineer  (on  a  Basis  of  a  Multiple  of  Dir 

Architect  and  Engineer  (on  a  Basis  of  a  Percentage  of  C 

Architect  and  Engineer  (on  a  Basis  of  a  Professional  Fe 

Architect  (on  a  Basis  of  a  Multiple  of  Direct  Personnel 

Architect  (on  a  Basis  of  a  Percentage  of  Construction  C 

Architect  (on  a  Basis  of  a  Professional  Fee  Plus  Expens 

Architects  for  Educational  Facilities  (1972) 

Architectural  Aluminum  (1967) 

Architectural  Aluminum  (1969) 

Architectural  Aluminum  (1969) 

Architectural  Aluminum  ( 1969)  Spec 
Architectural  Aluminum  (1969)  Spec,  for  Oil  Ext 

Architectural  Aluminum  (1971) 
Architectural  Aluminum  (1971) 

Architectural  Door  Trim,  Protection,  Push  and  Name  Plat 
Architectural  Enamels  (RI969) 
Architectural  Paints  and  Coatings  (1969) 
Architectural  Porcelain  Enamel  on  Aluminum  for  Exterior 
Architectural  Projected  Steel  Windows  (Guard,  Psychiatr 
Architectural  Sheet  Metal  Manual;  Meth.  of  Design  and  I 
Architectural  Sheet  Metal  Spec.  (1968) 
(Architectural)  (1969) 

Architecture  Garden  Walls  (Tech.  Notes)  (1968) 
Archival  Records,  Silver  Gelatin  Type,  on  Cellulose  Est 
Arctic  Atmospheric  Conditions  (1970) 
Areas  and  Heights  (1970) 

Areas  for  Electrical  Installations  at  Petroleum  and  Gas 
Areas  for  the  National  System  of  Interstate  and  Defense 
Areas  in  Schools  (1966) 
Areas  of  Boats  (1969) 

Areas  of  Use,  Maintenance  and  Operation  of  Powered  Indu 
Areas  Using  Instruments  Based  Upon  Light  Scattering  Pri 
Areas  (Boats)  (1970) 

Areas  (Crushed  Stone  Bases)  for  Automobile  and  Truck  Tr 
Areas  (1964) 

Areas  (1967)  Rec.  Pract. 

Areas  (1969)  Rec 


Std.  Spec,  for 
Sp 

Std.  Spec.  Fo 


CSI 

CSI 

AAR 

AAR 

ANSI 

ANSI 

AAR 

BOCA 

AAR 

AAR 

AAR 

APHA 

MCA 

TAPPI 

CSMA 

ASTM 

CTFA 

ASTM 

ASTM 

CTFA 

MCA 

NSA 

NSA 

AATCC 

AATCC 

AATCC 

AATCC 

ASTM 

PFI 

ASTM 

ASTM 

ASTM 

ASTM 

NEMA 

NSA 

NSA 

ASTM 

ASTM 

ASTM 

AASHO 

AREA 

SCPI 

SCPI 

AASHO 

AASHO 

AREA 

AASHO 

AASHO 

AREA 

AIOA 

AIOA 

AIOA 

AIOA 

AIOA 

AIOA 

AIOA 

AA 

AAMA 

AAMA 

AAMA 

AAMA 

AAMA 

AAMA 

BHMA 

ASTM 

ASTM 

PEI 

SWI 

SMACN 

SMACN 

SWI 

SCPI 

ANSI 

SAE 

NFPA 

API 

AASHO 

lES 

BIA 

NFPA 

ASTM 

ABYC 

NCSA 

GA 

AIB 

AIB 


09571 
902A 

MSRP-E-19 

MSRP-D-55 

Z21.9 

Z21.13 

MSRP-D-58 

♦6 

MSRP-D-53 

MSRP-D-55 

M2I0 

•2-600 

SD39 

UM-601 

122 

D2908T 
79 

D1172 

E318 

36 

SD25 

962 

964 

I6D 

16F 

16A 

16E 

DI920 

ES21 

E414 

EI88 

E240 

E239 

EWl 

959 

961 

AI39 

C506 

A419 

M219 

1-4-6 

31C 

31A 

M219 

M167 

1-4-25 

M190 

M167 

1-4-25 

C231 

C131 

C33I 

B23I 

BI31 

B331 

B431 

•8 

804.1 

808.1 

806.1 

807.1 

803.2 

805.2 

1001 

D1543 

D2833 

ALS-105 

C.  l 
•2 
*1 

D.  l 
29A 
PHI. 28 
JI702B 
206M 
RP500C 
SRA-2 
CP30 
113 

505 
F50 
S13 
♦1 

•17.1 

131 

140 
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Rec.  for  Gypsum  Wallboard  in  Bath  Shower 
.  for  Submersible  Pumps,  Electric  Driven,  Dewatering  Large 
on  Incendive  Electrical  Instruments  (for  Hazardous  Housing 
Std.  for  Wheel  Diameters  and  Outlets 
Std.  for  Lemon  Oil 
Rec.  Std.  for 

td.  for  Armor  Wire,  Zinc  Coated  (Galvanized)  (Casket  Weave 

r  on  Electrical  Cables)  (1970)  Rec.  Std.  for 

Std.  for  Mounting  New  Brake  Pipe  Hose  Other  Than 
Std.  Spec,  for  Zinc  Coated  Flat  Steel 
Std.  Spec,  for  Numbered  Cotton  and 
Std.  Test  Meth.  for  Distillation  of  Industrial 
Std.  Spec,  for  Chlorinated 
a)  Spec,  for  Chlorinated 

Std.  Test  Meth.  for  (Tolor  of  Chlorinated 
.  Meth.  for  Calculation  of  Volume  and  Weight  of  Industrial 
chromatography  (1969)  Std.  Test  Meth.  for 

70)  Rec.  Pracl.  for  Instrument  Panel 

Suggested  Pallet  Loading 
Rec.  Rules  for  Design  Construction  and 
Rec.  Pracl.  for  Cockpit 
y)  Cars  of  a  New  or  Untried  Type  Built  with  a  Span  Bolster 
rconnecting  Devices,  Electrical,  Wire  Terminating.  Bussing 
rconnecting  Devices,  Electrical,  Wire  Terminating,  Bussing 
rconnecting  Devices,  Electrical,  Wire  Terminating,  Bussing 

Design  Std.  for  Insert 
Design  Std.  for  Insert 
Rec.  Meth.  for 

Marine  Diesel  Engine  Machinery  and  Engine  Room 

Rec.  Steering 

ing  Resistivity  of  SiUcon  Slices  with  a  Collinear  4  Probe 
to  Use  and  Testing  of  Ferrile  Memory  Cores  and  Memory  Core 
Iroad  Locomotive  Engines)  (1971)  Std.  for  Spark 

ilroad  Locomotives  (1970)  Rec.  Pract.  for  Spark 

Spark 
Lightning 

(Engineered)  Water  Hammer 
Water  Hammer 
Std.  Spec,  for  Fluor  Chrome 
Std.  Meth.  for  Chemical  Analysis  of  Fluor  Chrome 
Std.  Test  Meth.  for 
Tent.  Std. 
Std.  Test  Meth.  for 
Std.  Meth.  for  Chemical  Analysis  of  Ammoniacal  Copper 
Std.  Spec,  for  Ammoniacal  Copper 
Distributed  Parameter  Coaxi/  Std.  Report  on  State  of  the 

est  for  Density  in  Air  of  Manufactured  Carbon  and  Graphite 
yde  in  Undyed  Cotton  Battings  Used  as  Filhng  Materials  in 
Rec.  Pract.  for  Design  of 
eight  of  Coating  on  Zinc  Coated  (Galvanized)  Iron  or  Steel 
Std.  Methods  for  the  Calculation  of  the 
or  Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to 
he  Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to 
d  Swimming  Pools  and  Locker  Rooms  (19/  Std.  for  Resilient 

ed  Circuits  (1969)  Suggested  Guidelines  for 

general  and  Switchboard  Type  (1970)  Safety  Std.  for 

Roof  Spec.  Plate  for  Reinforced 
Std.  Definitions  of  Terms  Relating  to 
Tent.  Std.  for 
Std.  Spec,  for 

1971)  Std.  Spec,  for 

Std.  Spec,  for 

7)  Std.  Spec,  for 

Std.  Meth.  of  Testing 

(1955) 

Std.  Spec,  for 

Std.  Meth.  of  Test  for  Organic  Fiber  Content  of 
Roof  Spec.  Plate  for  Low  Slope, 
Roof  Spec.  Plate  for  Steep  Slope,  Asphalt:  No.  15 
Std.  Meth.  of  Samphng 
Std.  Test  Meth.  for  Bauer  McNett  Wet  Classification  of 
Roof  Spec.  Plate  for  Low  Slope, 
Roof  Spec.  Plate  for  Steep  Slope, 
Roof  Spec.  Plate  for  Steep  Slope, 
0)  Roof  Spec.  Plate  for  Steep  Slope, 

Std.  Spec,  for  Amosite 
Std.  Spec,  for 

witchboard  Type  (1970)  Safety  Std.  for  Asbestos  and 

Random 

7) 

Rec.  Sizes  of  Limestone 
Range  of  Anthropometric  Measurements  for 
n  of  Electrical  Insulating  Liquids  of  Petroleum  Origin  and 
Std.  Test  Meth.  for  Specific  Gravity  of 


Areas  (1970)  GA  '17 

Areas  (1970)  Std  CPB  "5 

Areas)  (1965)  /Ec.  Pract.  for  Intrinsically  Safe  and  N  ISA  RP12.2 

Areas,  Tubular  Centrifugal  Fans  (1969)  AMCA  2411 

Arizona  (1968)  EOA  272 

Armature  Binding  (or  Banding)  Wire,  Tinned  (1970)  SWA  *4 

Armor  on  Electrical  Cables)  (1970)  Rec.  S  SWA  '7 

Armor  Wire,  Half  Oval  (Galvanized)  (1962)  SWA  "96 

Armor  Wire,  Zinc  Coated  (Galvanized)  (Casket  Weave  Armo  SWA  *7 

Armored  Type  (1970)  AAR  MSRP-E-49 

Armoring  Tape  for  Electrical  Cables  ( 1971 )  ASTM  A459 

Army  Duck  (Fabric)  (1970)  ASTM  D230 

Aromatic  Hydrocarbons  and  Related  Materials  (1969)  ASTM  D850 

Aromatic  Hydrocarbons  (Askarels)  for  Capacitors  (1970)  ASTM  D2233 

Aromatic  Hydrocarbons  (Askarels)  for  Transformers  (1970  ASTM  D2283 

Aromatic  Hydrocarbons  (Askarels)  (R1969)  ANSI  C59.1 14  ASTM  D2129 

Aromatic  Hydrocarbons  (1968a)  ANSI  Z106.1  Std  ASTM  DI555 

Aromatic  Traces  in  Light  Saturated  Hydrocarbons  by  Gas  ASTM  D2600 

Arrangement  for  Fixed  Wmg  Aircraft  Under  12,  500  Lb  (19  SAE  ARP1166 

Arrangement  for  Plastic  Firebrick  in  Cartons  (1956)  RI  P228-1 

Arrangement  of  Boiler  Blowoff  Equipment  (1968)  NBBPV  '3 

Arrangement  on  Boats  (1958)  BIA  151 

Arrangement  (1970)  /Tline  of  Test  Criteria  for  (Railwa  AAR  MSRP-C-8A 

Arrangement,  Blocks,  Feedthru,  Contact  Size  12  (1971)  NSA  1828 

Arrangement,  Blocks,  Feedthru,  Contact  Size  20  (1971)  NSA  1826 

Arrangement,  Blocks,  Non  Feedthru,  Contact  Size  16  (197  NSA  1824 

Arrangement,  Electrical  Connector,  Shell  Size  20  (1971)  NSA  1659 

Arrangement,  Electrical  Connector,  Shell  Size  8  (1971)  NSA  1685 

Arrangements  of  Carpet  Storage  Racks  (1971)  FMS  LPD8-30 

Arrangements  (Std.  Pract.)  (1971)  DEMA  MD69 

Arrangements;  Rider  Type  Trucks  (1964)  ITA  2B1-2 

Array  (1970)  Std.  Meth.  for  Measur  ASTM  F84 

Arrays  (1970)  /Initions  of  Terms  and  Symbols  Relating  ASTM  F126T 

Arrester  Test  Apparatus  (for  Nonturbocharged  Diesel  Rai  AAR  MSRP-F-253 

Arresters  for  Nonturbocharged  Diesel  Engines  Used  in  Ra  AAR  MSRP-F-251 

Arresters  of  Power  Chain  Saws  (1970)  PSMA  S3. 1-65 

Arresters  Std.  (1970)  NEMA  LAI 

Arresters  (1965)  PDI  WH201 

Arresters  (1969)  ANSI  AII2.261 

Arsenate  Phenol  (1971)  ASTM  D1034 

Arsenate  Phenol  (1971)  ANSI  011.20  ASTM  D1035 

Arsenic  in  Paint  (1968)  ASTM  D2348 

Arsenic  in  Paper  and  Paperboard  (1964)  TAPPI  T436 

Arsenic  in  Paper  and  Paperboard  (1968)  ASTM  D2173 

Arsenite  (1970)  ANSI  011.23  ASTM  D1326 

Arsemte  (1971)  ANSI  011.8  ASTM  D1325 

Art  Measuring  Unbalanced  Transmission  Line  Impedance  in  IEEE  314 

Articles  by  Physical  Measurements  11969)  /.  Meth.  of  T  ASTM  C559 

Articles  of  Upholstered  Furniture  and  Bedding  (1968)  ABFLO  K-1 

Articles  to  be  Plated  on  Racks  (1970)  ASTM  B507 

Articles  (1969)  Std.  Test  Meth.  for  W  ASTM  A90 

Articulation  Index  (1969)  ANSI  S3. 5 

Artificial  Perspiration  (1969)  Std.  Test  Meth.  F  ASTM  D2322 

Artificial  Perspiration  (1969)  Astm  D2322-69  /Mining  T  ALC A  E61 

Artificial  Recreational  (Wetted)  Surfaces  for  Use  Aroun  NSF  39 

Artwork  Generation  and  Measurement  Techniques  for  Print  IPC  D3I0 

Asbestos  and  Asbestos  Varnished  Cloth  Insulated  Wires;  UL  115 

Asbestos  Base  Flashing  (1970)  NRCA  •2-V13 

Asbestos  Cement  and  Related  Products  (1969)  ANSI  A130.1  ASTM  C460 

Asbestos  Cement  Building  Sewer  Pipe  (1967)  lAPMO  PS26-67 

Asbestos  Cement  Nonpressure  Sewer  Pipe  (1971 )  ASTM  C428 

Asbestos  Cement  Nonpressure  Small  Diameter  Sewer  Pipe  ASTM  C644 

Asbestos  Cement  Perforated  Underdrain  Pipe  (1970)  AASHO  M189 

Asbestos  Cement  Pipe  for  Culverts  and  Storm  Drains  (196  AASHO  M217 

Asbestos  Cement  Pipe  (1969a)  ASTM  C500 

Asbestos  Cement  Plumbing  Vent  Pipe  (for  Soil  and  Waste)  lAPMO  MS2-55 

Asbestos  Cement  Pressure  Pipe  (1971)  ASTM  C296 

Asbestos  Cement  Products  (1968)  ANSI  A128.1  ASTM  C458 

Asbestos  Coated  Felt,  Smooth  Surface  (1970)  NRCA  •2-V6 

Asbestos  Felts,  Non  Nailable.  Mineral  Surface  (1970)  NRCA  •2-V12 

Asbestos  Fiber  for  Test.  (1970)  ASTM  D2590 

Asbestos  Fiber  (1970)  ASTM  D2589 

Asbestos  Lt.  Wt.  Felt,  Aggregate  Surface  (1970)  NRCA  •2-V5 

Asbestos  Nailable  Lt.  Wt.  Felt,  Mineral  Surface  (1970)  NRCA  •2-Vll 

Asbestos  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970)  NRCA  •2-V8 

Asbestos  Non  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (197  NRCA  •2-V9 

Asbestos  Thermal  Insulation  for  Pipes  (1971)  ASTM  C391 

Asbestos  Tubular  Sleeving  (1970a)  ANSI  L14.41  ASTM  D628 

Asbestos  Varnished  Cloth  Insulated  Wires;  General  and  S  UL  115 

Ascorbyl  Palmitate  (1965)  CTFA  95 

Ashlar  or  Veneer  Stone  (Limestone)  (1967)  ILIA  *3 

Ashlar  Stone  (Limestone)  Veneer  Std.  Wall  Patterns  (196  ILIA  *8.51 

Ashlar  (1967)  ILIA  •8.29A 

Asian  Populations  (HSJ317)  (1968)  SAE  J317 

Askarels  (R1969)  ANSI  C59.57  /lent  of  Thermal  Expansio  ASTM  DI903 

Askarels  (R1969)  ANSI  C59.68  ASTM  DI810 
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Std.  Meth.  of  Test  for  Scavenger  Conlenl  of  Askarels  (1969) 

Std,  Test  Melh.  for  Inorganic  Chlorides  in  Askarels  (1969)  ANSI  C59.55 

Std  Test  Meth.  for  Volume  of  Oil  in  Oil  Contaminated  Askarels  (1969)  ANSI  C59.67 

Std.  Meth.  of  Test.  Askarels  (1970) 
Std.  Spec,  for  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for  Capacitors  (1970) 

Spec,  for  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for  Transformers  (1970a) 
test  Meth.  for  Color  of  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  (R1969)  ANSI  C59.1 14 

roofs  (1969)  Tent.  Spec,  for  Asphalt  Base  Sheet  for  Use  in  Construction  of  Built  Up 

Std.  Spec,  for  Asphalt  Based,  Aluminum  Roof  Coatings  (1969) 

9)  Std.  Spec,  for  Prefabricated  Asphalt  Canal,  Ditch,  or  Pond  Liner  (Exposed  Type)  (196 

ANSI  A37.I35  Std.  Spec,  for  Asphalt  Cement  for  Use  in  Pavement  Construction  (1969a) 

Std.  Spec,  for  Penetration  Graded  Asphalt  Cement  (1970) 

Std.  Spec,  for  Viscosity  Graded  Asphalt  Cement  (1970) 

Spec,  for  Asphalt  Cements  and  Liquid  Asphalts  (1970) 

Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (1970) 

Mix  Design  Meth.  for  Asphalt  Concrete  and  Other  Hot  Mix  Types  (1969) 

Construction  Spec,  for  Asphalt  Concrete  and  Other  Plant  Mix  Types  ( 1 969) 

treets  and  Driveways  ( 1 97 1 )  Spec.  Asphalt  Concrete  Paving  Used  for  Parking  Lots,  Roads,  S 

Spec,  and  Construction  Meth.  for  Asphalt  Curbs  and  Gutters  ( 1 966) 

xternai  Application  Procedures  of  Hot  Applied  Coal  Tar  and  Asphalt  Enamel  Coatings  to  Steel  Pipe  ( 1 968)  /C.  for  E 

Std.  Spec,  for  Oil  Asphalt  Filler  (1970) 

Canal,  Ditch,  or  Pond  Lining  (1 97 1)  Std.  Spec,  for  Asphalt  for  Use  in  Waterproof  Membrane  Construction  for 

Std.  Meth.  of  Test  for  Recovery  of  Asphalt  from  Solution  by  Abson  Method  (1969) 

The  Asphalt  Handbook  ( 1 970) 

Std.  Spec,  for  Asphalt  Impregnated  Glass  Fiber  Mat  (Felt)  (1969) 

Std.  Spec,  for  Primer  for  USe  with  Asphalt  in  Dampproofing  and  Waterproofing  (1943) 
Asphalt  in  Pavement  Maintenance  (1967) 

Safety  Std.  for  Class  C  Asphalt  Organic  Felt  Sheetroofing  and  Shingles  (1971) 
Asphalt  Overlays  and  Pavement  Rehabilitation  (1969) 

970)  Thickness  Design  Full  Depth  Asphalt  Pavement  Structures  for  Highways  and  Streets  (1 

Soils  Manual  for  Design  of  Asphalt  Pavement  Structures  (1969) 

Std.  Spec,  for  Hot  Mixed,  Hot  Laid  Emulsified  Asphalt  Paving  Mixtures  (1969) 

Std.  Meth.  of  Sampling  and  Test.  Premolded  Asphalt  Plank  (1938) 

Asphalt  Plant  Manual  (1967) 

Spec,  for  Asphalt  Protective  Coatings  for  Pipe  Lines  (1958) 

NSI  al09.30  Std.  Meth.  of  Testing  Asphalt  Roll  Roofing,  Cap  Sheets,  and  Shingles  (1969)  A 

Std.  Spec,  for  Asphalt  Roof  Cement  (1969) 

Std.  Spec,  for  Asphalt  Roof  Coatings  (1969) 

9)  Asphalt  Surface  Treatments  and  Penetration  Macadam  (196 

ball)  (1968)  Std.  Melh.  of  Test  for  Softening  Point  of  Asphalt  (Bitumen)  and  Tar  in  Ethylene  Glycol  (Ring  and 

Std.  Spec,  for  Cut  Back  Asphalt  (Medium  Curing  Type)  (1970) 

Std.  Spec,  for  Cut  Back  Asphalt  (Rapid  Curing  Type)  (1970) 

Std.  Spec,  for  Liquid  Asphalt  (Slow  Curing  Type)  (1969) 

.  for  Undersealing  Portland  Cement  Concrete  Pavements  with  Asphalt  (1966) 

Std.  Spec,  for  Cationic  Emulsified  Asphalt  (1971) 

tank  Cars,  Temperature  Volume  Corrections,  and  Tables  (1/  Asphalt,  Pocketbook  of  Useful  Information  on  Unloading 

Meth.  for  Bleeding  Resistance  of  Asphalted  Paper  at  65  Deg.  C  (1971 ) 

Std.  Test  Meth.  for  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven  Test)  (1968) 

37.140  Std.  Meth.  of  Test  for  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven  Test)  (1969)  ANSI  A 

Std.  Meth.  of  Spot  Test  of  Asphaltic  Materials  (1968) 

Std.  Spec,  for  Slow  Curing  Liquid  Asphaltic  Road  Material  (1970) 

the  Strippability  of  a  Gummed  Reinforced  Sealing  Tape  (Non  Asphaltic)  (1968)  Meth.  for  Deterr 

Std.  Meth.  of  Test.  Emulsified  Asphalts  (1969)  ANSI  A37.42,  AASHO  T59 

Std.  Test  Meth.  for  Test,  Emulsified  Asphalts  (1970)  "  ' 

Spec,  for  Asphalt  Cements  and  Liquid  Asphalts  (1970) 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt,  Aggregate  Surface  (1970) 

urface  (1970)  Roof  Spec.  Plate  for  Steep  Slope,  Asphalt:  No.  15  Asbestos  Felts,  Non  Nailable,  Mineral  S 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Felts,  Aggregate  Surface  (1970) 

Paving  Materials  (1970)  Introduction  to  Asphalt;  Uses,  History,  Definitions,  Test  and  Spec,  for 

e  Desizing  (1970)  ANSI  L14.147  Assay  of  Bacterial  Alpha  Amylase  Enzymes  Used  in  Textil 

Std.  Meth.  for  Assay  of  (N-)-Butyllithium  Solutions  (1968) 

chemical  Analysis  of  Ores,  Minerals,  and  Rocks  by  the  Fire  Assay  Preconcentration  Spark  Technique  (1971)  /S| 

Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Assembled  Steel  Products  (1971) 

std.  4  1/4  In.  and  53  1/8  In.  Bridge  Plate  Details  and  Sub  Assemblies  for  Cars  with  Std.  Draft  Gears  and  10  In.  En 

Requirements  for  Marine  Recirculating  Assemblies  for  Human  Waste  (1969) 

Safety  Std.  for  Container  Assemblies  for  Liquefied  Petroleum  Gas  (1971) 

Requirements  for  Marine  Retention  Assemblies  for  Sewage  (1969) 

Power  Generating  Statio/  Std.  for  Electrical  Penetration  Assemblies  in  Containment  Structures  for  Nuclear  Fueled 

t  Meth.  for  Flexural  Strength  of  Adhesive  Bonded  Laminated  Assemblies  Loading  (1969)  St( 

Approved  Fire  Resistance  Ratings  of  Assemblies  of  Construction  Materials  (1970) 

Component  Std.  for  Electrical  Wire  Assemblies  Vehicle  Air  Conditioners  (1967) 

Std.  for  Motor  Vehicle  Seat  Belt  Assemblies  (1965) 

Sound  Deadening  Board  in  Wall  Assemblies  (1969) 

Std.  for  Diesel  Fuel  Injection  Nozzle  Holder  Assemblies  (1969) 

uct  Spec,  for  Noncombustible  Sound  Deadening  Board  in  Wall  Assemblies  (1969) 

Std.  for  Fire  Tests  of  Window  Assemblies  (1970) 

Rec.  Pract.  Used  for  Ball  Studs  and  Socket  Assemblies  (1970) 

pract.  for  Dynamic  Test  Procedure,  Types  1  and  2  Seat  Belt  Assemblies  (1970) 

Std.  Meth.  of  Test.  Heavy  Truss  Assemblies  (1970)  ANSI  A135.2 

Safety  Std.  for  Fire  Tests  of  Window  Assemblies  (1970)  ANSI  A2.6 

Std.  for  Power  Switchgear  Assemblies  (1971) 

Packaging  Std.  for  Hose  and  Hose  Assemblies  (1971) 

icable  to  Explosion  Resistant  Flywheels  and  Pressure  Plate  Assemblies  (1971) 

Spec,  for  Fittings  and  Hose  Assemblies,  Air,  Wire  Reinforced  (1970) 

F),  High  Pressure  (4000  psi)  (1971 )  Hose  Assemblies,  Aircraft  and  Missile,  High  Temperature  (400 

r  Motor  Vehicles;  Including  Seat  Adjusters,  Frames,  Spring  Assemblies,  and  Covering  Materials;  Pad  Supports  and  Pa 
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ose,  Low  Pressure  (1971) 


Std.  for  Electrical  Harness  Cable 
Rec.  Pracl.  for  Hose 
Screw  and  Washer 
Marine  Diesel  Engine 
les  Including  Tests  for  Static  Load,  Frame,  Fork,  Steering 
Rec.  Pract.  for  Calibrating  Nozzle  Holder 
Rec.  Pract.  for  Motor  Vehicle  Seat  Belt 
969)  Rec.  Pract.  for  Seatback 

cks) (1965) 
rucks) (1965) 

for  Electric  Trucks)  (1965) 

Rec.  Pract.  for  Winch 
Rec.  Pract.  for  Ball  Stud  and  Socket 
Rec.  Pract.  for  Seat  Belt 
Rec.  Pract.  for  Seat  Belt 
Diesel  Fuel  Injection  Nozzle  Holder 
ctions  in  Rigid  Printed  Circui/  Procedure  for  the  Design, 

General  Requirements  for  Regular  Bicycles  Including  Wheel 
High  Temperature  Fluid  Systems  (1/  High  Temperature  Hose 
ed  (1971)  Std.  Part  Nut 

alloys  (Wrought  Products  Except  Forgin/  Spec,  for  Quality 

(Quality 

ings  and  Stock  (1970)  Quality 
Std.  for  Common  Name  for  the  Pest  Control  Chemical 
Minimum  Operational  Characteristics  for  Airborne 
Tent.  Test  Meth.  for  Sulfur  Dioxide  Content  of  the 
std.  Test  Meth.  for  Content  of  Oxidizing  Substances  in  the 
Tent.  Test  Meth.  for  Mercaptan  Content  of  the 
for  Colorfastness  of  Dyed  Textile  Fabrics  to  Ozone  in  the 
orfastness  of  Textile  Fabrics  to  Oxides  of  Nitrogen  in  the 
lationships  for  Soils  (Moisture  Tensions  Between  0.1  and  1 
Related  Products  (1970)  Std.  Conditioning  and  Test. 

Test  Meth.  for  Colorfastness  to  Oxides  of  Nitrogen  in  the 
Std.  for  Motor  Vehicle  Brake  Fluid  for  Use  Under  Arctic 
Materials  (1969)  Tent.  Rec.  Pract.  for 

ctures  (1970)  Rec.  Pract.  for 

Rec.  Pract.  for 

148  Meth.  (1969)  Std.  Test  Meth.  for 

ge  Treated  by  the  Tan-O-Quill  Meth.  (19/  Determination  by 

dichromate  Solutions  Used  as  Std.  for  the  Determination  by 
of  Test  for  Metals  in  Industrial  Water  and  Waste  Water  by 
(1970)  Tent.  Meth.  of  Test  for  Substitutional 

on  (1970)  Tent.  Meth.  of  Test  tor  Intersitial 

(1970)  Tent.  Meth.  of  Test  for  Interstitial 

Std.  Meth.  of  Test  for  Hydrophobic  Surface  Films  by  the 
ments  to  Agricultural  Wheeled  Tractors  Equipped  with  Quick 
lements  to  Agricultural  Wheel  Tractors  Equipped  with  Quick 
jo/  Rec.  Pract.  of  Mortar  Joints,  Detailing  of  Limestone, 

I  Tractors  (1971)  SAE  J715  Three  Point  Free  Link 

ding  Tractors  Up  to  20  Hp  Category  0  Three  Point  Free  Link 
Equipped  with  Quick  Attaching  Coupler  for  Three  Point  F/ 
rs  (1966)  Std.  for  Three  Point  Free  Link  Hitch 

rs  Equipped  with  Quick  Attaching  Coupler  for  Three  Point/ 

.  Pract.  for  Inspection  and  Maintenance  of  Draft  Gears  and 
Rec.  Pract.  for  Detecting  Susceptibility  to  Intergranular 
Std.  Test  Meth.  for  Voltage  Endurance  Under  Corona 
Rec.  Pract.  for  Cabin 
Flight  Deck  Visual, 

phic  Characteristics  in  Surveys  of  Data  for  Consumer  Media 
Video  Magnetic  Recorders  Operating  at  15  1/  Spec,  for  An 

Std.  Electrical  Characteristics  of 
gnetic  Tape  Recorders  Operating  at  1/  Spec,  for  a  Primary 

Spec,  for 
Guide  for  Lighting 

changer  Tubes  (1971/  Std.  Spec,  for  Seamless  Ferritic  and 

.  for  General  Requirements  for  Carbon,  Ferritic  Alloy,  and 

Std.  Spec,  for 

dy  Current)  Test,  of  Seamless  and  Welded  Tubular  Products, 
Corrosion  Cracking  by  Use/  Rec.  Pract.  for  Protection  of 

Std.  Spec,  for  Seamless  and  Welded 
Std.  Spec,  for  Sintered 
1971)  ANSI  BI25.15  Std.  Spec,  for  Seamless  and  Welded 

general  Service  (1969/  Std.  Spec,  for  Seamless  and  Welded 

act.  for  Welding  of  Transition  Joints  Between  Ferritic  and 
nd  Condenser  Tubes  (1971)  Std.  Spec,  for  Welded 

(1969)  ANSI  G52.2  Std.  Spec,  for  Ferritic  and 

ture  Service  (1971)  Std.  Spec,  for 

pec.  for  Rings,  Flash  Welded,  Corrosion  and  Heat  Resistant 
welded.  Corrosion  and  Heat  Resistant  Austenitic  Steels  and 

Guide  Spec,  for 

Water  (1971)  Test  Meth.  for 

Survey  of  Current  Pract.  in  the  Use  of 
Annealed  Baling  Wire  for 
on  (Railway  Cars)  (1971)  Std.  for  Instructions  for 

1  Filled  Capacitor  Switches  for  Alternating  Cur/  Std.  for 


Assemblies,  Packaging  of  (1971 )  NSA  3426 

Assemblies;  Aircraft  and  Missile,  Lightweight  Plastic  H  SAE  ARP1180 

Assemblies;  Sems  (1970)  IFI  SEC. I 

Assembly  and  Equipment  (Std.  Pract.)  (1971)  DEMA  MD12 

Assembly  and  Tire  Blowout  (1970)  /Ts  for  Regular  Bicyc  BMA  6/4 

Assembly  for  Diesel  Fuel  Injection  Systems  (19701  SAE  J968B 

Assembly  Installations  (1971)  SAE  J800B 

Assembly  Laboratory  Impact  Test  Procedure,  Head  Area  (1  SAE  J346 

Assembly  of  Large  Lead  Acid  Batteries  (for  Electric  Tru  ITA  8EI 

Assembly  of  Large  Nickel  Iron  Batteries  (for  Electric  T  ITA  8E2 

Assembly  of  Small  Batteries  Lead  Acid  and  Nickel  Iron  ITA  8CI 

Assembly  on  Boats  (1969)  BIA  209 

Assembly  Performance  Test  Procedure  (1970)  SAE  J193 

Assembly  Webbing  Abrasion  Test  Procedure  (1971 )  SAE  J339A 

Assembly  Webbing  Abrasion  Test  Requirements  (1970)  SAE  Jl  14 

Assembly  (9.5mm)  (1968)  SAE  J347 

Assembly,  and  Test,  of  Fused  in  Place  Interfacial  Conne  IPC  TC550 

Assembly,  Chainguards,  Saddle  Braces,  Pedal  Clearance,  BMA  6/5 

Assembly,  Convoluted,  Tetrafluoroethylene,  for  Aircraft  SAE  ARP620A 

Assembly,  Self  Locking,  Gang  Channel,  Low  Height,  C-Bor  NSA  688 

Assurance  Sampling  and  Test,  of  Aluminum  and  Magnesium  SAE  AMS2355B 

Assurance  Sampling  of  Bolts  and  Screws  ( 1970)  SAE  AMS2373 

Assurance  Sampling  of  Carbon  and  Low  Alloy  Steels,  Forg  .  SAE  AMS2372 

Asulam(I971)  ANSI  K62.99 

ATC  Transponder  Systems  (1970)  RTCA  DO-144 

Atmosphere  (West  Gaeke  Meth.)  (1970)  ASTM  D29I4T 

Atmosphere  (1970)  ASTM  D2912 

Atmosphere  (1970)  ASTM  D2913T 

Atmosphere  (1971)  ANSI  L14.174  Test  Meth.  AATCC  109 

Atmosphere  (1971)  ANSI  L14.54  Test  Meth.  for  Col  AATCC  23 

Atmosphere)  (1968)  /  of  Test  for  Capillary  Moisture  Re  ASTM  D2325 

Atmospheres  for  Paper,  Paperboard,  Pulp  Handsheets,  and  TAPPI  T402 

Atmosphere:  Rapid  Control  Test  (1971)  AATCC  75 

Atmospheric  Conditions  (1970)  SAE  J1702B 

Atmospheric  Environmental  Exposure  Test,  of  Nonmetallic  ASTM  G7T 

Atmospheric  Exposure  of  Adhesive  Bonded  Joints  and  Stru  ASTM  D1828 

Atmospheric  Pressure  Steam  Curing  of  Concrete  (1970)  ACI  517 

Atom  %  Fission  in  Uranium  and  Plutonium  Fuel  Neodymium  ASTM  E321 

Atomic  Absorption  of  the  Chromic  Oxide  Content  of  Pluma  ABFLO  B-13 

Atomic  Absorption  of  the  Chromic  Oxide  Content  of  Tan-0  ABFLO  B-I4 

Atomic  Absorption  Spectrophotometry  (1970)  Std.  Meth.  ASTM  D2576 

Atomic  Carbon  Content  of  Silicon  by  Infrared  Absorption  ASTM  F123T 

Atomic  Oxygen  Content  of  Germanium  by  Infrared  Absorpti  ASTM  F122T 

Atomic  Oxygen  Content  of  Silicon  by  Infrared  Absorption  ASTM  F12IT 

Atomizer  Test  (19701  ANSI  Z143.1  ASTM  F21 

Attaching  Coupler  for  Three  Point  Free  Link  Hitch  (1966  SAE  J909A 

Attaching  Coupler  for  Three  Point  Free  Link  Hitch  (1967  ASAE  S278.2 

Attachment  and  Support  of  Panels  and  Design  of  Sealant  ILIA  '8.35 

Attachment  for  Hitching  Implements  to  Agricultural  Whee  ASAE  S217.7 

Attachment  for  Hitching  (1971)  /  to  Lawn  and  Garden  Ri  ASAE  S320 

Attachment  of  Implements  to  Agricultural  Wheel  Tractors  ASAE  S278.2 

Attachment  of  Implements  to  Agricultural  Wheeled  Tracto  SAE  J715C 

Attachment  of  Implements  to  Agricultural  Wheeled  Tracto  SAE  J909A 

Attachment  of  Screening  to  Frame  (1967)  SCRMA  SMT31 

Attachments  by  Car  Owners  (Railway)  (1952)  Rec  AAR  MSRP-L-142 

Attack  in  Stainless  Steels  (1968)  ASTM  A262 

Attack  of  Solid  Electrical  Insulating  Materials  (1968)  ASTM  D2275 

Attendant  Stations  (1970)  SAE  ARP583C 

Audible  and  Tactual  Signals  (1970)  SAE  ARP450C 

Audiences  (1970)  Rec.  Std.  Breakdowns  for  Demogra  AAAA  *8 

Audio  Level  and  Multifrequency  Test  Tape  for  Quadruplex  ANSI  C98.8 

Audio  Record  One  for  2  In.  (1970)  ANSI  C98.3 

Audio  Reference  Level  Recording  for  Quadruplex  Video  Ma  ANSI  C98.7 

Audiometers  (1969)  ANSI  S3.6 

Audiovisual  Areas  in  Schools  (1966)  lES  CP30 

Austenitic  Alloy  Steel  Boiler,  Superheated,  and  Heat  Ex  ASTM  A213 

Austenitic  Alloy  Steel  Tubes  (1971)  ANSI  B36.46  /  Spec  ASTM  A450 

Austenitic  Gray  Iron  Castings  (1969)  ASTM  A436 

Austenitic  Stainless  Steel  and  Similar  Alloys  (1971)  ASTM  E426 

Austenitic  Stainless  Steel  in  Refineries  Against  Stress  NACE  RPOl-70 

Austenitic  Stainless  Steel  Pipe  (1971)  ANSI  B125. 16  ASTM  A312 

Austenitic  Stainless  Steel  Structural  Parts  (1970)  ASTM  B525 

Austenitic  Stainless  Steel  Tubing  for  General  Service  ASTM  A269 

Austenitic  Stainless  Steel  Tubing  (Small  Diameter)  for  ASTM  A632 

Austenitic  Stainless  Steels  (1969)  Rec.  Pr  PFI  ES23 

Austenitic  Steel  Boiler,  Superheater,  Heat  Exchanger,  A  ASTM  A249 

Austenitic  Steel  Castings  for  High  Temperature  Service  ASTM  A35I 

Austenitic  Steel  Forged  and  Bored  Pipe  for  High  Tempera  ASTM  A430 

Austenitic  Steels  and  Austenitic -Type  Alloys  (1971)  SAE  AMS7490J 

Austenitic -Type  Alloys  (1971)  Spec,  for  Rings,  Flash  SAE  AMS7490J 

Autoclave  Concrete  Masonry  (1969)  CSI  4221 

Autoclave  Corrosion  Test,  of  Metals  in  High  Temperature  NACE  TMOI-71 

Automated  Techniques  for  Spec;  a  Research  Study  (1967)  CSI  STDl 

Automatic  Balers  (1970)  ASAE  S229.5 

Automatic  Car  Identification,  Permanent  Label  Applicati  AAR  MSRP-ACI-1 

Automatic  Circuit  Reclosers,  Line  Sectionalizers  and  Oi  NEMA  SG13 
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Std.  for 

Std.  for  Markings  for  Adjustment  Means  in 
Requirements  for 
Low  Water  Fuel  Cutoffs  and 
c  X-Ray  Equipment  (1970)  Std.  for 

St  Iron  Types);  Controls,  Accessories  and  Room  Facilities; 
ems  (196/  Std.  Listing  Requirements  for  Relief  Valves  and 

(1970)  Std.  Definitions  of  Terms  for 

t  Fabrics  (1970)  Dimensional  Changes  in 

Meth.  of  Test  for 

ystems  (1969)  Std.  Requirements  for 

d.  Spec,  for  Water  or  Solvent  Soluble  Liquid  Adhesives  for 
vending  Machine,  Thermal  Relay  in  Model  1234  Airborne  Gyro 
Std.  for  Regulator  Oxygen,  Diluter  Demand 
Std.  Limiting  Design  Dimensions  Mechanical  Double  Acting 
Std,  Typical  Top  Rod  Application  Mechanical  Double  Acting 
telemetering  Equipments  (1970)  Std.  for  Manual  and 

c  Water  Heaters  (1967) 

rols(1970)  Std.  for 

Twine  for 

Suggested  Minimum  Std.  and  Test  Procedure  for 
Rec.  Pract.  for 

on  Service  (1971)  /  Safety  Std.  for  Alarm  Accessories  for 

Rec.  Std.  for  Nailing  Wire. 
Rec.  Std.  for  Hay  Baling  Wire 
Rec  Pract.  for  Temperature  Control  Equipment, 
on  a  Classification  of  Communications  Circuits  for  Use  in 
uide  for  Permanent  Parking  Areas  (Crushed  Stone  Bases)  for 

Scrap  Spec,  for 

Std.  for  Turn  Signal  Lamps  for 

ity  Requirements  for  Externally  Threaded  Fasteners  Used  in 
Std.  Spec,  for  Latex  Dipped  Goods  and  Coatings  for 
Classification  System  for  Elastomeric  Materials  for 

Rec.  Pract.  for 
Std.  for  Gray  Iron  for 
rec.  Pract.  for  Selection  of  Engine  Antifreezes  for  Use  in 

Std.  for 

ct.  for  Low  Tension  Cable  Thermosetting  Insulation  Used  in 

Maintenance  of 
Rec.  Pract.  for  the  Test  Meth.  for  Wicking  of 

Std.  for 

Rec.  Pract.  for  Nonmetallic 
hod  (1969)  Flammability  of 

Std.  for 

and/or  Farm  Pick  Up  Se/  Sanitary  Std.  for  Stainless  Steel 

Std.  Test  Meth.  for  Weather  Resistance  Exposure  of 

Std.  for 

Rec.  Pract.  for  Life  Test  for 
pecimen  for  Fabrics,  Vinyls.  Coated  Fiberboards,  and  Other 

Anodized  Aluminum  for 
Std.  for 

Trailer  Couplings  and  Hitches; 
Std.  for  V-Belts  and  Pulleys  for 
Rec.  Pract.  for 
Rec.  Pract.  for  Barrier  Collision  Tests  for 
r  Cavitation  Erosion  Corrosion  Characteristics  of  Aluminum 
covering  the  Installation  of  Air  Cooled  Marine  Engines  and 
Rec.  Rules  for  Operating  and  Maintaining  Power  Boiler 

Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Product  Std.  for 
Std.  Meth.  for  Specifying  the  Characteristics  of 
Rec.  Pract.  for  Sailboat 
Rec.  Pract.  for  Sailboat 
Std.  for  Exit  Devices  and 
Safe  Installation  of  Exhaust  Systems  for  Propulsion  and 
ering  Safe  Installation  of  Fuel  Systems  for  Propulsion  and 
fication  of  Lubricating  Oil  in  Marine  Steam  Turbine  Driven 
Marine  Diesel  Engines  for 
Rec.  Pract.  for  Agricultural  and  Industrial  Tractor 
Agricultural  (Farm)  and  Industrial  Tractors 
s  by  the  Fisher  Sub  Sieve  Sizer  (/  Std.  Meth.  of  Test  for 

969)  Std.  Test  Meth.  for 

of  a  Std.  Reference  Sheet  for  the  Measurement  of  the  Time 
zll.60  Std.  Meth.  of  Test  for  Oxidation  Stability  of 

Std.  Meth.  of  Test  for  Color  of  Dyed 
Std.  Spec,  for 


Tent.  Bui. 
Design  G 


/Cal  and  Qual 


1970) 

ds.  Handrail  Brackets,  Coat  and  Hat  Hoo/ 

Boxes  (1970) 
or  Finishes  (1970) 


s  (1960/ 


Automatic  Commercial  Ice  Makers  (1970) 
Automatic  Controllers  (1965) 

Automatic  Digital  Voltmeters  and  Ratio  Meters  (1969) 
Automatic  Feedwater  Regulators  (1970) 
Automatic  Field  Size  Limiting  Systems  Used  in  Diagnosti 
Automatic  Fuel  Burning  Equipment;  Water  Treatment;  and 
Automatic  Gas  Shuloff  Devices  for  Hot  Water  Supply  Syst 
Automatic  Generation  Control  on  Electric  Power  Systems 
Automatic  Home  Laundering  of  Durable  Press  Woven  or  Kni 
Automatic  Ice  Makers  (1971) 

Automatic  Line  Sectionalizers  for  Alternating  Current  S 
Automatic  Machine  Sealing  of  Top  Flaps  of  Fiberboard  Sh 
Automatic  Pilot  Equipment,  Thermal  Relays  in  Domestic  E 
Automatic  Pressure  Breathing  (1970) 
Automatic  Slack  Adjuster;  Freight  Cars  (1970) 
Automatic  Slack  Adjuster;  Freight  Cars  (1970) 
Automatic  Station  Control,  Supervisory,  and  Associated 
Automatic  Temperature  Controls  for  Surface  Type  Electri 
Automatic  Temperature  Controls,  Oil  Burner  Primary  Cent 
Automatic  Tie  Balers  (Knotters)  (1968) 
Automatic  Transmission  Safety  Shield  (1971) 
Automatic  Vehicle  Speed  Control  (1970) 
Automatic  Water  Supply  Control  Valves  for  Fire  Protecti 
Automatic  (1970) 
(Automatic)  (1970) 

Automatic,  Aircraft  Compartment  (1970) 
Automation  in  the  Oil  Industry  (1961) 
Automobile  and  Truck  Traffic  (1971) 
Automobile  Bodies  (1970) 
Automobile  Painting  Practices  (Hsl91)  (1968) 
Automobiles  (1970) 

Automotive  Air  Conditioning  Hose  (1968) 
Automotive  and  Related  Industries  (1969) 
Automotive  Applications  (R1970)  SAE  J19 
Automotive  Applications  (1970)  SAE  J200 
Automotive  Brake  Definitions  and  Nomenclature  (1969) 
Automotive  Castings  (1970) 

Automotive  Cooling  Systems,  Ethylene  Glycol  and  Methano 

Automotive  Ductile  (Nodular)  Iron  Castings  (1970) 

Automotive  Electrical  Wiring  (1969)  Rec.  Pra 

Automotive  Engine  Cooling  Systems  (Hs40)  (1968) 

Automotive  Fabrics  and  Fibrous  Materials  (1969) 

Automotive  Fire  Apparatus  (1971) 

Automotive  Gasket  Materials  (1970) 

Automotive  Interior  Trim  Materials;  Horizontal  Test  Met 
Automotive  Malleable  Iron  Castings  (1970) 
Automotive  Metallurgical  Joining  (Hs  836a)  (1970) 
Automotive  Milk  Transportation  Tanks  for  Bulk  Delivery 
Automotive  Rubber  Compounds  (1968) 
Automotive  Safety  Glazing  Manual  (HSJ906)  (1968) 
Automotive  Steel  Castings  (1969) 
Automotive  Storage  Batteries  (1971) 
Automotive  Trim  Materials  (1968) 
Automotive  Trim  (1969) 
Automotive  Tube  Fittings  (1969) 
Automotive  Type  (1969) 
Automotive  V-Belt  Drives  (1970) 
Automotive  V-Belt  Drives  (1970) 
Automotive  Vehicles  (1969) 
Automotive  Water  Pumps  with  Coolants  (1969) 
Auxiliaries  (Diesel  and  Gasoline)  (Boats)  (1970) 
Auxiliaries  (1971) 

Auxiliary  Builders  Hardware;  Casement  and  Sash  (1970) 
Auxiliary  Builders  Hardware;  Door  Holder  (1970) 
Auxiliary  Builders  Hardware;  Door  Latches  and  Catches 
Auxiliary  Builders  Hardware;  Door  Silencers,  Chain  Guar 
Auxiliary  Builders  Hardware;  Door  Stops  (1970) 
Auxiliary  Builders  Hardware;  Letter  Box  Plates  and  Mail 
Auxiliary  Builders  Hardware;  Performance  Requirements  F 
Auxiliary  Builders  Hardware;  (1970) 

Auxiliary  Equipment  for  Shock  and  Vibration  Measurement 
Auxiliary  Horsepower  (1965) 
Auxiliary  Horsepower  (1970) 
Auxiliary  Items  (Hardware)  (1969) 
Auxiliary  Machinery  (Boats)  (1970) 

Auxiliary  Machinery  (Boats)  (1970)  /Ract.  and  Std:  Cov 

Auxiliary  Machinery  (1969)  Rec.  Pract.  for  the  Puri 

Auxiliary  Power  Services  (Std.  Pract.)  (1971) 

Auxiliary  Power  Take  Off  Drives  (1970) 

Auxiliary  Power  Takeoff  Drives  (1969) 

Average  Particle  Size  of  Refractory  Metals  and  Compound 

Average  True  Particle  Density  of  Hollow  Microspheres  (1 

Averaged  Vapor  Pressure  in  a  Controlled  Humidity  Space 

Aviation  Fuels  (Potential  Residue  Methods)  (1970)  ANSI 

Aviation  Gasolines  (1970) 

Aviation  Gasolines  (1970)  ANSI  Zl  1.188 


/or  Match  to  Master  S 


/  Meth.  Fo 
/Td. 


ARI 

810 

SAMA 

PMC18-10 

ANSI 

C39.6 

FMS 

12-37 

NEMA 

XR4 

ASME 

BPVCVI 

ANSI 

Z21.22 

IEEE 

94 

AATCC 

135 

ASHRA 

29 

ANSI 

C37.63 

ASTM 

D1874 

NARM 

•1.7 

SAE 

AS1194 

AAR 

MSRP-E-63 

AAR 

MSRP-E-65 

ANSI 

C37.2 

NEMA 

DCS 

NEMA 

DC9 

ASAE 

S315 

SEMA 

4-1 

SAE 

J195 

UL 

753 

SWA 

•59 

SWA 

•46 

SAE 

ARP89C 

API 

BUL1106 

NCSA 

•1 

ISIS 

•1-4 

SAE 

J761 

SAE 

J588E 

SAE 

J51B 

SAE 

J429E 

ASTM 

D1764 

ASTM 

D2000 

SAE 

J656E 

SAE 

J431B 

ASTM 

D1880 

SAE 

J434B 

SAE 

J878A 

SAE 

J340 

SAE 

J913 

NFPA 

19 

SAE 

J90B 

SAE 

J369 

SAE 

J158 

SAE 

J836A 

DFISA 

0511 

ASTM 

DI171 

SAE 

J906 

SAE 

J435B 

SAE 

J240 

SAE 

J361 

SAE 

J399 

SAE 

J512E 

SAE 

J684C 

SAE 

J636B 

SAE 

J637A 

SAE 

J850A 

ASTM 

D2809 

ABYC 

PIO 

ASME 

BPVCVIICf 

BHMA 

1201-5 

BHMA 

1201-1 

BHMA 

1201-7 

BHMA 

1201-3 

BHMA 

1201-2 

BHMA 

1201-6 

BHMA 

1201-8 

BHMA 

1201-4 

ANSI 

S2.4 

BIA 

115 

ABYC 

S15 

BHMA 

701 

ABYC 

PI 

ABYC 

P2 

ASME 

121 

DEMA 

MD61 

SAE 

J717B 

ASAE 

R333 

ASTM 

B330 

ASTM 

D2840 

ASTM 

C677 

ASTM 

D873 

ASTM 

D2392 

ASTM 

D910 

26 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Sid.  Meth.  of  Test  for  Particulate  Contaminant  in 
Std.  Meth.  of  Test  for  Thermal  Stability  of 
Std.  Spec,  for 

Std.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  and 
Rec.  Pract.  for  the  Control  of  Excess  Humidity  in 
Guide  for  the  Establishment  of  Photography 
hitectural  Projected  Steel  Windows  (Guard,  Psychiatric  and 
Reel  Packaging  of  Components  with 
nt  Relationship  for  Individual  Vertical  Piles  Under  Static 
res  (1970)  Std.  Test.  Procedure  for 

Sid.  for  Individual  Packaging  of 
Sid.  for  Multiple  Packaging  of 
Rec.  Pract.  for  Trailer 

Iway)  (1970)  Alternate  Std.  for 

(Railway)  (1970)  Std.  for 

ilway)  (1970)  Alternate  Std.  for 

t  (Railway)  (1970)  Sid.  for 

eat  (1970)  Std.  for 

d  Wheel  Seat  (1970)  Std.  for 

Rec.  Pract.  Permissible  Load  Concentration  for  Tandem 
h  Std.  or  Cushion  Solid  Rubber  Tires  (19/  Rec.  Pract.  for 

Rec.  Pract.  for  Preferred 
Extra  Wide  Single  Tire  Rim  and  Wheel  Mounting  for  Rear 

Std.  for 

nspection  of  New  Freight  Car,  Passenger  Car  and  Locomotive 
se  (1969a)  "      "       -     -   -      -  • 


tic  Type  (1969) 
t  Boards  (1970) 


urn  (1971) 
luminum  (1969) 
luminum  (1969) 
luminum  (1969) 


(1970) 
(1970) 

Std 

g  (1970)  ANSI  LI4.147 


Std.  Spec,  for  Carbon  Steel 
Spec,  for  35mm  3  Record 
Spec,  for  16mm 
Sid.  Spec,  for  Preimpregnated, 
Std.  Spec,  for  Cut 
Std.  Spec,  for  Cut 
Spec,  for  Bonding  Type 
Spec,  for  Ductile 
Spec,  for  Bonding  Type 
Spec,  for  Oil  Extended  Cured  Rubber 
Std.  Flat 
Std.  Steeple 
Sid.  Flat 

Performance  Requirements  for  Reduced  Pressure  Principle 
Till  Mechanism,  Over/  Safely  Features  (Overhead  Guard, 

Std.  for  Ring 
Std.  Iron 

Requirements  for  Reduced  Pressure  Principle  Back  Pressure 
Std.  for  Vending  Machine  Water  Supply, 
Sid.  Spec,  for  Water  Resistant  Gypsum 
Std.  for  End  Preparation  and  Machined 
Meth.  of  Measure  for  Diffuse  Opacity  of  Paper 

(Plate) 
Std.  for 

Std.  Meth.  of  Test  for  Iron 
Std.  Meth.  of  Test  for  Sulfate  Reducing 
Meth.  for  Identification  of  Iron  and  Sulfur 
Assay  of 

Std.  Plate  Count  (for  Determining  the 
basic  Sanitary  Procedures  for  Prevention  of  Salmonellosis 
nitary  Quality  (1971)  Std. 
57)  Std.  for 

pulp  (1957)  Std.  for 

Std.  for 

(1970)  Rec.  Procedures  for  the 

refrigerant  Consumption  and  Temperature  Characteristics  of 
ging  Std.  for  Items  on  a  Cylindrical  Core  in  a  Transparent 
Packaging  Std.  for  an  Hem  in  a  Transparent  Plastic 
Std.  for  Paper  Ice 
Packaging  Std.  for  an  Item  in  Box,  with  Desiccant, 
Packaging  Sid.  for  Single  Item  in  a  Plastic  Transparent 
Packaging  Std  for  Multiple  Items  in  Plastic  Transparent 
Packaging  Std.  for  Items  in  a  Chemically  Neutral 
ing  Std.  for  Multiple  Items  in  a  Chemically  Neutral  Opaque 
r  Individual  Item  Capped,  with  or  Without  Accessories  in  A 
Std.  for  Packaging  Items  in 
Std.  for  Packaging  of  a  Single  Item  in  A 
Std.  for  Packaging  of  Items  in  A 
Std.  for  Packaging  of  an  Item  in 
Std.  for  Packaging  of  Items  in  Transparent  Plastic 
Shipments,  Rec.  for  Refractory  Bulk  Materials  Packaged  in 
Shipments,  Rec.  for  Refractory  Bulk  Materials  Packaged  in 
Minimum  Spec,  for  Woven  Polyolefin  Wool 
Std.  Relating  to  Polyethylene  Refuse  (Garbage,  Trash) 
el  Material  in  a  Box,  with  Multiple  Individual  Transparent 
ading  Pattern  (Rail  Shipment)  for  Bulk  Materials  Packed  in 
Std.  for  Electric  Motors  and  Integral  Drive  Units  for 
Std.  for  Coolers  for 
Std.  for  Icing  and  Glazing  Machines  for 
pract.  for  the  Control  of  Flies  (Sanitation)  in  Commercial 
Rec.  Pract.  for  Foreign  Material  Control  in  Commercial 


71) 


Aviation  Turbine  Fuels  (1970)  ASTM 

Aviation  Turbine  Fuels  (1970)  ANSI  Zl  1.148  ASTM 

Aviation  Turbine  Fuels  (1970)  ANSI  Zl  1.204  ASTM 

Aviation  Type  Fuels  by  the  Motor  Method  (1970)  ANSI  Zl  I  ASTM 

Avionics  Cooling  (1970)  SAE 

Awards  (1967)  PSA 
Awning)  (1969)                                                    Spec,  for  Arc  SWI 

Axial  Heads  (1970)  EIA 
Axial  Load  (1969)                /Td.  Meth.  of  Test  for  Load  Seltleme  ASTM 

Axial  (End  to  End)  Compression  Fibre  Cans,  Tubes  and  Co  CCTI 

Axial/Radial  Lead  Components  (1971)  NSA 

Axial/Radial  Lead  Components  (1971)  NSA 

Axle  Alignment  (1969)  SAE 

Axle  for  Freight  Cars;  Plain  Bearing,  Black  Collar  (Rai  AAR 

Axle  for  Freight  Cars;  Plain  Bearing,  Raised  Wheel  Seat  AAR 

Axle  for  Freight  Cars;  Roller  Bearing,  Black  Collar  (Ra  AAR 

Axle  for  Freight  Cars;  Roller  Bearing.  Raised  Wheel  Sea  AAR 

Axle  for  Passenger  Cars;  Roller  Bearing,  Raised  Wheel  S  AAR 

Axle  for  Passenger  (Railway)  Cars;  Plain  Bearing,  Raise  AAR 

Axle  General  Purpose  Trailers  (1970)  TTMA 

Axle  Loadings  for  Counterbalanced  Rider  Fork  Trucks  Wit  ITA 

Axle  Track  for  102  In.  Wide  Trailers  (1970)  TTMA 

Axles  for  Vehicles;  Rec.  Pract.  (1968)  SAE 

Axles  Under  Cars  in  Bx  Service  (Railway)  (1961)  AAR 
Axles  (1970)                                          Spec,  for  Ultrasonic  I  AAR 

Axles,  Non  Heal  Treated  and  Heat  Treated,  for  Railway  U  ASTM 

Azimuth  Alignment  Test  Film,  Magnetic  Type  (1969)  ANSI 

Azimuth  Alignment  Test  Film,  Perforated  One  Edge,  Magne  ANSI 

B-Stage  Epoxy  Glass  Cloth  for  Multilayer  Printed  Circui  IPC 

Back  Asphalt  (Medium  Curing  Type)  (1970)  AASHO 

Back  Asphalt  (Rapid  Curing  Type)  (1970)  AASHO 

Back  Bedding  Compound  for  Use  with  Architectural  Alumin  AAMA 

Back  Bedding  Glazing  Tapes  for  Use  with  Architectural  A  AAMA 

Back  Bedding  Glazing  Tapes  for  Use  with  Architectural  A  AAMA 

Back  Bedding  Glazing  Tapes  for  Use  with  Architectural  A  AAMA 

Back  Journal  Bearing  Wedge  (1970)  AAR 

Back  Journal  Bearing  Wedges  (1970)  AAR 

Back  Journal  Bearings  (1970)  AAR 

Back  Pressure  Backflow  Preventers  (1971)  ASSE 

Back  Rest,  Moving  Chains,  Cables,  Steering,  Wheel  Guard  ITA 

Back  Up,  Boss  Connection  Polytetrafluoroelhylene  (1970)  SAE 

Back,  Lined  Journal  Bearings  (1970)  AAR 
Backflow  Preventers  (1971)                                  Performance  ASSE 

Backflow  Protection  and  Plumbing  (1967)  NAMA 

Backing  Board  (1970)  ASTM 

Backing  Rings  for  Butt  Welds  (1966)  PFI 

(Backing)  (1970)  TAPPI 

Backstop  Steel  Spec.  (1970)  NRA 

Backup  Lamps  of  Vehicles  (1971)  SAE 

Bacteria  in  Industrial  Water  and  Water  Formed  Deposits  ASTM 

Bacteria  in  Industrial  Water  and  Water  Formed  Deposits  ASTM 

Bacteria  in  Water  and  Wastewater  (1971)  APHA 

Bacterial  Alpha  Amylase  Enzymes  Used  in  Textile  Desizin  AATCC 

Bacterial  Density  of  Waters  (1971)  APHA 

(Bacterial  Food  Poisoning  Caused  by  Salmonella)  (1965)  AIB 

Bacteriologic  Examinations  of  Water  to  Determine  Its  Sa  APHA 

Bacteriological  Examination  of  Paper  and  Paperboard  (19  TAPPI 

Bacteriological  Examination  of  Process  Water  and  Slush  TAPPI 

Bacteriological  Examination  of  Pulp  (1957)  TAPPI 

Bacteriological  Examination  of  Sea  Water  and  Shellfish  APHA 
Baffles  and  Traps;  Test  in  the  Vacuum  System  (1968)                 /  AVS 
Bag  and  a  Box  (1971)                                                      Packa  NSA 

Bag  and  Individual  Box  (1971)  NSA 

Bag  Sizes  (1971)  USC 

Bag  Water  Vaporproof,  Box  (1971)  NSA 

Bag  (1971)  NSA 

Bag  (1971)  NSA 

Bag  (1971)  NSA 
Bag  (1971)  Packag  NSA 
Bag  (1971)                                                    Packaging  Std.  Fo  NSA 

Bag,  Ami  Static,  (1971)  NSA 

Bag,  Cushioned  (1971)  NSA 

Bag,  Flexible  Plastic  Transparent,  with  Accessories  (19  NSA 

Bag,  Water  Vaporproof  (1971)  NSA 

Bags  with  Stiffener  (1971)  NSA 
Bags  (1962)                              Pallet  Load  Protection  for  Export  RI 
Bags  (1962)                            Pallet  Load  Protection  for  Export  RI 

Bags  (1969)  ATMI 

Bags  (1970)  NSF 
Bags  (1971)                                          Packaging  Std.  for  She  NSA 

Bags,  Single  Tier  Solid  Load  22  to  23  Pallets  (1959)  RI 

Bakery  Equipment  (1970)  BISSC 

Bakery  Foods  (1970)  BISSC 

Bakery  Products  (1970)  BISSC 
Baking  Areas  (1967)                                                      Rec.  AIB 

Baking  Areas  (1969)  AIB 


D2276 

D1660 

D1655 

D2700 

ARP987 

•5 

C.l 

RS296-B 

D1143 

CT107 

3429 

3430 

J875 

MSRP-D-9 

MSRP-D-12 

MSRP-D-10 

MSRP-D-11 

MSRP-D-81 

MSRP-D-79 

RPl-62 

llBl 

RP30-70 

J876A 

MSRP-D-80 

MSRP-MIOIA 

A21 

PH22.99 

PH22.114 

LllOA 

M82 

M81 

805.2 

804.1 

806.1 

807.1 

MSRP-D-50 

MSRP-D-49 

MSRP-D-48 

1013 

4G1-4 

AS3076 

MSRP-D-47 

1013 

•1-600 

C630 

ESI 

T519 

*14 

J593D 

D932 

D993 

•2-500 

103 

•2-406 

109 

•2-400 

T449 

T631 

T228 

•3 

4.10 

3436 

3404 

PS44 

3444 

3402 

3403 

3418 

3406 

3431 

3425 

3441 

3405 

3407 

3415 

P240 

P241 

•23 

31 

3435 

P225-2 

29 

33 

32 

131 

140 
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Rec.  Pract.  for  Mouse  Control  Melh.  (Sanitation)  for 
Sanitation  and  Safety  Check  List  for  the 
Rec.  Basic  Sanitation  Principles  for  the 
Rec.  Cleaning  Procedures  for  Parts  Washers  of  the 
mensions,  Tolerances,  and  Terminology  for  Home  Cooking  and 
Guide  for  Test,  Adjust  and 
Rec.  Pract.  for  Brake  System  Torque 
Sash 

Std.  Spec,  for  Weights  and 
r  the  Construction  of  Air  Distribution  Syl  Manual  for  the 

ducers(1960)  Std.  for  1 ,  000  Cycle 

Rec.  for  Storage  of 
Twine  for  Automatic  Tie 
Annealed  Baling  Wire  for  Automatic 
Annealed 
Rec.  Std.  for  Hay 

970)  Tack  Rolling 

s)  Conforming  to  Basic  Boundary  Plans  (1/  Std.  for  Metric 

Std.  Tolerance  Definitions  and  Gaging  Practices  for 
Spec,  for  Bearings, 
Rec.  Std.  for 

Std.  Requirements  for  Instrument  Precision 
Std.  Test  Meth.  for  Viscosity  of  Cellulose  Derivatives  by 
Std.  for  Die  Buttons;  Basic 
Std.  Test  Melh.  for  Bursting  Strength  of  Leather  by  the 
Meth.  for  Laboratory  Processing  of  Pulp 
e  (1970)  Rec.  Pract.  for 

Rec.  Pract.  Used  for 

al  Service  (1970)  Std.  Pract.  for 

Test  Meth.  for  Resistance  to  Impact  by  Falling 
of  Asphalt  (Bitumen)  and  Tar  in  Ethylene  Glycol  (Ring  and 
Spec,  for  Steel  Gate,  Plug, 

Meth.  of  Measurement  of  Mercury  Lamp 
Safety  Std.  for  Fluorescent  Lamp 
d  (1970)  Rec.  Std.  for 

quency  Range  of  100  to  1000  Mhz  Using  the  EIA  Laurel  Broad 

Noise  Octave 
Spec,  for 

Std.  for  Coupling  Clamp,  Groove  V 
ns  Radio  Service  Am  Transceivers  Operating  in  the  27  Mh(Z) 

Saw  Steel  Wire, 
Rec.  Std.  for  Armature  Binding  (or 
Rec.  Pract.  for  Hardenability 
rometers  (1969)  Tent.  Test  Meth.  for  Spectral 

ivision  Multiplex  Equipment  Std.  for  Nominal  4  kHz  Channel 
std.  for  Installation  and  Classification  of  Mercantile  and 
(1970)  Std. 
r  Local  Burglar  Alarm  Units  and  Systems  for  Mercantile  and 
Rec.  Pract.  for  Preparation  of 
.  Test  Meth.  for  Tensile  Strength  of  Adhesives  by  Means  of 
Std.  for  Tolerances  of  Extruded  Aluminum  Wire,  Rod, 
cal  Properties  and  Limits,  of  Extruded  Aluminum  Wire,  Rod, 
Std.  Spec,  for  Copper  and  Copper  Alloy  Forging  Rod, 
m  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 

Guide 

Rec.  Pract.  for  Selection  of  Steel 
.  for  Copper  Silicon  Alloy  Plate,  Sheet,  Strip,  and  Rolled 
c.  for  Supplementary  Requirements  for  Nickel  Alloy  Rod  and 
Std.  Pract.  for  Fabrication  of  Reinforcing  Steel 
Std.  Pract.  for  Estimating  Reinforcing  Steel 
Mechanical  Properties  for  Aluminum  Wire,  Rod  and 
Std.  Tolerances  for  Aluminum  Wire,  Rod  and 
Rec.  Pract.  for  Hexagon 
Std.  Spec,  for  Ordinary  Laundry 
Std.  Spec,  for  Combination 
Manual  on  Design  and  Manufacture  of  Torsion 
Spec,  for  Placing  Reinforcing  Steel 
(1970)  Spec.  Steel  Wire 

Meddle 

Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy  Rod 
ickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Rod  and 
td.  Spec,  for  Leaded  Brass  Plate,  Sheet,  Strip,  and  Rolled 
Std.  Spec,  for  Copper  Sheet,  Strip,  Plate  and  Rolled 
Std.  Spec,  for  Brass  Plate,  Sheet,  Strip,  and  Rolled 
for  Copper  Beryllium  Alloy  Plate,  Sheet,  Strip  and  Rolled 
hi  Copper  and  Copper  Alloy  Plate,  Sheet,  Strip,  and  Rolled 
Std.  Spec,  for  Copper  Beryllium  Alloy  Rod  and 
osphor  Bronze  (Copper  Tin)  Plate,  Sheet,  Strip,  and  Rolled 
r)  and  Copper  Nickel  Alloy  Plate,  Sheet,  Strip,  and  Rolled 
8.1  Std.  Spec,  for  Free  Cutting  Brass  Rod, 

Std.  Spec,  for  Copper  Silicon  Alloy  Rod, 
Std.  Spec,  for  Phosphor  Bronze  Rod, 
eral  Requirements  for  Wrought  Copper  and  Copper  Alloy  Rod, 
Std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy 
Tent.  Test  Meth.  for  Lightability  of 


Baking  Industry  (1967) 
Baking  Industry  (1967) 
Baking  Industry  (1969) 
Baking  Industry  (1970) 

Baking  Utensils  (1970)  Std.  Di 

Balance  of  Mechanical  Systems  (1969) 

Balance  Test  Code,  Commercial  Vehicles  (1971) 

Balance  (Spiral)  Wire  (1962) 

Balances  Used  in  the  Test,  of  Highway  Materials  (1970) 
Balancing  and  Adjustment  of  Air  Distribution  Systems  Fo 
Balancing  Test  Film  for  35mm  Motion  Picture  Sound  Repro 
Baled  Crude  Rubber  (1971) 
Balers  (Knotters)  (1968) 
Balers  (1970) 

Baling  Wire  for  Automatic  Balers  (1970) 
Baling  Wire  (Automatic)  (1970) 

Ball  Adhesion  Test,  Meth.  of  Pressure  Sensitive  Tape  (1 

Ball  and  Roller  Bearings  (Except  Tapered  Roller  Bearing 

Ball  and  Roller  Beanngs  (1971)  ANSI  B3.4,  B3.5 

Ball  and  Roller,  Rod  End,  Anti  Friction,  Airframe  (1971 

Ball  Beanng  Wire  (Low  Carbon)  (1970) 

Ball  Bearings  (1969)  ANSI  B3.10 

Ball  Drop  Method  (1969) 

Ball  Lock  (1970) 

Ball  Method  (1969)  ANSI  Z109.16 
(Ball  or  Pebble  Mill  Meth.)  (1968) 

Ball  Stud  and  Socket  Assembly  Performance  Test  Procedur 
Ball  Studs  and  Socket  Assemblies  (1970) 
Ball  Valves  with  Flanged  or  Butt  Welding  Ends  for  Gener 
Ball  (1969) 

Ball)  (1968)  Std.  Meth.  of  Test  for  Softening  Point 

Ball,  and  Check  Valves  for  Pipeline  Valves  (1971) 
Ball,  Low  Chromium  High  Carbon  Steel  (1970) 
Ballasts  and  Transformers  (1971) 
Ballasts  (1971)  ANSI  C33.68 

Balloon  Barrage  Wire,  Zinc  Coated  (Galvanized)  or  Tinne 

Band  Antenna  (1970)  /TV  Broadcast  Receivers  in  the  Fre 

Band  Measurement  of  Power  Chain  Saws  (1970) 

Band  Saw  Blades  (1970) 

Band  6.400,  9.400,  11.400  Flange  Od  (1970) 

Band  ( 1 97 1 )  Minimum  Std.  Citize 

Band,  Metal  Cutting  Alloy  (1962) 
Banding)  Wire,  Tinned  (1970) 
Bands  for  Carbon  H  Steels  (1969) 

Bandwidth  and  Wavelength  Accuracy  of  Fluorescence  Spect 
Bandwidths  (1970)  Time  D 

Bank  Burglar  Alarm  Systems  (1971)  Safety 
Bank  Check  Spec,  for  Magnetic  Ink  Character  Recognition 
Bank  Safes  and  Vaults  (1970)  Safety  Std.  Fo 

Bar  and  Rod  Specimens  for  Adhesion  Tests  (1969) 
Bar  and  Rod  Specimens  (1969)  Std 
Bar  and  Shapes  (1970) 

Bar  and  Shapes  (1970)  Std.  for  Mechani 

Bar  and  Shapes  (1971)  ANSI  H7.1 

Bar  and  Wire  (1970)  Std.  Spec,  for  Chromiu 

Bar  Capacity  for  Power  Chain  Saws  (1970) 

Bar  Compositions  According  to  Section  (1969)  ANSI  G24.2 

Bar  for  General  Purposes  (1969)  Std.  Spec 

Bar  for  Nuclear  Applications  (1970)  Std.  Spe 

Bar  Materials  and  Service  (1968) 

Bar  Materials  and  Service  (1970) 

Bar  Rolled  or  Cold  Finished  (1970) 

Bar  Rolled  or  Cold  Finished  (1970) 

Bar  Sizes  for  Fluid  Fittings  (1970) 

Bar  Soap  (1969)  ANSI  K60.2 

Bar  Soap  (1970) 

Bar  Springs  (Hs  26)  (1970) 

Bar  Supports  in  Concrete  Construction  (1970) 

Bar  Supports  Used  to  Position  Reinforcement  in  Concrete 

Bar  Wire  (1962) 

Std.  Spec,  for  Nickel 
Std.  Spec,  for  Copper  N 


Bar  (1970) 
Bar  (1970) 
Bar  (1971) 
Bar  (1971) 
Bar  (1971) 
Bar  (1971) 
Bar  (1971) 
Bar  (1971a) 
Bar  (1971a) 
Bar  (1971a) 


Std.  Spec. 

/.  Spec,  for  General  Requirements  for  Wroug 


Std.  Spec,  for  Ph 
/or  Copper  Nickel  Zinc  Alloy  (Nickel  Silve 
Bar,  and  Shapes  for  Use  in  Screw  Machines  (1970)  ANSI  H 
Bar,  and  Shapes  (1969) 
Bar,  and  Shapes  (1971) 

Bar,  and  Shapes  (1971)  Std.  Spec,  for  Gen 

Bar,  Rod,  and  Wire  (1969) 
Barbecue  Briquets  (1967) 


AIB 

AIB 

AIB 

AIB 

ANSI 

CSI 

SAE 

SWA 

AASHO 

SMACN 

ANSI 

FMS 

ASAE 

ASAE 

ASAE 

SWA 

PSTC 

AFBMA 

AFBMA 

NSA 

SWA 

AFBMA 

ASTM 

ANSI 

ASTM 

TAPPI 

SAE 

SAE 

MSS 

SPI 

ASTM 

API 

SAE 

ANSI 

UL 

SWA 

EIA 

PSMA 

ANSI 

SAE 

EIA 

SWA 

SWA 

SAE 

ASTM 

EIA 

UL 

ANSI 

UL 

ASTM 

ASTM 

AA 

AA 

ASTM 

ASTM 

PSMA 

ASTM 

ASTM 

ASTM 

CRSI 

CRSI 

AA 

AA 

SAE 

ASTM 

ASTM 

SAE 

CRSI 

CRSI 

SWA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


124 

133 

144 

148 

Z61.1 

15050 

J225 

•132 

M23I 

•7 

PH22.67 

8-1 

S315 

S229.5 

S229.5 

•46 

6 

20 

4 

661 

*8 
12 

DI343 

B94.29 

D2207 

T224 

J193 

J491A 

SP72 

ERF23 

D2398 

6D 

AMS7440A 

C82.6 

935 

•9 

RS378 

N2.1-67 

B122.1 

AS976 

RS382 

•133 

•4 

J776B 

E388 

RS384 

681 

X3.3 

609 

D2094 

D2095 

•2811.2 

•2811 

B124 

B473 

Bl.1-61 

A400 

B97 

B510 

•1.5.3 

•1.5.1 

•2810 

•2810.5 

ARP1201 

D497 

D2179 

J796A 

•1.3.5 

•1.3.1 

•115 

B518 

B151 

B121 

B152 

B36 

B194 

B248 

B196 

B103 

B122 

B16 

B98 

B139 

B249 

B387 

D2677T 
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Std.  Spec,  for  Aluminum  Coaled  Steel 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel 
Rules  and  Regulations  for  the  Conduct  of  Std. 

Std.  for  Schools  of 

Wire  Fabrication  (1/  Std.  Meth.  of  Test  for  Stiffness  of 

Packaging  Std.  for 
Meth.  for  Calibrating 
Handling  of  Chlorine 

ns  (1971)  Spec,  for  Glass  Sheet, 

970)  Tent.  Meth.  for  Analysis  of  Calcium  and 

Std.  Meth.  of  Analysis  of  Calcium  and 
uble  Solid  Matter  in  Rosin  (Chiefly  Sand,  Chips,  Dirt,  and 
Std.  for  Direct  Contact 
Rec.  Std.  for  Balloon 

1970)  Std.  for  Wet 

Tent.  Spec,  for  Annealed  Aluminum  Alloy  Foil  for  Flexible 

Rec.  Pract.  for 
Moving 

Rec.  Pract.  for  Instrumentation  for 
Meth.  for  Dynamic  Strength  of  Flexible 
Meth.  for  Static  Load  Strength  of  Flexible 
Std.  Definitions  of  Terms  Relating  to  Flexible 
std.  Test  Meth.  for  Rate  of  Grease  Penetration  of  Flexible 
laminates  and  Saturated  Felts  (1970)  Roof  Vapor 

Std.  Spec,  for  Titanium  and  Titanium  Alloy 
Spec,  for  Steel 

70)  Spec,  for  Titanium  Alloy 

(1970)  Spec,  for  Titanium  Alloy 

eated  (1970)  Titanium 
ity  (1971)  Spec,  for  Steel 

0.22c)  (SAE  4620)  (1971)  Spec,  for  Steel 

base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable  El/  Alloy 
base  19.5cr-13.5co-4.3mo-3.0ti-l  .4al  Consumable  El/  Alloy 
10.5ni)  Free  Machining  (1971)  Spec,  for  Steel 

13ni  -  2.tmo)  Free  Machining  (1971)  Spec,  for  Steel 

Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  CI  Spec,  for  Alloy 

10.5ni  (303  +  Cb)  Free  Machining  (1971)  Spec,  for  Steel 

-1.10c)  (1970)  Steel 
51.20c)  (SAE  51440c)  Consumable  Electrode  Melted  (/  Steel 
u  (1970)  Spec,  for  Nickel  Copper  Alloy 


5.8ni  -  2.0cu)  Free  Machining  (1971) 
free  Machining;  Swaging  or  Upsetting  (1971) 
e  Machining  (1971) 

ae  30303,  30303se,  30303mod)  Free  Machin/ 

1) 

71) 

c)  (SAE  4337)  (1971) 

640)  Heal  Treated,  125,  000  psi  (862  Mn/M/ 


Spec,  for  Steel 
Spec,  for 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Sleel 
Spec,  for  Titanium  Alloy 
stabilized  (1970)  Spec,  for  Titanium  Alloy 

pitation  Heal  Treated  (1971)  Spec,  for  Titanium  Alloy 

Std.  Spec,  for  Cold  Finished  Carbon  Steel 
Finished  Age  Hardening  Stainless  and  Heat  Resisting  Steel 
Std,  Spec,  for  Stainless  Steel 
n  Heat  Treated  (1970)  Titanium  Alloy 

Std.  Spec,  for  Rail  Sleel  Deformed 
td.  Spec,  for  Very  High  Strength  Alloy  Steel  Reinforcement 
n  Molybdenum  Copper  Columbium  Stabilized  Alloy  Billets  and 
delivery  of  Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  and 
1,  Semifinished  for  Forgings,  Hot  Rolled  and  Cold  Finished 
eated  (1970)  Titanium  Alloy 

old  Finished  Bars  Hot  Rolled  Deformed  Concrete  Reinforcing 
60  Deg.  Countersunk  Head  Rivet  for  Farm  Mower  Cutter 
Spec,  for  High  Carbon  Steel  Joint 
trim.  Protection,  Push  and  Name  Plates,  Edgings,  Pulls  and 
for  Nickel  Iron  Chromium  Silicon  Alloy  Billets  and  Forging 
1  Iron  Chromium  Silicon  Alloy  Hot  Rolled  and  Cold  Finished 
or  Alloy  Steel,  Semifinished,  Hot  Rolled  and  Cold  Finished 
e  Vacuum  Melled  (1971)  Spec,  for  Steel 

emium  Quality  (1971)  Spec,  for  Steel 

ted  From  Rolled,  Pressed,  and  Forged  Steel  Shapes,  Plates, 
hain  Guards,  Handrail  Brackets,  Coal  and  Hat  Hooks,  Closet 
Std.  Spec,  for  Phosphorus  Deoxidized  Copper  Wire 
Sid.  Spec,  for  Oxygen  Free  Electrolytic  Copper  Wire 
71)  Spec,  for  Sleel 

71)  Spec,  for  Steel 

high  Yield  Strength  (1971)  Spec,  for  Steel 

1)  Spec,  for  Titanium  Alloy 

nickel  Base -19. 5cr-13.5co-4.3mo-3.0ti-l.4al  Consu/  Alloy 
nickel  Base  19.5cr-l3.5co-4.3mo-3.0ti-l .4al  Consum/  Alloy 
cobalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.07/  Spec,  for  Alloy 

llv  0.45  -  0.50c)  (1971)  Spec,  for  Sleel 

(15cr  -  26ni  -  1.3mo  -  2. Hi  -  0.30v)  CI  Spec,  for  Steel 

Spec,  for  Steel 

service  (1966/  Std.  Spec,  for  Marlensilic  Stainless  Steel 

000  Yield  (1970)  Spec,  for  Titanium  Alloy 


Barbed  Wire  (1969)  ASTM  A585 

Barbed  Wire  (1969)  ANSI  G8. 10  ASTM  A121 

Barber  and  Beautician  Schools  (1960)  AMBBA  *2 

Barbering  (1960)  AMBBA  *l 

Bare  Soft  Square  and  Rectangular  Copper  Wire  for  Magnet  ASTM  B279 

Bare  Stranded  Aluminum  Conductor  (1970)  AA  *21 

Barge  Tanks  (1965)  ANSI  ZI1.200,  Aslm  D1407  API  2553 

Barges  (1966)  CHI  43 

Barium  Aluminum  Borosilicate,  for  Electronic  Applicatio  SAE  AMS3883 

Barium  Petroleum  Sulfonates  by  Liquid  Chromatography  (1  ASTM  D2894T 

Barium  Petroleum  Sulfonates  (1970)  ANSI  Zll. 103  ASTM  D1216 

Bark)  (R1970)  ANSI  K21.1  /H.  of  Test  for  Toluene  Insol  ASTM  D269 

Barometric  and  Low  Level  Condensers  (1970)  HEI  '1 

Barrage  Wire,  Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA  *9 

Barrel  Fire  Hydrants  for  Ordinary  Water  Works  Service  AWWA  C503 

Barrier  Applications  (1971)  ASTM  B479 

Barrier  Collision  Tests  for  Automotive  Vehicles  (1969)  SAE  J850A 

Barrier  Collision  Tests  (1966)  SAE  J972 

Barrier  Collision  Tests  (1970)  SAE  J21I 

Barrier  Material  Seals  (1969)  TAPPI  T517 

Barrier  Material  Seals  (1969)  TAPPI  T518 

Barrier  Materials  (1968)  ASTM  F17 

Barrier  Materials  (1968)  ASTM  F87 

Barriers;  Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  NRCA  '2-11 

Bars  and  Billets  (1969)  ASTM  B348 

Bars  and  Forgings  Premium  Quality  (1971)  SAE  AMS6488A 

Bars  and  Forgings  6al  -  4v  Annealed,  Heal  Treatable  (19  SAE  AMS4967C 

Bars  and  Forgings  6al  -  4v  Annealed,  120,  000  psi  Yield  SAE  AMS4928E 

Bars  and  Forgings  7al-4mo  Solution  and  Precipitation  Tr  SAE  AMS4970C 

Bars  and  Forgings  (l.OScr -(0.98  -  1.10  C)  Bearing  Qual  SAE  AMS6449 

Bars  and  Forgings,  Carburizing,  1.8ni  -  O.25mo  (0.17  -  SAE  AMS6394D 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant  Nickel  SAE  AMS5708 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant  Nickel  SAE  AMS5709A 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant  (18cr  -  SAE  AMS5642D 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant  (18cr  -  SAE  AMS5649A 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant,  Nickel  SAE  AMS5660E 

Bars  and  Forgings,  Corrosion  and  Heat  Resistant,  18cr  -  SAE  AMS5642E 

Bars  and  Forgings,  Corrosion  Resistant  14cr-4.0mo  (1 .00  SAE  AMS5619 

Bars  and  Forgings,  Corrosion  Resistant  17cr-0.50mo  (0.9  SAE  AMS5618 

Bars  and  Forgings,  Corrosion  Resistant  66.5ni-2.9al-30c  SAE  AMS4677 

Bars  and  Forgings,  Corrosion  Resistant  (17cr  -  5.8mn  -  SAE  AMS5762 

Bars  and  Forgings,  Corrosion  Resistant  (18.5cr  -  lOni)  SAE  AMS5641B 

Bars  and  Forgings,  Corrosion  Resistant  (18cr  -  9n')  Ere  SAE  AMS5635A 

Bars  and  Forgings,  Corrosion  Resistant,  18cr  -  9.0ni  (S  SAE  AMS5640K 

Bars  and  Forgings,  Nitriding  Heat  Treated,  Tensile  (197  SAE  AMS6472A 

Bars  and  Forgings,  0.25mo  (0.35  -  0.40c)  (SAE  4037)  (19  SAE  AMS6300A 

Bars  and  Forgings,  0.80cr  -  1.8ni  -  0.25mo  (0.35  -  0.40  SAE  AMS6412G 

Bars  and  Forgings,  1.8ni  -  0.25mo  (0.38  -  0.43c)  (SAE  4  SAE  AMS6317C 

Bars  and  Forgings,  (6al  -  4v)  Annealed  (1971)  SAE  AMS4928F 

Bars  and  Rings  Sal  -Imo  -  Iv  Solution  Heat  Treated  and  SAE  AMS4972A 

Bars  and  Rings,  6al  -  2sn  -  4zr-2mo,  Solution  and  Preci  SAE  AMS4975B 

Bars  and  Shafting  (1969)  ASTM  A108 

Bars  and  Shapes  (1971)  /  Spec,  for  Hot  Rolled  and  Cold  ASTM  A564 

Bars  and  Wire  for  Surgical  Implants  (1971)  ASTM  F55 

Bars  and  Wire  11. 5mo-6.0zr-4.5sn  1375f  (746.1c)  Solutio  SAE  AMS4980 

Bars  for  Concrete  Reinforcement  (1970)  AASHO  M42 

Bars  for  Prestressed  Concrete  (1965)  AASHO  M2I5 

Bars  for  Reforging  (1970)  /Ec.  for  Chromium  Nickel  Iro  ASTM  B472 

Bars  for  Structural  Use  (1969a)  ANSI  G24.4  /Menls  for  ASTM  A6 

Bars  Hot  Rolled  Deformed  Concrete  Reinforcing  Bars  (196  AISI  1 

Bars  6al-25n-4zr-2mo  Solution  and  Precipitation  Heat  Tr  SAE  AMS4975A 

Bars  (1964)  /Mifinished  for  Forgings,  Hot  Rolled  and  C  AISI  1 

Bars  (1966)  ASAE  S228.1 

Bars  (1969)  AREA  4-2-9 

Bars  (1969)  Std.  for  Architectural  Door  BHMA  1001 

Bars  (1970)  Std.  Spec.  ASTM  B512 

Bars  (1970)  Std.  Spec,  for  Nicke  ASTM  B5I1 

Bars  (1970)  Sleel  Products  Manual  F  AISI  4 

Bars,  and  Forgings  Premium  Quality,  Consumable  Eleclrod  SAE  AMS6443C 

Bars,  and  Forgings,  1.05cr  (0.98  -  1.10c)  SAE  51100)  Pr  SAE  AMS6446A 

Bars,  and  Strip  (1971)  ANSI  G8.1  /  on  Products  Fabrica  ASTM  A123 

Bars,  Apartment  Knockers,  Viewers,  House  Numbers  (1970)  BHMA  1201-3 

Bars,  Billets,  and  Cakes  (1970)  ASTM  B379 

Bars,  Billets,  and  Cakes  (1970)  ANSI  H23.il  ASTM  B170 

Bars,  Corrosion  Resistant  (18cr  -  8. 5ni)  Cold  Drawn  (19  SAE  AMS5636B 

Bars,  Corrosion  Resistant  (18cr  -  8. 5ni)  Cold  Drawn  (19  SAE  AMS5637B 

Bars,  Corrosion  Resistant  (18cr  -  9ni)  Free  Machining,  SAE  AMS5738A 

Bars,  Forgings  and  Rings  (6al  -  6v  -  2sn)  Annealed  (197  SAE  AMS4978A 

Bars,  Forgings  and  Rings,  Corrosion  and  Heal  Resistant  SAE  AMS5706D 

Bars,  Forgings  and  Rings,  Corrosion  and  Heal  Resistant  SAE  AMS5707C 

Bars,  Forgings  and  Rings,  Corrosion  and  Heal  Resistant  SAE  AMS5772 

Bars,  Forgings  and  Tubing  (1.05cr  -  0.55ni  -  l.Omo  -  0.  SAE  AMS6431B 

Bars,  Forgings  and  Tubing,  Corrosion  and  Heat  Resistant  SAE  AMS5737E 

Bars,  Forgings  and  Tubing,  Nilriding  (1971)  SAE  AMS6470G 

Bars,  Forgings,  and  Forging  Slock  for  High  Temperature  ASTM  A505 

Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Annealed,  140,  SAE  AMS4978 
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recipitation  Heat  Treated  (1970/ 
atable  (1970) 

,  Nickel  Base  -  I6cr  -  37fe  -  2.9cb  ■ 
,  Nickel  Base  -  16cr  -  37fe  -  2.9cb 
,  Nickel  Base  ■  I6cr  -  37fe  -  2.9cb 
c)  (SAE  4130)  (1971) 
pitation  Heat  Treated  (1971) 
electrode  Vacuum  Melted  (1971) 
9v  (0  17-0. 23c)  Premium  Quality,  Consumable  Electr/ 
Oc)  Vacuum  Consumable  Melted  (1970) 
8c) (1970) 

07v  (0.38-0.43C)  Premium  Quality  Consumable  Electr/ 
07v  (0.40-0  45c)  Premium  Quality,  Consumable  Elect/ 


Spec. 

for  Titanium  Alloy 

Titanium  Alloy 

Spec,  for  Alloy 

1./ 

Spec,  for  Alloy 

1./ 

Spec,  for  Alloy 

Spec,  for  Steel 

Spec 

for  Titanium  Alloy 

Spec,  for  Steel 

Stee 
Stee 
Stee 
Stee 
Stee 


.07v  (0.23  -  0.33c)  Premium  Quality,  Con/ 
8c) (1971) 
c) (1971) 

t  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  / 
Resistant  I2cr  Ferrite  Controlled  Premi/ 

25ni  (SAE  51431)  (1970) 

c)  (Modified  51100)  Premium  Quality,  Con/ 

100)  Premium  Quality  (1971) 

ant,  22cr  -  12.5ni  -  5.3mn  -  2.25mo  (197/ 

sistant,  18cr  -  1  Ini  -  (Cb  -i-  Ta)  (SAE  30/ 
0.40ti  -  O.lOal  Consumable  Electrode  Me/ 


Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Spec,  tor  Stee 
Spec,  for  Stee 
Stee: 

Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Specification  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Stee 

Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 
Spec,  for  Stee 


sistant  (18cr  -  13ni  -  2.5mo)  (1/ 
sistant  (23cr  -  I3.5ni)  (1971) 
sistant  (18cr  -  llni  -  Cb-Ha)  Melted  (19/ 

I.  8cr-2.5ni-1.8mo-0.33v  (0.08-0.15c)  (1970) 
19cr  -  9.5ni)  (1971) 

o  -  0.65ti-0.10al  Consumable  Electrode  Ml 
esislant,  18cr  -  lOni  -  Ti  (SAE  30321)  (/ 
13cr  -  8ni  -  2.3mo  -  l.lal  Vacuum  Induct/ 

II.  8cr-2.5ni-1.8mo-0.33v  (0.08-0.150  Premium  Qual/  Stee 
20cr  -  lOmo)  Solution  Heat  Treated  (197/  Spec,  for  Alloy 

Std.  Spec,  for  Aluminum  Alloy 
Std.  Spec,  for  Aluminum  Alloy  Extruded 
oy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant,  Nickel 
et.  Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Nickel 
el.  Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Nickel 
Forgings,  and  Rings.  Corrosion  and  Heat  Resistant,  Nickel 
Forgings,  and  Rings,  Corrosion  and  Heat  Resistant,  Nickel 
Forgings,  and  Rings,  Corrosion  and  Heat  Resistant,  Nickel 
eet.  Strip,  and  Plate,  Corrosion  and  Heal  Resistant  Nickel 
c.  for  Rivets.  Alloy,  Corrosion  and  Heat  Resistant,  Cobalt 
r  Alloy  Wire,  Welding,  Corrosion  and  Heat  Resistant  Nickel 
alloy  Sheet  and  Plate,  Corrosion  and  Heal  Resistant  Nickel 
r  Alloy  Wire,  Welding,  Corrosion  and  Heal  Resistant  Cobalt 
s,  Forgings  and  Rings,  Corrosion  and  Heal  Resistant  Cobalt 
eet.  Strip,  and  Plate,  Corrosion  and  Heal  Resistant  Cobalt 
eel.  Strip  and  Plate,  Corrosion  and  Heat  Resistant,  Nickel 
s,  Forgings  and  Rings,  Corrosion  and  Heat  Resistant  Nickel 

Salvage  of  Copper 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Nickel  and  Nickel 
Std.  Spec,  for  Copper 
Rec.  Pracl.  for  Tension  Test  Specimens  for  Copper 
Classification  of  Cast  Copper 
Defects  in  Sand  Cast  Copper 
Melting  Equipment  of  Copper 
Metallography  of  Copper 
Test  Procedure  for  Quality  Control  of  Copper 
Applications  of  Cast  Copper 
Patternmaking  of  Copper 
Properties  of  Cast  Copper 
Conforming  Spec,  for  Copper 
Glossary  of  Copper 
Melting  and  Pouring  of  Copper 
Solidification  Characteristics  of  Copper 
Gating  of  Copper 

irectional  Solidification;  Chilling  and  Risering  of  Copper 
Molding  Meth.  and  Materials  of  Copper 
Coremaking  of  Copper 
Std.  Spec,  for  Copper 
Copper 

ical,  Magnetic,  and  Other  Similar  Iron,  Nickel,  and  Cobalt 
e,  Crushed  Slag,  and  Crushed  Gravel  for  Bituminous  Macadam 
ec,  for  Materials  for  Aggregate  and  Soil  Aggregate  Subbase 
Safety  Std.  for  Fuseholders  for  Edison 
Std.  Meth.  of  Test  for  Bond  of  Oil  and  Resin 
Std.  Meth.  of  Test  for  Slump  of  Oil  and  Resin 
Std.  Meth.  of  Test  for  Staining  of  Oil  and  Resin 
Std.  Meth.  of  Test  for  Extrudability  of  Oil  and  Resin 
td.  Test  Meth.  for  Shrinkage  and  Tenacity  of  Oil  and  Resin 
Std.  Spec,  for  Crushed  Stone  and  Slag  for 
.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous  Concrete 


Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Solution  and  P 

Bars.  Forgings,  and  Rings  6al-6v-25n  Annealed.  Heat  Tre 

Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant 

Bars,  Forgings.  and  Rings,  Corrosion  and  Heat  Resistant 

Bars,  Forgings,  and  Rings.  Corrosion  and  Heat  Resistant 

Bars,  Forgings,  and  Rings.  0.95cr  -  0.20mo  (0.28  -  0.33 

Bars,  Forgings,  and  Rings,  6al  -  4v,  Solution  and  Preci 

Bars,  Forgings,  and  Tubing  Premium  Quality.  Consumable 

Bars,  Forgings,  and  Tubing  0.75cr-9.0ni-4.5co-l .Omo-0.0 

Bars,  Forgings,  and  Tubing  0.75si-l  .Ocr-0.58mo(0.80-0.9 

Bars,  Forgings,  and  Tubmg  1 .5cr-3.5ni-0.25mo  (0.23-0.2 

Bars,  Forgings,  and  Tubing  1 .6si-0.82cr-l  8ni-0.40mo-0. 

Bars,  Forgings,  and  Tubing  1 .6si-0.82cr-l  .8ni-0.40mo-0. 

Bars.  Forgings,  and  Tubing  (0.85cr  -  1.8ni  -  0.40mo  -  0 

Bars,  Forgings,  and  Tubing  (1.25cr  -  0.65ni  (0.33  -  0.3 

Bars,  Forgings,  and  Tubing  (1.8ni  -  O.25mo  (0.38  -  0.43 

Bars,  Forgings,  and  Tubmg,  Corrosion  and  Heat  Resistan 

Bars,  Forgmgs,  and  Tubing,  Corrosion  and  Moderate  Heat 

Bars,  Forgings,  and  Tubing,  Corrosion  Resistant  16.2cr- 

Bars,  Forgings,  and  Tubing,  1.05cr  -  l  imn  (0.92  -  1.02 

Bars,  Forgings,  and  Tubing,  1.45cr  (0.98-1. 10c)  (SAE  52 

Bars,  Forgings,  Extrusions,  and  Rings,  Corrosion  Resist 

Bars,  Forgings,  Tubes,  and  Rings.  Corrosion  and  Heat  Re 

Bars,  Forgings,  Tubing  and  Rings  I8ni  -  7.8co  -  4.9mo  - 

Bars,  Forgings,  Tubing  and  Rings  (1971) 

Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Re 

Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Re 

Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Re 

Bars,  Forgings,  Tubing  and  Rings,  Corrosion  Resistant  1 

Bars,  Forgings,  Tubing  and  Rings,  Corrosion  Resistant 

Bars,  Forgings,  Tubing,  and  Rings  18.5ni  -  9.0co  -  4.9m 

Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  and  Heat  R 

Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  Resistant 

Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  Resistant 

Bars,  High  Strength,  Corrosion  Resistant  (35ni  -  35co  - 

Bars,  Rods  and  Wire  (1971)  ANSI  H38.4 

Bars,  Rods,  Shapes  and  Tubes  (1971)  ANSI  H38.5 

Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  Consumable  Electr 

Base  -  16.Cr  -  37{e  -  2.9cb  -  1.8ti,  Consumable  Electro 

Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrod 

Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrod 

Base  -  I6cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrod 

Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrod 

Base  -  19.5cr  -  13.5co  -  4.3mo  -  3.0ti  -  1.4al  -  0.05cr 

Base  -  20cr  -  lOni  -  15w  (1971)  Spe 

Base  -  21.5cr  -  9.0mo  -  3.7(Cb-fta)  (1970)  Spec.  Fo 

Base  -  22cr  -  1.50co  -  9.0mo  -  0.60w  -  18.5fe  (1970) 

Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  Spec.  Fo 

Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  /  Alloy  Bar 

Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  /R  Alloy  Sh 

Base  -  7.0cr  -  16.5mo  (1971)  Spec,  for  Alloy  Sh 

Base  -19.5cr-l 3.5co-4.3mo-3.0ti-l .4al  Consumable  Electr 

Base  Alloy  Castings  in  Foundry  Pract.  (1965) 

Base  Alloy  Centrifugal  Castings  (1970) 

Base  Alloy  Clad  Steel  Plate  (1969) 

Base  Alloy  Continuous  Castings  (1971) 

Base  Alloys  for  Sand  Castings  (1969) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Foundry  Pract.  (1965) 

Base  Alloys  in  Ingot  Form  for  Sand  Castings  (1970) 

Base  Alloys  with  Nickel  in  Foundry  Pract.  (1965) 

Base  Alloys  (1970)  /Alysis  of  High  Temperature,  Electr 

Base  and  Surface  Courses  of  Pavements  (1971)  /Hed  Ston 

Base  and  Surface  Courses  (1965)  Std.  Sp 

Base  and  Type  S  Plug  Fuses  (1970) 

Base  Caulking  Compound  (1969) 

Base  Caulking  Compounds  (1966) 

Base  Caulking  Compounds  (1966) 

Base  Caulking  Compounds  (1969) 

Base  Caulking  Compounds  (1969) 

Base  Course  (1964) 

Base  Course  (1964)  Std 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

AFS 

ASTM 

ASTM 

ASTM 

ASTM 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

AFS 

ASTM 

AFS 

ASTM 

ASTM 

AASHO 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 


AMS4979 

AMS497I A 

AMS5701 

AMS5702 

AMS5703 

AMS6370G 

AMS4965B 

AMS6444C 

AMD62CF 

AMS6426A 

AMD64CR 

AMS6417 

AMS6419 

AMS6411A 

AMS6330B 

AMS6312B 

AMS5734C 

AMS5611 

AMS5628C 

AMS6445B 

AMS6447A 

AMS5764 

AMS5646F 

AMS6512 

AMS5647C 

AMS5648D 

AMS5650B 

AMS5654 

AMS5718 

AMS5639B 

AMS6514 

AMS5645H 

AMS5629A 

AMS5719 

AMS5758 

B211 

B221 

AMS5660E 

AMS5606 

AMS5605 

AMS5701 

AMS5702 

AMS5703 

AMS5544B 

AMS7236A 

AMS5837A 

AMS5536G 

AMS5801 

AMS5772 

AMS5608 

AMS5607 

AMS5706D 

NF651I-19 

B271 

A265 

B505 

B208 

NF6511-1 

NF6511-18 

NF6511-2 

NF6511-20 

NF65 11-21 

NF6511-22 

NF6511-24 

NF6511-25 

NF6511-26 

NF6511-27 

NF6511-3 

NF6511-4 

NF6511-5 

NF6511-6 

NF6511-7 

NF6511-8 

B30 

NF6511-14 

E354 

D693 

M147 

512 

D2450 

D2202 

D2203 

D2452 

D2453 

M75 

M76 
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s  (196/  Std.  Test  Melh.  for  in  Place  Density  of  Compacted 

d.  Test  Melh.  for  Simulated  Service  Test,  of  Wood  and  Wood 
Roof  Spec.  Plate  for  Reinforced  Asbestos 
Roof  Spec.  Plate  for 
Multipurpose  Petroleum 
s)  (1970)  Spec,  for  Application  of  Gypsum 

71)  Std.  for  A-23  Bulb,  Double  Contact  Medium  Screw 

Std.  for  A-21  Bulb.  Medium  Screw 
Std.  for  Ps-30  Bulb,  Mogul  Screw 
ctric  Railroads  (1970)  Pole  Base,  Pole 

Safety  Std.  for  Edison 
tation  Pumps  or  Remote,  and  Two  Produc/  Rec.  Std.  for  the 

Std.  Test  Meth.  for  Specific  Gravity  of  Wood  and  Wood 
Std.  Melh.  of  Conducting  Machining  Tests  of  Wood  and  Wood 
test  Meth.  for  Determination  of  Triaxial  Classification  of 

Filter 

chloric  Acid  Titration  (19/  Tent.  Meth.  of  Test  for  Total 

Spec,  for  Denture 

rec.  Product  and  Application  Spec.  1.2  In.  Fiberboard  Nail 
%9)  Tent.  Spec,  for  Asphalt 

Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Coated 
Roof  Vapor  Barriers;  Polyvinyl  Chloride,  Coated 
Std.  Spec,  for  Iron 

.27  Std.  Spec,  for  Copper 

Spec,  for  Denture 

castings.  Investment,  Corrosion  and  Heat  Resistant,  Nickel 
at,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant;  Nickel 
ode  /  Alloy  Forgings,  Corrosion  and  Heat  Resistant  Nickel 

Alloy  Tubing,  Welded.  Corrosion  and  Heat  Resistant  Nickel 
loy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant  Nickel 
s,  Forgings  and  Rings,  Corrosion  and  Heat  Resistant  Nickel 
loy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant  Nickel 
Std.  Incandescent  Lamp  A-21  Bulb,  Medium  Screw 
Archival  Records,  Silver  Gelatin  Type,  on  Cellulose  Ester 
Spec,  for  Brazing  Filler  Metal,  High  Temperature  Cobalt 
Alloy  Wire,  Welding  Corrosion  and  Heat  Resistant  Nickel 
f  Model  Electric  Railroads  (1970)  Pole 
Alloy  Wire,  Welding  Corrosion  and  Heal  Resistant  Nickel 
ol  Std.  for  Net  Load  Recommendations  for  Heating  Boilers; 

d.  for  Residential  Temperature  Limit  Controls  for  Electric 
al  Steel  Windows  (Casement,  Roto  and  Simplex  Types,  Ranch, 

Std.  on  Electric  Lamp 
Tent.  Spec,  for  Graded  Aggregate  Material  for 
Design  Guide  for  Permanent  Parking  Areas  (Crushed  Stone 
Design  Guide  for  Streets  (Crushed  Stone 
nd  Test.  (1969)  Types  of  Expansion  Joints;  Their 

Std.  for  Die  Buttons; 
er  Bearings  (Except  Tapered  Roller  Bearings)  Conforming  to 
Std.  Test  Meth.  for  Hydration  Resistance  of 
Std.  Meth.  of  Test  for  Hydration  of  Pitch  Bearing 


Base  Courses  Containing  Large  Sizes  of  Coarse  Aggregate 

Base  Finish  Flooring  (1969)  St 

Base  Flashing  (1970) 

Base  Flashing  (1970) 

Base  Fluids  (Hs73)  (1968) 

Base  for  Veneer  Plasters  and  Application  (Includes  Term 
Base  Incandescent  Lamp  (Overall  Length  5  15/16  In.)  (19 
Base  Incandescent  Lamp  (Overall  Length  5  1/2  In.)  (1971 
Base  Incandescent  Lamp  (1971) 

Base  Insulation,  Wire  HEIGht  and  Curvature  of  Model  Ele 

Base  Lampholders  (1969)  ANSI  C33.17 

Base  Layout  of  Single  and  Single  Product  Twin  Service  S 

Base  Materials  (1969) 

Base  Materials  (1970) 

Base  Materials,  Soils,  and  Soil  Mixtures  (1965)  Std. 
Base  Mountings  (1968) 

Base  Number  of  Petroleum  Products  by  Potentiometric  Per 
Base  Polymer  (19651  ANSI  ZI56.12 
Base  Sheathing  (1969) 

Base  Sheet  for  Use  in  Construction  of  Built  Up  Roofs  (1 

Base  Sheet,  Aggregate  Surface  (1970)  Roof  Spec. 

Base  Sheet.  Kraft  Laminates  and  Saturated  Felts  (1970) 

Base  Sintered  Bearings  (Oil  Impregnated)  (1970) 

Base  Sintered  Bearings  (Oil  Impregnated)  (1970)  ANSI  H9 

Base  Temporary  Rehning  Resin  (1962)  ANSI  Z156.I7 

Base  12cr  -  4.5mo  -  2.0  (Cb  and  Ta)  -  0.70ti  -  6.0al,  V 

Base  15.5cr  -8.0  Fe  (1970)  Spec,  for  Alloy  She 

Base  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electr 

Base  l9.5cr-l3.5co-4.3mo-2.9ti-l.4al  Annealed.  Consumab 

Base  19.5cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electro 

Base  19.5cr-l  3.5co-4.3mo-3.0ti-l  .4al  Consumable  Electro 

Base  19.5cr-l  3.5co-4.3mo-3.0ti-l  .4al  Consumable  Electro 

Base  (Overall  Length  5  5/16  In.)  (1971) 

Base  (1969)  Spec,  for  Photographic  Film  for 

Base  (1971) 

Base,  Consumable  Electrode  or  Vacuum  Induction  Melted 
Base,  Pole  Base  Insulation,  Wire  HEIGht  and  Curvature  O 
Base,  Vacuum  Induction  Melted  (1970) 
Baseboard  and  Finned  Tube  Radiation;  Test,  and  Rating  C 
Baseboard  Heaters  (1971) 


Basement,  Utility)  (1969) 
Bases  and  Holders  (1971) 
Bases  or  Subbases  for  Highways  or  Airports  (1971) 
Bases)  for  Automobile  and  Truck  Traffic  (1971) 
Bases)  (1970) 


St 

Spec,  for  Residenti 


.1 


ic  Fluid  Power  Pumps  and  Ml 


Std.  Spec,  for 

Tool  Holders 
Std.  for 
Std.  for 

Std.  Spec,  for 

Meth.  of  Test,  and  Presenting 


Rec.  for  the 

Std.  Meth.  of  Test  for  Hydration  of  Pitch  Bearing 
is  (Bacterial  Food  Poisoning  Caused  by  Salmonella)  /  Rec. 
69)  Rec. 

Std.  for  Die  Buttons; 
Std.  Spec,  for  Blue  Lead 
Std.  for  Die  Buttons; 

e  Control)  (1970)  Tech.  Spec,  for  Quieter  Home 

ding  Components  and  Systems  (1969)  Std. 

Std.  Meth.  for  Obtaining  Hydrostatic  Design 
Rec.  Meth.  for  Obtaining  Hydrostatic  Design 
ses  by  the  Magnetic  Meth.  Nonmagnetic  Coatings  on  Magnetic 
Current  Test  Meth.:  Nonconductive  Coatings  on  Nonmagnetic 
Std.  Form  of  Agreement  Between  Owner  and  Architect  (on  A 
td.  Form  of  Agreement  Between  Architect  and  Engineer  (on  A 
Std.  Form  of  Agreement  Between  Owner  and  Architect  (on  A 
td.  Form  of  Agreement  Between  Architect  and  Engineer  (on  A 
Std.  Form  of  Agreement  Between  Owner  and  Architect  (on  A 
td.  Form  of  Agreement  Between  Architect  and  Engineer  (on  A 
8)  Std.  for  Weight  Per  Unit  Area 

Circuit  Breakers  Rated  on  a  Symmetrical  and  Total  Current 
ation  of  Ac  High  Voltage  Circuit  Breakers  Rated  on  a  Total 
gh  Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  Current 
Ac  High  Voltage  Circuit  Breakers  Rated  on  a  Total  Current 


Basi 
Bas 
Basi 
Basi 
Bas 
Bas 
Bas 
Bas 
Basi 
Basi 
Bas! 
Bas; 
Basi 
Bas 
Bas 
Basi 
Bas 
Bas 
Bas: 
Basi 
Bas 
(Bas 
Bas 
Basi 
Bas 
Bas 
Basi 
Basi 
Bas 
Bas 
Bas 
Bas 
Bas 
Bas 
Bas 
Bas 
(Bas 
Bas 
Bas 
Bas 
Bas: 


ic  Application,  Nomenclature,  Accessories,  Anchors  A 
c  Ball  Lock  (1970) 

c  Boundary  Plans  (1971)  /  for  Metric  Ball  and  Roll 

ic  Brick  (1968) 

c  Brick  (1970) 

c  Buildmg  Code  (1970) 

c  Carbonate  White  Lead  (R1969)  AASHO  M122,  ANSI  K23 
c  Fire  Prevention  Code  (1970) 

c  for  Numerically  Controlled  Machine  Tools  (1970) 
c  Freight  Car  Brake  Design  Data  (Railway)  (1968) 
c  Freight  Car  Truck  Design  Data  (Railway)  (1970) 
c  Housing  Code  (1970) 

ic  Lead  Silico  Chromate,  Ready  Mixed  Primer  (1970) 
c  Mechanical  Code  (1971) 

c  Performance  Data  for  Positve  Displacement  Hydraul 

iC  Plumbing  Code  (1970) 

c  Radiation  Protection  Criteria  (1971) 

c  Refractory  Brick  (1968) 

c  Sanitary  Procedures  for  Prevention  of  Salmonellos 

c  Sanitation  Principles  for  the  Baking  Industry  (19 

c  Straight  Relief,  Press  Fit  (1970) 

c  Sulfate)  (R1969)  ANSI  K48 

c  Taper  Relief,  Press  Fit  (1970) 

ICS,  Including  Partitions,  Acoustical  Ceilings  (Nois 

s  for  Permissible  Tire  Loadings  (1965) 

s  for  the  Vertical  Dimensioning  of  Coordinated  Buil 

s  for  Thermoplastic  Pipe  Materials  (1969) 

s  for  Thermoplastic  Pipe  (1968) 

s  Metals  (1969)  /R  Measurement  of  Coating  Thicknes 

s  Metals  (1970)  /F  Coating  Thicknesses  by  the  Eddy 

s  of  a  Multiple  of  Direct  Personnel  Expense)  (1970) 

s  of  a  Multiple  of  Direct  Personnel  Expense)  (1970) 

s  of  a  Percentage  of  Construction  Cost)  (1970) 

s  of  a  Percentage  of  Construction  Cost)  (1970) 

s  of  a  Professional  Fee  Plus  Expenses)  (1970) 

s  of  a  Professional  Fee  Plus  Expenses)  (1970) 

s  Weight  or  Substance)  of  Paper  and  Paperboard  (196 

s  (1969)  Guide  Specifications  for  Ac  High  Voltage 

s  (1969)  /Calculation  of  Fault  Currents  for  Applic 

s  (1970)  Supplement  to  Test  Procedure  for  Ac  Hi 

s  (1971)  /.  for  Schedules  of  Preferred  Ratings  for 


AASHO 

ASTM 

NRCA 

NRCA 

SAE 

GA 

ANSI 

ANSI 

ANSI 

NMRA 

UL 

API 

ASTM 

ASTM 

AASHO 

SAE 

ASTM 

ADA 

AIMA 

ASTM 

NRCA 

NRCA 

ASTM 

ASTM 

ADA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ANSI 

ANSI 

SAE 

SAE 

NMRA 

SAE 

MCAA 

NEMA 

SWI 

ANSI 

ASTM 

NCSA 

NCSA 

EJMA 

ANSI 

AFBMA 

ASTM 

ASTM 

BOCA 

ASTM 

BOCA 

NSA 

AAR 

AAR 

BOCA 

AASHO 

BOCA 

NFLDP 

BOCA 

NCRPM 

ASTM 

AIB 

AIB 

ANSI 

ASTM 

ANSI 

AIMA 

ITA 

ANSI 

ASTM 

SPI 

ASTM 

ASTM 

AIOA 

AIOA 

AIOA 

AIOA 

AIOA 

AIOA 

TAPPI 

ANSI 

ANSI 

ANSI 

ANSI 


T181 

D2394 

•2-V13 

•2-V14 

J73 

•2 

C78.227 

C78.262 

C78.222 

RP60 

496 

BUL16I0 

D2395 

DI666 

T212 

J  363 

D2896T 

12 

2 

D2626 

*2-V3 

•2-II 

B439 

B438 

17 

AMS5377 

AMS5540H 

AMS5704A 

AMS5586A 

AMS5708 

AMS5707C 

AMS5709A 

C78.216 

PHI. 28 

AMS4783 

AMS5832A 

RP60 

AMS5828A 
•1 

DCIO 

G.l 

C81 

D2940 

M 

•2 

♦1 

B94.29 
20 

C456 
C649 
•1 

D81 

•5 

970 

MSRP-E-4 
MSRP-D-4 
♦4 

M229 
•2 

T3.9.17 

•3 

R39 

C620 

109 

144 

B94.28 
D405 
B94.27 
9 

9B1 

A62.7 

D2837 

PPI-TR2 

B499 

B529 

B231 

C231 

BI31 

C131 

B331 

C331 

T410 

C37.12 

C37.5 

C37.09A 

C37.6 


Office  of  Engineering  and  Information  Processing  Standards 


31 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


(1970) 
s) (1965) 
(1965) 


c  High  and  Circuit  Breakers  Rated  on  a  Symmetrical  Current 

Rec.  Std.  for 
Safety  Std.  for  Electric  Dry 
Rec.  for  Gypsum  Wallboard  in 
r  Flash  Point  of  Drycleaning  Detergents  in  the  Drycleaning 
Test  Code  (1970)  Std.  for  Oil 

Std.  Test  Meth.  for  Swimming  Pool  and 
equipment  and  Operation  of  Swimming  Pools  and  Other  Public 
ermination  of  Silver  in  Photographic  Films,  Papers.  Fixing 
fabricated  Shower  Receptors,  Shower  Stalls  and  Nonmetallic 
std.  Meth.  of  Test  for  Thickness  and  Density  of  Blanket  or 

Redwood  Board  and 
Rec.  Pract.  for 
Std.  for  Storage 
Assembly  of  Small 
Nickel  Iron  36  Volt 
Assembly  of  Large  Lead  Acid 
Assembly  of  Large  Nickel  Iron 
General  Safety  Rec.  for  Changing  and  Charging  Storage 
act.  and  Std.  for  the  Location  and  Installation  of  Storage 
Spec,  for  Dry  Cells  and 
uarantee  Policy  for  Motor  Vehicle  Type  (Lead  Acid)  Storage 
Std.  Definitions  for  Lead  Acid  Industrial  Storage 
Rec.  Pract.  for  Lite  Test  for  Automotive  Storage 


12  Volt 
18  Volt 
24  Volt 
Nickel  Iron  24  Volt 
Lead  Acid  30  Volt 
Nickel  Iron  30  Volt 
Lead  Acid  36  Volt 
Lead  Acid  48  Volt 
Nickel  Iron  48  Volt 
Lead  Acid  72  Volt 
Safety  Std.  for  Marine 
Std.  Meth.  of  Test. 
Rec.  Cable  Sizes  for 
Electric  Truck  and 


materials  (R1970) 
and  Starting  (1970) 


Safety  Std.  for  Electric 
Rec.  Pract.  for  Electric 


ing(1970)  Storage 
qualitative  Determination  of  Formaldehyde  in  Undyed  Cotton 

Std.  Test  Meth.  for 
Rec.  Std.  for  Tire 

tive  Aging  of  Electrical  Insulating  Petroleum  Oils  by  Open 

Std.  for  Electron 

s  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  V 

Std.  Brake 

Std.  Test.  Procedure  for  End  Supported 
Rec.  Pract.  for  Semiautomatic  Headlamp 
Rec.  Pract.  for  Headlamp 
tes  for  Special  Applications  (19/  Std.  Spec,  for  Straight 

Reproducers  (1969)  Spec,  for  Scanning 

for  Headlamp  Aiming  Device  for  Mechanically  Aimable  Sealed 
Std.  Spec,  for  Corrugated  Sheet  Steel 
eslressed  Concrete  Trestles  for  Railway  Loading,  Using  Box 
Spec,  for  Purchase  and  Acceptance  of  Journal  Roller 
Std.  Spec,  for  White  Metal 
other  Structural  Uses/  Std.  Spec,  for  Rolled  Copper  Alloy 

ervice)  (1971)  Laboratory  Inspection  and  Test  for  Roller 

Std.  Meth.  of  Test  for  Hydration  of  Pitch 
Std.  Meth.  of  Test  for  Hydration  of  Pitch 
Screws  and  Finished  Hexagon  Head  Bolts  for  Journal  Roller 
Spec,  for  the  Design  and  Construction  of  Load 
Rec.  Pract.  for  Flywheels  for  Single 
X  8  Thru  7X12  Narrow  Pedestal  Type  Side  Frame  for  Roller 

Std.  Test  Meth.  for 

ze  or  Screen  Analysis  at  No.  4  Sieve  and  Coarser  for  Metal 
Cast  Bronze  Hydrodynamic  Sleeve 
spec,  for  Steel  Bars  and  Forgings  (1.05cr  (0.98  -  1.10  C) 
Std.  Part  Lockwasher 
Std.  Part  Locknut 

riction(l971)  Std.  Part 

Std.  Test  Meth.  for 
Std.  Spec,  for  Structural  Clay  Non  Load 
fication  of  Integral  Journal  Box  for  Application  of  Roller 
Fire  Resistance  Requirements  Relating  to  Brick 
Contemporary 
Contemporary 
Contemporary 

the  Application  of  Reinforced  Concrete  Masonry  Load 
the  Application  of  Non  Reinforced  Concrete  Masonry  Load 

Std.  Flat  Back  Journal 


Basis;  362  Kv  and  Above,  Rated  Maximum  (1969)           /L  for  A  ANSI  C37.071 

Basket  Handle  Wire  (1970)  SWA  '10 

Bath  Heaters  (1970)  UL  875 

Bath  Shower  Areas  (1970)  GA  "17 

Bath  (1969)  Std.  Test  Meth.  Fo  ASTM  D2554 

Bath.  Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner  SAE  J726B 

Bathing  Place  Waters  (1971)  APHA  *2-413 

Bathing  Places  (1957)  Rec.  Pract.  for  Design,  APHA  •) 

Baths,  or  Residues  (1969)  Std.  Meth.  for  the  Det  ANSI  PH4.33 

Bathtubs  (1969)  Pre  lAPMO  PSll 

Batt  Type  Thermal  Insulating  Materials  (1970)  ANSI  Z98.  ASTM  C167 

Batten  Siding  (1970)  CRA  3A4-2 

Batteries  and  Connection  Boxes  on  Boats  (1960)  BIA  121 

Batteries  for  Motor  Vehicles,  Motorboats,  and  Tractors  SAE  J537F 

Batteries  Lead  Acid  and  Nickel  Iron  (for  Electric  Truck  ITA  SCI 

Batteries  (Dimensions)  (for  Electric  Industrial  Trucks)  ITA  8G2 

Batteries  (for  Electric  Trucks)  (1965)  ITA  8EI 

Batteries  (for  Electric  Trucks)  (1965)  ITA  8E2 

Batteries  (for  Electric  Trucks)  (1965)  ITA  8K1 

Batteries  (on  Boats)  (1970)  Rec.  Pr  ABYC  ElO 

Batteries  (1969)  ANSI  C18.1 

Batteries  (1970)  /  Domestic  Marketing  Std.  Including  G  BCI  *1.15 

Batteries  (1971)  NEMA  IBl 

Batteries  (1971)  SAE  J240 

Batteries,  Voltages  (for  Electric  Trucks)  (1956)  ITA  8B1 

Batterit  s;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8C2 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8D1 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8E3 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)             "  ITA  8E4 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8F1 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8F2 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8G1 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H1 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H2 

Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8J1 

Battery  Chargers  (1963)  UL  1103 

Battery  Containers  Made  From  Hard  Rubber  or  Equivalent  ASTM  D639 

Battery  Leads  (for  Electric  Trucks)  (1970)  ITA  8L8 

Battery  Marking  (1957)  ITA  5A1 

Battery  Materials  Spec,  Vehicular,  Ignition,  Lighting  BCI  *l.41 

Battery  Powered  Industrial  Trucks  (1971)  UL  583 

Battery  Powered  Vehicle  Test  Procedure  (1971)  SAE  J227 

Battery  Replacement  Data;  Group  Numbers  and  Spec.  (1970  BCI  *1.56 

Battery  Spec,  Vehicular,  Ignition,  Lighting,  and  Start  BCI  *1.48 

Battings  Used  as  Filling  Materials  in  Articles  of  Uphol  ABFLO  K-1 

Bauer  McNett  Wet  Classification  of  Asbestos  Fiber  (1 970  ASTM  D2589 

Bead  Wire  (1970)  SWA  *90 

Beaker  Meth.  (1968)  ANSI  C59.109  Std.  Meth.  for  Oxida  ASTM  D1934 

Beam  High  Vacuum  Welding  Machine  (1971)  NSA  976 

Beam  Roofing  and  Siding;  Designed  Dimensions  and  Weight  AA  *287.25 

Beam  Spec  and  Tests  (1970)  AAR  MSRP-E-73 

Beam  Strength  Fibre  Tubes  and  Cores  (1966)  CCTI  T1I4 

Beam  Switching  Devices  (1969)  SAE  J565B 

Beam  Switching  for  Vehicles  (1971)  SAE  J564C 

Beam  Ultrasonic  Examination  of  Plain  and  Clad  Steel  Pla  ASTM  A578 

Beam  Uniformity  Test  Film  for  35mm  Motion  Picture  Sound  ANSI  PH22.65 

Beam  (1970)  Std.  SAE  J602A 

Beams  for  Highway  Guardrail  (1970)  AASHO  M180 

Beams  (1970)                  Spec,  for  Design  and  Construction  of  Pr  AREA  8-17-25 

Bearing  Adapters  for  Freight  Cars  (Railway)  (1970)  AAR  MSRP-M-924 

Bearing  Alloys  (1966)  ANSI  H39.1  ASTM  B23 

Bearing  and  Expansion  Plates  and  Sheets  for  Bridge  and  ASTM  BlOO 

Bearing  Approval  (for  Interchange  Railway  Freight  Car  S  AAR  MSRP-D-58 

Bearing  Basic  Brick  (1970)  ASTM  C649 

Bearing  Basic  Refractory  Brick  (1968)  ASTM  C620 

Bearing  Boxes  (Railway  Cars)  (1970)  Std.  for  Cap  AAR  MSRP-L-28 

Bearing  Concrete  Masonry  (1969)  NCMA  7 

Bearing  Engine  Mounted  Power  Generators  (1970)  SAE  J162 

Bearing  Freight  Car  Applications  (1970)  /Ir  for  4  1/4  AAR  MSRP-D-22E 

Bearing  Load  of  Corrugated  Plastic  Panels  (1969)  ASTM  D1602 

Bearing  Ores  and  Related  Materials  (1969)  /Particle  Si  ASTM  E389 

Bearing  Performance  Tables;  (User's  Manual)  (1970)  CBBI  *1 

Bearing  Quahty  (1971)  SAE  AMS6449 

(Bearing  Retaining)  (1971)  NSA  1443 

(Bearing  Retaining)  (1971)  NSA  1493 

Bearing  Rod  End,  External  Thread,  Self  Aligning,  Anti  F  NSA  659 

Bearing  Strength  of  Plastics  (1969)  ASTM  D953 

Bearing  Tile  (1971)  ANSI  A76.1  ASTM  C56 

Bearing  Units  (1970)                              Rec.  Pract.  for  the  Modi  AAR  MSRP-D-62A 

Bearing  Wall  Buildings  (Tech.  Notes)  (1969)  SCPI  16A 

Bearing  Wall  Detailing  (Tech.  Notes)  (1968)  SCPI  24G 

Bearing  Wall  Types  and  Properties  (Tech.  Notes)  (1969)  SCPI  24H 

Bearing  Wall  (for  High  Buildings)  (Tech.  Notes)  (1970)  SCPI  24 

Bearing  Walls  in  Multi  Storied  Structures  (1968)  NCMA  10 

Bearing  Walls  in  Multi  Storied  Structures  (1969)  NCMA  9 

Bearing  Wedge  (1970)  AAR  MSRP-D-50 
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Std.  for  Hi  Hal 
Std.  Steeple  Back  Journal 
Rec.  Std.  for  Ball 
Std.  Test  Meth.  for  the  California 
Std.  for  Hi  Hat  Journal 
Alternate  Std.  for  Axle  for  Freight  Cars;  Roller 
Alternate  Std.  for  Axle  for  Freight  Cars;  Plain 
Std.  for  Cam  Follower,  Needle 
Std.  for  Axle  for  Freight  Cars;  Roller 
Std.  for  Axle  for  Freight  Cars;  Plain 
Std.  for  Axle  for  Passenger  (Railway)  Cars;  Plain 
Std.  for  Axle  for  Passenger  Cars;  Roller 
tion  (1971)  Std.  Part 

y)  (1970)  Std.  Spec,  for  Approved  Journal  Roller 

Rec.  Pract.  for  Trailer  Wheels  and 
assignment  of  Approval  Numbers  for  Approved  Journal  Roller 
Basic  Boundary  Plans  (1/  Std.  for  Metric  Ball  and  Roller 

Std.  Spec,  for  Iron  Base  Sintered 
Std.  Spec,  for  Copper  Base  Sintered 
g  Dimensions  for  Seals  and  Seal  Fit  for  Freight  Car  Roller 
Std.  Requirements  for  Instrument  Precision  Ball 
Std.  Iron  Back,  Lined  Journal 
Std.  Flat  Back  Journal 
ranee  Definitions  and  Gaging  Practices  for  Ball  and  Roller 
for  Metric  Ball  and  Roller  Bearings  (Except  Tapered  Roller 
rame  (1971)  Spec,  for 

Std.  Spec,  for  Car  and  Tender  Journal 
Std.  for  Laboratory  Processing  of  Pulp 
Rules  and  Regulations  for  the  Conduct  of  Std.  Barber  and 
Masks,  Caps,  Mitts,  Etc.)  for  Commercial  or  Ho/  Std.  for 

of  Test  for  Trace  Quantities  of  Total  Sulfur  (Wickbold  and 

Measuring  of 

Meth.  of  Measuring  the  Finished  Size  of 
Meth.  of  Measurement  for  Determining  Length  of 
Meth.  of  Measurement  for  Determining  Width  of 
971)  Spec,  for  Bonding  Type  Back 

of  Predicting  the  Effect  of  Weathering  on  Face  Glazing  and 
Nomenclature  for  Filling  Materials  Used  in 
urn  (1969)  Spec,  for  Ductile  Back 

um  (1969)  Spec,  for  Bonding  Type  Back 

urn  (1969)  Spec,  for  Oil  Extended  Cured  Rubber  Back 

0)  Rec.  Std.  for  Link  Fabric 

filling  Materials  in  Articles  of  Upholstered  Furniture  and 
Cleanliness  of  Filling  Materials  Used  in 
Feathers  and  Down  Used  as  Filling  Materials  in 
Foams  Used  as  Filling  Materials  in 
Determination  of  Mixtures  Used  in  FiUing  Materials  in 
Hog  Hair  Used  in  Filling  Materials  in 
oisture.  Density  and  Buoyancy  of  Filling  Materials  Used  in 
Sterilization  of  Filhng  Materials  Used  in 
residual  Loss  Table  of  Fibers  Used  as  Filling  Materials  in 
Safety  Std.  for  Electrically  Heated 
Measuring  of  Bed  Pillows  and  Mattress  Pads 
Flooring  Grading  Rules,  Oak,  Pecan, 
for  Alkah  Resistance  of  Ceramic  Decorations  on  Returnable 

Meth.  for  Smoothness  of  Paper 
Std.  Spec,  for  Compression  Joints  for  Vitrified  Clay 
Manual  on  Design  and  Manufacture  of  Coned  Disk  Spring  or 
mum  Evaluation  Std.  for  Clutch  Flywheel  Safety  Shields  and 
Std.  for  Motor  Vehicle  Seat 
Std.  for  Motor  Vehicle  Seat 
rec.  Pract.  for  Dynamic  Test  Procedure,  Types  1  and  2  Seat 
Rec.  Pract.  for  Motor  Vehicle  Seat 
Rec.  Pract.  for  Seat 
Rec.  Pract.  for  Seat 
Fire  Protection  for 
Rec.  Pract.  for  Seat 
Rec.  Std.  for  Belt  Lacer  (or 
Rec.  Std.  for 

for  Bulk  Handling  Equipment;  Elevator  Bucket  Punching  for 

Agricultural  Tractor 
Tractor 
Conveyor 

r  Certain  Heavy  Cotton  Fabrics  for  Manufacture  of  Hose  and 
Std.  for  Aluminum  Sheet  and  Plate;  Approximate 
m  Sheet  and  Plate;  Approximate  Bend  Radii  for  90  Deg.  Cold 

Tent.  Std.  for 

the  Field  (1971)  Rec.  Pract.  for 

Fabricating  Tolerances,  Minimum 
Rec.  Pract.  for  Fiberboard  Crease 
y  Steels  (1969)  Rec.  Pract.  for  Heat  Treatment  of  Pipe 

bolts  (1970)  Std.  for 

Std.  for  Alcohol 
Std.  Spec,  for  Refined 
Std.  of  Acceptable  Concentrations  of  Xylene  (Dimethyl 


Bearing  Wedge  (1970)  AAR 

Bearing  Wedges  (1970)  AAR 

Bearing  Wire  (Low  Carbon)  (1970)  .  SWA 

Bearing  (Soil  and  Soil  Aggregates)  Ratio  (1963)  AASHO 

Bearing  (1970)  AAR 

Bearing,  Black  Collar  (Railway)  (1970)  AAR 

Bearing.  Black  Collar  (Railway)  (1970)  AAR 

Bearing,  High  Strength  Stud  (1970)  NSA 

Bearing,  Raised  Wheel  Seat  (Railway)  (1970)  AAR 

Bearing.  Raised  Wheel  Seat  (Railway)  (1970)  •  AAR 

Bearing,  Raised  Wheel  Seat  (1970)  AAR 

Bearing.  Raised  Wheel  Seat  (1970)  AAR 

Bearing.  Rod  End,  Plain  Shank,  Self  Aligning,  Anti  Fric  NSA 

Bearings  Applicable  to  Interchange  Freight  Cars  (Railwa  AAR 

Bearings  for  Boats  (1969)  BIA 

Bearings  for  Interchange  Freight  Service  (Railway  Cars)  AAR 

Bearings  (Except  Tapered  Roller  Bearings)  Conforming  to  AFBMA 

Bearings  (Oil  Impregnated)  (1970)  ASTM 

Bearings  (Oil  Impregnated)  (1970)  ANSI  H9.27  ASTM 
Bearings  (Railway)  (1970)                 /Earance  Outline  and  Limitin  AAR 

Bearings  (1969)  ANSI  B3. 10  AFBMA 

Bearings  (1970)  AAR 

Bearings  (1970)  AAR 
Bearings  (1971)  ANSI  B3.4,  B3.5                                  Std.  Tole  AFBMA 
Bearings)  Conforming  to  Basic  Boundary  Plans  (1971)                 /  AFBMA 

Bearings,  Ball  and  Roller,  Rod  End,  Anti  Friction,  Airf  NSA 

Bearings,  Lined  (1970)  ANSI  H29.I  ASTM 

(Beater  Meth.)  (1970)  TAPPI 

Beautician  Schools  (I960)  AMBBA 

Beauty  Parlor  Equipment  (Hair  Dryers  and  Wavers;  Facial  UL 
Beckman  Combustion  Apparatus)  (1970)                      Std.  Meth.  ASTM 

Bed  Pillows  and  Mattress  Pads  (Bedding)  (1970)  ABFLO 

Bed  Pillows  (1968)  ABFLO 

Bed  Pillows  (1968)  ABFLO 

Bed  Pillows  (1968)  ABFLO 

Bedding  Compound  for  Use  with  Architectural  Aluminum  (1  A  AM  A 
Bedding  Compounds  on  Metal  Sash  (1967)                   Std.  Meth.  ASTM 

Bedding  Furniture  (1964)  ABFLO 

Bedding  Glazing  Tapes  for  Use  with  Architectural  Alumin  AAMA 

Bedding  Glazing  Tapes  for  Use  with  Architectural  Alumin  AAMA 

Bedding  Glazing  Tapes  for  Use  with  Architectural  Alumin  AAMA 

(Bedding  or  Furniture)  Wire  (Bright  and  Galvanized)  (197  SWA 
Bedding  (1968)              /Yde  in  Undyed  Cotton  Battings  Used  as  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  ABFLO 

Bedding  (1970)  UL 

(Bedding)  (1970)  ABFLO 

Beech,  Birch,  Hard  Maple  (1968)  NOFMA 
Beer  and  Beverage  Glass  Containers  (1971)               /Test  Meth.  ASTM 

Beeswax  (1965)  CTFA 

(Bekk  Meth.)  (1971)  TAPPI 

Bell  and  Spigot  Pipe  (1971)  ASTM 

Belleville  Springs  (Hs  63)  (1968)  SAE 
Bellhousings  (1971)                            Test  Procedures  and  Mini  SEMA 

Belt  Anchorage  (1966)  SAE 

Belt  Assemblies  (1965)  SAE 

Belt  Assemblies  (1970)  SAE 

Belt  Assembly  Installations  (1971)  SAE 

Belt  Assembly  Webbing  Abrasion  Test  Procedure  (1971)  SAE 

Belt  Assembly  Webbing  Abrasion  Test  Requirements  (1970)  SAE 

Belt  Conveyors  (1970)  FMS 

Belt  Hardware  Test  Procedure  (1970)  SAE 

Belt  Hook)  Wire  (1970)  SWA 

Belt  Lacer  (or  Belt  Hook)  Wire  (1970)  SWA 
Belt  Mounting  (1970)                                                      Std.  CEMA 

Belt  Speed  and  Pulley  Width  (1966)  SAE  J720  ASAE 

Belt  Speed  and  Pulley  Width  (1967)  SAE 

Belt  Wire  (Flat)  (1962)  SWA 
Belting  (1970)                           Std.  Spec,  and  Meth.  of  Test  Fo  ASTM 

Bend  Radii  for  90  Deg.  Cold  Bend  (1969)  A  A 
Bend  (1969)                                                 Std.  for  Aluminu  A  A 

Bending  Number  of  Paperboard  (1966)  TAPPI 

Bending  Polyvinyl  Chloride  (PVC)  Schedule  40  Conduit  in  SPI 

Bending  Radii  and  Tangents  (1969)  PFI 

Bending  Test  (1969)  SAE 

Bends  and  Formed  Components  of  Carbon  and  Ferritic  AUo  PFI 

Bent  Bolts,  Studs,  Projection  Weld  Studs  and  Forged  Eye  IFI 

Benzene  Solubility  of  Wood  (1959)  TAPPI 

Benzene  535  (1969)  ASTM 

Benzene)  (1971)  ANSI 
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1)  Std.  Spec,  for  Copper 

Sid.  Spec,  for  Copper 
Std.  Spec,  for  Copper 
Std.  Acceptable  Concentrations  of 
Std.  for  Alpha, 
Meth.  for  Cellulose  in  Pulp  by  Cross  and 
determining  the  Strength  of  Spur,  Helical,  Herringbone  and 
for  Gearmotors  Using  Spur,  Helical,  Herringbone  and  Spiral 

Redwood 
Std.  for  Plain,  Lock, 
i  Resistance  of  Ceramic  Decorations  on  Returnable  Beer  and 
public  Health  and  Safety  Test,  and  Evaluation  for  Food  and 

Std.  for  Food  and 
Sanitation  Code  for  the  Vending  of  Food  and 
ass  Container)  Spec.  Guideline  for  Nonalcoholic  Carbonated 

Std.  for  Steel 

multipurpose  Passenger  Vehicles/  Std.  for  Tires  and  Rims 

Tent.  Std.  for  Water  Absorbency  of 
intenance  and  Rules  of  the  Road  /  Safety  Std  for  Regular 

steel  Safety  Std.  for  Structural  Requirements  for  Regular 

braces,/  Safety  Std.  for  General  Requirements  for  Regular 

Safety  Std.  Definitions  for  Regular 
Test  Procedures  for  the  Safety  Std.  for  Regular 
topping  Power,  Traction  and  Steering  Stability  for  Regular 
ghts  (1970)  Safety  Std.  for  Lighting  for  Regular 

Guide  for  Spec.  Fire  Dampers  (for 
Information  Required  for  the  Preparation  of 
Rec.  Pract.  for  the  Installation  of 
Rec.  Pract.  for 

Rec.  Pract.  and  Std.  Covering  Electrically  Operated 
m  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 
Std.  Spec,  for  Nickel  Iron  Chromium  Silicon  Alloy 
Std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy 
Std.  Spec  for  Titanium  and  Titanium  Alloy  Bars  and 
Std.  Spec,  for  Phosphorus  Deoxidized  Copper  Wire  Bars, 
Std.  Spec,  for  Oxygen  Free  Electrolytic  Copper  Wire  Bars, 
Std.  Spec,  for  Carbon  Steel  Blooms, 
Std.  Spec,  for  Alloy  Steel  Blooms, 
rules  Governing  Inspection  and  Repairs  of  Foreign  Cars  and 

Std.  for 

Spec,  for  Ring,  Memo  and  Post 
Ring 

ing,  Corrosion  and  Heat  Resistant  Thermosetting,  Inorganic 
s  (1959)  Palletloading 

Std.  for 
Rec.  Std.  for  Box 
Rec.  Std.  for  Spiral 

umes)(l97l)  Std.  for  Library 

Rec.  Std.  for  Armature 
Minimum  Spec,  for  Class"A"  library 
Agricultural  Pallet  Bulk 
very  Equipment  (Anfo)  and  Related  Facilities  (Bulk  Storage 
ffluents.  Bottom  SI  Std.  Meth.  for  Physical,  Chemical  and 

Std.  Test  Meth.  for 

n,  Macrophyton,  Macroinvertebrates,  Fishe/  Std.  Meth.  for 

Flooring  Grading  Rules,  Oak,  Pecan,  Beech, 
Spec,  for  Photographic  Grade  Sodium  Formaldehyde 

Std.  Part 


Std  Test  Meth.  for  Quantitative  Extraction  of 
68)  Std.  Meth.  of  Test  for  Softening  Point  of  Asphalt 

for  Inorganic  Matter  or  Ash  in  Solid,  Semisolid  or  Liquid 
Std.  Spec,  for  Homogeneous 
Rec.  Pract.  for  InstaUing 
Std.  Spec,  for  Perforated 
Std.  Spec,  for  Homogeneous  Perforated 
(1969)  Std.  Spec,  for  Homogeneous  Perforated 

.  Meth.  of  Test  for  Coating  and  Resistance  to  Stripping  of 
Std.  Meth.  of  Test  for  Sieve  Analysis  of  Crushed 
Std.  Meth.  of  Test  for  Cubic  Foot  Weight  of  Crushed 
e  Arches  (1970)  Std.  Spec,  for 

Safety  Std.  for  Septic  Tanks, 
Std.  Spec,  for  Crushed  Stone  and  Slag  for 
Tent.  Test  Meth.  for  Density  of 
Std.  Spec,  for  Crushed  Stone  and  Slag  for 
Std.  Spec,  for  Homogeneous  Perforated 
Std.  Test  Meth.  for  Settlement  Ratio  of  Mineral  Matter  in 

c.  for  Crushed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for 
Std.  Spec,  for  Crushed  Stone  and  Slag  for 

d.  Meth.  of  Test  for  Water  in  Petroleum  Products  and  Other 
Std.  Test  Meth.  for  Ductility  of 

failure  End  Point  in  Accelerated  and  Outdoor  Weathering  of 
Std.  Meth.  of  Test  for  Ductility  of 
Std.  Meth.  of  Sampling 
.  of  Test  for  Resistance  to  Plastic  Flow  of  Fine  Aggregate 


Geometry  Factors  for 
Std.  Pract. 


/Test  Meth.  for  Alkal 


Bottle  (Gl 


Similar  Drainage  / 


Beryllium  Alloy  Plate,  Sheet,  Strip  and  Rolled  Bar  (197 
Beryllium  Alloy  Rod  and  Bar  (1971a) 
Beryllium  Alloy  Wire  (1971) 
Beryllium  Compounds  (1970) 
Beta,  and  Gamma  Cellulose  in  Pulp  (1961) 
Bevan  Meth.  (1970) 
Bevel  Gear  Teeth  (1970) 
Bevel  Gears  (1971) 
Bevel  Siding  (1970) 
Beveled  and  Test  Washers  (1970) 
Beverage  Glass  Containers  (1971) 
Beverage  Vending  Machines  (1967) 
Beverage  Vending  Machines  (1969) 
Beverages  (1965) 
Beverages  (1970) 

Bi-Fold  Closet  Door  Units,  Frames,  and  Trim  (1970) 
(Bias  and  Radial  Ply)  for  Trucks,  Busses,  Trailers,  and 
Bibulous  Papers  (1964) 

Bicycles  Including  Selection,  Purchase,  Preparation,  Ma 
Bicycles  Including  Tests  for  Static  Load,  Frame,  Fork, 
Bicycles  Including  Wheel  Assembly,  Chainguards,  Saddle 
Bicycles  (1970) 
Bicycles  (1970) 

Bicycles  (1970)  /D.  for  Performance  Requirements  for  S 

Bicycles,  Including  Reflectivity,  Headlights  and  Tailli 

Bidding  and  Installation)  (1970) 

Bidding  Spec,  for  Electrostatic  Precipitators  (1968) 

Bilge  Pumping  Systems  for  House  Boats  (1970) 

Bilge  Pumps  on  Boats  (1966) 

Bilge  Pumps  (on  Boats)  (1970) 

Billets  and  Bars  for  Reforging  (1970)  /Ec.  for  Chromiu 

Billets  and  Forging  Bars  (1970) 
Billets  for  Reforging  (1969) 
Billets  (1969) 
Billets,  and  Cakes  (1970) 
Billets,  and  Cakes  (1970)  ANSI  H23.1 1 
Billets,  and  Slabs  for  Forgings  (R1969)  ANSI  G55.2 
Billets,  and  Slabs  for  Forgings  (1969)  ANSI  G55.3 
Bilhng  for  Same  (Railway)  (1971) 
Bimetallic  Thermometers  (1962) 
Binder  Sheet  Sizes  and  Data  (1956) 
Binder  Wire  (1962) 
Binder (1971) 

Binding  and  Protection  for  Bulk  Materials  in  Steel  Drum 
Binding  Used  in  Libraries  (1966) 
Binding  Wire  (1970) 
Binding  Wire  (1970) 

Binding  (Books,  Magazines,  Periodicals,  and  Special  Vol 
Binding  (or  Banding)  Wire,  Tinned  (1970) 
Binding  (1950) 
Bins  (1969) 

Bins)  (1968)  /Nd  Proper  Operation  of  Bulk  Mix  and  Deli 

Bioassay  Examination  of  Polluted  Waters,  Wastewaters,  E 

Biodegradability  of  Alkylbenzene  Sulfonates  (1970) 

Biological  Sampling  and  Analysis  of  Plankton,  Periphyto 

Birch,  Hard  Maple  (1968) 

Bisulfite,  Anhydrous  NaHS03,  HCHO  (1970) 

Bit,  Screwdriver,  Tri  Wing  Recess  (1971) 

Bit,  Screwdriver,  Tri  Wing,  Spec,  for  ( 1 970) 

Bithionol  (1958) 

Bitumen  From  Bituminous  Paving  Mixtures  (1970) 
(Bitumen)  and  Tar  in  Ethylene  Glycol  (Ring  and  Ball)  (19 
Bitumens  (1942)  Std.  Test  Meth. 

Bituminized  Fiber  Drain  and  Sewer  Pipe  (1969) 
Bituminized  Fiber  Drain  and  Sewer  Pipe  (1969) 
Bituminized  Fiber  Drainage  Pipe  and  Fittings  (1970) 
Bituminized  Fiber  Pipe  for  General  Drainage  (1969) 
Bituminized  Fiber  Pipe  for  Septic  Tank  Disposal  Fields 
Bituminous  Aggregate  Mixtures  Containing  Adhesive  Promo 
Bituminous  Coal  (1969) 
Bituminous  Coal  (1969)  ANSI  K20.1 

Bituminous  Coated  Corrugated  Metal  Culvert  Pipe  and  Pip 

Bituminous  Coated  Metal  (1970)  ANSI  A162.I 

Bituminous  Concrete  Base  Course  (1964) 

Bituminous  Concrete  in  Place 

Bituminous  Concrete  Surface  Course  (1964) 

Bituminous  Fiber  Pipe  Systems  for  Highway,  Airport,  and 

Bituminous  Filler  (1942) 

Bituminous  Macadam  Base  and  Surface  Courses  of  Pavement 
Bituminous  Macadam  Surface  Course  (1964) 
Bituminous  Materials  by  Distillation  (1970)  ANSI  Z11.9, 
Bituminous  Materials  (1968) 

Bituminous  Materials  (1968)  ANSI  AI09.4I  /of  Test  for 

Bituminous  Materials  (1969)  ANSI  A37.il,  AASHO  T5I 
Bituminous  Materials  (1970) 

Bituminous  Mixtures  by  Means  of  the  Hubbard  Field  Appar 


Spec,  for  Aluminum  Coat 


ASTM 

ASTM 

ASTM 

ANSI 

TAPPI 

TAPPl 

AGMA 

AGMA 

CRA 

IFI 

ASTM 

NAMA 

NSF 

NAMA 

NSDA 

use 

TRA 

TAPPI 

BMA 

BMA 

BMA 

BMA 

BMA 

BMA 

BMA 

CSI 

IGCI 

BIA 

BIA 

ABYC 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AAR 

SAMA 

ANSI 

SWA 

SAE 

RI 

ALA 

SWA 

SWA 

LBI 

SWA 

ALA 

ASAE 

IMF 

APHA 

ASTM 

APHA 

NOFMA 

ANSI 

NSA 

NSA 

CTFA 

AASHO 

ASTM 

AASHO 

ASTM 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

UL 

AASHO 

ASTM 

AASHO 

ASTM 

AASHO 

ASTM 

AASHO 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 


BI94 

BI96 

B197 

Z37.29 

T203 

T201 

226.01 

460.05 

3A4-4 

SEC.K 

C675 

*2 

25 

•5 

*l 

PS38 

2 

T432 

6/7 

6/4 

6/5 

6/2 

6/6T 

6/3 

6/6 

15861 

EP5 

HEM6 

134 

AlO 

B472 

B5I2 

B385 

B348 

B379 

B170 

A273 

A274 

MSRP-L-95 
PMC4-1 
X2.4.3 
*130 

AMS3126 

P226-I 

»1 

*I6 

*82 

•I 

•4 

•2 

S337 

6.III 

•2-200 

D2667 

•2-600 

•1 

PH4.156 
4005 
4001 
74 

T164 

D2398 

Till 

DI86I 

D23I6 

M177 

D2311 

D2312 

D2727 

D3I1 

D29I 

MI90 

70 

M76 

D2950 

M79 

D2818 

TI09 

D693 

M78 

D95 

T51 

D1670 

DI13 

D140 

D1138 
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Sid.  Meth.  of  Test  for  Resistance  to  Plastic  Flow  of 
Std.  Meth.  of  Test  for  Bulk  Specific  Gravity  of  Compacted 
tent.  Meth.  of  Test  for  Bulk  Specific  Gravity  of  Compacted 
Std.  Spec,  for  Fine  Aggregate  for 
Std.  Spec,  for  Coarse  Aggregate  for 
Std.  Spec,  for  Mineral  Filler  for 
Std.  Test  Meth.  for  Moisture  or  Volatile  Distillates  in 
td.  Test  Meth.  for  Quantitative  Extraction  of  Bitumen  From 
Std.  Meth.  of  Test  for  Maximum  Specific  Gravity  of 
for  Requirements  for  Mixing  Plants  for  Hot  Mixed,  Hot  Laid 
std.  Spec,  for  Crushed  Stone,  Slag  Gravel  for  Dense  Graded 
ed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for  Open  Graded 

Guide  Spec,  for  Built  Up 
NSI  al09/  Std.  Spec,  for  Woven  Glass  Fabrics  Treated  with 

.  Spec,  for  Preformed  Expansion  Joint  Filler  for  Concrete 
ng  and  Structural  Construction  (Nonextruding  and  Resilient 
Test  Meth.  for  Glue  (Protein)  in  Paper,  Qualitative 
d  Seamless  Steel  Pipe  for  Ordinary  Uses  (/  Std.  Spec,  for 

Rec.  Pract.  for  CaUbration  of  Densitometers  Used  for 
Rec.  Pract.  for  Judging 
pe  (1970)  Std.  Spec,  for 

Alternate  Std.  for  Axle  for  Freight  Cars;  Roller  Bearing, 
Alternate  Std.  for  Axle  for  Freight  Cars;  Plain  Bearing, 

Carbon 

r  Finishes  (1970)  Tent.  Test  Meth.  for 

Std.  Test  Meth.  for  Degree  of  Dispersion  of  Carbon 
Tent.  Std.  for  Analysis  of  Soda  and  Sulfate 
Suggested  Meth.  for  the  Measurement  of  Sohds  Content  of 
Std.  Spec,  for  Extra  Heavy  Duty 
0)  Spec,  for 

Std.  Spec,  for 
Std.  Meth.  for  Ash  Content  of  Carbon 
Std.  Meth.  for  Fines  Content  of  Pelleted  Carbon 
Std.  Test  Meth.  for  Heating  Loss  of  Carbon 
Std.  Test  Meth.  for  Pellet  Size  Distribution  of  Carbon 
Std.  Test  Meth.  for  (Ph)  Value  of  Carbon 
Std.  Test  Meth.  for  Pour  Density  of  Pelleted  Carbon 
Std.  Test  Meth.  for  Sieve  Residue  From  Carbon 
Std.  Test  Meth.  for  Sulfur  Content  of  Carbon 
Std.  Test  Meth.  for  Volatile  Content  of  Carbon 
Std.  Spec,  for  Bone 

Std.  Meth.  of  Test  for  Iodine  Adsorption  Number  of  Carbon 
Std.  Classification  System  for  Carbon 
Doctor 

Rec.  Pract.  for  Electrical  Terminals; 

Spec,  for  Hack  Saw 
Spec,  for  Band  Saw 
Std.  Spec,  for  Mineral  Fiber 
lal  Mesh  Covered)  (Industrial  Ty/  Spec,  for  Mineral  Fiber 

)  ANSI  Z/  Std.  Meth.  of  Test  for  Thickness  and  Density  of 

struction  Buildings  (1970)  Std.  Spec,  for  Mineral  Fiber 

ion  of  the  Thermal  Resistance  of  Low  Density  Mineral  Fiber 
strial  Ty/  Spec,  for  Mineral  Fiber  Blanket  Insulation  and 

Std.  Spec,  for  Rubber  Insulating 
9)  Std. 

Manual  on 
Rec.  Pract.  for  Fan 
Std.  Spec,  for  Portland 
n.  Storage,  Handling,  and  Use  of  Commercial  Explosives  and 
X  Dehvery  Equipment  for  Water  Gel  or  Slurry  Explosives  or 
acture,  Transportation,  Storage,  and  Use  of  Explosives  and 

c.  Safety  Std.  for  Motor  Vehicles  Transporting  Explosives, 
inst  Radio  Frequency  Energy  Hazards  in  the  Use  of  Electric 

Std.  for  Ventilation  and  Safe  Practices  of  Abrasive 
Std.  Fire  Resistant  Door  for  Powder  and 
Bleachability  of  Pulp 
Bleachability  of  Pulp  (Hot  Test  with 
Std.  for  Analysis  of  Bleaching  Powder, 
Std.  for 

Std.  for  Analysis  of  Bleaching  Powder,  Bleach  Liquor,  and 

d.  Test  Meth.  for  Color  After  Heating  of  Drying  Oils  (Heat 

(1971) 
71) 

Std.  for  Pentosans  in  Wood  and 
Test  for  Reversion  of 
.  of  Sampling  and  Chemical  Analysis  of  Chlorine  Containing 
Std.  Test  Meth.  for  Active  Oxygen  in 
7)  Std.  for  Analysis  of 

Std.  Meth.  of  Test  for 

71)  Meth.  for 

Std.  for  Petroleum  Oil  for 
Std.  Spec,  for  Petroleum  for 
lermining  Pressure  Blocking  Point  of  Petroleum  Wax  and  Wax 
Test  for  Pressure  Blocking  Point  of  Petroleum  Wax  and  Wax 
fabrics  Made  From  All  Cotton  or  From  Cotton/Man  Made  Fiber 
g  Self  Study  and  Evaluation  of  Residential  Schools  for  the 


Bituminous  Mixtures  Using  Marshall  Apparatus  (1971)  ASTM  D1559 

Bituminous  Mixtures  Using  Paraffin  Coated  Specimens  (19  ASTM  D1I88 

Bituminous  Mixtures  Using  Saturated  Surface  Dry  Specime  ASTM  D2726 

Bituminous  Paving  Mixtures  (1969)  ASTM  D1073 

Bituminous  Paving  Mixtures  (1969)  ASTM  D692 

Bitummous  Paving  Mixtures  (1970)  AASHO  M17 

Bituminous  Paving  Mixtures  (1970)  AASHO  TllO 

Bituminous  Paving  Mixtures  (1970)  AASHO  T164 

Bituminous  Paving  Mixtures  (1971)  ASTM  D2041 

Bituminous  Paving  Mixtures  (1971)  ANSI  A37.102  /Spec,  ASTM  D995 

Bituminous  Road  Mix  Surface  Course  (1964)  AASHO  M62 

Bituminous  Road  Mix  Surface  Course  (1964)  /.  for  Crush  AASHO  M63 

Bituminous  Roofing  (1971)  CSI  07510 

Bituminous  Substances  for  Use  in  Waterproofing  (1971)  A  ASTM  D1668 

(Bituminous  Type)  (1970)  Std  AASHO  M33 

Bituminous  Types)  (1971)  ANSI  A37. 113  /R  Concrete  Pavi  ASTM  D175I 

(Biuret  Test)  (1971)  TAPPI  UM-413 

Black  and  Hot  Dipped  Zinc  Coated  (Galvanized)  Welded  An  ASTM  A120 

Black  and  White  Photographic  Density  Measurement  (1970)  SMPTE  RP15 

Black  and  White  Toned  Prints  (1967)  PSA  *1 

Black  and  Yellow  Varnished  Glass  Polyester  Cloth  and  Ta  ASTM  D2400 

Black  Collar  (Railway)  (1970)  AAR  MSRP-D-10 

Black  Collar  (Railway)  (1970)  AAR  MSRP-D-9 

Black  Colorant  (1962)  CTFA  84 

Black  Heel  Marking  Tendencies  of  Waxes  and  Polymer  Floo  ASTM  D2869 

Black  in  Rubber  Compounds  (1969)  ASTM  D2663 

Black  Liquor  (1964)  TAPPI  T625 

Black  Liquor  (1971)  TAPPI  T650SU 

Black  Neoprene  Jacket  for  Wire  and  Cable  (1969)  ASTM  D2819 

Black  Paint  for  Steel  Bridges  or  Timber  Structures  (197  AASHO  M68 

Black  Synthetic  Iron  Oxide  (R1969)  ASTM  D769 

Black  (R1969)  ASTM  D1506 

Black  (R1969)  ASTM  D1508 

Black  (R1969)  ASTM  D1509 

Black  (R1969)  ASTM  D1511 

Black  (R1969)  ASTM  D1512 

Black  (R1969)  ASTM  D1513 

Black  (R1969)  ASTM  D1514 

Black  (R1969)  ASTM  D16I9 

Black  (R1969)  ASTM  D1620 

Black  (R1969)  ANSI  K36.1  ASTM  D210 

Black  (1970)  ASTM  D1510 

Blacks  Used  in  Rubber  Products  (1971)  ASTM  D1765 

Blade  Steel  (1962)  SWA  '105 

Blade  Type  (1970)  SAE  J858A 

Blades  (1970)  ANSI  B121.1 

Blades  (1970)  ANSI  B122.1 

Blanket  and  Felt  Insulation  (Industrial  Type)  (1970)  ASTM  C553 

Blanket  Insulation  and  Blanket  Type  Pipe  Insulation  (Me  ASTM  C592 

Blanket  or  Batt  Type  Thermal  Insulating  Materials  (1970  ASTM  C167 

Blanket  Thermal  Insulation  for  Wood  Frame  and  Light  Con  ASTM  C665 

Blanket  Type  Building  Insulation  (1970)  /or  Determinat  ASTM  C653 

Blanket  Type  Pipe  Insulation  (Metal  Mesh  Covered)  (Indu  ASTM  C592 

Blankets  (1970)  ANSI  J6.4  ASTM  D1048 

Blanks,  Also  Semi  Finished,  for  Solid  Carbide  Taps  (196  ANSI  B94.1 

Blast  Cleaning  (Hs  124)  (1968)  SAE  J792A 

Blast  Deflectors  for  Earthmoving  Equipment  (1970)  SAE  J165 

Blast  Furnace  Slag  Cement  (1963)  AASHO  M151 

Blasting  Agents  in  the  Construction  Industry  (1970)  10  ANSI  A10.7 

Blasting  Agents  (1968)  /  for  Safe  Operation  of  Bulk  Mi  IME  6.V 

Blasting  Agents  (1970)  Code  for  the  Manuf  NFPA  495 

Blasting  Agents,  Materials  and  Supplies  (1968)  Re  IME  6.II 

Blasting  Caps  (1970)  Safeguards  Aga  IME  20 

Blasting  Operations  (1968)  ANSI  Z9.4 

Blasting  Supply  Magazines  (1968)  IME  1.7 

(Bleach  and  Evaluate  Brightness)  (1971)  TAPPI  UM-206 

Bleach  Liquor)  (1971)  TAPPI  UM-207 

Bleach  Liquor,  and  Bleach  Sludge  (1947)  TAPPI  T611 

Bleach  Requirement  of  Pulp  (1954)  TAPPI  T219 

Bleach  Sludge  (1947)  TAPPI  T61I 

Bleach)  (1969)  St  ASTM  D1967 

Bleachability  of  Pulp  (Bleach  and  Evaluate  Brightness)  TAPPI  UM-206 

Bleachability  of  Pulp  (Hot  Test  with  Bleach  Liquor)  (19  TAPPI  UM-207 

Bleached  and  Unbleached  Pulp  (1971)  TAPPI  T2230S 

Bleached  Pulp  (1971)  TAPPI  UM-200 

Bleaches  (1970)  Std.  Meth  ASTM  D2022 

Bleaching  Compounds  (1970)  ASTM  D2180 

Bleaching  Powder,  Bleach  Liquor,  and  Bleach  Sludge  (194  TAPPI  T611 

Bleeding  of  Cement  Pastes  and  Mortars  (1970)  ANSI  A1.34  ASTM  C243 

Bleeding  Resistance  of  Asphalted  Paper  at  65  Deg.  C  (19  TAPPI  T475SU 

Blending  with  Creosote  (1970)  AWPA  P4-70 

Blending  with  Creosote  (1971)  ASTM  D1859 

Blends  (1970)  Meth.  for  De  TAPPI  T675 

Blends  (1970)  Std.  Meth.  of  ASTM  D2618 

Blends  (1970)  Std.  Tolerances  for  Certain  Woven  ASTM  D2514 

Blind  and  the  Visually  Handicapped  (1968)  /D.  PromoUn  NACAB  '2 
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rk,  Rehabilitation  Teac/ 
fety  Std.)  (1966) 


(1969) 


Std.  for  Social  Services  for  the 
Sheltered  Workshops  for  the 
Std.  for  the  Education  of  the 
Std.  for  Library  Services  for  the 
Std.  for  Rehabilitation  Centers  for  the 
Std.  for  Vocational  Services  for  the 
tion  and  Mobility  Services  (Cane  and  Dog  Programs)  for  the 
g  Self  Study  and  Evaluation  of  Sheltered  Workshops  for  the 
Std.  for  Production  of  Reading  Materials  for  the 
Std.  for  Production  of  Recorded  Materials  for  the 
std.  for  Production  of  Tactile  Materials,  Braille,  for  the 
Std.  for  Structural  Self  Plugging  Pull  Mandrel 
Glossary  of  Terms  Relating  to 
Std.  for  Small,  Large,  Tubular,  Split  and 
Rec.  Std.  for  Mandrel  Wire  for 
Std.  tor  Break  Mandrel 
Std.  for  Pull  Through  Mandrel 
(1970)  Insert  Molded  In, 

ighl.  Sandwich  Panel  (1970)  Insert  Molded  in 

h  Panel  (1970)  Insert  Molded  in 

68)  Std.  Meth.  for  Accelerated  Test,  of  Moisture 

Std.  Spec,  for  Mineral  Fiber 
Std.  Spec,  for  Diatomaceous  Earth 
Std.  Meth.  of  Test.  Wood  Preservatives  by  Laboratory  Soil 
Std.  Spec,  for  Creosoted  End  Grain  Wood 
ion  Spec.  Insulation  Board  Underlayment  for  Laminated  Wood 
Design  Data  on  Concrete  Joist,  Filler 
std.  Meth.  of  Sampling  Stone,  Slag,  Gravel,  Sand  and  Stone 
Rec.  for  Application  of  Fire 
Application  of  Fire 

Std.  for  Package  Quantities  of  Cubed,  Sized,  Crushed,  and 
ts  for  the  Exterior  Surfaces  of  Brick,  Stone,  and  Concrete 
Procedures  for  Conducting  Special  Tests  in  the  Concrete 

Std.  Test  Meth.  for 
Space 

oints  (1970)  Std.  Meth.  of  Conducting  Shear 

Std.  Meth.  of  Test  for  Compressive  Strength  of  Preformed 
Nominal  Height  of  Masonry  Walls  by  Courses  for  Brick  and 

Std. 

Std.  Meth.  of  Test  for  Pressure 
Meth.  for  Determining  Pressure 
Std.  Meth.  of  Test  for 
Meth.  tor  Indicating  the 
47)  Tent.  Std.  for 

i  T477m-47  Std.  Meth.  of  Test  for 

Std.  for  Fire  Doors,  Windows,  Glass 
Interior  Floors  Exposed  to  W/  Std.  Spec,  for  Wood  Paving 

rec.  Pract.  for  Fabrication  and  Control  of  Steel  Reference 
Std.  for  Rivets  for  Brake  Linings  and  Bolls  for  Brake 
evices.  Electrical,  Wire  Terminating,  Bussing  Arrangement, 
evices,  Electrical,  Wire  Terminating,  Bussing  Arrangement, 
evices,  Electrical,  Wire  Terminating,  Bussing  Arrangement, 
Part  Interconnecting  Device,  Electrical,  Wire  Terminating 

Meth.  tor 

Std.  Spec,  for  Wrought  Iron  Rolled  or  Forged 
Std.  Spec,  for  Carbon  Steel 
Std.  Spec,  tor  Alloy  Steel 
Tent.  Std.  for  Ink  Absorbency  of 
Std.  Test  Meth.  for  Ink  Absorption  of 
for  Particulates  From  Aerospace  Components  or  Systems  (Gas 
Std.  Test.  Procedure  for  the  End 
ducing  Appliances,  Heating,  Ventilating,  Air  Conditioning, 
ducing  Appliances,  Heating,  Ventilating.  Air  Conditioning, 
Positive  Displacement  Compressors,  Vacuum  Pumps  and 
Requirements  tor  Marine  Electric 
tor  Compatible  Operation  of  Forage  Harvesters,  Wagons  and 
c.  Rules  for  Design  Construction  and  Arrangement  of  Boiler 
Spec,  for  Wellhead  Equipment  (Production  Valves,  Flanges, 
s  for  Static  Load,  Frame,  Fork,  Steering  Assembly  and  Tire 

Std.  Spec,  for 

test  Meth.  tor  45  Deg.,  0  Deg.  Directional  Reflectance  tor 
th.  of  Test  tor  Hydrogen  Sulfide  in  Natural  Gas  (Methylene 

Std.  Spec,  for  Iron 
Std.  Spec,  for  Ultramarine 
Redwood 

Guidelines  for  Printed  Circuit 
gid  Boards  (1970)  Std.  Spec,  for  Printed  Wiring 

Rec.  Pract.  for  Using  Gypsum 
Sound  Deadening 

Product  Spec,  for  Noncombustible  Sound  Deadening 
essel  Inspectors  (1970)  (National 
Suggested  Guidelines  for  Printed  Wiring 
Std.  Spec,  for  Mineral  Fiber  Block  and 
apes  Which  Are  Difficult  to  Palletiz/  Corrugated  or  Fiber 

Std.  Spec,  tor  Connectors,  Electrical,  Printed  Wiring 
969)  Rec.  Product  and  Application  Spec.  Insulation 


/Td.  for  Orienta 
Std.  Promotin 


5.2 
.3 


Blind  and  the  Visually  Handicapped,  Including  Social  Wo 
Blind  and  Visually  Handicapped  (Including  Health  and  Sa 
Blind  and  Visually  Handicapped  (1966) 
Blind  and  Visually  Handicapped  (1966) 
Blind  and  Visually  Handicapped  (1966) 
Blind  and  Visually  Handicapped  (1966) 
Blind  and  Visually  Handicapped  (1966) 
Blind  and  Visually  Handicapped  (1968) 
Blind  and  Visually  Handicapped  (1970) 
Blind  and  Visually  Handicapped  (1970) 
Blind  and  Visually  Handicapped  (1970) 
Blind  Rivets  (Type  2b)  (1971) 
Blind  Rivets  (1969) 
Blind  Rivets  (1970) 
Blind  Rivets  (1970) 

Blind  Rivets  (1971)  • 
Blind  Rivets  (1971) 

Blind  Threaded,  Self  Locking,  Floating,  Sandwich  Panel 
Blind  Threaded,  Self  Locking,  Non  Self  Locking,  Lightwe 
Blind  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwic 
Blister  Resistance  of  Exterior  House  Paints  on  Wood  (19 
Block  and  Board  Thermal  Insulation  (1970) 
Block  and  Pipe  Thermal  Insulation  (1971) 
Block  Cultures  (1970) 

Block  Flooring  tor  Interior  Use  (1970)  ANSI  010.1 

Block  Flooring  (1969)  Rec.  Product  and  Applicat 

Block  Floors  (1948) 

Block  for  Use  as  Highway  Materials  (1968) 
Block  Gypsumboard  for  Roof  (1970) 
Block  Gypsumboard  (1970) 
Block  Ice  (1971) 

Block  Masonry  (1970)  /One  Dampprooting;  Water  Repellen 

Block  Plant  (1969)  Re 

Block  Resistance  of  Organic  Coatings  on  Wood  Substrates 

Block  Steel  Wire  (I-Beam  Shape)  (1962) 

Block  Test  for  Quality  Control  of  Glue  Bonds  in  Scarf  J 

Block  Type  Thermal  Insulation  (1970)  ANSI  Z98.6 

Block  (1967) 

Blocking  and  Picking  Points  of  Petroleum  Wax  (1970) 
Blocking  Point  of  Petroleum  Wax  and  Wax  Blends  (1970) 
Blocking  Point  of  Petroleum  Wax  and  Wax  Blends  (1970) 
Blocking  Point  of  Petroleum  Wax  (1970)  ANSI  Z11.256 
Blocking  Resistance  of  Gummed  Flat  Papers  (1970) 
Blocking  Resistance  of  Paper  and  Flexible  Materials  (19 
Blocking  Resistance  of  Paper  and  Paperboard  (1969)  Tapp 
Blocks  and  Shutters  (1970) 

Blocks  for  Exposed  Platforms,  Pavements,  Driveways,  and 
Blocks  Used  in  Ultrasonic  Inspection  (1971) 
Blocks  (1968) 

Blocks,  Feedlhru,  Contact  Size  12  (1971) 
Blocks,  Feedthru,  Contact  Size  20  (1971) 
Blocks,  Non  Feedthru,  Contact  Size  16  (1971) 
Blocks,  Spacer  (Feedthru)  (1971) 
Blood  Resistance  of  Butchers  Wrapping  Paper  ( 1 969) 
Blooms  and  Forgings  (1966) 

Blooms.  Billets,  and  Slabs  for  Forgings  (R1969)  ANSI  G5 
Blooms,  Billets,  and  Slabs  tor  Forgings  (1969)  ANSI  055 
Blotting  Paper  (1965) 
Blotting  Paper  (1967) 

Blow  Down  Meth.)  (1970)  Std.  Meth.  of  Sampling 

Blow  Off  Pressure  of  Fibre  Cans  (1963) 
Blower  and  Exhaust  Systems  (1967) 
Blower  and  Exhaust  Systems  (1967) 
Blowers  Reciprocating  and  Rotating  (1970) 
Blowers  (1967) 
Blowers  (1970) 
Blowotf  Equipment  (1968) 
Blowout  Preventers  and  Wellhead  Fittings)  (1971) 
Blowout  (1970)  /Ts  tor  Regular  Bicycles  Including  Test 

Blue  Lead  (Basic  Sulfate)  (R1969)  ANSI  K48 
Blue  Light  (Brightness)  of  Paper  (1969)  TAPPI  T452m-58 
Blue  Meth.)  (1970)  Std.  Me 

Blue  (R1955)  ANSI  K29.1,  AASHO  M131 
Blue  (RI969) 

Board  and  Batten  Siding  (1970) 
Board  Component  Mounting  (1968) 

Board  Dimensions  and  Tolerances  Single  and  Two  Sided  Ri 
Board  for  Walls  and  Ceilings  (1970) 
Board  in  Wall  Assemblies  (1969) 
Board  in  Wall  Assemblies  (1969) 

Board  Inspection  Code)  Manual  for  Boiler  and  Pressure  V 

Board  Repairs  (1969) 

Board  Thermal  Insulation  (1970) 

Board  Trays  tor  Interior  Protection  and  Stability  of  Sh 

Board  Type  (1970) 

Board  Underlayment  tor  Laminated  Wood  Block  Flooring  (1 


/Connecting  D 
/Connecting  D 
/Ecting  D 
Std. 


/Llation  of  Heat  Pro 
/Ng  Code  of  Heat  Pro 


Dimensions 
Re 


NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

IFI 

IFI 

IFI 

SWA 

IFI 

IFI 

NSA 

NSA 

NSA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AIMA 

NOMA 

AASHO 

GA 

GA 

use 

CSI 

NCMA 

ASTM 

SWA 

ASTM 

ASTM 

ILIA 

TAPPI 

ASTM 

TAPPI 

ASTM 

TAPPI 

TAPPI 

ASTM 

NFPA 

ASTM 

ASTM 

SAE 

NSA 

NSA 

NSA 

NSA 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

CCTl 

AIA 

AIA 

ASME 

UL 

ASAE 

NBBPV 

API 

BMA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CRA 

IPC 

IPC 

GA 

AIMA 

AIMA 

NBBPV 

IPC 

ASTM 

RI 

IPC 

AIMA 


S-6 

S-5 

S-1 

S-2 

S-4 

S-7 

S-3 

*3 

•1 

'1.3 

•1.4 

116 

110 

SEC.J 

»54.1 

114 

117 

1835 

1836 

1832 

D2366 

C612 

C517 

D1413 

D1031 

8 

6 

T2 

*1 

•23 

PS48 

7170 

12 

D2793 

•139 

D1759 

C165 

•8.32 

T652 

D2618 

T675 

D1465 

T521 

T477 

D918 

80 

D52 

E428 

J663B 

1828 

1826 

1824 

1822 

T486 

A73 

A273 

A274 

T431 

D2177 

F308 

Clio 

CO-8 

CO-l-XI 

PTC9 

1128 

S328T 

•3 

6A 

6/4 

D405 

D985 

D2725 

D261 

D262 

3A4.2 

CM770 

D300E 

•12 

4 

5 

•1 

R700 
C612 
P242 
C405 
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Snap  Test  for  Bristol  Board  (Paper)  (1971)  TAPPI  UM-405 

Std.  Spec,  for  Extruded  Insulation  Board  (Polystyrene)  (1970)  AASHO  M230 

Meth.  for  Drainage  Time  of  Pulp  for  Insulating  Board  (1960)  TAPPI  T1002 

nt.  Std.  for  Thermal  Conductivity  of  Structural  Insulating  Board  (1960)  Te  TAPPI  TIOOO 

Std.  for  Flexural  Resistance  and  Deflection  of  Insulating  Board  (1960)  Tent.  TAPPI  T1003 

Meth.  for  Edge  Nail  Strength  of  Insulating  Board  (1966)  TAPPI  T1004 

Meth.  for  Racking  Strength  of  Structural  Insulating  Board  (1966)  TAPPI  T1005 

Std.  Puncture  Test  of  Container  Board  (1967)  TAPPI  T803OS 

Std.  Spec,  for  Water  Resistant  Gypsum  Backing  Board  (1970)  ASTM  C630 

Meth.  for  Flat  Crush  Test  of  Corrugated  Board  (1971)  TAPPI  T808OS 

Std.  Spec,  for  Structural  Insulating  Board,  Calcium  Silicate  (1970)  ASTM  C656 

std.  for  Sampling  a  Single  Lot  of  Paper,  Paperboard,  Fiber  Board,  or  Related  Product  (1970)  Tent.  TAPPI  T400 

Tent.  Std.  for  Forming  Insulating  Boards  for  Physical  Tests  (1960)  TAPPI  TlOOl 

Std.  for  Interior  Dunnage  Equipment,  Deck  Boards  (Railway  Cars)  (1970)  AAR  MSRP-L-45 

in  Place  Interfacial  Connections  in  Rigid  Printed  Circuit  Boards  (1965)  /He  Design,  Assembly,  and  Test,  of  Fused  IPC  TC550 

wire  Type  Interfacial  Connections  in  Rigid  Printed  Circuit  Boards  (1967)  /for  Installing  and  Inspecting  Clinched  IPC  TC510 

and  End  Product  Spec,  for  Rigid  Multilayer  Printed  Wiring  Boards  (1968)  Design  IPC  ML910 

End  Product  Spec,  for  Multilayer  Printed  Winng  Boards  (1969)  IPC  ML975 

Meth.  for  Water  Repellency  of  Paper  and  Boards  (1969)  TAPPI  T513 

Solderability  of  Printed  Wiring  Boards  (1970)  ElA  RS319-A 

Acceptability  Guidelines  of  Printed  Circuit  Wiring  Boards  (1970)  IPC  A600A 

d.  Performance  Spec,  for  Multilayer  Pnnted  Circuit  Wiring  Boards  (1970)  St  IPC  ML950A 

.  Spec,  for  Edge  Dip  Solderability  Test  for  Printed  Wiring  Boards  (1970)  Std  IPC  S801 

,  B-Stage  Epoxy  Glass  Cloth  for  Multilayer  Printed  Circuit  Boards  (1970)  Std.  Spec,  for  Preimpregnated  IPC  LllOA 

board  Dimensions  and  Tolerances  Single  and  Two  Sided  Rigid  Boards  (1970)  Std.  Spec,  for  Printed  Wiring  IPC  D300E 

Spec,  for  a  Copper  Plated  Through  Hole  Two  Sided  Boards,  Rigid  (1967)  IPC  TC500 

970)  Rec.  Pract.  for  Boat  and  Engine  Electrical  Systems  Wiring  Color  Code  (1  ABYC  E3A 

rial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Trailers;  Utility,  Garden  Tractor;  TRA  5 

Std.  Definitions  (Special  Report)  Used  in  Boat  and  Yacht  Std.  (1970)  ABYC  S4 

Rec.  Pract.  for  Boat  Capacity  Plate  (1967)  BIA  301 

Rec.  Pract.  for  Pontoon  Boat  Capacity  (1966)  BIA  306 

Rec.  Pract.  for  Boat  Certification  (1967)  BIA  311 

Rec.  Pract.  for  Boat  Electrical  Systems  (1967)  BIA  125 

Rec.  Pract.  for  Level  Boat  Flotation  Stability  (1969)  BIA  305 

Rec.  Pract.  for  Minimum  Boat  Flotation  (1969)  BIA  304 

Rec.  Pract.  and  Std.  Covering  Boat  Heating  Systems  (1970)  ABYC  A7 

Rec.  Pract.  for  Boat  Horsepower  Capacity  (1969)  BIA  307 

Rec.  Pract.  for  Boat  Inboard  Engine  Installation  (1966)  BIA  141 

Rec.  Pract.  for  Boat  Length  and  Weight  (1964)  BIA  131 

Rec.  Pract.  for  Boat  Load  Capacity  (1964)  BIA  303 

Rec.  Pract.  for  Boat  Load  Capacity  (1970)  ABYC  H5A 

Rec.  Pract.  for  Boat  Measurements  and  Weight  (1970)  ABYC  S8 

Rec.  Pract.  for  Boat  Serial  Number  (1968)  BIA  302 

Rec.  Pract.  for  Boat  Serial  Numbers  (1970)  ABYC  SIO 

Rec.  Pract.  for  Trailer  Boat  Supports  (1969)  BIA  207 

Rec.  Pract.  and  Std.  Covering  Boat  Trailer  Pract.  (1970)  ABYC  A15 

Rec.  Aluminum  Applications  for  Boats  and  Yachts  (1970)  ABYC  SI 

rference  (1964)  Rec.  Pract.  for  Bonding  System  on  Boats  to  Minimize  Electrolytic  Corrosion  and  Radio  Inte  BIA  124 

Rec.  Pract.  for  Cockpit  Arrangement  on  Boats  (1958)  BIA  151 

Rec.  Pract.  for  Compass  Installation  on  Boats  (1958)  BIA  164 

Rec.  Pract.  for  Batteries  and  Connection  Boxes  on  Boats  (1960)  BIA  121 

Rec.  Pract.  for  Steering  Cable  Clearance  on  Boats  (1960)  BIA  155 

Rec.  Pract.  for  License  Plate  and  Tie  Downs  for  Boats  (1961)  BIA  208 

Rec.  Pract.  for  Keel  and  Trailer  Ties  on  Boats  (1962)  BIA  132 

Rec.  Pract.  for  Remote  Controls  Mounting  Pad  on  Boats  (1962)  BIA  152 

Rec.  Pract.  for  Deck  Hardware  and  Bow  Eye  on  Boats  (1962)  BIA  161 

Rec.  Pract.  for  Instrument  Panel  on  Boats  (1963)  BL\  154 

Rec.  Pract.  for  Speedometer  Installation  on  Boats  (1963)  BIA  165 

Rec.  Pract.  for  Motor  Horsepower  on  Boats  (1963)  BIA  310 

Rec.  Pract.  for  Lifting  System  on  Boats  (1964)  BL\  163 

Rec.  Pract.  for  Trailer  Electrical  Systems  on  Boats  (1964)  BIA  211 

Rec.  Pract.  for  Lightning  Protection  on  Boats  (1965)  BIA  123 

Rec.  Pract.  for  Seat  and  Wheel  Relation  on  Boats  (1965)  BIA  153 

Rec.  Pract.  for  Safety  Chains  on  Boats  (1965)  BIA  203 

Rec.  Pract.  for  Shore  Power  Installation  on  Boats  (1966)  BIA  126 

Rec.  Pract.  for  Bilge  Pumps  on  Boats  (1966)  BIA  134 

Rec.  Pract.  for  Inboard  Control  Cables  on  Boats  (1966)  BIA  142 

Rec.  Pract.  for  Steering  Cable  and  Pulleys  on  Boats  (1966)  BIA  156 

Rec.  Pract.  for  Engine  Electrical  Systems  on  Boats  (1967)  BL^  122 

Rec.  Pract.  for  Running  Lights  on  Boats  (1967)  BIA  167 

Rec.  Pract.  for  Trailer  Brakes  on  Boats  (1967)  BIA  206 

Rec.  Pract.  for  Drain  Plugs  on  Boats  (1968)  BL\  133 

Rec.  Pract.  for  Hand  Rails  on  Boats  (1968)  BL\  162 

Rec.  Pract.  for  Safety  Equipment  on  Boats  (1968)  BIA  169 

Rec.  Pract.  for  Navigation  Lights  on  Boats  (1968)  BIA  308 

Rec.  Pract.  for  Motor  Dimensions  of  Boats  (1969)  BIA  111 

Rec.  Pract.  for  Motor  Well  Dimensions  of  Boats  (1969)  BL\  112 

Rec.  Pract.  for  Motor  Mounting  Areas  of  Boats  (1969)  BIA  113 

Rec.  Pract.  for  Engine  Fuel  Systems  on  Boats  (1969)  BIA  143 

Rec.  Pract.  for  Permanent  Fuel  Systems  on  Boats  (1969)  BIA  144 

Rec.  Pract.  for  Portable  Fuel  Tank  on  Boats  (1969)  BIA  145 

Rec.  Pract.  for  Ventilation  Hardware  on  Boats  (1969)  BIA  146 

Rec.  Pract.  for  Compartment  Ventilation  on  Boats  (1969)  BIA  147 

Rec.  Pract.  for  Cable  and  Pulley  Steering  Installation  on  Boats  (1969)  BIA  157 

Rec.  Pract.  for  Mechanical  Steering  Installation  on  Boats  (1969)  BIA  158 

Rec.  Pract.  for  Trailer  Capacity  and  Data  Plate  on  Boats  (1969)  BIA  201 
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Rec.  Pract.  for  Trailer  Couplings  and  Hitches  on  Boats  (1969)  BIA  202 

Rec.  Pract.  for  Tire  Load  Capacities  on  Boats  (1969)  BIA  204 

Rec.  Pract.  for  Trailer  Wheels  and  Bearings  for  Boats  (1969)  BIA  205 

Rec.  Pract.  for  Winch  Assembly  on  Boats  (1969)  BIA  209 

Rec.  Pract.  for  Trailer  Lighting  on  Boats  (1969)  BIA  210 

Rec  Pract.  for  Fuel  Tanks  on  Boats  (1969)  BIA  309 

t.  for  2  Cycle  Water  Cooled  Engine  Oil  Test  Procedures  for  Boats  (1969)  Rec.  Prac  BIA  312 

Electrical  Grounding  of  Direct  Current  Systems  on  Boats  (1970)  ABYC  El 

Rec.  Pract.  and  Std.  for  Cathodic  Protection  of  Boats  (1970)  ABYC  E2 

Rec.  Pract.  and  Std.  Covering  Winng  Identification  on  Boats  (1970)  ABYC  E3 

Rec.  Pract.  and  Std.  Covenng  Radar  Equipment  on  Boats  (1970)  ABYC  E7-2 

Std.  and  Rec.  Pract.  Covering  Hatches  and  Doors  (Boats  (1970)  ABYC  H3 

Rec.  Criteria  for  the  Safe  Loading  of  Small  Boats  (1970)  ABYC  H5 

Rec.  Pract.  and  Standards  Covering  Safe  Powering  of  Small  Boats  (1970)  ABYC  Pll 

Rec.  Pract.  for  the  Construction  of  Fuel  Tanks  for  House  Boats  (1970)  BIA  HEM2 

Rec.  Pract.  for  Direct  Current  Wiring  of  House  Boats  (1970)  BIA  HEM7 

c.  Pract.  for  the  Selection  of  Glazing  Materials  for  House  Boats  (1970)  Re  BIA  HEMIO 

ct.  for  Bottled  Gas  (L  P. G.)  System  Installation  for  House  Boats  (1970)  Rec.  Pra  BIA  HEMS 

t.  for  the  Installation  of  Potable  Water  Systems  for  House  Boats  (1970)  Rec.  Prac  BIA  HEM3 

t.  for  the  Installation  of  Bilge  Pumping  Systems  for  House  Boats  (1970)  Rec.  Prac  BIA  HEM6 

or  Fuel  Systems  for  Gasoline  and  Diesel  Systems,  for  House  Boats  (1970)  Rec.  Pract.  F  BIA  HEMl 

d.  Covering  Alternating  Current  (Ac)  Electrical  Systems  on  Boats  (1970)  Rec.  Pract.  and  St  ABYC  E8 

e  Installation  of  Toilet  Waste  Retention  Systems  for  House  Boats  (1970)  Rec.  Pract.  for  Th  BIA  HEM4 

.  for  the  Installation  of  Potable  Water  Systems  for  Use  on  Boats  (1970)  Rec.  Pract.  and  Std  ABYC  A13 

installation  of  Rails,  Stanchions  and  Life  Lines  for  House  Boats  (1970)  Rec.  Pract.  for  the  BIA  HEM9 

ng  and  Sheathing  Materials  and  Fire  Retardant  Coatings  (on  Boats)(1970)  /Nd  Std.  Covering  Insulating,  Soundproofi  ABYC  HI7 

Rec.  Pract.  Covering  Compartment  Ventilation  for  Vessels  (Boats)  Under  26  Ft.  in  Length  (1970)  ABYC  H2A 

Rec.  Pract.  Covering  Fire  Fighting  Equipment  (on  Boats)  (1970)  .  ABYC  A4 

Rec.  Pract.  and  Std.  Covering  Ground  Tackle  (on  Boats)  (1970)  '        ABYC  A5 

Guides  for  Lightning  Protection  (on  Boats)  (1970)  ABYC  E4 

Rec.  Pract.  and  Std  Covering  Cockpits  and  Scuppers  (Boats)  (1970)  ABYC  H4 

Std.  for  Metal  Fastenings  in  Wooden  Vessels  (Boats)  (1970)  "  ABYC  H7 

rec.  Pract.  Covering  Buoyancy  in  the  Event  of  Flooding  (on  Boa.ts)J,1970)  ABYC  H8A&B 

Std.  for  Life  Saving  Equipment  and  Its  Stowage  (Boats)  (1970)  ABYC  H9 

Rec.  Pract.  for  Outboard  Motor  Dimensions  (Boats)  (1970)  ABYC  SI  I 

Rec.  Pract.  forOutboard  Motor  Well  Dimensions  (Boats)  (1970)  ABYC  S12 

Rec.  Pract.  for  Outboard  Motor  Mounting  Areas  (Boats)  (1970)  ABYC  S13 

Rec.  Pract.  for  Remote  Controls  Mounting  Pads  (On  Boats)  ( 1 970)  ABYC  S 1 6 

Rec.  Pract.  for  Compass  Installation  (On  Boats)  ( 1 970)  ABYC  S 1 7 

Rec.  Pract.  for  the  Preparation  of  Owner's  Manuals  (Boats)  (1970)  ABYC  S2 

.  Pract.  for TwoCycle,  WaterCooled,OilTest  Procedures(Boatsj  (1970)  Rec  ABYC  318 

Pract.  for  Instrument  Panel  and  Speedometer  Installation  (Boats)  (1970)  Rec.  ABYC  39 

t.  and  Std.  Covering  Electrically  Operated  Bilge  Pumps  (on  Boats)  (1970)  Rec.  Prac  ABYC  AlO 

nd  Std.  Covering  the  Protection  of  Electrical  Circuits  (on  Boats)  (1970)  Rec.  Pract.  A  ABYC  E5 

vering  Steering  Systems  on  Vessels  Under  26  Ft.  in  Length  (Boats)  (1970)  Rec.  Pract.  Co  ABYC  H16A 

act.  for  Ventilation  of  Engine  and  Fuel  Tank  Compartments  (Boats)  (1970)  Rec.  Std.  and  Pr  ABYC  H2 

td.  Covenng  Location  and  Visibility  of  Navigation  Lights  (Boats)  (1970)  Rec.  Pract.  and  S  ABYC  H6 

of  Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery  (Boats)  (1970)  Safe  Installation  ABYC  PI 

Covering  Refrigeration  and  Air  Conditioning  Equipment  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  ABYC  A6 

for  the  Location  and  Installation  of  Storage  Batteries  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  ABYC  ElO 

ring  the  Marine  Use  of  Liquefied  Petroleum  Gas  Systems  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  Cove  ABYC  Al 

ring  Distress  Signals,  Including  Their  Stowage  and  Use  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  Cove  ABYC  A9 

sign.  Construction  and  Installation  of  A  C.  Rectifiers  (on  Boats)  (1970)  Rec.  Pract.  Covering  the  De  ABYC  E6 

direct  Current  Wiring  Systems  Operating  Under  50  Volts  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  ABYC  E9 

good  Visibility  From  the  Helm  Position  for  Safe  Operation  (Boats)  (1970)  Rec.  Pract.  and  Std.  to  Assure  ABYC  HI 

staling  the  Horsepower  Rating  of  Inboard  Gasoline  Engines  (Boats)  (1970)  Rec.  Pract.  for  Determining  and  ABYC  36 

fating  the  Horsepower  Rating  of  Outboard  Gasoline  Engines  (Boats)  (1970)  Rec.  Pract.  for  Determining  and  S  ABYC  S6A 

ials,  Size  and  Installation  of  Propeller  Shafting  Systems  (Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  Mater  ABYC  P6 

Personnel  on  Deck  and  Aids  for  Reboarding  From  the  Water  (Boats)  (1970)  /,  and  Std.  Covering  Aids  to  Security  of  ABYC  HI2 

or  Treatment  Devices  for  Marine  Toilet  (Waste  Systems)  (on  Boats)  (1970)  /.  and  Std.  Covering  Sewage  Holding  And/  ABYC  A8 

ection  of  Hull  Openings  Between  Water  Line  and  Sheer  Line  (Boats)  (1970)  /Act.  and  Std.  for  Installation  and  Prot  ABYC  H15 

(Other  Than  Those  Using  Liquefied  Petroleum  Gas  Fuel)  (on  Boats)  (1970)  /ction  and  Installation  of  Galley  Stoves  ABYC  A3 

ncluding  Their  Installation,  Operation  and  Maintenance  (on  Boats)  (1970)  /Lammable  (Combustible)  Gas  Indicators  I  ABYC  A14 

of  Gasoline  Fueled  Inboard,  Liquid  Cooled  Marine  Engines  (Boats)  (1970)  /Nd  Std.  for  the  Design  and  Construction  ABYC  P4 

Hull  Connections,  Outboard  Strainers  and  Water  Scoops  (on  Boats)  (1970)  /Pract.  for  Installing  Seacocks,  Through  ABYC  A2 

on  of  Fuel  Systems  for  Propulsion  and  Auxiliary  Machinery  (Boats)  (1970)  /Ract.  and  Std:  Covering  Safe  Installati  ABYC  P2 

oled  Marine  Engines  and  Auxiliaries  (Diesel  and  Gasoline)  (Boats)  (1970)  /Td.  Covering  the  Installation  of  Air  Co  ABYC  PIO 

ion  and  Installation  of  Propulsion  Engine  Control  Systems  (Boats)  (1970)  /Td  Covering  the  Safe  Design,  Construct  ABYC  P14 

Rec.  Std.  for  Bobby  Pin  Wire  (1970)  SWA  *\2 

Glossary  of  Terms  for  Truck  Van  Bodies  and  Components  (1968)  TBEA  *1 

Glossary  of  Terms  for  Hydraulic  Hoists,  Dump  Bodies  and  Elevating  Tailgates  (1967)  TBEA  *2 

Scrap  Spec  for  Automobile  Bodies  (1970)  ISIS  •1-4 

Installation  of  Plumbing,  Heating/  Std.  for  Mobile  Homes  Body  and  Frame  Design  and  Construction  Requirements  and         NFPA  501 B 

1/2  X  12  In.  and  7X12  In.  Journals  (R/  Rec.  Pract.  for  Body  Center  Plate  Cast  Integral  for  Freight  Cars  with  6  AAR  M3RP-C-28F 

1/2  X  10  In.  Journals  (Railway)  (19/  Std.  for  Cast  Steel  Body  Center  Plate  for  Freight  Cars  with  5  X  9  In.  and  5  AAR  MSRP-C28.2 

1/2  X  12  In.  Journals  (Ra/  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  6  X  11  In.  or  6  AAR  MSRP-C-28A 

1/2  X  12  In.  Jo/  Alternate  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  6  X  1 1  In.  or  6  AAR  M3RP-C-28B 

nals  (Railway)  (1970)  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  7X12  In.  Jour  AAR  M3RP-C-28C 

Std.  Spec.  Covering  Surfaces  of  Separable  Body  Center  Plates  and  Application  (1970)  AAR  MSRP-C28.1 

5  1/2  X  10  In.  Journals  (Railway)  /  Std.  for  Forged  Steel  Body  Center  Plates  for  Freight  Cars  with  5  X  9  In.  and  AAR  MSRP-C-27 

mals,  for  Repairs  Only  /  Alternate  Std  for  Forged  Steel  Body  Center  Plates  for  Freight  Cars  with  6  X  11  In.  Jou  AAR  MSRP-C-28 

Hydraulic  Hoist  and  Dump  Body  Classification  Chart  (1968)  TBEA  HH&DB9 

Locomotives-Railway)(l970)  Spec,  for  Body  Marking  for  All  Valves  (Globe  and  Angle  for  Steam  AAR  MSRP-F-174 

en  (Students)  (1971)  Std.  for  Body  Measurements  for  the  Sizing  of  Apparel  for  Young  M  USC  PS45 

Std.  for  Body  Measurements  for  the  Sizing  of  Boys  Apparel  (1 970)  USC  PS36 
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Apparel  (1970)  Std.  for 

Rec.  Pract.  for  Center  Plate  Gages, 
Std.  Test  Meth.  for  Heat 
Std.  27  in.  x  48  in.  Wood  Pallet  (for  Bricks)  for  Certain 
n.  X  48  in.  Wood  Pallet  (for  Bricks)  for  1 5  in.  and  30  in. 

Std.  Spec,  for 

Stress  Analysis  Meth.  for  Power  Plant  Components 
Owners  Design  Spec,  for  Power  Plant  Components 
Requirements  for  Nuclear  Power  Plant  Components.  MC  Class 
Requirements  for  Nuclear  Power  Plant  Component  Supports 
ec.  Rules  for  the  Control  of  Internal  Chemical  Conditions 
ments  for  Nuclear  Power  Plant  Components,  for  Classes  1-3 
ear  Reactor  (Toolant  Systems  (Including  Hydrostatic  Tests) 
g  and  Brazing  Procedures,  Welders,  Brazers,  and  Operators 
y)  by  Measuring  Maximum  Amount  of  Fuel  that  Can  be  Burned 
(National  Board  Inspection  Code)  Manual  for 
milar  to  ASTM  Ferrous  Material  Code  Spec,  for 

milartoASTM  Nonferrous  Material  Code  Spec,  for 

e  Spec,  for  Welding  Rods,  Electrodes  and  Filler  Metals  for 
Code  for  Nondestructive  Examination  of 
Std.  Spec,  for  Seamless  Medium  Carbon  Steel 
(/  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel 

Std.  Spec,  for  Seamless  Carbon  Molybdenum  Alloy  Steel 
r  Electric  Resistance  Welded  Carbon  Molybdenum  Alloy  Steel 
Rec.  Rules  for  Operating  and  Maintaining  Power 
Rec.  Rules  for  Operating  and  Maintaining  Power 
Rec.  Rules  for  Design  Construction  and  Arrangement  of 
oard  and  Finned  Tube  Radiation;  Test,  and  Rating  Codes  for 
d  Fitti/  General  Code  Requirements  for  All  Meth.  of  Power 

Rec.  Rules  for  the  Prevention  of  Direct  Causes  of 
on  of  Furnace  Explosions  in  Fuel  Oil  Fired  Multiple  Burner 
of  Furnace  Explosions  in  Natural  Gas  Fired  Multiple  Burner 
urnace  Explosions  in  Pulverized  Coal  Fired  Multiple  Burner 
Test.  Evaporating  Apparatus  Producing  Water  for 
Particle;  Eddy  Current  (of  Tubular  Products);  and  Visual 
Meth.  of  Computation  of  Openings  in  Heating 
.7  Std.  Spec,  for  Seamless  Carbon  Steel 

Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel 
td.  Spec,  for  Seamless  Ferritic  and  Austenitic  Alloy  Steel 
s  (1971)  Std.  Spec,  for  Welded  Austenitic  Steel 

Code  for  Safe  Installation  Requirements  of 
Iding  (1962)  Rec.  Rules  for  Repairs  of  Power 

rements.  Quality  Control,  Inspection  and  Tests  for  Heating 
Code  Requirements  for  Heating 
Code  Requirements  for  Heating 
Code  Requirements  for  Power 
Code  Requirements  for  Power 
Code  Requirements  for  Heating 
ules  and  Description  for  the  Care  and  Operation  of  Heating 
971)  Code  Requirements  for  Firetube  Power 

iteria  for  the  Application  of  Dust  Collectors  to  Coal  Fire 
d.  Approval  Requirements  for  Gas  Fired  Steam  and  Hot  Water 
Code  Requirements  for  Miniature  Power 
Code  Requirements  for  Watertube  Power 
Definitions  Relating  to  Design  and  Welding  of  Healing 
Material  Requirements  Code  for  Heating 
Design  Code  of  Heating 
Pressure  Code  for  Relieving  Devices  for  Safety  of  Healing 
Code  for  Safety  Tests,  Inspection,  Stamping  of  Healing 
Code  for  Instruments,  Fittings,  Controls  of  Heating 
Material  Requirements  Code  for  Healing 
Code  for  Welding  Processes  and  Qualifications  for  Heating 
Design  Code  of  Weldments  for  Heating 
Code  for  Fabrication  Requirements  for  Heating 
Inspection  Code  of  Heating 
Rec.  Routine  Operation  Rules  for  the  Care  of  Power 
Rec.  Rules  for  Inspection  and  Care  of  Power 
Rec.  Rules  for  Design  of  Installation  of  Power 
de  for  Design  Stresses  and  Minimum  Thicknesses  for  Heating 
uirements  for  Organic  Fluid  Vaporizer  Generators  for  Power 
azing  Processes,  Procedures  and  Qualifications  for  Heating 
requirements  for  All  Materials  of  Construction  for  Healing 
Calculating  a  Welded  Ring  Reinforced  Furnace  (for  Healing 
Rating  Co/         Std.  for  Net  Load  Recommendations  for  Healing 
s  Chromatography  (1970)  Tent.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for  Shrinkage  of  Yams  in 
(Railway)  Cars  of  a  New  or  Untried  Type  Built  with  a  Span 
1/2  X  12  In.  and  Larger  Journals  (Railway/  Std.  for  Truck 

6  1/2  X  12  In.  and  Larger  Journals  (Rail/  Std.  for  Truck 

f  2  Piece  Horizontal  and  Vertical  Wear  Liners  to  the  Truck 
f  2  Piece  Horizontal  and  Vertical  Wear  Liners  to  the  Truck 
Std.  Marking  Diagram  for  Truck 
or  the  Purchase  and  Acceptance  of  Approved  Side  Frames  and 
ustrial  Machinery  (1968) 

Std.  Part 
Std.  Part 

ads  (Locomotive)  (1954)  Std.  for 


Std.  30  i 


Require 

/ction  of  Nuel 
ID.  for  Weldin 
/Ehef  Capacit 


/.  Fo 


Body  Measurements  for  the  Sizing  of  Womens  Patterns  and 
Body.  Forty,  Fifty  and  Seventy  Tons  Nominal  Capacity  ( 1 970) 
Bodying  Rate  of  Drying  Oils  (R 1 969) 
Bof  Sizes  (1966) 
Bof  Sizes  (1969) 

Boiled  Linseed  Oil(R1969)  ANSI  K35.1 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code.  (1971 ) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 

(Boiler  and  Pressure  Vessel  Code)  (1971) 
Boiler  and  Pressure  Vessel  Inspectors  ( 1 970) 
Boiler  and  Pressure  Vessels  (1971)  Identical  with  or  Si 
Boiler  and  Pressure  Vessels  (1971)  Identical  with  or  Si 
Boiler  and  Pressure  Vessels  (1971)  Identical  with  or  Si 
Boiler  and  Pressure  Vessels;  Leak  Test.  (1971) 
Boiler  and  Super  Healer  Tubes  (1971)  ANSI  B12.V10 
Boiler  and  Superheater  Tubes  for  High  Pressure  Service 
Boiler  and  Superheater  Tubes  (1969) 
Boiler  and  Superheater  Tubes  (1971)  ANSI  B125.13 
Boiler  Appliances  (1971) 
Boiler  Auxiliaries  (1971) 
Boiler  Blowoff  Equipment  (1968) 

Boiler  Burner  Units;  Definitions  (1971-72)  /Ers;  Baseb 

Boiler  Construction  (Including  Piping,  Safety  Valves  An 
Boiler  Failures  (1971) 

Boiler  Furnaces  (1971)  Std.  for  Preventi 

Boiler  Furnaces  (1971)  Std.  for  Prevention 

Boiler  Furnaces  (1971)  Std.  for  Prevention  of  F 

Boiler  Make  Up,  Potable  and  Process  Use  (1970) 
(Boiler  Pressure  Vessel  Code)  (1971)  /Netrant;  Magnetic 

Boiler  Shells  (1971) 

Boiler  Tubes  for  High  Pressure  Service  (1969)  ANSI  B125 
Boiler  Tubes  (1971) 

Boiler,  Superheated,  and  Heat  Exchanger  Tubes  (1971) 
Boiler,  Superheater,  Heat  Exchanger,  and  Condenser  Tube 
Boilers  and  Hot  Water  Heaters  (1971) 
Boilers  and  Unfired  Pressure  Vessels  by  Riveting  and  We 
Boilers  Constructed  of  Cast  Iron  (1971)  Code  Requi 

Boilers  Constructed  of  Wrought  Materials  (1971) 
Boilers  Fabricated  by  Brazing  (1971) 
Boilers  Fabricated  by  Riveting  (1971) 
Boilers  Fabricated  by  Welding  (1971) 
Boilers  Fabricated  by  Welding  (1971) 
Boilers  (Firetube,  Watertube  and  Cast  Iron  Types);  Cont 
Boilers  (Including  Combustion  Chambers  and  Furnaces)  (1 
Boilers  (1967)  Cr 
Boilers  (1967)  St 
Boilers  (1971) 
Boilers  (1971) 

Boilers  (1971)  • 
Boilers  (1971)  ; 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers  (1971) 
Boilers)  (1971) 


Co 

Code  Req 
Code  for  Br 
General  Code 
Meth.  of 


Boilers;  Baseboard  and  Finned  Tube  Radiation;  Test,  and 
Boiling  Range  Distribution  of  Petroleum  Fractions  by  Ga 
Boiling  Water  or  Dry  Heat  (1971)  ANSI  L14.190 
Bolster  Arrangement  (1970)  /Tline  of  Test  Criteria  for 

Bolster  Center  Plate  Horizontal  Wear  Liner  Cars  with  6 
Bolster  Center  Plate  Vertical  Ring  Wear  Liner  Cars  with 
Bolster  Center  Plate  (Railway  Cars)  (1970)  /Licalion  O 

Bolster  Center  Plate  (Railway  Cars)  (1970)  /Lication  O 

Bolster  (1970) 

Bolsters  Applicable  to  Interchange  Freight  Cars  (1970) 
Bolt  and  Capscrew  Sizes  for  Use  in  Construction  and  Ind 
Bolt  Flat  Pan  Head,  Hi  Torque  Recess,  Full  Thread  (1971 
Bolt  Flat  Pan  Head,  Hi  Torque  Recess,  Long  Thread  (1971 
Bolt  Heads,  Nuts,  Castle  or  Slotted  Nuts  and  Screw  Thre 


use 

PS42 

AAR 

MSRP-8-5 

ASTM 
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RI 
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RI 
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ASTM 
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ASME 

BPVCVIIC6 

NBBPV 

*3 

MCAA 
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ASME 
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ASME 
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85D 

NFPA 

85B 

NFPA 

85E 

ASME 

PTC  14 

ASME 

BPVCV 

ASME 

BPVCIVD 

ASTM 

A192 

ASTM 

A178 

ASTM 

A213 

ASTM 

A249 

ASME 

BPVCIVHG7 

NBBPV 

*2 

ASME 

BPVC 

ASME 

BPVCIVHF 

ASME 

BPVCIVHB 

ASME 

BPVCIPR 

ASME 

BPVCIPW 

ASME 

BPVCIVHW4 

ASME 

BPVCVI 

ASME 

BPVCIPFT 

IGCI 

♦1 

ANSI 

Z2I.13 

ASME 

BPVC 

ASME 

BPVCIPWT 

ASME 

BPVCIVE 

ASME 

BPVCIVHF2 

ASME 

BPVCIVHG3 

ASME 

BPVCIVHG4 

ASME 

BPVCIVHG5 

ASME 

BPVCIVHG6 

ASME 

BPVCIVHW5 

ASME 
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ASME 

BPVC 

ASME 

BPVCIVHW8 

ASME 

BPVCIVHW9 

ASME 
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ASME 

BPVCVIIC3 

ASME 
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ASME 
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ASME 
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ASME 
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ASME 
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ASME 
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•1 

ASTM 
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ASTM 
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MSRP-D-14D 

AAR 

MSRP-D-14E 
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for  Hydraulic  Flanged  Tube,  Pipe,  and  Hose  Connections,  4 


Hoy  Steel,  160,  000  psi  (1971) 
t  Thread  Titanium  Alloy  (1970) 

rt  Thread  (1971) 


Std.  Part 
Std.  for 
Std  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 


71) 

ad,  Self  Locking  and  Nonlocking  (1970) 
ead.  Self  Locking  and  Nonlocking  (1970) 
s.  Self  Locking  and  Nonlocking  (1970) 
d.  Self  Locking  and  Nonlocking  (1970) 
Long  Thread,  Self  Locking  and  Nonlocking  (1970) 
,  Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
Recess,  Alloy  Steel  Self  Locking  and  Nonlocking  (1970) 
Recess,  A286  CRES,  Self  Locking  and  Nonlocking  (1970) 

Recess,  Titanium  Alloy  6al-4v,  Self  Locking  and  Nonlock/ 


e  Tolerance  (1971 ) 

y  Steel,  160,  000  psi  (1971) 

56  Oversize  Shank  Short  Thread,  Alloy  Steel,  1/ 

12  Oversize  Shank  Short  Thread,  Alloy  Steel,  1/ 

g  Thread  Titanium  Alloy  (1970) 

rt  Thread  Alloy  Steel,  160,  000  psi  (1971) 


Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  for 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 


Alloy  Steel,  160,000  psi  (1 971) 
11  Thread  (1971) 

al-4v  Titanium  a  Alloy,  Long  Thread,  Self  Locking  and  No/ 
alloy  Steel,  Long  Thread,  Self  Locking  and  Nonlocking  (1/ 
a286  CRES,  Long  Thread,  Self  Locking  and  Nonlocking  (197/ 
alloy  Steel,  Short  Thread,  Self  Locking  and  Nonlocking  (/ 
a286  CRES,  Short  Thread,  Self  Locking  and  Nonlocking  (19/ 
ranee.  Alloy  Steel,  Short  Thread,  Nonlocking  (1970) 
erance,  A286  CRES,  Short  Thread,  Nonlocking  (1970) 

erance,  6al-4v  Titanium  Alloy,  Short  Thread,  Nonlocking  / 
Titanium  Alloy  Short  Thread,  Self  Locking  and  Nonlockin/ 
Std.  Design  Dimensions  for  Separable 
manually  Operated)  (1971)  Std.  for 

NSI  g38.4  Std.  Spec,  for  Alloy  Steel 

Std.  for  Square  and  Hex 
Quality  Assurance  Sampling  of 
Nondestructive  Inspection  Std.  for 
stant.  Upset  Headed,  Heat  Treated  Roll  Threaded,  2050f  (/ 
slant.  Upset  Headed,  Heat  Treated,  Roll  Threaded,  1950f  / 

ded  (1970) 

upset  Headed,  Heat  Treated,  Roll  Threaded  1800f  (982.2c)/ 
heat  Treated,  Roll  Threaded  Solution  and  Precipitation  T/ 
heat  Treated,  Roll  Threaded,  1650f  Heat  Treatment  (1970) 
sistant.  Heat  Treated,  Roll  Threaded  (1970) 
aded  (1970) 

ded.  Heat  Treated,  Roll  Threaded  (1970) 

00  psi  Tensile  Strength  Hardened,  Tempered,  Roll  Threade/ 
alized  and  Tempered,  Roll  Threaded  (1970) 

000  psi  Tensile  Strength,  Hardened  and  Tempered,  Roll  Th/ 
dened  and  Tempered,  Roll  Threaded  (1970) 
heat  Treated,  Roll  Threaded  (1970) 
Roll  Threaded  (1970) 

inch  Series  (1970)  Std.  for  Design  Parameters  for 

Std.  for  Rivets  for  Brake  Linings  and 
aNSI  e38./  Std.  Spec,  for  Carbon  and  Alloy  Steel  Nuts  for 

1970)  Std.  for  Cap  Screws  and  Finished  Hexagon  Head 

Std.  Spec,  for  Quenched  and  Tempered  Alloy  Steel 
uts  and  Plain  Hardene/  Std.  Spec,  for  High  Strength  Steel 

Spec,  for  Eye 

pec.  for  Alloy  Steel  Wire  for  Cold  Heading  of  Hexagon  Head 

Hex 

Std.  for  Hi  Head  Finished  Hex 
Std.  for  Round  Head,  Plow  and  Track 
Spec,  for  Heat  Treated  Carbon  Steel  Track 
Spec,  for  Screw  Thread  Requirements  for 
nd  Squareness  Requirements  (1970)  Std.  for 

Rec.  Pract.  for  the  Surface  Discontinuities  on 
nd  Quality  Requirements  for  Stainless  Steel  and  Nonferrous 
(1970)  Std.  for  Bent 

th.  of  Test  for  Heat  of  Combustion  of  Hydrocarbon  Fuels  by 
d.  Test  Meth.  for  Silicon  in  Organic  Compounds  by  Peroxide 
f  Oxidation  Stability  of  Lubricating  Greases  by  the  Oxygen 
Rec.  Pract.  for  Safe  Use  of  Oxygen  Combustion 
ct  Application  Fireproofing  of  Vermiculite  Type  Mono  Kote; 

Meth.  for  Water  Resistance  of  Adhesive 
Std.  Meth.  of  Test  for 

z-Directional  Tensile  Test  (1968)  Meth.  for  Internal 

erials  (1969)  Std.  Test.  Meth.  for 

Test  for  Interfiber  Bond  Using  the  Internal 
Test  for  Interfiber 


Boll  SpUt  Flange  Type  (1968) 

Boll  100  Deg.  Flush  Tension  Head  .0312  Oversize  Shank  A 
Bolt  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Shor 
Bolt  100  Deg.  Flush  Tension  Head,  Full  Thread  (1971) 
Boll  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess,  Sho 
Bolt,  Flat  Pan  Head  (1971) 
Bolt,  Flat  Pan  Head,  Full  Thread  (1971) 
Bolt,  Flat  Pan  Head,  Hi  Torque  Recess,  Short  Thread  (19 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thre 
Boll,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Short  Thr 
Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES,  Long  Thread 
Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES,  Short  Threa 
Bolt,  Hex  Head,  Close  Tolerance,  6al-4v  Titanium  Alloy, 
Bolt,  Hex  Head,  Close  Tolerance,  6al-4v,  Titanium  Alloy 
Bolt.  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing 
Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing 
Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing 
Bolt,  Self  Locking,  Flat  Fillister  Head,  Torq  Set,  Clos 
Bolt,  100  Deg.  Flush  Shear  Head  (1971) 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess  Alio 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  .01 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  .03 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Lon 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Sho 
Bolt,  100  Deg.  Flush  Tension  Head  (1971) 
Bolt,  100  Deg.  Flush  Tension  Head,  .0156  Oversize  Shank 
Bolt,  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess,  Fu 
Bolt,  1 00  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance  6 
Bolt,  1 00  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance, 
Bolt.  100  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance, 
Bolt,  100  Deg.  Head,  Tri  Wing  Recess.  Close  Tolerance, 
Bolt,  100  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance, 
Bolt,  100  Deg.  Reduced  Head,  Tri  Wing  Recess  Close  Tole 
Bolt,  1 00  Deg.  Reduced  Head,  Tri  Wing  Recess,  Close  Tol 
Bolt.  100  Deg.  Reduced  Head,  Tri  Wing  Recess,  Close  Tol 
Bolt,  1 00  Deg.  Tri  Wing  Recess,  Close  Tolerance,  6al-4v 
Bolted  Journal  Boxes  (1970) 

Bolted  Pressure  Contact  Switches  (Integrally  Fused  and 
Boiling  Materials  for  High  Temperature  Service  (1969)  A 
Bolts  and  Screws  (1970) 
Bolts  and  Screws  (1970) 
Bolts  and  Screws  (1970) 

Bolts  and  Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resi 
Bolls  and  Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resi 
Bolls  and  Screws,  Roll  Threaded  (1970) 
Bolts  and  Screws.  Steel,  Alloy  Heat  Treated,  Roll  Threa 
Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Corrosion  and  Moderate  Heal  Re 
Bolts  and  Screws,  Steel,  Corrosion  Resistant,  Roll  Thre 
Bolts  and  Screws,  Steel,  Corrosion  Resistant,  Upset  Hea 
Bolts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant  195,  0 
Bolls  and  Screws,  Steel,  Low  Alloy  Heat  Resistant,  Norm 
Bolts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant,  220, 
Bolts  and  Screws,  Steel,  Low  Alloy,  Heal  Resistant,  Har 
Bolls  and  Screws,  Titanium  Alloy  6al-4v,  Upset  Headed, 
Bolts  and  Screws,  Titanium  Alloy,  6al-4v,  Heat  Treated, 
Bolts  and  Screws;  External  Wrenching,  Unified  Threaded 
Bolls  for  Brake  Blocks  (1968) 

Bolts  for  High  Pressure  and  Temperature  Service  (1969) 
Bolts  for  Journal  Roller  Bearing  Boxes  (Railway  Cars) 
Bolts  for  Structural  Steel  Joints  (1971) 
Bolts  for  Structural  Steel  Joints,  Including  Suitable  N 
Bolls  (1958) 

Bolls  (1968)  S 
Bolls  (1969) 
Bolts  (1969) 
Bolls  (1970) 

Bolts,  and  Carbon  Steel  Nuts  (1969) 
Bolts,  Screws  and  Studs  (Rolling  Process)  (1970) 
Bolls,  Screws  and  Studs,  Straightness,  Concentricity,  A 
Bolts,  Screws,  and  Studs  (1969) 

Bolls,  Screws,  Studs  and  Nuts  (1968)  /the  Mechanic 

Bolts,  Studs,  Projection  Weld  Studs  and  Forged  Eyebolts 
Bomb  Calorimeter  (High  Precision  Meth.)  (1970)  ANSI  Zll 
Bomb  Ignition  (1968)  ANSI  K75.1 

Bomb  Method  (1970)  ANSI  Zl  1 .65  Std.  Met 

Bombs  (1970)  ANSI  Z115.15 

Bond  Applied  to  Steel  and  Concrete  (1968)  /Ta  tor 

Bond  in  Laminated  Paper  and  Paperboard  (1969) 
Bond  of  Oil  and  Resin  Base  Caulking  Compound  (1969) 
Bond  Strength  of  Paper  and  Paperboard  as  Measured  by  a 
Bond  Strength  of  Plastics  and  Electrical  Insulating  Mat 
Bond  Tester  (Paper)  (1971) 

Bond  Using  the  Internal  Bond  Tester  (Paper)  (1971) 


Std.  SAE 

J518B 

NSA 

1603 

NSA 

1083 

NSA 
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NSA 
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NSA 
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NSA 
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NSA 

6604-20 
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NSA 

4104-16 
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ation  (1968)  Std.  Meth.  of  Test. 

Std.  Markings  for  Identifying  Grinding  Wheels  and  Other 
Tent.  Meth.  of  Testing 
Determination  of  Latex  Foam  Rubber  Content  in  Rubber 
Spec,  for  Coating  of  Fasteners.  Aluminum  Filled,  Ceramic 
Spec,  for  Coating  of  Fasteners,  Aluminum  Filled,  Ceramic 
Rec.  Pracl.  for  Atmospheric  Exposure  of  Adhesive 
Std.  Test  Meth.  for  Permanence  of  Adhesive 
Std.  Test  Meth.  for  Flexural  Strength  of  Adhesive 
lo  1  Shrink/  Plastic  Tubing,  Electrical  Insulation,  Resin 

Spec,  for  High  Strength  Adhesive 
Spec,  for  Aluminum  Sheet,  Laminated,  Edge 
pec.  for  Steel  Sheet,  Corrosion  Resistant,  Laminated,  Edge 

Std.  Spec,  for 
Std.  for  Thermocompression  Wire 
ion  and  Radio  Interference  (1964)  Rec.  Pract.  for 

ctural  Aluminum  (1971)  Spec,  for 

chitectural  Aluminum  (1969)  Spec,  for 

.  for  Preparation  of  Surfaces  of  Plastic  Prior  to  Adhesive 
ested.  Meth.  for  Evaluating  the  Peel  and  Shear  of  Hot  Melt 
of  Conducting  Shear  Block  Test  for  Quality  Control  of  Glue 
Std.  Test  Meth.  for  Tensile  Properties  of  Adhesive 
t  Meth.  for  Effect  of  Moisture  and  Temperature  on  Adhesive 
Std.  Test.  Meth.  for  Impact  Strength  of  Adhesive 
or  Test  Procedures  for  Brake  Shoe  and  Lining  Adhesives  and 
1968)  Std.  Test.  Procedure  for  Delamination  of  Adhesive 

Std.  Test.  Procedure  for  the  Delamination  of  Adhesive 

Std.  Spec,  for 
Std.  Spec,  for 
Corset 
Tent.  Std.  for 
Std.  Meth.  for 
Rec.  Std.  for 

Std.  for  Reinforced  (Pre  Library  Bound)  New 
Manufacturing  Std.  and  Spec,  for  Textbooks 
71)  Std.  for  Library  Binding 

ing  Cylinders  (1971)  Spec,  and  Test  Meth.  for  Rubber 

Std.  Spec,  for 

(1970)  Spec,  for  Photographic  Grade 

65)  ANSI  B93.3  CyUnder 
ns  for  Cataloged  Square  Head  Industrial  Fluid  Power/  Std. 

Std.  Spec,  for  Austenitic  Steel  Forged  and 

Spindle  Noses  and  Tool  Shanks  for  Horizontal 
Dual  Treatment  of  Wood  PiUng  Pressure  Treated  with  Water 
wood  Lumber  Timber  and  Plywood  Pressure  Treated  with  Water 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water 
and  Commercial  Building  Poles  Pressure  Treated  with  Water 

Std.  for  Water 
Std.  for  Hydrocarbon  Solvents  for  Oil 
s  (1971)  Std.  Meth.  for  Analysis  of  Water 

s(1971)  Trade  Names  of  Water 

Std.  Meth.  for  Analysis  of  Oil 
in  Solutions  of  Fissile  Material  (1971)  Std.  for  Use  of 

Spec,  for  Glass  Sheet,  Barium  Aluminum 
Std.  for  Ring  Back  Up, 
w  Tap  (1970)  Std.  for 

Packing,  Preformed,  Straight  Thread  Tube  Fitting 
Packing,  Preformed,  Straight  Thread  Tube  Fitting 
Meth.  for  Drop  Test,  of  Glass 
Meth.  for  the  Measurement  of  Pressure  in  Glass 
cts  (1968)  Test  Meth.  for  Plastic 

Tent.  Meth.  for  Open 

ic  Carbonated  Beverages  (1970) 

s  (1970)  Rec.  Pract.  for 

Std.  Dimensions  for  Plastic 
ormance  Requirements  for  High  Density  Polyethylene  Plastic 
Std.  for  Ventilated  or  Solid 
Std.  Test.  Procedure  for  Filled  Case  Flat 
ay  Examination  of  Polluted  Waters,  Wastewaters,  Effluents, 
Trading  Rules  for  Cottonseed  Oil,  Soapstock  and  Tank 
Std,  for  Reinforced  (Pre  Library 
rings  (Except  Tapered  Roller  Bearings)  Conforming  to  Basic 

Plunge 

Rec.  Pract.  for  Deck  Hardware  and 
f  Prestressed  Concrete  Trestles  for  Railway  Loading,  Using 

Rec.  Std.  for 
Rec.  Pract.  Meth.  of  Marking 
Spec,  for  Design  and  Construction  of  Reinforced  Concrete 
67)  Hitch  and 

Rec.  Pract.  for  the  Modification  of  Integral  Journal 
Spec,  for  Design  Tables  for  Precast  Prestressed 
Rec.  Pracl.  for  Journal 
Spec,  for  Journal 


Bondable  Silicon  Rubber  Tapes  Used  for  Electrical  Insul  ASTM  D2I48 

Bonded  Abrasives  (1970)  ANSI  B74.13 

Bonded  and  Laminated  Apparel  Fabrics  (1970)  ASTM  D2724 

Bonded  Animal  Hair  Pads  (1968)  ABFLO  D-2 

Bonded  Coating  (1971)  SAE  AMS2506 

Bonded  Coating  (1971)  SAE  AMS2506A 

Bonded  Joints  and  Structures  (1970)  ASTM  D1828 

Bonded  Joints  in  Plywood  Under  Mold  Conditions  (1970)  ASTM  D1877 

Bonded  Laminated  Assemblies  Loading  (1969)  ASTM  D1184 

Bonded  Polyethylene  Terephthalate,  Heat  Shrinkable  1.3  SAE  AMS3589 

Bonded  Units  of  Limestone  (1967)  ILIA  *4 

Bonded  (1970)  SAE  AMS4012C 

Bonded  (1970)  SAE  AMS5600A 

Bonding  Compounds  for  Interior  Plastering  (1970)  ASTM  C631 

Bonding  for  Semiconductor  Devices  (1971 )  SAE  AS1190 

Bonding  System  on  Boats  to  Minimize  Electrolytic  Corros  BIA  124 

Bonding  Type  Back  Bedding  Compound  for  Use  with  Archite  AAMA  805.2 

Bonding  Type  Back  Bedding  Glazing  Tapes  for  Use  with  Ar  AAMA  806.1 

Bondmg(1969)  Rec.  Pract  ASTM  D2093 

Bonds  at  Elevated  Temperatures  (1971)  Sugg  TAPPI  T814 

Bonds  in  Scarf  Joints  (1970)  Std.  Meth.  ASTM  D1759 

Bonds  (1968)  ASTM  D897 

Bonds  (1969)  Std.  Tes  ASTM  D1151 

Bonds  (1970)  ASTM  D950 

Bonds  (1971)  Rec.  Pract.  F  SAE  J840C 

Bonds,  Due  to  High  Humidity,  of  Fibre  Tubes  and  Cores  CCTI  T117T 

Bonds,  Due  to  Water  Immersion,  of  Fibre  and  Cores  (1968  CCTI  T118T 

Bone  Black  (R1969)  ANSI  K36.1  ASTM  D210 

Bone  Screw  Threads  (1969)  ASTM  F114 

(Boning)  Wire  (1962)  SWA  *103 

Book  Bulk  and  Bulking  Number  of  Paper  (1965)  TAPPI  T500 

Book  Bulk  and  Bulking  Number  of  Paper  (1969)  ASTM  D2175 

Bookbinder  Wire  (1970)  SWA  *15 

Books  (1939)  ALA  '3 

(Books)  (1969)  NASTA  *1  ; 

(Books,  Magazines,  Periodicals,  and  Special  Volumes)  (19  LBI  *1 

Boots  for  Use  on  Drum  Type  Wheel  Hydraulic  Brake  Actuat  SAE  J65A 

Borax  (1965)  CTFA  4 

Borax  (1970)  ASTM  D929 

(Borax);  Sodium  Tetraborate  Pentahydrate  and  Decahydrate  ANSI  PH4.230 

Bore  and  Piston  Rod  Sizes  for  Fluid  Power  Cylinders  (19  NFLDP  T3.6.67.1 

Bore  and  Rod  Size  Combinations  and  Rod  End  Configuratio  NFLDP  T3.6.67.4 

Bored  Pipe  for  High  Temperature  Service  (1971 )  ASTM  A430 

Boric  Acid  (1959)  CTFA  5 

Bonng  Machines  (1968)  ANSI  B5.40 

Borne  Preservatives  and  Creosote  for  Use  in  Marine  Wate  AWPI  MPl 

Borne  Preservatives  for  Above  Ground  Use  (1967)  /  Soft  AWPI  LP2 

Borne  Preservatives  for  Above  Ground  Use  (1971)  /Softw  AWPB  LP-2 

Borne  Preservatives  for  Ground  Contact  Use  (1971)  /Ftw  AWPB  LP-22 

Borne  Preservatives  (1969)  Std.  for  Residential  AWPI  CP22 

Borne  Preservatives  (1971)  AWPA  P5-71 

Borne  Preservatives  (1971)  AWPA  P9-71 

Borne  Wood  Preservatives  and  Fire  Retardant  Formulation  AWPA  A2-71 

Borne  Wood  Preservatives  and  Fire  Retardant  Formulation  AWPA  M9-7I 

Borne  Wood  Preservatives  (1971)  AWPA  A5-7I 

Borosilicate  Glass  Raschig  Rings  as  a  Neutron  Absorber  ANSI  N16.4 

Borosilicate,  for  Electronic  Applications  (1971)  SAE  AMS3883 

Boss  Connection  Polytetrafluoroethylene  (1970)  SAE  AS3076 

Boss  Fluid  Connection,  Internal  Straight  Thread,  Shallo  SAE  AS1I71 

Boss,  Mil-R-25897  Rubber,  75  Shore  O-Ring  (1970)  NSA  1595 

Boss,  Mil-R-25897  Rubber,  90  Shore,  O-Ring  (1970)  NSA  1596 

Bottle  Aerosols  (1971)  CSMA  AG'14 

Bottle  Aerosols  (1971)  CSMA  AG*17 

Bottle  Permeability  and  Compatibility  of  Packaged  Produ  SPI  PBD5 

Bottle  Tap  Sampling  of  Noncryogenic  Fluid  Systems  (1968  ASTM  F301T 

Bottle  (Glass  Container)  Spec,  Guideline  for  Nonalcohol  NSDA  *\ 

Bottled  Gas  (L.P.G.)  System  Installation  for  House  Boat  BIA  HEM8 

Bottles  (1968)  SPI  PBD2 

Bottles  (1969)  Test  Meth.  and  Perf  SPI  PBD8 

Bottom  Cable  Trays  (1971)  NEMA  VEl 

Bottom  Drop  Fibre  Motor  Oil  Cans  (1967)  CCTI  C125.1T 

Bottom  Sediments  and  Sludges  (1971)  /Emical  and  Bioass  APHA  *2-200 

Bottoms  (1971)  NCPA  *2 

Bound)  New  Books  (1939)  ALA  '3 

Boundary  Plans  (1971)  /  for  Metric  Ball  and  Roller  Bea  AFBMA  20 

Bow  Capacity  for  Power  Chain  Saws  (1970)  PSMA  B2.1-66 

Bow  Eye  on  Boats  (1962)  BIA  161 

Box  Beams  (1970)  Spec,  for  Design  and  Construction  O  AREA  8-17-25 

Box  Binding  Wire  (1970)  SWA  '16 

Box  Cars  Equipped  with  Removable  Crossbars  (1970)  AAR  MSRP-L-42H 

Box  Culverts  (1970)  AREA  8-16-1 

Box  Dimensions  for  Agricultural  (Farm)  Grain  Wagons  (19  ASAE  R239 

Box  for  Application  of  Roller  Bearing  Units  (1970)  AAR  MSRP-D-62A 

Box  Girders  for  Railway  Bridges  (1969)  AREA  8-17-39 

Box  Lid  Lug  and  Lid  Spring  Pad  Gage  (1970)  AAR  MSRP-B-32 

Box  Mineral  Oil  for  Free  Oiling  (1970)  AAR  MSRP-M906A 
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Spec,  for  Locomotive  Journal 
Product  Std.  for  Auxiliary  Builders  Hardware;  Letter 

Rec.  Std.  for 

paper.  Cloth,  and  Multi  Ply  Types  (1964)  Corrugators 

Volumetric  Capacity  of 
Packaging  Std.  for  Bulk  Quantities  in  A 
d.  for  an  Item  in  a  Transparent  Plastic  Bag  and  Individual 
for  an  Item  in  Box,  with  Desiccant,  Bag  Water  Vaporproof, 
for  Items  on  a  Cylindrical  Core  in  a  Transparent  Bag  and  A 
item  in  a  Wrap.  Greaseproof,  with  Preservative,  Individual 

Std.  for  Packaging  of 
Packaging  Std.  for 
Std.  for  Packaging  of  Items  in  A 
Std.  for  Packaging  of  Items  in  A 
Packaging  Std.  for  Individual  Items  in  A 
Packaging  Std.  for  an  Item  in 
Std.  for  PaclJaging  of  Items  in  A 
Packaging  Std.  for  Items  in  A 
Packaging  Std.  for  Sheet  Material  in  A 
)  ANSI  C33.27  Safety  Std.  for  Electrical  Outlet 

Safety  Std.  for  Electrical  Outlet 
Rec.  Pract.  for  Batteries  and  Connection 
and  Finished  Hexagon  Head  Bolts  for  Journal  Roller  Bearing 
s  Forming  the  Manufacturers  Joint  of  Corrugated  Fiberboard 
gummed  Tape  Closure  for  the  Flaps  of  Corrugated  Fibreboard 
Std.  Design  Dimensions  for  Integral  Journal 
Std.  Design  Dimensions  for  Separable  Bolted  Journal 
Std.  Design  for  Mounting  Control  Devices  on  Journal 
Redwood  Planter 

n  Dimensions  for  Renewable  Wear  Plate  for  Integral  Journal 
Dimensions  for  Renewable  Wear  Plate  for  Separable  Journal 
or  Auxiliary  Builders  Hardware;  Letter  Box  Plates  and  Mail 
ty  Std.  for  Electrical  Cabinets,  Cutout,  Junction  and  Pull 
Std.  for  Packaging  of  Multiple  Items  in  Interleaved 
ers  (1970)  Volumetric  Capacity  of  Forage  Wagons,  Wagon 

Std.  for  Body  Measurements  for  the  Sizing  of 
astisol's  Apparent  Viscosity  Utilizing  a  Torque  Rheometer 

Heddle  End 

I  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Wood 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Wood 
Std.  for  Metal  Crossarm 
lar  Bicycles  Including  Wheel  Assembly,  Chainguards,  Saddle 
ial  Equipment  Warning  Lamp  and  Slow  Moving  Vehi/  Mounting 
ment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)/  Mounting 
Builders  Hardware;  Door  Silencers,  Chain  Guards,  Handrail 
Std.  for  Power  Steering  Pressure  Hose,  Wire 
Std.  for  Production  of  Tactile  Materials, 
eth.  for  Rubber  Boots  for  Use  on  Drum  Type  Wheel  Hydraulic 
Std.  for  Mounting  of  Coupling  and  Nipple  to  Air 
Std.  for  Mounting  of  Coupling  and  Nipple  to  Air 

Std. 

Std.  for  Rivets  for  Brake  Linings  and  Bolts  for 
Rec.  Pract.  for  Air 
Spec,  for 
Rec.  Pract.  for  Automotive 
Std.  for  Basic  Freight  Car 
rec.  Rebore  Limit  for  Passenger  Car  and  Commercial  Vehicle 

(1970)  Std.  for  Motor  Vehicle 

Std.  for  Motor  Vehicle 

Std.  Modification  of  Go  Gage  for 
Std.  for  Go  and  No  Go  Gage  for 
Std.  for  Go  Gage  for 

70)  Std.  for  Modified  Go  and  No  Go  Gage  for 

70)  Std.  for  Modified  Go  Gage  for 

Std.  Air 
Std.  for  Air 
Std.  Air 
Std.  for  Air 
Std.  for  Air 
Specific  Gravity  of 
Std.  for  Rivets  for 

for  Detecting  Swell,  Growth,  and  Dimensional  Stability  of 
Std.  Definitions  for  Braking  and 
Std.  for  Mounting  New 
Std.  for  Mounting  of  Coupling  and  Nipple  to 
1970)  Rec.  Pract.  for 

Std.  for  Limiting  Design  Dimensions  for  Hand 
Rec.  Pract.  for  Test  Procedures  for 
k  Shields  to  Cars  Equipped  with  Wooden  Decks  and  Cast  Iron 
rs)  (1970)  Std.  for  Limiting  Contour  of 

Rec.  Pract,  for  Service 
Enclosed  Air 

(1971)  Rec.  Pract.  for 
(1969)  Service 
1970)                                                   Rec.  Pract.  for  Service 


Box  Oil  (1970)  AAR  MSRP-M-906 

Box  Plates  and  Mail  Boxes  (1970)  BHMA  1201-6 

Box  Stapling  Wire  (1970)  SWA  '17 

Box  Tape  Industry  Spec,  for  Glass,  Nylon,  All  Purpose,  GIA  0I-59B 

Box  Type  Manure  Spreaders  (Dual  Rating  Method)  (1971)  ASAE  S324 

Box  (1971)  NSA  3410 

Box  (1971)  Packaging  St  NSA  3404 

Box  (1971)  Packaging  Std.  NSA  3444 

Box  (1971)  Packaging  Std.  NSA  3436 

Box  (1971)  Packaging  Std.  for  an  NSA  3422 

Box,  Foam  Cushioning  Convoluted  (1971)  NSA  3443 

Box,  Multiple  Quantities,  Tightly  Packed  (1971)  NSA  3439 

Box,  Plastic,  Cushioned  (1971)  NSA  3409 

Box,  Slotted  Partitions  (1971)  NSA  3411 

Box,  Unit,  Cushioned  (1971)  NSA  3408 

Box,  with  Desiccant,  Bag  Water  Vaporproof,  Box  (1971)  NSA  3444 

Box,  with  Die  Cut  Support  Pads  and  Filters  (1971)  NSA  3419 

Box,  with  Fiberboard  Stiffener  (1971)  NSA  3416 

Box,  with  Multiple  Individual  Transparent  Bags  (1971)  NSA  3435 

Boxes  and  Fittings  for  Use  in  Hazardous  Locations  (1969  UL  886 

Boxes  and  Fittings  (1970)  UL  514 

Boxes  on  Boats  (I960)  BIA  121 

Boxes  (Railway  Cars)  (1970)  Std.  for  Cap  Screws  AAR  MSRP-L-28 

Boxes  (1957)  /to  Measure  the  Durability  of  Gummed  Tape  GIA  1 

Boxes  (1958)  /Measure  the  Durability  of  the  Two  Strip  GIA  2 

Boxes  (1970)  AAR  MSRP-D-33 

Boxes  (1970)  AAR  MSRP-D-38 

Boxes  (1970)  AAR  MSRP-D-82 

Boxes  (1970)  CRA  3C7 

Boxes  (1970)  Std.  Desig  AAR  MSRP-D-34 

Boxes  (1970)  Std.  Design  AAR  MSRP-D-37 

Boxes  (1970)  Product  Std.  F  BHMA  1201-6 

Boxes  (1970)  ANSI  C33.65  Safe  UL  50 

Boxes  (1971)  NSA  3442 

Boxes,  and  Forage  Handling  Adaptations  of  Manure  Spread  ASAE  S238 

Boys  Apparel  (1970)  USC  PS36 

(Brabender  Plasti  Corder)  at  a  Constant  Mixer  Temperatur  SPI  VDT19 

Brace  Wire  (1962)  SWA  •116 

Braced  in  Place  of  Loose  Brick  (1959)  /Attern  (for  Rai  RI  P207-2 

Braced  Load  20  Pallets  (1959)  RI  P208-2 

Braces  in  Overhead  Lines  (1970)  NEMA  Ph6  EEI  TDJ6 

Braces,  Pedal  Clearance,  Steering  Control,  Brakes,  Tire  BMA  6/5 

Brackets  and  Socket  for  Agricultural  (Farm)  and  Industr  ASAE  S277.1 

Brackets  and  Socket  for  Farm  and  Light  Industrial  Equip  SAE  J725B 

Brackets,  Coat  and  Hat  Hooks,  Closet  Bars,  Apartment  Kn  BHMA  1201-3 

Braid  (1970)  SAE  J190 

Braille,  for  the  Blind  and  Visually  Handicapped  (1970)  NACAB  *1.4 

Brake  Actuating  Cylinders  (1971)  Spec,  and  Test  M  SAE  J65A 

Brake  and  Signal  Hose  (1970)  AAR  MSRP-E-51 

Brake  and  Signal  Hose  (1970)  AAR  MSRP-E-51B 

Brake  Beam  Spec,  and  Tests  (1970)  AAR  MSRP-E-73 

Brake  Blocks  (1968)  SAE  J663B 

Brake  Build  Up  Time  Instrumentation  (1969)  SAE  J668 

Brake  Cylinder  Lubricant  (Grease)  for  Locomotives  (1970  AAR  MSRP-M-914 

Brake  Definitions  and  Nomenclature  (1969)  SAE  J656E 

Brake  Design  Data  (Railway)  (1968)  AAR  MSRP-E-4 

Brake  Drums  (1968)  NWRA  D-47X 

Brake  Flange  Mounting  (1968)  SAE  J337 

Brake  Fluid  for  Use  Under  Arctic  Atmospheric  Conditions  SAE  J1702B 

Brake  Fluid  (Used  Under  Nonartic  Conditions)  (1970)  SAE  J1703B 

Brake  Head  (1970)  AAR  B9.2 

Brake  Head  (1970)  AAR  MSRP-B-10 

Brake  Head  (1970)  AAR  MSRP-B-9 

Brake  Heads  for  Either  Metal  or  High  Friction  Shoes  (19  AAR  BlO.l 

Brake  Heads  for  Either  Metal  or  High  Friction  Shoes  (19  AAR  B9.1 

Brake  Hose  Coupling  Gasket  Gage  (1970)  AAR  MSRP-B-3A 

Brake  Hose  Couphng  Pinless  Type  (1970)  AAR  MSRP-E-54 

Brake  Hose  Couphng  (1970)  AAR  MSRP-E-53 

Brake  Hose  Nipple  (1970)  AAR  MSRP-E-52 

Brake  Hose  (1970)  SAE  J1402B 

Brake  Lining  (1969)  SAE  J380 

Brake  Linings  and  Bolts  for  Brake  Blocks  (1968)  SAE  J663B 

Brake  Linings  (1970)  Rec.  Pract.  SAE  J160 

Brake  Operation  Terminology  (1969)  SAE  J657C 

Brake  Pipe  Hose  Other  Than  Armored  Type  (1970)  AAR  MSRP-E-49 

Brake  Pipe  Hose  with  Protection  Sleeve  (1970)  AAR  MSRP-E-51  A 

Brake  Rating  System  Test  Code  for  Commercial  Vehicles  SAE  J880A 

Brake  Sheave  Wheel  (Railway  Cars)  (1970)  AAR  MSRPE22B.2 

Brake  Shoe  and  Lining  Adhesives  and  Bonds  (1971)  SAE  J840C 

Brake  Shoes  (1970)  Std.  for  Application  of  Spar  AAR  MSRP-L-49 

Brake  Shoes;  High  Friction  Composition  Type  (Railway  Ca  AAR  MSRP-E-94A 

Brake  Structural  Integrity  Test  Procedure  (1971)  SAE  J229 

Brake  Switches  (1970)  ANSI  C33.64  UL  98 

Brake  System  Dynamometer  Test  Procedure  (Passenger  Car)         SAE  J212 

Brake  System  Performance  Requirements  of  Passenger  Cars  SAE  J937A 

Brake  System  Performance  Requirements  (Passenger  Car)  SAE  J937B 
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motor  Driven  Cycles  (1971) 
(1971) 

d  Combination  of  Vehicles  (1971) 
ly  Truck) (1971) 


Rec.  Pract.  for  Service 
Rec.  Pract.  for  Service 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 

binations  (1970)  Rec.  Pract  for 

ion  of  Vehicles  (1971)  Rec.  Pract.  for 

les(1971)  Rec.  Pract.  for 

Rec.  Pract.  for  Minimum  Performance  Criteria  for 
loa/  Rec.  Pract.  for  the  Minimum  Performance  Criteria  for 

lied  Sc/  Rec.  Pract.  for  Minimum  Performance  Criteria  for 

(1971)  Rec.  Pract.  for  Minimum  Performance  Criteria  for 

equipment  (1970)  Rec.  Pract.  for 

Rec.  Pract.  for  Trailer 
Std.  for  Manufacturers  Spec  for  Geared  Hand 
Test  Code  for  Certificate  of  Approval  for  Geared  Hand 
rial  Trucks,  Sit  Down  Rider  Type  (1965) 
rial  Trucks,  Stand  Up  Rider  Type  (1965) 


nguards.  Saddle  Braces,  Pedal  Clearance,  Steering  Control, 
nal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
nal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
nal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
nal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 

Std.  Definitions  for 
Vehicle  Grade  Parking 
Truck 

ty  Std.  for  Thermoplastic  Insulated  Underground  Feeder  and 
Reinforcement  Tables  for  45  and  90  Deg. 

Glossary  of  Terms  for  Copper, 
Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Leaded 
Std.  Spec,  for 
Std.  for  Finished  and  Rough 
970)  ANSI  H8.I  Std.  Spec,  for  Free  Cutting 

Std.  Spec,  for  Leaded  Yellow 
Std.  Spec,  for  Leaded  Red  (and  Semi  Red) 
1960)  Copper  and 

Std.  Spec,  for  Sintered 
Std.  Spec,  for  Seamless 
Installation  Std.  for  Copper  or  Red 
Std.  Spec,  for 

w  Brass  (Manganese  Bronze)  and  Leaded  High  Strength  Yellow 
w  Brass  (Leaded  Mang/  Std.  Spec,  for  High  Strength  Yellow 

Std.  Spec,  for  Leaded  High  Strength  Yellow 
Std.  Spec,  for  Silicon,  Bronze  and 
Std.  Meth.  for  Chemical  Analysis  of  Special 

Leaded 
High  Strength  Yellow 
Leaded  Red  and  Leaded  Semi  Red 
Rec.  Std.  for 

fication  Std.  for  Welding  and  Brazing  Procedures,  Welders, 
1)  Spec,  for 

71 )  Spec,  for 

gs(1970)  Std.  Pract.  for  Silver 

iler  and  Pressure  Ves/  Quahfication  Std.  for  Welding  and 

ating  Boilers  (1971 )  Code  for 

ale;  Mechanical  Property  Limits,  Heat  Treatable  Alloys  and 
Code  Requirements  for  Heating  Boilers  Fabricated  by 
ssure  Vessels  Fabricated  by  Welding,  Riveting,  Forging  and 
ial  (1970)  Rec.  Pract.  for  Dry 

Std.  Test  Meth.  for  Quantitative  Determination  of 

Std.  for 

8)  Std.  Test  Meth.  for  Tensile  Impact  Energy  to 

Std.  for  Farm  Equipment  Two  Conductor 
Pressure  Sensitive  Electrical  Tape  Dielectric 
Insulating  Materials  At/  Std.  Test.  Meth.  for  Dielectric 

ommercial  Power  Freque/  Std.  Meth.  of  Test  for  Dielectric 

f  Data  for  Consumer  Media  Audiences  (1970)  Rec.  Std. 

ngs  and  Related  Requirements  for  Low  Voltage  Power  Circuit 
(1969)  Guide  Specifications  for  Ac  High  Voltage  Circuit 

Supplement  to  Test  Procedure  for  Ac  High  Voltage  Circuit 
ng  Switching  Surge  Voltage  Control  for  Ac  High  and  Circuit 
Fault  Currents  for  Application  of  Ac  High  Voltage  Circuit 
schedules  of  Preferred  Ratings  for  Ac  High  Voltage  Circuit 
Factors  for  Reclosing  Service  for  Ac  High  Voltage  Circuit 
Std.  for  Low  Voltage  Ac  Integrally  Fused  Power  Circuit 
Std.  Performance  Requirements  for  Hose  Connection  Vacuum 

Rec.  Pract.  for  Circuit 
r  Alternating  and  Direct  Current  Low  Voltage  Power  Circuit 
Std.  for  Low  Vohage  Power  Circuit 
Meth.  for  Zero  Span 

aNSI  114.184  Std.  Meth.  of  Test  for 

tant  Rate  of  Elongation  Apparatus)  (1970)  Std.  Tensile 


Brake  System  Performance  Requirements,  Motorcycles  and  SAE 

Brake  System  Performance  Requirements;  Light  Duty  Truck  SAE 

Brake  System  Performance  Requirements;  Truck  and  Bus  An  SAE 

Brake  System  Road  Test  Code  (Passenger  Car  and  Light  Du  SAE 

Brake  System  Road  Test  Code,  Motorcycles  (1971)  SAE 

Brake  System  Road  Test  Code;  Passenger  Car,  Trailer  Com  SAE 

Brake  System  Road  Test  Code;  Truck  and  Bus  and  Combinat  SAE 

Brake  System  Torque  Balance  Test  Code,  Commercial  Vehic  SAE 

Brake  Systems  for  Off  Highway  Trucks  and  Wagons  (1971)  SAE 

Brake  Systems  for  Off  Highway,  Rubber  Tired,  Front  End  SAE 

Brake  Systems  for  Off  Highway,  Rubber  Tired,  Self  Prope  SAE 

Brake  Systems  for  Rubber  Tired,  Self  Propelled  Graders  SAE 

Brake  Test  Procedure  for  Industrial  Wheel  Tractors  and  SAE 

Brakes  on  Boats  (1967)  BIA 

Brakes  (Railway  Cars)  (1970)  AAR 

Brakes  (Railway  Cars)  (1971)  AAR 

Brakes,  Electric  and  Internal  Combustion  Powered  Indust  ITA 

Brakes,  Electric  and  Internal  Combustion  Powered  Indust  ITA 

Brakes,  Electric  Motorized  Hand  Trucks  (1965)  ITA 

Brakes,  Electric  Truck,  High  Lift  Order  Picker  (1968)  ITA 
Brakes,  Tires  and  Controls  (1970)               /Heel  Assembly,  Chai  BMA 

Brakes,  33  In.  Dia.  Wheels,  5X9  In.,  5  1/2  X  10  In.  A  AAR 

Brakes,  36  in  Dia.  Wheels,  6  1/2  X  12  In.  Journals  (Rai  AAR 

Brakes,  38  In.  Dia.  One  Wear  Wheels,  7  X  12  In.  Journal  AAR 

Brakes,  38  In.  Dia.  Wheels  6  1/2  X  12  In.  Journals  (Rai  AAR 

Braking  and  Brake  Operation  Terminology  (1969)  SAE 

Braking  System  Performance  Test  Code  (1968)  SAE 

Braking,  General  (1965)  ITA 
Branch  Circuit  Cables  (1970)  ANSI  C33.60                           Safe  UL 

Branch  Connections  of  Pipe  Seamless  Steel  Pipe  (1970)  PFI 

Brass  and  Bronze  Forgings;  Handbook  (1970)  CDA 

Brass  and  Copper  Pipe  for  Plumbing  Installations  (1960)  CDA 

Brass  Die  Castings  (1970)  ASTM 

Brass  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971)  ASTM 

Brass  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971)  ASTM 

Brass  Plumbing  Fixture  Fittings  (1971)  ANSI 

Brass  Rod,  Bar,  and  Shapes  for  Use  in  Screw  Machines  (1  ASTM 

Brass  Sand  Castings  for  General  Purposes  (1970)  ASTM 

Brass  Sand  Castmgs  (1970)  ASTM 

Brass  Sheet  and  Strip  Handbook;  Terms  and  Definitions  CDA 

Brass  Structural  Parts  (1970)  ANSI  H9.8  ASTM 

Brass  Tube  (1971)  ANSI  H36.1  ASTM 

Brass  Water  Drainage  Tubes  (1969)  lAPMO 

Brass  Wire  (1971)  ASTM 

Brass  (Leaded  Manganese  Bronze)  Sand  Castings  (1971)  ASTM 

Brass  (Manganese  Bronze)  and  Leaded  High  Strength  Yello  ASTM 

Brass  (Manganese  Bronze)  Sand  Castings  (1970)  ASTM 

Brass,  Sand  Castings  (1970)  ASTM 

Brasses  and  Bronzes  (1970)  ASTM 

Brasses  in  Foundry  Pract.  (1965)  AFS 

Brasses  in  Foundry  Pract.  (1965)  AFS 

Brasses  in  Foundry  Pract.  (1965)  AFS 

Brassiere  Wire  (1970)  SWA 

Brazers,  and  Operators  (Boiler  and  Pressure  Vessel  Code  ASME 

Brazing  Filler  Metal,  High  Temperature  Cobalt  Base  (197  SAE 

Brazing  Filler  Metal,  High  Temperature,  82au  ■  18ni  (19  SAE 

Brazing  Joints  for  Wrought  and  Cast  Solder  Joint  Fittin  MSS 

Brazing  Procedures,  Welders,  Brazers,  and  Operators  (Bo  ASME 

Brazing  Processes,  Procedures  and  Qualifications  for  He  ASME 
Brazing  Sheet  (1970)                  Std.  for  Aluminum  Sheet  and  PI  AA 

Brazing  (1971)  ASME 
Brazing  (1971)                                Code  Requirements  for  Pre  ASME 

Break  Fueling  Installation  for  Construction  and  Industr  SAE 

Break  in  Drying  Oils  (R1969)  ASTM 

Break  Mandrel  Blind  Rivets  (1971)  IFI 

Break  Plastics  and  Electrical  Insulating  Materials  (196  .  ASTM 

Breakaway  Connector  Cable  (1970)  SAE 

Breakdown  Test  Meth.  (1959)  PSTC 

Breakdown  Voltage  and  Dielectric  Strength  of  Electrical  ASTM 

Breakdown  Voltage  and  Strength  of  Insulating  Gases  at  C  ASTM 

Breakdowns  for  Demographic  Characteristics  in  Surveys  O  AAAA 
Breakers  and  Ac  Power  Service  Protectors  (1970)               /  Rati  ANSI 

Breakers  Rated  on  a  Symmetrical  and  Total  Current  Basis  ANSI 

Breakers  Rated  on  a  Symmetrical  Current  Basis  (1970)  ANSI 

Breakers  Rated  on  a  Symmetrical  Current  Basis;  362  Kv  A  ANSI 
Breakers  Rated  on  a  Total  Basis  (1969)  /Calculation  of  ANSI 
Breakers  Rated  on  a  Total  Current  Basis  (1971)  /.  for  ANSI 
Breakers  (1964)                               Std.  Interrupting  Capability  ANSI 

Breakers  (1969)  ANSI 

Breakers  (1970)  ASSE 

Breakers  (1970)  SAE 
Breakers  (1970)               /or  Trip  Devices  (Opening  Releases)  Fo  ANSI 

Breakers  (1971)  NEMA 

Breaking  Length  of  Pulp  (1970)  TAPPI 

Breaking  Load  and  Elongation  of  Textile  Fabrics  (1970)  ASTM 

Breaking  Properties  of  Paper  and  Paperboard  (Using  Cons  TAPPI 
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Std.  Meth.  of  Test  for  Breaking  Strength  of  Ceramic  Tile  (1970)  ASTM  C648 

NSl  ?-109.17  Std  Test  Meth.  for  Breaking  Strength  of  I^eather  hy  the  Grab  Meth.  (1969)  A  ASTM  D2208 

Tent.  Std.  for  Tensile  Breaking  Strength  of  Paper  and  Paperboard  (1966)  TAPPI  T404 

Std.  for  Wet  Tensile  Breaking  Strength  of  Paper  and  Paperboard  (1968)  TAPPI  T456 

Rec.  on  Safeguarding  Aircraft  Breathing  Oxygen  System  Maintenance  Operations  (1971 )  NFPA  4I0B 

d.  for  Regulator  Oxygen,  Diluter  Demand  Automatic  Pressure  Breathing  (1970)  St  SAE  AS1194 

Nominal  Height  of  Masonry  Walls  by  Courses  for  Brick  and  Block  (1967)  ILIA  •8.32 

Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and  Refactories  Packaged  in  Cartons  Type  X-1  (1962)  RI  P238 

Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and  Refactories  Packaged  in  Cartons  Type  X-2  (1962)  RI  P239 

Std  Meth,  of  Test  for  Reheat  Change  of  Carbon  Brick  and  Shapes  (1970)  ASTM  C436 

ich  Are  Difficult  to  Palletize  (Rec.  for  Featheredge,  Neck  Brick  and  Splits)  (1962)  /N  and  Stability  of  Shapes  Wh  RI  P242 

te  Treatment  Facilities  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Industrial  Was  SCPI  34B 

sanitary  Structures  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Miscellaneous  SCPI  34C 

nl  Facilities  (Tech  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Sewage  Treatme  SCPI  34A 

t  Facilities  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Water  Treatmen  SCPI  34 

Moisture  Control  in  Brick  and  Tile  Walls,  Condensation  (Tech.  Notes)  (1965)  SCPI  7C 

Fire  Resistance  Requirements  Relating  to  Brick  Bearing  Wall  Buildings  (Tech  Notes)  (1969)  SCPI  16A 

Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Loose  Brick  in  Door  Area  (1959)  /Arloading  Pattern  (for  Rail  RI  P205-2 

e  Tier  Solid  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Brick  in  Doorway  (1959)  /Ern  (for  Rail  Shipment)  Singl  RI  P230-I 

es)(l968)  Brick  m  Landscape  Architecture  Garden  Walls  (Tech.  Not  SCPI  29A 

Structural  Design  of  Semicircular  Brick  Masonry  Arches  (Tech.  Note)  ( 1971 )  SCPI  31C 

Structural  Design  of  Brick  Masonry  Arches  (Tech.  Notes)  ( 1967)  SCPI  31A 

Reinforced  Brick  Masonry  Columns  and  Pilasters  (Tech.  Notes)  (1965  SCPI  171 

eral  Forces)  (Tech.  Notes)  (1968)  Four  Inch  Reinforced  Brick  Masonry  Curtain  and  Panel  Walls  (in  Resisting  Lat  SCPI  17L 

5)  Reinforced  Brick  Masonry  Retaining  Walls  (Technical  Notes)  (1964-6  SCPI  17E-G 

Guide  Spec,  for  Engineered  Brick  Masonry  (Tech.  Notes)  (1969)  SCPI  IIC 

Early  Strength  of  Brick  Masonry  (Tech.  Notes)  (1969)  SCPI  35 

Estimating  Modular  Brick  Masonry  (Tech.  Notes)  (1971)  SCPI  10 

Rec.  Pract.  for  Engineered  Brick  Masonry  (1969)  ■      SCPI  *43 

Rec  Std.  Quantities  of  Brick  Per  Pallet  (1959)  RI  *\ 

Design  and  Construction  of  Flat  and  Sloped  Brick  Soffits  (Tech.  Notes)  (1970)  SCPI  36A 

spec,  and  Test  Meth.  for  Structural  Facing  Tile  and  Glazed  Brick  (Including  Fire  Safety  Data  and  Sanitation)  (1969  FTI  *5 

Std.  Spec,  for  Sewer  and  Manhole  Brick  (Made  From  Clay  or  Shale)  (1969)  ANSI  AlOO.l  ASTM  C32 

71)ANSIA99.1  Std.  Spec,  for  Facing  Brick  (Solid  Masonry  Units  Made  From  Clay  or  Shale)  (19  ASTM  C2I6 

69)  ANSI  A98.1  Std.  Spec,  for  Building  Brick  (Solid  Masonry  Units  Made  From  Clay  or  Shale)  (19  ASTM  C62 

olid  Load,  22  to  23  Pallets,  Wood  Braced  in  Place  of  Loose  Brick  (1959)  /Atlern  (for  Rail  Shipment)  Single  Tier  S  RI  P207-2 

Std.  Test  Meth.  for  Hydration  Resistance  of  Basic  Brick  (1968)  ASTM  C456 

Spec.  Data  for  Ceramic  Glazed  Facing  Brick  (1968)  FTI  *6 

h.  of  Test  for  Hydration  of  Pitch  Bearing  Basic  Refractory  Brick  (1968)  Std.  Met  ASTM  C620 

Std.  Meth.  of  Panel  Spalling  Test  for  High  Duty  Fireclay  Brick  (1970)  ASTM  C107 

Std.  Meth.  of  Panel  Spalling  Test  for  Super  Duty  Fireclay  Brick  (1970)  ASTM  CI22 

Std.  Meth.  of  Test  for  Hydration  of  Pitch  Bearing  Basic  Brick  (1970)  ASTM  C649 

nt  Specific  Gravity,  and  Bulk  Density  of  Burned  Refractory  Brick  (1970)  /Arent  Porosity,  Water  Absorption,  Appare  ASTM  C20 

End  Gates  Only/  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Double  Tier  Floating  Load,  28,  32,  or  36  Pallets,  RI  P216-2 

ves  (1968)  Std.  Magazine  (Brick)  for  Storage  of  Dynamite  and  Similar  High  Explosi  IMF  1.1 

1969)  Pallet  Load  (of  Brick)  Protection  Type'  A"  protection  Two  36  In.  Ends  RI  P202-1 

Pallet  Load  (of  Brick)  Protection  Type'  C"  protection  3  Slides  (1969)  RI  P204-I 

ides  and  Top  (1969)  Pallet  Load  (of  Brick)  Protection  Type"C"  weatherproof  Protection  4  SI  RI  P243 

Pallet  Load  (of  Brick)  Protection  Type"C-l"  protection  4  Slides  (1961 )  RI  P235 

Pallet  Load  (of  Brick)  Protection  Type"C-2"  protection  4  Slides  (1969)  RI  P236 

Pallet  Load  (of  Brick)  Protection  Type"C-6"  protection  4  Slides  (1969)  RI  P246 

Pallet  Load  (of  Brick)  Protection  Type"D',  on  Two  48  In.  Sides  (1969)  RI  P229-I 

Pallet  Load  (of  Brick)  Protection  Type"P"  shrink  Wrap  (1969)  RI  P247 

allets  (1959)  CaHoading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  Tilted  Pallets  26  to  27  P  RI  P232-1 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  26  to  27  Pallets  (1959)  RI  P2I0-2 

Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load,  24  to  25  Pallets  (1959)  RI  P231-1 

ier  Floating  Load  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  (1959)  End  Gate  Double  T  RI  P220-2 

ier  Floating  Load  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  (1959)  End  Gate  Single  T  RI  P217-2 

ec,  for  Ceramic  Glazed  Structural  Clay  Facing  Tile,  Facing  Brick,  and  Solid  Masonry  Units  (1971)  ANSI  AlOl.l  /  Sp  ASTM  C126 

e  (1962)  Std.  Classification  of  Brick,  Chrome  Magnesite,  Magnesite  Chrome,  and  Magnesit  ASTM  C455 

ampproofing;  Water  Repellents  for  the  Exterior  Surfaces  of  Brick,  Stone,  and  Concrete  Block  Masonry  (1970)  /One  D  CSI  7170 

Std.  27  In.  X  48  In.  Wood  Pallet  (for  Bricks)  for  Certain  Bof  Sizes  (1966)  RI  P244 

Std.  30  In.  X  48  In.  Wood  Pallet  (for  Bricks)  for  15  In.  and  30  In.  Bof  Sizes  (1969)  RI  P245 

Std  Wood  Pallet  (for  Bricks)  (1962)  RI  P20I-3 

d  Copper  Alloy  Bearing  and  Expansion  Plates  and  Sheets  for  Bridge  and  Other  Structural  Uses  (1971a)  ANSI  H31.I  /E  ASTM  BlOO 

Guide  Spec,  for  Post  Tensioned  Concrete:  Bridge  Girders  (1969)  CSI  3331 

Spec,  for  Foliage  Green  Steel  Bridge  Paint  (1970)  AASHO  M67 

td.  Draft  Gears  and  10  In./  Std.  4  1/4  In.  and  53  1/8  In.  Bridge  Plate  Details  and  Sub  Assemblies  for  Cars  with  S  AAR  MSRP-L-78E 

Std.  Spec,  for  Lightweight  Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR  MSRP-L-79 

Spec,  for  Dynamic  Test  Position  and  Support  of  Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR  MSRP-L-82 

Std.  Spec,  for  Cast  Aluminum  Bridge  Railing  Posts  (1964)  AASHO  MI93 

ssure  Processes  (1970)  Std.  for  Lumber,  Timbers,  Bridge  Ties  and  Mine  Ties  Preservative  Treatment  by  Pre  AWPA  C2-70 

Spec,  for  Concrete  and  Reinforced  Concrete  Railraod  Bridges  and  Other  Structures  (1970)  AREA  8-1-1 

Spec,  for  Design  of  Wood  Bridges  and  Trestles  for  Railway  Loading  (1969)  AREA  7-2-1 

Clearance  Diagrams  Fixed  Obstructions  for  Railway  Bridges  and  Turntables  (1969)  AREA  28-2-1 

Std.  Spec,  for  Bronze  Castings  for  Bridges  and  Turntables  (1970)  ASTM  B22 

Spec,  for  Mica  Bridges  for  Electron  Tubes  (1968)  ANSI  Z173.4  ASTM  F12 

Spec,  for  Black  Paint  for  Steel  Bridges  or  Timber  Structures  (1970)  AASHO  M68 

Concrete  Masonry  Slope  Paving  Under  Bridges  (1958)  NCMA  13 

ign  Tables  for  Precast  Prestressed  Box  Girders  for  Railway  Bridges  (1969)  Spec,  for  Des  AREA  8-17-39 

Manual  and  Spec,  for  Maintenance  Inspection  of  Bridges  (1970)  -.  AASHO  MIB-1 

Code  of  Std.  Pract.  for  Steel  Buildings  and  Bridges  (1970)  '  A  ISC  *2 

Spec,  for  Steel  Railway  Bridges  (1970)  AREA  15 

Rules  for  Rating  Existing  Concrete  Bridges  (1970)  AREA  8-19-1 

Std.  Spec,  for  Steel  Castings  for  Highway  Bridges  (1971)  ANSI  G52.3  ASTM  A486 

Rec.  Std.  for  Link  Fabric  (Bedding  or  Furniture)  Wire  (Bright  and  Galvanized)  (1970)       '  SWA  *5I.l 
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Std.  Spec,  for  Seamless  Copper  Tube. 

Tent.  Std.  for 
Std.  for 
Test  Meth.  for 
Std.  for 

Tent.  Test  Meth.  for  Determination  of  Dry 
or  45  Deg.,  0  Deg.  Directional  Reflectance  for  Blue  Light 
Bleachability  of  Pulp  (Bleach  and  Evaluate 
ardness  Conversion  Tables  for  Metals  (Relationship  Between 
Std.  Meth.  for  Spectrochemical  Analysis  of  Copper  by  the 
Tent.  Test  Meth.  for  Lightability  of  Barbecue 
Snap  Test  for 

test  for  Measuring  Surface  Frictional  Properties  Using  the 
he  Frequency  Range  of  100  to  1000  Mhz  Using  the  ElA  Laurel 


9) 


001        Std.  Measurement  of  Spurious  Radiation  From  FM  and  Tv 
Std.  for  Acceptable  Concentrations  of  Methyl 
Std.  Common  Name  for  the  Pest  Control  Chemical  3  (P 
Std.  Spec,  for  Gear 
Std.  Spec,  for  Sihcon, 
Std.  Spec,  for  Tin 
Std.  Spec,  for 

ts  (1970)  ANSI  H28.1  Std.  Spec,  for 

Std.  Reference  Radiographs  for  Tin 
Std.  Spec,  for  Nickel  Tin 
Std.  Spec,  for  Steam  or  Valve 
Glossary  of  Terms  for  Copper,  Brass  and 
(User's  Manual)  (1970)  Cast 

Std.  Spec,  for  Composition 
Std.  Spec,  for  Phosphor 
Std.  Spec,  for  Tin  Bronze  and  Leaded  Tin 
Std.  Spec,  for  High  Leaded  Tin 
Std.  Spec,  for  Aluminum 
ms  (1970)  Std.  for  Cast 

Std.  Spec,  for  Sintered 
Std.  Spec,  for 

(1971a)  Std.  Spec,  for  Phosphor 

Std.  for  Bushing  Plam,  Press  Fit. 
ang/  Std.  Spec,  for  High  Strength  Yellow  Brass  (Manganese 

td.  Spec,  for  Leaded  High  Strength  Yellow  Brass  (Manganese 
e)  and  Leaded  High  Strength  Yellow  Brass  (Leaded  Manganese 
Std.  Pract.  for  Spot  Facing  for 
Tin  (and  Leaded) 
High  Leaded  Tin 
Aluminum 

Std.  Meth.  for  Chemical  Analysis  of  Special  Brasses  and 
Installation  of  Electric  Infrared 
Gutter 
Rec.  Std.  for 
Std.  Spec,  for  Red  and 
Test  Meth.  for  Alkali  Loss  of  Washed 
Std.  for  Creosote  for 
Rec.  Std.  for 
Rec.  Std.  for 
Std 
Std. 

Std.  for  Bulk  Handling  Equipment;  Elevator 
Std.  for  Front  End  Loader 
Rec.  Pract.  for  Air  Brake 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Product  Std.  for  Auxiliary 
Rules  for 
Rules  for 
Guide  on 
Std.  Spec,  for 
National 


Bright  Annealed  (1970)  ANSI  H23.2 

Brightness  of  Clay  (1954) 

Brightness  of  Paper  and  Paperboard  (1958) 

Brightness  of  Powdered  Materials  (1971) 

Brightness  of  Pulp  (1948) 

Brightness  of  Pulverized  Limestone  (1968) 

(Brightness)  of  Paper  (1969)  TAPPI  T452m-58  /St  Meth.  F 

Brightness)  (1971) 

Brinell.  Vickers.  Rockwell  and  Rockwell  Superficial,  An 

Briquet  D-C  Arc  Technique  (1971) 

Briquets  (1967) 

Bristol  Board  (Paper)  (1971) 

British  Portable  Tester  (1969)  Std.  Meth.  of 

Broad  Band  Antenna  (1970)  /TV  Broadcast  Receivers  in  T 

Broadcast  Receivers  in  the  Frequency  Range  of  100  to  10 
Bromide  (Monobromomethane)  (1970) 

Bromophenyl)  1  Methoxy  1  Methylurea"Metobromuron"  (196 
Bronze  Alloy  Castings  (1970) 
Bronze  and  Brass,  Sand  Castings  (1970) 
Bronze  and  Leaded  Tin  Bronze  Sand  Castings  (1970) 
Bronze  Castings  for  Bridges  and  Turntables  (1970) 
Bronze  Castings  in  the  Rough  for  Locomotive  Wearing  Par 
Bronze  Castings  (1968)  ANSI  Z166.20 
Bronze  Castings  (1970) 
Bronze  Castings  (1970) 
Bronze  Forgings;  Handbook  (1970) 

Bronze  Hydrodynamic  Sleeve  Bearing  Performance  Tables; 
Bronze  or  Ounce  Metal  Castings  (1970) 
Bronze  Rod,  Bar,  and  Shapes  (1971) 
Bronze  Sand  Castings  (1970) 
Bronze  Sand  Castings  (1970) 
Bronze  Sand  Castings  (1971) 

Bronze  Solder  Joint  Fittings  for  Solvent  Drainage  Syste 
Bronze  Structural  Parts  (1970)  ANSI  H9.6 
Bronze  Trolley  Wire  (1969)  ANSI  C7.5 
Bronze  (Copper  Tin)  Plate.  Sheet,  Strip,  and  Rolled  Bar 
Bronze  (1970) 

Bronze)  and  Leaded  High  Strength  Yellow  Brass  (Leaded  M 
Bronze)  Sand  Castings  (1970) 

Bronze)  Sand  Castings  (1971)  /W  Brass  (Manganese  Bronz 

Bronze.  Iron  and  Steel  Pipe  Flanges  (1970) 
Bronzes  in  Foundry  Pract.  (1965) 
Bronzes  in  Foundry  Pract.  (1965) 
Bronzes  in  Foundry  Pract.  (1965) 
Bronzes  (1970) 
Brooding  Equipment  (1971) 
Broom  Wire  (1962) 
Broom  Wire  (1970) 
Brown  Iron  Oxide  Pigments  (RI969) 
Brown  Stock  (Volumetric)  (1971) 
Brush  or  Spray  Treatment  for  Field  Cuts  (1971) 
Brush  Wire,  Tempered  (1970) 
Brush  Wire.  Untempered  (1970) 
Brushes  for  Electrical  Machines  (1970) 
Brushes  for  Electrical  Machines  (1970)  ANSI  C64.1 
Bucket  Punching  for  Belt  Mounting  (1970) 
Bucket  Rating  (19691 


il  Brackets,  Coat  and  Hat  Hoo/ 
70) 

s  (1970) 

rs  and  Intracoastal  Waterways  (1971) 


hale)  (1969)  ANSI  A98.1 
pecial  Requirements  (1967) 


1967) 


d  Amusement  Devices  (1967) 
(1967) 

pUances,  Heating,  Ventilating,  Air  Conditionin/ 
ntilaling,  Air  Conditioning,  Blower  and  Exhaust/ 
uction  (1956)  Rec 
buildings  and  Other  Structures  (1955) 
1) 

967) 

Design  Loads  and  General  National 
ht  and  Area  Restrictions  and  Street  Encroachmen/  National 

National 


Uniform 
Uniform 
National 
National 
National 
National 
National 
National 
National 
Std. 
Standard 
National 


d  Up  Time  Instrumentation  (1969) 
ders  Hardware;  Casement  and  Sash  (1970) 
ders  Hardware;  Door  Holder  (1970) 
ders  Hardware;  Door  Latches  and  Catches  (1970) 
ders  Hardware;  Door  Silencers,  Chain  Guards,  Handra 
ders  Hardware;  Door  Stops  (1970) 
ders  Hardware;  Letter  Box  Plates  and  Mail  Boxes  (19 
ders  Hardware;  Performance  Requirements  for  Finishe 
ders  Hardware;  (1970) 

ding  and  Classing  Steel  Vessels  for  Service  on  Rive 
ding  and  Classing  Steel  Vessels  (1971) 
ding  Areas  and  Heights  (1970) 

ding  Brick  (Solid  Masonry  Units  Made  From  Clay  or  S 
ding  Classification  Code  of  Occupancies  and  Their  S 
ding  Code  -  Dwelling  House  Construction  (1970) 
ding  Code  -  Housing  (1970) 

ding  Code  for  Chimneys,  Flues  and  Venting  Systems 
ding  Code  for  Electrical  Installations  (1967) 
ding  Code  for  Elevators,  Dumbwaiters,  Escalators  An 
ding  Code  for  Signs  and  Outdoor  Display  Structures 
ding  Code  for  the  Installation  of  Heat  Producing  Ap 
ding  Code  of  Heat  Producing  Apphances,  Heating,  Ve 
ding  Code  Provisions  for  Windstorm  Resisting  Constr 
ding  Code  Requirements  for  Minimum  Design  Loads  in 
ding  Code  Requirements  for  Reinforced  Concrete  (197 
ding  Code  Requirements  for  Types  of  Construction  (1 
ding  Code  Requirements  (1967) 
ding  Code  Restrictions  Within  the  Fire  Limits,  Heig 
ding  Code  Safeguards  During  Construction  (1967) 


ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

PLA 

ASTM 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

EIA 

EIA 

ANSI 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CDA 

CBBI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

MSS 

ASTM 

ASTM 

ASTM 

NSA 

ASTM 

ASTM 

ASTM 

MSS 

AFS 

AFS 

AFS 

ASTM 

ASAE 

SWA 

SWA 

ASTM 

TAPPI 

AWPA 

SWA 

SWA 

ANSI 

NEMA 

CEMA 

SAE 

SAE 

BHMA 

BHMA 

BHMA 

BHMA 

BHMA 

BHMA 

BHMA 

BHMA 

ABS 

ABS 

NFPA 

ASTM 

AIA 

ICBO 

ICBO 

AIA 

AIA 

AIA 

AIA 

AIA 

AIA 

AIA 

ANSI 

ACI 

AIA 

AIA 

AIA 

AIA 


B68 

T646 

T452 

UM-605 

T217 

5 

D985 

UM-206 

E140 

E414 

D2677T 

UM-405 

E303 

RS378 

RS378 

Z37.24 

K62.82 

B427 

B198 

B143 

B22 

B66 

E310 

B292 

B61 

703/8 

•1 

B62 

B139 

B143 

BI44 

B148 

SP74 

B255 

B9 

B103 

76 

B147 
B132 
B147 
SP9 

NF6511-12 

NF651I-13 

NF6511-16 

E54 

R258.2 

*1I3 

•20 

D84 

UM-604 

P7-68 

•22 

•23 

C64.1 

CBl 

503 

J742B 

J668 

1201-5 

1201-1 

1201-7 

1201-3 

1201-2 

1201-6 

1201-8 

1201-4 

•1 

•5 

206M 
C62 

co-i-in 

UBCVI 

UBCIII 

CO-l-X 

CO-l-XV 

CO-l-XIII 

CO-l-XVI 

CO-8 

CO-l-XI 

CO-11 

A58.1 

318 

CO-l-VII 
CO-l-IX 
CO-l-IV 
CO-l-XII 
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National 
National 
Fire  Prevention  National 
Basic 

Light  and  Ventilation  (National 
Means  of  Egress  (National 
Gas  Piping  and  Plumbing  (National 
Std.  Basis  for  the  Vertical  Dimensioning  of  Coordinated 
ssification  for  Properties  and  Performances  of  Coordinated 
Safety  Std.  for  Fire  Tests  of 
Std  Meth.  of  Fire  Tests  of 
e  Processes  (1970)  Std.  for  Pole 

Hoists)  (1963)  Std.  Safety  Code  for 

Spec,  for  Copper  Clad  Stainless  Steel  Sheet  and  Strip  for 
Clearance  Diagrams  Fixed  Obstructions  for 
National 

ety  Std.  for  Chimneys,  Factory  Built,  Residential  Type  and 
ermal  Resistance  of  Low  Density  Mineral  Fiber  Blanket  Type 

Guide  Spec,  for 

td.  Safety  Requirements  for  Powered  Platforms  for  Exterior 
Test  Meth.  for  Fire  Hazard  Classification  of 
vatives  (1969)  Std.  for  Residential  and  Commercial 

Tent.  Spec,  for  Styrene  Rubber  Plastic  Drain  and 
Tent.  Std.  for  Asbestos  Cement 
Std.  Meth.  of  Test  for  Compressive  Strength  of  Natural 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  Natural 
f  Test  for  Absorption  and  Bulk  Specific  Gravity  of  Natural 
Std.  Definitions  of  Terms  Relating  to  Natural 
Installation  Std.  for  Polyethylene 
Flashing  and  Metalwork  Used  on  Limestone 
Code  of  Std,  Pract.  for  Steel 
td.  Building  Code  Requirements  for  Minimum  Design  Loads  in 
Equipment,  Use  and  Occupancy,  Location  and  Maintenance  of 

Floor  Loads  (of 
Spec,  for 

Rec.  Pract.  for  Protection  of 
Water  Repellent  Treatment  of  Limestone 
Designing  (Farm) 
Guide  Spec,  for  Structural  Steel  for 
ire  Resistance  Requirements  Relating  to  Brick  Bearing  Wall 
Std.  Accounting  System  for  Uniform  Accounting  for  Office 
Rec.  Std.  Meth.  of  Floor  Measurement  for  Office 
.  Criteria  for  Structural  Applications  of  Steel  Cables  for 
Safety  to  Life  Requirements  Code  (National)  for  Existing 
Std.  for  Design  Wind  Loads  for  Walls  of  Rectangular 
Guide  Spec,  for  Structural  Steel  Welding  for 
Rec.  Guide  Spec,  for  Pre  Engineered  Metal 
Guide  Spec,  for  Structural  Steel  for 
t  Thermal  Insulation  for  Wood  Frame  and  Light  Construction 
Spec,  for  Aluminum  Windows  for  Residential  Type 
num  Sliding  Glass  Doors  for  Commercial  and  Monumental  Type 
Safety  Std.  for  Factory  Built  Fireplaces  for 
Contemporary  Bearing  Wall  (for  High 
kinning,  Nonresilient  Preformed  Compounds  (for  Sealants  in 

Safety  Std.  for  Factory 
Std.  for  Particleboard  Decking  for  Factory 
Std.  Spec,  for 
Guide  Spec,  for 
Wind  Damage  to 
Repair  Procedures  for  Wind  Damaged 
Tent.  Rec.  Pract.  for  Sampling  and  Analysis  of 
t.  Spec,  for  Asphah  Base  Sheet  for  Use  in  Construction  of 
Test  Criteria  for  (Railway)  Cars  of  a  New  or  Untried  Type 
Safety  Std.  for  Chimneys,  Factory 
(1971)  ANSI  A131.1  Safety  Std.  for  Chimneys,  Factory 

s  and  Plastics  in  Pneumatic  Hopper  Highway  Vehicles  (Tech. 
es  for  Transport  of  Dry  Bulk  (Themicals  and  Plastics  (Tech. 

Std.  for  Soft  Glass 
Std.  for  Hard  Glass 
Std.  for  Soft  Glass  Bulb  Criteria  and 
Std.  for  Hard  Glass  Bulb  Criteria  and 
Std.  for  Lamp 

es  (1970)  Std.  for  Lamp 

p  (Overall  Length  5  15/16  In.)  (1971)  Std.  for  A-23 

th  5  1/2  In.)  (1971)  Std.  for  A-21 

71)  Std.  Incandescent  Lamp  A-21 

Std.  for  Ps-30 

(1966)  Spec.  Criteria  of 

Std.  for  Lamp 

for  Preparation  of  Outline  Drawing  of  Electron  Tube  Glass 
Rec.  Std.  for  Lamp  Lead  Wire  (for  Electric 
Tent.  Std.  for  Book 
Std.  Meth.  for  Book 
AgricuUural  Pallet 

pped  With/  Requirements  for  Facilities  for  Receipt  of  Dry 

Vehicles  (Tech.  /  Rec.  for  Facihties  for  Receipt  of  Dry 


Std.  Cla 


Std. 


Building  Code  (Abbreviated  Edition)  (1967) 
Building  Code  (1967) 
Building  Code  (1970) 
Building  Code  (1970) 
Building  Code)  (1967) 
Building  Code)  (1967) 
Building  Code)  (1967) 
Building  Components  and  Systems  (1969) 
Building  Components  and  Systems  (1969) 
Building  Construction  and  Materials  (1970) 
Building  Construction  and  Materials  (1971)  ANSI  A2.1 
Building  Construction  Preservative  Treatment  by  Pressur 
Building  Construction  (Safety  Requirements  for  Workmens 
Buildmg  Construction  (1970) 
Building  Doors  (1969) 

Building  Fire  Protection  Code  Requirements  (1967) 

Building  Heating  Appliance  (1971)  ANSI  A131.1  Saf 

Building  Insulation  (1970)  /or  Determination  of  the  Th 

Building  Insulation:  Fibrous  and  Reflective  (1968) 

Building  Maintenance  (1970) 

Building  Materials  (1971)  ANSI  A2.5 

Building  Poles  Pressure  Treated  with  Water  Borne  Preser 

Building  Sewer  Pipe  and  Fittings  (1969) 

Building  Sewer  Pipe  (1967) 

Building  Stone  (1970) 

Building  Stone  (1970) 

Building  Stone  (1970)  Std.  Meth.  O 

Building  Stones  (1971) 

Building  Supply  for  Water  Service  and  Yard  Piping  (1969 

Building  (1967) 

Buildings  and  Bridges  (1970) 

Buildings  and  Other  Structures  (1955) 

Buildings  and  Structures  (1967)  /  Removal,  Demolition, 

Buildings  for  Industrial  Trucks)  (1956) 

Buildings  for  Railway  Purposes  (1969) 

Buildings  From  Exterior  Fire  Exposures  (1970) 

Buildings  to  Prevent  Mortar  Joint  Damage  (1967) 

Buildings  to  Resist  Snow  and  Wind  Loads  (1969) 

Buildings  (Carbon  and  Alloy  Steel  Shapes)  (1970) 

Buildings  (Tech.  Notes)  (1969) 

Buildings  (1944) 

Buildings  (1956) 

Buildings  (1966)  Tent 

Buildings  (1967) 

Buildings  (1967) 

Buildings  (1969) 

Buildings  (1969) 

Buildings  (1970) 

Buildings  (1970)  Std.  Spec,  for  Mineral  Fiber  Blanke 

Buildings  (1970)  ANSI  A134.1 

Buildings  (1970)  ANSI  A134.2  Spec,  for  Alumi 

Buildings  (1971)  ANSI  A131.3 
Buildings)  (Tech.  Notes)  (1970) 

Buildings)  (1968)  Spec,  for  Nons 

Built  Fireplaces  for  Buildings  (1971)  ANSI  A131.3 
Built  Housing  (1970) 

Built  Soap,  Powdered  (1969)  ANSI  K60.7 

Built  Up  Bituminous  Roofing  (1971) 

Built  Up  Roof  Covering  (1968) 

Built  Up  Roof  Coverings  Over  Steel  Deck  (1971) 

Built  Up  Roofs  (1969) 

Built  Up  Roofs  (1969)  Ten 

Built  with  a  Span  Bolster  Arrangement  (1970)  /TUne  of 

Built,  Medium  Heat  Appliance  (1970)  ANSI  Z181.1 

Built,  Residential  Type  and  Building  Heating  Appliance 

Bui.)  (1970)  /Ilities  for  Receipt  of  Dry  Bulk  Chemical 

Bui.)  (1970)  /Partment  Pneumatic  Hopper  Highway  Vehicl 

Bulb  Criteria  and  Bulb  Outhnes  (1963) 

Bulb  Criteria  and  Bulb  Outlines  (1963) 

Bulb  OuUines  (1963) 

Bulb  OuUines  (1963) 

Bulb  Retention  System  for  Use  in  Motor  Vehicles  (1970) 
Bulb  (Sockets)  Retention  System  for  Use  in  Motor  Vehicl 
Bulb,  Double  Contact  Medium  Screw  Base  Incandescent  Lam 
Bulb,  Medium  Screw  Base  Incandescent  Lamp  (Overall  Leng 
Bulb,  Medium  Screw  Base  (Overall  Length  5  5/16  In.)  (19 
Bulb,  Mogul  Screw  Base  Incandescent  Lamp  (1971) 
Bulbs  and  Implosion  Panels  for  Television  Picture  Tubes 
Bulbs  and  Sealed  Units  (1968) 

Bulbs  (1962)  Rec.  Pract. 

Bulbs)  (1970) 

Bulk  and  Bulking  Number  of  Paper  (1965) 
Bulk  and  Bulking  Number  of  Paper  (1969) 
Bulk  Bins  (1969) 

Bulk  Chemicals  and  Plastics  in  Covered  Hopper  Cars  Equi 
Bulk  Chemicals  and  Plastics  in  Pneumatic  Hopper  Highway 


AIA 

AIA 

AIA 

BOCA 

AIA 

AIA 

AIA 

ANSI 

ANSI 

UL 

ASTM 


CO-2 
CO-1 
CO-7 
•1 

co-i-v 

CO-l-VI 

CO-l-XlV 

A62.7 

A62.6 

263 

E119 


AWPA  C23-70 
ANSI  A10.4 


ASTM 

AREA 

AIA 

UL 

ASTM 

CSI 

ANSI 

UL 

AWPI 

ASTM 


B506 

28-2-5 

CO-1 -VIII 

103 

C653 

7201 

A120.1 

723 

CP22 

D2852 


lAPMO  PS26-67 
ASTM  C170 
ASTM  C99 
ASTM  C97 
ASTM  C119 
lAPMO  IS7 
ILIA  •8.27B 
AISC  "2 
ANSI 
AIA 
ITA 
AREA 
NFPA 
ILIA 
ASAE 
CSI 
SCPI 


A58.1 

C0-1-APP,Q 
llAl 
6-1-1 
80A 
•8.26 
R288.2 
05120 
16A 

BOMAI  SB24 
BOMAI  »1 
AISI  23 
AIA  CO-l-XVII 
NAAMMWL-IO-T 
CSI  5010 
MBMA  '1 
CSI  5120 
ASTM  C665 
AAMA  302.7 
AAMA  402.7 
UL  127 
SCPI  24 
NAAMMSS-IC 
UL  127 
2-70 
D533 
07510 
10-37 
LPDl-48 
D2829T 
D2626 
MSRP-C-8A 
959 
103 
TC12 
TCll 
JED28 
JED29 
JED28 
JED29 
J567C 
J567B 
C78.227 
C78.262 
C78.216 
C78.222 
JED31A 
J573D 
JED24 
•51 


NPA 

ASTM 

CSI 

EMS 

EMS 

ASTM 

ASTM 

AAR 

UL 

UL 

MCA 

MCA 

EIA 

EIA 

EIA 

EL\ 

SAE 

SAE 

ANSI 

ANSI 

ANSI 

ANSI 

EL\ 

SAE 

EIA 

SWA 


TAPPI  T500 
ASTM  D2175 


ASAE 

MCA 

MCA 


S337 
TC17 
TC12 
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pper  Cars/  Requirements  for  Facilities  for  Receipt  of  Dry 

enl  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry 
for  Pressure  Differential  Hopper  Cars  for  Transport  of  Dry 
quipped  with  Vacuum  Pneumatic  Outlets  for  Transport  of  Dry 
ent  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry 
r  Stainless  Steel  Automotive  Milk  Transportation  Tanks  for 
als  by  Mercury  Displacement  (1970/  Std.  Meth.  of  Test  for 

porosity.  Water  Absorption,  Apparent  Specific  Gravity,  and 
Std.  Test.  Meth.  for  Apparent  Density, 
vention  of  Fire  and  Dust  Explosions  in  Grain  Elevators  and 
elt  Mounting  (1970)  Std.  for 

Rec.  Pract.  for  Intermodal 
Rec.  Pract.  for  Safe  Handling  of 
Palletloading  Binding  and  Protection  for 
d,  4  Units  Pel  Carloading  Pattern  (for  Rail  Shipment)  for 

Load  Protection  for  Export  Shipments,  Rec.  for  Refractory 
Load  Protection  for  Export  Shipments,  Rec.  for  Refractory 
2  to  23  Pallets  (/  Carloading  Pattern  (Rail  Shipment)  for 

Classification  and  Definitions  of 
Refrigeration  Equipment  Capacity  for 
lities  (Bulk  /  Rec.  Std.  for  Safe  and  Proper  Operation  of 

losives  or  Blasting  Agen/  Rec.  Std.  for  Safe  Operation  of 

Std.  for 

Rec.  Pract.  for  Design  and  Construction  of  Dry 
Packaging  Std.  for 

(1968)  Spec,  for  Nonskinning 

Std.  Meth.  of  Test  for 
std.  for  Inspection,  Sampling  and  Measuring  Procedures  for 
using  Paraffin  Coated  Specimens  (/  Std.  Meth.  of  Test  for 

using  Saturated  Surface  Dry  Spec/  Tent.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for  Absorption  and 
Mix  and  DeUvery  Equipment  (Anfo)  and  Related  Facilities 
Spec,  for  Design  of  Flexible  Sheet  Pile 
Tent.  Std.  for  Book  Bulk  and 
Std.  Meth.  for  Book  Bulk  and 
Std.  for  Nomenclature; 
Std.  for  Spec.  Definitions;  Dozers 
Std. 

Std.  Magazines  (Not 
Meth.  of  Ceiling  Magazines  Where 
Rec.  Pract.  for  Motor  Carrier  Safety  Regulation  in  DOT 
tion.  Qualification,  and  Operational  Requirements  for  Tail 
ors  (1971)  ANSI  C7.14  Std.  Spec,  for 

Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having 
1968)  Technique  for  the  Determination  of 

Rec.  Pract.  Covering 
Moisture.  Density  and 
Safety  Std.  For  Special  Purpose  Marine  Water  Safety 
Std.  Meth.  of  Corrosivity  Test  of  Industrial  Water 
for  Installation  and  Classification  of  Mercantile  and  Bank 
Safes  and  Vaults  (1970)  Safety  Std.  for  Local 

Safety  Std.  for  Central  Station 
ending  Characteristics  of  Pipeline  Coatings  by  Direct  Soil 

Std.  Spec,  for 

revention  of  Furnace  Explosions  in  Fuel  Oil  Fired  Multiple 
ention  of  Furnace  Explosions  in  Natural  Gas  Fired  Multiple 
on  of  Furnace  Explosions  in  Pulverized  Coal  Fired  Multiple 
Std.  for  Analysis  of  Sulfur 
test  for  Sulfur  in  Liquefied  Petroleum  Gases  (Oxy  Hydrogen 
Std.  for  Automatic  Temperature  Controls,  Oil 
d  Finned  Tube  Radiation;  Test,  and  Rating  Codes  for  Boiler 
Std.  Listing  Requirements  for  Gas  Conversion 
Std.  Requirements  for  Installation  of  Gas  Conversion 
Std.  Installation  of  Domestic  Gas  Conversion 
Std.  for  Domestic  Gas  Conversion 
Safety  Std.  for  Pumps  for  Oil 
meth.  of  Test  for  Effect  of  Air  Supply  on  Smoke  Density  in 
Controls.  Accessories  and  Room  Facilities;  Automatic  Fuel 
trailers  (1969)  ANSI  A147.1  Liquid  Fuel 

Std.  Meth.  for  Measuring  the  Density  of  Smoke  From  the 
Std.  Spec,  for  Raw  and 
Std.  Spec,  for  Raw  and 
Spec,  for  Dental  Excavating 
Std.  Test.  Procedure  for  Internal 
968)  Tent.  Test  Meth.  for 

966)  Meth.  for 

Rec.  Test  Meth.  for 

aNSI  Z109.16  Std.  Test  Meth.  for 

Tent.  Std.  for 
Meth.  for 

Rec.  Pract.  for  Brake  System  Road  Test  Code;  Truck  and 
ract.  for  Brake  System  Performance  Requirements;  Truck  and 
Nomenclature  for  Wheels  and  Rims  Used  in  Truck 
Spec,  of  Full  Scale  Layout  of  the  Words"School 
Windshield  Defrosting  Systems  Test  Procedure  of  Trucks, 
Rec.  Pract.  for  Windshield  Wiper  Systems  for  Trucks, 


Bulk  Chemicals  and  Plastics  in  Pressure  Differential  Ho 

Bulk  Chemicals  and  Plastics  (Tech.  Bui.)  (1970)  /Partm 

Bulk  Chemicals  and  Plastics  (1970)  Rec. 

Bulk  Chemicals  and  Plastics  (1970)  /Ered  Hopper  Cars  E 

Bulk  Chemicals  and  Plastics  (1970)  /of  Single  Compartm 

Bulk  Delivery  And/or  Farm  Pick  Up  Service  (1971)  /.  Fo 

Bulk  Density  and  Porosity  of  Granular  Refractory  Maleri 

Bulk  Density  of  Burned  Refractory  Brick  (1970)  /Arent 

Bulk  Factor,  and  Pourability  of  Plastic  Materials  (1969 

Bulk  Grain  Handhng  Facihties  (1970)  /Td.  for  the  Pre 

Bulk  Handling  Equipment;  Elevator  Bucket  Punching  for  B 

Bulk  Liquid  Containers  (1970) 

Bulk  Materials  in  Metal  Casting  (1970) 

Bulk  Materials  in  Steel  Drums  (1959) 

Bulk  Materials  in  Steel  Drums.  Double  Tier  Floating  Loa 

Bulk  Materials  Packaged  in  Bags  (1962)  Pallet 

Bulk  Materials  Packaged  in  Bags  (1962)  Pallet 

Bulk  Materials  Packed  in  Bags.  Single  Tier  Solid  Load  2 

Bulk  Materials  (1970) 

Bulk  Milk  Cooling  Systems  (1968) 

Bulk  Mix  and  Delivery  Equipment  (Anfo)  and  Related  Faci 
Bulk  Mix  Delivery  Equipment  for  Water  Gel  or  Slurry  Exp 
Bulk  Oxygen  Systems  at  Consumer  Sites  (1971) 
Bulk  Pneumatic  Truck  Trailers  (1970) 
Bulk  Quantities  in  a  Box  (1971) 

Bulk  Sealing  Compounds  (Sealants  for  Nonporous  Surfaces 
Bulk  Semiconductor  Radial  Resistivity  Variation  (1970) 
Bulk  Shipments  and  Transfers  of  Soybean  Oil  (1970)  /. 
Bulk  Specific  Gravity  of  Compacted  Bituminous  Mixtures 
Bulk  Specific  Gravity  of  Compacted  Bituminous  Mixtures 
Bulk  Specific  Gravity  of  Natural  Building  Stone  (1970) 

(Bulk  Storage  Bins)  (i968)  /Nd  Proper  Operation  of  Bulk 

Bulkheads  (1970) 
Bulking  Number  of  Paper  (1965) 
Bulking  Number  of  Paper  (1969) 
Bulldozer  (1969) 

(Bulldozers)  (1970) 

Bullet  Proof  Door  for  High  Explosives  Magazines  (1968) 
Bullet  Proof)  (1968) 

Bullet  Proofing  of  Roofs  is  Not  Required  (1968) 
Bumper,  Rear  End  Protection  (1970) 

Bumpers  for  Piloted  Aircraft  (1971)  /  Design,  Installa 

Bunch  Stranded  Copper  Conductors  for  Electrical  Conduct 
Bunch  Stranded  Members,  for  Electrical  Conductors  (1971 
Buoyancy  Factor  (Plumage  and  Other  Filling  Materials) 
Buoyancy  in  the  Event  of  Flooding  (on  Boats)  (1970) 
Bouyancy  of  Filling  Materials  Used  in  Bedding  (1970) 
Bouyant  Devices  (1964) 

Bureau  of  Mines  Embrittlement  Detector  Method)  ( 1 970)  ANSI 
Burglar  Alarm  Systems  (1971)  Safety  Std. 

Burglar  Alarm  Units  and  Systems  for  Mercantile  and  Bank 
Burglar  Alarm  Units  and  Systems  (1971) 

Burial  (1971)  Tent.  Test  Meth.  for  Disb 

Burlap  Cloth  Made  from  Jute  or  Kenaf  ( 1 960) 


MCA 

MCA 

MCA 

MCA 

MCA 

DFISA 

ASTM 

ASTM 

ASTM 

NFPA 

CEMA 

TTMA 

AFS 

RI 

RI 

RI 

RI 

RI 

CEMA 

ASAE 

IME 

IME 

NFPA 

TTMA 

NSA 


TCI6 

TCU 

TC15 

TC13 

TC14 

0511 

C493 

C20 

D1895 

61B 

503 

RP22-70 
1 

P226-1 

P227 

P240 

P241 

P225-2 

550 

R256.1 

6.III 

6.V 

50 

RP25-69 
3410 


NAAMMSS-IA 
ASTM  F81 


NSPA 

ASTM 

ASTM 

ASTM 

IME 

AREA 

TAPPI 

ASTM 

SAE 

SAE 

IME 

IME 

IME 

TTMA 

SAE 

ASTM 

ASTM 


•4 

D1188 

D2726 

C97 

6,111 

8-20-1 

T500 

D2175 

J729A 

J173 

1.6 

1.4 

1.3 

RPlO-64 
ARPil07 
B174 
B172 


ABFLO  H-1 
ABYC  H8A&B 
ABFLO  2F-H 


UL 

ASTM 
UL 
UL 
UL 

ASTM 


1123 

D807 

681 

609 

611 

G19 


AASHOMI82 
NFPA  85D 


BuVner  Boiler  Furnaces  (1971)  Std.  for  P 

Burner  Boiler  Furnaces  (1971)  Std.  for  Prev  NFPA  85B 

Burner  Boiler  Furnaces  (1971)  Std.  for  Preventi  NFPA  85E 

Burner  Gas  (1945)  TAPPI  T603 

Burner  or  Lamp)  (1970)  Std.  Meth.  of  ASTM  D2784 

Burner  Primary  Controls  (1970)  NEMA  DC9 

Burner  Units;  Definitions  (1971-72)  /Ers;  Baseboard  An  MCAA  *1 

Burners  for  Domestic  Ranges  (1957)  ANSI  Z21.39 

Burners  in  Domestic  Ranges  (1957)  ANSI  Z21.38 

Burners  (1965)  ANSI  Z21.8 

Burners  (1969)  ANSI  Z21.17 

Burning  Appliances  (1971)  ANSI  B130.1  UL  343 

Burning  Distillate  Fuel  (1970)  ANSI  Z1I.183  Std.  ASTM  D2157 

Burning  Equipment;  Water  Treatment;  and  Glossary  (1971)  ASME  BPVCVI 

Burning  Heating  Apphances  for  Mobile  Homes  and  Travel  UL  307A 

Burning  or  Decomposition  of  Plastics  (1970)  ASTM  D2843 

Burnt  Sienna  (R1969)  ASTM  D765 

Burnt  Umber  (R1969)  ASTM  D763 

Burs  (1971)  ADA  23 

Bursting  of  Fibre  Tubes  and  Cores  (1963)  CCTI  T112T 

Bursting  Strength  of  Corrugated  and  Solid  Fiberboard  (1  ASTM  D2738 

Bursting  Strength  of  Corrugated  and  Solid  Fiberboard  (1  TAPPI  T810 

Bursting  Strength  of  Disposable  Soft  Goods  (1970)  DA  30.0 

Bursting  Strength  of  Leather  by  the  Ball  Method  (1969)  ASTM  D2207 

Bursting  Strength  of  Paper  (1963)  TAPPI  T403 

Bursting  Strength  of  Paperboard  and  Linerboard  (1966)  TAPPI  T807 

Bus  and  Combination  of  Vehicles  (1971)  SAE  J786A 

Bus  and  Combination  of  Vehicles  (1971)  Rec.  P  SAE  J992B 

Bus  and  Trailers  (1969)  SAE  J393 

Bus"  (1965)  NEA  '2 

Buses  and  Multipurpose  Vehicles  (1969)  SAE  J381 

Buses  and  Multipurpose  Vehicles  (1971)  SAE  J198 
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Id  Defrosting  Systems  Performance  Requirements  for  Trucks, 
f  Labeling  for  Disc  Wheels  and  Demountable  Rims  of  Trucks, 

Minimum  Std.  for  School 
Exterior  Sound  Level  for  Heavy  Trucks  and 
Exterior  Sound  Level  for  Heavy  Trucks  and 
Std.  for  Exterior  Loudness  Evaluation  of  Heavy  Trucks  and 
r  Selection  of  Tires;  Medium  and  Heavy  Duty  Trucks,  School 

Std.  for 

63)  Std.  for 

Std.  Details  of  Seamless  Steel  Tube 
Roller  Chain  Steel  Wire  (Rollers  and 
Punch  Guide 
Safety  Std.  for  Office  Appliances  and 
Std.  for  Tire  Rims  to  Motorcycles,  Passenger  Cars,  Truck 
1952)  Rec.  for  Transportation  Lighting  Including 

Std.  for  Tires  and  Rims  (Bias  and  Radial  Ply)  for  Trucks, 
for  Interconnecting  Devices,  Electrical,  Wire  Terminating, 
for  Interconnecting  Devices.  Electrical,  Wire  Terminating, 
for  Interconnecting  Devices.  Electrical,  Wire  Terminating, 
Std.  for  Common  Name  for  the  Pest  Control  Chemical 
i  /  Std.  Meth.  of  Test  for  Butadiene  Dimer  and  Styrene  in 

Std.  Meth.  of  Testing  Synthetic  Rubber  Latices  (Styrene 
r  Chemical  Analysis  of  Synthetic  Elastomers  (Solid  Styrene 
y  Gas  Chromatography  (1968)  ANSI  /  Std.  Meth.  of  Test  for 

Std.  ASTM 

ec.  Pract.  for  Compression  Molding  of  Specimens  of  Styrene 
re  and  Cab/  Std.  Spec,  for  Extra  Heavy  Duty  Acrylonitrile 

atography  (1970)  Std.  Meth.  of  Test  for 

Std.  Spec,  for  Acrylonitrile 
969)  Std.  Spec,  for  Socket  Type  Acrylonitrile 

969)  Std.  for  Threaded  Acrylonitrile 

969)  Std.  Spec,  for  Socket  Type  Acrylonitrile 

Std.  Spec,  for  Acrylonitrile 
69)  Std.  Spec,  for  Acrylonitrile 

s  (1970)  Std.  Spec,  for  Acrylonitrile 

Std.  Spec,  for  Rigid  Acrylonitrile 
Std.  Spec,  for  Acrylonitrile 
Installation  Procedures  for  Acrylonitrile 
Std.  Meth,  of  Test  for  Alpha  Acetylenes  in 
Std.  Meth.  of  Test  for  Traces  of  Volatile  Chlorides  in 
NSI  Zl  1.175  Std.  Meth.  for  Analysis  of  Commercial 

Meth.  for  Blood  Resistance  of 
.  Meth.  of  Test  for  Traces  of  Volatile  Chlorides  in  Butane 

Upset 
Flash 

Std.  Pract.  for  Ball  Valves  with  Flanged  or 
Std.  for  Wrought  Stainless  Steel 
Std.  for  End  Preparation  and  Machined  Backing  Rings  for 
Std.  for  Rubber  Seated 
Std.  for  Die 
Std.  for  Die 
Std.  for  Die 

Std.  Color  Code  for  Service  Fixture  Index 
Std.  for  Die 
Product  Std.  for 

m  White/  Std.  for  Preservative  Treatment  of  Incised  Pole 

Test  Meth.  for  2,  6  Ditertiary 
c8.37  Std.  Spec,  for  Ozone  Resisting 


imet/         Std.  Common  Name  for  the  Pest  Control  Chemical  Tert 
Std.  Meth.  of  Test  for  Inhibitor,  4  Tertiary 
.175  Std,  Meth,  for  Analysis  of  Commercial  Butane 

(1969)  Std.  Spec,  for  Cellulose  Acetate 

6.5  Std.  Spec,  for  Cellulose  Acetate 


Std.  Part  Nut,  Self  Locking,  Plate  One  Lug,  Low  Height, 
part  Nut  Assembly,  Self  Locking,  Gang  Channel,  Low  Height, 

Rec.  Pract.  for 
Rec.  on  Safeguarding  Aircraft 

for  Rust  Protection  by  Metal  Preservatives  in  the  Humidity 

Std.  for 

Std.  for  Vending  Machine  Exterior 
rec.  Minimum  Construction  and  Performance  Std.  for  Kitchen 
Product  Std.  for  Plastic  Surfaced  Vanity 
Safety  Std.  for  Wired  Display  Cases  and  Special  Purpose 
33.65  Safety  Std.  for  Electrical 

Guide  Spec,  for  Wood 
ty  of  Electrical  Insulating  Mineral  Oil  for  Capacitors  and 

Rec.  Pract.  for 
Rec.  Pract.  for  Steering 
Std.  for  Electrical  Harness 
Rec.  Pract.  for  Steering 


Buses  and  Multipurpose  Vehicles  (1971)               /.  for  Windshie  SAE 

J382 

Buses  and  Trailers  (1971)                                    Rec.  Pract.  0  SAE 

J 179  A 

Buses  (1964) 

NEA 

*1 

Buses  (1969) 

SAE 

J336 

Buses  (1969) 

SAE 

J366 

Buses  (1970) 

SAE 

J672A 

Buses,  Trailers  and  Semitrailers,  for  Normal  Highway  Se 

SAE 

J161 

Bushing  Plain,  Press  Fit,  Bronze  (1970) 

NSA 

76 

Bushings  and  Wells  for  Temperature  Sensing  Elements  (19 

SAMA 

PMCI7-10 

Bushings  for  Coupler  Shanks  (1970) 

AAR 

MSRP-C-35 

Bushings)  (1962) 

SWA 

•131 

Bushings;  Variable,  Press  Fit  (1969) 

ANSI 

B94.23 

Business  Equipment  (1970)  ANSI  X4.12 

UL 

114 

Busses,  Off  the  Road  Agricultural  and  Industrial  Type  V 

TRA 

6 

Busses,  Street  Cars,  Rapid  Transit  and  Railway  Trains 

lES 

CP12 

Busses,  Trailers,  and  Multipurpose  Passenger  Vehicles 

TRA 

2 

Bussing  Arrangement,  Blocks,  Feedthru,  Contact  Size  12 

NSA 

1828 

Bussing  Arrangement,  Blocks.  Feedthru,  Contact  Size  20 

NSA 

1826 

Bussing  Arrangement,  Blocks,  Non  Feedthru,  Contact  Size 

NSA 

1824 

Butachlor  (1971) 

ANSI 

K62.90 

Butadiene  Concentrates  by  Gas  Chromatography  (1968)  Ans 

ASTM 

D2426 

Butadiene  Copolymers)  (1969) 

ASTM 

D1417 

Butadiene  Copolymers)  (1970)                               Std.  Meth 

.  Fo  ASTM 

D1416 

Butadiene  Dimer  and  Styrene  in  Butadiene  Concentrates  B 

ASTM 

D2426 

Butadiene  Measurement  Tables  (1968)  ANSI  Z11.144 

ASTM 

D1550 

Butadiene  Molding  and  Extrusion  Materials  (1968) 

ASTM 

D2292 

Butadiene  Poly  (Vinyl  Chloride)  (NBR/PVO)  Jacket  for  Wi 

ASTM 

D2708 

Butadiene  Purity  and  Hydrocarbon  Impurities  by  Gas  Chrom 

ASTM 

D2593 

Butadiene  Styrene  Composite  Sewer  Piping  (1970) 

ASTM 

D2680 

Butadiene  Styrene  Plastic  Pipe  Fittings,  Schedule  40  (1 

ASTM 

D2468 

Butadiene  Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1 

ASTM 

D2465 

Butadiene  Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1 

ASTM 

D2469 

Butadiene  Styrene  Plastic  Pipe  (1969a) 

ASTM 

D2282 

Butadiene  Styrene  Plastic  Pipe,  Schedules  40  and  80  (19 

ASTM 

D1527 

Butadiene  Styrene  Plastic  Utilities  Conduit  and  Fitting 

ASTM 

D2750 

Butadiene  Styrene  Plastics  (1968) 

ASTM 

D1788 

Butadiene  Styrene  Sewer  Pipe  and  Fittings  (1969) 

ASTM 

D2751 

Butadiene  Styrene  (Abs)  Plastic  Piping  (1969) 

SPI 

PPI-TR12 

Butadiene,  and  Mixtures  (1968)  ANSI  Z11.74 

ASTM 

D1020 

Butane  Butene  Mixtures  (1968)  ANSI  Z11.231 

ASTM 

D2384 

Butane  Butylene  Mixtures  by  Gas  Chromatography  (1970)  A 

ASTM 

D1717 

Butchers"  wrapping  Paper  (1969) 

TAPPI 

T486 

Butene  Mixtures  (1968)  ANSI  Z11.231 

Std  ASTM 

D2384 

Butt  Welder  (1964) 

RWMA 

16-1.6 

Butt  Welder  (1964) 

RWMA 

16-1.7 

Butt  Welding  Ends  for  General  Service  (1970) 

MSS 

SP72 

BuU  Welding  Fittings  (1971) 

MSS 

SP43 

Butt  Welds  (1966) 

PFI 

ESI 

Butterfly  Valves  (1970) 

AWWA 

C504 

Buttons;  Basic  Ball  Lock  (1970) 

ANSI 

B94.29 

Buttons;  Basic  Straight  Relief,  Press  Fit  (1970) 

ANSI 

B94.28 

Buttons;  Basic  Taper  Relief,  Press  Fit  (1970) 

ANSI 

B94.27 

Buttons;  Plumbing  (1966) 

SAMA 

LFl 

Buttons;  Variable,  Press  Fit  (1970) 

ANSI 

B94.30 

Butts  and  Hinges  for  Doors  (Hardware)  (1970)  ANSI  A156. 

BHMA 

•1 

Butts  by  the  Thermal  Process,  Western  Red  Cedar,  Northe 

AWPA 

C7-71 

Butyl  Para  Cresol  in  Electrical  Insulating  Oils  ( 1 970) 

ASTM 

D1473 

Butyl  Rubber  Insulation  for  Wire  and  Cable  (1970)  ANSI 

ASTM 

D1352 

Butyl  Stearate  (1960) 

CTFA 

39 

Butylated  Hydroxyanisole  (1967) 

CTFA 

99 

Butylated  Hydroxytoluene  (1965) 

CTFA 

96 

Butylcarbamic  Acid  Ester  with  3-(M-Hydroxyphenyl)-l ,  1  D 

ANSI 

K62.94 

Butylcatechol,  in  Styrene  Monomer  (1968) 

ASTM 

D2120 

Butylene  Mixtures  by  Gas  Chromatography  (1970)  ANSI  Zll 

ASTM 

D1717 

Butyrate  Film  and  Sheeting  for  Fabricating  and  Forming 

ASTM 

D2411 

Butyrate  Molding  and  Extrusion  Compounds  (1970)  ANSI  K6 

ASTM 

D707 

Buyers  Spec,  for  Latex  Foam  (1960) 

RMA 

•4 

Bypass  and  Drain  Connection  Std.  (1971) 

MSS 

SP45 

C-Bore,  Floating  (1971) 

NSA 

687 

C-Bored  (1971) 

Std.  NSA 

688 

Cabin  Attendant  Stations  (1970) 

SAE 

ARP583C 

Cabin  Cleaning  and  Refurbishing  Operations  (1970) 

NFPA 

410F 

Cabinet  Hardware  (1970) 

BHMA 

201 

Cabinet  (1970)                                            Std.  Meth.  of  Test  ASTM 

D1748 

Cabinetry  and  Laboratory  Furniture  for  Hospitals  (1970) 

NSF 

30 

Cabinets  (1967) 

NAMA 

•1-300 

Cabinets  (1970) 

ANSI 

A161.1 

Cabinets  (1970) 

NAPE 

C-1 

Cabinets  (1971)  ANSI  C33.71 

UL 

65 

Cabinets,  Cutout,  Junction  and  Pull  Boxes  (1970)  ANSI  C 

UL 

50 

Cabinets,  Unfinished  (1970) 

CSI 

6411 

Cable  Accessories  (1968)                 /Pec.  for  Continuity  of  Quali  ASTM 

D2297 

Cable  and  Pulley  Steering  Installation  on  Boats  (1969) 

BIA 

157 

Cable  and  Pulleys  on  Boats  (1966) 

BL\ 

156 

Cable  Assemblies,  Packaging  of  (1971) 

NSA 

3426 

Cable  Clearance  on  Boats  (1960) 

BL\ 

155 

48 
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Std.  for  Packaging  of  Electrical 
Std.  Length  of 

cross  Linked  Thermosetting  Polyethylene  Insulated  Wire  and 
slinked  Thermosetting  Polyethylene  Insulation  for  Wire  and 
slinked  Thermosetting  Polyethylene  Insulation  for  Wire  and 
70)  Rec. 

y  of  Quality  of  Electrical  Insulating  Oil  for  Low  Pressure 
1967)  Std.  on 

for  Electrical  and  Electronic  Devices  to  be  Designated  on 

Std.  Noise  Level  in 

rical  Wiring  (1969)  Rec.  Pract.  for  Low  Tension 

Std.  for  Ventilated  or  Solid  Bottom 
Std.  for  Coaxial  Communication 
Spec,  for  Weather  Resistant  Wire  and 
hloride)  Jacket  Compound  for  Electrical  Insulated  Wire  and 
for  Polyethylene  Jacket  for  Electrical  Insulated  Wire  and 
Short  Circuit  Characteristics  of  Insulated 
c.  for  Extra  Heavy  Duty  Black  Neoprene  Jacket  for  Wire  and 
Std.  Spec,  for  Polyethylene  Insulated  Wire  and 
Std.  for  Farm  Equipment  Two  Conductor  Breakaway  Connector 
adiene  Poly  (Vinyl  Chloride)  (NBR/PVO)  Jacket  for  Wire  and 
.  for  Ozone  Resisting  Butyl  Rubber  Insulation  for  Wire  and 
zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figure  8 

Std.  Spec,  for  Flat 

.  Spec,  for  Vinyl  Chloride  Plastic  Insulation  for  Wire  and 
.  Spec,  for  Vinyl  Chloride  Plastic  Insulation  for  Wire  and 
Safely  Std.  for  Service  Entrance 
Tent.  Criteria  for  Structural  Applications  of  Steel 
Std.  Aerospace  Wire  and 
Rec.  Pract.  for  Inboard  Control 
c  and  Associated  Coverings  for  Impregnated  Paper  Insulated 
Safety  Std.  for  Rubber  Insulated  Wires  and 
Safety  Std.  for  Varnished  Cloth  Wires  and 
rmoplastic  Insulated  Underground  Feeder  and  Branch  Circuit 
Std.  for  Color  Coding  of  Wires  and 
Std.  for  Air  Spaced  Low  Capacitance  Coaxial 
c.  for  Zinc  Coated  Flat  Steel  Armoring  Tape  tor  Electrical 
imensions  and  Capacities  of  Returnable  Reels  for  Wires  and 
zinc  Coated  (Galvanized)  (Casket  Weave  Armor  on  Electrical 
safety  Features  (Overhead  Guard,  Back  Rest,  Moving  Chains, 
Rec.  Pract.  for  Operator  Enclosures 
Std.  Spec,  for  Mechanically  Deposited  Coatings  of 
Std.  Acceptable  Concentrations  of 
Tent.  Std.  for  Zinc  and 
Std.  Spec,  for 
Tent.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for  Electrodeposited  Coatings  of 
c.  for  the  Design,  Materials  and  Fabrication  Meth.  in  Roll 
Std.  for  Analysis  of  Salt 
Trading  Rules  for  Cottonseed  Slab  and  Sized 
.  for  Phosphorus  Deoxidized  Copper  Wire  Bars,  Billets,  and 
or  Oxygen  Free  Electrolytic  Copper  Wire  Bars,  Billets,  and 
oncrete  (1971t)  Tent.  Spec,  for  Fly  Ash  and  Raw  or 

atography  (1970)  Tent.  Meth.  for  Analysis  of 

.103  Std.  Meth.  of  Analysis  of 

e  (1970)  Test  Meth.  for  Chemical  Analyses  of 

meth.  for  Determination  of  Moisture  in  Soils  by  Means  of  A 

Std.  Spec,  for 
Meth.  for  Analysis  of 
Suggested  Meth.  for  the  Volumetric  Analysis  of 

Dibasic 

Std.  Spec,  for  Structural  Insulating  Board, 
Std.  for  Analysis  of 

0)ANSIA1.29  Std.  Meth.  of  Test  for 

ng  Boilers)  (1971)  Meth.  of 

Rec.  Pract.  for 

wave,  a  Normal  Frequency  Recovery  Voltage,  and  a  Guide  for 
tes)  (1%9) 

late  Fuels  (1970)  Tent.  Meth.  for 

nal  Cavity  Method  (1968)  Rec.  for  the 

apphcation  of  Threshold  Foil  Measurements/  Std.  Meth.  of 

Rec.  Meth.  for 

urfaces  Using  Integrating/  Std.  Meth.  for  Measurement  and 

Std.  Methods  for  the 

late  Fuels  (1970)  Tent.  Meth.  for 

Hydrocarbons  (1968a)  ANSI  Z106.1  Std.  Meth.  for 

td.  Pract.  for  Standardization  Savings,  Identification  and 
oners  Air  Quantity  Certification  Definitions,  Test.  Meth., 
tor  Capacity  (Btu)  Certification,  Definitions,  Test.  Meth. 
stem  Capacity  (Btu)  Certification,  Definitions,  Test  Meth. 
pe  Properties  (1971)  Bui.  on  Formulas  and 

Truck  Floor  Load 
0-Ring  Tension  Test. 
Steam  Turbines  (Numerical  Examples  of  Various  Turbine 
terioration  of  Rubber  (R1970)  Std.  Meth.  of 


Cable  Cord  Wire  (1971) 

Cable  for  Office  Dictating  Machines  (1954) 

Cable  for  the  Transmission  and  Distribution  of  Electric 

Cable  Rated  0  to  2000v  (1970)  Std.  Spec,  for  Cros 

Cable  Rated  2001  to  15,  OOOv  (1970)  /Td.  Spec,  for  Cros 

Cable  Sizes  for  Battery  Leads  (for  Electric  Trucks)  (19 

Cable  Systems  (R1969)  ANSI  C59.69  /Spec,  for  Continuit 

Cable  Television  Amplifier  Distortion  Characteristics 

Cable  Television  Systems  Layout  Drawings  (1968)  /Mbols 

Cable  Television  Systems  (1969) 

Cable  Thermosetting  Insulation  Used  in  Automotive  Elect 

Cable  Trays  (1971) 

Cable  (CATV)  ( 197  DNEM A  Wc41 

Cable  (Neoprene  Type)  (1954) 

Cable  (1967)  Std.  Spec,  for  Poly  (Vinyl  C 

Cable  (1968)  Std.  Spec. 

Cable  (1969) 

Cable  (1969)  Std.  Spe 

Cable  (1970) 
Cable  (1970) 

Cable  (1970)  /.  for  Extra  Heavy  Duty  Acrylonitrile  But 

Cable  (1970)  ANSI  C8.37  Std.  Spec 

Cable  (1971)  Std.  Spec,  for 

Cable,  Flat  Conductor,  Unshielded  (1970) 

Cable,  60c  Operation  (1968)  ANSI  C8.45  Std 
Cable,  75c  Operation  (1968)  Std 
Cables  Above  and  Below  Ground  (1971)  ANSI  C33.51 
Cables  for  Buildings  (1966) 
Cables  Meth.  of  Test.  (1971) 
Cables  on  Boats  (1966) 
Cables  (1967) 
Cables  (1969)  ANSI  C33.6 
Cables  (1970) 

Cables  (1970)  ANSI  C33.60 
Cables  (1971) 
Cables  (1971) 
Cables  (1971) 
Cables  (1971) 
Cables)  (1970) 


Std.  Publication  for  Metalli 


Safety  Std.  for  the 


Rec.  Spe 


Std.  Spec 
Std.  Spec.  F 


Std,  Spe 
Std.  for  D 
Rec.  Std.  for  Armor  Wire, 
Cables,  Steering,  Wheel  Guards,  Tilt  Mechanism,  Overtra 
(Cabs);  Human  Factor  Design  Considerations  (1970) 
Cadmium  and  Zinc  on  Ferrous  Materials  (1970) 
Cadmium  Fume  and  Dusts  (1970) 
Cadmium  in  Paper  (1965) 
Cadmium  Metal  (1969) 
Cadmium  Metal  (1970) 
Cadmium  on  Steel  (1971)  ANSI  G53.2 
Cage  Construction  of  Dragster  Chassis  (1971) 
Cake  (1953) 

Cake,  Meal,  Screenings,  Pellets  and  Flakes  (1971) 
Cakes  (1970) 

Cakes  (1970)  ANSI  H23.il 

Calcined  Natural  Pozzolans  for  Use  in  Portland  Cement  C 
Calcium  and  Barium  Petroleum  Sulfonates  by  Liquid  Chrom 
Calcium  and  Barium  Petroleum  Sulfonates  (1970)  ANSI  Zll 
Calcium  and  Magnesium  Carbonates  in  Pulverized  Limeston 
Calcium  Carbide  Gas  Pressure  Moisture  Tester  (1967)  / 
Calcium  Carbonate  Pigments  (1969) 
Calcium  Carbonate  (1964) 
Calcium  in  Pulp  (1971) 

Calcium  Phosphate,  Stabilized,  Dental  Grade  (1960) 
Calcium  Silicate  (1970) 
Calcium  Stearate  (1951) 
Calcium  Sulfate  Fillers  (1967) 

Calcium  Sulfate  in  Hydrated  Portland  Cement  Mortar  (197 
Calculating  a  Welded  Ring  Reinforced  Furnace  (for  Heati 
Calculation  of  Absorbed  Dose  From  Gamma  Radiation  (1970 
Calculation  of  Fault  Currents  for  Application  of  Ac  Hig 
Calculation  of  Heat  Gain  Through  Opaque  Walls  (Tech.  No 
Calculation  of  Liquid  Heat  Capacity  of  Petroleum  Distil 
Calculation  of  Luminance  Coefficients  Based  Upon  the  Zo 
Calculation  of  Neutron  Dose  to  Polymeric  Materials  and 
Calculation  of  Nominal  Weight  of  Plastic  Pipe  (1968) 
Calculation  of  Reflecting  Characteristics  of  Metallic  S 
Calculation  of  the  Articulation  Index  (1969) 
Calculation  of  True  Vapor  Pressures  of  Petroleum  Distil 
Calculation  of  Volume  and  Weight  of  Industrial  Aromatic 
Calculation  (1971) 

Calculations  and  Rating  Requirements  (1967)  /R  Conditi 

Calculations  and  Rating  Requirements  (1967)  IS  Evapora 

Calculations  and  Rating  Requirements  (1968)  /loners  Sy 

Calculations  for  Casing,  Tubing,  Drill  Pipe  and  Line  Pi 
Calculations  (1965) 
Calculations  (1971) 
Calculations)  (1964) 

Calibrating  a  Light  Source  Used  for  Accelerating  the  De 
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ction  Systems  (1970) 

zl  1.199,  Astm  D1408 
.198,  Astm  D1410 
409 


hts  (1958) 

Tent 

for  Measuring  Shock  and  Vibrat/ 
63) 


Meth.  for 
Std.  Meth.  for 
Rec.  Pract,  for 
Rec.  Pract.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 

holographic  Density  Measurement  (1970)  Rec.  Pract.  for 

Std.  Method  for  Determining  Aperture 
try  (1971)  Suggested  Meth.  for  the 

Std  Meth.  for  Absolute 
Std.  Meth.  for  the 
Std.  Meth.  for  Liquid 
Std.  for 

Std.  Meth.  for  Vacuum  Leak 
Std.  for  the  Selection  of 
Std.  Test  Meth.  for  the 
Std  Spec,  for  Grades  of 
Std.  Spec,  for  Grades  of 
d  Timber,  of  Douglas  Fir,  Western  Larch,  Southern  Pine  and 
ed  Timber  of  Douglas  Fir,  Western  Larch,  Southern  Pine  and 

Std.  for  Thickness 
Pressure  Sensitive  Tape  Thickness 
rimeter  (1970)  ANSI  Z68.1  Std.  Meth.  of  Test  for 

uous  Recording  Calorimeter  (1970)/  Std.  Meth.  of  Test  for 

67.1  Std.  Definitions  of  the  Terms  Gross  and  Net 

f  Test  for  Heat  of  Combustion  of  Hydrocarbon  Fuels  by  Bomb 
est  for  Calorific  Value  of  Gaseous  Fuels  by  the  Water-Flow 
alue  of  Gases  in  Natural  Gas  Range  by  Continuous  Recording 
Std.  Meth.  for  Measuring  Heat  Flux  Using  a  Water  Cooled 

Std.  for 

971)  Std.  Dimensions  of 

Identification  (1/  Spec,  for  Super  8  Motion  Picture  Film 

Std.  Distance  Scales  for  Focusing 
Lighting  Rec.  for  the  Vidicon 
.  Dimensions  for  70mm  Unperforated  and  Perforated  Film  for 
and  Perforated  Film  for  Cameras  Other  Than  Motion  Picture 
Recreational  Vehicles  (Travel  and  Camping  Trailers,  Truck 
ncluding  Social  Work,  Rehabilitation  Teaching,  Recreation, 
ion  of  Plumbi/  Std.  for  Recreational  Vehicles  (Travel  and 

Relief  Capacity)  by  Measuring  Maximum  Amount  of  Fuel  that 
Rec.  Std.  for  Factory  Finished 
Rec.  Std.  for  Factory  Finished 
Rec.  Std.  for  Factory  Finished 
Rec.  Std.  for  Factory  Finished 
Rec.  Std.  for  Factory  Finished 
Rec.  Guides  and  Container  Dimensions  for 
Std.  Aerosol 

Tent.  Meth.  for  Measuring  the  A-D  Dimension  of  Aerosol 

Concrete  Slip  Form 
Std.  Spec,  for  Prefabricated  Asphalt 
or  Asphalt  for  Use  in  Waterproof  Membrane  Construction  for 
capped  (1966/  Std.  for  Orientation  and  Mobility  Services 

Soft  Glass  Tubing  and 
Hard  Glass  Tubing  and 
71 )  Safety  Std.  for  Metal  Safety 

Std.  for  Loose  Metal  End  Dimensions  (6  Ounce  Fibre  Citrus 
.  for  Loose  Metal  End  Dimensions  for  I  Qt.  Fibre  Motor  Oil 
.  for  Loose  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor  Oil 
Safety  Std.  for  Metal  Waste 
td.  Test.  Procedure  for  the  End  Blow  Off  Pressure  of  Fibre 
Std.  Test.  Procedure  for  Filled  Case  Flat  Drop  Fibre 
procedure  for  Filled  Case  Flat  Bottom  Drop  Fibre  Motor  Oil 
Std.  Test.  Procedure  for  Measuring  End  Seams  of  Fibre 
for  Factory  Finished  Can  Dimensions;  1  Qt.  Fibre  Motor  Oil 
for  Measuring  Loose  Metal  Ends  and  Seaming  Chucks  of  Fibre 
std.  Test.  Procedure  for  Water  Vapor  Permeability  of  Fibre 
Std.  Test.  Procedure  for  Oil  Wicking  Fibre  Motor  Oil 
General  Rules  and  Formula  for  Fibre 
td.  Test.  Procedure  for  the  Guillotine  Impact  of  Composite 
Spec.  (Dimensions)  for  Tin  Plate  Fabricated  Aerosol 
re  for  Guillotine  Impact,  Filled  1  Qt.  Composite  Motor  Oil 

(Lightweight 

d.  Test.  Procedure  for  Measuring  Moisture  Content  of  Fibre 
d.  Test.  Procedure  for  Measuring  Wall  Thicknesses  of  Fibre 
d.  Test.  Procedure  for  Measuring  Inside  Diameters  of  Fibre 
.  Test.  Procedure  for  Measuring  Outside  Diameters  of  Fibre 
.  Test.  Procedure  for  Axial  (End  to  End)  Compression  Fibre 
Test.  Procedure  for  Measuring  Lengths  or  HEIGhts  of  Fibre 
td.  for  Loose  Metal  End  Dimensions  for  12  Oz.  Fibre  Citrus 
Rec.  Std.  Loose  Metal  End  Dimensions  for  Fibre  Citrus 
for  Loose  Metal  End  Dimensions  for  1  Gal.  Fibre  Motor  Oil 

Std.  Nomenclature  for 
Std.  for  Socket 


Calibrating  Barge  Tanks  (1965)  ANSI  Z11.200,  Astm  D1407 
Calibrating  Ionization  Vacuum  Gage  Tubes  (1970) 
Calibrating  Nozzle  Holder  Assembly  for  Diesel  Fuel  Inje 
Calibrating  Oil  for  Diesel  Fuel  Injection  Systems  (1970 
Calibrating  Spherical  and  Spheroidal  Tanks  (1970)  ANSI 
Calibrating  Stationary  Honzontal  Tanks  (1970)  ANSI  All 
Calibrating  Tank  Car  Tanks  (1970)  ANSI  Zl  1.201,  Astm  Dl 
Calibrating  Upright  Tanks  (1970)  ANSI  Zl  1.197,  Api  2550 
Calibration  of  Densitometers  Used  for  Black  and  White  P 
Calibration  of  Motion  Picture  Lenses  (1964) 
Calibration  of  Reflectance  Std.  for  Hemispherical  Geome 
Calibration  of  Reflectance  Std.  (1971) 
Calibration  of  Shock  and  Vibration  Pickups  (1967) 
Calibration  of  Tanks  (1970)  ANSI  Zl  1.202,  Astm  D1406 
Calibration  of  Volumetric  Glassware  and  Analytical  Weig 
Calibration  (1968) 

Calibrations  and  Tests  for  Electrical  Transducers  Used 
California  Bearing  (Soil  and  Soil  Aggregates)  Ratio  (19 
California  Redwood  Lumber  (1970) 
California  Redwood  Lumber  (1970) 

California  Redwood  (1970)  /R  Structural  Glued  Laminate 

California  Redwood  (1971)  /or  Structural  Glued  Laminat 

Cahper  Leg  Wire  (1962) 

(Caliper)  of  Paper  and  Paperboard  (1968) 

(Caliper)  Test  Meth.  (1966) 

Calorific  Value  of  Gaseous  Fuels  by  the  Water-Flow  Calo 
Calorific  Value  of  Gases  in  Natural  Gas  Range  by  Contin 
Calorific  Value  of  Solid  and  Liquid  Fuels  (1969)  ANSI  Z 
Calorimeter  (High  Precision  Meth.)  (1970)  ANSI  Zl  1.192 
Calorimeter  (1970)  ANSI  Z68.1  Std.  Meth.  of  T 

Calorimeter  (1970)  ANSI  Z68.2  /of  Test  for  Calorific  V 

Calorimeter  (1971) 

Cam  Follower,  Needle  Bearing,  High  Strength  Stud  (1970) 
Camera  Aperture  Image  on  Super  8  Motion  Picture  Film  (1 
Camera  Cartridge  Notches  for  Exposure  Control  and  Stock 
Camera  Lenses  (1968) 
Camera  (1963) 

Cameras  Other  Than  Motion  Picture  Cameras  (1970)  Std 
Cameras  (1970)  Std.  Dimensions  for  70mm  Unperforated 

Campers,  Motor  Homes)  Installation  of  Plumbing,  Heating 
Camping  and  Group  Residential  Care  (1966)  /Dicapped,  I 

Camping  Trailers,  Truck  Campers,  Motor  Homes)  Installat 
Can  be  Burned  (Boiler  and  Pressure  Vessel  Code)  (1971) 
Can  Dimensions;  1  Gal.  Fibre  Motor  Oil  (1968) 
Can  Dimensions;  1  Qt.  Fibre  Motor  Oil  Cans  (1968) 
Can  Dimensions;  12  Oz.  Fibre  Citrus  (1968) 
Can  Dimensions;  32  Oz.  Fibre  Citrus  (1968) 
Can  Dimensions;  6  Oz.  Fibre  Citrus  (1968) 
Can  Openability  (1971) 
Can  Valve  Nomenclature  (1971) 
Can  Valves  (1971) 
Canal  and  Ditch  Linings  (1970) 
Canal,  Ditch,  or  Pond  Liner  (Exposed  Type)  (1969) 
Canal,  Ditch,  or  Pond  Lining  (1971)  Std.  Spec.  F 

(Cane  and  Dog  Programs)  for  the  Blind  and  Visually  Handi 
Cane  Criteria  and  Tables  (1962) 
Cane  Criteria  (1962) 

Cans  for  Flammable  Liquids  (1  to  5  Gal.  Containers)  (19 
Cans  202  Diameter)  (1970)  Rec. 
Cans  401  Diameter,  Deep  Drawn  Profile  (1969)  Rec.  Std 

Cans  401  Diameter,  Flat  Panel  Profile  (1969)  Rec.  Std 

Cans  (for  Combustible  Materials)  (1970) 
Cans  (1963) 
Cans  (1967) 
Cans  (1967) 
Cans  (1968) 
Cans  (1968) 
Cans  (1968) 
Cans  (1970) 
Cans  (1970) 
Cans  (1970) 
Cans  (1971) 
Cans  (1971) 
Cans  (1971) 
Cans)  (1971) 

Cans,  Tubes  and  Cores  (1966) 
Cans,  Tubes  and  Cores  (1968) 
Cans,  Tubes  and  Cores  (1968) 
Cans,  Tubes  and  Cores  (1968) 
Cans,  Tubes  and  Cores  (1970) 
Cans,  Tubes,  and  Cores  (1968) 
Cans,  211  Diameter  (1968) 
Cans,  401  Diameter,  Sanitary  Style  (1969) 
Cans,  610  Diameter,  Deep  Drawn  Profile  (1968) 
Cantilever  Racks  (1967) 
Cap  and  Shoulder  Screws  (1970) 


Std.  Test. 


Rec.  Std. 
Std.  Test.  Procedure 


Std.  Test.  Procedu 

St 
St 
St 
Std 
Std 
Std. 
Rec  S 

/C.  Std. 
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S2.2 

2555 
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2.2 
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117 

•99 
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D900 
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D407 

D2382 
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D1826 
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501C 
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501C 
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AG*2 

AG*8 
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e(1967)  Std.  Reglels;  Metal 

roller  Bearing  Boxes  (Railway  Cars)  (1970)  Sid.  for 

Sid.  Meth.  of  Testing  Asphalt  Roll  Roofing. 

Std.  Socket 

Locking,  Alloy  Steel  and  Corrosion  Res/  Std.  Part  Screw, 

Locking,  Alloy  Steel  and  Corrosion  Res/  Std.  Part  Screw, 

Std.  for  Screws;  Machine,  Slotted  Head 
Std.  for  Air  Spaced  Low 
Std.  for  Meth.  of  (Voltage  Variable 
or  Test  and  Rating  Procedure  for  Flow  and  Grease  Retention 
71)  Std.  for  Dimensions  and 

Relieving 
Rec.  Pract.  for  Tire  Load 
Std.  Spec,  for  Kraft  Dielectric  Tissue, 
9)  Std  Requirements  for  Oil  Filled 

atic  Circuit  Reclosers,  Line  Sectionalizers  and  Oil  Filled 
inuity  of  Quality  of  Electrical  Insulating  Mineral  Oil  for 
Std.  for  Fixed  Paper  Dielectric 
se  Application  /  Std.  for  Polarized  Aluminum  Electrolytic 

t  Current  Application  (19/  Std.  for  Metallized  Dielectric 

Current  Application  (197/  Std.  for  Fixed  Film  Dielectric 

ily  of  Quality  of  Electrical  Insulating  Polybutene  Oil  for 
spec,  for  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for 

Std.  for  Shunt 
Std.  for  Ceramic  Dielectric  Fixed 
Rec.  Pract.  for  Trailer 
Safety  Std.  for  High  Interrupting 

ers  (1967) 

Refrigeration  Equipment 
Guide  Bar 
Plunge  Bow 
Safety  Std.  for  High  Interrupting 
od)(1971)  Volumetric 

Volumetric 

h.  for  Determining  Endurance  (Wear)  Life  and  Load  Carrying 
ling  Adaptations  of  Manure  Spreaders  (1970)  Volumetric 

Volumetric 

Tent.  Meth.  for  Calculation  of  Liquid  Heat 
Rec.  Pract.  for  Boat 


(1966) 
alculati/ 
calculation/ 


Rec.  Pract.  for  Vehicle  Air  Conditioners  System 
Std.  for  Vehicle  Air  Conditioners  Evaporator 
Rec.  Pract.  for  Boat  Load 
Rec.  Pract.  for  Pontoon  Boat 
Rec.  Pract.  for  Boat  Horsepower 
Rec.  Pract.  for  Boat  Load 
r  Plate  Gages,  Body,  Forty,  Fifty  and  Seventy  Tons  Nominal 
be  Burned  (B/  Meth.  of  Checking  Safety  Valves  (and  Relief 

for  Analysis  of  High  Purity  (N-)  Heptane  and  Isooctane  by 
nsions  Between  0.1  and  1  Atmosphe/  Std.  Meth.  of  Test  for 

Packaging  Std.  for  Individual  Item 
Std.  Meth.  of 
Std.  Radiator 

magazine  for  Storage  of  Small  Quantities  of  Explosives  and 
o  Frequency  Energy  Hazards  in  the  Use  of  Electric  Blasting 
ty  Parlor  Equipment  (Hair  Dryers  and  Wavers;  Facial  Masks, 
achinery  (1968)  Bolt  and 

Rec.  Rebore  Limit  for  Passenger 
Rec.  Pract.  for  Brake  System  Road  Test  Code  (Passenger 
c.  for  Ultrasonic  Inspection  of  New  Freight  Car,  Passenger 

Spec,  for  Railway 
Std.  Spec,  for 

narrow  Pedestal  Type  Side  Frame  for  Roller  Bearing  Freight 

Std.  for  Basic  Freight 
ssemblies  for  Cars  with  Std.  Draft  Gears  and  10  In.  End  of 

Std.  for  Freight 
Rec.  Pract.  for  Passenger 
(1970)  Std.  for  Freight 

(1970)  Std.  for  Freight 

)(1970)  Std.  for  Freight 

Std.  for  Freight 
Std.  F  Interlocking  Coupler  for  Special 
Rec.  Pract.  for  Electrical  Circuits  on  Passenger 
Rec.  Pract.  for  Passenger 
y  Cars)  (1971)  Std.  for  Instructions  for  Automatic 

spection  and  Maintenance  of  Draft  Gears  and  Attachments  by 

Rec.  Pract.  for  Passenger 
and  Limiting  Dimensions  for  Seals  and  Seal  Fit  for  Freight 

Rec.  Std.  for 

r  Roller  Bearing  Approval  (for  Interchange  Railway  Freight 
Std.  Meth.  for  Calibrating  Tank 
1970)  Std.  for  Passenger 

testing  Machines  for  Measuring  the  Uniformity  of  Passenger 

Std.  for  Basic  Freight 
Std.  for  Limiting  Nominal  Design  Dimensions  for  Freight 
Std.  for  Limiting  Nominal  Design  Dimensions  for  Freight 


Cap  Flashing  Fastened  in  the  Reglet  Cut  in  the  Limeston  ILIA  *8.27A 

Cap  Screws  and  Finished  Hexagon  Head  Bolts  for  Journal  AAR  MSRP-L-28 

Cap  Sheets,  and  Shingles  (1969)  ANSI  A109.30  ASTM  D228 

Cap,  Shoulder  and  Set  Screws  (1969)  ANSI  B18..1 

Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  NSA  1351 

Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  NSA  1352 

Cap,  Thumb  and  Wing,  Miniature  and  Wood  Types  (1970)  IFI  SEC.F 

Capacitance  Coaxial  Cables  (1971)  NEMA  WC40 

Capacitance)  Diode"Q"  measurement  (1971 )  EIA  RS381 

Capacities  of  Grease  Interceptors  (1965)  Std.  F  PDI  GlOl 

Capacities  of  Returnable  Reels  for  Wires  and  Cables  (19  NEMA  WC20 

Capacities  of  Safety  Valves  and  Relief  Valves  (1970)  NBBPV  '4 

Capacities  on  Boats  (1969)  BIA  204 

Capacitor  Grade  (1970)  ASTM  D1930 

Capacitor  Switches  for  Alternating  Current  Systems  (196  ANSI  C37.66 

Capacitor  Switches  for  Alternating  Current  Systems  (197  NEMA  SG13 

Capacitors  and  Cable  Accessories  (1968)  /Pec.  for  Cont  ASTM  D2297 

Capacitors  for  Alternating  Current  Applications  (1971)  EIA  RS392 

Capacitors  for  Long  Life  (Type  1)  and  for  General  Purpo  EIA  RS395 

Capacitors  in  Metallic  and  Non  Metallic  Cases  for  Direc  EIA  RS377 

Capacitors  in  Metallic  and  Nonmetallic  Cases  for  Direct  EIA  RS376 

Capacitors  (1968)  ANSI  C59.122  Std.  Spec,  for  Continu  ASTM  D2296 

Capacitors  (1970)  Std.  ASTM  D2233 

Capacitors  (1971)  NEMA  CPl 

Capacitors;  Classes  1,  2  and  3  (1971)  EIA  RS198-B 

Capacity  and  Data  Plate  on  Boats  (1969)  BIA  201 

Capacity  Class  K  Fuses  (1970)  UL  198.3 

Capacity  Designation  for  Fertilizer  Hoppers  and  Contain  ASAE  S281.1 

Capacity  for  Bulk  Milk  Coohng  Systems  (1968)  ASAE  R256.1 

Capacity  for  Power  Chain  Saws  ( 1 970)  PSM A  B 1 . 1  -61 

Capacity  for  Power  Chain  Saws  (1970)  PSMA  B2.1-66 

Capacity  Fuses;  Current  Limiting  Types  (1970)  UL  198.2 

Capacity  of  Box  Type  Manure  Spreaders  (Dual  Rating  Meth  ASAE  S324 

Capacity  of  Closed  Tank  Type  Manure  Spreaders  (1969)  ASAE  S326 

Capacity  of  Dry  Solid  Film  Lubricants  (1969)  Std.  Met  ASTM  D2625 

Capacity  of  Forage  Wagons,  Wagon  Boxes,  and  Forage  Hand  ASAE  S238 

Capacity  of  Open  Tank  Type  Manure  Spreaders  (1969)  ASAE  S325 

Capacity  of  Petroleum  Distillate  Fuels  (1970)  ASTM  D2890T 

Capacity  Plate  (1967)  BIA  301 

Capacity  Ratings  (for  Platform,  Pallet  and  Fork  Trucks)  ITA  4E1  . 

Capacity  (Btu)  Certification,  Definitions,  Test  Meth.  C  IMACA  250 

Capacity  (Btu)  Certification,  Definitions,  Test.  Meth.  IMACA  200 

Capacity  (1964)  BIA  303 

Capacity  (1966)  BIA  306 

Capacity  (1969)  BIA  307 

Capacity  (1970)  ABYC  H5A 

Capacity  (1970)  Rec.  Pract.  for  Cente  AAR  MSRP-B-5 

Capacity)  by  Measuring  Maximum  Amount  of  Fuel  that  Can  ASME  BPVCIVB 

Capillary  Gas  Chromatography  (1969)  Std.  Meth.  ASTM  D2268 

Capillary  Moisture  Relationships  for  Soils  (Moisture  Te  ASTM  D2325 

Capped,  with  or  Without  Accessories  in  a  Bag  (1971)  NSA  3431 

Capping  Cylindrical  Concrete  Specimens  (1971)  ASTM  C617 

Caps  and  Filler  Necks  (1970)  SAE  JI64 

Caps  (1968)  Std.  IMF  1.8 

Caps  (1970)  Safeguards  Against  Radi  IMF  20 

Caps,  Mitts,  Etc.)  for  Commercial  or  Household  Use  (197  UL  859 

Capscrew  Sizes  for  Use  in  Construction  and  Industrial  M  SAE  J370 

Car  and  Commercial  Vehicle  Brake  Drums  (1968)  NWRA  D-47X 

Car  and  Light  Duty  Truck)  (1971)  SAE  J843D 

Car  and  Locomotive  Axles  (1970)  Spe  AAR  MSRP-MIOI A 

Car  and  Locomotive  Journal  Lubricating  Devices  (1970)  AAR  MSRP-M-918 

Car  and  Tender  Journal  Bearings,  Lined  (1970)  ANSI  H29.  ASTM  B67 

Car  Applications  (1970)  /Ir  for  4  1/4  X  8  Thru  7  X  12  AAR  MSRP-D-22E 

Car  Brake  Design  Data  (Railway)  (1968)  AAR  MSRP-E-4 

Car  Cushioning  (1970)  /  Bridge  Plate  Details  and  Sub  A  AAR  MSRP-L-78E 

Car  Design  Data  (Railway)  (1970)  AAR  MSRP-C-4 

Car  Door  System  Crush  Test  Procedure  (1970)  SAE  J367 

Car  D3  Truck  Springs,  Total  Travel  2  1/2  In.  (Railway)  AAR  MSRP-D-71 

Car  D4  Truck  Springs,  Total  Travel  3  1/16  In.  (Railway)  AAR  MSRP-D-72 

Car  D5  Truck  Springs,  Total  Travel  3  1 1/16  In.  (Railway  AAR  MSRP-D-73 

Car  D6  Truck  Spring  (Railway)  (1966)  AAR  MSRP-D-74 

Car  Equipment  (1970)  AAR  MSRP-C-61 

Car  Glazed  Surfaces  (1970)  SAE  J216 

Car  Identification  Terminology  (1971)  SAE  J218 

Car  Identification,  Permanent  Label  Application  (Railwa  AAR  MSRP-ACI-1 

Car  Owners  (Railway)  (1952)  Rec.  Pract.  for  in  AAR  MSRP-L-142 

Car  Rear  Vision  (1968)  SAE  J834A 

Car  Roller  Bearings  (Railway)  (1970)  /Earance  Outline  AAR  MSRP-D-58B 

Car  Seal  Wire  (1970)  SWA  '24 

Car  Service)  (1971)  Laboratory  Inspection  and  Test  Fo  AAR  MSRP-D-58 

Car.Tanks(1970)ANSIZI1.201,ASTMD  1409  API  2554 

Car  Tire  Performance  Requirements  and  Test  Procedures  SAE  J918C 

Car  Tires  (1969)  SAE  J332 

Car  Truck  Design  Data  (Railway)  (1970)  AAR  MSRP-D-4 

Car  Trucks  -  Single  Shoe  Brakes,  33  In.  Dia.  Wheels,  5  AAR  MSRP-D-7 

Car  Trucks  -  Single  Shoe  Brakes,  36  in  Dia.  Wheels,  6  I  AAR  MSRP-D-8 
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Std.  for  Limiting  Nominal  Design  Dimensions  for  Freight 
Sid.  for  Limiting  Nominal  Design  Dimensions  for  Freight 
Pract.  for  General  Service  Freight  Equipment  Cars,  Hopper 
ers  (1969)  Rec.  Pract.  for  Passenger 

Std.  for  Passenger 
Std.  for  A-33  Steel  Freight 
Std.  for  Ca-33  Steel  Freight 
Std.  for  K-33  Steel  Freight 
Std.  for  Ck-33  Steel  Freight 
Std.  for  N-33  Steel  Freight 
Std.  for  Cn-33  Steel  Freight 
performance  Requirements  and  Test  Procedures  for  Passenger 
Test  Std.  for  Custom  Constructed  Passenger 
Rec.  Pract.  for  Passenger 
lets  in  40  Ft. -6  In.  Car,  28  to  29  Pallets  in  50  Ft.-O  In. 
static  Load  Requirements)  (1969/  Rec.  Pract.  for  Vehicle 

r  Service  Brake  System  Performance  Requirements  (Passenger 
ct.  for  Brake  System  Dynamometer  Test  Procedure  (Passenger 
Spec,  for  Ultrasonic  Inspection  of  New  Freight 
Rec.  Pract.  for  Brake  System  Road  Test  Code;  Passenger 
als  in  Steel  Drums.  Double  Tier  Floating  Load.  4  Units  Per 
,  Single  Tier  Solid  Load,  22  to  23  Pallets  in  40  Ft. -6  In. 
r  Determination  of  Moisture  in  Soils  by  Means  of  a  Calcium 

Std.  Heavy  Duty 

25  (80ni-20cr  Alloy)  (1970)  Chromium 

Spec,  for  Tungsten 
Std.  Blanks,  Also  Semi  Finished,  for  Solid 
Rec.  Pract.  for  Sintered 
Tungsten 
Tungsten 

Std.  Meth.  for  Diametral  Compression  Test,  of  Cemented 
Rec.  Pract.  for  Hardness  Testing  of  Cemented 
td.  Test  Meth.  for  Transverse  Rupture  Strength  of  Cemented 
h.  of  Test  for  Electrical  Resistivity  of  Cemented  Tungsten 
Apparent  Grain  Size  and  Distribution  of  Cemented  Tungsten 
Std.  for  Dimethyl  Phenyl  Ethyl 
Spectrum  for  Dimethyl  Phenyl  Ethyl 
Std.  Spec,  for  Steel  Castings,  Heavy  Walled, 
rings  for  Turbine  Generators  (1968)  ANSI  /  Std.  Spec,  for 

ponents  (1969)  ANSI/  Std.  Spec,  for  Quenched  and  Tempered 
lis  (1969)  ANSI  G55.4  Std.  Spec,  for 

969)/  Std.  Spec,  for  Quenched  and  Tempered  Vacuum  Treated 
2.3  Std.  Spec,  for  Electric  Resistance  Welded 

Std.  Spec,  for  Seamless 
and  Temperature  Service  (1969)  ANSI  E38./  Std.  Spec,  for 

Std,  Spec,  for  General  Requirements  for  Specialized 
Guide  Spec,  for  Structural  Steel  for  Buildings 
e  (1969)  Std.  Spec,  for  Seamless  and  Welded 

Std.  Meth.  for  Chemical  Analysis  of 
nery  Service  (1969)  Std.  Spec,  for  Seamless  Low 

for  Heat  Treatment  of  Pipe  Bends  and  Formed  Components  of 
19/  Std.  Meth.  of  Test  for  Density  in  Air  of  Manufactured 

Std.  Meth.  for  Chemical  Analysis  of 
rip,  Hot  Rolled  /  Std.  Spec,  for  General  Requirements  for 

ounds/  Std.  Spec,  for  Apparatus  for  Microdetermination  of 

(1971)  Std.  Meth.  for  Spectrochemical  Analysis  of 

Quality  Assurance  Sampling  of 
A/  Code  Requirements  for  Pressure  Vessels  Constructed  of 

Test  Meth.  for  Colorfastness  of  Textiles  to  Light: 
Test  Meth.  for  Colorfastness  of  Textiles  to  Light: 
Rec.  Pract.  for  Determining  Light  Dosage  in 
llic  Materials  (1970)  Rec.  Pract.  for  Operating  Enclosed 

Std.  Test  Meth  for  Degree  of  Dispersion  of 
Std  Meth.  for  Ash  Content  of 
Std.  Meth.  for  Fines  Content  of  Pelleted 
Std.  Test  Meth.  for  Heating  Loss  of 
Std.  Test  Meth.  for  Pellet  Size  Distribution  of 
Std.  Test  Meth.  for  (Ph)  Value  of 
Std.  Test  Meth.  for  Pour  Density  of  Pelleted 
Std.  Test  Meth.  for  Sieve  Residue  From 
Std.  Test  Meth.  for  Sulfur  Content  of 
Std.  Test  Meth.  for  Volatile  Content  of 
Std  Meth.  of  Test  for  Iodine  Adsorption  Number  of 
Std.  Classification  System  for 
Std.  Meth.  of  Test  for  Reheat  Change  of 
Std.  Meth.  for  Chemical  Analysis  of  Carbon  and 
Tent.  Meth.  of  Test  for  Substitutional  Atomic 
el  Exhaust  (1970)  Rec.  Pract.  for  the  Measurement  of 

Safety  Std.  for 
Std.  Meth.  of  Test  for 
Std.  for  Low  Pressure 
Rec.  Pract.  for  Hardenability  Bands  for 
els  (1971)  ANSI  G35. 14  Std.  Spec,  for 

r  Pressure  Vessels  (1969)  Std.  Spec,  for 

9)  ANSI  G35.8  Std.  Spec,  for 


Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  One  Wear  W  AAR  MSRP-D-8B 

Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia  Wheels  6  1  AAR  MSRP-D-8A 

Car  Type  (Definitions  and  Designation  Letters  of  Classi  AAR  MSRP-L-9 

Car  Vehicle  Engine  and  Transmission  Identification  Numb  SAE  J129 

Car  Vehicle  Identification  Numbers  (1968)  SAE  J853A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-30A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-31A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-32A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-33A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-34A 

Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-35A 

Car  Wheels  (1970)  Impact  SAE  JI75 

Car  Wheels  (1971)  SEMA  5 

Car  (Motor  Vehicle)  Drivers  Eye  Range  (1969)  SAE  J941B 

Car  (1956)  /Rick,  Single  Tier  Solid  Load,  22  to  23  Pal  RI  P223-1 

(Car)  Passenger  Door  Hinge  Systems  (Test  Procedures  and  SAE  J934A 

Car)  (1970)  Rec.  Pract.  Fo  SAE  J937B 

Car)  (1971)  Rec.  Pra  SAE  J212 

Car,  Passenger  Car  and  Locomotive  Axles  (1970)  AAR  MSRP-MIOIA 

Car,  Trailer  Combinations  (1970)  SAE  JI34 

Car,  24  to  40  Pallets  (1954)  /Hipment)  for  Bulk  Materi  RI  P227 

Car,  28  to  29  Pallets  in  50  Ft,-0  In.  Car  (1956)  /Rick  RI  P223-I 

Carbide  Gas  Pressure  Moisture  Tester  (1967)  /  Meth.  Fo  AASHO  T2I7 

Carbide  Inserts  for  Cutting  Tools  (1969)  ANSI  B94.24 

Carbide  Plus  Nickel  Chromium  Alloy  Powder  75cr(2)c(3)  +  SAE  AMS7875 

Carbide  Powder  Cobalt  Coated  (1971)  SAE  AMS7878 

Carbide  Taps  (1969)  ANSI  B94.1 

Carbide  Tools  (1969)  SAE  J439A 

Carbide,  Cobalt  Powder,  Cast  and  Crushed  (1970)  SAE  AMS7879 

Carbide,  Cobalt  Powder,  Sintered  and  Crushed  (1970)  SAE  AMS7880 

Carbides  (1970)  ASTM  B485 

Carbides  (1970)  ANSI  H9. 10  ASTM  B294 

Carbides  (1970)  ANSI  H9.23  ASTM  B406 

Carbides  (1970)  ANSI  H9.24  Std.  Met  ASTM  B421 

Carbides  (1970)  ANSI  9.22  Rec.  Pract.  for  Evaluating  ASTM  B390 

Carbinol  (1969)  EOA  277 

Carbinol  (1969)                                               "  EOA  277S 

Carbon  and  Alloy  for  Pressure  Vessels  (1971 )  ASTM  A643 

Carbon  and  Alloy  Steel  Forgings  for  Magnetic  Retaining  ASTM  A288 

Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  Com  ASTM  A541 

Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  She  ASTM  A372 

Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessels  (1  ASTM  A508 

Carbon  and  Alloy  Steel  Mechanical  Tubing  (1969)  ANSI  G6  ASTM  A513 

Carbon  and  Alloy  Steel  Mechanical  Tubing  (1971)  ASTM  A519 

Carbon  and  Alloy  Steel  Nuts  for  Bolts  for  High  Pressure  ASTM  A194 

Carbon  and  Alloy  Steel  Pipe  (1971)  ANSI  B125. 20  ASTM  A530 

(Carbon  and  Alloy  Steel  Shapes)  (1970)  CSI  05120 

Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature  Servic  ASTM  A334 

Carbon  and  Carbon  Ceramic  Refractories  (1970)  ASTM  C571 

Carbon  and  Carbon  Molybdenum  Steel  Still  Tubes  for  Refi  ASTM  AI61 

Carbon  and  Ferritic  Alloy  Steels  (1969)  Rec.  Pract.  PFI  ES6 

Carbon  and  Graphite  Articles  by  Physical  Measurements  ASTM  C559 

Carbon  and  Graphite  (1969)  ASTM  C560 

Carbon  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled  St  ASTM  A568 

Carbon  and  Hydrogen  in  Organic  and  Organo  Metallic  Comp  ASTM  E191 

Carbon  and  Low  Alloy  Steel  Using  a  Vacuum  Spectrometer  ASTM  E415 

Carbon  and  Low  Alloy  Steels,  Forgings  and  Stock  (1970)  SAE  AMS2372 

Carbon  and  Low  Alloy  Steels,  Nonferrous  Materials,  High  ASME  BPVC8-1-C 

Carbon  Arc  Lamp,  Alternate  Light  and  Darkness  (1971)  AATCC  I6D 

Carbon  Arc  Lamp,  Continuous  Light  (1971)  AATCC  I6A 

Carbon  Arc  Light  Aging  Apparatus  (1969)  ASTM  D1920 

Carbon  Arc  Type  Apparatus  for  Light  Exposure  of  Nonmeta  ASTM  E188 

Carbon  Black  Colorant  (1962)  CTFA  84 

Carbon  Black  in  Rubber  Compounds  (1969)  ASTM  D2663 

Carbon  Black  (R1969)  ASTM  D1506 

Carbon  Black  (R1969)  ASTM  D1508 

Carbon  Black  (R1969)  ASTM  D1509 

Carbon  Black  (R 1969)  ASTM  D1511 

Carbon  Black  (R 1969)  ASTM  D1512 

Carbon  Black  (RI969)  ASTM  D1513 

Carbon  Black  (R1969)  ASTM  D1514 

Carbon  Black  (R1969)  ASTM  D1619 

Carbon  Black  (R 1969)  ASTM  D1620 

Carbon  Black  (1970)  ASTM  D1510 

Carbon  Blacks  Used  in  Rubber  Products  (1971)  ASTM  D1765 

Carbon  Brick  and  Shapes  (1970)  ASTM  C436 

Carbon  Ceramic  Refractories  (1970)  ASTM  C571 

Carbon  Content  of  Silicon  by  Infrared  Absorption  (1970)  ASTM  F123T 

Carbon  Dioxide  and  Monoxide;  Oxides  of  Nitrogen  in  Dies  SAE  J177 

(iarbon  Dioxide  Fire  Extinguishers  (1971)  UL  154 

Carbon  Dioxide  in  Coal  (1969)  ASTM  D1756 

Carbon  Dioxide  Systems  at  Consumer  Sites  (1970)  CGA  G6.1 

Carbon  H  Steels  (1969)  SAE  J776B 

Carbon  Manganese  Silicon  Steel  Plates  for  Pressure  Vess  ASTM  A299 

Carbon  Manganese  Silicon  Steel  Plates,  Heat  Treated,  Fo  ASTM  A537 

Carbon  Manganese  Steel  Plates  for  Pressure  Vessels  (196  ASTM  A455 
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bes (1969) 

bes  (1971)  Ans/ 

e  (1969) 


1969)  ANSI  G55.2 

bl25.10 

sure  Service  (/ 

69)  ANSI  B125.7 


SIG50.1 


Std.  Spec,  for  Seamless 
Std.  Spec,  for  Electric  Resistance  Welded 
Std.  Spec,  for  Seamless  Low  Carbon  and 
Std.  Test  Meth.  for  Slip  Resistance  of 
Std.  Meth.  of  Test  for  Conradson 
el  Std.  Spec,  for  Factory  Made  Piping  Fittings  of  Wrought 

temperatures  (/  Std.  Spec,  for  Piping  Fittings  of  Wrought 

eluding  Std.  for  Aluminum,  Copper  Alloys,  Stainless  Steel; 
for  Railway  Use  (1969a)  Std.  Spec,  for 

Std.  Spec,  for  Cold  Finished 
Std.  Spec,  for 
Std.  Spec,  for  Seamless  Medium 
Std.  Spec,  for  Electric  Resistance  Welded 
Std.  Spec,  for  Seamless 
Std.  Spec,  for  Electric  Resistance  Welded 
Std.  Spec,  for  Mild  to  Medium  Strength 
igh  Temperature  Service  (1969)  ANSI  G37.2  Std.  Spec,  for 

Std.  Spec,  for  Electric  Resistance  Welded 
Steel  Products  Manual  for 
Spec,  for  Wheels,  Cast 
and  General  Service  (1968)  Std.  Spec,  for  Leaded 

Std.  Spec,  for 

her  Pressure  Vessel  Components  (1969)  Ans/  Std.  Spec,  for 

tics  (1969)  Std.  Spec,  for 

Spec,  for 

aNSI  bl25.11  Std.  Spec,  for  Electric  Resistance  Welded 

Std.  for  Seamless  Low 
Spec,  for  High 

Spec,  for  Heat  Treated  Carbon  Steel  Track  Bolts,  and 
B36.60  Std.  Spec,  for  Electric  Welded  Low 

try  Tubular  Goods  (1964)  Steel  Products  Manual  for 

te  and  Higher  Temperature  Service  (1971)  /  Std.  Spec,  for 

nd  Lower  Temperature  Service  (1971)  Std.  Spec,  for 

5.2  Std.  Spec,  for  Low  and  Intermediate  Tensile  Strength 

5.6  Spec,  for  Leaded, 

for  Pressure  Vessels  (1971)  ANSI  G35.7  Std.  Spec,  for 

plates.  Steel  Sheet  Piling  (19/  Steel  Products  Manual  for 


Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tu 
Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tu 
Carbon  Molybdenum  Steel  Still  Tubes  for  Refinery  Servic 
Carbon  Paper  (1969) 

Carbon  Residue  of  Petroleum  Products  (1970)  ANSI  Z11.25 
Carbon  Steel  and  Alloy  Steel  for  Low  Temperature  Servic 
Carbon  Steel  and  Alloy  Steel  for  Moderate  and  Elevated 
Carbon  Steel  and  Iron;  Organic,  Vitreous  and  Laminated 
Carbon  Steel  Axles,  Non  Heat  Treated  and  Heat  Treated, 
Carbon  Steel  Bars  and  Shafting  (1969) 
Carbon  Steel  Blooms,  Billets,  and  Slabs  for  Forgings  (R 
Carbon  Steel  Boiler  and  Super  Heater  Tubes  (1971)  ANSI 
Carbon  Steel  Boiler  and  Superheater  Tubes  for  High  Pres 
Carbon  Steel  Boiler  Tubes  for  High  Pressure  Service  (19 
Carbon  Steel  Boiler  Tubes  (1971) 

Carbon  Steel  Castings  for  General  Application  ( 1 97 1 )  AN 
Carbon  Steel  Castings  Suitable  for  Fusion  Welding  for  H 
Carbon  Steel  Feedwater  Heater  Tubes  (1969)  ANSI  B36.59 
Carbon  Steel  Flat  Wire  (1959) 

Carbon  Steel  for  Locomotives  and  Railway  Cars  (1970) 
Carbon  Steel  Forged  Pipe  Flanges  and  Parts  for  Pressure 
Carbon  Steel  Forgings  for  Railway  Use  (1969) 
Carbon  Steel  Forgings  for  Seamless  Drums,  Heads,  and  Ot 
Carbon  Steel  Forgings  with  Special  Magnetic  Characteris 
Carbon  Steel  Forgings  (1970) 

Carbon  Steel  Heat  Exchanger  and  Condenser  Tubes  (1971) 
Carbon  Steel  Hydraulic  Line  Tubing  (1969)  ANSI  893.11 
Carbon  Steel  Joint  Bars  (1969) 


lity  (1971) 
p  Process  (1971) 

dip  Process  (197/ 


71)  ANSI  / 


0) 

970) 


Std.  Spec,  for  Zinc  Coated  (Galvanized) 
Std.  Spec,  for  Zinc  Coated  (Galvanized) 
Std.  Spec,  for 
Std.  Spec,  for  Zinc  Coated  (Galvanized) 
Steel  Products  Manual  for 
Steel  Products  Manual  for 
Std.  Spec,  for  Cold  Rolled 
Std.  Spec,  for  Copper  Infiltrated  Sintered 
Std.  Spec,  for  Sintered 
Std.  Spec,  for  Cold  Formed  Welded  and  Seamless 
Std.  Spec,  for  Hot  Formed  Welded  and  Seamless 
Std.  Spec,  for  Hot  Worked  High 
Spec,  for  Heat  Treated 
Rec.  Pract.  for  Hard  Drawn 
Spec,  for  Wrought 
Std.  Spec,  for  Zinc  Coated  (Galvanized) 
(Steel  Products  Manual)  Wire  and  Rods, 
Ball,  Low  Chromium  High 
,  Ingot  Iron,  and  Wr/  Std.  Meth.  for  Chemical  Analysis  of 

Cold  Finished  Bars  Hot  Rolled/  Steel  Products  Manual  for 

Std.  for  Chemical  Compositions  of  Sae 
matography  (1971)  Std.  Meth.  of  Test  for  Nitrogen  and 

Std.  Spec,  for  Steel  Wire,  Oil  Tempered 
Rec.  Pract.  for  Liquid  Phase  Evaluation  of  Activated 
Std.  Test  Meth.  for  Apparent  Density  of  Activated 
Std.  Test  Meth.  for  Total  Ash  Content  of  Activated 
Std.  Test  Meth.  for  Moisture  in  Activated 
Hose  (Rubber)  Wire  Low  and  Medium 
meth.  for  Particle  Size  Distribution  of  Granular  Activated 

Hose  Wire  (Low 

rec.  Std.  for  Hose  (Rubber  or  Synthetic)  Wire  (Round,  High 
Rec.  Std.  for  Reed  Wire  (High 
Rec.  Std.  for  Reed  Wire  (Low 
Rec.  Std.  for  Ball  Bearing  Wire  (Low 
Rec.  Std.  for  Spoke  Wire  (High 
s  (1971)  ANSI  B3/  Std.  Spec,  for  General  Requirements  for 

Std.  Spec,  for  Steel  Tubes,  Low 
Std.  Spec,  for  Calcium 
Std.  Spec,  for  Basic 
Magnesium 
Meth.  for  Analysis  of  Calcium 
Std.  for  Analysis  of  Soda  Ash  (Anhydrous  Sodium 
Bottle  (Glass  Container)  Spec.  GuideUne  for  Nonalcoholic 
Test  Meth.  for  Chemical  Analyses  of  Calcium  and  Magnesium 
Pest  Control  Chemical  5,  6  Dihydro  2  Methyl  1,  4  Oxathiin  3 

Meth.  for 
Std.  Test  Meth.  for 
Std.  Meth.  for  Identification  of 


ASTM  A209 

ASTM  A250 

ASTM  A161 

ASTM  F254 

ASTM  DI89 

ASTM  A420 

A.STM  A234 
NAAMM*32 

ASTM  A21 

ASTM  A108 

ASTM  A273 

ASTM  A210 

ASTM  A226 

ASTM  A 192 

ASTM  A 178 

ASTM  A27 

ASTM  A216 

ASTM  A557 

AISI  9 

AAR  MSRP-M-208 

ASTM  A465 

ASTM  A236 

ASTM  A266 

ASTM  A594 

AAR  M126 

ASTM  A214 

NFLDP  T3. 15.67. 2 

AREA  4-2-9 


Carbon  Steel  Nuts  (1969) 

AREA 

4-2-15 

Carbon  Steel  Pipe  for  the  Chemical  Industry  (1968)  ANSI 

ASTM 

A587 

Carbon  Steel  Pipe;  Structural  Tubing  Line  Pipe  Oil  Coun 

AISI 

18 

Carbon  Steel  Plates  for  Pressure  Vessels  for  Intermedia 

ASTM 

A515 

Carbon  Steel  Plates  for  Pressure  Vessels  for  Moderate  A 

ASTM 

A516 

Carbon  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G3 

ASTM 

A285 

Carbon  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G3 

ASTM 

A433 

Carbon  Steel  Plates  with  Improved  Transition  Properties 

ASTM 

A442 

Carbon  Steel  Plates,  Structural  Sections,  Rolled  Floor 

AISI 

2 

Carbon  Steel  Sheets  by  the  Hot  Dip  Process,  Drawing  Qua 

ASTM 

A528 

Carbon  Steel  Sheets  of  Commercial  Quality  by  the  Hot  Di 

ASTM 

A526 

Carbon  Steel  Sheets  of  Flange  Quality  (1969)  ANSI  33.4 

ASTM 

A414 

Carbon  Steel  Sheets  of  Lock  Forming  Quality  by  the  Hot 

ASTM 

A527 

Carbon  Steel  Sheets  (Coils  and  Cut  Lengths)  (1970) 

AISI 

5 

Carbon  Steel  Strip  (1964) 

AISI 

6 

Carbon  Steel  Strip  (1965) 

ASTM 

A 109 

Carbon  Steel  Structural  Parts  (1970)  ANSI  G63.2 

ASTM 

B303 

Carbon  Steel  Structural  Parts  (1970)  ANSI  H9.11 

ASTM 

B310 

Carbon  Steel  Structural  Tubing  in  Rounds  and  Shapes  (19 

ASTM 

A500 

Carbon  Steel  Structural  Tubing  (1971)  ANSI  G24.22 

ASTM 

A501 

Carbon  Steel  Tie  Plates  (1968) 

ASTM 

A241 

Carbon  Steel  Track  Bolts,  and  Carbon  Steel  Nuts  (1969) 

AREA 

4-2-15 

Carbon  Steel  Valve  Spring  Quahty  Wire  and  Springs  (197 

SAE 

J172 

Carbon  Steel  Wheels  for  Locomotives  and  Railway  Cars  (1 

AAR 

MoKr-M  - 1 0  / 

Carbon  Steel  Wire  (1971) 

ASTM 

A641 

Carbon  Steel  (1963) 

AISI 

8 

Carbon  Steel  (1970) 

SAE 

AMS7440A 

Carbon  Steel,  Low  Alloy  Steel,  Silicon  Electrical  Steel 

ASTM 

E350 

Carbon  Steel,  Semifinished  for  Forgings,  Hot  Rolled  and 

AISI 

1 

Carbon  Steels  (1970) 

SAE 

J403F 

Carbon  Tetrafluoride  in  Sulfur  Hexafluoride  by  Gas  Chro 

ASTM 

D2685 

Carbon  Valve  Spring  Quality  (1971) 

ASTM 

A230 

Carbon  (1970) 

ASTM 

D2355 

Carbon  (1970) 

ASTM 

D2854 

Carbon  (1970) 

ASTM 

D2866 

Carbon  (1970) 

ASTM 

D2867 

Carbon  (1970) 

SWA 

*49 

Carbon  (1970)                                                            Std.  Test  ASTM 

D2862 

Carbon)  Half  Round  Half  Oval  Crescent  (1962) 

SWA 

*119 

Carbon)  (1970) 

SWA 

♦50 

Carbon)  (1970) 

SWA 

•71.3 

Carbon)  (1970) 

SWA 

*73 

Carbon)  (1970) 

SWA 

•8 

Carbon)  (1970) 

SWA 

•83 

Carbon,  Ferritic  Alloy,  and  Austenitic  Alloy  Steel  Tube 

ASTM 

A450 

Carbon,  Tapered  Structural  Use  (1969) 

ASTM 

A595 

Carbonate  Pigments  (1969) 

ASTM 

DI199 

Carbonate  White  Lead  (R1969)  AASHO  MI22,  ANSI  K23.1 

ASTM 

D81 

Carbonate  (1959) 

CTFA 

15 

Carbonate  (1964) 

TAPPI 

T660 

Carbonate)  (1960) 

TAPPI 

T6I2 

Carbonated  Beverages  (1970) 

NSDA 

•1 

Carbonates  in  Pulverized  Limestone  (1970) 

PLA 

4 

CarboxaniHde"Carboxin"  (1970)            /.  Common  Name  for 

the  ANSI 

K62.97 

Carboxyl  Content  of  Cellulose  (1963) 

TAPPI 

T237 

Carboxyl  Content  of  Cellulose  (1963)  ANSI  K65.40 

ASTM 

D1926 

Carboxylic  Acids  in  Alkyd  Resins  (1969) 

ASTM 

D2455 
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Sodium 
Rec.  Procedure  for 

1971)  Spec,  for  Steel  Bars  and  Forgings, 

Rec.  Std.  for  Tire 
Rec.  Std.  for  Card  Wire  (Staples  for 
Std.  Hollerith  Punched 
est  for  Shock  Sensitivity  of  Liquid  Monopropellants  by  the 

Rec.  Std.  for 
Std.  for  Oil 
Spec,  for  General  Purpose 
Std.  Spec,  for  Credit 
Rec.  Pract.  for  the 

s  (1961)  (Application  Guide  For)  the 

ube  and  Cast  /  General  Rec  Rules  and  Description  for  the 

Rec.  Pract.  for 

ic  Laboratory  (1968)  Guide  for  the  Selection, 

Guide  for  Improved  and  Permanent 
Construction,  Tolerances,  Application,  Fittings,  Storage, 
Rec,  Routine  Operation  Rules  for  the 
Rec,  Rules  for  Inspection  and 
lation  Teaching,  Recreation,  Camping  and  Group  Residential 
Std.  Safety  Code  for  the  Use, 
Rec.  Pract.  on  Application. 
Rec.  Pract.  for  Crew  Safety  Provisions  for 
Guide  for  Certification  of 
Spec,  for  Identification  and  Marking 
Std.  for  Air  Land  Demountable 
Std.  for  Air  Land  Demountable 
Design  Recommendations  for  Chlorine 
Spec,  for  Aircraft 

tier  Floating  Load,  28,  32,  or  36  Pallets,  End  Gates  Only/ 
tier  Solid  Load  26  to  27  Pallets  (1959) 
tier  Solid  Load,  24  to  25  Pallets  (1959) 
tier  Solid  Load  Tilted  Pallets  26  to  27  Pallets  (1959) 

End  Gate  Single  Tier  Floating  Load 
End  Gate  Double  Tier  Floating  Load 
Is  in  Steel  Drums,  Double  Tier  Floating  Load,  4  Units  Pe/ 
ply  Pallets  (19561  Rec, 
ting  Load,  20  Pallets,  End  Gates  Only  (1959) 
ling  Load,  20  Pallets  (1959) 
Anchored  with  Steel  Strapping  20  Pallets  (1959) 

d  Load,  22  to  23  Pallets,  Loose  Brick  in  Door  Area  (1959/ 
d  Load,  22  to  23  Pallets,  Wood  Braced  in  Place  of  Loose  / 
d  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Brick  In/ 
Braced  Load  20  Pallets  (1959) 

ingle  Tier  with  Skid  Retarders,  20  Pallets  with  Type  'C" 
acked  in  Bags,  Single  Tier  Solid  Load  22  to  23  Pallets  (/ 
,  Single  Tier  Solid  Load,  22  /  Pallet  Loading  Pattern  and 

Rec.  Meth.  for  Arrangements  of 

ANSI  L14,217 
1L14,216 
114.315 

Minimum  Requirements  for  Non  Water 
ction(1970)  Rec.  Pract.  for  Motor 

Std.  Melh.  for  Determining  Endurance  (Wear)  Life  and  Load 
Rules  Governing  Inspection  and  Repairs  of  Foreign 
fuel  Evaporative  Emissions  From  Gasoline  Powered  Passenger 
fuel  Evaporative  Emissions  From  Gasoline  Powered  Passenger 
Producer  Air  Padding  for  Chlorine  Tank 
Rec.  Pract.  Meth.  of  Marking  Box 
rt  of  Dry  Bulk  Chemicals  and  Pla/  Rec.  for  Covered  Hopper 

ceipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Covered  Hopper 
es  (1970)  Std.  for  Application  of  Spark  Shields  to 

1970)  Rec.  for  Pressure  Differential  Hopper 

Std.  for  Axles  Under 

Arrange/  Std.  for  Outline  of  Test  Criteria  for  (Railway) 

Line  and  Angle  /  Std  Location  of  Angle  Cocks  on  Freight 

and  53  1/8  In.  Bridge  Plate  Details  and  Sub  Assemblies  for 
y)  /  Std.  for  Forged  Steel  Body  Center  Plates  for  Freight 

y)  (19/  Std.  for  Cast  Steel  Body  Center  Plate  for  Freight 

mate  Std.  for  Forged  Steel  Body  Center  Plates  for  Freight 
td.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight 
td,  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight 
d.  for  Truck  Bolster  Center  Plate  Vertical  Ring  Wear  Liner 
Std.  for  Truck  Bolster  Center  Plate  Horizontal  Wear  Liner 
of  Truck  Center  Plate  and  the  Application  of  Wear  Liners; 
ec.  Pract.  for  Body  Center  Plate  Cast  Integral  for  Freight 
td.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight 
Std.  Uniform  Platform  Width  of  Flat 
Rec.  Pract.  for  Wood  Decking  for  Flat 
Std.  for  Standardization  of  Saddleback 
ec.  for  Vertical  Grain  Laminated  Wood  Flooring  for  Freight 
Acceptance  of  Journal  Roller  Bearing  Adapters  for  Freight 
Journal  Roller  Bearings  Applicable  to  Interchange  Freight 


Carboxymethylcellulose  (1959)  CTFA  34 

Carboxyvinylpolymer  (1961 )  CTFA  81 

Carburized  Aerospace  Gearing  ( 1971 )  AGMA  246.01A 

Carburizing,  1.8ni  -  O.25mo  (0.17  -  0,22c)  (SAE  4620)  SAE  AMS6394D 

Carcass  Wire  (1970)  SWA  *91 

Card  Clothing)  (1970)  SWA  '25 

Card  Code  (1970)  ANSI  X3.26 

Card  Gap  Test  (1970)  Std.  Meth.  of  T  ASTM  D2539 

Card  Wire  (Staples  for  Card  Clothing)  (1970)  SWA  *25 

Cardamom  (1971)  EOA  289 

Cards  for  Information  Processing  (1969)  ANSI  X3.ll 

Cards  (1971)  ANSI  X4.13 

Care  and  Maintenance  of  Sprinkler  Systems  (1971)  NFPA  13A 

Care  and  Maintenance  of  Steam  and  Hot  Water  Unit  Heater  AMCA  BUL-12 

Care  and  Operation  of  Heating  Boilers  (Eiretube,  Watert  ASME  BPVCVI 

Care  and  Use  of  Casing,  Tubing,  and  Drill  Pipe  (1971)  API  5C1 

Care  and  Use  of  Electrical  Instruments  in  the  Photometr  lES  LM28 

Care  Labeling  of  Consumer  Textile  Products  (1967)  NRMA  'I 

Care  Maintenance  Std.  and  Spec.)  (1970)  /K  (Materials,  RMA  *5 

Care  of  Power  Boilers  (1971)  ASME  BPVCVIICI 

Care  of  Power  Boilers  (1971)  ASME  BPVCVIIC3 

Care  (1966)  /Dicapped,  Including  Social  Work,  Rehabili  NACAB  S-6 

Care,  and  Protection  of  Abrasive  Wheels  (1970)  ANSI  B7.1 

Care,  and  Use  of  Wire  Rope  for  Oil  Field  Service  (1968)  API  9B 

Cargo  Aircraft  (1970)  SAE  ARP1139 

Cargo  Containers  (1969)  ABS  '20 

Cargo  Containers  (1970)  ANSI  MH5.3 

Cargo  Pallets  Nets  (1970)  SAE  AS1131 

Cargo  Pallets  (1970)  '  SAE  AS1130 

Cargo  Tanks  (1970)  CHI  59 

Cargo  Umt  Load  Devices  (1971)  NSA  3610 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  Double  RI  P216-2 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  Single  RI  P210-2 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  Single  RI  P231-1 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  Single  RI  P232-1 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  (1959)  RI  P217-2 

Carioading  Pattern  (for  Rail  Shipment  of  Brick)  (1959)  RI  P220-2 

Carioading  Pattern  (for  Rail  Shipment)  for  Bulk  Materia  RI  P227 

Carioading  Pattern  (for  Rail  Shipment)  for  Return  of  Em  RI  P234 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Floa  RI  P2I4-2 

Carioading  PatterTi  (for  Rail  Shipment)  Single  Tier  Floa  RI  P233-1 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Load  RI  P209-2 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Soli  RI  P205-2 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Soli  RI  P207-2 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Soli  RI  P230-1 

Carioading  Pattern  (for  Rail  Shipment)  Single  Tier  Wood  RI  P208-2 

Carioading  Pattern  (for  Rail  Shipment;  Anchored  Load)  S  RI  P2I2-1 

Carioading  Pattern  (Rail  Shipment)  for  Bulk  Materials  P  RI  P225-2 

Carioading  (for  Rail  Shipment)  for  Insulating  Firebrick  RI  P223-1 

Camauba  Wax  (1954)  CTFA  57 

Carpet  Storage  Racks  (1971)  EMS  LPD8-30 

Carpet  (Rug)  Soiling,  Accelerated  Soiling  Method  (1970)  AATCC  123 

Carpel(Rug)SoiHng,  Service  Method  (1970)  ANS  AATCC  122 

Carpel  (Rug)  Soiling,  Visual  Rating  Method  (1970)  ANSI  AATCC  121 

Carriage  Disposal  Systems  (1970)  ANSI  Z4.3 

Carrier  Safety  Regulation  in  DOT  Bumper,  Rear  End  Prote  TTM  A  RPlO-64 

Carrying  Capacity  of  Dry  Solid  Film  Lubricants  (1969)  ASTM  D2625 

Cars  and  Billing  for  Same  (Railway)  (1971)  AAR  MSRP-L-95 

Cars  and  Light  Trucks  Using  the  Enclosure  Technique  (19  SAE  J171 

Cars  and  Light  Trucks  (1970)  /  for  the  Measurement  of  SAE  J170 

Cars  and  Tank  Trucks  (1967)  CHI  54 

Cars  Equipped  with  Removable  Crossbars  (1970)  AAR  MSRP-L-42M 

Cars  Equipped  with  Vacuum  Pneumatic  Outlets  for  Transpo  MCA  TC13 

Cars  Equipped  with  Vacuum  Pneumatic  Outlets  (1971)  /Re  MCA  TC17 

Cars  Equipped  with  Wooden  Decks  and  Cast  Iron  Brake  Sho  AAR  MSRP-L-49 

Cars  for  Transport  of  Dry  Bulk  Chemicals  and  Plastics  MCA  TC15 

Cars  in  Bx  Service  (Railway)  (1961)  AAR  MSRP-D-80 

Cars  of  a  New  or  Untried  Type  Built  with  a  Span  Bolster  AAR  MSRP-C-8A 

Cars  of  Any  Length  Having  Floating  Sills  with  the  Train  AAR  MSRP-E-32A 

Cars  with  Std.  Draft  Gears  and  10  In.  End  of  Car  Cushio  AAR  MSRP-L-78E 

Cars  with  5  X  9  In.  and  5  1/2  X  10  In  Journals  (Railwa  AAR  MSRP-C-27 

Cars  with  5  X  9  In.  and  5  1/2  X  10  In.  Journals  (Railwa  AAR  MSRP-C28.2 

Cars  with  6X11  In.  Journals,  for  Repairs  Only  (Railwa  AAR  MSRP-C-28 

Cars  with  6  X  1 1  In.  or  6  1/2  X  12  In.  Journals  (Railwa  AAR  MSRP-C-28A 

Cars  with  6  X  11  In.  or  6  1/2  X  12  In.  Journals  (Railwa  AAR  MSRP-C-28B 

Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (Railway)  AAR  MSRP-D-14B 

Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (Railway)  AAR  MSRP-D-14C 

Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (1970)  /S  AAR  MSRP-D-14A 

Cars  with  6  1/2  X  12  In.  and  7  X  12  In.  Journals  (Railw  AAR  MSRP-C-28F 

Cars  with  7  X  12  In.  Journals  (Railway)  (1970)  AAR  MSRP-C-28C 

Cars  (Railway)  (1968)  AAR  MSRP-C-24 

Cars  (Railway)  (1970)  AAR  MSRP-C-23 

Cars  (Railway)  (1970)  AAR  MSRP-L-91 

Cars  (Railway)  (1970)  Sp  AAR  MSRP-M907A 

Cars  (Railway)  (1970)  Spec,  for  Purchase  and  AAR  MSRP-M-924 

Cars  (Railway)  (1970)  Std.  Spec,  for  Approved  AAR  MSRP-D-53 
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Use  of  Liquefied  Petroleum  Gases  on  Freight  and  Passenger 
service  Brake  System  Performance  Requirements  of  Passenger 
rease  for  Lubrication  of  Trailer  Hitches  on  Flat  (Railway) 
nd  Operating  Mechanisms  on  Freight  and  Passenger  Equipment 
Std.  for  the  Construction  of  New  Passenger  Equipment 
td.  Controlled  Slack  Coupler  Yoke,  for  Passenger  Equipment 
Spec,  for  Special  Cushioning  Devices  for  Freight 
Spec,  for  Highway  Trailer  Hitches  for  Freight 
for  Wheels,  Cast  Carbon  Steel  for  Locomotives  and  Railway 
or  Wrought  Carbon  Steel  Wheels  for  Locomotives  and  Railway 
lied  Slack  Coupler  Yoke  and  Parts,  for  Passenger  Equipment 
,  Radial  Connections  and  Fittings,  for  Passenger  Equipment 
mechanical  Double  Acting  Automatic  Slack  Adjuster;  Freight 
mechanical  Double  Acting  Automatic  Slack  Adjuster;  Freight 
side  Frames  and  Bolsters  Applicable  to  Interchange  Freight 
eth.  for  Occupant  Restraint  System  Evaluation  of  Passenger 
strumentation  for  Measuring  Acoustic  Impulses  of  Passenger 
tters  of  Class  L,  N,  T  and  Y,  Special  Type  Railway  Freight 
ulk  Chemicals  and  Plastics  in  Pressure  Differential  Hopper 
peed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mining 
0)  Rec.  Pract.  for  Pressed  Steel  Wheels,  (Passenger 

imit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Railway 
ght  and  Cast  Steel  Wheels  as  Shown  on  Plate  B-42j  (Railway 
Std.  for  Steel  Wheel  A-28  (Railway 
Std.  for  Steel  Wheel  A-30  (Railway 
Std.  for  Pipe  Unions  (Railway 
Sid.  for  Interior  Dunnage  Equipment,  Deck  Boards  (Railway 
Std.  Spec,  for  Lightweight  Portable  Bridge  Plate  (Railway 
d.  for  Manufacturers  Spec,  for  Geared  Hand  Brakes  (Railway 
t.  for  Screwed  Pipe  Fittings  for  300  Lb.  Pressure  (Railway 
imit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Railway 
or  Witness  Groove  for  Multiple  Wear  Diesel  Wheels  (Railway 
ing  Design  Dimensions  for  Hand  Brake  Sheave  Wheel  (Railway 
est  Position  and  Support  of  Portable  Bridge  Plate  (Railway 
ur  of  Brake  Shoes;  High  Friction  Composition  Type  (Railway 
Std.  E  Couplers,  Knuckles;  Locks  and  Other  Parts  (Freight 
xagon  Head  Bolts  for  Journal  Roller  Bearing  Boxes  (Railway 
roat  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  (Railway 
300  Lb.  Pressure,  45  and  90  Degree  Street  Elbows  (Railway 
cal  Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Railway 
cal  Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Railway 
Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway 
Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway 
standardization  of  Steel  Wheels  and  Their  Designs  (Railway 
Spec,  for  Reporting  Marks  (for  Railway 
or  Certificate  of  Approval  for  Geared  Hand  Brakes  (Railway 
c  Car  Identification,  Permanent  Label  Application  (Railway 
1  Roller  Bearings  for  Interchange  Freight  Service  (Railway 
Rec.  for  Transportation  Lighting  Including  Busses,  Street 
sphalt,  Pocketbook  of  Useful  Information  on  Unloading  Tank 
trial  Type  /  Std.  for  Tire  Rims  to  Motorcycles,  Passenger 

ers  Of/  Rec.  Pract.  for  General  Service  Freight  Equipment 

Alternate  Std.  for  Axle  for  Freight 
Std.  for  Axle  for  Freight 
Std.  for  Axle  for  Passenger  (Railway) 
Alternate  Std.  for  Axle  for  Freight 
Std.  for  Axle  for  Freight 
Std.  for  Axle  for  Passenger 
gested  Pallet  Loading  Arrangement  for  Plastic  Firebrick  in 
ort  Shipments,  Rec.  for  Brick  and  Refractories  Packaged  in 
ort  Shipments,  Rec.  for  Brick  and  Refractories  Packaged  in 
ng  Pools  (1971)  Std.  for 

fication  (1/  Spec,  for  Super  8  Motion  Picture  Film  Camera 

Std.  Test.  Procedure  for  Filled 
Std.  Test.  Procedure  for  Filled 
Std.  Test  Meth.  for  Ash  in 
Std.  Meth.  for  Fixed  Ash  in 
Std.  Test  Meth.  for  Nitrogen  in 
Std.  Test  Meth.  for  Alkali  Requirement  of 
Std.  Test  Meth.  of  Test  for  Free  Acidity  in 
Std.  Test  Meth.  for  Oil  in 
Std.  for 
Meth.  for  Analysis  of 
Tent.  Test  Meth.  for  Insolubles  in 
Steel  Window  Spec,  for  Projected, 
Product  Std.  for  Auxiliary  Builders  Hardware; 
ity)  (1969)  Spec,  for  Residential  Steel  Windows 

Safety  Std.  for  Wired  Display 
allized  Dielectric  Capacitors  in  Metallic  and  Non  Metallic 
xed  Film  Dielectric  Capacitors  in  Metallic  and  Nonmetallic 
omatic  Machine  Sealing  of  Top  Flaps  of  Fiberboard  Shipping 
try  (1964)  Rec.  for  Shipping 

Tent.  Meth.  for  Determination  of 
vice)  (1960)  Thread  Compounds  (for 

Spec,  for  Grade  C-75  and  C-95  Steel 
Spec,  for  High  Strength  Seamless  Steel 


Cars  (Railway)  (1970) 
Cars  (1969) 
Cars  (1969) 
Cars  (1969) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1970) 
Cars  (1971) 
Cars  (1971) 
Cars  (1971) 
Cars  (1971) 


/Ements  for  the  Installation  and 
Spec,  for  G 

/Ate  Std.  F  Interlocking  Couplers,  Parts  A 


Spec. 
Spec.  F 
Std.  (i^ontro 
Std.  H  Tightlock  Coupler  Yokes 
Std.  Limiting  Design  Dimensions 
Std.  Typical  Top  Rod  Application 
/  the  Purchase  and  Acceptance  of  Approved 
Test.  M 
Rec.  Pract.  for  in 
/Ication,  Definition  and  Designation  of  Le 
/Ments  for  Facilities  for  Receipt  of  Dry  B 
Cars  (5  MPH);  Selection  Procedure  and  Nomenclature  (197 
Cars)  Performance  Requirements  and  Test  Procedures  (197 


Cars)  (1956) 
Cars)  (1956) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1970) 
Cars)  (1971) 
Cars)  (1971) 
Cars)  (1971) 
Cars)  (1971) 
Cars)  (1971) 


Std.  for  L 

/Throat  Radius  Gage  for  New  One  Wear  Wrou 


St 

Rec.  Prac 
Std.  for  L 
Rec.  Pract.  F 
Std.  for  Limit 
Spec,  for  Dynamic  T 
Std.  for  Limiting  Conto 
Spec,  for  Secondhand  A.A.R. 
Std.  for  Cap  Screws  and  Finished  He 
/Maximum  Flange  Thickness,  Height  and  Th 
/Ec.  Pract.  for  Screwed  Pipe  Fittings  for 
/Lication  of  2  Piece  Horizontal  and  Verti 
/Lication  of  J  Piece  Horizontal  and  Verti 
IS,  Height  and  Throat  Radius  Gage  for  New 
IS,  Height  and  Throat  Radius  Gage  for  New 


Test  Code  F 
Std.  for  Instructions  for  Automati 
/  of  Approval  Numbers  for  Approved  Journa 
Cars,  Rapid  Transit  and  Railway  Trains  (1952) 
Cars,  Temperature  Volume  Corrections,  and  Tables  (1965) 
Cars,  Truck  Busses,  Off  the  Road  Agricultural  and  Indus 
Cars;  Hopper  Car  Type  (Definitions  and  Designation  Lett 
Cars;  Plain  Bearing,  Black  Collar  (Railway)  (1970) 
Cars;  Plain  Bearing,  Raised  Wheel  Seat  (Railway)  (1970) 
Cars;  Plain  Bearing,  Raised  Wheel  Seat  (1970) 
Cars;  Roller  Bearing,  Black  Collar  (Railway)  (1970) 
Cars;  Roller  Bearing,  Raised  Wheel  Seat  (Railway)  (1970 
Cars;  Roller  Bearing,  Raised  Wheel  Seat  (1970) 
Cartons  (1956)  Sug 
Cartons  Type  X- 1  (1962)  Pallet  Load  Protection  for  Exp 

Cartons  Type  X-2  (1962)  Pallet  Load  Protection  for  Exp 

Cartridge  and  High  Permeability  Type  Fillers  for  Swimmi 
Cartridge  Notches  for  Exposure  Control  and  Stock  Identi 
Case  Flat  Bottom  Drop  Fibre  Motor  Oil  Cans  (1967) 
Case  Flat  Drop  Fibre  Cans  (1967) 
Casein  and  Isolated  Soy  Protein  (R1968) 
Casein  and  Isolated  Soy  Protein  (R1968) 
Casein  and  Isolated  Soy  Protein  (R1968) 
Casein  and  Isolated  Soy  Protein  (1968) 
Casein  and  Isolated  Soy  Protein  (1968) 
Casein  and  Isolated  Soy  Protein  (1968) 
Casein  in  Paper  (Qualitative)  (1968) 
Casein  (1966) 
Casein  (1969) 

Casement  and  Pivoted  Types  (1969) 
Casement  and  Sash  (1970) 

(Casement,  Roto  and  Simplex  Types,  Ranch,  Basement,  Ulil 
Cases  and  Special  Purpose  Cabinets  (1971)  ANSI  C33.71 
Cases  for  Direct  Current  Application  (1970)  /.  for  Met 

Cases  for  Direct  Current  Application  (1970)  ID.  for  Fi 

Cases  (1970)  /Solvent  Soluble  Liquid  Adhesives  for  Aut 

Cases,  Markings  and  Construction,  for  the  Grocery  Indus 
Cashmere  Content  (Coarse  Hair  In)  (1971) 
Casing  and  Tubing  Connections  in  High  Pressure  Well  Ser 
Casing  and  Tubing  (1970) 
Casing  and  Tubing  (1970) 
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AAR 

RI 

RI 

RI 

NSF 

ANSI 

CCTI 

CCTI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

TAPPI 

ASTM 

SWI 

BHMA 

SWI 

UL 

ElA 

EIA 

ASTM 

GMA 

ASTM 

API 

API 

API 


MSRP-L.63 
J937A 

MSRP-M-929 

M209B 

MSRP-C-75 

MSRP-C-92 

M921 

M928 

MSRP-M-208 

MSRP-M-107 

MSRP-C-91 

MSRP-C-86C 

MSRP-E-63 

MSRP-E-65 

M210 

JI28 

J247 

MSRP-L-17 

TC16 

3 

J328A 

MSRP-B-114 

MSRP-B-96B 

MSRP-G-28A 

MSRP-G-29 

MSRP-L-25 

MSRP-L-45 

MSRP-L-79 

MSRP-E-11 

MSRP-L-135 

MSRP-B-I13 

MSRP-G-15 

MSRPE22B.2 

MSRP-L-82 

MSRP-E-94A 

MSRP-M204A 

MSRP-L-28 

MSRP-B-42I 

MSRP-L-140 

MSRP-D-14D 

MSRP-D-14E 

MSRP-B-96 

MSRP-B-96A 

MSRP-G-21 

MSRP-L-39B 

MSRP-E-19 

MSRP-ACI-1 

MSRP-D-55 

CP12 

MS6 

6 

MSRP-L-9 

MSRP-D-9 

MSRP-D-12 

MSRP-D-79 

MSRP-D-10 

MSRP-D-11 

MSRP-D-81 

P228-1 

P238 

P239 

28 

PH22.166 

C125.1T 

C125T 

D1797 

D1798 

D1803 

D1800 

D1801 

D1804 

T415 

T607 

D2775 

A.l 

1201-5 

G.l 

65 

RS377 

RS376 

D1874 

M-5.6 

D2816 

BUL5A2 

5AC 
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71) 


ther  Liquids  (/ 
aNSl  a21.6 


970) 

7X12  In.  Journals  (R/ 
(1971)  ANSI  A21.4 


Spec,  for  Oil  Well 
Spec,  for 

Rec.  Pract.  for  Care  and  Use  of 
Bui.  on  Performance  Properties  of  Steel 
Spec,  tor  Threading.  Gaging,  and  Thread  Inspection  of 
Bui.  on  Formulas  and  Calculations  for 
Manufacture  and  Placement  of  Reinforced  Concrete 
Rec.  Std.  for  Armor  Wire,  Zinc  Coated  (Galvanized) 

Std.  for 
Std.  Spec,  for 
Tungsten  Carbide.  Cobalt  Powder, 
Rec.  Pract.  for  Codification  of  Light  Metals  and  Alloys, 
les;  (User's  Manual)  (1970) 

systems  (1970)  Std.  for 

0)  Spec,  for  Wheels, 

ta  and  Spec.  (1970) 

Classification  of 
Defects  in  Sand 
Applications  of 
Properties  of 
Std.  Spec,  for 

ly  Clad  Plate  or  with  Applied  Corrosion  Resistant  Linings, 
std.  for  2  In.  and  2  1/4  In.  Cast  Iron  Pipe.  Centrifugally 
Std.  for  Cast  Iron  Pipe  Centrifugally 
Std.  for  Ductile  Iron  Pipe.  Centrifugally 
Std.  for  Cast  Iron  Pipe  Centrifugally 
Spec,  for 

Std.  for  Cast  Iron  Pipe  Centrifugally 
Std.  for  Cast  Iron  Pipe  Centrifugally 
Rec.  Pract.  for  Body  Center  Plate 
Std.  for  Cement  Mortar  Lining  for 
on  of  Spark  Shields  to  Cars  Equipped  with  Wooden  Decks  and 
s  (1970)  Std.  for 

ater  or  Other  Liquids  (1970)  ANSI  A21.6  Std.  for 

or  Gas  (1970)  Std.  for 

for  Water  or  Other  Liquids  (1970)  Std.  for 

1943)  Std.  Threaded 

iquids  (1971)  ANSI  A21.12  Std.  for  2  In.  and  2  1/4  In. 

gs  (1969)  Std.  for  Hubless 

Std.  for  Neoprene  Rubber  Gaskets  for  Hub  and  Spigot 

Std.  Spec,  for 
Std.  Spec,  for  Rubber  Gaskets  for 
(1970)  Std.  Pract.  for 

and  Operation  of  Heating  Boilers  (Firetube.  Watertube  and 

Std.  Pract.  for 

1,  Inspection  and  Tests  for  Heating  Boilers  Constructed  of 
Std.  Meth.  for  Chemical  Analysis  of 
Low  Alloy  Steels,  Nonferrous  Materials,  High  Alloy  Steel, 
Std.  Meth.  for  Chemical  Analysis  of  Steel, 
with  6  X  1 1  In.  or  6  1  /2  X  1 2  In.  Journals  (Ra/  Std.  for 

with  6  X  11  In.  or  6  1/2  X  12  In.  Jo/  Alternate  Std  for 

with  7  X  12  In.  Journals  (Railway)  (1970)  Std.  for 

Std.  Designations  for  Copper  and  Copper  Alloys 
on  and  Mechanical  Property  Limits  for  Aluminum  Wrought  and 

Rec.  Pract.  for 

Std.  Pract.  for  Silver  Brazing  Joints  for  Wrought  and 
9  In.  and  5  1/2  X  10  In.  Journals  (Railway)  (19/  Std.  for 

Rec.  Pract.  for 

height  and  Throat  Radius  Gage  for  New  One  Wear  Wrought  and 

Std.  Spec,  for 
Std.  F  Interlocking  Coupler  Yoke, 
Std.  E  Coupler  Yoke, 
Std.  E  Coupler  Yoke,  Lightweight  Design, 
Std.  E  Coupler  Yoke, 
Std.  E  Coupler  Yoke,  Lightweight  Design, 
(1970)  Std.  E  Coupler  Yoke, 

r  (for  Replacement  in  Kind  Only)  (1/  Std.  E  Coupler  Yoke, 

r  (1970)  Std.  E  Coupler  Yoke. 

Std.  for  F  Interlocking  Coupler  Yoke, 
raft  Gear  Pocket  (1970)  Std.  E  Coupler  Yoke. 

Std.  Spec,  for 

Std.  Meth.  of  Test  for  Modulus  of  Rupture  of 
td.  Meth.  of  Test  for  Permanent  Linear  Change  on  Firing  of 
Spec,  for  Dental  Chromium  Cobalt 
Metallography  of  Aluminum  and  Magnesium 
td.  for  Mechanical  and  Physical  Properties  of  SAE  Aluminum 
Quality  Control  and  Inspection  of  Sand 
s  (19/  Tent.  Meth.  of  Test  for  Embedment  Stress  Caused  by 

Test  Meth.  for  Dimensional  Stability  of  Epoxy 
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Characteristics  and 
Spec,  for  Dental 
Spec,  for 

Test  Meth.  for  Compressive  Properties  of  Epoxy 
Test  Meth.  for  Linear  Shrinkage  of  Epoxy 


Casing  Centralizers  (1971) 
Casing,  Tubing,  and  Drill  Pipe  Liners  (1971) 
Casing,  Tubing,  and  Drill  Pipe  (1971) 
Casing,  Tubing,  and  Drill  Pipe  (1971) 
Casing.  Tubing,  and  Line  Pipe  Threads  (1971) 
Casing.  Tubing,  Drill  Pipe  and  Line  Pipe  Properties  (19 
Casings  for  Irrigation  Wells  (1967) 
(Casket  Weave  Armor  on  Electrical  Cables)  (1970) 
Cassia  Flask  (1958) 

Cast  Aluminum  Bridge  Railing  Posts  (1964) 
Cast  and  Crushed  (1970) 
Cast  and  Wrought  (1969) 

Cast  Bronze  Hydrodynamic  Sleeve  Bearing  Performance  Tab 
Cast  Bronze  Solder  Joint  Fittings  for  Solvent  Drainage 
Cast  Carbon  Steel  for  Locomotives  and  Railway  Cars  (197 
Cast  Copper  and  Copper  Alloy  Products  Std.  Handbook;  Da 
Cast  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Cast  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Cast  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Cast  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Cast  Copper  Nickel  Ship  Tailshaft  Sleeves  (1970) 
Cast  Ductile  Iron,  and  Ferritic  Steels  with  Tensile  Pro 
Cast  for  Water  or  Other  Liquids  (1971)  ANSI  A21.12 
Cast  in  Metal  Molds  for  Gas  (1970) 

Cast  in  Metal  Molds  or  Sand  Lined  Molds,  for  Water  or  O 

Cast  in  Metal  Molds,  for  Water  or  Other  Liquids  (1970) 

Cast  in  Place  Nonreinforced  Concrete  Pipe  (1970) 

Cast  in  Sand  Lined  Molds  for  Gas  (1970) 

Cast  in  Sand  Lined  Molds,  for  Water  or  Other  Liquids  (1 

Cast  Integral  for  Freight  Cars  with  6  1/2  X  12  In.  and 

Cast  Iron  and  Ductile  Iron  Pipe  and  Fittings  for  Water 

Cast  Iron  Brake  Shoes  (1970)  Std.  for  Applicati 

Cast  Iron  Pipe  Centrifugally  Cast  in  Metal  Molds  for  Ga 

Cast  Iron  Pipe  Centrifugally  Cast  in  Metal  Molds,  for  W 

Cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds  F 

Cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds, 

Cast  Iron  Pipe  for  Drainage,  Vent,  and  Waste  Services 

Cast  Iron  Pipe,  Centrifugally  Cast  for  Water  or  Other  L 

Cast  Iron  Sanitary  System  with  C  No  Hub  Pipe  and  Fittin 

Cast  Iron  Soil  Pipe  and  Fittings  (1967) 

Cast  Iron  Soil  Pipe  and  Fittings  (1968) 

Cast  Iron  Soil  Pipe  and  Fittings  (1969) 

Cast  Iron  Soil  Pipe  and  Fittings  (1970) 

Cast  Iron  Swing  Check  Valves,  Flanged  and  Threaded  Ends 

Cast  Iron  Types);  Controls,  Accessories  and  Room  Facih 

Cast  Iron  Valves,  Flanged  and  Threaded  Ends  (1970) 

Cast  Iron  (1971)  Code  Requirements,  Quality  Contro 

Cast  Iron,  All  Types  (1970) 

Cast  Iron,  Integrally  Clad  Plate  or  with  Applied  Corros 
Cast  Iron.  Open  Hearth  Iron,  and  Wrought  Iron  (1970) 
Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars 
Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars 
Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars 
(Cast  Products  Only);  Application  Data  Sheet  (1970) 
Cast  Products.  Including  Tolerance  Tables  (1970)  /Siti 
Cast  Shot  and  Gnt  for  Peening  and  Cleaning  (1969) 
Cast  Solder  Joint  Fittings  (1970) 

Cast  Steel  Body  Center  Plate  for  Freight  Cars  with  5  X 
Cast  Steel  Shot  (1969) 

Cast  Steel  Wheels  as  Shown  on  Plate  B-42j  (Railway  Cars 
Cast  Steel  Wheels  for  Railway  Service  (1971) 
Cast  Steel  (1970) 

Cast  Steel,  for  Rigid  Shank  Coupler  (1970) 

Cast  Steel,  for  Rigid  Shank  Coupler  (1970) 

Cast  Steel,  for  Swivel  Shank  Coupler  (1970) 

Cast  Steel,  for  Swivel  Shank  Coupler  (1970) 

Cast  Steel,  for  Twin  Draft  Gear  and  Rigid  Shank  Coupler 

Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  Couple 

Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  Couple 

Cast  Steel,  for  Twin  Draft  Gear  (1970) 

Cast  Steel,  for  Use  with  B-E  67  Ht  Coupler  and  36  In.  D 

Cast  Tool  Steel  (1969) 

Castable  Refractories  (1970) 

Castable  Refractories  (1970) 

Casting  Alloy  (1957)  ANSI  Z156.14 

Casting  Alloys  (1965) 

Casting  Alloys  (1968) 

Casting  Aluminum  and  Magnesium  Alloys  (1965) 

Casting  Compounds  on  Glass  Encased  Electronic  Component 

Casting  Compounds  (1969) 

Casting  Defects  of  Aluminum  and  Magnesium  Alloys  (1965) 
Casting  Design  for  Aluminum  and  Magnesium  Alloys  (1965) 
Casting  Gold  Alloy  (1966)  ANSI  Z156.5 
Casting  Investment  for  Dental  Gold  Alloy  (1962)  ANSI  Zl 
Casting  or  Molding  Compounds  (1969)  Astm  D695 
Casting  Resins  During  Cure  (1969) 


API 

lOD 

API 

5A 

API 

5C1 

API 

5C2 

API 

5B 

API 

BUL5C3 

ASAE 

R266 

SWA 

*7 

EOA 

APPL 

AASHO 

Ml  93 

SAE 

AMS7879 

ASTM 

B275 

CBBI 

*1 

MSS 

SP74 

AAR 

MSRP-M-208 

CDA 

175/9 

AFS 

NF651 1-1 

APS 

Nr651 1  -1 8 

AFS 

IN  roj  1  1  -IZ 

AFS 

IN  ro5 1  1  'Ij 

Ao  1  M 

B492 

A  W  W  A 

C 1 1 2 

A  M  C  I 
AIN  ol 

ATI  7 

AZ  i .  / 

A  U/U/  A 
A  W  W  A 

L.  1 J 1 

A  W  W  A 

CI  06 

ACI 

346 

ANSI 

A21 .9 

A  11/117  A 

AW  WA 

CI  08 

AAR 

M^Kl  -L-Zor 

A  W  W  A 

CI  04 

AAR 

MaKr-L-4y 

A  MCI 

A2 1 .7 

A  U/U/  A 
A  W  W  A 

CI  06 

A  WCT 

A    1  O 
AZl  -V 

A  W\A/  A 
A  W  W  A 

c  1  nil 

A  W  CT 
AIN 

A4U.  J 

A  WW  A 
A  W  W  A 

1  1  z 

CISPI 

im  A.QT 

jui-oy  1 

CISPI 

HS67 

CISPI 

A  QT\/I 
A.J  1  M 

A74 

ASTM 

C564 

MSS 

SP71 

AoM  t 

tJr  VC  V 1 

MSS 

SP70 

A  C\yf  C 

AoMc. 

Br  Vl^l  V  HL. 

A  QTM 

P 1C 1 

ASME 

br  VL.O-I  -L 

ASTM 

E30 

AAR 

kjfCDD  TQA 

MoKr-L-ZlSA 

A  A  D 
A  AK 

MoKr-L-Zotl 

AAR 

MoKr-L-ZoC 

CDA 

1 73/8 

AA 

*286 

SAE 

J444 

MSS 

SP73 

AAR 

MoKr-Czo.Z 

SAE 

J827 

AAR 

MSRP-B-96B 

ASTM 

A583 

AAR 

MSkP-C-63 

AAR 

MSRP-C-53 

AAR 

MSRP-C-54 

AAR 

MSRP-C-51 

AAR 

MSRP-C-52 

AAR 

MSRP-C-58 

AAR 

MSRP-C-56 

AAR 

MSRP-C-57 

AAR 

MSRP-C-62 

AAR 

MSRP-C-55 

ASTM 

A597 

ASTM 

C268 

ASTM 

C269 

ADA 

14 

AFS 

NF656-17 

SAE 

J767B 

AFS 

NF656-15 

ASTM 

F135T 

SPI 

ERF14 

AFS 

NF656-16 

AFS 

NF656-1-4 

ADA 

5 

ADA 

2 

SPI 

ERF8 

SPI 

ERF12 
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Std.  Test  Meth.  for  Linear  Shrinkage  of  Thermosetting 
meth.  for  Coefficient  of  Linear  Thermal  Expansion  of  Epoxy 

Spec,  for  Dental  Inlay 
Rec.  Pract.  for  Safe  Handling  of  Bulk  Materials  in  Metal 
ec.  Safe  Pract.  in  Melting  and  Pouring  Operations  in  Metal 
rec.  Safe  Pract.  in  Cleaning,  Test,  and  Finishing  in  Metal 
e  Pract.  in  Maintenance,  Heating  and  Illumination  in  Metal 
pract.  in  Sand  Preparation  Molding  and  Coremaking  in  Metal 
ract.  in  Pattern  Shops,  Laboratories,  and  Offices  in  Metal 
n.  Hazardous  Conditions  and  Environmental  Control  in  Metal 
Std.  Reference  Radiographs  of  Investment  Steel 
Std.  Spec,  for  Bronze 
Std.  Spec,  for  Mild  to  Medium  Strength  Carbon  Steel 
Std.  Spec,  for  Leaded  Yellow  Brass  Sand 
Std.  Spec,  for  Ferritic  and  Austenitic  Steel 
Std.  Spec,  for  Steel 

h  Temperature  Service  (1969)  /  Std.  Spec,  for  Alloy  Steel 

971)  Inspection  and  Test,  of  Steel 

Std.  Spec,  for  High  Strength  Steel 
Std.  Spec,  for  Ductile  Iron  for  Pressure  Containing 
ing  Components  (Dry  Powder  Magnet/  Quality  Std.  for  Steel 

ing  Components  (Visual)  (1971) 


0)  ANSI  H28,l 
led  (1970) 

re  Service  (1969)  ANSI  G37.2 


Quality  Std.  for  Steel 
Salvage  of  Copper  Base  Alloy 
Std.  Spec,  for  Bronze 
Steel 

Std.  Spec,  for  Carbon  Steel 
Std.  Spec,  for  Low  Alloy  Steel 
Repair  of  Ferrous 
Rec.  Pract.  for  Finishing  Operations  on  Aluminum 
Rec.  Pract.  for  Finishing  Operations  on  Magnesium 
Rec.  Pract.  for  Heat  Treatment  of  Aluminum  Alloy 
Rec.  Pract.  for  Heat  Treatment  of  Magnesium  Alloy 
Std.  Reference  Radiographs  for  Tin  Bronze 
Std.  Spec,  for  Austenitic  Gray  Iron 
Std,  Spec,  for  Titanium  and  Titanium  Alloy 
Std.  for  Automotive  Steel 
for  Tension  Test  Specimens  for  Copper  Base  Alloys  for  Sand 
ation  of  Procedures  and  Personnel  for  the  Welding  of  Steel 
Std.  for  Aluminum  Sand  and  Permanent  Mold 
Std.  Spec,  for  Gray  Iron 
Std.  Spec,  for  Tin  Bronze  and  Leaded  Tin  Bronze  Sand 
Std.  Spec,  for  High  Leaded  Tin  Bronze  Sand 
Std.  Spec,  for  Leaded  Red  (and  Semi  Red)  Brass  Sand 
Std.  Spec,  for  Brass  Die 
Std.  Spec,  for  Sihcon,  Bronze  and  Brass,  Sand 
Std.  Spec,  for  Copper  Base  Alloy  Centrifugal 
Std.  Spec,  for  Nickel  Tin  Bronze 
Std.  Spec,  for  Copper  Base  Alloys  in  Ingot  Form  for  Sand 
Std.  Spec,  for  Copper  Nickel  Alloy 
Std.  Spec,  for  Gear  Bronze  Alloy 
Std.  Spec,  for  Copper  Nickel  Alloys  in  Ingot  Form  for 
Std.  Spec,  for  Steam  or  Valve  Bronze 
Std.  Spec,  for  Composition  Bronze  or  Ounce  Metal 
Std.  for  Automotive  Malleable  Iron 
Std.  for  Gray  Iron  for  Automotive 
Std.  for  Automotive  Ductile  (Nodular)  Iron 
Leaded  High  Strength  Yellow  Brass  (Manganese  Bronze)  Sand 
Std.  Definitions  of  Terms  Relating  to  Iron 
Std.  Spec,  for  Aluminum  Bronze  Sand 
Std.  Spec,  for  Copper  Base  Alloy  Continuous 
Std.  Spec,  for  Aluminum  Alloy  Die 
Std.  Spec,  for  Zinc  Alloy  Die 
Spec,  for  Depleted  Uranium 
High  Strength  Yellow  Brass  (Leaded  Manganese  Bronze)  Sand 
t  Form  for  Sand  Castings,  Permanent  Mold  Castings,  and  Die 
num  Alloys  in  Ingot  Form  for  Sand  Castings,  Permanent  Mold 
essels  (1971)  Std.  Spec,  for  Steel 

Heat  Treated  (1970)  Aluminum  Alloy 

Spec,  for  Steel 

kel  Base  I2cr  -  4.5mo  -  2.0  (Cb  and  Ta)  /  Spec,  for  Alloy 

Spec,  for  Steel 

71/  Std.  Spec,  for  Aluminum  Alloys  in  Ingot  Form  for  Sand 

on  Heat  Treated  (1970)  Magnesium  Alloy 

Ductile  (Nodular)  Iron 
Ductile  (Nodular)  Iron 
Std.  for  Aluminum 
Quality  Std.  for  Steel 
Std.  for  Bolt  Heads,  Nuts, 
Std.  Spec,  for  Dehydrated 
est  Meth.  for  Spectrophotometric  Diene  Value  of  Dehydrated 
Std.  Test  Meth.  for  Printing  Ink  Permeation  of  Paper 
Std.  Spec,  for  Dehydrated 

e  and  Rod  Size  Combinations  and  Rod  End  Configurations  for 
uct  Std.  for  Auxihary  Builders  Hardware;  Door  Latches  and 
Implements  to  Lawn  and  Garden  Riding  Tractors  Up  to  20  Hp 


970) 

nges,  Fittings,  and  Other  Piping  / 
1954) 


Casting  Systems  During  Cure  (1969)  ASTM 
Casting  Systems  (1969)                                                      Test  SPI 

Casting  Wax  (1961)  ANSI  Z156.4  ADA 

Casting  (1970)  AFS 

Casting  (1970)  AFS 

Casting  (1970)  AFS 
Casting  (1970)  Rec.  Saf  AFS 
Casting  (1970)  Rec.  Safe  AFS 
Casting  (1970)  Rec.  Safe  P  AFS 
Casting  (1970)                                    Fire  Prevention  Protectio  AFS 

Castings  for  Aerospace  Applications  (1964)  ANSI  Z166.ll  ASTM 

Castings  for  Bridges  and  Turntables  (1970)  ASTM 

Castings  for  General  Application  (1971)  ANSI  G50.1  ASTM 

Castings  for  General  Purposes  (1970)  ASTM 

Castings  for  High  Temperature  Service  (1969)  ANSI  G52.2  ASTM 

Castings  for  Highway  Bridges  (1971)  ANSI  G52.3  ASTM 

Castings  for  Pressure  Containing  Parts  Suitable  for  Hig  ASTM 

Castings  for  Pressure  Vessels  (Mandatory  Appendices)  (1  ASME 

Castings  for  Structural  Purposes  (1971)  ANSI  G52.1  ASTM 

Castings  for  Use  at  Elevated  Temperatures  (1968)  ASTM 

Castings  for  Valves,  Flanges  and  Fittings  and  Other  Pip  MSS 

Castings  for  Valves,  Flanges  and  Fittings  and  Other  Pip  MSS 

Castings  in  Foundry  Pract.  (1965)  AFS 

Castings  in  the  Rough  for  Locomotive  Wearing  Parts  (197  ASTM 

Castings  Investment,  Electrical  Induction  Melted.  Annea  SAE 

Castings  Suitable  for  Fusion  Welding  for  High  Temperatu  ASTM 

Castings  Suitable  for  Pressure  Service  (1971 )  ANSI  G52.  ASTM 

Castings  (Hs  22)  (1968)  SAE 

Castings  (1965)  AFS 

Castings  (1965)  AFS 

Castings  (1965)  AFS 

Castmgs  (1965)  AFS 

Castings  (1968)  ANSI  Z166.20  ASTM 

Castings  (1969)  ASTM 

Castings  (1969)  ASTM 

Castings  (1969)  SAE 
Castings  (19691                                                        Rec.  Pract.  ASTM 
Castings  (1969)  ANSI  52.6                      Rec.  Pract.  for  Qualific  ASTM 

Castings  (1970)  A  A 

Castings  (1970)  AASHO 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  ASTM 

Castings  (1970)  SAE 

Castings  (1970)  SAE 

Castings  (1970)  SAE 
Castings  (1970)                                                    Std.  Spec,  for  ASTM 

Castings  (1971)  ASTM 

Castings  (1971)  ASTM 

Castings  (1971)  ASTM 

Castings  (1971)  ASTM 

Castmgs  (1971)  ASTM 

Castings  (1971)  SAE 
Castings  (1971)            /W  Brass  (Manganese  Bronze)  and  Leaded  ASTM 
Castings  (1971)  ANSI  H38.1             /or  Aluminum  Alloys  in  Ingo  ASTM 
Castings,  and  Die  Castings  (1971)  ANSI  H38.1               /or  Alumi  ASTM 

Castings,  Heavy  Walled,  Carbon  and  Alloy  for  Pressure  V  ASTM 

Castings,  Investment  7.05.-0.3mg(356-T51)  Precipitation  SAE 

Castings,  Investment  (1971)  SAE 

Castings,  Investment,  Corrosion  and  Heat  Resistant,  Nic  SAE 

Castings,  Investment,  Maraging,  Vacuum  Melted  (1971)  SAE 

Castings,  Permanent  Mold  Castings,  and  Die  Castings  (19  ASTM 

Castings,  Sand  4.2zn-l  .2ce-0.7zr  (Ze41a-T5)  Precipitati  SAE 

Castings,  Sand  60,  000  psi  Tensile  (1970)  SAE 

Castings,  Sand,  80,  000  psi  Tensile  (1970)  SAE 

Castings;  Composition  and  Mechanical  Property  Limits  (1  AA 

Castings;  Radiographic  Inspection  Meth.  for  Valves,  Fla  MSS 

Castle  or  Slotted  Nuts  and  Screw  Threads  (Locomotive)  AAR 

Castor  Acids  (1969)  ASTM 
Castor  Oil  and  Its  Derivatives  (1969)                               Std.  T  ASTM 

(Castor  Oil  Test)  (1969)  TAPPI  T462  Ts-63  ASTM 

Castor  Oil  (R1969)  ASTM 

Castor  Oil  (1965)  CTFA 

Cataloged  Square  Head  Industrial  Fluid  Power  Cylinders  NFLDP 
Catches  (1970)                                                             Prod  BHMA 

Category  0  Three  Point  Free  Link  Attachment  for  Hitchin  ASAE 


D2566 
ERFU 
4 
I 

3 
4 
5 
2 
7 
6 

E192 

B22 

A27 

B146 

A351 

A486 

A217 

BPVC8-1-7 

A148 

A395 

SP53 

SP55 

NF6511-19 
B66 

AMS5210A 
A216 
A487 
J804 

NF656-11 

NF656-12 

NF656-13 

NF656-14 

E310 

A436 

B367 

J435B 

B208 

A488 

*9 

M105 

B143 

B144 

B145 

B176 

B198 

B271 

B292 

B30 

B369 

B427 

B433 

B61 

B62 

J158 

J431B 

J434B 

B132 

A644 

B148 

B505 

B85 

B86 

AMS7730A 

B147 

B179 

B179 

A643 

AMS4261A 

AMS5333A 

AMS5377 

AMS5337 

B179 

AMS4439 

AMS5315A 

AMS5316A 

•2817 

SP54 

MSRP-L-27 

D1539 

D1358 

D780 

D961 

25 

T3.6.67.4 

1201-7 

S320 
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Std.  Spec,  of  General  Purpose  Laboratory 
nited  Slates  to  Metric  Dimensions  for  Color  and  Monochrome 
Rec.  Pracl.  for  Measurement  of  X-Radiation  From  Display 
Rec.  Pracl.  and  Std.  for 
Std.  Spec,  for 

elerminalion  of  Hog  Hair  in  Rubberized  Mixtures  of  Hog  and 
Std.  Pracl.  for  Export  of  USA 
Std.  for  Coaxial  Communication  Cable 
Std.  Meth.  of  Test  for  Bond  of  Oil  and  Resin  Base 
Std.  Meth.  of  Test  for  Slump  of  Oil  and  Resin  Base 
Std.  Meth.  of  Test  for  Staining  of  Oil  and  Resin  Base 
std.  Meth.  of  Test  for  Extrudability  of  Oil  and  Resin  Base 
est  Meth.  for  Shrinkage  and  Tenacity  of  Oil  and  Resin  Base 
Rec.  Rules  for  the  Prevention  of  Direct 
e)  /  Std.  Meth.  for  Chemical  Analysis  of  Caustic  Soda  and 

Spec,  for  Photographic  KOH 
otassium  Hydroxide)  /  Std.  Meth.  for  Chemical  Analysis  of 

Std.  for  1% 
Std.  for  1% 
Std.  Spec,  for 
Std.  Analysis  of 

Spec,  for  Photographic  Grade  Sodium  Hydroxide  NaOH 
m  Automotive  Water  Pumps  with  Coola/  Tent.  Test  Meth.  for 
1)  Packaging  Std.  for  Items  in 

calculation  of  Luminance  Coefficients  Based  Upon  the  Zonal 
Structural  Clay  (Properly  Constructed  Masonry)  Insulated 
.  for  Steel  Wire,  Corrosion  Resistant  12cr  -  8.5ni  -  0.30 
ing  and  Rings,  Corrosion  and  Heat  Resistant  (18cr  -  Uni  - 
ubing.  Welded,  Corrosion  and  Heat  Resistant  (18cr  -  llni  - 
Welding  Wire,  Corrosion  and  Heat  Resistant  (18cr  -  Unl- 
ess or  Welded,  Corrosion  and  Heal  Resistant.  18cr-  llni  - 
Steel  Wire,  Corrosion  and  Heal  Resistant  18cr  -  ll.Sni  - 
ubing.  Welded,  Corrosion  and  Heat  Resistant  (18cr  -  llni  - 
ing.  Seamless,  Corrosion  and  Heal  Resistant  (18cr  -  llni  - 
ed.  Steel,  Corrosion  and  Heat  Resistant  (19.5cr  -  10.5ni  - 
by  the  Thermal  Process,  Western  Red  Cedar,  Northern  White 
ngth  Thermal  Process  Preservative  Treatment  of  Western  Red 
oducts  (1970)  Western  Red 

Alaska  Yellow 

servative  Treatment  of  Western  Red  Cedar  and  Alaska  Yellow 
Grading  and  Packing  Rules  for  Certi  Split  Handsplil  Red 
of  Incised  Pole  Butts  by  the  Thermal  Process,  Western  Red 
coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red 
coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red 

Acoustical 

Required  (1968)  Meth.  of 

Acoustical  Tile  and  Lay  in  Panel 
Rec.  Product  and  Application  Spec,  for  Fiberboard 
Rec.  Pracl.  for  Construction  of 
Spec,  for  Existing  Interior  Walls  and 
for  Quieter  Home  Basics,  Including  Partitions,  Acoustical 
Rec.  Pract.  for  Using  Gypsum  Board  for  Walls  and 
ometer  (1970)  Std.  Meth.  for  Measuring  the  Open 

Load 
Rec.  Load 
Spec,  for  Dry 

ial  (1970)  Std.  Spec,  for 

Roof  Insulation;  Fiberboard,  Perlite,  Fibrous  and 
C33.58  Safety  Std.  for 

Std.  Test  Meth.  for  Thermal  Conductivity  of 
Std.  Meth.  for  Measuring  the  Open  Cell  Content  of  Rigid 
Std.  Meth.  of  Test  for  Water  Absorption  of  Rigid 
Std.  for  Dimensional  Tolerances  of 
Std.  for  Finish  and  Surface  Condition  of 
Std.  for  Packaging  of 
Rec.  Pract.  for  Sponge  and  Expanded 
Glossary  of  Terms  for  Molded,  Extruded,  Lathe  Cut  and 
1970)  Std.  Spec,  for  Preformed  Flexible  Elastomeric 

ating  and  Forming  (1969)  Std.  Spec,  for 

nds  (1970)  ANSI  K66.5  Std.  Spec,  for 

lalion  of  Cellulose  Nitrates  (1963)  Meth.  for 

Std.  Test  Meth.  for  Viscosity  of 
graphic  Film  for  Archival  Records,  Silver  Gelatin  Type,  on 
Std.  for  Heavy  Duty  Alpha 
Std.  for  Melamine  Dinnerware  (Alpha 
Std.  for  Alpha 
Meth.  for 

Std.  for  Alpha,  Beta,  and  Gamma 
64.1  Std.  Spec,  for  Ethyl 

ose  Chain  Length  Uniformity  by  Fractional  Precipitation  of 
970)  Std.  Spec,  for 

Meth.  for  Carboxyl  Content  of 
Std.  Test  Meth.  for  Carboxyl  Content  of 
Std.  Meth.  of  Test.  Hydroxyethyl 
Std.  Definitions  of  Terms  Relating  to  Asbestos 
Tent.  Std.  for  Asbestos 


Cathode  Ray  Oscilloscopes  (1970)  IEEE  311 

Cathode  Ray  Tubes  and  Their  Component  Parts  (1969)  /  U  EIA  JED72 

Cathode  Ray  Tubes  (1969)  EIA  JED64A 

Cathodic  Protection  of  Boats  (1970)  ABYC  E2 

Cationic  Emulsified  Asphalt  (1971)  ASTM  D2397 

Cattle  Hair,  or  Hog  and  Horse  Hair  (1968)  /Ntitative  D  ABFLO  D-21 

Cattlehides  (1969)  AAHSL  '2 

(CATV)  (1971)  NEMAWc41  IPCEA  S-69-530 

Caulking  Compound  (1969)  ASTM  D2450 

Caulking  Compounds  (1966)  ASTM  D2202 

Caulking  Compounds  (1966)  ASTM  D2203 

Caulking  Compounds  (1969)  ASTM  D2452 

Caulking  Compounds  (1969)  Std.  T  ASTM  D2453 

Causes  of  Boiler  Failures  (1971)  ASME  BPVCVIIC4 

Caustic  Potash  (Sodium  Hydroxide  and  Potassium  Hydroxid         ASTM  E291 

(Caustic  Potash)  Grade  Potassium  Hydroxide  (1970)  ANSI  PH4.226 

Caustic  Soda  and  Caustic  Potash  (Sodium  Hydroxide  and  P  ASTM  E291 

Caustic  Soda  Solubility  of  Pulp  (1954)  TAPPI  T212 

Caustic  Soda  Solubility  of  Wood  (1959)  TAPPI  T4 

Caustic  Soda  (Anhydrous)  (1970)  ANSI  K60.10  ASTM  D456 

Caustic  Soda  (Sodium  Hydroxide)  (1970)  TAPPI  T613 

(Caustic  Soda)  (1970)  ANSI  PH4.225 

Cavitation  Erosion  Corrosion  Characteristics  of  Aluminu  ASTM  D2809 

Cavities  or  Compartments  of  Multiple  Type  Packages  (197  NSA  3440 

Cavity  Method  (1968)  Rec.  for  the  lES  LM29 

Cavity  Walls  (1962)  SCPI  *26 

(Cb-Ha)  -  1.1  Ti  -  2.0cu  Spring  Temper  (1970)  Spec  SAE  AMS5672 

Cb-Hla)  Melted  (1971)  /C.  for  Steel  Bars,  Forgings,  Tub  SAE  AMS5654 

Cb-Ha)  Thin  Wall  (1971)  Spec,  for  Steel  T  SAE  AMS5558A 

Cb+la)  Wire,  Welding  (1971)  Spec,  for  Steel  SAE  AMS5680C 

(Cb-na)  (SAE  30347)  Hydraulic  (1971)  /Eel  Tubing,  Seaml  SAE  AMS5556B 

(Cb-Ha)  (1971)  Spec,  for  SAE  AMS5674A 

Cb-Ha)(1971)  Spec,  for  Steel  T  SAE  AMS5575G 

Cb-Ha)  (1971)  Spec,  for  Steel  Tub  SAE  AMS5571C 

Cb-Ha)(1971)  Spec,  for  Welding  Electrodes,  Coat  SAE  AMS5681B 

Cedar  and  /Reservative  Treatment  of  Incised  Pole  Butts  AWPA  C7-71 

Cedar  and  Alaska  Yellow  Cedar  Poles  (1971)  Full  Le  AWPA  C8-71 

Cedar  Grade  Guide;  Spec,  for  Clear  Lumber  and  Siding  Pr  WWPA  *21 

Cedar  Poles  (1971)  AWPA  C7-71 

Cedar  Poles  (1971)  Full  Length  Thermal  Process  Pre  AWPA  C8-71 

Cedar  Shakes  (1970)  RCSHS  '12 

Cedar,  Northern  While  Cedar  and  /Reservative  Treatment  AWPA  C7-71 

Cedar,  White  Fir  and  Sitka  Spnice)  (1970)  /S  for  West  WCLIB  16 

Cedar,  White  Fir  and  Sitka  Spruce)  (1971)  /S  for  West  WCLIB  *1 

Ceiling  Installations  (1966)  CISCA  »1 

Ceiling  Magazines  Where  Bullet  Proofing  of  Roofs  is  Not  IME  1.3 

Ceiling  Suspension  Systems  (1966)  CISCA  *2 

Ceiling  Tile  (1967)  AIMA  6 

Ceilings  with  Gypsum  Lath,  Metal  Lath  and  Plaster  (1966  GA  '9 

Ceilings  with  Gypsumboard  Products  (1971)  GA  650-71 

Ceilings  (Noise  Control)  (1970)  Tech.  Spec.  AIMA  9 

Ceilings  (1970)  GA  '12 

Cell  Content  of  Rigid  Cellular  Plastics  by  the  Air  Pycn  ASTM  D2856 

Cell  Terminology  and  Definitions  (1962)  SAMA  MITl 

Cell  Test  Procedures  (1964)  SAMA  MIT2 

Cells  and  Batteries  (1969)  ANSI  C18.1 

Cellular  Elastomeric  Preformed  Gasket  and  Sealing  Mater  ASTM  C509 

Cellular  Glass,  Urethane  and  Cork  (1970)  NRCA  *2-III 

Cellular  Metal  Floor  Raceways  and  Fittings  (1969)  ANSI  UL  209 

Cellular  Plastics  by  Means  of  a  Probe  (1970)  ASTM  D2326 

Cellular  Plastics  by  the  Air  Pycnometer  (1970)  ASTM  D2856 

Cellular  Plastics  (1969)  ASTM  D2842 

Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  RMA  •8.44 

Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  RMA  •8.48 

Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  RMA  '8.50 

Cellular  Rubber  Products  (1968)  SAE  J18A 

Cellular  Rubber  Products  (1970)  RMA  •8.59 

Cellular  Thermal  Insulation  in  Sheet  and  Tubular  Form  ASTM  C534 

Cellulose  Acetate  Butyrate  Film  and  Sheeting  for  Fabric  ASTM  D2411 

Cellulose  Acetate  Butyrate  Molding  and  Extrusion  Compou  ASTM  D707 

Cellulose  Chain  Length  Uniformity  by  Fractional  Precipi  TAPPI  T238 

Cellulose  Derivatives  by  Ball  Drop  Method  (1969)  ASTM  D1343 

Cellulose  Ester  Base  (1969)  Spec,  for  Photo  ANSI  PH1.28 

Cellulose  Filled  Melamine  Tableware  (1970)  USC  PS25 

Cellulose  Filled)  for  Household  Use  (1970)  USC  PS24 

Cellulose  in  Paper  (1969)  TAPPI  T429 

Cellulose  in  Pulp  by  Cross  and  Bevan  Meth.  (1970)  TAPPI  T201 

Cellulose  in  Pulp  (1961)  TAPPI  T203 

Cellulose  Molding  and  Extrusion  Compounds  (1970)  ANSI  K         ASTM  D787 

Cellulose  Nitrates  (1963)  Meth.  for  Cellul  TAPPI  T238 

Cellulose  Propionate  Molding  and  Extrusion  Compounds  (1  ASTM  D1562 

Cellulose  (1963)  TAPPI  T237 

Cellulose  (1963)  ANSI  K65.40  ASTM  D1926 

Cellulose  (1969)  ASTM  D2364 

Cement  and  Related  Products  (1969)  ANSI  A130.1  ASTM  C460 

Cement  Building  Sewer  Pipe  (1967)  lAPMO  PS26-67 
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Std.  Meth.  of  Test  for  Time  of  Setting  of  Hydraulic 
Std.  Meth.  of  Test  for  Fineness  of  Hydraulic 
Std.  Meth.  of  Test  for  Fineness  of  Portland 
Std.  Meth.  of  Test  for  Time  of  Setting  of  Hydraulic 
r  Nonbituminous  Inserts  for  Contraction  Joints  in  Portland 
120,  ANSI  A37.26  Std.  Meth.  of  Test  for  Flow  of  Portland 

Spec,  for  Undersealing  Portland 
Std.  Spec,  for  Fine  Aggregate  for  Portland 
Std.  Guide  for  Use  of  Protective  Coatings  for  Portland 
Std.  Spec,  for  Coarse  Aggregate  for  Portland 
Std.  Meth.  of  Test  for  Slump  of  Portland 
and  Raw  or  Calcined  Natural  Pozzolans  for  Use  in  Portland 
of  Titration  (1965/  Std.  Test  Meth.  for  Determination  of 

7.135  Std.  Spec,  for  Asphalt 

Guide  Spec,  for  Non  Shrink  Portland 
Std.  Test  Meth.  for  Moisture  Density  Relations  of  Soil 
Std.  Meth.  of  Wetting  and  Drying  Test  of  Compacted  Soil 
std.  Meth.  of  Freezing  and  Thawing  Tests  of  Compacted  Soil 
Tent.  Meth.  of  Test  for  Length  Change  of 
e  and  Fittings  for  Water  (1971 )  ANSI  A21 .4  Std.  for 

td.  Meth.  of  Test  for  Calcium  Sulfate  in  Hydrated  Portland 
Std.  Meth.  of  Test  for  Air  Content  of  Hydraulic 
Std.  Meth.  of  Test  for  Compressive  Strength  of  Hydraulic 
Std.  Meth.  of  Test  for  Flexural  Strength  of  Hydraulic 
Std.  Meth.  of  Test  for  Tensile  Strength  of  Hydraulic 

Oil  Well 
Std.  Spec,  for  Asbestos 
Std.  Spec,  for  Asbestos 
aratus  for  Use  in  Measurement  of  Length  Change  of  Hardened 
ANSI  A1.2/  Std.  Meth.  for  Mechanical  Mixing  of  Hydraulic 

Std.  Meth.  of  Test  for  Bleeding  of 
Std.  Spec,  for  Asbestos 
Std.  Spec,  for  Asbestos 
Std.  Meth.  of  Testing  Asbestos 
Asbestos 
Std.  Spec,  for  Asbestos 
Std.  Meth.  of  Test  for  Organic  Fiber  Content  of  Asbestos 
5/  Std.  Test  Meth.  for  Determination  of  Cement  Content  in 

Std.  Meth.  of  Test  for  False  Set  of  Portland 
eezing  and  Thawing  of  Air  Entraining  Additions  to  Portland 

Std.  Spec,  for  Natural 
Std.  Spec,  for  Portland  Blast  Furnace  Slag 
Spec,  for  Dental  Silicate 
Spec,  for  Dental  Zinc  Phosphate 
Spec,  for  Dental  Zinc  Silico  Phosphate 
Std.  Spec,  for  Asphalt  Roof 
Std.  Meth.  for  Chemical  Analysis  of  Hydraulic 
Std.  Spec,  for  Air  Entraining  Portland 
Std.  Spec,  for  Penetration  Graded  Asphalt 
Std.  Spec,  for  Viscosity  Graded  Asphalt 
Std.  Spec,  for  Portland 
Meth.  of  Test  for  Optimum  S03  in  Portland 
Std.  Spec,  for  Masonry 
asuring  the  Drying  Shrinkage  of  Mortar  Containing  Portland 
ocessing  Additions  for  Use  in  the  Manufacture  of  Hydraulic 

Std.  Spec,  for  Keenes 
Std.  Spec,  for  Natural 
Std.  Spec,  for  Portland 
Std.  Definitions  of  Terms  Relating  to  Hydraulic 
Structural  Decks; 
Std.  Meth.  for  Diametral  Compression  Test,  of 
Rec.  Pract.  for  Hardness  Testing  of 
Std.  Test  Meth.  for  Transverse  Rupture  Strength  of 
tings  (1970)  Rec.  Pract.  for  Making  Solvent 

ipe  and  Fittings  (1969)  Rec.  Pract.  for  Making  Solvent 

super  8,  Projection  Type  (1969)  Std.  Dimensions  of 

Std.  Meth.  of  Test  for  Electrical  Resistivity  of 
ct.  for  Evaluating  Apparent  Grain  Size  and  Distribution  of 
Spec,  for  Oil  and  Gas  Well 
Rec.  Pract.  for  Testing  Oil  Well 
Spec,  for  Asphalt 
Std.  Spec,  for  Blended  Hydraulic 
or  Estimating  the  Thermal  Conductivity  of  Leather  with  the 
ilh  6  1/2  X  12  In.  and  LI  Std.  Covering  Surfaces  of  Truck 

X  12  In.  and  7  X  12  In.  Journals  (R/  Rec.  Pract.  for  Body 

X  10  In.  Journals  (Railway)  (19/  Std.  for  Cast  Steel  Body 

X  12  In.  Journals  (Ra/  Std.  for  Cast  or  Forged  Steel  Body 

X  12  In.  Jo/  Alternate  Std.  for  Cast  or  Forged  Steel  Body 

(Railway)  (1970)  Std.  for  Cast  or  Forged  Steel  Body 

Nominal  Capacity  (1970)  Rec.  Pract.  for 

In.  and  Larger  Journals  (Railway/  Std.  for  Truck  Bolster 

Rec.  Pract.  for 

12  In.  and  Larger  Journals  (Rail/  Std.  for  Truck  Bolster 

e  Horizontal  and  Vertical  Wear  Liners  to  the  Truck  Bolster 
e  Horizontal  and  Vertical  Wear  Liners  to  the  Truck  Bolster 
Std.  Spec.  Covering  Surfaces  of  Separable  Body 


Cement  by  Gillmore  Needles  (1970)  ANSI  A1.17,  AASHO  T15 
Cement  by  No.  325  Sieve  (1971) 

Cement  bv  the  Turbidimeter  (1970)  ANSI  A1.7,  AASHO  T098 

Cement  by  Vicat  Needle  (1970)  ANSI  A1.15,  AASHO  T131 

Cement  Concrete  Airfield  Pavements,  Sawable  Type  (1971) 

Cement  Concrete  by  Use  of  the  Flow  Table  (1971)  AASHO  T 

Cement  Concrete  Pavements  with  Asphalt  (1966) 

Cement  Concrete  (1965) 

Cement  Concrete  (1968) 

Cement  Concrete  (1970) 

Cement  Concrete  (1971)  ANSI  A37.29 

Cement  Concrete  (1971t)  Tent.  Spec,  for  Fly  Ash 

Cement  Content  in  Cement  Treated  Aggregate  by  the  Meth. 

Cement  for  Use  in  Pavement  Construction  (1969a)  ANSI  A3 

Cement  Grouts  (1969) 

Cement  Mixtures  (1970) 

Cement  Mixtures  (1970) 

Cement  Mixtures  (1970) 

Cement  Mortar  and  Concrete  (1969) 

Cement  Mortar  Lining  for  Cast  Iron  and  Ductile  Iron  Pip 
Cement  Mortar  (1970)  ANSI  A1.29 
Cement  Mortar  (1971)  ANSI  A1.9,  AASHO  T137 
Cement  Mortars  (Using  Portions  of  Prisms  Broken  in  Flex 
Cement  Mortars  (1969) 

Cement  Mortars  (1970)  ANSI  1.14,  AASHO  T132 

Cement  Nomenclature  (1969) 

Cement  Nonpressure  Sewer  Pipe  (1971) 

Cement  Nonpressure  Small  Diameter  Sewer  Pipe  (1971) 

Cement  Paste,  Mortar  and  Concrete  (1970)  ANSI  A1.33  IP 

Cement  Pastes  and  Mortars  of  Plastic  Consistency  (1970) 

Cement  Pastes  and  Mortars  (1970)  ANSI  A1.34 

Cement  Perforated  Underdrain  Pipe  (1970) 

Cement  Pipe  for  Culverts  and  Storm  Drains  (1967) 

Cement  Pipe  (1969a) 

Cement  Plumbing  Vent  Pipe  (for  Soil  and  Waste)  (1955) 
Cement  Pressure  Pipe  (1971) 
Cement  Products  (1968)  ANSI  A128.1 
Cement  Treated  Aggregate  by  the  Meth.  of  Titration  (196 
Cement  (Mortar  Method)  (1969)  ANSI  AI.31,  AASHO  T185 
Cement  (1960)  Std.  Test  Meth.  for  Evaluation  of  Fr 

Cement  (1962) 
Cement  (1963) 

Cement  (1963)  ANSI  Z156.9  7;.  ,  : 

Cement  (1968)  ANSI  Z156.8 

Cement  (1969) 

Cement  (1969) 

Cement  (1969)  ANSI  AI.5 

Cement  (1970) 

Cement  (1970) 

Cement  (1970) 

Cement  (1970) 

Cement  (1970) 

Cement  (1970) 

Cement  (1970)  Std.  Meth.  of  Me 

Cement  (1970)  Std.  Spec,  for  Pr 

Cement  (1970)  ANSI  A66.I 

Cement  (1970a) 

Cement  (1971) 

Cement  (1971) 

Cement,  Fiber  Roof  (1970) 

Cemented  Carbides  (1970)  . 

Cemented  Carbides  (1970)  ANSI  H9.10 

Cemented  Carbides  (1970)  ANSI  H9.23 

Cemented  Joints  with  Poly  (Vinyl  Chloride)  Pipe  and  Fit 

Cemented  Joints  with  Polyvinyl  Chloride  Plastic  (PVC)  P 

Cemented  Splices  on  8mm  Motion  Picture  Film  Perforated 

Cemented  Tungsten  Carbides  (1970)  ANSI  H9.24 

Cemented  Tungsten  Carbides  (1970)  ANSI  9.22  Rec.  Pra 

Cements  and  Its  Additives  (1971) 

Cements  and  Its  Additives  (1971) 

Cements  and  Liquid  Asphalts  (1970) 

Cements  (1971) 

Cenco  Fitch  Apparatus  (1970)  Std.  Test  Meth.  F 

Center  Plate  and  the  Application  of  Wear  Liners;  Cars  W 
Center  Plate  Cast  Integral  for  Freight  Cars  with  6  1/2 
Center  Plate  for  Freight  Cars  with  5  X  9  In.  and  5  1/2 
Center  Plate  for  Freight  Cars  with  6X11  In.  or  6  1/2 
Center  Plate  for  Freight  Cars  with  6  X  1 1  In.  or  6  1/2 
Center  Plate  for  Freight  Cars  with  7  X  12  In.  Journals 
Center  Plate  Gages,  Body,  Forty,  Fifty  and  Seventy  Tons 
Center  Plate  Horizontal  Wear  Liner  Cars  with  6  1/2  X  12 
Center  Plate  Unit  Pressures  (1970) 

Center  Plate  Vertical  Ring  Wear  Liner  Cars  with  6  1/2  X 
Center  Plate  (Railway  Cars)  (1970)  /Lication  of  2  Piec 

Center  Plate  (Railway  Cars)  (1970)  /Lication  of  2  Piec 

Center  Plates  and  Application  (1970) 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
Al 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

AASHO 

ASTM 

CSI 

AASHO 

AASHO 

AASHO 

ASTM 

AWWA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

API 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

ASTM 

lAPMO 

ASTM 

ASTM 

AASHO 

ASTM 

AASHO 

AASHO 

AASHO 

ADA 

ADA 

ADA 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NRCA 

ASTM 

ASTM 

ASTM 

ASTM 

SPI 

ANSI 

ASTM 

ASTM 

API 

API 

AI 

ASTM 

ASTM 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 


C266 

C430 

CI15 

CI91 

D2828 

C124 

SS6 

M6 

M224 

M80 

C143 

C618 

T211 

D946 

3316.1 

T134 

TBS 

T136 

C157T 

C104 

C265 

C185 

C349 

C348 

C190 

BULIOC 

C428 

C644 

C490 

C305 

C243 

M189 

M217 

C500 

MS2-55 

C296 

C458 

T211 

C359 

T188 

MBS 

M151 

9 

8 

21 

D2822 

C114 

M134 

M20 

M226 

M8S 

C563 

C9I 

C596 

C465 

C61 

CIO 

CISO 

C219 

*2-I7 

B485 

B294 

B406 

D28SS 

PPI-TRIO 

PH22.172.1 

B421 

B390 

lOA 

lOB 

SS2 

C595 

D2214 

MSRP-D-14A 

MSRP-C-28F 

MSRP-C28.2 

MSRP-C-28A 

MSRP-C-28B 

MSRP-C-28C 

MSRP-B-5 

MSRP-D-14C 

MSRP-C-29 

MSRP-D-14B 

MSRP-D-14D 

MSRP-D-14E 

MSRP-C28.1 
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X  10  In.  Journals  (Railway)  /  Std.  for  Forged  Steel  Body 

,  for  Repairs  Only  /  Alternate  Std.  for  Forged  Steel  Body 

External  Cylindrical  Grinding  Machines; 

Std.  for  Rehabilitation 
Model  Railroad  Electric  and  Traction  Clearance  and  Tract 
Safety  Std.  for  Motor  Control 
Air  Conditioners, 
Std.  for  Load  Control  for  Use  on 
Safety  Std.  for  Oil  Fired 
Safety  Std.  for 
Rec.  for  Lighting  Indoor  Locations  of 
Fire  Alar/  Std  for  Installation,  Maintenance  and  Use  of 

ry  Services  (1971)  Safety  Std.  for 

Std.  for 

Spec,  for  Oil  Well  Casing 
Std.  Spec,  for  Copper  Base  Alloy 
Std.  Product  Definitions  for  Operating  Limits  for 
Std.  for  Wheel  Diameters  and  Outlets  Areas,  Tubular 
nclined  (1969/  Std  for  Operating  Limits  for  Single  Width 

Std.  for  the  Installation  of 
Std.  Spec,  for 

1970)  Std.  for  M  Ratmg  Requirements,  for  Self  Priming 

n  of  Particle  Size  Distribution  of  Alumina  or  Quartz  Using 

Std.  for  Self  Priming 

si  A21.12  Std.  for  2  In.  and  2  1/4  In.  Cast  Iron  Pipe, 

Std.  for  Cast  Iron  Pipe 
for  Water  or  Other  Liquids  (/  Std.  for  Ductile  Iron  Pipe, 

iquids  (1970)  ANSI  A21.6  Std.  for  Cast  Iron  Pipe 

Std.  for  Cast  Iron  Pipe 
her  Liquids  (1970)  Std.  for  Cast  Iron  Pipe 

.46  Std.  Meth.  of  Test  for 

.  of  Test  for  Water  and  Sediment  in  Crude  and  Fuel  Oils  by 
.  of  Test  for  Water  and  Sediment  in  Crude  and  Fuel  Oils  by 
td.  Spec,  for  Concentrated,  Ammonia  Preserved,  Creamed  and 
Spec,  for  Coating  of  Fasteners,  Aluminum  Filled, 
Spec,  for  Coating  of  Fasteners,  Aluminum  Filled, 
Tent.  Test  Meth.  for  Detergent  Resistance  of 
ss  Containers  /  Tent.  Test  Meth.  for  Alkali  Resistance  of 

(1971)  Std.  for 

ic  Constant  (Permittivity)  and  Dissipation  Factor  of  Solid 

Spec.  Data  for 

k,  and  Solid  Masonry  Units  (1971)  ANSI  Al/  Std.  Spec,  for 

Std.  Meth.  for  Chemical  Analysis  of  Carbon  and  Carbon 
h.  of  Test  for  Determination  of  Lead  Extracted  From  Glazed 
leanable  Setting  and  Grouting  Epoxy  (1969)  Spec,  for 

Std.  Meth.  of  Test  for  Breaking  Strength  of 
ion,  and  Definitions)  (1961)  Public  Works  Spec,  for 

Std.  Meth.  for  Flexural  Properties  of 
Tent.  Definitions  of  Terms  Relating  to 
Std.  Spec,  for  Metalized  Surfaces  on 
us.  Shear  Modulus,  and  Poisson's  Ratio  for  Glass  and  Glass 
70)  Std.  Spec,  for  Alumina 

Grading  and  Packing  Rules  for 
Cars)  (1971)  Test  Code  for 

d  Rating  /  Std.  for  Vehicle  Air  Conditioners  Air  Quantity 

Guide  for 

Rec.  Pract.  for  the  Training,  Qualification  and 
Rec.  Pract.  for  the  Training,  (Qualification  and 
8)  Rec.  Pract.  for  the  Training,  (Qualification  and 

Rec.  Pract.  for  the  Training,  Qualification  and 
Rec.  Pract.  for  the  Training,  Qualification  and 
Rec.  Pract.  for  Boat 
Pract.  for  Vehicle  Air  Conditioners  System  Capacity  (Btu) 
td.  for  Vehicle  Air  Conditioners  Evaporator  Capacity  (Btu) 

Spec.  Manual; 

est  Meth.  for  Air  Content  of  Freshly  Mixed  Concrete  by  the 
Spec,  for  Oil  Field  Roller  and  Transmission 

Safety 

duct  Std.  for  Auxiliary  Builders  Hardware;  Door  Silencers, 
cellulose  Nitrates  (1963)  Meth.  for  Cellulose 

Spec,  for  Galvanized  Steel 
Std.  Spec,  for 
Power 
Power 
Timing  of  Power 
Safety  Std.  for  Gasoline  Engine  Driven  Power 
Abbreviations  for  Power 
Guide  Bar  Capacity  for  Power 
Plunge  Bow  Capacity  for  Power 
Conversion  Factors  for  Power 
Fuel  Mixture  for  Power 
Noise  Level  Measurement  of  Power 
Noise  Octave  Band  Measurement  of  Power 
Positions  of  Power 
Cutting  Rate  of  Power 


Center  Plates  for  Freight  Cars  with  5  X  9  In.  and  5  1/2  AAR  MSRP-C-27 

Center  Plates  for  Freight  Cars  with  6  X  1 1  In.  Journals  AAR  MSRP-C-28 

Centerless  (1970)  ANSI  B5.37 

Centers  for  the  Blind  and  Visually  Handicapped  (1966)  NACAB  S-4 

Centers  (1963)  NMRA  S6 

Centers  (1971)  UL  845 

Central  CooUng  (1971)  UL  465 

Central  Electric  Heating  Systems  (1971)  EEI  71-43 

Central  Furnaces  (1970)  UL  727 

Central  Station  Burglar  Alarm  Units  and  Systems  (1971)  UL  611 

Central  Station  Properties  (1957)  lES  CP9 

Central  Station  Protective  Signaling  Systems  for  Guard,  NFPA  71 

Central  Stations  for  Watchman,  Fire  Alarm  and  Superviso  UL  827 

Central  System  Humidifiers  (1970)  ARI  610 

Centralizers  (1971)  API  lOD 

Centrifugal  Castings  (1970)  ASTM  B27I 

Centrifugal  Fans  (1969)  AMCA  1 

Centrifugal  Fans  (1969)  AMCA  2411 

Centrifugal  Fans,  Ventilating  Airfoils  and  Backwardly  I  AMCA  2408 

Centrifugal  Fire  Pumps  (1971)  NFPA  20 

Centrifugal  Pumps  for  Process  Use  (1971)  ANSI  B123.1 

Centrifugal  Pumps  with  Suction  and  Discharge  Openings  CPB  *2 

Centrifugal  Sedimentation  (1971)  /Th.  for  Determinatio  ASTM  C678 

Centrifugal  Trash  Pumps  (1970)  CPB  ♦! 

Centrifugally  Cast  for  Water  or  Other  Liquids  (1971)  An  AWWA  CI12 

Centrifugally  Cast  in  Metal  Molds  for  Gas  (1970)  ANSI  A21.7 

Centrifugally  Cast  in  Metal  Molds  or  Sand  Lined  Molds,  AWWA  C151 

Centrifugally  Cast  in  Metal  Molds,  for  Water  or  Other  L  AWWA  C106 

Centrifugally  Cast  in  Sand  Lined  Molds  for  Gas  (1970)  ANSI  A21.9 

Centrifugally  Cast  in  Sand  Lined  Molds,  for  Water  or  Ot  AWWA  C108 

Centrifuge  Moisture  Equivalent  of  Soils  (1969)  ANSI  A37  ASTM  D425 

Centrifuge  (1968)  ANSI  Zll. 115  Std.  Meth  ASTM  D1796' 

Centifruge  (1968)  ASTM  DI796  Std.  Meth  API  2548 

Centrifuged  Natural  Rubber  Latex  (1971)  ASTM  D1076 

Ceramic  Bonded  Coating  (1971)  SAE  AMS2506 

Ceramic  Bonded  Coating  (1971)  SAE  AMS2506A 

Ceramic  Decorations  on  Glass  Tableware  (1971)  ASTM  C676 

Ceramic  Decorations  on  Returnable  Beer  and  Beverage  Gla  ASTM  C675 

Ceramic  Dielectric  Fixed  Capacitors;  Classes  I,  2  and  3  EIA  RS198-B 

Ceramic  Dielectrics  at  Frequencies  to  10  Mhz  and  Temper  ASTM  D2149 

Ceramic  Glazed  Facing  Bnck  (1968)  FTI  *6 

Ceramic  Glazed  Structural  Clay  Facing  Tile,  Facing  Brie  ASTM  C126 

Ceramic  Refractories  (1970)  ASTM  C571 

Ceramic  Surfaces  (1971)  Std.  Met  ASTM  C555 

Ceramic  Tile  Installed  with  Chemical  Resistant,  Water  C  ANSI  AI08.6 

Ceramic  Tile  (1970)  ASTM  C648 

Ceramic  Veneer  (Sampling,  Testing,  Finishing,  Installal  SCPI  *28 

Ceramic  Whiteware  Materials  (1971)  ASTM  C674 

Ceramic  Whitewares  and  Related  Products  (I960)  ASTM  C242T 

Ceramic  (1968)  ANSI  Z173. 12  ASTM  F44 

Ceramics  by  Resonance  (1969)  IF  Test  for  Young's  Modul  ASTM  C623T 

Ceramics  for  Electrical  and  Electronic  Applications  (19  ASTM  F103 

Certi  Split  Handspht  Red  Cedar  Shakes  (1970)  RCSHS  '12 

Certificate  of  Approval  for  Geared  Hand  Brakes  (Railway  AAR  MSRP-E-19 

Certification  Definitions,  Test.  Meth.,  Calculations  An  IMACA  100 

Certification  of  Cargo  Containers  (1969)  ABS  *20 

Certification  of  Eddy  Current  Test.  Personnel  (1968)  ASNT  TCIA/E 

Certification  of  Liquid  Penetrant  Test.  Personnel  (1968  ASNT  TCIA/D 

Certification  of  Magnetic  Particle  Test.  Personnel  (196  ASNT  TCIA/B 

Certification  of  Radiographic  Test.  Personnel  (1968)  ASNT  TCIA/A 

Certification  of  Ultrasonic  Test.  Personnel  (1968)  ASNT  TCIA/C 

Certification  (1967)  BIA  311 

Certification,  Definitions,  Test  Meth.  Calculations  and  IMACA  250 

Certification,  Definitions,  Test.  Meth.  Calculations  An  IMACA  200 

Certified  Oak  Floors  (1969)  NOFMA  •2 

Cetyl  Alcohol  Oleyl  Alcohol  (1965)  CTFA  91 

Chace  Indicator  (1963)  Std.  T  AASHO  T199 

Chain  and  Sprockets  (1970)  API  ME 

Chain  for  Towed  Equipment  (1970)  ASAE  R338 

Chain  Guards,  Handrail  Brackets,  Coat  and  Hat  Hooks,  CI  BHMA  1201-3 

Chain  Length  Uniformity  by  Fractional  Precipitation  of  TAPPI  T238 

Chain  Link  Fence  Fabric  (1970)  CLFMI  '5 

Chain  Link  Fence  (1960)  AASHO  M181 

Chain  Saw  Engine  Compression  Ratio  (1970)  PSMA  CI. 1-63 

Chain  Saw  Engine  Displacement  (1970)  PSMA  Dl.I-70 

Chain  Saw  Engine  Ignition  (1970)  PSMA  TI.I-65 

Chain  Saw  (Used  Primarily  for  Cutting  Wood)  (1970)  PSMA  SI-70 

Chain  Saws  (1970)  PSMA  A2.1-66 

Chain  Saws  (1970)  PSMA  HI. 1-61 

Chain  Saws  (1970)  PSMA  B2.1-66 

Chain  Saws  (1970)  PSMA  C2.1-65 

Chain  Saws  (1970)  PSMA  Fl.1-65 

Chain  Saws  (1970)  PSMA  Nl.1-66 

Chain  Saws  (1970)  PSMA  N2.1-67 

Chain  Saws  (1970)  PSMA  PI. 1-65 

Chain  Saws  (1970)  PSMA  Rl.1-65 
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Chain  Speed  of  Power 
Spark  Arresters  of  Power 
Symbols  Used  in  Technical  Work  of  Power 
Wood  Weights  and  Hardnesses  for  Power 
Volume  Measurement  of  Wood  Power 

Roller 
Power 

equirements  for  Regular  Bicycles  Including  Wheel  Assembly, 

Rec.  Pract.  for  Safety 

Over/         Safety  Features  (Overhead  Guard,  Back  Rest,  Moving 

Precipitated 
Std.  for  School 
Safety  Std.  for  Marine  Sealed  Combustion 
Marine  Diesel  Engine  Combustion 
uirements  for  Firetube  Power  Boilers  (Including  Combustion 

Anechoic 
Emery  Method  of  Color 
Std.  Meth.  of  Test  for  Reheat 
Tent.  Meth.  of  Test  for  Length 
n  Wire  Method  (1970)  Color 

Std.  Meth.  of  Test  for  Reheat 
970/  Spec,  for  Apparatus  for  Use  in  Measurement  of  Length 

ials  for  Electrical  Heating  (1970/  Std.  Meth.  of  Test  for 

Std.  Test  Meth.  for  Color 
Std.  Meth.  of  Test  for  Permanent  Linear 
oven  or  Knit  Fabrics  (1970)  Dimensional 
rucks)  (1965)  General  Safety  Rec.  for 

Time  Division  Multiplex  Equipment  Std.  for  Nominal  4  kHz 
ision)  Receive/  Core  Laminations,  Vertical  and  Horizontal 

Meth.  for  Volatility  of  Oil  and  Resin  Based,  Knife  Grade, 

Std.  for  4 

Std.  Part  Nut  Assembly,  Self  Locking,  Gang 
ec.  for  Light  Gage  Steel  Studs,  Runners,  and  Rigid  Furring 
Std.  Print  Spec,  for  Magnetic  Ink 
Std.  Bank  Check  Spec,  for  Magnetic  Ink 
Oils  by  the  Precipitation  Meth.  /  Std.  Meth.  of  Test  for 

Oils  by  the  Clay  Gel  Absorption  /  Std.  Meth.  of  Test  for 

nesium  Alloys  (1965) 

Marine  Diesel  Engine  Lubricating  Oil 
Std.  Manual  of  Pract.  Units  of  Expression  for  Wastes 

970)  Minimum  Operational 
Rec.  Std.  Data  Format  of  Transport  Airplane 

udiences  (1970)  Rec.  Std.  Breakdowns  for  Demographic 

Coola/  Tent.  Test  Meth.  for  Cavitation  Erosion  Corrosion 

Std.  Electrical 

bration  Measurements  (1960/  Std.  Meth.  for  Specifying  the 

or  Determining  the  Refrigerant  Consumption  and  Temperature 
(1965)  Solidification 
Std.  Meth.  for  Determining  Corrosion 
Tent.  Meth.  of  Test  for  Oxidation 
(1970)  Wood  Test  Meth.  for  Determining  the  Performance 

Short  Circuit 

ace  Fluids  (1970)  ANSI  /  Std.  Meth.  of  Test  for  Pore  Size 

Std.  Meth.  for  Measurement  and  Calculation  of  Reflecting 
Std.  for  Static  and  Dynamic  Load  Deflection 
nograph  Records  for  Home  Use:  78,  45,  3/  Std.  Dimensional 

Motor  Method  (1970)  ANSI  Z/  Std.  Meth.  of  Test  for  Knock 
ne  Number  (Don)  Meth.  (197/  Tent.  Meth.  of  Test  for  Knock 
1970)  ANSI  Zl  1.245  Std.  Meth.  of  Test  for  Knock 

Std.  Test  Meth.  for  Leveling 
iai  (1971)  Tent.  Test  Meth.  for  Disbonding 

(1968)  ANSI  Z166./  Rec.  Pract.  for  Evaluating  Performance 

a  Tempera/  Std.  Test  Meth.  for  Evaluating  Low  Temperature 
n  in  Lubricants  (1970)/  Std.  Meth.  of  Test  for  Frictional 

Std.  Meth.  for  Compression  Deflection 
Std.  Meth.  of  Test  for  Construction 
lamp  (1969)  Std.  Dimensional  and  Electrical 

nt  Lamp  (1961)  Std.  Dimensional  and  Electrical 

the  Designation  of  Mercury  Lamps;  Physical  and  Electrical 
Std.  Physical  and  Electrical 

971)  Tent.  Meth.  for  Measurement  of  Curing 
.  Pract.  for  Determining  Temperature  Electrical  Resistance 

Marine  Diesel  Engine  Fuel  Oil 
Std.  on  Cable  Television  Amplifier  Distortion 
std.  Spec,  for  Carbon  Steel  Forgings  with  Special  Magnetic 
Std.  Meth.  of  Measurement  of  Mercury  Lamp 
and  Size,  Coil  or  Thermal  Actuator,  Operation,  Electrical 
cation  Requisites  (Unplated  Physical  Properties)  and  Resin 
eth.  for  Removal  of  Organic  Matter  From  Water  by  Activated 
Std.  Spec,  for  Drycleaning  Detergent,  Non 
Std.  Spec,  for  Drycleaning  Detergent,  Liquid 
Std.  Test  Meth.  for  Electrostatic 
Safety  Std.  for  Marine  Battery 
Std.  for  Acetylene  Cylinder 
General  Safety  Rec.  for  Changing  and 


Chain  Saws  (1970)  PSMA  S2.1-70 

Chain  Saws  (1970)  PSMA  S3.1-65 

Chain  Saws  (1970)  PSMA  S4.I-65 

Chain  Saws  (1970)  PSMA  W2.1-65 

Chain  Saws  (1970)  PSMA  W3.1-66 

Chain  Speed  of  Power  Chain  Saws  (1970)  PSMA  S2.1-70 

Chain  Steel  Wire  (Rollers  and  Bushings)  (1962)  SWA  •131 

Chain  Weights  (1970)  PSMA  Wl.1-63 

Chainguards,  Saddle  Braces,  Pedal  Clearance,  Steering  C  BMA  6/5 

Chains  on  Boats  (1965)  BIA  203 

Chains,  Cables,  Steering,  Wheel  Guards,  Tilt  Mechanism,  ITA  4GI-4 

Chalk  (1962)  CTFA  11 

Chalk  (1970)  USC  PS30 

Chamber  Heaters  ( 1 966)  UL  1117 

Chambers  and  Fuel  Injection  Systems  (Std.  Pract.)  (1971  DEMA  MD84 

Chambers  and  Furnaces)  (1971)  Code  Req  ASME  BPVCIPFT 

Chambers  (Used  for  Testing  Microwave  Equipment)  (1970)  EMS  1-53 

Change  in  Fabrics  Due  to  Flat  Abrasion  (Frosting)  (1970  AATCC  120 

Change  of  Carbon  Brick  and  Shapes  (1970)  ASTM  C436 

Change  of  Cement  Mortar  and  Concrete  (1969)  ASTM  C157T 

Change  of  Fabrics  Due  to  Flat  Abrasion  (Frosting)  Scree  AATCC  1 19 

Change  of  Fireclay  Nozzles  and  Sleeves  (1970)  ASTM  C605 

Change  of  Hardened  Cement  Paste,  Mortar  and  Concrete  (1  ASTM  C490 

Change  of  Resistance  with  Temperature  of  Metallic  Mater  ASTM  B70 

Change  of  White  Architectural  Enamels  (R1969)  ASTM  D1543 

Change  on  Firing  of  Caslable  Refractories  (1970)  ASTM  C269 

Changes  in  Automatic  Home  Laundering  of  Durable  Press  W  AATCC  135 

Changing  and  Charging  Storage  Batteries  (for  Electric  T  ITA  8K1 

Channel  Bandwidths  (1970)  EIA  RS384 

Channel  Frames  for  Transformers  for  Radio  and  TV  (Telev  EIA  RS393 

Channel  Glazing  Compounds  (1971)  Tent.  Test  ASTM  C681 

Channel  Sound  Magnetic  Tape  Records  (1971)  EIA  RS387 

Channel,  Low  Height,  C-Bored  (1971)  NSA  688 

Channels  (1970)  Std.  Sp  ASTM  C645 

Character  Recognition  (1970)  ANSI  X3.2 

Character  Recognition  (1970)  ANSI  X3.3 

Characteristic  Groups  in  Rubber  Extender  and  Processing  ASTM  D2006 

Characteristic  Groups  in  Rubber  Extender  and  Processing  ASTM  D2007 

Characteristics  and  Casting  Design  for  Aluminum  and  Mag  AFS  NF656-1-4 

Characteristics  and  General  Spec.  (1971)  DEMA  MD163 

Characteristics  and  Treatment  (1967)  WPCF  6 

Characteristics  for  Airborne  ATC  Transponder  Systems  (1  RTCA  DO-144 

Characteristics  for  Airport  Planning  (1970)  NSA  3601 

Characteristics  in  Surveys  of  Data  for  Consumer  Media  A  AAAA  *8 

Characteristics  of  Aluminum  Automotive  Water  Pumps  with  ASTM  D2809 

Characteristics  of  Audio  Record  One  for  2  In.  (1970)  ANSI  C98.3 

Characteristics  of  Auxiliary  Equipment  for  Shock  and  Vi  ANSI  S2.4 

Characteristics  of  Baffles  and  Traps;  Test  in  the  Vacuu  AVS  4.10 

Characteristics  of  Copper  Base  Alloys  in  Foundry  Pract.  AFS  NF6511-4 

Characteristics  of  Dry  Solid  Film  Lubricants  (1970)  ASTM  D2649 

Characteristics  of  Extreme  Pressure  Oils  (1970)  ASTM  D2893T 

Characteristics  of  Factory  Primed  and  Finished  Systems  NWMA  M-3 

Characteristics  of  Insulated  Cable  (1969)  IPCEA  P34-382 

Characteristics  of  Membrane  Filters  for  Use  with  Aerosp  ASTM  F316 

Characteristics  of  Metallic  Surfaces  Using  Integrating  ASTM  E429 

Characteristics  of  Molded  Solid  Rubber  Products  (1970)  RMA  *8.22 

Characteristics  of  Monophonic  and  Stereophonic  Disc  Pho  EIA  RS211-C 

Characteristics  of  Motor  and  Aviation  Type  Fuels  by  the  ASTM  D2700 

Characteristics  of  Motor  Fuels  by  the  Distribution  Octa  ASTM  D2886T 

Characteristics  of  Motor  Fuels  by  the  Research  Method  ASTM  D2699 

Characteristics  of  Paints  by  Draw  Down  Meth.  (1969)  ASTM  D2801 

Characteristics  of  Pipeline  Coatings  by  Direct  Soil  Bur  ASTM  G19 

Characteristics  of  Pulse  Echo  Ultrasonic  Test.  Systems  ASTM  E317 

Characteristics  of  Rubber  and  Rubber  Like  Materials  by  ASTM  D1329 

Characteristics  of  Sintered  Metal  Friction  Materials  Ru  ASTM  B461 

Characteristics  of  Vulcanized  Rubber  (1969)  ASTM  D575 

Characteristics  of  Woven  Fabrics  (1970)  ANSI  L14.140  ASTM  D1910 

Characteristics  of  30  Watt  T12  Rapid  Start  Fluorescent  ANSI  C78.708 

Characteristics  of  40  Watt  T  12  Preheat  Start  Fluoresce  ANSI  C78.408 

Characteristics  of  40  Watt,  H45  and  50  Watt,  150  Watt,  ANSI  C78.1323 

Characteristics  of50Watt+46  Mercury  Lamps  (1969)  ANSI  C78.I324 

Characteristics  with  the  Oscillating  Disk  Cure  Meter  (I  ASTM  D2084 

Characteristics  (Emf)  of  Metallic  Materials  (R1969)  Ans  ASTM  E189 

Characteristics  (Std.  Pract.)  (1971)  DEMA  MD171 

Characteristics  (1967)  NCTA  002-0267 

Characteristics  (1969)  ASTM  A594 

Characteristics  (1971)  ANSI  €78.386 

Characteristics,  Contact,  and  Checklist  for  Airborne  Ap  NARM  •1.7 

Characteristics,  Properties  of  Commercial  Thermoplastic  ASEP  3 

Charcoal  Adsorption  (1970)  Tent.  M  ASTM  D2910T 

Charge  Type  (1970)  ASTM  D2762 

Charge  Type  (1970)  ASTM  D2763 

Charge  (1969)  ASTM  D2679 

Chargers  (1963)  UL  1103 

Charging  Plants  (1971)  NFPA  51A 

Charging  Storage  Batteries  (for  Electric  Trucks)  (1965)  ITA  8K1 
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0) 


nd  Throat  Radius/ 
nd  Throat  Radius/ 
nd  Throat  Radius/ 


ery  (1970)  Rec.  Pract.  for  Electrical 

Std.  for  Mechanical  and  Electric 
Hydraulic  Hoist  and  Dump  Body  Classification 
Hydraulic  Conversion  Hoist  Classification 
Std.  Math,  of 

for  Mechanical  and  Electric  Chart  Drive  Speeds  of  Circular 
Std.  Definitions,  Symbols,  Formulas  and  Tables  for  Control 
itioning  Lighting  Devices  for  Truck  Trailers  and  Container 
Fabrication  Meth.  in  Roll  Cage  Construction  of  Dragster 

Pre  Marketing 
Pre  Marketing 
Sanitation  and  Safely 
Std.  Bank 

Spec,  for  Steel  Gate,  Plug,  Ball,  and 
Std.  Pract.  for  Cast  Iron  Swing 
Rec  Pract.  for  Maximum  Master  Gage  for 
Rec.  Pract.  for  Minimum  Master  Gage  for 
Rec.  Pract.  for  Minimum  Master  Gage  for 
ng  Maximum  Amount  of  Fuel  that  Can  be  Burned  (B/       Meth.  of 
uator.  Operation,  Electrical  Characteristics,  Contact,  and 

Std.  Spec,  for 

n  Pulverized  Limestone  (1970)  Test  Meth.  for 

Std.  Meth.  for  Sampling  and 
aNSI  011.23  Std.  Meth.  for 

Tent.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std  Meth.  of  Sampling  and 
Std.  Meth.  of 
Std.  Meth.  for 
Std.  Meth.  for  Sampling  and 
Tent.  Meth.  for 
Tent.  Melh.  for 
Tent.  Meth.  for 
Tent.  Melh.  for 
Tent.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Melh.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  of 
Tent.  Meth.  for 
Std.  Melh.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth  for 
Std.  Meth.  of 
Std.  Meth.  for 
Tent.  Meth.  for 
Sid.  Meth.  of 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Sid.  Meth.  of 
Std.  Meth.  for 
Std.  Meth.  for 
Tent.  Meth.  for 
Std.  Meth.  of 

aslewalers.  Effluents,  Bottom  SI  Std.  Meth.  for  Physical, 

Sid  for  Common  Name  for  the  Pest  Control 
Sid.  for  Common  Name  for  the  Pest  Control 
Std.  for  Common  Name  for  the  Pest  Control 


ries  (1970) 

icon  Electrical  Steel,  Ingot  Iron,  and  Wr/ 
odium  Hydroxide  and  Potassium  Hydroxide)  / 


i  011.19 

Chrome  Ore  (1970) 


1970) 

970) 

70) 

ries  (1970) 
)  ANSI  011.20 

etic,  and  Other  Similar  Iron,  Nickel,  And/ 
s  (1970) 

m  Iron  Alloys  (1970) 
22 


anganese  (1970) 
nts  (1970) 

g,  and  Other  Similar  Chromium  Nickel  Iron/ 
,  and  Wrought  Iron  (1970) 

e  Butadiene  Copolymers)  (1970) 
um  and  High  Alloy  Steels  (1970) 


Aluminum  Wrought  and  Cast  Products,  Including  / 


1970) 

imensional  Tolerances  of  SAE  Wrought  Aluminum  A/ 
1971)  Rec.  Rules  for  the  Control  of  Internal 

Std.  Melh.  of  Test.  Lime  for 
he  Absence  of  Gross  Pollulio/  Std.  Meth.  for  Physical  and 

Safety  Std.  for  Dry 

d.  Spec,  for  Electric  Welded  Low  Carbon  Sleel  Pipe  for  the 
Sid.  for  Common  Name  for  the  Pest  Control 
std.  Meth.  for  Analysis  of  Natural  Gases  by  the  Volumetric 
Sid.  Melh.  for  Examination  of  Water  Formed  Deposits  by 
Std.  for  Common  Name  for  the  Pest  Control 
ass  Laminates  (1/  Std.  Spec,  for  Inspection  Procedure  for 

in  Tile  (19/  Std.  Test  Meth.  for  Determining  Physical  and 

Meth.  for  Determining  Permanganate  Number  of 
Test  Melh.  for  Resistance  of  Plastics  to 
Tent.  Test  Meth.  for 

g  Epoxy  (1969)  Spec,  for  Ceramic  Tile  Installed  with 
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Charging  Systems  for  Construction  and  Industrial  Machin 
Chart  Drive  Speeds  of  Circular  Charts  (1954) 
Chart  (1968) 
Chart  (1969) 

Charting  Paperwork  Procedures  (1959) 
Charts  (1 954) 
Charts  (1968) 

Chassis(1971)  Rec.  Pract.  fo 

Chassis  ( 1 97 1 )  Rec.  Spec,  for  the  Design,  Materials  and 
Check  List  for  Aerosol  and  Aerated  Products  ( 1 97 1 ) 
Check  List  for  Food  Aerosols  Only  (1971) 
Check  List  for  the  Baking  Industry  (1967) 
Check  Spec,  for  Magnetic  Ink  Character  Recognition  (197 
Check  Valves  for  Pipeline  Valves  (1971) 
Check  Valves,  Flanged  and  Threaded  Ends  (1970) 
Checking  A.  A.R.  Std.  Maximum  Flange  Thickness,  Height  A 
Checking  A.  A.R.  Std.  Maximum  Flange  Thickness,  Height  A 
Checking  A.  A.R.  Std.  Minimum  Flange  Thickness,  Height  A 
Checking  Safety  Valves  (and  Relief  Capacity)  by  Measuri 
Checklist  for  Airborne  Applications  (1969)  /Herma 
Chemical  Admixtures  for  Concrete  (1971) 
Chemical  Analyses  of  Calcium  and  Magnesium  Carbonates  I 
Chemical  Analysis  of  Alkylbenzene  Sulfonates  (1969) 
Chemical  Analysis  of  Ammoniacal  Copper  Arsenite  (1970) 
Chemical  Analysis  of  Cadmium  Metal  (1970) 
Chemical  Analysis  of  Carbon  and  Carbon  Ceramic  Refracto 
Chemical  Analysis  of  Carbon  and  Graphite  (1969) 
Chemical  Analysis  of  Carbon  Steel,  Low  Alloy  Sleel.  Sil 
Chemical  Analysis  of  Cast  Iron,  All  Types  (1970) 
Chemical  Analysis  of  Caustic  Soda  and  Caustic  Potash  (S 
Chemical  Analysis  of  Chlorine  Containing  Bleaches  (1970 
Chemical  Analysis  of  Chromated  Zinc  Chloride  (1970)  ANS 
Chemical  Analysis  of  Chrome  Containing  Refractories  and 
Chemical  Analysis  of  Fatty  Alkyl  Sulfates  (1969) 
Chemical  Analysis  of  Ferrochrome  Silicon  (1970) 
Chemical  Analysis  of  Ferrochromium  and  Chromium  Metal 
Chemical  Analysis  of  Ferrocolumbium  (1970) 
Chemical  Analysis  of  Ferromanganese  and  Spiegeleisen  (I 
Chemical  Analysis  of  Ferrosilicon  and  Silicon  Metal  (19 
Chemical  Analysis  of  Fireclay  and  High  Alumina  Refracto 
Chemical  Analysis  of  Fluor  Chrome  Arsenate  Phenol  (1971 
Chemical  Analysis  of  Gypsum  and  Products  (1966) 
Chemical  Analysis  of  High  Temperature,  Electrical,  Magn 
Chemical  Analysis  of  Hydraulic  Cement  (1969)  ANSI  A1.5 
Chemical  Analysis  of  Magnesite  and  Dolomite  Refractorie 
Chemical  Analysis  of  Molybdenum  (1970) 
Chemical  Analysis  of  Natural  Rubber  (1968a) 
Chemical  Analysis  of  Nickel  Chromium  and  Nickel  Chromiu 
Chemical  Analysis  of  Nickel  (1967) 

Chemical  Analysis  of  Pentachlorophenol  (1971)  ANSI  Oil. 
Chemical  Analysis  of  Rubber  Products  (1971) 
Chemical  Analysis  of  Silica  Refractories  (1970) 
Chemical  Analysis  of  Silicomanganese  and  Ferrosilicon  M 
Chemical  Analysis  of  Soaps  Containing  Synthetic  Deterge 
Chemical  Analysis  of  Special  Brasses  and  Bronzes  (1970) 
Chemical  Analysis  of  Stainless.  Heat  Resisting.  Maragin 
Chemical  Analysis  of  Steel,  Cast  Iron,  Open  Hearth  Iron 
Chemical  Analysis  of  Sulfonated  and  Sulfated  Oils  (1970 
Chemical  Analysis  of  Synthetic  Elastomers  (Solid  Styren 
Chemical  Analysis  of  Tool  Steels  and  Other  Similar  Medi 
Chemical  Analysis  of  Tungsten  (1970) 
Chemical  Analysis  of  Zircon  Refractories  (1970) 
Chemical  and  Bioassay  Examination  of  Polluted  Waters,  W 
Chemical  Asulam  (1971) 
Chemical  Butachlor  (1971) 
Chemical  Chlorothalonil  (1971) 

Chemical  Composition  and  Mechanical  Property  Limits  for 
Chemical  Compositions  of  SAE  Alloy  Steels  (1970) 
Chemical  Compositions  of  SAE  Carbon  Steels  (1970) 
Chemical  Compositions  of  SAE  Wrought  Stainless  Steels 
Chemical  Compositions,  Mechanical  Property  Limits  and  D 
Chemical  Conditions  (Boiler  and  Pressure  Vessel  Code) 
Chemical  Constituents  and  Particle  Sizes  (1966) 
Chemical  Examination  of  Natural  and  Treated  Waters  in  T 
Chemical  Fire  Extinguishers  (1971) 
Chemical  Industry  (1968)  ANSI  B36.60 
Chemical  Isopropalin  (1971) 
Chemical  Meth.  (1970)  ANSI  Z77.1 
Chemical  Microscopy  (1970) 
Chemical  Oxycarboxin  (1971) 

Chemical  Processing  Suitability  of  Copper  Clad  Epoxy  Gl 
Chemical  Properties  of  Culvert  Pipe,  Sewer  Pipe  and  Dra 
Chemical  Pulp  (1971) 
Chemical  Reagents  (1969)  ASTM  D543 
Chemical  Resistance  of  Pipeline  Coatings  (1971) 
Chemical  Resistant,  Water  Cleanable  Setting  and  Groutin 
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Std.  for 
Std.  for 
Std.  for 
Std.  for 
Std.  for 


SAE 

J180 

SAMA 

PMCl 

TBEA 

HH&DB9 

TBEA 

HCHl 

ANSI 

X2.3.4 

Std,  SAMA 

PMC  1 

ASQC 

Al 

r  PosTTMA 

RP9 

SEMA 

2-2 

CSMA 

AG*29 

CSMA 

AG*30 

AIB 

133 

ANSI 

X3.3 

API 

6D 

MSS 

SP71 

AAR 

MSRP-B-96 

AAR 

MSRP-B-96A 

AAR 

MSRP-B-96B 

ASME 

BPVCIVB 

Act  NARM 

♦1.7 

ASTM 

C494 

PL  A 

4 

ASTM 

D1568 

ASTM 

DI326 

ASTM 

E396 

ASTM 

C571 

ASTM 

C560 

ASTM 

E350 

ASTM 

E351 

ASTM 

E291 

ASTM 

D2022 

ASTM 

D1033 

ASTM 

C572 

ASTM 

DI570 

ASTM 

E364 

ASTM 

E363 

ASTM 

E367 

ASTM 

E361 

ASTM 

E360 

ASTM 

C573 

ASTM 

D1035 

ASTM 

C471 

ASTM 

E354 

ASTM 

C114 

ASTM 

C574 

ASTM 

E315 

ASTM 

D1278 

ASTM 

E38 

ASTM 

E39 

ASTM 

D1274 

ASTM 

D297 

ASTM 

C575 

ASTM 

E362 

ASTM 

D820 

ASTM 

E54 

ASTM 

E353 

ASTM 

E30 

ASTM 

D500 

ASTM 

D1416 

ASTM 

E352 

ASTM 

E397 

ASTM 

C576 

APHA 

♦2-200 

ANSI 

K62.99 

ANSI 

K62.90 

ANSI 

K62.101 

AA 

♦286 

SAE 

J404G 

SAE 

J403F 

SAE 

J405D 

SAE 

J457H 

ASME 

BPVCVIIC7 

AASHO 

T219 

APHA 

♦2-100 

UL 

299 

St  ASTM 

A587 

ANSI 

K62.96 

ASTM 

D1136 

ASTM 

D1245 

ANSI 

K62.98 

IPC 

L120 

AASHO 

T33 

TAPPI 

T214SU 

SPI 

ERF19 

ASTM 

G20 

ANSI 
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outing  Epoxy  (1969)  Std.  for 

Is  Laboratory  (1968) 

yphenyD-l.  1  Dimet/        Std.  Common  Name  for  the  Pest  Control 
Std.  Melh.  for  Sampling  Leather  for  Physical  and 
Melh.  of  Sampling  Leather  for  Physical  and 
cial  Thermoplastics;  Molding  Rec;  Annealing  of  Parts;  and 
Std.  for  Common  Name  for  the  Pest  Control 
(1970)  Std.  Common  Name  for  the  Pest  Control 

bromuron"  (1969)  Std.  Common  Name  for  the  Pest  Control 

ide"Carboxin"  (19/  Std.  Common  Name  for  the  Pest  Control 
70)  Std.  Common  Name  for  the  Pest  Control 

0x0  2  Pentenoic  A/        Std.  Common  Name  for  the  Pest  Control 
Packaging  Std.  for  Items  in  A 
Packaging  Std.  for  Multiple  Items  in  A 
with/  Requirements  for  Facilities  for  Receipt  of  Dry  Bulk 

cles  (Tech.  /  Rec.  for  Facilities  for  Receipt  of  Dry  Bulk 

cars/  Requirements  for  Facilities  for  Receipt  of  Dry  Bulk 

neumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk 
ressure  Differential  Hopper  Cars  for  Transport  of  Dry  Bulk 
ed  with  Vacuum  Pneumatic  Outlets  for  Transport  of  Dry  Bulk 
neumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk 

Hazardous 

c.  Pract.  for  55  Gallon  Single  Trip  Metal  Drums  for  Liquid 
Rec.  Pract.  for  Sampling  Industrial 
elting  Points,  and  the  Melting  Range  of  Industrial  Organic 
enclature  and  Labeling  of  Prepared  Photographic  Processing 
scaling  Resistance  of  Concrete  Surfaces  Exposed  to  Deicing 
Quantitative  Determination  of  Landfowl 
Qualitative  Identification  of  Landfowl 
pract.  (1965)  Directional  Solidification; 

(1964)  Design  and  Construction  of  Masonry 

NSIzlSl.l  Safety  Std.  for 

heating  Appliance  (1971)  ANSI  A131.1  Safety  Std.  for 

Std.  for 

National  Building  Code  for 
and  Medium  Tiler)  (1969)  Std.  Spec,  for 

Std.  for  Moisture  in  Wood 
Meth.  for  Weight  of  Unit  Volume  of 
Tent.  Std.  for  Sieve  Analysis  of  Pulpwood 
Meth.  for  Natural  Dirt  in  Wood 
for  Toluene  Insoluble  Solid  Matter  in  Rosin  (Chiefly  Sand, 
he  Pest  Control  Chemical  3  Amino  2,  5  Dichlorobenzoic  Acid 

Aluminum 
Sodium  Aluminum 
Std.  Spec,  for  Vinyl 

lalions  (1970)  Std.  for  Styrene  and  Poly  Vinyl 

Qualitative  Identification  of  Polyvinyl 
Qualitative  Identification  of  Polyvinyl 
Std.  Spec,  of  Sodium 


ration  (1968)  ANSI  C8.45 
ration  (1968) 

ng  Tape  (1968)  ANSI  C59.91 


1971) 


Slearyldimethylbenzylammonium 
Std.  Spec,  for  Vinyl 
Std.  Spec,  for  Vinyl 
Std.  Spec,  for  Poly  Vinyl 
Std.  Spec,  for  Vinyl 
Std.  Spec,  for  Nonrigid  Vinyl 
Pract.  for  Making  Solvent  Cemented  Joints  with  Polyvinyl 
Std.  Meth.  of  Test.  Nonrigid  Vinyl 
Std.  Test  Meth.  for  Total  Iron  in  Iron  Ores  by  Stannous 
Std.  Acceptable  Concentrations  of  Methylene 
Spec,  for  Photographic  Grade  Ammonium 
Polyvinyl 

Rec.  Pract.  for  Bending  Polyvinyl 
Std.  Acceptable  Concentrations  of  Methyl 
Std.  for  Safe  Handling  and  Use  of  Methyl 
r  Flexible  Foams  Made  From  Polymers  or  Copolymers  of  Vinyl 

Std.  Spec,  for  Sodium 
Std.  Meth.  of  Chemical  Analysis  of  Chromated  Zinc 
Std.  Spec,  for  Chromated  Zinc 
s  (1968)  Std.  Test  Meth.  for  Staining  of  Poly  (Vinyl 

e)  Compounds  (1969)  Std.  Spec,  for  Rigid  Poly  (Vinyl 

Pract.  for  Test.  Plasticizer  Compatibility  in  Poly  (Vinyl 
c  T/  Std.  Meth.  for  Analysis  of  Components  in  Poly  (Vinyl 

oly  (Vinyl  Chloride)  Compounds  and  Chlorinated  Poly  (Vinyl 
and  Cable  (1967)  Std.  Spec,  for  Poly  (Vinyl 

pract.  for  Making  Solvent  Cemented  Joints  with  Poly  (Vinyl 
gs  (1971)  Std.  Spec,  for  3  In.  Thin  Wall  Poly(Vinyl 

Tent.  Spec,  for  Chlorinated  Poly  (Vinyl 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl 
Std.  Spec,  for  Threaded  Poly  (Vinyl 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl 
Rec.  Pract.  for  Fusion  Test  of  Poly  (Vinyl 
Tent.  Spec,  for  Filled  Poly  (Vinyl 
.  for  Extra  Heavy  Duty  Acrylonitrile  Butadiene  Poly  (Vinyl 

Std.  for  Poly  (Vinyl 

)(1970)  Std.  for  Poly  (Vinyl 

70)  Std.  for  Poly  (Vinyl 


Chemical  Resistant,  Water  Cleanable  Tile  Setting  and  Gr  ANSI  A1I8.3 

Chemical  Solutions  Commonly  Used  in  the  Filling  Materia  ABFLO  X-1 

Chemical  Tert  Butylcarbamic  Acid  Ester  with  3-(M-Hydrox  ANSI  K62.94 

Chemical  Tests  (1969)  ASTM  D2813 

Chemical  Tests  (1969)  ASTMD2813  ALCA  Jl 

Chemical  Tests  (1971)  /Teristics,  Properties  of  Commer  ASEP  3 

Chemical  Triarimol  (1971)  ANSI  K62.100 

Chemical  3  Amino  2,  5  Dichlorobenzoic  Acid  (Chloramben)  ANSI  K62.91 

Chemical  3  (P  Bromophenyl)  1  Methoxy  1  Methylurea"Meto  ANSI  K62.82 

Chemical  5,  6  Dihydro  2  Methyl  1,  4  Oxathiin  3  Carboxanil  ANSI  K62.97 

Chemical  (2-Chloroethyl)  Phosphonic  Acid"Ethephon"  (19  ANSI  K62.92 

Chemical,  Cotton  Defoliant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  ANSI  K62.79 

Chemically  Neutral  Bag  (1971)  NSA  3418 

Chemically  Neutral  Opaque  Bag  (1971)  NSA  3406 

Chemicals  and  Plastics  in  Covered  Hopper  Cars  Equipped  MCA  TCI 7 

Chemicals  and  Plastics  in  Pneumatic  Hopper  Highway  Vehi  MCA  TC12 

Chemicals  and  Plastics  in  Pressure  Differential  Hopper  MCA  TC16 

Chemicals  and  Plastics  (Tech.  Bui.)  (1970)  /Partment  P  MCA  TCI  I 

Chemicals  and  Plastics  (1970)                                     Rec.  for  P  MCA  TC15 

Chemicals  and  Plastics  (1970)  /Bred  Hopper  Cars  Equipp  MCA  TC13 

Chemicals  and  Plastics  (1970)  /of  Single  Compartment  P  MCA  TCI 4 

Chemicals  Data  (1971)  NFPA  49 

Chemicals  (Directions  for  Handling  and  Storing)  (1970)  MCA  D33 

Chemicals  (1969)  ASTM  E300 

Chemicals  (1969)  ANSI  K69.1  /Ative  Initial  and  Final  M  ASTM  E324 

Chemicals  (1970)                                                    Std.  Nom  ANSI  PH4.34 

Chemicals  (1971)  Tent.  Test  Meth.  for  ASTM  C672 

(Chicken  and  Turkey)  Feather  Content  in  Plumage  (1968)  ABFLO  B-5 

(Chicken  and  Turkey)  Feathers  (1968)  ABFLO  B-10 

Chilling  and  Risering  of  Copper  Base  Alloys  in  Foundry  AFS  NF651 1-6 

Chimneys  (for  Residential  and  Industrial)  (Tech.  Notes)  SCPI  I9B 

Chimneys,  Factory  Built,  Medium  Heat  Appliance  (1970)  A  UL  959 

Chimneys,  Factory  Built,  Residential  Type  and  Building  UL  103 

Chimneys,  Fireplaces,  and  Venting  Systems  ( 1971 )  NFPA  211 

Chimneys,  Flues  and  Venting  Systems  (1967)  AIA  CO-l-X 

Chip  or  Granular  Soap  for  Low  Temperature  Washing  (Low  ASTM  Dl  1 1 1 

Chips  and  Sawdust  by  Toluene  Distillation  (1960)  TAPPI  T3 

Chips  (1959)  TAPPI  T21 

Chips  (1961)  TAPPI  T16 

Chips  (1963)  TAPPI  T14 

Chips,  Dirt,  and  Bark)  (R1970)  ANSI  K21.1  /H.  of  Test  ASTM  D269 

(Chloramben)  (1970)                           Std.  Common  Name  for  T  ANSI  K62.91 

Chlorhydroxide  Complex  (1965)  CTFA  56 

Chlorhydroxy  Lactate  Complex  (1964)  CTFA  77 

Chloride  Copolymer  Resins  (1969)  ASTM  D2474 

Chloride  Ducts,  and  Its  Fittings  for  Underground  Instal  NEMA  TCI 

Chloride  Foam  (1968)  ABFLO  C-4 

Chloride  Foam  (1968)  ABFLO  C-9 

Chloride  for  Road  Purposes  (1970)  AASHO  M143 

Chloride  Paste  (1960)  CTFA  78 

Chloride  Plastic  Insulation  for  Wire  and  Cable,  60c  Ope  ASTM  D2219 

Chloride  Plastic  Insulation  for  Wire  and  Cable,  75c  Ope  ASTM  D2220 

Chloride  Plastic  Pipe  (1969)  ANSI  B72.2  ASTM  D2241 

Chloride  Plastic  Pressure  Sensitive  Electrical  Insulati  ASTM  D2301 

Chloride  Plastic  Sheeting  (1969)  ASTM  D1593 

Chloride  Plastic  (PVC)  Pipe  and  Fittings  (1969)  Rec  SPI  PPI-TRIO 

Chloride  Polymer  Tubing  (1971)  ASTM  D876 

Chloride  Reduction  and  Dichromate  Titration  (1969)  ASTM  E277 

Chloride  (Dichloromethane)  (1969)  ANSI  Z37.23 

Chloride  (Nh4cl)  (1969)  ANSI  PH4.183 

Chloride  (PVC)  Plastic  Piping  Design  and  Installation  SPI  PPI-TR13 

Chloride  (PVC)  Schedule  40  Conduit  in  the  Field  (1971)  SPI  PPI-TR15 

Chloride  (1969)  ANSI  Z37.18 

Chloride  (1970)  MCA  SD40 

Chloride  (1970)  Std.  Spec.  Fo  ASTM  D1565 

Chloride  (1970)  ANSI  A37.56  ASTM  D632 

Chloride  (1970)  ANSI  011.19  ASTM  D1033 

Chloride  (1971)  ASTM  D1032 

Chloride)  Compositions  by  Rubber  Compounding  Ingredient  ASTM  D215I 

Chloride)  Compounds  and  Chlorinated  Poly  (Vinyl  Chlorid  ASTM  D1784 

Chloride)  Compounds  Under  Humid  Conditions  (1969)  /Ec.  ASTM  D2383 

Chloride)  Compounds  Using  an  Infrared  Speclrophotometri  ASTM  D2124 

Chloride)  Compounds  (1969)  Std.  Spec,  for  Rigid  P  ASTM  D1784 

Chloride)  Jacket  Compound  for  Electrical  Insulated  Wire  ASTM  D1047 

Chloride)  Pipe  and  Fittings  (1970)  Rec.  ASTM  D2855 

Chloride)  Plastic  Drain,  Waste  and  Vent  Pipe  and  Fittin  ASTM  D2949 

Chloride)  Plastic  Hot  Water  Distribution  Systems  (1969)  ASTM  D2846 

Chloride)  Plastic  Pipe  Fittings,  Schedule  40  (1969)  ASTM  D2466 

Chloride)  Plastic  Pipe  Fittings,  Schedule  80  (1969)  ASTM  D2464 

Chloride)  Plastic  Pipe  Fittings,  Schedule  80  (1969)  ASTM  D2467 

Chloride)  Resins  Using  a  Torque  Rheometer  (1969)  ASTM  D2538 

Chloride)  Sewer  Pipe  (1969)  ASTM  D2836 

Chloride)  (NBR/PVO)  Jacket  for  Wire  and  Cable  (1970)  ASTM  D2708 

Chloride)  (PVC)  Natural  Gas  Yard  Piping  (1970)  lAPMO  ISlO-70 

Chloride)  (PVC)  Plastic  Pipe  (Schedules  40.  80,  and  120  USC  PS21 

Chloride)  (PVC)  Plastic  Pipe  (Std.  Dimension  Ratio)  (19  USC  PS22 
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Waste  Water  (1970) 


Sid.  for  Rigid  Poly  (Vinyl 
andling  and  Use  of  Hydrochloric  Acid,  Aqueous  and  Hydrogen 
ted  Felts  (1970)  Roof  Vapor  Barriers;  Polyvinyl 

tic  Tubing,  Electrical  Insulation  Noncrosslinked  Polyvinyl 
Std.  Test  Meth.  for  Inorganic 
Std.  Meth  of  Test  for  Traces  of  Volatile 
Tent.  Std.  for  Water  Soluble  Sulfates  and 
Tent.  Std.  for  Water  Soluble  Sulfates  and 
tors  (1970)  Std.  Spec,  for 

ormers  (1970a)  Spec,  for 

S1C59.1I4  Std.  Test  Meth.  for  Color  of 

Std.  Spec,  for  Rigid  Poly  (Vinyl  Chloride)  Compounds  and 
tribution  Systems  (1969)  Tent.  Spec,  for 

St  Meth.  for  Colorfastness  of  Textile  Yarns  and  Fabrics  to 
Determination  of  Free  Available  Chlorine  Residual  in  Pulp 

Handling  of 
Design  Recommendations  for 
Std  Meth  of  Sampling  and  Chemical  Analysis  of 
ulation  (1969)  Std.  Test  Meth.  for 

Handling 

Maintenance  Instructions  for 
Maintenance  Instructions  for 
Maintenance  Instructions  for 
Mamtenance  Instructions  for 

Std.  for 
Roe 

Container  Procedure  for 
Std.  Meth.  of  Test  for 
Suggested  Meth.  for  the  Determination  of  Free  Available 
Facilities  and  Operating  Procedures  for 
Producer  Air  Padding  for 
Visual  Inspection  of 
Operation  of 

Piping  and  Equipment  for  Use  with  Dry 
Std.  for  Safe  Handling  and  Use  of 
gle  Sample  Test  Method  of  Textile  Tensile  Loss  by  Retained 
iple  Sample  Test  Meth.  of  Textile  Tensile  Loss  by  Retained 
Std.  Test  Meth.  for  Matter  Insoluble  in 
Std.  for  Acceptable  Concentrations  of  Methyl 
Std.  for  Common  Name  for  the  Pest  Control  Chemical 

Rec.  for 

NSI  C33.25  Safety  Std.  for 

Std.  Meth.  of  Test  for  Lead  in  Gasoline,  Volumetric 
Std.  Spec,  for  Acid  Copper 
Std.  Spec,  for  Basic  Lead  Silico 
Std.  Meth.  of  Chemical  Analysis  of 
Std.  Spec,  for 
Spec,  for  the 

er  Extender  and  Processing  Oils  by  the  Clay  Gel  Absorption 
or  Analysis  of  Sodium  Triphosphate  by  the  Simplified  Paper 

Gas 

68)  Gas 
970)  Gas 

Gas 
Gas 

Std.  Test  Meth.  for  Fatty  Acid  Composition  by  Gas  Liquid 
Rec.  Pract.  for  General  Gas 
(1970)  Fatty  Acid  Composition  by  Gas 

Std.  Meth.  for  Analysis  of  Natural  Gas  by  Gas 
tadiene  Dimer  and  Styrene  in  Butadiene  Concentrates  by  Gas 
Std.  Test  Meth.  for  Punty  of  Methyl  Ethyl  Ketone  by  Gas 
for  Aromatic  Traces  in  Light  Saturated  Hydrocarbons  by  Gas 
of  High  Purity  (N-)  Heptane  and  Isooctane  by  Capillary  Gas 
om  Oils  for  Determination  of  Fatty  Acid  Composition  by  Gas 
lysis  of  Oil  Soluble  Sodium  Petroleum  Sulfonates  by  Liquid 
h.  for  Hydrocarbon  Traces  in  Propylene  Concentrates  by  Gas 
analysis  of  Liquefied  Petroleum  Gases  (LPG)  by  Process  Gas 
lysis  of  Calcium  and  Barium  Petroleum  Sulfonates  by  Liquid 
r  Boiling  Range  Distribution  of  Petroleum  Fractions  by  Gas 
Volatile  Organic  Matter  in  Water  by  Aqueous  Injection  Gas 
for  Analysis  of  Commercial  Butane  Butylene  Mixtures  by  Gas 
ied  Petroleum  (Lp)  Gases  and  Propylene  Concentrates  by  Gas 
gen  and  Carbon  Tetrafluoride  in  Sulfur  Hexafluonde  by  Gas 
ils  and  Oil  Acids  in  Solvent  From  Solvent  Type  Paints  (Gas 

Std.  Spec,  for  Fluor 
Std.  Meth.  for  Chemical  Analysis  of  Fluor 
Std.  Meth.  for  Chemical  Analysis  of 
Determination  of 
Std.  Classification  of  Brick, 
or  Chemical  Analysis  of  Chrome  Containing  Refractories  and 
Std.  Meth.  of  Test  for  Chromium  Oxide  in 
rspiration  (1969)/  Meth.  of  Determining  the  Resistance  of 

rspiration  (1969)  Std.  Test  Meth.  for  Resistance  of 

Std.  Classification  of  Brick,  Chrome  Magnesite,  Magnesite 


Chloride)  (PVC)  Profile  Extrusions  (1970)  USC  PS26 

Chloride,  Anhydrous  (1970)  Std.  for  Safe  H  MCA  SD39 

Chloride,  Coated  Base  Sheet,  Kraft  Laminates  and  Satura  NRCA  '2-11 

Chloride,  Flexible.  Heat  Shrinkable  1.6  to  1  Shrink  Rat  SAE  AMS3579 

Chlorides  in  Askarels  (1969)  ANSI  C59.55  ASTM  D1821 

Chlorides  in  Butane  Butene  Mixtures  (1968)  ANSI  ZI1.23I  ASTM  D2384 

Chlorides  in  Paper  and  Paperboard  (1960)  TAPPI  T468 

Chlorides  in  Pulp  (1945)  TAPPI  T229 

Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for  Capaci  ASTM  D2233 

Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for  Transf  ASTM  D2283 

Chlorinated  Aromatic  Hydrocarbons  (Askarels)  (R1969)  AN  ASTM  D2129 

Chlorinated  Poly  (Vinyl  Chloride)  Compounds  (1969)  ASTM  D1784 

Chlorinated  Poly  (Vinyl  Chloride)  Plastic  Hot  Water  Dis  ASTM  D2846 

Chlorinated  Pool  Water  (1971)  ANSI  L14.149  Te  AATCC  105 

Chlorination  Liquors  (1971)  Suggested  Meth.  for  the  TAPPI  T678SU 

Chlorine  Barges  (1966)  CHI  43 

Chlorme  Cargo  Tanks  (1970)  CHI  59 

Chlorine  Containing  Bleaches  (1970)  ASTM  D2022 

Chlorine  Content  of  Polybutenes  Used  for  Electrical  Ins  ASTM  D2522 

Chlorine  in  Tank  Motor  Vehicles  (1968)  CHI  49 

Chlorine  Institute  Safety  Valves,  Type  I  1/2  Jq  (1971)  CHI  39 

Chlorine  Institute  Std.  Angle  Valve  (1967)  CHI  40 

Chlorine  Institute  Std.  Excess  Flow  Valves  (1967)  CHI  42 

Chlorine  Institute  Std.  Safety  Valves,  Type  4  Jq  (1967)  CHI  41 

Chlorine  Manual  (1969)  CHI  I 

Chlorme  Number  of  Pulp  (1969)  TAPPI  T202 

Chlorine  Number  (Short  Time  Correction  Factor)  (1971)  TAPPI  UM-209 

Chlorine  Packaging  (1970)  CHI  7 

Chlorine  Requirement  of  Industrial  Water  and  Industrial  ASTM  DI291 

Chlorine  Residual  in  Pulp  Chlorination  Liquors  (1971)  TAPPI  T678SU 

Chlorine  Storage  (1970)  CHI  5 

Chlorine  Tank  Cars  and  Tank  Trucks  (1967)  CHI  54 

Chlorine  Ton  Containers  (1967)  CHI  53 

Chlorine  Vaporizing  Equipment  (1970)  CHI  9 

Chlorine  (1968)  CHI  6 

Chlorine  (1970)  MCA  SD80 

Chlorine  (1971)  ANSI  LI4. 126  Sin  AATCC  92 

Chlorine  (1971)  ANSI  LI4. 180  Mult  AATCC  114 

Chloroform  in  Oiticica  Oil  (R1969)  ASTM  D1958 

Chloroform  (1,  1,  I  Trichloroethane)  (1970)  ANSI  Z37.26 

Chlorothalonil  (1971)  ANSI  K62.101 

Choosing  Light  Sources  for  General  Lighting  (1967)  lES  CP32 

Christmas  Tree  and  Decorative  Lighting  Outfits  (1969)  A  UL  588 

Chromate  Method  (1970)  ANSI  Zll. 223  ASTM  D2547 

Chromate  (1971)  ASTM  D1624 

Chromate,  Ready  Mixed  Primer  (1970)  '  AASHO  M229 

Chromated  Zinc  Chloride  (1970)  ANSI  011.19  ASTM  D1033 

Chromated  Zinc  Chloride  (1971)  ASTM  DI032 

Chromaticity  of  Fluorescent  Lamps  (1969)  ANSI  C78.376 

Chromatographic  Meth.  (1969)  ANSI  Zll.  180  /Ups  in  Rubb  ASTM  D2007 

Chromatographic  Meth.  (1970)  Std.  Meth.  F  ASTM  D2760 

Chromatographic  Procedure  for  Cis-3  Hexenol  (1968)  EOA  270GCM 

Chromatographic  Procedure  for  Cis-3  Hexenyl  Acetate  (19  EOA  269GCM 

Chromatographic  Procedure  for  Citral  Dimethyl  Acetal  (1  EOA  273GCM 

Chromatographic  Procedure  for  Geraniol  (1965)  EOA  16CGM 

Chromatographic  Procedure  for  Geranyl  Acetate  (1966)  EOA  IIGCM 

Chromatography  of  Methyl  Esters  (1969)  ASTM  D1983 

Chromatography  Procedures  (1969)  ASTM  E260 

Chromatography  (Commercial  Fats  and  Oils)  (Tent.  Meth.)  AOCS  CEI 

Chromatography  (1968)  ANSI  Zll. 160  ASTM  D1945 

Chromatography  (1968)  ANSI  Zll. 233  /Th.  of  Test  for  Bu  ASTM  D2426 

Chromatography  (1969)  ASTM  D2804 

Chromatography  (1969)  Std.  Test  Meth.  ASTM  D2600 

Chromatography  (1969)  Std.  Meth.  for  Analysis  ASTM  D2268 

Chromatography  (1969)  /Preparation  of  Methyl  Esters  Fr  ASTM  D2800 

Chromatography  (1969)  ANSI  Zll. 276  Std.  Meth.  for  Ana  ASTM  D2548 

Chromatography  (1970)  Std.  Test  Met  ASTM  D2712 

Chromatography  (1970)  Tent.  Meth.  for  ASTM  D2888T 

Chromatography  (1970)  Tent.  Meth.  for  Ana  ASTM  D2894T 

Chromatography  (1970)  Tent.  Meth.  of  Test  Fo  ASTM  D2887T 

Chromatography  (1970)  Tent.  Rec.  Pract.  for  Measuring  ASTM  D2908T 

Chromatography  (1970)  ANSI  Zll. 175  Std.  Meth.  ASTM  D1717 

Chromatography  (1970)  ANSI  Zll. 261  /Analysis  of  Liquef  ASTM  D2163 

Chromatography  (1971)  Std.  Meth.  of  Test  for  Nitro  ASTM  D2685 

Chromatography)  (1968)  /  Meth.  for  Identification  of  O  ASTM  D2245 

Chrome  Arsenate  Phenol  (1971)  ASTM  D1034 

Chrome  Arsenate  Phenol  (1971)  ANSI  011.20  ASTM  D1035 

Chrome  Containing  Refractories  and  Chrome  Ore  (1970)  ASTM  C572 

Chrome  Content  of  Plumage  (1968)  ABFLO  B-11 

Chrome  Magnesite,  Magnesite  Chrome,  and  Magnesite  (1962         ASTM  C455 

Chrome  Ore  (1970)  Std.  Meth.  F  ASTM  C572 

Chrome  Ores  (1971)  ASTM  E342 

Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial  Pe  ALCA  E61 

Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial  Pe  ASTM  D2322 

Chrome,  and  Magnesite  (1962)  ASTM  C455 

Chromic  Oxide  Colorant  (1%6)  CTFA  86 
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)  (1970) 


rip  for  Fusi/ 
Healing  Elements  / 
Healing  (/ 


(2)c(3) 


Hydrated 

uill  Melh.  (19/  Delerminalion  by  Atomic  Absorption  of  the 

as  Sid.  for  the  Determination  by  Atomic  Absorption  of  the 
969)  Tent.  Test  Melh.  for 

Sid.  Spec,  for  Welded  Nickel  Iron 
Chromium  Carbide  Plus  Nickel 
Std.  Spec,  for  Nickel  Iron 
Sid.  Spec,  for  Welded  Nickel  Iron 
Sid.  Spec,  for  Stainless  and  Heat  Resisting 
Std.  Spec,  for  Drawn  or  Rolled  Nickel 
Std.  Melh.  of  Accelerated  Life  Test  of  Nickel 
Std.  Melh.  for  Chemical  Analysis  of  Nickel 
25  (80ni-20cr  Alloy)  (1970) 

Spec,  for  Dental 

pressure  Vessels  (1969)  ANSI  G33.3  Std.  Spec,  for 

Ball.  Low 
Std.  Spec,  for  Welded  Nickel 
Std.  Spec,  for  Welded  Nickel 
Std.  Spec,  for  Drawn  or  Rolled  Nickel  Chromium  and  Nickel 
th.  of  Accelerated  Life  Test  of  Nickel  Chromium  and  Nickel 
Meth.  for  Chemical  Analysis  of  Nickel  Chromium  and  Nickel 
,  Sheet  and  Strip  (1970)  Std.  Spec,  for  Nickel 

nd  Bar  (1970)  Std.  Spec,  for  Nickel 

ure  Vessels  (1971)  ANSI  G32.1  Std.  Spec,  for 

Tent.  Melh.  for  Chemical  Analysis  of  Ferrochromium  and 
sels  (1969)  ANSI  G35.4  Std.  Spec,  for 

mpered,  for  Pressure  Vessels  (1969a)  ANSI/  Std.  Spec,  for 

mpered,  for  Pressure  Vessels  (1969/  Std.  Spec,  for  Nickel 

of  Stainless,  Heat  Resisting,  Maraging,  and  Other  Similar 
weaving  Wire  (1970)  Std.  Spec,  for 

ized  Alloy  Pipe  Flanges,/  Std.  Spec,  for  Forged  or  Rolled 

ized  Alloy  Plate,  Sheet,  and  Strip  (1970)  Std.  Spec,  for 

ized  Alloy  Billets  and  Bars  for  Reforging/  Std.  Spec,  for 

ized  Alloy  Bar  and  Wire  (1970)  Std.  Spec,  for 

spec,  for  Stainless  and  Heat  Resisting  Corrosion  Resisting 
Std.  Spec,  for  Stainless  and  Heat  Resisting  Chromium  and 
Std.  Spec,  for  Stainless  and  Heat  Resisting 
Std.  Spec,  for  High  Strength  Stainless  and  Heat  Resisting 
Std.  Meth.  of  Test  for 
Std.  Spec,  for  Nickel  Iron 
Std.  Spec,  for  Nickel  Iron 
Std.  Spec,  for  Stainless  and  Heat  Resisting 
Rec.  Pract.  for  Oil  Tempered 
Std.  Spec,  for  Electrodeposited  Coatings  of  Nickel  Plus 
Rec.  Pracl.  for  Oil  Tempered 
test.  Procedure  for  Measuring  Loose  Metal  Ends  and  Seaming 

Rec.  for 

Std.  on  Incinerators  and  Rubbish  Handling 
Sid.  for  6  and  12  Volt 
Std.  for 
Spectrum  for 
Guidelines  for  Printed 
of  Fused  in  Place  Interfacial  Connections  in  Rigid  Printed 
linched  Wire  Type  Interfacial  Connections  in  Rigid  Printed 
regnated,  B-Stage  Epoxy  Glass  Cloth  for  Multilayer  Printed 
red  Ratings  and  Related  Requirements  for  Low  Voltage  Power 
nt  Basis  (1969)  Guide  Specifications  for  Ac  High  Voltage 

1970)  Supplement  to  Test  Procedure  for  Ac  High  Voltage 
ne  Closing  Switching  Surge  Voltage  Control  for  Ac  High  and 

ation  of  Fault  Currents  for  Application  of  Ac  High  Voltage 
td.  for  Schedules  of  Preferred  Ratings  for  Ac  High  Voltage 
pabihly  Factors  for  Reclosing  Service  for  Ac  High  Voltage 
Std.  for  Low  Voltage  Ac  Integrally  Fused  Power 
Rec.  Pract.  for 

ases)  for  Alternating  and  Direct  Current  Low  Voltage  Power 
Std.  for  Low  Voltage  Power 
for  Thermoplastic  Insulated  Underground  Feeder  and  Branch 

Short 

.  for  Measurement  of  Small  Signal  VHF  UHF  Transistor  Short 
apacitor  Switches  for  Alternating  Cur/  Std.  for  Automatic 

Relay  Service  Classification,  Terminology, 
ctrical  Performance  Std.  for  Direct  View  Monochrome  Closed 
Std.  Spec,  for  Copper  Foil  for  Printed 
AcceptabiUty  Guidelines  of  Printed 
Std.  Performance  Spec,  for  Multilayer  Printed 

1971)  Safety  Std.  for  Intrinsically  Safe  Electrical 
1)                     Tent.  Bui.  on  a  Classification  of  Communications 

Rec.  Pract.  for  Electrical 
rec.  Pract.  and  Std.  Covering  the  Protection  of  Electrical 
Glossary  of  Terms  for  Fluidic  Devices  and 
Graphic  Symbols  for  Fluidic  Devices  and 
Artwork  Generation  and  Measurement  Techniques  for  Printed 
Std.  for  Mechanical  and  Electric  Chart  Drive  Speeds  of 
gaskets  (1970)  Std.  Spec,  for  Joints  for 

Spec,  for 

Metal  Stairs  Manual  Including  Spec,  for  Straight, 


s  (1970) 

(1969) 


Chromic  Oxide  Colorant  (1966) 

Chromic  Oxide  Content  of  Plumage  Treated  by  the  Tan-O-Q 
Chromic  Oxide  Content  of  Tan-O-Quill  Treated  Plumage  (! 
Chromic  Oxide  in  Leather  (Perchloric  Acid  Oxidation)  (1 
Chromium  Alloy  Pipe  (1970) 

Chromium  Alloy  Powder  75cr(2)c(3)  +  25  (80ni-20cr  Alloy 
Chromium  Alloy  Seamless  Pipe  and  Tube  (1971) 
Chromium  Alloy  Tubes  (1970) 

Chromium  and  Chromium  Nickel  Steel  Plate,  Sheet,  and  St 
Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrical 
Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrical 
Chromium  and  Nickel  Chromium  Iron  Alloys  (1970) 
Chromium  Carbide  Plus  Nickel  Chromium  Alloy  Powder  75cr 
Chromium  Cobalt  Casting  Alloy  (1957)  ANSI  Z156.I4 
Chromium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for 
Chromium  High  Carbon  Steel  (1970) 
Chromium  Iron  Alloy  Pipe  (1970) 
Chromium  Iron  Alloy  Tubes  (1970) 

Chromium  Iron  Alloys  for  Electrical  Heating  Elements  (1 
Chromium  Iron  Alloys  for  Electrical  Healing  (1970)  ANSI 
Chromium  Iron  Alloys  (1970)  Std. 
Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy  Plate 
Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy  Rod  A 
Chromium  Manganese  Silicon  Alloy  Steel  Plates  for  Press 
Chromium  Metal  (1970) 

Chromium  Molybdenum  Alloy  Steel  Plates  for  Pressure  Ves 
Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Te 
Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Te 
Chromium  Nickel  Iron  Alloys  (1970)  /  Chemical  Analysis 

Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Alloy 
Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabil 
Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabil 
Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabil 
Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabil 
Chromium  Nickel  Manganese  Steel  Plate,  Sheet,  and  Strip 
Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusio 
Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  (1969) 
Chromium  Nickel  Steel  Sheet  and  Strip  (1969) 
Chromium  Oxide  in  Chrome  Ores  (1971) 
Chromium  Silicon  Alloy  Billets  and  Forging  Bars  (1970) 
Chromium  Silicon  Alloy  Hot  Rolled  and  Cold  Finished  Bar 
Chromium  Steel  Plate,  Sheet,  and  Strip  (1969) 
Chromium  Vanadium  Valve  Spring  Quality  Wire  and  Springs 
Chromium  (1971)  ANSI  G53.15 

Chromium;  Silicon  Alloy  Steel  Wire  and  Springs  (1970) 
Chucks  of  Fibre  Cans  (1968)  Std. 
Church  Lighting  (1960) 
Chutes  (1971) 

Cigar  Lighter  Receptacles  (1969) 
Cinnamic  Aldehyde  Dimethyl  Acetal  (1969) 
Cinnamic  Aldehyde  Dimethyl  Acetal  (1969) 
Circuit  Board  Component  Mounting  (1968) 

Circuit  Boards  (1965)  /He  Design,  Assembly,  and  Test. 

Circuit  Boards  (1967)  /for  Installing  and  Inspecting  C 

Circuit  Boards  (1970)  Std.  Spec,  for  Preimp 

Circuit  Breakers  and  Ac  Power  Service  Protectors  (1970) 
Circuit  Breakers  Rated  on  a  Symmetrical  and  Total  Curre 
Circuit  Breakers  Rated  on  a  Symmetrical  Current  Basis 
Circuit  Breakers  Rated  on  a  Symmetrical  Current  Basis; 
Circuit  Breakers  Rated  on  a  Total  Basis  (1969)  /Calcul 
Circuit  Breakers  Rated  on  a  Total  Current  Basis  (1971) 
Circuit  Breakers  (1964)  Std.  Interrupting  Ca 

Circuit  Breakers  (1969) 
Circuit  Breakers  (1970) 

Circuit  Breakers  (1970)  /or  Trip  Devices  (Opening  Rele 

Circuit  Breakers  (1971) 

Circuit  Cables  (1970)  ANSI  C33.60  Safety  Std. 

Circuit  Characteristics  of  Insulated  Cable  (1969) 

Circuit  Forward  Current  Transfer  Ratio  (1970)  Std 

Circuit  Reclosers,  Line  Sectionalizers  and  Oil  Filled  C 

Circuit  Symbols,  and  Diagrams  (1969) 

Circuit  Television  Monitors  526/60  Interlaced  2:1  (1970 

Circuit  Wiring  Apphcations  (1971) 

Circuit  Wiring  Boards  (1970) 

Circuit  Wiring  Boards  (1970) 

Circuits  and  Equipment  for  Use  in  Hazardous  Locations 
Circuits  for  Use  in  Automation  in  the  Oil  Industry  (196 
Circuits  on  Passenger  Car  Glazed  Surfaces  (1970) 
Circuits  (on  Boats)  (1970) 
Circuits  (1968) 
Circuits  (1968) 

Circuits  (1969)  Suggested  Guidelines  for 

Circular  Charts  (1954) 

Circular  Concrete  Sewer  and  Culvert  Pipe,  Using  Rubber 
Circular  Metal  Stairs  (for  Public  Use)  (1971) 
Circular,  Curved,  and  Spiral  Types  (1971) 
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27  Mh(Z)  Band  (1971)  Minimum  Std.  Citizens  Radio  Service  Am  Transceivers  Operating  in  the 

Std.  and  Spectrum  for  Citral  Dimethyl  Acetal  (1968) 
Gas  Chromatographic  Procedure  for  Citral  Dimethyl  Acetal  (1970) 
Std.  for  Citral  Dimethyl  Acetal  (1971) 
Spec,  for  Photographic  Grade  Citric  Acid,  Anhydrous  (H3c6h5o7)  (1970) 
Std.  for  Citronellyl  Propionate  (1970) 
Spectrum  for  Citronellyl  Propionate  (1970) 
Rec.  Std.  for  Loose  Metal  End  Dimensions  (6  Ounce  Fibre  Citrus  Cans  202  Diameter)  (1970) 
Rec.  Std.  for  Loose  Metal  End  Dimensions  for  12  Oz.  Fibre  Citrus  Cans,  211  Diameter  (1968) 

Rec.  Std.  Loose  Metal  End  Dimensions  for  Fibre  Citrus  Cans,  401  Diameter,  Sanitary  Style  (1969) 
Ultraviolet  Absorbance  Test  for  Citrus  Oils  (1965) 
rec.  Std.  for  Factory  Finished  Can  Dimensions;  6  Oz.  Fibre  Citrus  (1968) 

ec.  Std.  for  Factory  Finished  Can  Dimensions;  12  Oz.  Fibre  Citrus  (1968)  '    .  :• 

ec.  Std.  for  Factory  Finished  Can  Dimensions;  32  Oz.  Fibre  Citrus  (1968) 

Design  Objectives  for  Flying  Qualities  of  Civil  Transport  Aircraft  (1970) 
laminates  Fo/  Rec.  Pract.  for  Etching  and  Cleaning  Copper  Clad  Electrical  Insulating  Materials  and  Thermosetting 

on  Procedure  for  Chemical  Processing  Suitability  of  Copper  Clad  Epoxy  Glass  Laminates  (1968)  /  Spec,  for  In 

A133.1  Safety  Std.  for  Swinging  Hardware  for  Std.  Tin  Clad  Fire  Doors  Mounted  Singly  and  in  Pairs  (1968)  ANSI 

ferrous  Materials,  High  Alloy  Steel,  Cast  Iron,  Integrally  Clad  Plate  or  with  Applied  Corrosion  Resistant  Linings, 

Std.  on  Aluminum  Clad  Products  (1970) 
ruction  (1970)  Std.  Spec,  for  Copper  Clad  Stainless  Steel  Sheet  and  Strip  for  Building  Const 

Std.  Spec,  for  Concentric  Lay  Stranded  Copper  and  Copper  Clad  Steel  Composite  Conductors  (1971)  ANSI  C7.19 
Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Clad  Steel  Conductors  (1971) 
clad  Steel  Reinforced  (1970)  Std.  Spec,  for  Aluminum  Clad  Steel  Core  Wire  for  Aluminum  Conductors,  Aluminum 

Std.  Spec,  for  Nickel  and  Nickel  Base  Alloy  Clad  Steel  Plate  (1969) 
Std.  Spec,  for  Copper  and  Copper  Alloy  Clad  Steel  Plate  (1971) 
pec.  for  Straight  Beam  Ultrasonic  Examination  of  Plain  and  Clad  Steel  Plates  for  Special  Applications  (1971) 
num  Clad  Steel  Core  Wire  for  Aluminum  Conductors,  Aluminum  Clad  Steel  Reinforced  (1970)  Std.  Spec,  for 

Std.  Spec  for  Silver  Coated  Copper  Clad  Steel  Wire  for  Electronic  Applications  (1969) 
Std.  Spec,  for  Tin  Coated  Copper  Clad  Steel  Wire  for  Electronic  Applications  (1970) 

Std.  Spec,  for  Copper  Clad  Thermosetting  Laminates  for  Printed  Wiring  (1968) 
Iron  Nickel  Alloy  Wire,  Copper  Clad  56fe-41ni  for  Electronic  Applications  (1970) 
Steel  Wire,  Copper  Clad  99fe  for  Electronic  Applications  (1970) 
Steel  Wire,  Copper  Clad  99fe-0.45mn  for  Electronic  Applications  (1970) 
Spec,  for  Polyester  Film,  Copper  Clad,  for  Electronic  Applications  (1971) 
for  Aluminum  Conductors,  Concentric  Lay  Stranded,  Aluminum  Clad,  Steel  Reinforced  (ACSR/Aw)  (1971)  Std. 
Std.  Indexable,  Throw  Away,  Insert  Holders  (Clamp  and  Pin  Type)  (1969) 
Std.  Part  Clamp  (Loop,  Nylon)  (1971) 
70)  Std.  for  Coupling  Clamp,  Groove  V  Band  6.400,  9.400,  11.400  Flange  Od  (19 

Meth.  for  Smoothness  of  Paper  Under  Clamping  Pressure  (1958)  PI  T3632sm 
Std.  for  Air  Hose  Clamps  (1970) 
Minimum  Spec,  for  Class"A"  library  Binding  (1950) 
for  Industnal  Protective  Helmets  for  Electrical  Workers,  Class  B  (1971)  Std.  for  Safety  Require 

(1971)  Safety  Std.  for  Class  C  Asphalt  Organic  Felt  Sheetroofing  and  Shingles 

stations  (1970)  Criteria  for  Class  le  Electric  Systems  for  Nuclear  Power  Generating 

for  Use  in  Hazardous  Locations  Class,  Groups  C  and  D,  and  Class  li.  Group  G  (1970)  /Able  Electric  Lighting 

Safety  Std.  for  High  Interrupting  Capacity  Class  K  Fuses  (1970) 
Classification,  Definition  and  Designation  of  Letters  of  Class  L,  N,  T  and  Y,  Special  Type  Railway  Freight  Cars 
Plain  Surface  Fabrics  Class  Test  (1954) 
Raised  Fiber  Surface  Fabrics  Class  Test  (1954) 
ectrically  Operated  Valves  for  Use  in  Hazardous  Locations,  Class  1,  Groups  A,  B,  C,  and  D,  and  Class  11,  Group  E, 
n  Hazardous  Locations,  Class  1,  Groups  A,  B,  C.  and  D,  and  Class  II,  Group  E,  F,  and  G  (1970)  /D  Valves  for 

Std.  for  Class  5  Interference  Fit  Thread  (1963) 
Requirements  for  Nuclear  Power  Plant  Components,  Mc  Class  (Boiler  and  Pressure  Vessel  Code)  (1971) 
nt.  Classification  for  Determination  of  Sound  Transmission  Class  (1970) 

ble  Electric  Lighting  Units  for  Use  in  Hazardous  Locations  Class,  Groups  C  and  D,  and  Class  li,  Group  G  (1970) 
Std.  Definitions  of  Terms  Relating  to  Lithologic  Classes  and  Physical  Components  of  Coal  (1969) 
Std.  for  Ceramic  Dielectric  Fixed  Capacitors;  Classes  1,  2  and  3  (1971) 
Requirements  for  Nuclear  Power  Plant  Components,  for  Classes  1-3  (Boiler  and  Pressure  Vessel  Code)  (1971) 

Classification  and  Definitions  of  Bulk  Materials  (1970) 
Marine  Diesel  Engine  Classification  and  Marine  Inspection  (Std.  Pract.)  (197 


I) 

gs  (1971) 


Std.  for  Load  Classification  and  Service  Factors  for  Flexible  Couplin 
Hydraulic  Hoist  and  Dump  Body  Classification  Chart  (1968) 
Hydraulic  Conversion  Hoist  Classification  Chart  ( 1 969) 

National  Building  Classification  Code  of  Occupancies  and  their  Special  Re 
Tent.  Classification  for  Determination  of  Sound  Transmission 
Std.  Terminology  and  Classification  for  Gasoline  and  Heating  Oil  Marketers 

Tent.  Classification  for  Metal  Working  Fluids  and  Related  Mat 


quirements  (1967) 
class  (1970) 
1959) 

erials  (1970) 

inated  Building  Components  and  Systems  (1969)  Std.  Classification  for  Properties  and  Performances  of  Coord 

Uniform  Classification  for  Water  Hardness  (1970) 
Petroleum  and  Gas  Pipe  Line  Transportat/  Rec.  Pract.  for  Classification  of  Areas  for  Electrical  Installations  at 

Std.  Test.  Meth.  for  Bauer  McNett  Wet  Classification  of  Asbestos  Fiber  (1970) 
res  (1965)  Std.  Test  Meth.  for  Determination  of  Triaxial  Classification  of  Base  Materials,  Soils,  and  Soil  Mixtu 

rome  and  Magnesite  (1962)  Std.  Classification  of  Brick,  Chrome  Magnesite,  Magnesite  Ch 

Test  Meth.  for  Fire  Hazard  Classification  of  Building  Materials  (1971)  ANSI  A2.5 

Classification  of  Cast  Copper  Base  Alloys  in  Foundry  Pr 
Tent.  Bui.  on  A  Classification  of  (Communications  Circuits  for  Use  in  Au 
Std.  Classification  of  Coppers  (1970) 
Safety  Std.  for  Installation  and  Classification  of  Mercantile  and  Bank  Burglar  Alarm  Sys 
Manual  on  Classification  of  Motor  Vehicle  Traffic  Accidents  ( 1 970) 

Std.  Classification  of  Peats,  Mosses,  Humus  and  Related  Prod 
Spec,  for  Inspection  and  Classification  of  Secondhand  Rail  for  Welding  (1969) 
Std.  Rec.  Pract.  for  the  Classification  of  Soils  and  Soil  Aggregate  Mixtures  for 
Std.  Meth.  for  Classification  of  Soils  for  Engineering  Purposes  (1969) 
Std.  Qualitative  Classification  of  Surfactants  by  Infrared  Absorption  (1 
Safety  Std.  for  Fire  Hazard  Classification  of  Sweeping  Compounds  (1971) 


act.  (1965) 

tomation  in  the  Oil  Industry  (1961) 
terns  (1971) 
ucts  (1969) 

Highway  Construction  Purposes  / 
969) 


EIA 

RS382 

EOA 

273S 

EOA 

273GCM 

EOA 

273 

ANSI 

PH4.107 

EOA 

283 

EOA 

283S 

CCTI 

£202.1 

CCTI 

CT21  I.I 

CCTI 

E401 .3 

EOA 

l-ID-4 

CCTI 

B202.1 

CCTI 

B21 1.1 

CCTI 

B401 .2 

SAE 

ARP842B 

ASTM 

D1825 

ispecti  IPC 

LI  20 

UL 

I4C 

ASME 

BPVC8-1-C 

AA 

*286.2 

ASTM 

B506 

ASTM 

B229 

ASTM 

B228 

ASTM 

B502 

ASTM 

A  265 

ASTM 

B432 

/.  S  AS  1  M 

A578 

A                A  CT*A 

Alumi  A^  1  M 

B502 

ASTM 

B50I 

ASTM 

B520 

ASTM 

DI867 

SAE 

AMS7734 

SAE 

A  kACTJT% 

AMS7732 

SAE 

AMo  /  /33 

SA  E 

AMiioi  3 

bpec.  Ao  I M 

B549 

ANSI 

B94.26 

NS  A 

1 397 

SAE 

AS976 

TAPPI 

T490 

AAR 

MSRP-E-50 

ALA 

*2 

^ments  AN^ll 

Z89.2 

UL 

55B 

IEEE 

308 

Units  UL 

781 

UL 

198.3 

AAR 

MSKP-L-17 

ATMI 

PS6-54 

ATMI 

RFS6-54 

UL 

1002 

I  I/>a    I  III 

u  se  1  u  L 

1002 

ANSI 

B1.12 

ASME 

BPVCIIINE 

Te  ASTM 

E413T 

/A  UL 

781 

ASTM 

D2796 

EIA 

RS198-B 

ASME 

BPVCIII 

CEMA 

550 

DEMA 

MD19 

AGMA 

514.02 

TBEA 

HH&DB9 

TBEA 
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E413T 

API 

*2 

ASTM 

D2881T 

ANSI 

A62.6 

ASAE 

R339 

API 

RP500C 

ASTM 

D2589 
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ASTM 

C455 

UL 

723 

AFS 
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B224 

UL 
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ANSI 
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D2607 
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UL 
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Std. 

products  (1971)  Std. 
omotive  Applications  (1970)  SAE  J200 

Meth.  Fiber  Length  of  Pulp  hy 
Soil  Type  and  Strength 
Rec  Pract.  for  Off  Highway  Tire  and  Rim 
cl.  for  Instrument  Purging  for  Reduction  of  Hazardous  Area 
th.  for  Subsieve  Analysis  of  Granular  Metal  Powders  by  Air 
Rec.  Prac.  for  Engine  Oil  Performance  and  the  Service 
Rec.  Pract.  for  Vehicle  Collision  Damage 
s;  Hopper  Car  Type  (Definitions  and  Designation  Letters  of 
f  Class  L,  N,  T  and  Y,  Special  Type  Railway  Freight  Cars/ 
th.  (and  Pract.)  for  Unassembled  Gears  (1971)  Gear 
ams  (1969)  Relay  Service 

Std.  on  Airport  Ramp  Fire  Hazard 

(1970)  Std.  Speed 

Pattern  Std. 

molded  Parts  (1970)  Rec.  Pract.  for 

s  and  Parts  Made  Therefrom  (1970)  Rec.  Pract.  for 

oastal  Waterways  (1971)  Rules  for  Building  and 

Rules  for  Building  and 
Std.  Spec,  for  Compression  Joints  for  Vitrified 
Std.  Spec,  for 
Rec.  Std.  for 
Std.  Spec,  for  Structural 
Color  Std.  for  Glazed  and  Unglazed  Structural 

(1971)  ANSI  All  Std.  Spec,  for  Ceramic  Glazed  Structural 
istic  Groups  in  Rubber  Extender  and  Processing  Oils  by  the 

Std.  for  Ml  Trash  Pump  Rating  Requirements  (for 
est.  for  Leaks  in  the  Filters  Associated  with  Laminar  Flow 
.  Meth.  for  Sampling  Airborne  Particulate  Contamination  in 
feguards  for  Construction.  Location  and  Fire  Protection  of 
n  the  Filters  Associated  with  Laminar  Flow  Clean  Rooms  and 
for  Ceramic  Tile  Installed  with  Chemical  Resistant.  Water 
Std.  for  Chemical  Resistant,  Water 
d.  for  Oil  Bath,  Oil  Wetted,  Dry.  Multistage  (Vehicle)  Air 

Rec.  Std.  for  Pipe 

Std.  Meth.  of  Rating  Commercial  and  Industrial  Vacuum 
ill  Std.  Meth.  of  Rating  Commercial  and  Industrial  Vacuum 

Rec.  on  Safeguarding  Aircraft  Cabin 
Spec,  for  Setting, 
Tent.  Spec,  for 

d  Thermosetting  Laminates  Fo/  Rec.  Pract.  for  Etching  and 

70)  Std.  Procedures  for 

Rec.  Pract.  for 

lesion  Hazards)  (1970)  Dry 
ustry  (1970)  Rec. 

Manual  on  Blast 
Std.  Safety  Code  for  Window 
Rec.  Pract.  for  Cast  Shot  and  Grit  for  Peening  and 
Rec.  for  Safeguarding  Aircraft 
Rec.  Safe  Pract.  in 

ludge  Meth.)  (1968)  Determination  of 

Std.  Test  Meth.  for  Color  of 
Western  Red  Cedar  Grade  Guide;  Spec,  for 
Std.  Meth.  for  Establishing 
Model  Railroad  Electric  and  Traction 

s  (1969) 

es  and  Turntables  (1969) 

tunnel  (1969)  Spec,  for 

her  Than  Platforms  Adjacent  to  Industrial  Side/  Spec,  for 

ail  Territory  (1969)  Spec,  for 

k  Tunnel  (1969) 

Insert  Molded  In,  Countersunk  and  Thru 
Rec.  Pract.  for  Steering  Cable 
Seal  Fit  for  Freight  Car  Roller  Bearings  (Rail/  Std.  for 

Std.  for 

ncluding  Wheel  Assembly,  Chainguards,  Saddle  Braces,  Pedal 

Manual  on 


Classification  of  Unirradiated  Uranium  Scrap  (1970)  ANSI  N15.I 

Classification  System  for  Carbon  Blacks  Used  in  Rubber  ASTM  D1765 

Classification  System  for  Elastomeric  Materials  for  Aut  ASTM  D2000 

Classification  (1964)  TAPPI  T233 

Classification  (1969)  SAE  J 1 06 

Classification  (1970)  SAE  J751C 

Classification  (1970)  Std.  Pra  ISA  S12.4 

Classification  (1970)  ANSI  H9.9  Std.  Me  ASTM  B293 

Classification  (1971)  SAE  JI83A 

Classification  (1971)  SAE  J224 

Classification)  (1970)  /  Service  Freight  Equipment  Car  A AR  MSRP-L-9 

Classification.  Definition  and  Designation  of  Letters  O  AAR  MSRP-L-17 

Classification,  Definitions,  Materials  and  Measuring  Me  AGMA  390.03 

Classification,  Terminology,  Circuit  Symbols,  and  Diagr  NARM  *1.1 

Classifications  and  Precautions  (1970)  NFPA  411 

Classifications  for  Intraoral  Dental  Radiographic  Film  ANSI  PH6.1 

Classifications,  Tooling  (1970)  NAPM  •! 

Classifying  Visual  Defects  in  Compression  and  Transfer  ASTM  D2562 

Classifying  Visual  Defects  in  Glass  Reinforced  Laminate  ASTM  D2563 

Classing  Steel  Vessels  for  Service  on  Rivers  and  Intrac  ABS  '1 

Classing  Steel  Vessels  (1971)  ABS  '5 

Clay  Bell  and  Spigot  Pipe  (1971)  ASTM  C425 

Clay  Drain  Tile  (1967)  AASHO  M179 

Clay  Cutting  Wire  (1970)  .  SWA  '27 

Clay  Facing  Tile  (1960)  ASTM  C212 

Clay  Facing  Tile  (1964)  FTI  *2 

Clay  Facing  Tile,  Facing  Brick,  and  Solid  Masonry  Units  ASTM  C126 

Clay  Gel  Absorption  Chromatographic  Meth.  (1969)  ANSI  Z  ASTM  D2007 

Clean  Out  Purposes)  (1970)  CPB  *3 

Clean  Rooms  and  Clean  Work  Stations  by  Use  of  a  Condens  ASTM  F9I 

Clean  Rooms  for  Handling  Aerospace  Fluids  (1969)  ANSI  Z  ASTM  F318 

Clean  Rooms  (1971)  Sa  EMS  LPDl-56 

Clean  Work  Stations  hy  Use  of  a  Condensation  Nuclei  Det  ASTM  F91 

Cleanable  Setting  and  Grouting  Epoxy  (1969)  Spec.  ANSI  AI08.6 

Cleanable  Tile  Setting  and  Grouting  Epoxy  (1969)  ANSI  A118.3 

Cleaner  Test  Code  (1970)  St  SAE  J726B 

Cleaner  Wire  (1970)  SWA  *70 

Cleaners,  Suction  Type  (Portable  and  Mobile)  (1968)  FVMMA  1 

Cleaners,  Suction  with  Agitation  Type  (Portable  and  Mob  FVMMA  2 

Cleaning  and  Refurbishing  Operations  (1970)  NFPA  410F 

Cleaning  and  Waterproofing  of  Indiana  Limestone  ( 1967)  ILIA  *2 

Cleaning  Compound,  General  Purpose  (1969)  ASTM  D2815 

Cleaning  Copper  Clad  Electrical  Insulating  Materials  An  ASTM  D1825 

Cleaning  or  Safeguarding  Small  Tanks  and  Containers  (19  NFPA  327 

Cleaning  Petroleum  Storage  Tanks  (1968)  API  RP2015 

Cleaning  Plants  (Prevention  and  Control  of  Fire  and  Exp  NFPA  32 

Cleaning  Procedures  for  Parts  Washers  of  the  Baking  Ind  AIB  148 

Cleaning  (Hs  124)  (1968)  SAE  J792A 

Cleaning  (1969)  •  ANSI  A39.1 

Cleaning  (1969)  SAE  J444 

Cleaning,  Painting,  and  Paint  Removal  (1971)  NFPA  410D 

Cleaning,  Test,  and  Finishing  in  Metal  Casting  (1970)  AFS  4 

Cleanliness  of  Animal,  Vegetable  and  Man  Made  Fibers  (S  ABFLO  A-4 

Cleanliness  of  Filling  Materials  Used  in  Bedding  (1970)  ABFLO  2A 

Clear  Liquids  (Platinum  Cobalt  Scale)  (1969)  ASTM  D1209 

Clear  Lumber  and  Siding  Products  (1970)  WWPA  '21 

Clear  Wood  Strength  Values  (1970)  ASTM  D2555 

Clearance  and  Tract  Centers  (1963)  NMRA  S6 

Clearance  Diagrams  Fixed  Obstructions  for  Building  Door  AREA  28-2-5 

Clearance  Diagrams  Fixed  Obstructions  for  Railway  Bridg  AREA  28-2-1 

Clearance  Diagrams  Fixed  Obstructions  for  Single  Track  AREA  28-2-2 

Clearance  Diagrams  Fixed  Obstructions  for  Structures  Ot  AREA  28-2-4 

Clearance  Diagrams  Fixed  Obstructions  Lines  for  Third  R  AREA  28-2-7 

Clearance  Diagrams  (Fixed  Obstructions)  for  Double  Trac  AREA  28-2-3 

Clearance  Hole,  Sandwich  Panel  (1970)  NSA  1834 

Clearance  on  Boats  (1960)  BIA  155 

Clearance  Outline  and  Limiting  Dimensions  for  Seals  and  AAR  MSRP-D-58B 

Clearance,  Side  Marker  and  Identification  Lamps  (1971)  SAE  J592D 

Clearance.  Steering  Control,  Brakes,  Tires  and  Controls  BMA  6/5 

Clearances  for  Heat  Producing  Appliances  (1971)  NFPA  89M 
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970)  Guide  Spec,  for 

Safely  Std.  for  Porcelain 
(1970)  Std.  for 

nted  Circui/  Std.  Procedure  for  Installing  and  Inspecting 

y  in  Glass)  (1970)  Std.  for 

Furniture 
Rec.  Std.  for  Paper 

e  Items  (1971)  Std.  for  Packaging  of 

elf  Locking  and  No/  Bolt,  100  Deg.  Head,  Tri  Wing  Recess, 

d.  Part  Bolt,  Self  Locking,  Flat  Fillister  Head.  Torq  Set, 
and  Nonlocking  (1/  Bolt,  100  Deg.  Head,  Tri  Wing  Recess, 

and  Nonlocking  (1970)  Bolt,  Hex  Head, 

(1970)  Bolt,  100  Deg.  Reduced  Head,  Tri  Wing  Recess 

g  and  Nonlocking  (/  Bolt,  100  Deg.  Head,  Tri  Wing  Recess, 

g  and  Nonlocking  (1970)  Bolt,  Hex  Head, 

nd  Nonlocking  (197/  Bolt,  100  Deg.  Head,  Tri  Wing  Recess, 

and  Nonlocking  (1970)  Bolt,  Hex  Head, 

970)  Bolt,  100  Deg.  Reduced  Head.  Tri  Wing  Recess, 

and  Nonlocking  (19/  Bolt,  100  Deg.  Head.  Tri  Wing  Recess, 

and  Nonlocking  (1970)  Bolt,  Hex  Head. 

Std.  Part  Screw  Machine.  Flat  Fillister  Head. 
Std.  Part  Screw.  Machine.  Pan  Head, 
Std.  Part  Screw,  Machine,  Pan  Head  Modified, 
Std.  Part  Screw,  Machine,  Flat  100  Deg.  Head, 
teel  Self  Locking  and  Nonlocking  (1970)  Bolt,  Pan  Head, 

es.  Self  Locking  and  Nonlocking  (1970)  Boll,  Pan  Head, 

m  Alloy  6al-4v.  Self  Locking  and  Nonlock/  Bolt,  Pan  Head, 

If  Locking  and  Nonlockin/  Bolt,  100  Deg.  Tri  Wing  Recess, 

If  Locking  and  Nonlocking  (1970)  Bolt,  Hex  Head, 

onlocking  /  Bolt,  100  Deg.  Reduced  Head,  Tri  Wing  Recess, 
self  Locking  and  Nonlocking  (1970)  Bolt,  Hex  Head, 

1/  Electrical  Performance  Std.  for  Direct  View  Monochrome 

se  (1969)  ANSI  G55.19  Std.  Spec,  for  Steel. 

Volumetric  Capacity  of 
Std.  Meth.  of  Test  for  Flash  Point  by  Tag 

Door 

cers.  Chain  Guards.  Handrail  Brackets.  Coat  and  Hat  Hooks. 

Std.  for  Steel  Bi-Fold 

Circuit  Breakers  Rated  on  a  /  Std.  Requirements  for  Line 

sts  to  Measure  the  Durability  of  the  Two  Strip  Gummed  Tape 

Test  Meth.  for 

Std.  Spec,  for  Black  and  Yellow  Varnished  Glass  Polyester 
Std.  Spec,  for  Preimpregnated.  B-Stage  Epoxy  Glass 
70)  Safety  Std.  for  Asbestos  and  Asbestos  Varnished 

Std.  Spec,  for  Burlap 
Std.  Spec,  for  Wire 

ine  Mesh)  (1970)  Rec.  Std.  for  Screen 

Safety  Std.  for  Varnished 
Std.  Spec,  for  Holland 
Tape  Industry  Spec,  for  Glass.  Nylon.  All  Purpose.  Paper. 

Rec.  Std.  for  Screen  Cloth  Wire  (Space 
04(1971)  Spec,  for 

Rec.  Lighting  for  the  Manufacturing  of  Men's 
Rec.  Std.  for  Card  Wire  (Staples  for  Card 
Spec,  for  Fabric.  Glass 
imation  of  Water  Insoluble  Impurities  in  Refined  Phenol  by 

Std.  Test  Meth.  for 

n  and  Wear  of  Sintered  Metals  Friction  Materials  Under  Dry 
Test  Procedures  and  Minimum  Evaluation  Std.  for 
Component  Std.  for  Electro  Magnetic 
pract.  for  Housings  for  Single  and  Two  Plate  Spring  Loaded 

Std.  for  Multiple  Disc 
Flywheels  for  Single  Plate  Spring  Loaded 
Flywheels  for  Two  Plate  Spring  Loaded 
Std.  Meth.  of  Test  for  Fusibility  of 
Std.  Meth.  of  Analysis  of 
Std.  Definitions  of  Terms  Relating  to 
Std.  Meth.  of  Test  for  Index  of  Dustiness  of 
Std.  Meth.  of  Test  for  Sulfur  in 
Std.  Meth.  of  Test  for  Plastic  Properties  of 
Std.  Meth.  of  Test  for  Grindability  of 
Criteria  for  the  Application  of  Dust  Collectors  to 
Std.  for  Prevention  of  Furnace  Explosions  in  Pulverized 
Std.  Meth.  for  Designating  the  Size  of 
Std.  for  the  Prevention  of  Dust  Explosions  in 

9) 

eth.)  (1971)  Tent.  Test  Meth.  for  Total  Moisture  in 

Std.  Meth.  of  Preparing 
ght  (1969)  Tent.  Meth.  of  Preparing 

Spec,  for  External  Application  Procedures  of  Hot  Applied 

Guide  Spec,  for 
Roof  Spec.  Plate  for  Low  Slope, 
ate  Surface  (1970)  Roof  Spec.  Plate  for  Low  Slope, 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Creosote 
Lumber,  Timber  and  Plywood  Pressure  Treated  with  Creosote 


Clearing  and  Grubbing  (Above  and  Below  Ground  Level)  (1  CSI  02130 

Cleats.  Knobs,  and  Tubes  (1971)  ANSI  C33.21  UL  511 

Clevis,  Cotter.  Dowel.  Grooved.  Taper  and  Straight  Pins  IFI  SEC.L 

Clinched  Wire  Type  Interfacial  Connections  in  Rigid  Pri  IPC  TC5I0 

Clinical  Thermometers  (Maximum  Self  Registering.  Mercur  USC  PS39 

Clip  Wire  (1962)  SWA  '111 

Clip  Wire  (1970)  SWA  -60 

Clock  Spring  Steel  (1962)  SWA  *\00 

Close  Tolerance  Corrosive  Resistant  Cylindrical  Hardwar  NSA  3433 

Close  Tolerance  6al-4v  Titanium  a  Alloy.  Long  Thread.  S  NSA  4304-16 

Close  Tolerance  (1971)  St  NSA  1181 

Close  Tolerance.  Alloy  Steel.  Long  Thread.  Self  Locking  NSA  4104-16 

Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  NSA  6604-20 

Close  Tolerance,  Alloy  Steel,  Short  Thread,  Nonlocking  NSA  4703-16 

Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Lockin  NSA  4400-16 

Close  Tolerance,  Alloy  Steel.  Short  Thread.  Self  Lockin  NSA  6203-20 

Close  Tolerance,  A286  CRES.  Long  Thread.  Self  Locking  A  NSA  4204-16 

Close  Tolerance,  A286  CRES,  Long  Threads,  Self  Locking  NSA  6704-20 

Close  Tolerance,  A286  CRES,  Short  Thread,  Nonlocking  (1  NSA  4803-16 

Close  Tolerance.  A286  CRES.  Short  Thread,  Self  Locking  NSA  4500-16 

Close  Tolerance.  A286  CRES.  Short  Thread,  Self  Locking  NSA  6303-20 

Close  Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA  1121 

Close  Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA  1131 

Close  Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA  1141 

Close  Tolerance.  Short  Thread.  Torq  Set  (1971)  NSA  1151 

Close  Tolerance.  Short  Thread.  Tri  Wing  Recess.  Alloy  S  NSA  5000-6 

Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  A286  Or  NSA  5100-6 

Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  Titaniu  NSA  5200-06 

Close  Tolerance,  6al-4v  Titanium  Alloy  Short  Thread,  Se  '  NSA  4600-16 

Close  Tolerance,  6al-4v  Titanium  Alloy,  Long  Thread,  Se  NSA  6804-20 

Close  Tolerance,  6al-4v  Titanium  Alloy.  Short  Thread,  N  NSA  4903-16 

Close  Tolerance,  6al-4v,  Titanium  Alloy,  Short  Thread,  NSA  6403-20 

Closed  Circuit  Television  Monitors  526/60  Interlaced  2:  EIA  RS375 

Closed  Impression  Die  Forgings  for  General  Industrial  U  ASTM  A521 

Closed  Tank  Type  Manure  Spreaders  (1969)  ASAE  S326 

Closed  Tester  (1970)  ANSI  Z11.24  ASTM  D56 

Closer  Spring  Wire  (1962)  SWA  '106 

Closet  Bars,  Apartment  Knockers,  Viewers,  House  Numbers  BHMA  1201-3 

Closet  Door  Units,  Frames,  and  Trim  (1970)  USC  PS38 

Closing  Switching  Surge  Voltage  Control  for  Ac  High  and  ANSI  C37.071 

Closure  for  the  Flaps  of  Corrugated  Fibreboard  Boxes  (1  GIA  2 

Closure  Torque  (1969)  SPI  PBD7 

Cloth  and  Tape  (1970)  ASTM  D2400 

Cloth  for  Multilayer  Printed  Circuit  Boards  (1970)  IPC  LllOA 

Cloth  Insulated  Wires;  General  and  Switchboard  Type  (19  UL  115 

Cloth  Made  From  Jute  or  Kenaf  (1960)  AASHO  Ml 82 

Cloth  Sieves  for  Test.  Purposes  (1970)  ANSI  Z23.1  ASTM  Ell 

Cloth  Wire  (Space  Cloth.  Hardware.  Fly  and  Insect  and  F  SWA  '77 

Cloth  Wires  and  Cables  (1970)  UL  133 

Cloth  (1970)  ANSI  L14. 20  ASTM  D376 

Cloth,  and  Multi  Ply  Types  (1964)  Corrugators  Box  GL«l  01-59B 

Cloth.  Hardware.  Fly  and  Insect  and  Fine  Mesh)  (1970)  SWA  '77 

Cloth,  Type  S  Glass,  181  Style  Fabric,  Finish  No.  Hts-9  SAE  AMS3837 

Clothing  (1962)  lES  CP23 

Clothing)  (1970)  SWA  *25 

Cloth;  Style  7781-550  (1970)  SAE  AMS3823A 

Cloud  Point  Depression  (1968)  /.  for  Detection  and  Est  ASTM  D2147 

Cloud  Point  of  Nonionic  Surfactants  (1970)  ASTM  D2024 

Clutch  Conditions  (1970)  /.  for  Coefficient  of  Frictio  ASTM  B526 

Clutch  Flywheel  Safety  Shields  and  Bellhousings  (1971)  SEMA  6-1 

Clutches  for  Vehicle  Air  Conditioners  (1968)  IMACA  310 

Clutches  (1968)  Rec.  SAE  J373 

Clutches  (1971)  SEMA  1-2 

Clutches;  Rec.  Pract.  (1969)  SAE  J618C 

Clutches;  Rec.  Pract.  (1969)  SAE  J619C 

Coal  and  Coke  Ash  (1968)  ASTM  D1857 

Coal  and  Coke  Ash  (1969)  ASTM  D2795 

Coal  and  Coke  (1969)  ASTM  D12I 

Coal  and  Coke  (1969)  ANSI  K20.il  ASTM  D547 

Coal  Ash  (1969)  ASTM  D1757 

Coal  by  the  Gieseler  Plastometer  (1969)  ASTM  D1812 

Coal  by  the  Hardgrove  Machine  Meth.  (1971)  ASTM  D409 

Coal  Fire  Boilers  (1967)  IGCI  *I 

Coal  Fired  Muhiple  Burner  Boiler  Furnaces  (1971)  NFPA  85E 

Coal  From  Its  Sieve  Analysis  (1969)  ANSI  M20.3  ASTM  D431 

Coal  Preparation  Plants  (1971)  ANSI  Zl 2.7  NFPA  653 

Coal  Pulverizers  (Direct  Fire  and  Storage  Systems)  (196  ASME  PTC4.2 

Coal  Reduced  to  No.  8  Top  Sieve  Size  (Limited  Purpose  M  ASTM  D2961 

Coal  Samples  for  Analysis  (1968)  ASTM  D2013 

Coal  Samples  for  Microscopical  Analysis  by  Reflected  Li  ASTM  D2797T 

Coal  Tar  and  Asphalt  Enamel  Coatings  to  Steel  Pipe  (196  NAPCA  BUL3 

Coal  Tar  Epoxy  Protective  Coating  (1970)  AASHO  M200 

Coal  Tar  Pitch:  No.  15  Felts,  Aggregate  Surface  (1970)  NRCA  •2-V4 

Coal  Tar  Pitch:  No.  15  Felts,  Coaled  Base  Sheet,  Aggreg  NRCA  •2-V3 

Coal  Tar  Solutions  for  Above  Ground  Use  (1971)  /Ftwood  AWPB  LP-5 

Coal  Tar  Solutions  for  Ground  Contact  Use  (1971)  /Wood  AWPB  LP-55 
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me  and  Specific  Gravity  Correction  Tables  for  Creosote  and  Coal  Tar  (R1970)  Std.  Volu  ASTM  D347 

Std.  for  Sampling  and  Analysis  of  Coal  (1944)  TAPPI  T605 

Std.  Meth.  for  Sampling  of  Coal  (1968)  ASTM  D2234 

Std.  Meth.  of  Test  for  Carbon  Dioxide  in  Coal  (1969)  ASTM  D1756 

td.  Meth.  of  Test  for  Sieve  Analysis  of  Crushed  Bituminous  Coal  (1969)  ASTM  D31I 

Std.  Meth.  of  Test  for  Screen  Analysis  of  Coal  (1969)  ASTM  D410 

Std.  Meth.  of  Drop  Shatter  Test  for  Coal  (1969)  ASTM  D440 

Std.  Meth.  of  Tumbler  Test  for  Coal  (1969)  ASTM  D441 

opical  Determination  of  Volume  %  of  Physical  Components  of  Coal  (1969)  Tent.  Meth.  for  Microsc  ASTM  D2799T 

Relating  to  Lithologic  Classes  and  Physical  Components  of  Coal  (1969)  Std.  Definitions  of  Terms  ASTM  D2796 

ctance  of  the  Organic  Components  in  a  Polished  Specimen  of  Coal  (1969)  /for  Determining  Microscopically  the  Refle  ASTM  D2798T 

Meth.  of  Test  for  Cubic  Foot  Weight  of  Crushed  Bituminous  Coal  (1969)  ANSI  K20. 1  Std.  ASTM  D291 

Std.  Spec,  for  Coarse  Aggregate  for  Bituminous  Paving  Mixtures  (1969)  ASTM  D692 

Std.  Spec,  for  Coarse  Aggregate  for  Portland  Cement  Concrete  (1970)  AASHO  M80 
centage  of  Particles  of  Less  Than  1.95  Specific  Gravity  in  Coarse  Aggregate  (1949)                           Std.  Test  Meth.  for  Per  AASHO  T150 
ensity  of  Compacted  Base  Courses  Containing  Large  Sizes  of  Coarse  Aggregates  (1962)                 ID.  Test  Meth.  for  in  Place  D  AASHO  T181 

Std.  Test  Meth.  for  Sieve  Analysis  of  Fine  and  Coarse  Aggregates  (1970)  AASHO  T27 

Tent.  Meth.  for  Determination  of  Cashmere  Content  (Coarse  Hair  In)  (1971)  ASTM  D2816 

Std.  Meth.  of  Correction  for  Coarse  Particles  in  the  Soil  Compaction  Test  (1967)  AASHO  T224 

Agma  Std.  (System)  Design  of  General  Industrial  Coarse  Pitch  Cylindrical  Wormgearing  (1970)  AGMA  341.02 

ocking.  Alloy  Steel  and  Corrosion  Resisting  Steel,  Unified  Coarse  3a  and  2a  Thread  (1971)  /Lied,  Plain  and  Self  L  NSA  1352 

Meth.  for  Coarseness  of  Pulp  Fibers  (1967)  TAPPI  T234 

h.  for  Particle  Size  or  Screen  Analysis  at  No.  4  Sieve  and  Coarser  for  Metal  Bearing  Ores  and  Related  Materials  (1  ASTM  E389 

pr/        Grade  Stamps  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  S  WCLIB  *1 

td.  Grading  Rules  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  S  WCLIB  16 

red  Cedar.  White  Fir  and  Sitka  Spr/           Grade  Stamps  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  WCLIB  *! 

red  Cedar,  While  Fir  and  Sit/              Std.  Grading  Rules  tor  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  WCLIB  16 

Std.  Spec,  for  Structural  Glued  Laminated  Douglas  Fir  (Coast  Region)  Timber  (1962)  WCLIB  *3 

hardware;  Door  Silencers,  Chain  Guards,  Handrail  Brackets,  Coat  and  Hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Vi  BHMA  1201-3 

Rec.  Std.  for  Coat  (Garment)  Hanger  Wire  (1970)  SWA  '28 

f  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch;  No.  15  Felts,  Coated  Base  Sheet,  Aggregate  Surface  (1970)  Roo  NRCA  *2-V3 

(1970)  Roof  Vapor  Barriers;  Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  Laminates  and  Saturated  Felts  NRCA  *2-II 
Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Tin  Coated  by  Electrodeposition  (1969)  ASTM  A599 

(Galvanized)  Iron  or  Steel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the  Hot  Dip  Process  (1971)  /  of  Zinc  Coated  ASTM  A525 

ns  (1969)                                                 Std.  Spec,  for  Silver  Coated  Copper  Clad  Steel  Wire  for  Electronic  Applicatio  ASTM  B501 

ns  (1970)                                                    Std.  Spec,  for  Tin  Coated  Copper  Clad  Steel  Wire  for  Electronic  Applicatio  ASTM  B520 

970)                                                Std.  Spec,  for  Bituminous  Coated  Corrugated  Metal  Culvert  Pipe  and  Pipe  Arches  (1  AASHO  MI90 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  Coated  Felt,  Aggregate  Surface  (1970)  NRCA  •2-V2 

Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated  Felt,  Smooth  Surface  (1970)  NRCA  »2-V6 

roof  Membranes;  Aggregates,  Saturated  Felts,  Saturated  and  Coated  Felts,  Prepared  Roofings,  and  Plastic  Roll  Mater  NRCA  *2-IV 

visual  Color  Match  to  Master  Specimen  for  Fabrics,  Vinyls,  Coated  Fiberboards,  and  Other  Automotive  Trim  Materials  SAE  J361 

1971)                                                           Std.  Spec,  for  Zinc  Coated  Flat  Steel  Armoring  Tape  for  Electrical  Cables  ASTM  A459 

Test  Meth.  for  Static  Coefficient  of  Friction  of  Polished  Coated  Floor  Surfaces  as  Measured  by  the  James  Machine  ASTM  D2047 

(1968)                Std.  Meth.  of  Test.  Fully  Cured  Silicone  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrical  Insulation  ASTM  D1458 

(1968)  ANSI  C59.89             Spec,  for  Fully  Cured  Sihcon  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrical  Insulation  ASTM  DI931 

ectrical  Insulation  (/                   Std.  Meth.  of  Test.  Flexible  Resin  Coated  Glass  Fabrics  and  Glass  Fabric  Tapes  Used  for  El  ASTM  D902 

Std.  Meth.  for  Test.  Coated  Metal  Specimens  at  100%  Relative  Humidity  (1968)  ASTM  D2247 

Safety  Std.  for  Septic  Tanks,  Bituminous  Coated  Metal  (1970)  ANSI  A162.1  UL  70 

Test  Meth.  for  Titanium  in  Coated  Paper  (Qualitative  Fusion  and  Peroxide)  (1971)  TAPPI  UM-408 

Test  Meth.  for  Grease  and  Oil  Resistance  of  Wax  Coated  Paper,  Paperboard  and  Corrugated  (1971)  TAPPI  UM-410 

Meth.  for  Surface  Strength  of  Coated  Paperboard  (1969)  TAPPI  T514 

Test  Meth.  for  Moisture  in  Paper  and  Coated  Paperboard  (1971 )  TAPPI  UM-414 

Tent.  Test  Meth.  for  Joints,  Fittings  and  Patches  in  Coated  Pipelines  (1971)  ASTM  G18 

Peel  Adhesion  Test  Meth.  for  Double  Coated  Pressure  Sensitive  Tape  at  180  Deg.  Angle  (1970)  PSTC  3 

180  Deg.  Peel  Adhesion  Test  Meth.  for  Single  Coated  Pressure  Sensitve  Tape  (1970)  PSTC  1 

Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (1970)  NRCA  *2-V7&A 

ANSI  C7.I5                       Std.  Spec,  for  Lead  and  Lead  Alloy  Coated  Soft  Copper  Wire  for  Electrical  Purposes  (1969)  ASTM  B189 

Std.  Spec,  for  Nickel  Coated  Soft  or  Annealed  Copper  Wire  (1969)  ANSI  C7.48  ASTM  8355 

Std.  Spec,  for  Silver  Coated  Soft  or  Annealed  Copper  Wire  (I970A)  ANSI  C7.38  ASTM  B298 
Gravity  of  Compacted  Bituminous  Mixtures  Using  Paraffin  Coated  Specimens  (1971)  ANSI  37.107,  AASHO  T166  /pacific  ASTM  D1188 

Std.  Spec,  for  Aluminum  Coated  Steel  Barbed  Wire  (1969)  ASTM  A585 
Std.  Spec,  for  Zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figure  8  Cable  (1971)  ASTM  A640 

Std.  Spec,  for  Zinc  Coated  Steel  Structural  Wire  Rope  (1970)  ASTM  A603 

Spec,  for  Coated  Steel  Underground  Tanks  (1968)  STI  *2 

Std.  Spec,  for  Zinc  Coated  Steel  Wire  Strand  (1969)  ASTM  A475 

Std.  Meth.  of  Test.  Pressure  Sensitive  Adhesive  Coated  Tapes  Used  for  Electrical  Insulation  (1970A)  ASTM  DIOOO 

Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Aluminum  Coated  Type  1  (1969)  ASTM  A463 

Rec.  Std.  for  Core  Wire  Aluminum  Coated  (Aluminized)  Steel  Reinforced  (1970)  SWA  *29.2 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  and  Aluminum  Coated  (Aluminized)  Stranded  Steel  Core  for  Aluminum  Condu/     ASTM  B500 

randed  Steel  Core  for  Aluminum  Condu/          Std.  Spec,  for  Zinc  Coated  (Galvanized)  and  Aluminum  Coated  (Aluminized)  St  ASTM  B500 

ity,  Special  Killed  (19/                 Std.  Spec,  for  Steel  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  Drawing  Qual  ASTM  A642 

(1971)  Std.  Spec,  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  for  Roofing  ASTM  A361 
process.  Drawing  Quality  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  Dip  ASTM  A528 
uality  by  the  Hot  Dip  Process  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Commercial  Q  ASTM  A526 
Quality  by  the  Hot  Dip  Process  (197/              Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Lock  Forming  ASTM  A527 

Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Wire  (1971)  ASTM  A641 

nd  Underdrains  (1970)                                    Std.  Spec,  for  Zinc  Coated  (Galvanized)  Corrugated  Iron  or  Steel  Culverts  A  AASHO  M36 

Std.  Test  Meth.  for  Weight  of  Coating  on  Zinc  Coated  (Galvanized)  Iron  or  Steel  Articles  (1969)  ASTM  A90 

ad  Right  of  Way  Wire  Fencing  (1971)               Std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Farm  Field  and  Raiiro  ASTM  A1I6 

nd  Underdrains  (1970)                                  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  for  Culverts  A  AASHO  M218 

Std.  Spec,  for  General  Requirements  for  Delivery  of  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  in  Coils  and  C  ASTM  A525 

Rec.  Std.  for  Aircraft  Cord  Wire,  Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA  M 

Rec.  Std.  for  Balloon  Barrage  Wire,  Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA  *9 

Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel  Barbed  Wire  (1969)  ANSI  G8. 10  ASTM  A12I 

Rec.  Std.  for  Core  Wire  Zinc  Coated  (Galvanized)  Steel  Reinforced  (1970)  SWA  '29.3 

coils,  and  Cut  Lengths  (1969)  ANSI  G/            Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel  Sheets  of  Structural  Quality  ASTM  A446 

Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


ordinary  Uses  (/  Sid.  Spec,  for  Black  and  Hot  Dipped  Zinc 

ahles)  (1970)  Rec.  Sid.  for  Armor  Wire.  Zinc 

Sid.  Spec,  for  Sleel.  Sheet,  Cold  Rolled.  Long  Terne 
Spec,  for  Tungsten  Carbide  Powder  Cobalt 
.  Guide  for  Irrigation  Pipeline,  Underground,  Plastic  Tape 
i  -  2.3IT10)  (1971 )  Spec,  for  Welding  Electrodes, 

0.5ni  -  Cb  +  ta)  (1971)  Spec,  for  Welding  Electrodes, 

Spec,  for  Welding  Electrodes, 
gate  Mixtures  Containing  Adhesive/  Sid.  Melh.  of  Test  for 

Meth.  for  Viscosity  of 
Meth.  for  Particle  Size  Distribution  of 
th.)  (1971)  Suggested  Meth.  for  Screen  Residue  of  Paper 

oating  (1971)  Spec,  for 

oating  (1971 )  Spec,  for 

Id.  for  Qualitative  Analysis  of  Mineral  Filler  and  Mineral 
r  Quantitative  Determination  of  Mineral  Filler  and  Mineral 
Std.  Spec,  for  Electrodeposited 
les  (1969)  Std  Test  Meth.  for  Weight  of 

Std.  Applied  Pipe  Coating  Weights  for 
Guide  Spec,  for 


ectromagnetic)  Test  Meth.  (196/ 
conductive  Coatings  on  Non/ 
oatings  on  Magnetic  Basis  / 
ited  Nickel  Coatings  on  Ma/ 


Rec.  Pract.  for  Measuring 
Std.  Meth.  for  Measurement  of 
Std.  Meth.  for  Measurement  of 
Std.  Meth.  for  Measurement  of 
Std.  Applied  Pipe 
Std.  Spec,  for  Zinc 
Std.  Spec,  for  Zinc 
Meth.  for  Coefficient  of  Kinetic  Friction  for  Waxed 
Guide  Spec,  for  Coal  Tar  Epoxy  Protective 
for  Coating  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded 
for  Coating  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded 
organic  Binder  (1971)  Spec,  for  Aluminum 

(1969)  Spec,  for  Woven  Goods  Solid  for 

Spec,  for 
Resin,  Conformal 

(1971)  Test  Meth.  for  Exterior 

St  Meth.  for  Drying,  Curing,  and  Film  Formation  of  Organic 
ent.  Test  Meth.  for  Disbonding  Characteristics  of  Pipeline 
Std.  Meth.  for  Measuring  the  Thickness  of  Metalhc 
Std.  Spec,  for  Latex  Dipped  Goods  and 
Spec,  for  Asphalt  Protective 
Std.  Guide  for  Use  of  Protective 
Std.  Guide  for  Properties  and  Tests  of  Mastics  and 
Std.  Manual  of  Pract.  for  Paints  and  Protective 
Std.  Spec,  for  Mechanically  Deposited 
Std.  Spec,  for  Electrodeposited 
Std.  Spec,  for  Electrodeposited 
Std.  Spec,  for  Electrodeposited 
Std.  Spec,  for  Electrodeposited 
thicknesses  by  the  Magnetic  Meth.:  Electrodeposited  Nickel 
t  of  Coating  Thicknesses  by  the  Magnetic  Meth.  Nonmagnetic 
t.  Test  Meth.  for  Filiform  Corrosion  Resistance  of  Organic 
Thicknesses  by  the  Eddy  Current  Test  Meth.:  Nonconductive 
nd  Forged  Steel  Sha/  Std.  Spec,  for  Zinc  (Hot  Galvanized) 

Liquid  State  Through  the  Curing  Stage  for  Factory  Applied 
Std.  Test  Meth.  for  Block  Resistance  of  Organic 
tion  Procedures  of  Hot  Applied  Coal  Tar  and  Asphalt  Enamel 
Std.  Test  Meth.  for  Resistance  of  Organic 
Std.  Test  Meth.  for  Flow  Ratings  of  Organic 
,  Soundproofing  and  Sheathing  Materials  and  Fire  Retardanl 
Std.  Test  Meth.  for  Adhesion  of  Organic 
Std.  Meth.  of  Testing  Fatty  Acids  Used  in  Protective 
Std.  Spec,  for  Asphalt  Roof 
Std.  Spec,  for  Asphalt  Based,  Aluminum  Roof 
Std.  Index  of  Meth  for  Test.  Architectural  Paints  and 
.  Meth.  for  Adhesion  or  Cohesive  Strength  of  Flame  Sprayed 
el;  Carbon  Sleel  and  Iron;  Organic,  Vitreous  and  Laminated 
tent.  Meth.  of  Test  for  Penetration  Resistance  of  Pipeline 
Tent.  Test  Meth.  for  Chemical  Resistance  of  Pipeline 
Meth.  for  Determining  Sohds  Content  of  Aerosol 
Std.  for  the  Manufacture  of  (Flammable)  Organic 
Std.  for  Microbial  Control 
of  Factory  Primed  Wood  Products  with  Representative  Finish 
Std.  for  Air  Spaced  Low  Capacitance 
Std.  for 

anced  Transmission  Line  Impedance  in  Distributed  Parameter 
Spec,  for  Rivets,  Alloy,  Corrosion  and  Heat  Resistant, 
pec.  for  Alloy  Wire,  Welding,  Corrosion  and  Heat  Resistant 
loy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resistant 
Hoy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant 
Electrical,  Magnetic,  and  Other  Similar  Iron,  Nickel,  and 
Spec,  for  Brazing  Filler  Metal,  High  Temperature 
Spec,  for  Dental  Chromium 
Spec,  for  Tungsten  Carbide  Powder 
Std.  Meth.  for  Determination  of 
Tungsten  Carbide, 


Spec. 
Spec. 


Coated  (Galvanized)  Welded  and  Seamless  Steel  Pipe  for 
Coated  (Galvanized)  (Casket  Weave  Armor  on  Electrical  C 
Coated  (1969)  ANSI  G8.20 
Coated  (1971) 

Coaled,  Aluminum  Irrigation  Tubing  (1965)  ID.  and  Spec 

Coaled,  Steel,  Corrosion  and  Heal  Resistant  (18cr  -  13n 
Coated,  Steel,  Corrosion  and  Heat  Resistant  (19.5cr  -  1 
Coated,  Sleel,  Corrosion  and  Heat  Resistant  (1971) 
Coating  and  Resistance  to  Stripping  of  Bituminous  Aggre 
Coaling  Clay  Slurry  (1954) 
Coaling  Clay  (1968) 

Coating  Clays  and  Related  Pigments  (High  Speed  Mixer  Me 
Coating  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded  C 
Coating  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded  C 
Coaling  of  Paper  (1961) 

Coating  of  Paper  (1967)  Meth.  Fo 

Coaling  of  Tin  (1971) 

Coating  on  Zinc  Coated  (Galvanized)  Iron  or  Steel  Artie 
Coating  Spec.  (1966) 

Coating  Systems;  Painting  and  Finishing  (1970) 
Coating  Thickness  by  Magnetic  Field  or  Eddy  Current  (El 
Coating  Thicknesses  by  the  Eddy  Current  Test  Meth.:  Non 
Coating  Thicknesses  by  the  Magnetic  Meth.  Nonmagnetic  C 
Coaling  Thicknesses  by  the  Magnetic  Meth.:  Electrodepos 
Coaling  Weights  for  Coating  Spec.  (1966) 
Coaling  (Hot  Dip)  on  Assembled  Steel  Products  (1971) 
Coaling  (Hot  Dip)  on  Iron  and  Steel  Hardware  (1971) 
Coaling  (1967) 
Coating  (1970) 
Coating  (1971) 
Coaling  (1971) 

Coaling,  Corrosion  and  Heal  Resistant  Thermosetting,  in 
Coaling,  Including  But  Not  Limited  to  Rubber  and  Vinyl 
Coaling,  Plasma  Spray  Deposition  (1971) 
Coaling,  Urethane  (1970) 

Coatings  and  Overlays  on  DFPA  Grade  Trademarked  Plywood 

Coatings  at  Room  Temperature  (1969)  Std.  Te 

Coatings  by  Direct  Soil  Burial  (1971) 

Coalings  by  the  Coulomelric  Melh.  (1970) 

Coalings  for  Automotive  Applications  (R1970)  SAE  J19 

Coalings  for  Pipe  Lines  (1958) 

Coatings  for  Portland  Cement  Concrete  (1968) 

Coatings  for  Thermal  Insulation  (1969) 

Coatings  for  Wastewater  Treatment  Facilities  (1969) 

Coatings  of  Cadmium  and  Zinc  on  Ferrous  Materials  (1970 

Coatings  of  Cadmium  on  Steel  (1971)  ANSI  G53.2 

Coatings  of  Gold  for  Engineering  Uses  (1971) 

Coatings  of  Nickel  Plus  Chromium  (1971)  ANSI  G53.15 

Coatings  of  Zinc  on  Steel  (1971)  ANSI  G53.1 

Coalings  on  Magnetic  and  Nonmagnetic  Substrates  (1970) 

Coatings  on  Magnetic  Basis  Metals  (1969)  /R  Measuremen 

Coatings  on  Metal  (1969)  Ten 

Coatings  on  Nonmagnetic  Basis  Metals  (1970)  IF  Coating 

Coatings  on  Products  Fabricated  From  Rolled,  Pressed,  A 

Coatings  on  Wood  Products  (1968)  /Es  of  Paint  From  the 

Coatings  on  Wood  Substrates  (1969) 

Coatings  to  Steel  Pipe  (1968)  /C.  for  External  Applica 

Coatings  to  the  Effects  of  Rapid  Deformation  (1969) 
Coalings  Using  the  Shell  Flow  Comparator  (1968) 
Coatings  (on  Boats  (1970)  /Nd  Std.  Covering  Insulating 

Coatings  (1968) 
Coatings  (1969) 
Coalings  (1969) 
Coalings  (1969) 
Coatings  (1969) 
Coatings  (1969) 
Coatings  (1969) 
Coatings  (1971) 
Coatings  (1971) 
Coatings  (1971) 
Coatings  (1971) 
Coatings  (1971) 
Coats  (1969) 
Coaxial  Cables  (1971) 
Coaxial  Communication  Cable  (CATV)  (1971)  NEMA  Wc4l 
Coaxial  Waveguide  Systems  (1971)  /  Art  Measuring  Unbal 

Cobalt  Base  -  20cr  -  lOni  -  15w  (1971) 
Cobalt  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971) 
Cobalt  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  /  Al 

Cobalt  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  /R  A 

Cobalt  Base  Alloys  (1970)  /Alysis  of  High  Temperature, 

Cobalt  Base  (1971) 

Cobalt  Casting  Alloy  (1957)  ANSI  Z156.14 
Cobalt  Coated  (1971) 

Cobalt  in  Paint  Driers  by  EDTA  Meth.  (1968) 
Cobalt  Powder,  Cast  and  Crushed  (1970) 


Std 

/Luminum,  Copper  Alloys,  Stainless  Ste 


/  Melh.  for  Durability  and  Compatibility 


ASTM 

SWA 

ASTM 

SAE 

SIA 

SAE 

SAE 

SAE 

ASTM 

TAPPI 

TAPPI 

TAPPI 

SAE 

SAE 

TAPPI 

TAPPI 

ASTM 

ASTM 

NAPCA 

CSI 

ASTM 

ASTM 

ASTM 

ASTM 

NAPCA 

ASTM 

ASTM 

TAPPI 

AASHO 

SAE 

SAE 

SAE 

ATMI 

SAE 

SAE 

APA 

ASTM 

ASTM 

ASTM 

ASTM 

AI 

AASHO 

ASTM 

WPCF 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NAPCA 

ASTM 

ASTM 

ABYC 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NAAMM 

ASTM 

ASTM 

CSMA 

NFPA 

NSF 

ASTM 

NEMA 

IPCEA 

IEEE 

SAE 

SAE 

SAE 

SAE 

ASTM 

SAE 

ADA 

SAE 

ASTM 

SAE 


AI20 
♦7 

A  308 
AMS7878 
•I 

AMS5691C 
AMS5681B 
AMS5695B 
D2727 
T648 
T649 
T681SU 
AMS2506 
AMS2506A 
T421 
T422 
B545 
A90 
BUL2 
09900 
E376 
B529 
B499 
B530 
BUL2 
A386 
A153 
T664 
M200 
AMS2506 
AMS2506A 
AMS3126 
P.l 

AMS2347 
AMS3137 
•8 

D1640 
G19 
B504 
D1764 
SS7 
M224 
C647 
17 

B454 
A165 
B488 
B456 
AI64 
B530 
B499 
D2803 
B529 
AI23 
D2336 
D2793 
BUL3 
D2794 
D2353 
H17 
D2197 
D1467 
D2823 
D2824 
D2833 
C633 

32 
G17 
G20 
AG*33 
35 
46 

D2830 
WC40 
S-69-530 
314 

AMS7236A 
AMS5801 
AMS5772 
AMS5608 
E354 
AMS4783 
14 

AMS7878 
D2373 
AMS7879 
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Tungsten  Carbide, 
Sid.  Test  Meth.  for  Color  of  Clear  Liquids  (Platinum 
alogenaled  Organic  Solvents  and  Their  Admixtures  (Platinum 
Water  Absorptiveness  of  Nonbibulous  Paper  and  Paperboard 
length  Having  Floating  Sills  with  the  Train  Line  and  Angle 

Rec.  Pract.  for 
Rec.  Pract.  and  Std.  Covering 
Test  Meth.  for  Evaluating  Aerosol  Insecticides  by  the 
Is  with  the  Train  Line  and  Angle  /  Std.  Location  of  Angle 

generic  Names  and  Definitions  for  Vegetable  Fibers  (Akund, 

Sid.  Spec,  for  Distilled 
Std.  Spec,  for  Salt  Water  Soap 
Uniform  Building 
Uniform  Building 
Equipment  Test 


ns  for  Healing  Boilers  (1971) 
Workmens  Hoists)  (1963) 
(Railway  Cars)  (1971) 


Sid.  Safety 
Test 

National  Building 
Rec.  Pract.  for  Brake  Rating  System  Test 
69)  Safety 
,  Hoists.  Jacks  and  Slings  (1968)  Safety 
ating  Boilers  (1971) 

rs,  and  Reactor/  Std.  Requirements.  Terminology,  and  Test 

National  Building 

nt  Devices  (1967)  National  Building 

walks  (1971)  Safety 
1971) 

Including  Material,  Design,  and  Fabrication  Requirement/ 
struclion.  Alteration,  Removal,  Demolition,  Equ/  National 

Dimension  Identification 
Material  Requirements 
Material  Requirements 

lers  (1971) 

Safety 

Std.  for  Lighting  Inspection 

ure  Vessels;  Leak  Test.  (1971) 

Std.  Color 

Generator  Units  (1970)  Performance  Test 

s(1971)  Pressure 
hot  Water  Healers  (1971) 
boilers  (1971) 

Std.  Color 
National  Building 
Std.  Test 
Test 

Healing,  Ventilating,  Air  Condilionin/  National  Building 

use  of  Explosives  and  Blasting  Agents  (1970) 

Is  (1970) 

ng  Boilers  (1971) 


Std.  Safety 
Sanitation 

Sid.  Safely 
Rec.  Product 

y  of  Pressure  Vessels  (1971) 

ons  and  Records  of  Pressure  Vessels  (1971) 

icalion  Requirements  of  Pressure  Vessels  (1971) 

f  Vessels  (1971) 

mpuler  Programs  (1967) 

eriments  for  Nuclear  Research  and  Development,  Including/ 
,  Air  Conditioning,  Blower  and  Exhaust/  National  Building 

Design 
Inspection 

7)  National  Building  Classification 

nation.  Storage  and  Use  of  Explosive  Material/  Suggested 
70) 

Std. 
Design 
Performance  Test 

956)  Rec.  National  Building 

s  of  Pressure  Vessels  (1971) 

Heating  Boilers  (1971)  General 
ction  (Including  Piping,  Safety  Valves  and  Filti/  General 

Combustion  Chambers  and  Furnaces)  (1971) 
ought  Materials  (1971) 
zing  (1971) 
ding  (1971) 

and  Other  Structures  (1955)  Std.  Building 

s  for  Power  Boilers  (1971) 
ing  (1971) 
ng  (1971) 

arbon  and  Low  Alloy  Steels,  Nonferrous  Materials,  High  A/ 
Iding,  Riveting,  Forging  and  Brazing  (1971) 

Standard  Building 
National  Building 


Cobalt  Powder,  Sintered  and  Crushed  (1970) 
Cobalt  Scale)  (1969) 

Cobalt  Scale)  (1971)  /Td.  Meth.  of  Test  for  Color  of  H 

(Cobb  Test)  (1969)  Std.  for 

Cock  Secured  to  Floating  Sills  (1970)  /Ht  Cars  of  Any 

Cockpit  Arrangement  on  Boats  (1958) 
Cockpits  and  Scuppers  (Boats)  (1970) 
Cockroach  Method  (1971) 

Cocks  on  Freight  Cars  of  Any  Length  Having  Floating  Sil 
Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Manil 
Coconut  Fatty  Acids  (R1969) 
(Coconut  Oil  Type)  (19691  ANSI  K60.13 
Code  -  Dwelling  House  Construction  (1970) 
Code  ■  Housing  (1970) 
Code  for  Air  Diffusion  (1971) 

Code  for  Brazing  Processes,  Procedures  and  Qualificatio 
Code  for  Building  Construction  (Safety  Requirements  for 
Code  for  Certificate  of  Approval  for  Geared  Hand  Brakes 
Code  for  Chimneys,  Flues  and  Venting  Systems  (1967) 
Code  for  Commercial  Vehicles  (1970) 
Code  for  Cranes,  Derricks,  Hoists,  Jacks  and  Slings  (19 
Code  for  Crawler,  Locomotive  and  Truck  Cranes;  Derricks 
Code  for  Design  Stresses  and  Minimum  Thicknesses  for  He 
Code  for  Distribution,  Power,  and  Regulating  Transforme 
Code  for  Electrical  Installations  (1967) 
Code  for  Elevators,  Dumbwaiters,  Escalators  and  Amuseme 
Code  for  Elevators,  Dumbwaiters,  Escalators  and  Moving 
Code  for  Fabrication  Requirements  for  Heating  Boilers 
Code  for  Fiberglass  Reinforced  Plastic  Pressure  Vessels 
Code  for  Fire  Limits,  and  Regulations  Governing  the  Con 
Code  for  Fluid  Power  Cylinders  (1964)  ANSI  B93.1 
Code  for  Heating  Boilers  (1971) 
Code  for  Heating  Boilers  (1971) 

Code  for  Instruments,  Fittings,  Controls  of  Heating  Boi 
Code  for  Mechanical  Refrigeration  (1970)  ANSI  B9.1 
Code  for  Motor  Vehicles  (1970) 

Code  for  Nondestructive  Examination  of  Boiler  and  Press 
Code  for  Pipets  (1966) 

Code  for  Pressure  Control  Systems  Used  on  Steam  Turbine 
Code  for  Relieving  Devices  for  Safety  of  Heating  Boiler 
Code  for  Safe  Installation  Requirements  of  Boilers  and 
Code  for  Safety  Tests,  Inspection,  Stamping  of  Heating 
Code  for  Service  Fixture  Index  Buttons;  Plumbing  (1966) 
Code  for  Signs  and  Outdoor  Display  Structures  (1967) 
Code  for  Sound  Rating  Air  Moving  Devices  (1967) 
Code  for  Steam  Turbines  (1964) 

Code  for  the  Installation  of  Heat  Producing  Appliances, 
Code  for  the  Manufacture,  Transportation,  Storage,  and 
Code  for  the  Storage  of  Ammonium  Nitrate  (1970) 
Code  for  the  Use,  Care,  and  Protection  of  Abrasive  Whee 
Code  for  the  Vending  of  Food  and  Beverages  (1965) 
Code  for  Welding  Processes  and  Qualifications  for  Heati 
Code  for  Window  Cleaning  (1969) 
Code  Numbers  for  the  Grocery  Industry  (1964) 
Code  of  Alternative  Rules  for  Inspection  and  Radiograph 
Code  of  Alternative  Rules  for  Marking  and  Stamping,  Rep 
Code  of  Alternative  Rules  for  Material,  Design  and  Fabr 
Code  of  Alternative  Rules  for  Pressure  Relief  Devices  O 
Code  of  Good  Pract.  for  the  Documentation  of  Digital  Co 
Code  of  Good  Pract.  for  the  Performance  of  Critical  Exp 
Code  of  Heat  Producing  Appliances,  Heating,  Ventilating 
Code  of  Heating  Boilers  (1971) 
Code  of  Heating  Boilers  (1971) 

Code  of  Occupancies  and  Their  Special  Requirements  (196 
Code  of  Safety  Regulations  for  the  Manufacture,  Transpo 
Code  of  Std.  Pract.  for  Steel  Buildings  and  Bridges  (19 
Code  of  Stratigraphic  Nomenclature  (1970) 
Code  of  Weldments  for  Heating  Boilers  (1971) 
Code  on  Definitions  and  Valves  (1971) 
Code  Provisions  for  Windstorm  Resisting  Construction  (1 
Code  Requirement  Meth.  of  Construction  and  All  Material 
Code  Requirements  for  All  Materials  of  Construction  for 
Code  Requirements  for  All  Meth.  of  Power  Boiler  Constru 
Code  Requirements  for  Firetube  Power  Boilers  (Including 
Code  Requirements  for  Heating  Boilers  Constructed  of  Wr 
Code  Requirements  for  Heating  Boilers  Fabricated  by  Bra 
Code  Requirements  for  Heating  Boilers  Fabricated  by  Wei 
Code  Requirements  for  Miniature  Power  Boilers  (1971) 
Code  Requirements  for  Minimum  Design  Loads  in  Buildings 
Code  Requirements  for  Organic  Fluid  Vaporizer  Generator 
Code  Requirements  for  Power  Boilers  Fabricated  by  Rivet 
Code  Requirements  for  Power  Boilers  Fabricated  by  Weldi 
Code  Requirements  for  Pressure  Vessels  Constructed  of  C 
Code  Requirements  for  Pressure  Vessels  Fabricated  by  We 
Code  Requirements  for  Reinforced  Concrete  (1971) 
Code  Requirements  for  Types  of  Construction  (1967) 


SAE 

A  IVl  J5  /  oOU 

ASTM 

Dl  209 

ASTM 

D2I08 

TAPPI 

T441 

A  AR 

lUICDp  PITA 

BIA 

1 51 

ABYC 

H4 

CSM  A 

AG*27 

AAR 

M^RP  F  17A 

ABFLO 

X-3 

ASTM 

D 1 841 

ASTM 

D593 

ICBO 

UBCVI 

ICBO 

UBCIII 

ADC 

1062R2 

ASME 

RPVnVHR  1  7 

ANSI 

A 1 0.4 

AAR 

MSRP-E-19 

AIA 

CO-1  -X 

SAE 

J880A 

ANSI 

B30.6 

ANSI 

B30.5 

ASME 

RPVrTVHF3 

ANSI 

C57.1220 

AIA 

CO-l-XV 

AIA 

CO-1  -XIII 

ANSI 

A17.1 

ASME 

BPVCIVH  W8 

ASME 

BPVCX 

AIA 

CO-l-APP.Q 

NFLDP 

T3. 2.60.1 

ASME 

BPVCIVHF2 

ASME 

BPVCIVHW5 

ASME 

BPVCIVHG6 

ASHRA 

15 

SAE 

J599B 

ASME 

BPVCVIO 

SAMA 

LA2 

ASME 

PTC  20. 3 

ASME 

BPVC 

ASME 

BPVCIVHG7 

ASME 

BPVCIVHG5 

SAMA 

LFl 

AIA 

CO-I-XVI 

AMCA 

300 

ASME 

PTC  6 

AIA 

CO-8 

NFPA 

495 

NFPA 

490 

ANSI 

B7.1 

NAMA 

»5 

ASME 

BPVCIVH  W6 

ANSI 

A39.1 

GMA 

•1-5.4 

ASME 

BPVC8-7A1 

ASME 

BPVC8-2AS 

ASME 

BPVC8-2A 

ASME 

ANS 

2 

ANS 

I 

AIA 

CO-1  -XI 

ASME 

ASME 

RPVPT  VM  WQ 

AIA 

CO-I  -III 

IMF 

3 

AISC 

*2 

A  APG 

*2 

ASME 

RPVPTVH  W7 

ASME 

PTC2 

AIA 

CO-1 1 

ASME 

RPVCR-l  -A 

ASME 

RPvnvHn 

Divv„ivn\j 

ASME 

BPVCIPG 

Dr  V  L-Irr  1 

Dr V  LI V  H  r 

Dr  V  L.  I V  li  B 

ASME 

RPVr'TV  1-7  \XJ  A 
DrVdVrlW4 

ASME 

Dr  V  L. Ir  m  15 

ANSI 

ASME 

BPVC 

ASME 

BPVCIPR 

ASME 

BPVCIPW 

ASME 

BPVC8-1-C 

ASME 

BPVC8-1-B 

ACI 

318 

AIA 

CO-l-VII 
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Design  l.oads  and  General  National  Building 
National  Building  Fire  Protection 
s  for  Heating  Boilers  Constructed  of  Cast  Iron  (1971) 
ea  Restrictions  and  Street  Encroachmen/  National  Building 

National  Building 

ical  with  or  Similar  to  ASTM  Ferrous  Material 

ical  with  or  Similar  to  ASTM  Nonferrous  Material 

Is  for  Boiler  and  Pressure  Vessels  (1971)  Ident/  Material 
Identification  of  Welding  Wire,  Line 
Identification  of  Welding  Wire,  Color 
Rec,  Pract.  for  Lighting  Identification 
National  Building 
Fastener 
Performance  Test 
National  Std.  Plumbing 
Safety  to  Life  Requirements 
Rec.  Pract.  for  Brake  System  Road  Test 
National  Building 
Agricultural  Tractor  Test 
Std.  for  Instrumentation  Symbols  and  Identification 
Vehicle  Grade  Parking  Braking  System  Performance  Test 
Agricultural  Tractor  Test 
Rec.  Pract.  for  Crane  Load  Stability  Test 
Rec.  Pract.  Crane  Hoist  Line  Speed  and  Power  Test 
Fire  Prevention  National  Building 
Std.  Hollerith  Punched  Card 
Basic  Building 
Basic  Plumbing 
Basic  Housing 
Basic  Fire  Prevention 
Uniform  Plumbing 
Rec.  Pract.  for  Gas  Turbine  Engine  Test 
Rec.  Pract.  for  Gas  Turbine  Engine  Test 
pract.  for  Boat  and  Engine  Electrical  Systems  Wiring  Color 
th,  Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner  Test 

Basic  Mechanical 
One  and  Two  Family  Dwelling 
Uniform  Fire 

(1970)  (National  Board  Inspection 

Light  and  Ventilation  (National  Building 
Means  of  Egress  (National  Building 
Gas  Piping  and  Plumbing  (National  Building 
ec.  for  Power  Plant  Components  (Boiler  and  Pressure  Vessel 
th.  for  Power  Plant  Components  (Boiler  and  Pressure  Vessel 
power  Plant  Component  Supports  (Boiler  and  Pressure  Vessel 
wer  Plant  Components.  Mc  Class  (Boiler  and  Pressure  Vessel 
f  Internal  Chemical  Conditions  (Boiler  and  Pressure  Vessel 
nl  Components,  for  Classes  1-3  (Boiler  and  Pressure  Vessel 
(Including  Hydrostatic  Tests)  (Boiler  and  Pressure  Vessel 
elders,  Brazers,  and  Operators  (Boiler  and  Pressure  Vessel 
unt  of  Fuel  that  Can  be  Burned  (Boiler  and  Pressure  Vessel 
(of  Tubular  Products);  and  Visual  (Boiler  Pressure  Vessel 
Rec.  Pract  for  Brake  System  Torque  Balance  Test 
Rec.  Pract.  for  Brake  System  Road  Test 
er^;  Baseboard  and  Finned  Tube  Radiation;  Test,  and  Rating 
Rec.  Pract.  for  Brake  System  Road  Test 
Std.  for  Engine  Rating 
Rec.  Pract.  for  Brake  System  Road  Test 
ht  (1969)  Rec.  Pract.  for 

ional  Advertisers  (1970)  Industry  Std. 

Rec.  Pract.  for  Color 
Std.  for  Service  Time 
Std.  for  Color 

e  Fittings  (1969)  Rec.  Pract.  for 

tion  Materials  Under  Dry  /  Std.  Meth.  of  Test  for  Dynamic 

ction  Materials  Under  Dry  Clutch  Con/  Std.  Test  Mtth.  for 

es  as  Measured  by  the  James  M/  Std.  Test  Meth.  for  Static 

Meth.  for 

g  Systems  (1969)  Test  Meth.  for 

70)  Std.  Test  Meth.  for 

(Inchned  Plane  Meth.)  (1967)  Meth.  for 

ng  Liquids  of  Petroleum  Origin  and  A/  Std.  Test  Meth.  for 

Rec.  for  the  Calculation  of  Luminance 
Directions  and  Meth.  for  Measuring  Soluble  Solids  with  A 
Evaluation  and  Examination  of 
Std.  Meth.  of  Test  for  Relative  Density  of 
d.  Meth.  of  Test  for  Unconsolidated,  Undrained  Strength  of 
Std.  Meth.  for  Adhesion  or 
Std.  for  Sound  Rating  of  Room  Fan 
I  Requirements,  Enclosures  Mounting,  Termination  and  Size, 
Std.  for  Corrugated  Polyethylene 
Std.  Spec,  for  Electric  Resistance  Welded 
Std.  Part  Pins,  Spring,  Slotted  and 
livery  of  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  in 


Code  Requirements  for  Watertube  Power  Boilers  (1971) 
Code  Requirements  (1967) 
Code  Requirements  (1967) 

Code  Requirements,  Quality  Control,  Inspection  and  Test 
Code  Restrictions  Within  the  Fire  Limits,  Height  and  Ar 
Code  Safeguards  During  Construction  (1967) 
Code  Spec,  for  Boiler  and  Pressure  Vessels  (1971)  Ident 
Code  Spec,  for  Boiler  and  Pressure  Vessels  (1971)  Ident 
Code  Spec,  for  Welding  Rods,  Electrodes  and  Filler  Meta 
Code  System  (1970) 
Code  System  (1970) 

Code  Used  by  Manufacturer,  on  Product  Vehicle  (1971) 

Code  (Abbreviated  Edition)  (1967) 

Code  (Aerospace)  (1971) 

Code  (General  Instructions)  (1970) 

Code  (Including  Definitions)  (1971) 

Code  (National)  for  Existing  Buildings  (1967) 

Code  (Passenger  Car  and  Light  Duty  Truck)  (1971) 

Code  (1967) 

Code  (1967)  SAE  J708 

Code  (1968) 

Code  (1968) 

Code  (1968) 

Code  (1969) 

Code  (1969) 

Code  (1970) 

Code  (1970) 

Code  (1970) 

Code  (1970) 

Code  (1970)  ,  ,  . 

Code  (1970) 
Code  (1970) 
Code  (1970) 
Code  (1970) 

Code  (1970)  Rec. 
Code  (1970)  Std.  for  Oil  Ba 

Code  (1971) 
Code  (1971) 
Code  (1971) 

Code)  Manual  tor  Boiler  and  Pressure  Vessel  Inspectors 
Code)  (1967) 
Code)  (1967) 
Code)  (1967) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 


Owners  Design  Sp 
Stress  Analysis  Me 
Requirements  for  Nuclear 
Requirements  for  Nuclear  Po 
Rec.  Rules  for  the  Control  O 
Requirements  for  Nuclear  Power  Pla 
/ction  of  Nuclear  Reactor  Coolant  Systems 
ID.  for  Welding  and  Brazing  Procedures,  W 
/Elief  Capacity)  by  Measuring  Maximum  Amo 
/Netrant;  Magnetic  Particle;  Eddy  Current 
Code,  Commercial  Vehicles  (1971) 
Code,  Motorcycles  (1971) 

Codes  for  Boiler  Burner  Units;  Definitions  (1971-72) 
Code;  Passenger  Car,  Trailer  Combinations  (1970) 
Code;  Spark  Ignition  (1971) 

Code;  Truck  and  Bus  and  Combination  of  Vehicles  (1971) 
Codification  of  Light  Metals  and  Alloys,  Cast  and  Wroug 
Coding  Identification  for  Television  Commercials  of  Nat 
Coding  of  Piping  Materials  (1969) 
Coding  of  Propulsion  Engine  Items  (1971) 
Coding  of  Wires  and  Cables  (1971) 
Coding  System  for  Fire  Reporting  (1971) 
Coding  System  for  Identification  of  Tube,  Pipe,  and  Hos 
Coefficient  of  Friction  and  Wear  of  Sintered  Metal  Eric 
Coefficient  of  Friction  and  Wear  of  Sintered  Metals  Fri 
Coefficient  of  Friction  of  Polished  Coated  Floor  Surfac 
Coefficient  of  Kinetic  Friction  for  Waxed  Coating  (1967 
Coefficient  of  Linear  Thermal  Expansion  of  Epoxy  Castin 
Coefficient  of  Linear  Thermal  Expansion  of  Plastics  (19 
Coefficient  of  Static  Friction  of  Shipping  Sack  Papers 
Coefficient  of  Thermal  Expansion  of  Electrical  Insulati 
Coefficients  Based  Upon  the  Zonal  Cavity  Method  (1968) 
Coffee  Hydrometer  (1970) 
Coffee  Making  Equipment  (1966) 
Cohesionless  Soils  (1969) 

Cohesive  Soils  in  Triaxial  Compression  (1970)  St 
Cohesive  Strength  of  Flame  Sprayed  Coalings  (1969) 
Coil  Air  Conditioners  (1970) 

Coil  or  Thermal  Actuator,  Operation,  Electrical  Charact 
Coilable  Electrical  Plastic  Duct  (1971) 
Coiled  Steel  Tubing  for  Gas  and  Fuel  Oil  Lines  (1971) 
Coiled,  Heavy  Duty  (1971) 

Coils  and  Cut  Lengths  Coated  by  the  Hot  Dip  Process  (19 


ASME 

AIA 

AIA 

ASME 

AIA 

AIA 

ASME 

ASME 

ASME 

SAE 

SAE 

SAE 

AIA 

NSA 

ASME 

NAPHC 

AIA 

SAE 

AIA 

ASAE 

ISA 

SAE 

SAE 

SAE 

SAE 

AIA 

ANSI 

BOCA 

BOCA 

BOCA 

BOCA 

lAPMO 

SAE 

SAE 

ABYC 

SAE 

BOCA 

ICBO 

ICBO 

NBBPV 

AIA 

AIA 

AIA 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

SAE 

SAE 

MCAA 

SAE 

SAE 

SAE 

ASTM 

AAAA 

PFI 

SAE 

NEMA 

NFPA 

SAE 

ASTM 

ASTM 

ASTM 

TAPPI 

SPI 

ASTM 

TAPPI 

ASTM 

lES 

CBC 

CBC 

ASTM 

ASTM 

ASTM 

ART 

NARM 

NEMA 

ASTM 

NSA 

ASTM 


BPVCIPWT 

CO-I-IX 

CO-l-VIII 

BPVC 

CO-l-IV 

CO-l-XII 

BPVCIIA 

BPVCIIB 

BPVCIIC 

AMS2815K 

AMS28I6H 

J759A 

CO-2 

523 

PTCl 

1 

CO-l-XVII 

J843D 

CO-1 

S209.3 

S5.1 

J360 

J708B 

J765A 

J820 

CO-7 

X3.26 

♦1 

*3 

•4 

•5 

*1 

J116 

J152 

E3A 

J726B 

♦2 

•1 

•2 

•1 

CO-I-V 

CO-l-VI 

CO-l-XIV 

BPVC 

BPVCIIIA 

BPVCIIINF 

BPVCIIINE 

BPVCVIIC7 

BPVCIII 

BPVCXIA 

BPVCIX 

BPVCIVB 

BPVCV 

J225 

J 108  A 

•1 

J134 

J245 

J786A 

B275 

•10 

ES22 

AS1105 

WC30 

901 

J846A 

B460 

B526 

D2047 

T664 

ERFll 

D696 

T503 

D1903 

LM29 

43 

126 

D2049 

D2850 

C633 

443 

•1.7 

TC5 

A539 

561 

A525 
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Steel  Products  Manual  for  Carbon  Steel  Sheets 
Component  Std.  for  Evaporator  and  Condenser 
Sid.  Meth.  of  Test  for  Mechanical  Torque  Rate  of  Spiral 
of  Test  for  Thermal  Deflection  Rate  of  Spiral  and  Helical 
inc  Coated  (Galvanized)  Steel  Sheets  of  Structural  Quality 
leum  Gas  (LPG)  (1970)  Pigtails,  Expansion 

Vending  Machines, 

c  Names  and  Definitions  for  Vegetable  Fibers  (Akund,  Coco, 
Std.  Meth.  of  Test  for  Fusibility  of  Coal  and 
Std.  Meth.  of  Analysis  of  Coal  and 
Std.  Meth.  of  Samphng 
Std.  Definitions  of  Terms  Relating  to  Coal  and 
Std.  Meth.  of  Test  for  Index  of  Dustiness  of  Coal  and 
Tent.  Meth.  of  Test  for  Sieve  Analysis  of 
Sid.  Meth.  of  Tumbler  Test  for  Small 
8)  Std.  Meth.  of  Test  for 

uminum  Sheet  and  Plate;  Approximate  Bend  Radii  for  90  Deg. 
Z109.10  Std.  Test.  Meth.  for 

Spec,  for  Denture 

condenser  Tubes  (1969)  Sid.  Spec,  for  Seamless 

Spec,  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni) 
Spec,  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni) 
Meth.  for  Hydrogen  Ion  Concentration  Ph  of  Paper  Extract 
g  Steel  Bars  and  Shapes  (1/  Std.  Spec,  for  Hot  Rolled  and 

or  Carbon  Steel,  Semifinished  for  Forgings,  Hot  Rolled  and 
pec.  for  Nickel  Iron  Chromium  Silicon  Alloy  Hot  Rolled  and 
ducts  Manual  for  Alloy  Steel,  Semifinished,  Hot  Rolled  and 

Std.  Spec,  for 

Std.  Tolerances  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or 
anical  Properties  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or 

Spec,  for  the  Design  of 
Tubing  in  Rounds  and  Shapes  (1971)  ANSI  /  Std.  Spec,  for 

Std.  Spec,  for  Alloy  Steel  Wire  for 
Std.  Spec,  for  Aluminum  Alloy  Rivet  and 
Std.  Spec,  for 

h  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and 
Rec.  Pract.  for  Selecting  and  Specifying  Hot  and 

Nut  Wire, 

or  Steel  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni) 
r  Steel  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni), 
sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  9.0ni) 
Std.  Spec,  for  Steel  Sheet, 
Rec.  Spec,  for  Steel  Windows; 
Std.  Spec,  for  Steel,  Sheet, 
Std.  Spec,  for  Steel  Sheet, 
Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape 

Std.  for 
Std.  for 

tions  (1970)  Std.  for 

1970)  Std.  for 

notes)  (1967) 

Setting  Stone:  Without  Mortar  and  in 
Rec.  Pract.  to  Prevent  Roof 
mate  Std.  for  Axle  for  Freight  Cars;  Plain  Bearing,  Black 
nale  Std.  for  Axle  for  Freight  Cars;  Roller  Bearing,  Black 
Steel  Rotary  Slitting  Knives  and  Steel  Spacing 
Std.  Meth.  for 
Rec.  Pract.  for  Protection  of  Library 
Cyclonic  Mechanical  Dust 
Gravity,  Louver  and  Dynamic  Mechanical 
Fundamentals  of  Fabric  Dust 
Criteria  for  the  Application  of  Dust 
Operation  and  Maintenance  of  Fabric  Dust 
iteria  for  Design  of  the  Visual  Environment  in  Schools  and 
,  Meth.  for  Measuring  Resistivity  of  Sihcon  Slices  with  A 
Rec.  Pract.  for  Vehicle 
Rec.  Pract.  for  Barrier 
Moving  Barrier 
Rec.  Pract.  for  Instrumentation  for  Barrier 
Rec.  Pract.  for  Roll  Over  Tests  Without 
Complex 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for 

m  Color  Television  Prints  (1970)  Rec.  Pract.  for 

.  for  Conversion  of  United  Stales  to  Metric  Dimensions  for 

(1970)  Emery  Method  of 

Screen  Wire  Method  (1970) 

Sid.  Test  Meth.  for 
Std. 

(1966)  Std. 

Identification  of  Welding  Wire, 
Rec.  Pract.  for  Boat  and  Engine  Electrical  Systems  Wiring 

Rec.  Pracl.  for 
Std.  for 
Sid.  Rec.  Values  for 


Std.  S 
Steel  Pro 


Mech 


Spec.  F 
Spec.  Fo 
Spec,  for  Steel 


(Coils  and  Cut  Lengths)  (1970) 
Coils  for  Vehicle  Air  Conditioners  (1967) 
Coils  of  Thermostat  Metal  (1970)  ANSI  ZI55.18 
Coils  of  Thermostat  Metal  (1970)  ANSI  Z155.20  /.  Meth. 

Coils,  and  Cut  Lengths  (1969)  ANSI  G8.27  /  Spec,  for  Z 

Coils,  and  Flexible  Hose  Connectors  for  Liquefied  Petro 
Coin  Operated,  Refrigerated  (1970) 

Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Manila,  Mil 

Coke  Ash  (1968) 

Coke  Ash  (1969) 

Coke  for  Analysis  (1969) 

Coke  (1969) 

Coke  (1969)  ANSI  K20.il 
Coke  (1969)  ANSI  K20.7 
Coke  (1970) 

Coking  Value  of  Tar  and  Pitch  (Modified  Conradson)  (196 

Cold  Bend  (1969)  Std.  for  Al 

Cold  Crack  Resistance  of  Upholstery  Leather  (1969)  ANSI 

Cold  Curing  Repair  Resin  (1959)  ANSI  Z156.13 

Cold  Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  and 

Cold  Drawn  (1971) 

Cold  Drawn  (1971) 

Cold  Extraction  Meth.  (1968) 

Cold  Finished  Age  Hardening  Stainless  and  Heat  Resistin 
Cold  Finished  Bars  Hot  Rolled  Deformed  Concrete  Reinfor 
Cold  Finished  Bars  (1970) 
Cold  Finished  Bars  (1970) 

Cold  Finished  Carbon  Steel  Bars  and  Shafting  (1969) 
Cold  Finished  (1970) 
Cold  Finished  (1970) 
Cold  Formed  Steel  Structural  Members  (1968) 
Cold  Formed  Welded  and  Seamless  Carbon  Steel  Structural 
Cold  Heading  of  Hexagon  Head  Bolts  (1968) 
Cold  Heading  Wire  and  Rods  (1970)  ANSI  H38.12 
Cold  Rolled  Carbon  Steel  Stnp  (1965) 

Cold  Rolled  Sheet  (1971)  /  for  Carbon  and  High  Strengt 

Cold  Rolled  Steel  Sheet  and  Strip  (1969) 
Cold  Rolled  (1962) 
Cold  Rolled  (1971) 
Cold  Rolled  (1971) 
Cold  Rolled  (1971) 

Cold  Rolled,  Aluminum  Coated  Type  1  (1969) 
Cold  Rolled,  for  Residential  and  Commercial  Use  (1969) 
Cold  Rolled,  Long  Terne  Coated  (1969)  ANSI  G8.20 
Cold  Rolled,  Tin  Coaled  by  Electrodeposition  (1969) 
Cold  Temperature  Performance  (1959) 
Cold  Water  Meters,  Compound  Type  (1970) 
Cold  Water  Meters,  Fire  Service  Type  (1970) 
Cold  Water  Meters,  Propeller  Type  for  Main  Line  Applica 
Cold  Water  Meters,  Turbine  Type,  for  Customer  Service 
Cold  Weather  Masonry  Construction,  Introduction  (Tech. 
Cold  Weather  (1967) 

Collapse  Caused  by  Snow  Loads  (Construction)  (1971) 
Collar  (Railway)  (1970) 
Collar  (Railway)  (1970) 
Collars  (1969) 

Collection  and  Analysis  of  Dustfall  (1970)  ANSI  Z116.1 

Collections  From  Fire  (1970) 

Collector  Criteria  (1969) 

Collector  Criteria  (1970) 

Collectors  and  Glossary  of  Terms  (1969) 

Collectors  to  Coal  Fire  Boilers  (1967) 

Collectors  (1969) 

Colleges  (1967)  Evaluation  Cr 

Collinear  4  Probe  Array  (1970)  Std 

Collision  Damage  Classification  (1971) 

Collision  Tests  for  Automotive  Vehicles  (1969) 

Collision  Tests  (1966) 

Collision  Tests  (1970) 

Collision  (1970) 

Colloidal  Magnesium  Aluminum  Silicate  (1965) 

Color  After  Heating  of  Drying  Oils  (Heat  Bleach)  (1969) 

Color  After  Heating  of  Fatty  Acids  (R1969) 

Color  and  Luminance  of  Review  Room  Screens  Used  for  16m 

Color  and  Monochrome  Cathode  Ray  Tubes  and  Their  Compon 

Color  and  Quality  Std.  for  Painted  Aluminum  Sheet  (1968 

Color  Change  in  Fabrics  Due  to  Flat  Abrasion  (Frosting) 

Color  Change  of  Fabrics  Due  to  Flat  Abrasion  (Frosting) 

Color  Change  of  While  Architectural  Enamels  (R1969) 

Color  Code  for  Pipets  (1966) 

Color  Code  for  Service  Fixture  Index  Buttons;  Plumbing 
Color  Code  System  (1970) 
Color  Code  (1970) 

Color  Coding  of  Piping  Materials  (1969) 

Color  Coding  of  Wires  and  Cables  (1971) 

Color  Contribution  of  Photographic  Lenses  (1970) 


Alte 
Alter 


AISI 

IMACA 

ASTM 

ASTM 

ASTM 

UL 

UL 

ABFLO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AA 

ASTM 

ADA 

ASTM 

SAE 

SAE 

TAPPI 

ASTM 

AISI 

ASTM 

AISI 

ASTM 

AA 

AA 

AISI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SWA 

SAE 

SAE 

SAE 

ASTM 

SWI 

ASTM 

ASTM 

PSTC 

AWWA 

AWWA 

AWWA 

AWWA 

SCPI 

ILIA 

FMS 

AAR 

AAR 

ANSI 

ASTM 

NFPA 

IGCI 

IGCI 

IGCI 

IGCI 

IGCI 

lES 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

CTFA 

ASTM 

ASTM 

SMPTE 

ElA 

AA 

AATCC 

AATCC 

ASTM 

SAMA 

SAMA 

SAE 

ABYC 

PFI 

NEMA 
ANSI 


5 

304 
B362 
B389 
A446 

569 

541 

X-3 

DI857 

D2795 

D346 

D121 

D547 

D293 

D2490 

D2416 

♦287.6 

D1912 

13 

A199 

AMS5636B 

AMS5637B 

T509 

A564 

1 

B511 
4 

AI08 
•2810.5 
•2810 
20 

A500 
A547 
B316 
A109 
A568 
J126 
•121 

AMS5519F 

AMS5517E 

AMS5516G 

A463 

J.l 

A308 
A599 
11 

C702 
C703 
C704 
C70I 
I 

•8.24 
1-54 

MSRP-D-9 

MSRP-D-10 

B94.31 

D1739 

910 

M2 

M3 

F2 

•1 

F3 

LM26 

F84 

J224 

J850A 

J972 

J2I1 

J857A 

82 

Dl%7 

D1981 

RP41 

JED72 

♦7 

120 

119 

D1543 

LA2 

LFl 

AMS2816H 

E3A 

ES22 

WC30 

PH3.44 
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Std.  Melh.  for  Instrumental  Evaluation  of 
Std.  Meth.  for  Visual  Evaluation  of 
Spec,  for 
Rec.  Pract.  for  Visual 
Std.  Test  Meth.  for  Colorfastness  and  Transfer  of 
Std.  Test  Meth.  for  Saponification  Number  by 
ted  Fiberboards,  and  /  Test  Method  for  Determining  Visual 

daylight  llluminant  (1/  Test  Meth.  for  Visual  Grading  and 

luminants  (Wave  Lengths  400-700  Mm)  for  Visual  Grading  and 
rl969)  ANSI  C59.I14  Std.  Test  Meth.  for 

Std.  Test  Meth.  for 
Std.  Melh.  of  Test  for 

res  (Platinum  Cobalt  Scale)  (1971/  Std.  Meth.  of  Test  for 

Std.  for  Spectral  Reflectivity  and 
Std.  for  Spectral  Reflectivity  and 
Meth.  for  Inorganic 
Meth.  for  Organic 
Lighting  of  Photographic 
Meth.  for  Comparing  the 

ng  Tile  (1964) 

Meth.  for 

r  Color  and  Luminance  of  Review  Room  Screens  Used  for  16mm 
r  Multi  Angle  Two  Parameter  Specular  Gloss  Measurements  of 
Rec.  Pract.  for  Color  Temperature  for 
(1969)  Rec.  Pract.  for 

Std.  for  the  Direct  Viewing  of  Photographic 
Tent.  Meth.  for  Grading  Soybean  Oil  for 
Carbon  Black 
Graphite 
Chromic  Oxide 
Hydrated  Chromic  Oxide 
Iron  Oxide 

eather (1969) 

tmosphere  (1971)  ANSI  L14.I74 
in  the  Atmosphere  (1971)  ANSI  L14.54 
ternate  Exposure  (1971) 
1971)  ANSI  L14.240 
ed  Pool  Water  (1971)  ANSI  L14.149 


ng)  (1971) 

ternate  Light  and  Darkness  (1971) 
ntinuous  Light  (1971) 
arc  Lamp,  Continuous  Light  (1971) 
arc  Lamp,  Alternate  Light  and  Darkness  (1/ 

L-7 (1971) 

rapid  Control  Test  (1971) 

ons  (1969) 
(1961) 
7) 


Std.  Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
General  Test  Meth.  of 
Test  Meth.  for 
Test  Meth.  for 
Test  Meth.  for 
Meth.  for 
Rec. 
Tab 
Std. 

Std.  Spec,  for  Columbium  and 
Std.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper 
(1970)  Std.  Spec,  for 

rip  (1970)  Std.  Spec,  for  Nickel  Chromium  Iron 

Std.  Spec,  for  Nickel  Chromium  Iron 
Std.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper 
ng/       Std.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper 
or  Forged  or  Rolled  Chromium  Nickel  Iron  Molybdenum  Copper 
0)         Std.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper 
Std.  Spec  for  High  Strength  Low  Alloy 
ewise  Compressive  Strength  of  Corrugated  Fiberboard;  Short 
for  Distillation  of  Crude  Petroleum  (15  Theoretical  Plate 
Reinforced  Brick  Masonry 
Std.  Spec,  for 
Rec.  Pract.  for 

Pract.  for  Brake  System  Road  Test  Code;  Truck  and  Bus  and 
r  Brake  System  Performance  Requirements;  Truck  and  Bus  and 
quare  Head  Industrial  Fluid  Power/  Std.  Bore  and  Rod  Size 

t.  for  Brake  System  Road  Test  Code;  Passenger  Car,  Trailer 

Terminology  for 
Safety  Std  for  Marine 
970)  Std.  on  the  Control  of  Flammable  and 

Std.  for  Portable  Shipping  Tanks  for  Flammable  and 
Std  for  Dip  Tanks  Containing  Flammable  or 
Rec.  Regulatory  Std.  for  Tank  Vehicles  for  Flammable  and 
Safety  Std.  for  Metal  Waste  Cans  (for 
Std.  for  Indoor  General  Storage  of 
Rec.  Safe  Pract.  for  Outdoor  General  Storage 
Apparatus  (1969)  ANSI  A2.3  Std.  Melh.  of  Test  for 

n.  Operation  and  Mai/  Rec.  Pract.  and  Std.  for  Flammable 

for  Trace  Quantities  of  Total  Sulfur  (Wickbold  and  Beckman 
Rec  Pract  for  Safe  Use  of  Oxygen 
Safety  Std.  for  Marine  Sealed 
act.)  (1971)  Marine  Diesel  Engine 


Color  Differences  of  Opaque  Materials  (1968)  ASTM  D2244 

Color  Differences  of  Opaque  Materials  (1969)  ASTM  D1729 

Color  Engineered  Facing  Tile  (1967)  FTI  '3 

Color  Evaluation  of  Polyethylene  Containers  (1966)  SPI  PBDl 

Color  in  the  Washing  of  Leather  (1969)  ASTM  D2096 

Color  Indicator  Titration  (R1969)  ANSI  Zl  1.20  ASTM  D94 

Color  Match  to  Master  Specimen  for  Fabrics,  Vinyls,  Coa  SAE  J361 

Color  Matching  of  Paper  with  an  Ultraviolet  Containing  TAPPI  T515 

Color  Matching  of  Paper  (1968)  Meth.  for  II  TAPPI  T508 

Color  of  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  ASTM  D2I29 

Color  of  Clear  Liquids  (Platinum  Cobalt  Scale)  (1969)  ASTM  D1209 

Color  of  Dyed  Aviation  Gasolines  (1970)  ASTM  D2392 

Color  of  Halogenated  Organic  Solvents  and  Their  Admixtu  ASTM  D2108 

Color  of  Paper  (1947)  TAPPI  T442 

Color  of  Pulp  (1947)  TAPPI  T2I6 

Color  Pigments  and  Pastes  (1966)  TAPPI  T668 

Color  Pigments  and  Pastes  (1969)  TAPPI  T669 

Color  Reflection  Prints  for  Judging  (1967)  PSA  '6 

Color  Stabilities  of  Photographs  (1969)  ANSI  PH1.42 

Color  Std.  for  Glazed  and  Unglazed  Structural  Clay  Faci  FTI  *2 

Color  Strength  and  Shade  of  Dye  (1966)  TAPPI  T626 

Color  Television  Prints  (1970)  Rec.  Pract.  Fo  SMPTE  RP41 

Color  Television  Safety  Panels  (1969)  /and  Criteria  Fo  EIA  JED66A 

Color  Television  Studio  Monitors  (1969)  SMPTE  RP37 

Color  Temperature  for  Color  Television  Studio  Monitors  SMPTE  RP37 

Color  Transparencies  (1969)  ANSI  PH2.31 

Color  (1970)  NSPA  *5 

Colorant  (1962)  CTFA  84 

Colorant  (1966)  CTFA  85 

Colorant  (1966)  CTFA  86 

Colorant  (1966)  CTFA  87 

Colorants  (1966)  CTFA  83 

Colorfastness  and  Transfer  of  Color  in  the  Washing  of  L  ASTM  D2096 

Colorfastness  of  Dyed  Textile  Fabrics  to  Ozone  in  the  A  AATCC  109 

Colorfastness  of  Textile  Fabrics  to  Oxides  of  Nitrogen  AATCC  23 

Colorfastness  of  Textile  Fabrics  to  Water  and  Light:  Al  AATCC  125 

Colorfastness  of  Textile  Resistance  to  Steam  Pleating  AATCC  131 

Colorfastness  of  Textile  Yarns  and  Fabrics  to  Chlorinat  AATCC  105 

Colorfastness  of  Textiles  to  Daylight  (1971)  AATCC  16C 

Colorfastness  of  Textiles  to  Dry  Heat  (Excluding  Pressi  AATCC  117 

Colorfastness  of  Textiles  to  Light:  Carbon  Arc  Lamp,  Al  AATCC  16D 

Colorfastness  of  Textiles  to  Light:  Carbon  Arc  Lamp,  Co  AATCC  I6A 

Colorfastness  of  Textiles  to  Light:  Water  Cooled  Xenon  AATCC  16E 

Colorfastness  of  Textiles  to  Light:  Water  Cooled  Xenon  AATCC  16F 

Colorfastness  to  Light  of  Textiles  (1971 )  AATCC  16 

Colorfastness  to  Light:  Determination  of  Fastness  Above  AATCC  16G 

Colorfastness  to  Oxides  of  Nitrogen  in  the  Atmosphere:  AATCC  75 

Colorfastness  to  Sunlight  of  Textiles  (1971)  AATCC  16B 

Colorimetric  Determination  of  Uranium  in  Aqueous  Soluti  ASTM  E3I8 

Colors  and  the  Use  of  Same  by  the  Illuminating  Engineer  lES  CP24 

Colors  for  Divisional  Star  Ratings  for  Photography  (196  PSA  *2 

Colors  for  Identification  of  Copper  Tube  (1968)  CDA  101/8-41 

Columbium  Alloy  Seamless  and  Welded  Tubes  (1970)  ASTM  B394 

Columbium  Alloy  Weaving  Wire  (1970)  ASTM  B475 

Columbium  and  Columbium  Alloy  Seamless  and  Welded  Tubes      ASTM  B394 

Columbium  Molybdenum  Tungsten  Alloy  Plate,  Sheet  and  St  ASTM  B519 

Columbium  Molybdenum  Tungsten  Alloy  Rod  and  Bar  (1970)  ASTM  B518 

Columbium  Stabilized  Alloy  Bar  and  Wire  (1970)  ASTM  B473 

Columbium  Stabilized  Alloy  Billets  and  Bars  for  Reforgi  ASTM  B472 

Columbium  Stabilized  Alloy  Pipe  Flanges,  Forged  Fitting  ASTM  B462 

Columbium  Stabilized  Alloy  Plate,  Sheet,  and  Strip  (197  ASTM  B463 

Columbium  Vanadium  Steels  of  Structural  Quahty  (1968)  AASHO  M223 

Column  Test  (1970)  Std.  Edg  TAPPI  T811 

Column)  (1970)  Tent.  Meth.  ASTM  D2892T 

Columns  and  Pilasters  (Tech.  Notes)  (1965)  SCPI  171 

Combination  Bar  Soap  (1970)  ASTM  D2179 

Combination  Evacuation  Slide/Life  Raft  (1970)  SAE  ARP1146 

Combination  of  Vehicles  (1971)  Rec.  SAE  J786A 

Combination  of  Vehicles  (1971)  Rec.  Pract.  Fo  SAE  J992B 

Combinations  and  Rod  End  Configurations  for  Cataloged  S  NFLDP  T3.6.67.4 

Combinations  (1970)  Rec.  Prac  SAE  J134 

Combines  and  Grain  Harvesting  (1971)  ASAE  S343T 

Combustible  Gas  Indicators  (1965)  UL  1110 

Combustible  Liquids  and  Gases  in  Manholes  and  Sewers  (1  NFPA  328 

Combustible  Liquids  (1970)  NFPA  386 

Combustible  Liquids  (1971)  NFPA  34 

Combustible  Liquids  (1971)  NFPA  385 

Combustible  Materials)  (1970)  UL  32 

Combustible  Products  (1970)  NFPA  231 

Combustible  Products  (1970)  NFPA  23IA 

Combustible  Properties  of  Treated  Wood  by  the  Fire  Tube  ASTM  E69 

(Combustible)  Gas  Indicators  Including  Their  Inslallalio  ABYC  A14 

Combustion  Apparatus)  (1970)  Std.  Meth.  of  Test  ASTM  D2785 

Combustion  Bombs  (1970)  ANSI  Z115. 15  ASTM  E144 

Combustion  Chamber  Healers  (1966)  UL  1117 

Combustion  Chambers  and  Fuel  Injection  Systems  (Std.  Pr  DEMA  MD84 
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Code  Requirements  for  Firetube  Power  Boilers  (Including  Combustion  Chambers  and  Furnaces)  (1971)  ASME  BPVCIPFT 

Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1967)         ,  ITA  6A1-E3 

Safety  Std.  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1970)  UL  558 

Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Trucks  (1966-67)  ITA  6 

Safety  Fuel  Handling  and  Storage  (for  Internal  Combustion  Engine  Trucks)  (1966)  ITA  6E1-3 

Std.  for  Installation  and  Use  of  Stationary  Combustion  Engines  and  Gas  Turbines  (1970)  NFPA  37 

Std.  Spec,  for  Oxygen  Combustion  Flask  (1970)  ANSI  Zl  15.14  ASTM  E205 

Rec.  Guide  for  the  Control  of  Dust  Emissions,  Combustion  for  Indirect  Heat  Exchangers  (1969)  ASME  APS-1 

rec.  Guide  for  the  Control  of  Emission  of  Oxides  of  Sulfur  Combustion  for  Indirect  Heat  Exchangers  (1970)  ASME  APS-2 

1968)  Std.  for  Combustion  Gas  Turbines  for  General  Refinery  Services  API  616 

Std.  Test  Meth.  for  Total  Sulfur  in  Iron  Ore  by  Combustion  lodate  Titration  (1970)  ASTM  E395 

gh  Precision  Meth.)  (1970/  Std.  Meth.  of  Test  for  Heat  of  Combustion  of  Hydrocarbon  Fuels  by  Bomb  Calorimeter  (Hi  ASTM  D2382 

pe  (1965)  Brakes,  Electric  and  Internal  Combustion  Powered  Industrial  Trucks,  Sit  Down  Rider  Ty  ITA  3C1 

pe  (1965)  Brakes,  Electric  and  Internal  Combustion  Powered  Industrial  Trucks,  Stand  Up  Rider  Ty  ITA  3D1 

Controls;  Internal  Combustion  Powered  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2D1 

Controls;  Internal  Combustion  Powered  Trucks,  Stand  Up  Rider  Type  (1966)  ITA  2E1 

Meth.  for  Determination  of  Organic  Matter  in  Soils  by  Wet  Combustion  (1970)  Std.  Test  AASHO  T194 

(Portable  and  Mobile)  (1968)  Std.  Meth.  of  Rating  Commercial  and  Industrial  Vacuum  Cleaners,  Suction  Type  FVMMA  1 

Agitation  Type  (Portable  and  Mobil/  Std.  Meth.  of  Rating  Commercial  and  Industrial  Vacuum  Cleaners,  Suction  with  FVMMA 2 

33.67  Safety  Std.  for  Medical,  Commercial  and  Industrial  X-Ray  Equipment  (1971)  ANSI  C  UL  187 

34.2  Spec,  for  Aluminum  Sliding  Glass  Doors  for  Commercial  and  Monumental  Type  Buildings  (1970)  ANSI  Al  AAMA  402.7 

Spec,  for  Electro  Magnetic  Relays  for  Industrial  And/or  Commercial  Application  (1969)  NARM  '1.12 

Rec.  Pract.  for  the  Control  of  Flies  (Sanitation)  in  Commercial  Baking  Areas  (1967)  AIB  131 

Rec.  Pract.  for  Foreign  Material  Control  in  Commercial  Baking  Areas  (1969)  AIB  140 

ome  Preservatives  (1969)  Std.  for  Residential  and  Commercial  Building  Poles  Pressure  Treated  with  Water  B  AWPI  CP22 

hy  (1970)  ANSI  Z11.175  Std.  Meth.  for  Analysis  of  Commercial  Butane  Butylene  Mixtures  by  Gas  Chromatograp  ASTM  D1717 

Spec,  for  Metal  Windows  (for  Commercial  Construction)  (1971)  NAAMMSW-1 

Std.  for  Removal  of  Smoke  and  Grease  Laden  Vapors  From  Commercial  Cooking  Equipment  (1971 )  NFPA  96 

weights  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Roofing;  Designed  Dimensions  and  AA  *287.23 

eights  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Siding;  Designed  Dimensions  and  W  AA  •287.24 

Safety  Std.  for  Commercial  Electric  Dishwashers  (1970)  UL  921 

irements  for  Transportation,  Storage,  Handling,  and  Use  of  Commercial  Explosives  and  Blasting  Agents  in  the  Constr  ANSI  A10.7 

Soap  in  Oil  Conductivity  Meth.  (Commercial  Fats  and  Oils)  (Tent.  Meth.)  (1970)  AOCS  CC15 

Fatty  Acid  Composition  by  Gas  Chromatography  (Commercial  Fats  and  Oils)  (Tent.  Meth.)  (1970)  AOCS  CEl 

Std.  Performance  Requirements  for  Commercial  Food  Waste  Disposer  Units  (1970)  ASSE  1009 

Std.  for  Automatic  Commercial  Ice  Makers  (1970)  ARI  810 

electronic  Equipment  Cooling  by  the  Draw  Through  Method  in  Commercial  Jet  Transports  (1970)  SAE  AIR64A 

Rec.  for  Lighting  for  Commercial  Kitchens  (1956)  lES  CP19 

Rec.  Pract.  for  Determining  Mold  Surface  Temperature  of  Commercial  Molds  for  Plastics  (1969)  ASTM  D957 

ir  Dryers  and  Wavers;  Facial  Masks,  Caps,  Mitts,  Etc.)  for  Commercial  or  Household  Use  (1971)  ANSI  C33.33  /Nt  (Ha  UL  859 

trie  Breakdown  Voltage  and  Strength  of  Insulating  Gases  at  Commercial  Power  Frequencies  (1969)  /F  Test  for  Dielec  ASTM  D2477 

Dielectric  Strength  of  Electrical  Insulating  Materials  at  Commercial  Power  Frequencies  (1970)  /Kdown  Voltage  and  ASTM  D149 

Spec,  for  Commercial  Projected  Steel  Windows  (Security)  (1969)  SWI  E.l 

Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Commercial  Quality  by  the  Hot  Dip  Process  (1971)  Std.  ASTM  A526 

ts  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Ribbed  Siding;  Designed  Dimensions  and  Weigh  AA  *287.27 

Property  Limits  (197/  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding;  Finishes,  Mechanical  and  AA  '287.21 

ions  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding;  Parallelness  of  Corrugat  AA  '287.31 

(1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding;  Thickness  and  Tolerances  AA  '287.28 

t  Antibody  Studies  (1969)  Std.  for  the  Evaluation  of  Commercial  Solution,  Isothiocyanates  Used  in  Fluorescen  BSC  '2 

sical  Properties)  and  Resin  Characteristics,  Properties  of  Commercial  Thermoplastics;  Molding  Rec;  Annealing  of  P  ASEP  3 

Std.  for  Fifth  Wheel  Kingpin  for  Commercial  Trailers  and  Semitrailers  (1970)  SAE  J700B 

Crew  Escape  Provisions,  Flight  Deck  (Commercial  Transport  Aircraft)  (1970)  SAE  ARP808A 

ct.  for  Location  and  Actuation  of  Flight  Deck  Controls  for  Commercial  Transport  Type  Aircraft  (1971)  Rec.  Pra  SAE  ARP268E 

Spec,  for  Steel  Windows;  Cold  Rolled,  for  Residential  and  Commercial  Use  (1969)  Rec.  SWI  J.l 

for  Steel  Windows;  Semi  Intermediate,  for  Residential  and  Commercial  Use  (1969)  Rec.  Spec.  SWI  K.l 

ns  and  Weights  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial  V  Beam  Roofing  and  Siding;  Designed  Dimensio  AA  '287.25 

Rec.  Rebore  Limit  for  Passenger  Car  and  Commercial  Vehicle  Brake  Drums  (1968)  NWRA  D-47X 

Rec.  Pract.  for  Brake  Rating  System  Test  Code  for  Commercial  Vehicles  (1970)  SAE  J880A 

Rec.  Pract.  for  Brake  System  Torque  Balance  Test  Code,  Commercial  Vehicles  (1971)  SAE  J225 

Safety  Std.  for  Household  and  Commercial  Waste  Disposers  (1970)  ANSI  C33.59  UL  430 

Industry  Std.  Coding  Identification  for  Television  Commercials  of  National  Advertisers  (1970)  AAAA  '10 

Std.  for  Common  Name  for  the  Pest  Control  Chemical  Asulam  (1971)  ANSI  K62.99 

71)  Std.  for  Common  Name  for  the  Pest  Control  Chemical  Butachlor  (19  ANSI  K62.90 

1(1971)  Std.  for  Common  Name  for  the  Pest  Control  Chemical  Chlorothaloni  ANSI  K62.101 

1971)  Std.  for  Common  Name  for  the  Pest  Control  Chemical  Isopropalin  ANSI  K62.96 

1971)  Std.  for  Common  Name  for  the  Pest  Control  Chemical  Oxycarboxin  ANSI  K62.98 

bamic  Acid  Ester  with  3-(M-Hydroxyphenyl)-l ,  1  Dimet/         Std.  Common  Name  for  the  Pest  Control  Chemical  Tert  Butylcar  ANSI  K62.94 

71)  Std.  for  Common  Name  for  the  Pest  Control  Chemical  Triarimol  (19  ANSI  K62.100 

ichlorobenzoic  Acid  (Chloramben)  (1970)  Std.  Common  Name  for  the  Pest  Control  Chemical  3  Amino  2,  5  D  ANSI  K62.91 

nyl)  I  Methoxy  1  Methylurea"Metobromuron"  (1969)  Std.  Common  Name  for  the  Pest  Control  Chemical  3  (P  Bromophe  ANSI  K62.82 

Methyl  1,  4  Oxathiin  3  Carboxanilide'  Carboxin"  (19/  Std.  Common  Name  for  the  Pest  Control  Chemical  5,  6  Dihydro  2  ANSI  K62.97 

I)  Phosphonic  Acid"Ethephon"  (1970)  Std.  Common  Name  for  the  Pest  Control  Chemical  (2-Chloroethy  ANSI  K62.92 

iant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  Oxo  2  Pentenoic  A/  Std.  Common  Name  for  the  Pest  Control  Chemical,  Cotton  Defol  ANSI  K62.79 

Std.  for  Common  Name  for  the  Pest  Control  Delachlor  (1971)  ANSI  K62.89 

Rec.  Std.  for  Rivet  Wire  (for  Common  or  Sohd;  Split(Bifurcated);  and  Tubular)  (1970)  SWA  '75 

Rec.  Std.  for  Pin  Wire  (Common  or  Straight)  (1970)  SWA  *67 

obile  Communications  Equipment  /  Std.  for  Test  Conditions  Common  to  Frequency  Modulated  or  Phase  Modulated  Land  M  EIA  RS388 

Std.  Meth.  of  Preparation  of  Common  Types  of  Distilled  Water  and  Desk  Reagents  (1971  APHA  '2-0001 

Std.  for  Coaxial  Communication  Cable  (CATV)  (1971)  NEMA  Wc41  IPCEA  S-69-530 

llndustry  (1961)  Tent.  Bui.  on  a  Classification  of  Communications  Circuits  for  Use  in  Automation  in  the  Oi  API  BUL1106 

mmon  to  Frequency  Modulated  or  Phase  Modulated  Land  Mobile  Communications  Equipment  25-470  Mhz  (1971)  /Ditions  Co  EIA  RS388 

.  Lighting  for  Theatrical  Presentations  on  Educational  and  Community  Proscenium  Type  Stages  (1968)  Rec  lES  CP34 

(1969)  Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Copper  Conductors  ASTM  B496 

Conductors  (1971)  Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Ec  Grade  Aluminum  ASTM  B400 

Aggregates  (196/  Std.  Test  Meth.  for  in  Place  Density  of  Compacted  Base  Courses  Containing  Large  Sizes  of  Coarse  AASHO  T181 

cimens  (/  Std.  Meth.  of  Test  for  Bulk  Specific  Gravity  of  Compacted  Bituminous  Mixtures  Using  Paraffin  Coated  Spe  ASTM  D1188 
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ry  Spec/  Tent.  Meth.  of  Test  for  Bulk  Specific  Gravity  of 

Std.  Meth.  of  Test  for  Green  Strength  of 
Std.  Meth.  of  Wetting  and  Drying  Test  of 
Std.  Meth.  of  Freezing  and  Thawing  Tests  of 
.  of  Test  for  Resistance  R  Value  and  Expansion  Pressure  of 
(1969)  Std.  Test  Meth.  for 

Std.  Meth.  of  Correction  for  Coarse  Particles  in  the  Soil 
shes  (1970)  Tent.  Meth.  for 

for  Flow  Ratings  of  Organic  Coatings  Using  the  Shell  Flow 
port  of  Dry  Bulk  Chemicals  and  Plastics  /  Rec.  for  Single 

port  of  Dry  Bui/  Rec.  for  Preloading  Inspection  of  Single 

.  in  Length  (1970)  Rec.  Pract.  Covering 

Rec.  Pract.  for 

Rec.  Pract.  for  the  Installation  of  Engine  and  Fuel  Tank 
ct.  for  Temperature  Control  Equipment,  Automatic,  Aircraft 
rs;  High,  16340  Grd  Y/9430  /  Requirements  for  Pad  Mounted 

on  Transformers;  High  Volta/         Requirements  for  Pad  Mounted 
Packaging  Std.  for  Items  in  Cavities  or 
c.  Std.  and  Pract.  for  Ventilation  of  Engine  and  Fuel  Tank 

Rec.  Pract.  for 
Rec.  Pract.  for 

humid  Conditions  (1969/  Rec.  Pract.  for  Test.  Plasticizer 

esentative  Finish  Co/  Std.  Test.  Meth.  for  Durability  and 

ensitivity  Threshold  Technique)  (/  Std.  Meth.  of  Test  for 

Test  Meth.  for  Plastic  Bottle  Permeability  and 
lowers  (1970)  Dimensions  for 

rproofing  (196/  Metal  Curtain  Wall  Spec.  Manual  Including 

erials  at  Microwave  Frequencies  (/  Std.  Meth.  of  Test  for 

Sodium  Aluminum  Lactate 
Sodium  Aluminum  Chlorhydroxy  Lactate 
Aluminum  Chlorhydroxide 
Guidelines  for  Printed  Circuit  Board 
sions  for  Color  and  Monochrome  Cathode  Ray  Tubes  and  Their 

Fluid  System 

ners  (1967) 

oners  (1967) 

ir  Conditioners  (1967) 

e  Air  Conditioners  (1968) 

ehicle  Air  Conditioners  (1967) 

967) 

conditioners  (1967) 
967) 

hide  Air  Conditioners  (1967) 

971)  Requirements  for  Nuclear  Power  Plant 

Safety  Std.  for  Marine  Manual  Steering 
Safety  Std.  for  Marine  Engine  Ignition  System 
asis  for  the  Vertical  Dimensioning  of  Coordinated  Building 
on  for  Properties  and  Performances  of  Coordinated  Building 

Preferred  Values  for 
determining  Microscopically  the  Reflectance  of  the  Organic 
infrared  Spectrophotometric  T/  Std.  Meth.  for  Analysis  of 

ply  and  Installation  Contract  (1968)  Suggested 
Rec.  Pract.  for  Heat  Treatment  of  Pipe  Bends  and  Formed 
h.  for  Microscopical  Determination  of  Volume  %  of  Physical 
tions  of  Terms  Relating  to  Lithologic  Classes  and  Physical 
Std.  Meth.  of  Sampling  for  Particulates  From  Aerospace 

Reel  Packaging  of 

Std.  Meth.  of  Sampling  for  Particulates  From  Aerospace 
Stress  Analysis  Meth.  for  Power  Plant 
Owners  Design  Spec,  for  Power  Plant 
castings  for  Valves,  Flanges  and  Fittings  and  Other  Piping 
castings  for  Valves,  Flanges  and  Fittings  and  Other  Piping 
Safety  Std.  for  Marine  Engine  Exhaust 
Std.  for  Vending  Machine  Noncontact  Surfaces  and 
LP  Gas  Fuel  Systems 
Test  Meth.  for  Viscosity  of  Epoxy  Compounds  and  Related 
Glossary  of  Terms  for  Truck  Van  Bodies  and 
.  of  Square  Head  Fluid  Power  Cylinders  Pressure  Containing 
Test.  Meth.  for  Specific  Gravity  of  Epoxy  Compounds  and 
mpered  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel 
gings  for  Seamless  Drums,  Heads,  and  Other  Pressure  Vessel 
Std.  Meth.  of  Sampling  Aerospace  Fluids  From 
Std.  for  Tests  for  Motor  Vehicle  Lighting  Devices  and 
ss  Caused  by  Casting  Compounds  on  Glass  Encased  Electronic 
std.  Preparation  for  Delivery  of  Electrical  and  Electronic 
Std.  for  Individual  Packaging  of  Axial/Radial  Lead 
Std.  for  Multiple  Packaging  of  Axial/Radial  Lead 
Std.  for  Packaging  of  Optical 
.  for  Thermal  Cutoffs  for  Use  in  Electrical  Appliances  and 
tion  Meth.  for  Valves,  Flanges,  Fittings,  and  Other  Piping 
Code)  (1971)  Requirements  for  Nuclear  Power  Plant 

(1971)  Requirements  for  Nuclear  Power  Plant 

Dimensional  Std.  for  Overhead  Trolley  Conveyors  and 
Std.  Test.  Procedure  for  the  Guillotine  Impact  of 
.  for  Concentric  Lay  Stranded  Copper  and  Copper  Clad  Steel 


Compacted  Bituminous  Mixtures  Using  Saturated  Surface  D 
Compacted  Metal  Powder  Specimens  (1970) 
Compacted  Soil  Cement  Mixtures  (1970) 
Compacted  Soil  Cement  Mixtures  (1970) 

Compacted  Soils  (1969)  Std.  Meth 

Compaction  Density  of  Electrical  Grade  Magnesium  Oxide 
Compaction  Test  (1967) 

Comparative  Determination  Slip  Resistance  of  Floor  Poli 
Comparator  (1968)  Std.  Test  Meth. 

Compartment  Pneumatic  Hopper  Highway  Vehicles  for  Trans 
Compartment  Pneumatic  Hopper  Highway  Vehicles  for  Trans 
Compartment  Ventilation  for  Vessels  (Boats)  Under  26  Ft 
Compartment  Ventilation  on  Boats  (1969) 
Compartment  Ventilation  (1970) 

Compartment  (1970)  Rec.  Pra 

Compartmental  Type  Single  Phase  Distribution  Transforme 

Compartmental  Type,  Self  Cooled,  Three  Phase  Distributi 

Compartments  of  Multiple  Type  Packages  (1971) 

Compartments  (Boats)  (1970)  Re 

Compass  Installation  on  Boats  (1958) 

Compass  Installation  (on  Boats)  (1970) 

Compatibility  in  Poly  (Vinyl  Chloride)  Compounds  Under 

Compatibility  of  Factory  Primed  Wood  Products  with  Repr 

Compatibility  of  Materials  with  Liquid  Oxygen  (Impact  S 

Compatibility  of  Packaged  Products  (1968) 

Compatible  Operation  of  Forage  Harvesters,  Wagons  and  B 

Complete  Fabrication,  Installation,  Materials,  and  Wate 

Complex  Colloidal  Magnesium  Aluminum  Silicate  (1965) 

Complex  Dielectric  Constant  of  Nonmetallic  Magnetic  Mat 

Complex  40%  Aqueous  Solution  (1964) 

Complex  (1964) 

Complex  (1965) 

Component  Mounting  (1968) 

Component  Parts  (1969)  /  United  States  to  Metric  Dimen 

Component  Spec.  Criteria  (1970) 

Component  Std.  for  Compressors  for  Vehicle  Air  Conditio 
Component  Std.  for  D.  C,  Motors  for  Vehicle  Air  Conditi 
Component  Std.  for  Electrical  Wire  Assemblies  Vehicle  A 
Component  Std.  for  Electro  Magnetic  Clutches  for  Vehicl 
Component  Std.  for  Evaporator  and  Condenser  Coils  for  V 
Component  Std.  for  Fans  for  Vehicle  Air  Conditioners  (1 
Component  Std.  for  Flares  and  Fittings  for  Vehicle  Air 
Component  Std.  for  Hose  for  Vehicle  Air  Conditioners  (1 
Component  Std.  for  Thermostatic  Expansion  Valves  for  Ve 
Component  Supports  (Boiler  and  Pressure  Vessel  Code)  (1 
Components  and  Systems  (1966) 
Components  and  Systems  (1967) 

Components  and  Systems  (1969)  •  Std.  B 

Components  and  Systems  (1969)  Std.  Classificati 

Components  for  Electronic  Equipment  (1970) 
Components  in  a  Pohshed  Specimen  of  Coal  (1969)  /for 
Components  in  Poly  (Vinyl  Chloride)  Compounds  Using  an 
Components  of  a  Concrete  Reinforcing  Steel  Material  Sup 
Components  of  Carbon  and  Ferritic  Alloy  Steels  (1969) 
Components  of  Coal  (1969)  Tent.  Met 

Components  of  Coal  (1969)  Std.  Defini 

Components  or  Systems  (Gas  Blow  Down  Meth.)  (1970) 
Components  with  Axial  Heads  (1970) 
Components  with  Convolutes  (1970) 
Components  (Boiler  and  Pressure  Vessel  Code)  (1971) 
Components  (Boiler  and  Pressure  Vessel  Code)  (1971) 
Components  (Dry  Powder  Magnetic  Particle  Inspection)  (1 


ASTM  D2726 
ASTM  B312 
AASHO  TBS 
AASHO  T136 
ASTM  D2844 
ASTM  D2771 
AASHO  T224 
CSMA  245E 


ASTM 

MCA 

MCA 

ABYC 

BIA 

BIA 

SAE 

ANSI 

ANSI 

NSA 

ABYC 

BIA 

ABYC 

ASTM 

ASTM 


D2353 

TCU 

TC14 

H2A 

147 

HEM5 

ARP89C 

C57.I221 

C57.1222 

3440 

H2 

164 

S17 

D2383 

D2830 


ASTM  D2512 
SPI  PBD5 
ASAE  S328T 
NAAMMM7 
CTFA  82 


ASTM 

CTFA 

CTFA 

CTFA 

IPC 

EIA 

SAE 


F131 
79 
77 
56 

CM  770 
JED72 
AIRI082 
IMACA  308 
IMACA  302 
IMACA  307 
IMACA  310 
IMACA  304 
IMACA  303 
IMACA  305 
IMACA  306 
IMACA  301 
ASME  BPVCIIINF 
1139 
1120 
A62.7 
A62.6 
RS385 
D2798T 


UL 

UL 

ANSI 

ANSI 

EIA 

ASTM 


ASTM  D2124 

CRSI  *1.9.I 

PFI  ES6 

ASTM  D2799T 


ASTM 
ASTM 
EIA 
ASTM 


MSS 

Quality  Std.  for  Steel  MSS 
UL 

NAMA 
SAE 
SPI 
TBEA 


/Ic  Pressure  Rating  Meth  NFLDP  T3.6.68.5 
SPI  ERF3 


/Ec.  for  Quenched  and  Te 
/Ec.  for  Carbon  Steel  for 


Components  (Visual)  (1971) 
Components  (1965) 
Components  (1967) 
Components  (1968) 
Components  (1968) 
Components  (1968) 
Components  (1968)  ANSI  B93.10 
Components  (1969) 
Components  (1969)  ANSI  G35.21 
Components  (1969)  ANSI  G55.1 
Components  (1970) 
Components  (1970) 
Components  (1970) 
Components  (1971) 
Components  (1971) 
Components  (1971) 
Components  (1971) 
Components  (1971)  Safety  Std 

Components  (1971)  /Steel  Castings;  Radiographic  Inspec 

Components,  for  Classes  1-3  (Boiler  and  Pressure  Vessel 
Components.  Mc  Class  (Boiler  and  Pressure  Vessel  Code) 
Components;  Unit  Handling  (1970) 
Composite  Cans  (1971) 

Composite  Conductors  (1971)  ANSI  C7.19  Std.  Spec 


D2796 
F308 
RS296-B 
F304 
ASME  BPVC 
ASME  BPVCIIIB 
SP53 
SP55 
1129 
•1-500 
J372 
ERFl 
•1 


ASTM 
ASTM 
ASTM 
SAE 


/T.  Meth.  of  Test  for  Embedment  Stre 


A541 
A266 
F303 
J575E 


ASTM  F135T 
EIA  RS383 


NSA 

NSA 

NSA 

UL 

MSS 


3429 
3430 
3448 
1020 
SP54 
ASME  BPVCIII 
ASME  BPVCIIINE 
CEMA  601 
CCTI      CI  09 
ASTM  B229 
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8)  ANSI  C59.94  Std.  Meth.  of  Test.  Flexible 

Sid.  Test.  Procedure  for  Guillotine  Impact,  Filled  1  Qt. 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene 
Std.  Test.  Procedure  for  Measuring  Spindle  Fit 
ed  Fabrics  (1970)  Std.  Meth.  of  Test.  Flexible 

Wrought  and  Cast  Products,  Including  /  Std.  for  Chemical 

Std.  for  Aluminum  Castings; 

Std.  Spec,  for 

oils)  (Tent.  Meth.)  (1970)  Fatty  Acid 

of  Methyl  Esters  From  Oils  tor  Determination  of  Fatly  Acid 
rs  (1969)  Std.  Test  Meth.  for  Fatty  Acid 

Sid.  for  Aluminum  Sheet  and  Plate;  Duct  Sheet; 

Fixed  Insulated 

Std.  for  Limiting  Contour  of  Brake  Shoes;  High  Friction 
Rec.  Pract.  for  Selection  of  Steel  Bar 
Std.  Test  Melh.  for  Staining  of  Poly  (Vinyl  Chloride) 
Std.  for  Chemical 
Std.  for  Chemical 
Std.  for  Chemical 

separation  of  Active  Ingredient  From  Surfactant  and  Syndet 
1  Tolerances  of  SAE  Wrought  Aluminum  A/  Std.  for  Chemical 
ubber  Products  (1971)  ANSI  Jl.l  Std.  Meth.  of 

Std.  Spec,  for  Poly  (Vinyl  Chloride)  Jacket 
Spec,  for  Exterior  Perimeter  Sealing 
Spec,  for  Bonding  Type  Back  Bedding 
Std.  for  Cold  Water  Meiers, 
Spec,  for  Dental  Impression 
std.  Meth.  of  Test  for  Bond  of  Oil  and  Resin  Base  (baulking 
Tent.  Spec,  for  Cleaning 
r  Staining  of  Poly  (Vinyl  Chloride)  Compositions  by  Rubber 
ds  (1969)  Std.  Spec,  for  Rigid  Poly  (Vinyl  Chloride) 

Test.  Meth.  for  Specific  Gravity  of  Epoxy 
Test  Meth.  for  Viscosity  of  Epoxy 
Std.  Test  Meth.  for  Silicon  in  Organic 
Std.  Test  Meth.  for  Tap  Density  of  Refractory  Metals  and 
of  Test  for  Average  Particle  Size  of  Refractory  Metals  and 
eth.  of  Test  for  Apparent  Density  of  Refractory  Metals  and 

Std.  Spec,  for  Bonding 
(1970)  Std.  Meth.  for  Identification  of  Crystalline 

Std.  Melh.  of  Test  for  Phenolic 
tent.  Meth.  of  Test  for  Embedment  Stress  Caused  by  Casting 
cling  the  Effect  of  Weathering  on  Face  Glazing  and  Bedding 
Std.  Meth.  of  Test  for  Degree  of  Set  for  Glazing 
Test  Melh.  for  Flammability  of  Hardened  Epoxy 
r  Test.  Plasticizer  Compatibility  in  Poly  (Vinyl  Chloride) 
Meth.  for  Analysis  of  Components  in  Poly  (Vinyl  Chloride) 
ic  Constant  (Permittivity)  and  Dissipation  Factor  of  Epoxy 
essure  Well  Service)  (1960)  Thread 
Spec,  for  Nonskinning,  Nonresilient  Preformed 
Test  Meth.  for  Long  Time  Creep  of  Epoxy 
Spec,  for  Nonskinning  Bulk  Sealing 
Spec,  for  Nonskinning  Resilient  Preformed 
Id.  Melh.  of  Test  for  Slump  of  Oil  and  Resin  Base  Caulking 
Meth.  of  Test  for  Staining  of  Oil  and  Resin  Base  Caulking 
.  Test  Meth.  for  Exlrudability  of  Unvulcanized  Elastomeric 
melh.  for  Weather  Resistance  Exposure  of  Automotive  Rubber 
Std.  Spec,  for  Polyester  Molding 
Std.  Spec,  for  Melamine  Formaldehyde  Molding 
Std.  Spec,  for  Urea  Formaldehyde  Molding 
Test  Meth.  for  Dimensional  Stability  of  Epoxy  Casting 
t  Melh.  for  Degree  of  Dispersion  of  Carbon  Black  in  Rubber 
.  of  Test  for  Exlrudability  of  Oil  and  Resin  Base  Caulking 
for  Shrinkage  and  Tenacity  of  Oil  and  Resin  Base  Caulking 
Chloride)  Compounds  and  Chlorinated  Poly  (Vinyl  Chloride) 
Ih.  for  Compressive  Properties  of  Epoxy  Casting  or  Molding 
Std.  Spec,  for  Methacrylale  Molding  and  Extrusion 
Std.  Acceptable  Concentrations  of  Beryllium 
Sid.  Spec,  for  Cellulose  Propionate  Molding  and  Extrusion 
Std.  Spec,  for  Allyl  Molding 
Std.  Test  Meth.  for  Active  Oxygen  in  Bleaching 
Test  Meth.  for  Pot  Life  of  Epoxy 
Std.  Spec,  for  Ethyl  Cellulose  Molding  and  Extrusion 
spec,  for  Cellulose  Acetate  Butyrate  Molding  and  Extrusion 
tion  of  Carbon  and  Hydrogen  in  Organic  and  Organo  Metallic 
eth.  for  Gel  Time  and  Peak  Exothermic  Temperature  of  Epoxy 
Safety  Std.  for  Fire  Hazard  Classification  of  Sweeping 
tatic  Strengths  and  Design  Stresses  for  Thermoplastic  Pipe 
ility  of  Oil  and  Resin  Based,  Knife  Grade,  Channel  Glazing 
Meth.  for  Determining  Pressure  Drop  Rate  of 
Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for 
Rec.  Pract.  for  Classifying  Visual  Defects  in 
bber  (1969)  Std.  Meth.  for 

Std.  Test.  Procedure  for  Axial  (End  to  End) 
.  Test.  Procedure  for  Measuring  Flexure  Under  Side  to  Side 
Spec,  for  Dense  Rubber  Like 


Composite  Materials  Used  for  Electrical  Insulation  (196 
Composite  Motor  Oil  Cans  (1971) 
Composite  Sewer  Piping  (1970) 
Composite  Tubes  and  Cores  (1971) 
Composites  of  Copper  Foil  with  Dielectric  Film  or  Treat 
Composition  and  Mechanical  Property  Limits  for  Aluminum 
Composition  and  Mechanical  Property  Limits  (1970) 
Composition  Bronze  or  Ounce  Metal  Castings  (1970) 
Composition  by  Gas  Chromatography  (Commercial  Fats  and 
Composition  by  Gas  Chromatography  (1969)  /Preparation 
Composition  by  Gas  Liquid  Chromatography  of  Methyl  Este 
Composition  Limits,  and  Tolerances  (1970) 
Composition  Resistors  (1969)  ANSI  C83.48 
Composition  Type  (Railway  Cars)  (1970) 
Compositions  According  to  Section  (1969)  ANSI  G24.28 
Compositions  by  Rubber  Compounding  Ingredients  (1968) 
Compositions  of  SAE  Alloy  Steels  (1970) 
Compositions  of  SAE  Carbon  Steels  (1970) 
Compositions  of  SAE  Wrought  Stainless  Steels  (1970) 
Compositions  (1969)  Std.  Meth.  for 

Compositions,  Mechanical  Property  Limits  and  Dimensiona 
Compound  and  Sample  Preparation  for  Physical  Test,  of  R 
Compound  for  Electrical  Insulated  Wire  and  Cable  (1967) 
Compound  for  Use  with  Architectural  Aluminum  (1969) 
Compound  for  Use  with  Architectural  Aluminum  (1971) 
Compound  Type  (1970) 
Compound  (1956)  ANSI  Z156.3 
Compound  (1969) 

Compound,  General  Purpose  (1969) 

Compounding  Ingredients  (1968)  Std.  Test  Meth.  Fo 

Compounds  and  Chlorinated  Poly  (Vinyl  Chloride)  Compoun 

Compounds  and  Components  (1969) 

Compounds  and  Related  Components  (1968) 

Compounds  by  Peroxide  Bomb  Ignition  (1968)  ANSI  K75.1 

Compounds  by  Tap  Pak  Volumeter  (1970) 

Compounds  by  the  Fisher  Sub  Sieve  Sizer  (1970)  /Meth. 
Compounds  by  the  Scott  Volumeter  (1970)  Std.  M 

Compounds  for  Interior  Plastering  (1970) 
Compounds  in  Water  Formed  Deposits  by  X-Ray  Diffraction 
Compounds  in  Water  (1970) 

Compounds  on  Glass  Encased  Electronic  Components  (1970) 
Compounds  on  Metal  Sash  (1967)  Std.  Meth.  of  Predi 

Compounds  on  Sash  (1969) 

Compounds  Over  0.050  In.  in  Thickness  (1969)  ASTM  D635 
Compounds  Under  Humid  Conditions  (19(>9)  /Ec.  Pract.  Fo 

Compounds  Using  an  Infrared  Spectrophotometric  Techniqu 
Compounds  Using  the  Null  Meth.  Three  Terminal  Measureme 


ASTM 

CCTI 

ASTM 

CCTI 

ASTM 

AA 

AA 

A.STM 

AOCS 

ASTM 

ASTM 

AA 

EIA 

AAR 

ASTM 

ASTM 

SAE 

SAE 

SAE 

ASTM 

SAE 


D2381 

CI09.1 

D2680 

T1I5 

D286I 

•286 

•2817 

B62 

CEl 

D2800 

D1983 

•287.32 

RS172A 

MSRP-E-94A 

A400 

D2151 

J404G 

J403F 

J405D 

D2358 

J457H 


ASTM  D15 

ASTM  D1047 

AAMA  808.1 

AAMA  805.2 

AWWA  C702 

ADA  3 

ASTM  D2450 

ASTM  D2815 


ASTM 

ASTM 

SPI 

SPI 

ASTM 

ASTM 

ASTM 


D215I 

D1784 

ERF3 

ERFl 

E325 

B527 

B330 


ASTM  B329 

ASTM  C631 

ASTM  D934 

ASTM  D1783 

ASTM  FI35T 

ASTM  D2249 


Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compounds 
Compressed 
Compressibi 
Compressibi 


ASTM 
SPI 
ASTM 
ASTM 
SPI 
API 


D2451 
ERF7 
D2383 
D2124 
ERF26 
BUL5A2 


for  Casing  and  Tubing  Connections  in  High  Pr 

for  Sealants  in  Buildings)  (1968)  NAAMMSS-IC 

R1959)  ASTM  D674  SPI  ERF4 

Sealants  for  Nonporous  Surfaces)  (1968)  NAAMMSS-IA 

Sealants)  (1968)  NAAMMSS-IB 

966)  ASTM  D2202 


966)  Std. 
968)  Std 

968)  Std.  Test 
969) 
969) 
969) 
969) 
969) 
969) 
969) 
969) 

969)  ASTM  D695 
969a)  ANSI  K66.6 
970) 
970) 
970) 
970) 
970) 

970)  ANSI  K64.1 
970)  ANSI  K66.5 
970)  ANSI  Z115.12 
970)  ASTM  D2471 
971) 
971) 
971) 

las  Propelled  Aerosol  Products  (1971) 
y  of  Leather  (1970) 

y  of  Metal  Powders  (1970)  ANSI  H9.17 
Compression  and  Transfer  Molded  Parts  (1970) 
Compression  Deflection  Characteristics  of  Vulcanized  Ru 
Compression  Fibre  Cans,  Tubes  and  Cores  (1970) 
Compression  Fibre  Tubes  and  Cores  (1968) 
Compression  Gasket  Materials  (1970) 


Std.  Tes 
Std.  Meth 
Std.  Test  Meth. 
Std.  Spec,  for  Rigid  Poly  (Vinyl 
Test  Me 


Std. 

/Atus  for  Microdetermina 
Test  M 

Rec.  Hydros 
Tent.  Test  Meth.  for  Volat 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SPI 

ASTM 

ASTM 

ASTM 

ASTM 

SPI 

ASTM 

ANSI 

ASTM 

ASTM 

ASTM 

SPI 

ASTM 

ASTM 

ASTM 

SPI 

UL 

SPI 

ASTM 


D2203 

D2230 

D1171 

D1201 

D704 

D705 

ERF14 

D2663 

D2452 

D2453 

D1784 

ERF8 

D788 

Z37.29 

D1562 

D1636 

D2180 

ERF13 

D787 

D707 

E191 

ERF2 

41 

PPI-TR4 
C681 


CSMA  AG*24 
ASTM  D22I3 


ASTM 
ASTM 


B33I 
D2562 


Std 


ASTM  D575 
CCTI  CTI07 
CCTI  TI28T 
NAAMMSG-1 
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5.1 

lumn  Test  (1970) 
70) 

imens  (1964) 
Slabs  (1964) 

Portions  of  Prisins  Broken  in  Fie/ 
sulation  (1970)  ANSI  Z98.6 


rs  (1968) 


pment  (1971/ 


Std.  Spec,  for  Preformed  Elastomeric 
ipe(1971)  Std.  Spec,  for 

th.  for  Strength  Properties  of  Metal  to  Metal  Adhesives  by 
.  Test  Meth.  for  Creep  Properties  of  Adhesives  in  Shear  by 
e  Creep  and  Stress  Relaxation  of  Plastics  Under  Tension  or 
olding  and  Extrusion  Materials  (1968)  Rec  Pract.  for 

Power  Chain  Saw  Engine 
(1968)  Std.  Meth.  for 

Tent.  Spec,  for  Lubricant  for  Installation  of  Preformed 
ng,  Synthetic  Rubber  High  Temperature  Fluid  Resistant,  Low 

Std.  Meth.  for 

Use  Molds  for  Forming  6  by  12  In.  (152  by  305mm)  Concrete 
7)  Std.  for 

Std.  Meth.  for  Diametral 
ture(1970)  Std.  Meth.  of 

peratures  with  Conventional  or  Rapid  Hea/  Rec.  Pract.  for 

Tent.  Std.  for 

olidated,  Undrained  Strength  of  Cohesive  Soils  in  Triaxial 
ounds  (1969)  Astm  D695  Test  Meth.  for 

Test  Meth.  for  Edgewise 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for  Edgewise 
Std.  Edgewise 
Std.  Test  Meth.  for  Edgewise 
Meth.  for  Determining 
Rec.  Meth  for  Determining 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for  Unconfined 
Std.  Test  Meth.  for  Flatwise 
Meth.  for  Determining  the 
Safety  Std.  for  Condensing  and 
Safety  Std.  for  Sealed  (Hermetic  Type)  Motor 
Component  Std.  for 
Measurement  of  Indicated  Power  of  Piston  Engines  and 
Rotating  (1970)  Positive  Displacement 

Meth.  of 
Electronic 

Code  of  Good  Pract.  for  the  Documentation  of  Digital 
rogramming  Pract.  to  Facilitate  the  Interchange  of  Digital 
ract.  for  Gas  Turbine  Engine  Interface  Test  Data  Reduction 
turbine  Engine  Status  Performance  Presentation  for  Digital 

Rec.  Pract  for  Electrical 
Mixed  Tocopherois 

d  Natural  Rubber  Latex  (1971)  Std.  Spec,  for 

meth.  of  Test  for  Butadiene  Dimer  and  Styrene  in  Butadiene 
Std.  Test  Meth.  for  Hydrocarbon  Traces  in  Propylene 
r  Analysis  of  Liquefied  Petroleum  (Lp)  Gases  and  Propylene 
(1970)  Rec.  Pract  Permissible  Load 

Std.  Test  Meth.  for  Hydrogen  Ion 
(1968)  Meth.  for  Hydrogen  Ion 

Meth.  for  Hydrogen  Ion 
Meth.  for  Consistency 
Std.  Acceptable 
Std.  Acceptable 

)(1970)  Std.  Acceptable 

Std.  Acceptable 
Std.  Meth.  for  Determination  of  Low 
Std.  Acceptable 

70)  Std.  for  Acceptable 

Std.  Acceptable 
Std.  for  Acceptable 
Std.  Acceptable 
Std.  Acceptable 
Std.  Acceptable 
Std.  Acceptable 
Std.  Acceptable 
Std.  of  Acceptable 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Compact  Round 
Std.  Spec,  for  Cored,  Annular, 
Hard,  or  Soft  (1971)  ANSI  C7.8  Std.  Spec,  for 

971)  Std.  Spec,  for  Compact  Round 

ANSI  C7.22  Std.  Spec,  for  Aluminum  Conductors, 

ors  (1971)  Std.  Spec,  for 

tors  (1971)  Std.  Spec,  for 

Std.  Spec,  for  Aluminum  Conductors, 
d  (ACSR/Aw)  (1971)  Std.  Spec,  for  Aluminum  Conductors, 

Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having 
Std.  for  Bolts.  Screws  and  Studs,  Straightness, 
Std.  Spec,  for 

luminous  Inserts  for  Contraction  Joints  in  Portland  Cement 


ane) (1970) 
(1969) 


ene) (1970) 


lloy  Reinforced  (1970) 
mposite  Conductors  (1971)  ANSI  C7.19 
971) 


7.16 


Compression  Joint  Seals  for  Concrete  (1967)  AASHO  M220 

Compression  Joints  for  Vitrified  Clay  Bell  and  Spigot  P  ASTM  C425 

Compression  Loading  (Disk  Shear)  (1969)  Std.  Test  Me  ASTM  D2182 

Compression  Loading  (Metal  to  Metal)  (1969)  Std  ASTM  D2293 

Compression  Loads  at  Various  Temperatures  (1969)  /  Tim  ASTM  D674 

Compression  Molding  of  Specimens  of  Styrene  Butadiene  M  ASTM  D2292 

Compression  Ratio  (1970)  PSMA  CI. 1-63 

Compression  Resistance  of  Paperboard  (Ring  Crush  Test)  TAPPI  T472 

Compression  Seals  in  Concrete  Pavements  (1969)  ASTM  D2835T 

Compression  Set  Fpm  Type  70  -  80  (1970)  /  Rings,  Seali  SAE  AMS7280 

Compression  Set  of  Vulcanized  Rubber  (1969)  ASTM  D395 

Compression  Test  Cylinders  (1971t)  ANSI  A37.95  /Single  ASTM  C470 

Compression  Test  of  Fiberboard  Shipping  Containers  (196  TAPPI  T804 

Compression  Test,  of  Cemented  Carbides  (1970)  ASTM  B485 

Compression  Test,  of  Metallic  Materials  at  Room  Tempera  ASTM  E9 

Compression  Tests  of  Metallic  Materials  at  Elevated  Tern  ASTM  E209 

Compression  Wood  in  Pulpwood  (1959)  TAPPI  T20 

Compression  (1970)  Std.  Meth.  of  Test  for  Uncons  ASTM  D2850 

Compressive  Properties  of  Epoxy  Casting  or  Molding  Comp  SPI  ERF8 

Compressive  Properties  of  Laminating  Systems  (1969)  SPI  ERF18 

Compressive  Properties  of  Rigid  Plastics  (1969)  ANSI  K6  ASTM  D695 

Compressive  Strength  of  Corrugated  Fiberboard  (1969)  ASTM  D2808 

Compressive  Strength  of  Corrugated  Fiberboard;  Short  Co  TAPPI  T811 

Compressive  Strength  of  Flat  Sandwich  Constructions  (19  ASTM  C364 

Compressive  Strength  of  Gypsum  Concrete  From  Field  Spec  GA  *19.1 

Compressive  Strength  of  Gypsum  Concrete  From  Poured  Set  GA  '19 

Compressive  Strength  of  Hydraulic  Cement  Mortars  (Using  ASTM  C349 

Compressive  Strength  of  Natural  Building  Stone  (1970)  ASTM  C170 

Compressive  Strength  of  Preformed  Block  Type  Thermal  in  ASTM  C165 

Compressive  Strength  of  Rock  Core  Specimens  (1971)  ASTM  D2938 

Compressive  Strength  of  Sandwich  Cores  (1970)  ASTM  C365 

Compressive  Yield  Load  (Crush  Test)  of  Plastic  Containe  SPI  PBD3 

Compressor  Units  (1971)  UL  303 

Compressors  for  Air  Conditioning  and  Refrigerating  Equi  UL  984 

Compressors  for  Vehicle  Air  Conditioners  ( 1967)  IMACA  308 

Compressors  (Instruments  and  Apparatus)  (1970)  ASME  PTC19.8 

Compressors,  Vacuum  Pumps  and  Blowers  Reciprocating  and  ASME  PTC9 

Computation  of  Openings  in  Heating  Boiler  Shells  (1971)  ASME  BPVC 

Computer  Loss  Experience  (1969)  FMS  10-1 

Computer  Programs  (1967)  ANS  2 

Computer  Programs  (1971)  Rec.  P  ANS  3 

Computer  Programs  (1971)  Rec.  P  SAE  ARP1210 

Computer  Programs  (1971)  Rec.  Pract.  for  Gas  SAE  ARP1211 

Computing  Electrical  Demands  for  Farms  (1970)  SAE  R294 

Computing  Resolvers  (1970)  SAE  ARP826 

Concentrate,  Antioxidant  (1965)  CTFA  97 

Concentrated,  Ammonia  Preserved,  Creamed  and  Centrifuge  ASTM  D1076 

Concentrates  by  Gas  Chromatography  (1968)  ANSI  Zl  1.233  ASTM  D2426 

Concentrates  by  Gas  Chromatography  (1970)  ASTM  D2712 

Concentrates  by  Gas  Chromatography  (1970)  ANSI  ZI1.261  ASTM  D2163 

Concentration  for  Tandem  Axle  General  Purpose  Trailers  TTMA  RPl-62 

Concentration  of  Dry  Adhesive  Films  (1970)  ASTM  D1583 

Concentration  Ph  of  Paper  Extract  Cold  Extraction  Meth.  TAPPI  T509 

Concentration  (Ph)  of  Paper  Extracts  (1968)  TAPPI  T435 

(Concentration)  of  Pulp  Suspensions  (1967)  TAPPI  T240 

Concentrations  of  Beryllium  Compounds  (1970)  ANSI  Z37.29 

Concentrations  of  Cadmium  Fume  and  Dusts  (1970)  ANSI  Z37.5 

Concentrations  of  Ethylene  Dibromide  (1 ,  2  Dibromoethane  ANSI  Z37.31 

Concentrations  of  Ethylene  Dichloride  (1969)  ANSI  Z37.21 

Concentrations  of  Lead  in  Paint  (1968)  ASTM  D2088 

Concentrations  of  Methanol  (1971)  ANSI  Z37.14 

Concentrations  of  Methyl  Bromide  (Monobromomethane)  (19  ANSI  Z37.24 

Concentrations  of  Methyl  Chloride  (1969)  ANSI  Z37.18 

Concentrations  of  Methyl  Chloroform  (1,  1,  1  Trichloroelh  ANSI  Z37.26 

Concentrations  of  Methylene  Chloride  (Dichloromethane)  ANSI  Z37.23 

Concentrations  of  Nitrogen  Dioxide  (1971)  ANSI  Z37.13 

Concentrations  of  Organo,  AlkyI,  Mercury  (1969)  ANSI  Z37.30 

Concentrations  of  Paradichlorobenzene  (1 ,  4  Dichlorobenz  ANSI  Z37.27 

Concentrations  of  Styrene  (1969)  ANSI  Z37.15 

Concentrations  of  Xylene  (Dimethyl  Benzene)  (1971)  ANSI  Z37.10 

Concentric  Lay  Stranded  Aluminum  Conductors,  Aluminum  A  ASTM  B524 

Concentric  Lay  Stranded  Copper  and  Copper  Clad  Steel  Co  ASTM  B229 

Concentric  Lay  Stranded  Copper  Clad  Steel  Conductors  (I  ASTM  B228 

Concentric  Lay  Stranded  Copper  Conductors  (1969)  ASTM  B496 

Concentric  Lay  Stranded  Copper  Conductors  (1971)  ANSI  C  ASTM  B226 

Concentric  Lay  Stranded  Copper  Conductors,  Hard,  Medium  ASTM  B8 

Concentric  Lay  Stranded  Ec  (jrade  Aluminum  Conductors  (1  ASTM  B400 

Concentric  Lay  Stranded  Steel  Reinforced,  (ACSR)  (1971)  ASTM  B232 

Concentric  Lay  Stranded  5005-H19  Aluminum  Alloy  Conduct  ASTM  B397 

Concentric  Lay  Stranded  6201 -T  81  Aluminum  Alloy  Conduc  ASTM  B399 

Concentric  Lay  Stranded  (1971)  ASTM  B231 

Concentric  Lay  Stranded,  Aluminum  Clad,  Steel  Reinforce  ASTM  B549 

Concentric  Stranded  Members,  for  Electrical  Conductors  ASTM  B173 

Concentricity,  and  Squareness  Requirements  (1970)  SAE  AS3063 

Concrete  Aggregates  (1971)  ANSI  A37. 124  ASTM  C33 

Concrete  Airfield  Pavements,  Sawable  Type  (1971)  /Onbi  ASTM  D2828 
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Structural  Deck  (Roofing);  Insulating 
(R1969)  Std.  Meth.  of  Making  and  Preparing 

Instructions  for  the  Inspection  of 
Mix  Design  Meth.  for  Asphalt 
Construction  Spec,  for  Asphalt 
ther  Structures  (1970)  Spec,  for 

Rec.  Pract.  for  Inspection  and  Test.  Agencies  for 
9)  Std.  Spec,  for  Reinforced 

Std.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous 
Repellents  for  the  Exterior  Surfaces  of  Brick,  Stone,  and 
Rec.  Procedures  for  Conducting  Special  Tests  in  the 
Spec,  for  Design  and  Construction  of  Reinforced 
Rules  for  Rating  Existing 
Std.  Test  Meth.  for  Air  Content  of  Freshly  Mixed 
Tent.  Meth.  of  Test  for  Air  Content  of  Freshly  Mixed 
Std.  Meth.  of  Test  for  Air  Content  of  Freshly  Mixed 
si  A37.26  Std.  Meth.  of  Test  for  Flow  of  Portland  Cement 

Manufacture  and  Placement  of  Reinforced 
or  Single  Use  Molds  for  Forming  6  by  12  In.  (152  by  305mm) 
Std.  Safety  Requirements  for 
Spec,  for  Placing  Reinforcing  Steel  Bar  Supports  in 
Spec,  for  Reinforced 
Std.  Spec,  for  Reinforced 
Std.  Meth.  of  Test  for  Water  Retention  by 
e  (1969)  Std.  Spec,  for  Reinforced 

Rec.  Pract.  for  Manufactured  Reinforced 
Vermiculite  Insulating 
Rec.  Std.  for 

Meth.  for  Determining  Compressive  Strength  of  Gypsum 
Rec.  Melh.  for  Determining  Compressive  Strength  of  Gypsum 
Tent.  Test  Meth.  for  Density  of  Bituminous 
0)  Std.  Spec,  for  Nonreinforced 

Std.  Spec,  for  Jet  Fuel  Resistant 
NSI  a37.I17  Std.  Meth.  of  Test.  Jet  Fuel  Resistant 

Design  Data  on 
Std.  Spec,  for  Reinforced 
Std.  Spec,  for  Precast  Reinforced 
Design  and  Construction  of  Plain  and  Reinforced 
953)  Use  of 

ructures  (1968)  the  Application  of  Reinforced 

ructures  (1969)  the  Application  of  Non  Reinforced 


Safety  Std.  for 
a  Guide  to  Selecting 
Guide  Spec,  for  Autoclave 
Spec,  for  the  Design  and  Construction  of  Load  Bearing 
Spec,  for  Design  of  Plain  and  Reinforced 
A37.134  Std.  Meth.  of  Test  for  Time  of  Setting  of 

Std.  Spec,  for 

Std.  Spec,  for  Granular  Material  to  Control  Pumping  Under 
Spec,  for  Undersealing  Portland  Cement 
for  Preformed  Polychloroprene  Elastomeric  Joint  Seals  for 
bricant  for  Installation  of  Preformed  Compression  Seals  in 
ng  /  Std.  Spec,  for  Preformed  Expansion  Joint  Fillers  for 

nd  Driveways  (1971)  Spec.  Asphalt 

Std.  Spec,  for 
Std.  Spec,  for  Porous 
Std.  Meth.  of  Test  for  Determining  Physical  Properties  of 
Std.  Spec,  for  Perforated 
Spec,  for  Cast  in  Place  Nonreinforced 
Spec,  for  Concrete  and  Reinforced 
Std.  Spec,  for  Welded  Steel  Wire  Fabric  for 
Std.  Spec,  for  Welded  Deformed  Steel  Wire  Fabric  for 
Std.  Spec,  for  Rail  Steel  Deformed  Bars  for 
ngs,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed 
tion  Contract  (1968)  Suggested  Components  of  A 

Rec.  Std.  for 

Rec.  Pract.  for  Venting  Lightweight  Insulating 
1970)  Std.  Spec,  for  Joints  for  Circular 

Tent.  Test  Meth.  for  Critical  Dilation  of 
tal  Transverse,  Longitudinal,  and  Torsional  Frequencies  of 
Std.  Meth.  of  Capping  Cyhndrical 
pec.  for  Design,  Materials  and  Construction  of  Prestressed 
Std.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous 
Tent.  Test  Meth.  for  Scahng  Resistance  of 
Std.  Test  Meth.  for  Resistance  of 
Spec,  for  Design  and  Construction  of  Reinforced 
(1970)  Spec,  for  Design  and  Construction  of  Prestressed 

(1970)  Std.  for  Reinforced 

Std.  Spec,  for  Preformed  Expansion  Joint  Filler  for 
Std.  Test  Meth.  for  Preformed  Expansion  Joint  Filler  for 
Std.  Spec,  for  Lightweight  Aggregates  for  Structural 
Std.  Spec,  for  Fine  Aggregate  for  Portland  Cement 
gh  Strength  Alloy  Steel  Reinforcement  Bars  for  Prestressed 


Concrete  and  Fills  (1970) 

Concrete  and  Masonry  Panels  for  Testing  Paint  Finishes 
Concrete  and  Masonry  Structures  (1970) 
Concrete  and  Other  Hot  Mix  Types  (1969) 
Concrete  and  Other  Plant  Mix  Types  (1969) 
Concrete  and  Reinforced  Concrete  Railraod  Bridges  and  O 
Concrete  and  Steel  as  Used  in  Construction  (1970) 
Concrete  Arch  Culvert,  Storm  Drain,  and  Sewer  Pipe  (196 
Concrete  Base  Course  (1964) 

Concrete  Block  Masonry  (1970)  /One  Dampproofing;  Water 

Concrete  Block  Plant  (1969) 

Concrete  Box  Culverts  (1970) 

Concrete  Bridges  (1970) 

Concrete  by  the  Chace  Indicator  (1963) 

Concrete  by  the  Pressure  Method  (1971t) 

Concrete  by  the  Volumetric  Method  (1971)  ANSI  A37.80 

Concrete  by  Use  of  the  Flow  Table  (1971)  AASHO  TI20,  An 

Concrete  Casings  for  Irrigation  Wells  (1967) 

Concrete  Compression  Test  Cylinders  (197lt)  ANSI  A37.95 

Concrete  Construction  and  Masonry  Work  (1970) 

Concrete  Construction  (1970) 

Concrete  Crib  Walls  (1970) 

Concrete  Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969) 

Concrete  Curing  Materials  (1970)  ANSI  A37.77.  AASHO  T15 

Concrete  Elliptical  Culvert,  Storm  Drain,  and  Sewer  Pip 

Concrete  Floor  and  Roof  Units  (1967)  ANSI  A140.1 

Concrete  Floors  on  Grade  (1961) 

Concrete  Form  Twist  or  Snap  Tie  Wire  (1970) 

Concrete  From  Field  Specimens  (1964) 

Concrete  From  Poured  Set  Slabs  (1964) 

Concrete  in  Place 

Concrete  Irrigation  Pipe  with  Rubber  Gasket  Joints  (197 
Concrete  Joint  Sealer,  Hot  Poured  Elastic  Type  (1969) 
Concrete  Joint  Sealer,  Hot  Poured  Elastic  Type  (1969)  A 
Concrete  Joist,  Filler  Block  Floors  (1948) 
Concrete  Low  Head  Pressure  Pipe  (1970) 
Concrete  Manhole  Sections  (1969) 
Concrete  Masonry  Foundation  Walls  (1961) 
Concrete  Masonry  in  Small  Swimming  Pool  Construction  (I 
Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied  St 
Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied  St 
Concrete  Masonry  Shrinkage  Spec,  and  Tests  (1969) 
Concrete  Masonry  Slope  Paving  Under  Bridges  (1958) 
Concrete  Masonry  Units  (1970) 

Concrete  Masonry  Walls  for  Noise  Reduction  (1970) 
Concrete  Masonry  (1969) 
Concrete  Masonry  (1969) 
Concrete  Members  (1970) 

Concrete  Mixtures  by  Penetration  Resistance  (1970)  ANSI 

Concrete  Pavement  Subgrade  Paper  (1955) 

Concrete  Pavement  (1963) 

Concrete  Pavements  with  Asphalt  (1966) 

Concrete  Pavements  (1969)  Std.  Spec. 

Concrete  Pavements  (1969)  Tent.  Spec,  for  Lu 

Concrete  Paving  and  Structural  Construction  (Nonextrudi 
Concrete  Paving  Used  for  Parking  Lots,  Roads,  Streets  A 
Concrete  Pipe  for  Irrigation  or  Drainage  (1969) 
Concrete  Pipe  for  Underdrains  (1970) 
Concrete  Pipe  or  Tile  (1970) 
Concrete  Pipe  (1968) 
Concrete  Pipe  (1970) 

Concrete  Railraod  Bridges  and  Other  Structures  (1970) 
Concrete  Reinforcement  (1969)  ANSI  G45.I 
Concrete  Reinforcement  (1969)  ANSI  G45.3 
Concrete  Reinforcement  (1970) 

Concrete  Reinforcing  Bars  (1964)  /Mifinished  for  Forgi 

Concrete  Reinforcing  Steel  Material  Supply  and  Installa 
Concrete  Reinforcing  Wire  (1970) 
Concrete  Roof  Fills  (1970) 

Concrete  Sewer  and  Culvert  Pipe,  Using  Rubber  Gaskets 

Concrete  Slip  Form  Canal  and  Ditch  Linings  (1970) 

Concrete  Specimens  Subject  to  Freezing  (1971) 

Concrete  Specimens  (1970)  ANSI  A37.82  /St  for  Fundamen 

Concrete  Specimens  (1971) 

Concrete  Structures  (1969) 

Concrete  Surface  Course  (1964) 

Concrete  Surfaces  Exposed  to  Deicing  Chemicals  (1971) 
Concrete  to  Rapid  Freezing  and  Thawing  (1971) 
Concrete  Trestles  for  Railway  Loading  (1970) 
Concrete  Trestles  for  Railway  Loading,  Using  Box  Beams 
Concrete  Water  Pipe;  Steel  Cyhnder  Type,  Pretensioned 
Concrete  (Bituminous  Type)  (1970) 
Concrete  (1949) 
Concrete  (1962) 
Concrete  (1965) 

Concrete  (1965)  Std.  Spec,  for  Very  Hi 


NRCA 
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ASTM 
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Sid,  Spec,  for  Ready  Mixed 
pec.  for  Preformed  Elastomeric  Compression  Joint  Seals  for 
Std.  Test  Meth.  for  Organic  Impurities  in  Sands  for 
.  Guide  for  Use  of  Protective  Coalings  for  Portland  Cement 
g  of  Vermiculite  Type  Mono  Kote;  Bond  Applied  to  Steel  and 
tent.  Meth.  of  Test  for  Length  Change  of  Cement  Mortar  and 
Std.  Spec,  for  Sheet  Materials  for  Curing 
Std.  Spec,  for  Coarse  Aggregate  for  Portland  Cement 
Std.  Test  Meth.  for  Quality  of  Water  to  be  Used  in 
Rec.  Pract.  for  Selectmg  Proportions  for  Normal  Weight 
Rec.  Pract.  for  Atmospheric  Pressure  Steam  Curing  of 
Std.  Spec,  for  Gypsum 
Structural  Deck  (Roofing);  Gypsum 
Structural  Deck  (Roofing);  Reinforced 
Structural  Deck  (Roofing);  Precast,  Prestressed 
.  Meth.  for  Physical  Testing  of  Gypsum  Plasters  and  Gypsum 
Steel  Wire  Bar  Supports  Used  to  Position  Reinforcement  in 
ment  of  Length  Change  of  Hardened  Cement  Paste,  Mortar  and 
Standard  Building  Code  Requirements  for  Reinforced 
Std.  Spec,  for  Chemical  Admixtures  for 
Std.  Spec,  for  Ready  Mixed 
Std.  Meth.  of  Test  for  Slump  of  Portland  Cement 
Std.  Meth.  of  Sampling  Fresh 
w  or  Calcined  Natural  Pozzolans  for  Use  in  Portland  Cement 
ht  Per  Cubic  Foot,  Yield,  and  Air  Content  (Gravimetric)  of 
Spec,  for  Mo-Sai  (Precast 
Guide  Spec,  for  Post  Tensioned 
Std.  for  Limit  Wear  Gages  for 
Std.  for  Limit  Wear  Gages  for 
minar  Flow  Clean  Rooms  and  Clean  Work  Stations  by  Use  of  A 
Moisture  Control  in  Brick  and  Tile  Walls, 
1971)  Std.  Spec,  for  Copper  and  Copper  Alloy  Seamless 

Component  Std.  for  Evaporator  and 
Std.  Spec,  for  Copper  Alloy 
Std.  Spec,  for  Copper  and  Copper  Alloy  Seamless 
urrent  Test,  of  Copper  and  Copper  Alloy  Heat  Exchanger  and 
ess  Cold  Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  and 
Austenitic  Steel  Boiler,  Superheater,  Heat  Exchanger,  and 
electric  Resistance  Welded  Carbon  Steel  Heat  Exchanger  and 
u-Bend  Seamless  Copper  and  Copper  Alloy  Heat  Exchanger  and 
Std.  Spec,  for  Aluminum  Alloy  Drawn  Seamless  Tubes  for 
Std.  for  Remote  Mechanical  Draft  Air  Cooled  Refrigerant 
Std.  for  Direct  Contact  Barometric  and  Low  Level 
Steam  Surface 

Rating  Remote  Mechanical  Draft  Air  Cooled  and  Refrigerant 

Safety  Std.  for 

ded)  (1970) 


/Ta  for  Direct  Application  Fireproofin 


Std 

Spec. 

/Paratus  for  Use  in  Measure 


St.  Meth.,  Calculations  and  Rating  / 
efinitions.  Test.  Meth.  Calculation/ 
itions.  Test  Meth.  Calculati/ 


Std.  for  Finish  and  Surface 
Room  Air 
Std.  for  Vehicle  Air 
Std.  for  Vehicle  Air 
Rec.  Pract.  for  Vehicle  Air 
Component  Std.  for  D.  C.  Motors  for  Vehicle  Air 
Component  Std.  for  Fans  for  Vehicle  Air 
Component  Std.  for  Flares  and  Fittings  for  Vehicle  Air 
Component  Std.  for  Hose  for  Vehicle  Air 
Component  Std.  for  Electrical  Wire  Assemblies  Vehicle  Air 
Component  Std.  for  Compressors  for  Vehicle  Air 
ent  Std.  for  Thermostatic  Expansion  Valves  for  Vehicle  Air 
nt  Std.  for  Evaporator  and  Condenser  Coils  for  Vehicle  Air 
mponent  Std.  for  Electro  Magnetic  Clutches  for  Vehicle  Air 
Std.  for  Packaged  Terminal  Air 
Std.  for  Sound  Rating  of  Room  Fan  Coil  Air 

Air 

Std.  for  Sealed  (Hermetic  Type)  Motor  Compressors  for  Air 
I  H23.5  Std.  Spec,  for  Seamless  Copper  Tube  for  Air 

andbook  Including  Std.  Types  for  Plumbing  and  Heating,  Air 
d.  Pulp  Handsheets,  and  Related  Products  (1970)  Std. 

Std.  for  the  Installation  of  Air 
Std.  for  Gas  Fired  Absorption  Summer  Air 
Std.  for  Gas  Engine  Powered  Summer  Air 
Air  Handhng  Spec,  for  Sheet  Metal  and  Air 
Rec.  Pract.  and  Std.  Covering  Refrigeration  and  Air 
Automotive  Air 
Std.  Meth.  of 

brous  Glass  Duct  Construction  Std.  for  Ventilating  and  Air 
ucl  Construction  Std.  for  Sheet  Metal  Construction  and  Air 
eet  Metal)  Duct  Construction  Std.  for  Ventilations  and  Air 
or  Installation  of  Residence  Type  Warm  Air  Heating  and  Air 
Std.  Graphical  Symbols  for  Heating,  Ventilating,  and  Air 
Rec.  for  Lighting  and  Air 
on  of  Heat  Producing  Appliances,  Heating,  Ventilating,  Air 
de  of  Heat  Producing  Appliances,  Heating,  Ventilating,  Air 
ms)  (1970)  Safety  Std.  for  Limit  Controls  (Air 

0)  Air 
Fuse  Links,  Secondary  and  Power  Fuses,  Enc/  Std.  Service 

1970)  Fire  Prevention  Protection,  Hazardous 


9) 


Concrete  (1967) 

Concrete  (1967)  Std.  S 

Concrete  (1968) 

Concrete  (1968)  Std 
Concrete  (1968) 
Concrete  (1969) 
Concrete  (1969)  ANSI  A37.79 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970) 
Concrete  (1970)  ANSI  Al,33 
Concrete  (1971) 
Concrete  (1971) 
Concrete  (1971) 
Concrete  (1971)  ANSI  A37.29 
Concrete  (1971)  ANSI  A37.30 

Concrete  (1971t)  Tent.  Spec,  for  Fly  Ash  and  Ra 

Concrete  (1971t)  ANSI  A37.27,  AASHO  T121  /or  Unit  Weig 

Concrete)  (1970) 
Concrete:  Bridge  Girders  (1969) 

Condemning  A.A.R.  Wheel  Gages  (Railway  Cars)  (1956) 
Condemning  A.A.R.  Wheel  Gages  (Railway  Cars)  (1970) 
Condensation  Nuclei  Detector  (1970)  /Ssociated  with  La 

Condensation  (Tech.  Notes)  (1965) 

Condenser  and  Heat  Exchanger  Tubes  with  Integral  Fins 
Condenser  Coils  for  Vehicle  Air  Conditioners  (1967) 
Condenser  Tube  Plates  (1970) 
Condenser  Tubes  and  Ferrule  Stock  (1971) 

Condenser  Tubes  (1961)  Rec.  Pract.  for  Eddy  C 

Condenser  Tubes  (1969)  Std.  Spec,  for  SeamI 

Condenser  Tubes  (1971)  Std.  Spec,  for  Welded 

Condenser  Tubes  (1971)  ANSI  B125.il  Std.  Spec,  for 

Condenser  Tubes  (1971a)  Std.  Spec,  for 

Condensers  and  Heat  Exchangers  (1971)  ANSI  H38.6 
Condensers  (1970) 
Condensers  (1970) 
Condensers  (1970) 

Condensers  (1970)  Meth.  of  Test,  for 

Condensing  and  Compressor  Units  (1971) 

Condition  of  Cellular  Rubber  Products  (Sponge  and  Expan 

Conditioner  Sound  Rating  Std.  (1971) 

Conditioners  Air  Quantity  Certification  Definitions,  Te 

Conditioners  Evaporator  Capacity  (Btu)  Certification,  D 

Conditioners  System  Capacity  (Btu)  Certification,  Defin 

Conditioners  (1967) 

Conditioners  (1967) 

Conditioners  (1967) 

Conditioners  (1967) 

Conditioners  (1967) 

Conditioners  (1967) 

Conditioners  (1967)  Compon 

Conditioners  (1967)  Compone 

Conditioners  (1968)  Co 

Conditioners  (1970) 

Conditioners  (1970) 

Conditioners,  Central  Cooling  (1971) 

Conditioning  and  Refrigerating  Equipment  (1971)  /Afety 
Conditioning  and  Refrigeration  Field  Service  (1971)  ANS 
Conditioning  and  Refrigeration  (1965)  /and  Fittings)  H 

Conditioning  and  Test.  Atmospheres  for  Paper,  Paperboar 
Conditioning  and  Ventilating  Systems  (1971) 
Conditioning  Appliances  (1969) 
Conditioning  Appliances  (1969) 
Conditioning  Contractors  (1968) 
Conditioning  Equipment  (on  Boats)  (1970) 
Conditioning  Hose  (1968) 

Conditioning  Leather  and  Leather  Products  for  Test  (196 
Conditioning  Systems  (1969)  Fi 
Conditioning  Systems  (1969)  Low  Velocity  D 

Conditioning  Systems  (1969)  High  Velocity  (Sh 


Conditioning  Systems  (1971) 
Conditioning  (R1953) 
Conditioning  (1965) 

Conditioning,  Blower  and  Exhaust  Systems  (1967) 
Conditioning,  Blower  and  Exhaust  Systems  (1967) 
Conditioning,  Heating,  Ventilating  and  Processing  Syste 
Conditioning,  Helicopter,  General  Requirements  for  (197 
Conditions  and  Definitions  for  Distribution  Cutouts  and 
Conditions  and  Environmental  Control  in  Metal  Casting 


Std.  F 


/Llati 
/Ng  Co 


AASHO 
AASHO 
AASHO 
AASHO 
VI 

ASTM 

ASTM 

AASHO 

AASHO 

ACI 

ACI 

ASTM 

NRCA 

NRCA 

NRCA 

ASTM 

CRSI 

ASTM 

ACI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

MOSAI 

CSI 

AAR 

AAR 

ASTM 

SCPI 

ASTM 

IMACA 

ASTM 

ASTM 

CDA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ARI 

HEI 

HEI 

ASHRA 

UL 

RMA 

AHAM 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

IMACA 

ARI 

ARI 

UL 

UL 

ASTM 

CDA 

TAPPI 

NFPA 

ANSI 

ANSI 

SMACN 

ABYC 

SAE 

ASTM 

SMACN 

SMACN 

SMACN 

NFPA 

ANSI 

lES 

AlA 

AlA 

UL 

SAE 

ANSI 

AFS 


M157 

M220 

T21 

M224 

*1 

C157T 

C171 

M80 

T26 

211.1 

517 

C317 

•2-113 

•2-121 

•2-15 

C472 

•1.3.1 

C490 

318 

C494 

C94 

C143 

C172 

C618 

C138 

•1 

3331 

MSRP-B-114 
MSRP-B-113 
F91 

7C 

B359  ' 

304 

B171 

BUI 

RPIA 

A199 

A249 

A214 

B395 

B234 

460 

*1 

•4 

20 

303 

•8.48 

RAC-2SR 

100 

200 

250 

302 

303 

305 

306 

307 

308 

301 

304 

310 

310 

443 

465 

984 

B280 

405/9 

T402 

90A 

Z21.40.1 

Z21.40.2 

•3 

A6 

J51B 

D1610 

•6 

•4 

•5 

90B 

Z32.2.4 

CP28 

CO-8 

CO-l-XI 

353 

ARP292B 

C37.40 
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ck  Disconnect  Couplings  (1970)  Sid.  Tesl 

Human  Tolerance  to  Impact 
aled  Land  Mobile  Communications  Equipment  /         Std.  for  Test 

Projection 

nd  Creep  Rupture  Tension  Tests  of  Metallic  Materials  Under 
Rec.  Rules  for  the  Control  of  Internal  Chemical 
raffic  Test.  Floor  Polishes  Under  Nonlaboratory  Controlled 
mpatibility  in  Poly  (Vinyl  Chloride)  Compounds  Under  Humid 
motor  Vehicle  Brake  Fluid  for  Use  Under  Arctic  Atmospheric 
th.  for  Resistance  of  Adhesives  to  Cyclic  Laboratory  Aging 
permanence  of  Adhesive  Bonded  Joints  in  Plywood  Under  Mold 
Two  to  One  Selection  Ratio  Operating  Under  Full  Switching 
ear  of  Sintered  Metals  Friction  Materials  Under  Dry  Clutch 
ith  a  Non  Symmetrical  Ratio  Operating  Under  Full  Switching 
ed  Wood  Products  for  Use  Under  Exterior  (Wet  Use)  Exposure 
on  and  Wear  of  Sintered  Metal  Friction  Materials  Under  Dry 
nts.  Driveways,  and  Interior  Floors  Exposed  to  Wet  and  Dry 
Std.  for  Motor  Vehicle  Brake  Fluid  (Used  Under  Nonartic 
Rules  and  Regulations  for  the 
ts  (1970)  Test  Meth.  of 

allic  Materials  Under  Conditions  of  Rapi/  Rec.  Pract.  for 

materials  (1969)  Rec.  Pract.  for 

transition  Temperature  of  Ferric  Steels/  Std.  Meth.  for 

mal  Insulation  (1970)  ANSI  Z98.32  Std.  Meth.  for 

als  (1970)  Std.  Meth.  of 

Z155/  Std.  Meth.  of  Test  for  Resistivity  of  Metallically 

Std.  Meth.  of 

Bonds  in  Scarf  Joints  (1970)  Std.  Meth.  of 

969) 

nts  in  Situ  (1969) 


Conditions  and  Procedures  for  Hydraulic  Fluid  Power  Qui 
Conditions  as  Related  to  Motor  Vehicle  Design  (1966) 
Conditions  Common  to  Frequency  Modulated  or  Phase  Modul 
Conditions  for  Judging  Amateur  Slides  and  Movies  (1967) 
Conditions  of  Rapid  Heating  and  Short  Times  (1968)  /  A 

Conditions  (Boiler  and  Pressure  Vessel  Code)  (1971) 


/Ec. 


Test.  Meth.  for  T 
Pract.  for  Test.  Plasticizer  Co 
Std.  for 
Std.  Test  Me 
Std.  Test  Meth.  for 
/  a  Coincident  Current  Memory  with  A 
/.  for  Coefficient  of  Friction  and  W 
/be  Used  in  a  Linear  Select  Memory  W 
/or  Adhesives  for  Structural  Laminal 
/Ic  Coefficient  of  Fricti 
/Exposed  Platforms,  Paveme 


th.)  (1970) 
1970) 


(1970) 
er (1970) 


Rec.  Procedures  for 
Std.  Safety  in 

Tent.  Test  Meth.  for  Volume  Resistivity  of 
Std.  Meth.  of  Test  for  Electrical 
Soap  in  Oil 
Std.  Test  Meth.  for  Thermal 
Test.  Meth.  for  Determination  of  the  Thermal 
Std.  Test  Meth.  for  Thermal 
Std.  Test  Meth.  for  Estimating  the  Thermal 
Std.  Meth.  of  Test  for  Thermal 
Tent.  Std.  for  Thermal 
Std.  for  Farm  Equipment  Two 
Packaging  Std.  for  Bare  Stranded  Aluminum 
Packaging  Std.  for  Covered  Aluminum 
Std.  Spec,  for  Round  Solid  Ec  Grade  Aluminum 
Std.  Spec,  for  Flat  Cable,  Flat 
Std.  Spec,  for  Bunch  Stranded  Copper 
ent  (1970)  ANSI  C7.39  Std.  Spec,  for  Copper 

I  Conductors  (19/  Std.  Spec,  for  Rope  Lay  Stranded  Copper 

trical  Conductor/  Std.  Spec,  for  Rope  Lay  Stranded  Copper 

td.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Copper 
Property  Limits  and  Std.  Tolerances  of  Electric  Aluminum 
tions  of  Terms  Relating  to  Uninsulated  Metallic  Electrical 
Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Clad  Steel 
Spec,  for  Concentric  Lay  Stranded  5005-H19  Aluminum  Alloy 
spec,  for  Concentric  Lay  Stranded  6201 -T  81  Aluminum  Alloy 
or  Compact  Round  Concentric  Lay  Stranded  Ec  Grade  Aluminum 
r  Conductors  Having  Bunch  Stranded  Members,  for  Electrical 
ductors  Having  Concentric  Stranded  Members,  for  Electrical 
Spec,  for  Bunch  Stranded  Copper  Conductors  for  Electrical 
.  Spec,  for  Cored,  Annular,  Concentric  Lay  Stranded  Copper 
entric  Lay  Stranded  Copper  and  Copper  Clad  Steel  Composite 
Std.  Spec,  for  Concentric  Lay  Stranded  Aluminum 
Std.  Spec,  for  Aluminum  Clad  Steel  Core  Wire  for  Aluminum 
acsr)  (1971)  ANSI  C7.22  Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Aluminum 
el  Reinforced  (ACSR/Aw)  (1971)  Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Concentric  Lay  Stranded  Copper 
minum  Coated  (Aluminized)  Stranded  Steel  Core  for  Aluminum 
1970)  Std.  for  Electrical  Plastic  Tubing 

pec.  for  Acrylonitrile  Butadiene  Styrene  Plastic  Utilities 
c.  Pract.  for  Bending  Polyvinyl  Chloride  (PVC)  Schedule  40 

d.  Dimensions  and  Tolerances  for  Rigid  Electrical  Aluminum 
Safety  Std.  for  Flexible  Metal  (Steel  and  Aluminum) 
Tesl  for  Yield  Stress  of  Heterogeneous  Propellanls  by  the 

Meth.  tor 
Soil 

Manual  on  Design  and  Manufacture  of 
Std.  for  Wrenching 

id  Power/        Std.  Bore  and  Rod  Size  Combinations  and  Rod  End 

Resin, 

ponge  and  Expanded  Rubber  Products  (1970)  Quality 
m  (1970)  ANSI  Z11.61  Std.  Meth.  of  Test  for 

m  (1966)  Meth.  for 

Meth.  for  Identification  of  Wood  and  Fibers  From 
Std.  for  Residential  Controls  for  Quick 
c  (Nominal)  400  Hertz,  3  Phase  4  Wire  (Grounded  Neutral)  Y 


Conditions  (1966 
Conditions  (1969) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970) 
Conditions  (1970)  ANSI  H9.30 
Conditions  (1970)  ANSI  09.1 
Conditions)  (1970) 

Conduct  of  Std.  Barber  and  Beautician  Schools  (1960) 
Conducting  Controlled  Velocity  Laboratory  Corrosion  Tes 
Conducting  Creep  and  Creep  Rupture  Tension  Tests  of  Met 
Conducting  Creep  and  Time  for  Rupture  Tension  Tests  of 
Conducting  Drop  Weight  Test  to  Determine  Nil  Ductility 
Conducting  Exterior  Exposure  Tests  of  Finishes  for  Ther 
Conducting  Machining  Tests  of  Wood  and  Wood  Base  Materi 
Conducting  Resistance  and  Contact  Materials  (1970)  ANSI 
Conducting  Road  Service  Tests  on  Traffic  Paint  (1969) 
Conducting  Shear  Block  Test  for  Quality  Control  of  Glue 
Conducting  Special  Tests  in  the  Concrete  Block  Plant  (1 
Conducting  Subcritical  Neutron  Multiplication  Measureme 
Conductive  Adhesives  (1968) 

Conductivity  by  Use  of  Eddy  Currents  (1970)  ANSI  C7.44 
Conductivity  Meth.  (Commercial  Fats  and  Oils)  (Tent.  Me 
Conductivity  of  Cellular  Plastics  by  Means  of  a  Probe 
Conductivity  of  Cured  Epoxy  Resin  Systems  (1969) 
Conductivity  of  Electrical  Grade  Magnesium  Oxide  (1970) 
Conductivity  of  Leather  with  the  Cenco  Fitch  Apparatus 
Conductivity  of  Materials  by  Means  of  the  Heat  Flow  Met 
Conductivity  of  Structural  Insulating  Board  (1960) 
Conductor  Breakaway  Connector  Cable  (1970) 
Conductor  (1970) 
Conductor  (1970) 
Conductor  (1971) 
Conductor,  Unshielded  (1970) 

Conductors  for  Electrical  Conductors  (1971)  ANSI  C7.14 
Conductors  for  Use  in  Hookup  Wire  for  Electronic  Equipm 
Conductors  Having  Bunch  Stranded  Members,  for  Electrica 
Conductors  Having  Concentric  Stranded  Members,  for  Elec 
Conductors  (1969) 
Conductors  (1970) 
Conductors  (1970) 
Conductors  (1971) 
Conductors  (1971) 
Conductors  (1971) 
Conductors  (1971) 
Conductors  (1971)  ANSI  C7.12 
Conductors  (1971)  ANSI  C7.13 
Conductors  (1971)  ANSI  C7.14 
Conductors  (1971)  ANSI  C7.16 
Conductors  (1971)  ANSI  C7.19 
Conductors,  Aluminum  Alloy  Reinforced  (1970) 
Conductors,  Aluminum  Clad  Steel  Reinforced  (1970) 
Conductors,  Concentric  Lay  Stranded  Steel  Reinforced, 
Conductors.  Concentric  Lay  Stranded  (1971) 
Conductors,  Concentric  Lay  Stranded,  Aluminum  Clad,  Ste 
Conductors,  Hard,  Medium  Hard,  or  Soft  (1971)  ANSI  C7.8 
Conductors,  Steel  Reinforced  (ACSR)  (1971)  /D)  and  Alu 

Conduit  and  Fittings  (Epc  40  and  Epc  80  and  Fittings) 
Conduit  and  Fittings  (1970)  Std.  S 

Conduit  in  the  Field  (1971)  Re 
Conduit  Steel,  Flat  Electrogalvanized  (1962) 

Conduit  (1970)  St 
Conduit  (1971) 

Cone  Penetration  Method  (1970)  Tent.  Meth.  of 

Cone  Penetration  of  Petrolatum  (1965) 
Cone  Penetrometer  (1971) 

Coned  Disk  Spring  or  Belleville  Springs  (Hs  63)  (1968) 
Configuration,  Spline  Drive  Threaded  Fasteners  (1970) 
Configurations  for  Cataloged  Square  Head  Industrial  Flu 
Conformal  Coating,  Urethane  (1970) 

Conformance  Std.  for  Molded,  Extruded,  Lathe  Cut,  and  S 
Congealing  Point  of  Petroleum  Waxes  Including  Petrolatu 
Congealing  Point  of  Petroleum  Waxes  Including  Petrolatu 
Conifers  (1961) 
Connect  Terminals  (1970) 

Connected  System  (1970)  /  Transportable  115/200  Volt  A 


Std.  Defini 

Std. 
Std. 

Std.  Spec.  F 
/  Rope  Lay  Stranded  Coppe 
/  Lay  Stranded  Copper  Con 
Std. 
Std 

Std.  Spec,  for  Cone 


NFLDP 

SAE 

EIA 

PSA 

ASTM 

ASME 

CSMA 

ASTM 

SAE 

ASTM 

A.STM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

AMBBA 

NACE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NCMA 

ANSI 

ASTM 

ASTM 

AOCS 

ASTM 

SPI 

ASTM 

ASTM 

ASTM 

TAPPI 

SAE 

AA 

AA 

ASTM 

IPC 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NEMA 

ASTM 

SPI 

SWA 

AA 

UL 

ASTM 

TAPPI 

ASAE 

SAE 

SAE 

NFLDP 

SAE 

RMA 

ASTM 

TAPPI 

TAPPI 

NEMA 

SAE 


T3. 20.70. 2 
J885A 
RS388 
*3 

El  50 

BPVCVIIC7 
81 

D2383 

J 17028 

D1183 

D1877 

F132 

B526 

F125T 

D2559 

B460 

D52 

J1703B 

•2 

TM02-70 

EI50 

E139 

E208 

C488 

D1666 

B63 

D713 

D1759 

12 

NI6.3 

D2739 

B342 

CC15 

D2326 

ERF22 

D2858 

D2214 

C518 

TIOOO 

J724A 

*21 

*22 

B544 

FC220 

B174 

B286 

BI72 

B173 

B496 

*28I6 

B354 

B228 

B397 

B399 

B400 

B172 

B173 

B174 

B226 

B229 

B524 

B502 

B232 

B23I 

B549 

B8 

B500 

TC2 

D2750 

PPI-TR15 

MOl 

•281252 

1 

D2884T 

T663 

R313.1 

J798 

ASI159 

T3.6.67.4 

AMS3137 

•8.52 

D938 

T662 

T8 

DC2 

ARP1148 
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nd  Mulliaxle  Trailers  (1970) 


(1970) 


ats) (/ 


m  Gas  (1971) 


Appliances  (1964/ 


NSI  zll.25 


Design  Spec,  for  Light  Metal  Plate 
Rec.  Pract.  for 
Rec.  Pract.  for  Batteries  and 
Std.  for  Tubing 
Std.  for  Ring  Back  Up,  Boss 
Bypass  and  Drain 
Std.  Performance  Requirements  for  Hose 
Rec.  Pract.  for  Turbine  Drive  Shaft 
Std.  for  Boss  Fluid 
Std.  H  Tightlock  Coupler  Yokes,  Radial 
Thread  Compounds  (for  Casing  and  Tubing 
Design,  Assembly,  and  Test,  of  Fused  in  Place  Interfacial 
r  Installing  and  Inspecting  Clinched  Wire  Type  Interfacial 
Reinforcement  Tables  for  45  and  90  Deg  Branch 
Std.  for  Fuel  Injection  Tubing 
Solderless  Wrapped  Electrical 
Rec.  Pract.  for  Installing  Seacocks,  Through  Hull 
Std.  for  Hydraulic  Flanged  Tube,  Pipe,  and  Hose 
Std.  for  Farm  Equipment  Two  Conductor  Breakaway 
Design  Std.  for  Insert  Arrangement,  Electrical 
Design  Std.  for  Insert  Arrangement,  Electrical 
Safety  Std.  for  Pipe 
Pigtails,  Expansion  Colls,  and  Flexible  Hose 
Std.  for  High  Voltage 
Std.  Listing  Requirements  for  Flexible 
Small  Contact  Standard  for  Electrical 
Std.  Spec,  for 
Std.  Meth.  of  Test  for 
Meth.  of  Test  for  Coking  Value  of  Tar  and  Pitch  (Modified 

Guide  for  Design 

ustrial  Machinery  (1970)  Rec.  Pract.  for  Safety 

pract.  for  Operator  Enclosures  (Cabs);  Human  Factor  Design 
craft  (1971)  Rec.  Pract.  (Safety 

Meth.  for 

I  Mixing  of  Hydraulic  Cement  Pastes  and  Mortars  of  Plastic 
id  Displacement  Procedure/  Std.  Test  Meth.  for  Dielectric 

Safety  Std.  for 

tilizing  a  Torque  Rheometer  (Brabender  Plasti  Corder)  at  A 
Std.  Test  Meth.  for  Power  Factor  and  Dielectric 
Frequencies  (/  Std.  Meth.  of  Test  for  Complex  Dielectric 

tensile  Breaking  Properties  of  Paper  and  Paperboard  (Using 
trength  of  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Meth. 
trength  of  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Meth. 
test  Meth.  for  Adhesion  to  Fiberboard  at  90  Deg.  Angle  and 
ronmental  Stress  Rupture  of  Type  Three  Polyethylenes  Under 
Compounds  Using  the  Null  Meth/  Test  Meth.  for  Dielectric 

Ceramic  Dielectrics  A/  Std.  Meth.  of  Test  for  Dielectric 

Temperature  Electromotive  Force  Relation  for  Iron 
ANSI  Z155/  Std.  Meth.  of  Test  for  Temperature  Resistance 

y  Determination  of  Pulse  Velocities  and  Ultrasonic  Elastic 
esistors  (/  Std.  Meth.  of  Test  for  Temperature  Resistance 

Samples  for  Grain  Size  Analysis  and  Determination  of  Soil 
determination  of  the  Elastic,  Piezoelectric  and  Dielectric 
Std.  Meth.  of  Test.  Lime  for  Chemical 
Structural  Clay  (Properly 
materials.  High  A/  Code  Requirements  for  Pressure  Vessels 

Quality  Control,  Inspection  and  Tests  for  Heating  Boilers 
Code  Requirements  for  Heating  Boilers 
Test  Std.  for  Custom 
Designing  and 

atment.  Quality  and  Management  (/  a  Guide  to  Locating  and 

Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal 
1)  Code  Requirement  Meth.  of 

t(1968)  Rec.  Rules  for  Design 

Vehicular  Access  Systems  for 
Std.  for  Hydraulic  Power  Pumps  on 
Engineering  Design  Serviceability  Review, 
Bolt  and  Capscrew  Sizes  for  Use  in 
Pipe  Plugs,  Size  and  Type  of  Head  for  Use  in 
Rec.  Pract.  for  Safety  Considerations  for  the  Operator  of 
Rec.  Pract.  for  Electrical  Charging  Systems  for 
Rec.  Pract.  for  Lubrication  Intervals; 
Rec.  Pract.  for  Dry  Break  Fueling  Installation  for 
ats)  (1970)  Rec.  Pract.  Covering  the  Design, 

han  Those  Using/  Rec.  Pract.  and  Std.  Covering  the  Design 

rol  Syste/  Rec.  Pract.  and  Std.  Covering  the  Safe  Design, 

Design,  Layout, 
Design,  Layout, 
Std.  Safety  Requirements  for  Concrete 
Safety  Std.  for  Fire  Tests  of  Building 
Std.  Meth.  of  Fire  Tests  of  Building 
Gypsum  Lath  Floating  Angle 
se  Ac  and  Dc  Switches  Having  a  M/  Safety  Std.  for  Design, 

anical  Fuel  Pumps  (1966)  Safety  Std.  for  Design, 

(1970)  Rec.  Minimum 

Std.  for  the 


Connected  Wood  Trusses  (1970)  TPI  70 

Connection  and  Accessory  Locations  for  Towing  Doubles  A  SAE  J849B 

Connection  Boxes  on  Boats  (I960)  BIA  121 

Connection  Markings  for  Pneumatic  Instruments  (1963)  SAMA  PMC19-10 

Connection  Polytetrafluoroethylene  (1970)  SAE  AS3076 

Connection  Std.  (1971)  MSS  SP45 

Connection  Vacuum  Breakers  (1970)  ASSE  1011 

Connection  (1970)  SAE  ARP721 

Connection,  Internal  Straight  Thread,  Shallow  Tap  (1970  SAE  AS1I7I 

Connections  and  Fittings,  for  Passenger  Equipment  Cars  AAR  MSRP-C-86C 

Connections  in  High  Pressure  Well  Service)  (1960)  API  BUL5A2 

Connections  in  Rigid  Printed  Circuit  Boards  (1965)  /He  IPC  TC550 

Connections  in  Rigid  Printed  Circuit  Boards  (1967)  /Fo  IPC  TC510 

Connections  of  Pipe  Seamless  Steel  Pipe  (1970)  PFI  TB2 

Connections  (1970)  SAE  J521A 

Connections  (1971)  EIA  RS280-A 

Connections,  Outboard  Strainers  and  Water  Scoops  (on  Bo  ABYC  A2 

Connections,  4  Bolt  Split  Flange  Type  (1968)  SAE  J518B 

Connector  Cable  (1970)  SAE  J724A 

Connector,  Shell  Size  20  (1971)  NSA  1659 

Connector,  Shell  Size  8  (1971)  NSA  1685 

Connectors  for  Flammable  Liquids  and  Liquefied  Petroleu  UL  567 

Connectors  for  Liquefied  Petroleum  Gas  (LPG)  (1970)  UL  569 

Connectors  for  Nuclear  Instruments  ( 1971 )  ANSI  N42.4 

Connectors  of  Other  Than  All  Metal  Construction  for  Gas  ANSI  Z21.45 

Connectors  (1970)  EIA  RS380 

Connectors,  Electrical,  Printed  Wiring  Board  Type  (1970  IPC  C405 

Conradson  Carbon  Residue  of  Petroleum  Products  (1970)  A  ASTM  D189 

Conradson)  (1968)  Std.  ASTM  D2416 

Considerations  for  Electroplated  Plastics  (1971)  ASEP  1 

Considerations  for  the  Operator  of  Construction  and  Ind  SAE  J153 

Considerations  (1970)  Rec.  SAE  J154 

Considerations)  for  Flight  Deck  Seats  for  Transport  Air  SAE  ARP1150 

Consistency  (Concentration)  of  Pulp  Suspensions  (1967)  TAPPI  T240 

Consistency  (1970)  ANSI  Al. 23,  AASHO  T162        /R  Mechanica  ASTM  C305 

Constant  and  Dissipation  Factor  of  Polyethylene  by  Liqu  ASTM  D1531 

Constant  Level  Oil  Valves  (1970)  ANSI  B127.1  UL  352 

Constant  Mixer  Temperature  (1968)  /Pparent  Viscosity  U  SPI  VDT19 

Constant  of  Electrical  Insulating  Liquids  (R1969)  ASTM  D924 

Constant  of  Nonmetallic  Magnetic  Materials  at  Microwave  ASTM  F131 

Constant  Rate  of  Elongation  Apparatus)  (1970)  Std.  TAPPI  T494 

(Constant  Rate  of  Extension  /Eth.  of  Test  for  Tearing  S  ASTM  D2261 

(Constant  Rate  of  Traverse  Tensile  Test.  Machine)  (1971)  ASTM  D2262 

Constant  Stress  (Pressure  Sensitive  Tape)  (1970)  PSTC  14 

Constant  Tensile  Load  (1969)  Std.  Test  Meth.  for  Envi  ASTM  D2552 

Constant  (Permittivity)  and  Dissipation  Factor  of  Epoxy  SPI  ERF26 

Constant  (Permittivity)  and  Dissipation  Factor  of  Solid  ASTM  D2149 

Constantan  Thermocouples  (1956)  SAMA  PMC9-11 

Constants  of  Alloy  Wires  for  Precision  Resistors  (1970)  ASTM  B84 

Constants  of  Rock  (1969)  Std.  Meth.  for  Laborator  ASTM  D2845 

Constants  of  Sheet  Materials  for  Shunts  and  Precision  R  ASTM  B114 

Constants  (1966)  /D.  Meth.  for  Wet  Preparation  of  Soil  ASTM  D2217 

Constants,  the  Electromechanical  Coupling  Factor  (1958)  IEEE  178 

Constituents  and  Particle  Sizes  (1966)  AASHO  T219 

Constructed  Masonry)  Insulated  Cavity  Walls  (1962)  SCPI  '26 

Constructed  of  Carbon  and  Low  Alloy  Steels,  Nonferrous  ASME  BPVC8-1-C 

Constructed  of  Cast  Iron  (1971)  Code  Requirements,  ASME  BPVCIVHC 

Constructed  of  Wrought  Materials  (1971)  ASME  BPVCIVHF 

Constructed  Passenger  Car  Wheels  (1971)  SEMA  5 

Constructing  Water  Wells  for  Irrigation  (1970)  ASAE  R233T 

Constructing  Wells,  Sizing  Water  Systems,  and  Water  Tre  WSC  *1 

Construction  and  Air  Conditioning  Systems  (1969)  SMACN  *4 

Construction  and  All  Materials  of  Pressure  Vessels  (197  ASME  BPVC8-1-A 

Construction  and  Arrangement  of  Boiler  Blowoff  Equipmen  NBBPV  '3 

Construction  and  Industrial  Equipment  (1970)  SAE  J185 

Construction  and  Industrial  Machinery  Equipment  (1970)  SAE  J744C 

Construction  and  Industrial  Machinery  (Hs  39)  (1968)  SAE  J817 

Construction  and  Industrial  Machinery  (1968)  SAE  J370 

Construction  and  Industrial  Machinery  (1968)  SAE  J37I 

Construction  and  Industrial  Machinery  (1970)  SAE  J153 

Construction  and  Industrial  Machinery  (1970)  SAE  J180 

Construction  and  Industrial  Machinery  (1970)  SAE  J752A 

Construction  and  Industrial  (1970)  SAE  J176 

Construction  and  Installation  of  A.C.  Rectifiers  (on  Bo  ABYC  E6 

Construction  and  Installation  of  Galley  Stoves  (Other  T  ABYC  A3 

Construction  and  Installation  of  Propulsion  Engine  Cont  ABYC  P14 

Construction  and  Maintenance  of  Terraces  (1970)  ASAE  R263 

Construction  and  Maintenance  of  Terraces  (1970)  ASAE  R268 

Construction  and  Masonry  Work  (1970)  ANSI  A10.9 

Construction  and  Materials  (1970)  UL  263 

Construction  and  Materials  (1971)  ANSI  A2.1  ASTM  E119 

Construction  and  Nailing  and  Stapling  Rec.  (1965)  GA  '6 

Construction  and  Operation  of  General  and  Special  Purpo  UL  1135 

Construction  and  Operation  of  Marine  Electrical  or  Mech  UL  1130 

Construction  and  Performance  Std.  for  Kitchen  Cabinets  ANSI  A161.I 

Construction  and  Protection  of  Piers  and  Wharves  (1971)  NFPA  87 
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rport  Facilities  (1971)  ANSI  Z214.1  Std.  on  (the  Construction  and  Protection  Of)  Aircraft  Hangers  and  Ai  NFPA 

Fiber  Blanket  Thermal  Insulation  for  Wood  Frame  and  Light  Construction  Buildings  (1970)  Std.  Spec,  for  Mineral  ASTM 

si  L14.140  Std.  Meth.  of  Test  for  Construction  Characteristics  of  Woven  Fabrics  (1970)  An  ASTM 

Form  of  Agreement  Between  Owner  and  Contractor  (for  Small  Construction  Contracts)  (1970)  Std.  AIOA 

between  Owner  and  Architect  (on  a  Basis  of  a  Percentage  of  Construction  Cost)  (1970)  Std.  Form  of  Agreement  AIOA 

ween  Architect  and  Engineer  (on  a  Basis  of  a  Percentage  of  Construction  Cost)  (1970)  Std.  Form  of  Agreement  Bet  AIOA 

Format  for  Construction  Equipment  Manuals  (Hs  39)  (1968)  SAE 

Rec.  Prac.  for  Planning,  Designing  and  Construction  Fixed  Offshore  Platforms  (1971)  API 

Std.  Spec,  for  Asphalt  for  Use  in  Waterproof  Membrane  Construction  for  Canal.  Ditch,  or  Pond  Lining  (1971)  ASTM 

quirements  for  Flexible  Connectors  of  Other  Than  All  Metal  Construction  for  Gas  Appliances  (1964)  /Td.  Listing  Re  ANSI 

General  Code  Requirements  for  All  Materials  of  Construction  for  Heating  Boilers  (1971)  ASME 

meth.  for  Strength  Properties  of  Adhesives  in  Two  Ply  Wood  Construction  in  Shear  by  Tension  Loading  (1970)  /Test  ASTM 

Measurements  at  the  Operator  Station  for  Agricultural  and  Construction  Industrial  Equipment  (1971)  /  Sound  Level  SAE 

nd  Use  of  Commercial  Explosives  and  Blasting  Agents  in  the  Construction  Industry  (1970)  /On,  Storage,  Handling,  A  ANSI 

d  Portable  Space  Heating  Devices  and  Equipment  Used  in  the  Construction  Industry  (1970)  /Remenls  for  Temporary  An  ANSI 

Spec,  for  Aluminum  Structures;  Aluminum  Construction  Manual  (1967)  AA 

Approved  Fire  Resistance  Ratings  of  Assemblies  of  Construction  Materials  (1970)  BOCA 

act.  for  Preparing  Precision  Statements  for  Test  Meth.  for  Construction  Materials  (1971)  Tent.  Rec.  Pr  ASTM 

Spec,  and  Construction  Meth.  for  Asphalt  Curbs  and  Gutters  (1966)  AI 

lancing  and  Adjustment  of  Air  Distribution  Systems  for  the  Construction  of  Air  Distribution  Systems  (1967)  /He  Ba  SMACN 

Tent.  Spec,  for  Asphalt  Base  Sheet  for  Use  in  Construction  of  Built  Up  Roofs  (1969)  ASTM 

nd  Plaster  (1966)  Rec.  Pract.  for  Construction  of  Ceilings  with  Gypsum  Lath,  Metal  Lath  A  GA 

r  the  Design,  Materials  and  Fabrication  Meth.  in  Roll  Cage  Construction  of  Dragster  Chassis  (1971)  Rec.  Spec.  Fo  SEMA 

Rec.  Pract.  for  Design  and  Construction  of  Dry  Bulk  Pneumatic  Truck  Trailers  (1970  TTMA 

tes)(1970)  Design  and  Construction  of  Flat  and  Sloped  Brick  Soffits  (Tech.  No  SCPI 

Rec.  Pract.  for  the  Construction  of  Fuel  Tanks  for  House  Boats  (1970)  BIA 

marine  Engines  (/  Rec.  Pract.  and  Std.  for  the  Design  and  Construction  of  Gasoline  Fueled  Inboard.  Liquid  Cooled  ABYC 

(1971)  Construction  of  Indoor  Rifle  and  Pistol  Shooting  Ranges  NRA 

Spec,  for  the  Design  and  Construction  of  Load  Bearing  Concrete  Masonry  (1969)  NCMA 

ndustrial)  (Tech.  Notes)  (1964)  Design  and  Construction  of  Masonry  Chimneys  (for  Residential  and  I  SCPI 

Std.  for  the  Construction  of  New  Passenger  Equipment  Cars  (1970)  AAR 

oundation  Walls  (1961)  Design  and  Construction  of  Plain  and  Reinforced  Concrete  Masonry  F  NCMA 

Spec,  for  Design,  Materials  and  Construction  of  Prestressed  Concrete  Structures  (1969)  AREA 

ay  Loading,  Using  Box  Beams  (1970)  Spec,  for  Design  and  Construction  of  Prestressed  Concrete  Trestles  for  Railw  AREA 

Spec,  for  Design  and  Construction  of  Reinforced  Concrete  Box  Culverts  (1970)  AREA 

y  Loading  (1970)  Spec,  for  Design  and  Construction  of  Reinforced  Concrete  Trestles  for  Railwa  AREA 

Std.  Manual  of  Pract;  Design  and  Construction  of  Sanitary  and  Storm  Sewers  (1970)  WPCF 

res  (1970)  Spec,  for  Design  and  Construction  of  Structural  Supports  for  Highway  Luminal  AASHO 

es  (1970)  Std.  for  Pole  Building  Construction  Preservative  Treatment  by  Pressure  Process  AWPA 

ification  of  Soils  and  Soil  Aggregate  Mixtures  for  Highway  Construction  Purposes  (1966)  /Ec.  Pract.  for  the  Class  AASHO 

Healing/        Std.  for  Mobile  Homes  Body  and  Frame  Design  and  Construction  Requirements  and  Installation  of  Plumbing.  NFPA 

Manual  of  Practice  on  Construction  Spec,  and  Their  Meth.  of  Preparation  (1970  CSI 

Mix  Types  (1969)  Construction  Spec,  for  Asphalt  Concrete  and  Other  Plant  AI 

Format  for  Construction  Spec.  Manual  of  Pract.  (1970)  CSI 

conditioning  Systems  (1969)  Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal  Construction  and  Air  SMACN 

systems  (1969)  Fibrous  Glass  Duct  Construction  Std.  for  Ventilating  and  Air  Conditioning  SMACN 

Systems  (1969)  High  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for  Ventilations  and  Air  Conditioning  SMACN 

General  Code  Requirements  for  All  Meth.  of  Power  Boiler  Construction  (Including  Piping,  Safety  Valves  and  Fitti  ASME 

expansion  Joint  Fillers  for  Concrete  Paving  and  Structural  Construction  (Nonextruding  and  Resilient  Bituminous  Typ  ASTM 

(1963)  Std.  Safety  Code  for  Building  Construction  (Safety  Requirements  for  Workmens  Hoists)  ANSI 

Std.  Spec,  for  Tar  for  Use  in  Road  Construction  (1942) 

Use  of  Concrete  Masonry  in  Small  Swimming  Pool  Construction  (1953) 

ional  Building  Code  Provisions  for  Windstorm  Resisting  Construction  (1956)  Rec.  Nat 

Manual  of  Accident  Prevention  and  Safe  Pract.  in  Construction  (1958)  AGCA 
National  Building  Code  Requirements  for  Types  of  Construction  (1967)  AIA 

National  Building  Code  Safeguards  During  Construction  (1967)  AIA 

Rec.  Guide  for  Gypsum  Drywall  Construction  (1967)  GA 

Std.  Spec,  for  Asphalt  Cement  for  Use  in  Pavement  Construction  (I969A)  ANSI  A37.135  ASTM 

Std.  for  Pressure  Preserved  Wood  for  Highway  Construction  (1970)  AWPA 

Uniform  Building  Code- Dwelling  House  Construction  (1970)  ICBO 

For  Placing  Reinforcing  Steel  Bar  Supports  in  Concrete  Construction  (1970)  Spec  CRSI 

Copper  Clad  Stainless  Steel  Sheet  and  Strip  for  Building  Construction  (1970)  Std.  Spec.  For  ASTM 

and  Test.  Agencies  for  Concrete  and  Steel  as  Used  in  Construction  (1970)  Rec.  Pract.  for  Inspection  ASTM 

For  Pressure  Treated  Piles  and  Timbers  in  Marine  Construction  (1971)  Std.  AWPA 

Requirements  for  Rigid  Foamed  Polyurethane  for  Construction  (1971)  FMS 

Simplified  Span  Tables  for  Light  Frame  Construction  (1971)  WCLIB 

For  Nonstress  Graded  Redwood  Lumber  for  Redwood  Deck  Construction  (1971)  Suggested  Span  Allowances  CRA 

d  Ferrous  Ground  Rods  Used  in  Overhead  or  Underground  Line  Construction  (1971)  NEMA  Ph30  Std.  for  Galvanize  EEI 

ion  of  Gypsum  Wallboard  on  Exterior  Locations  (Metal  Frame  Construction)  (1968)  Applicat  GA 

tion  of  Gypsum  Wallboard  on  Exterior  Locations  (Wood  Frame  Construction)  (1968)  Requirements  for  the  Applica  GA 

Std.  of  Installation  (in  Electrical  Construction)  (1969)  NECA 

Rec.  Std.  for  Spring  Wire  (Upholstery  Construction)  (1970)  SWA 

rec.  Pract.  to  Prevent  Roof  Collapse  Caused  by  Snow  Loads  (Construction)  (1971)  FMS 

Spec,  for  Metal  Windows  (for  Commercial  Construction)  (1971) 

tional  Code  for  Fire  Limits,  and  Regulations  Governing  the  Construction,  Alteration,  Removal,  Demolition.  Equipmen  AIA 

Rec.  for  Shipping  Cases,  Markings  and  Construction,  for  the  Grocery  Industry  (1964)  GMA 

Drying  Farm  Crops  (1971)  Construction,  Installation,  and  Rating  of  Equipment  for  ASAE 

Cold  Weather  Masonry  Construction,  Introduction  (Tech.  Notes)  (1967)  SCPI 

ms  (I97I)  Safeguards  for  Construction,  Location  and  Fire  Protection  of  Clean  Roo  FMS 

e  Control  Offices  (1971)  Rec.  for  Location,  Construction,  Occupancy  and  Fire  Protection  of  Telephon  FMS 

Rec.  for  Flight  Simulator  System  Construction,  Occupancy  and  Fire  Protection  (1971)  FMS 

Std.  for  Fire  Protection  of  Vessels  (Ships)  During  Construction,  Repair  and  Lay  Up  (1970)  NFPA 

e,  Care  Maintenance  Std/        Rubber  Hose  Handbook  (Materials,  Construction,  Tolerances,  Application,  Fittings,  Storag  RMA 

Std.  Meth.  of  Tension  Test  of  Flat  Sandwich  Constructions  in  Flatwise  Plane  (1970)  ASTM 

td.  Meth.  of  Shear  Test  in  Flatwise  Plane  of  Flat  Sandwich  Constructions  or  Cores  (1970)  ASTM 
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Std.  Melh  of  Flexure  Test  of  Flat  Sandwich 
Sid.  Test  Meth.  for  Flexure  Creep  of  Sandwich 
Std.  Test  Meth.  for  Laboratory  Aging  of  Sandwich 
t  Meth.  for  Edgewise  Compressive  Strength  of  Flat  Sandwich 
eth  for  Density  of  Core  Materials  for  Structural  Sandwich 
water  Absorption  of  Core  Materials  for  Structural  Sandwich 
Std.  Meth.  of  Test.  Plywood,  and  Other  Glued  Veneer 
Principles  of  Clay  Masonry 
n  and  Heat  Resistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v) 
,  Corrosion  Resistant  17cr-0.50mo  (0.951.20c)  (SAE  51440c) 
resistant  I3cr  -  8ni  -  2.3mo  -  l.lal  Vacuum  Induction  Pius 
si-0.82cr-l.8ni-0.40mo-0.07v  (0.40-0. 45c)  Premium  Quality. 
6si-0.82cr-l.8ni-0.40mo-0.07v  (0.38-0. 43c)  Premium  Quality 
te  Heat  Resistant  12cr  Ferrite  Controlled  Premium  Quality. 
8cr-2.5ni-l  .8mo-0.33v  (0.08-0.15c)  Premium  Quality.  Vacuum 
r  -  1.8ni  -  0.40mo  -  0.07v  (0.23  -  0.33c)  Premium  Quality, 
s.  Tubing  and  Rmgs  18ni  -  7.8co  -  4.9mo  -  0.40ti  -  O.lOal 
.0cr-7.5ni-4.6co-l.0mo-0.09v  (0.29-0. 34c)  Premium  Quality. 

.  Tubing,  and  Rings  18.5ni  -  9.0co  -  4.9mo  -  0.65ti-0.10al 
75cr-9.0ni-4.5co-l.0mo-0.09v  (0.17-0.230  Premium  Quality. 
75cr-9.0ni-4.5co-l.0mo-0.09v  (0.17-0. 23c)  Premium  Quality. 

n  and  Heat  Resistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v) 
eat  Resistant  Nickel  Base  19.5  Cr-1 3.5co-4.3mo-3.0ti-l .4al 
eat  Resistant  Nickel  Base  -19.5cr-l 3.5co-4.3mo-3.0ti-l .4al 
heat  Resistant  Nickel  Base  19.5cr-l 3.5co-4.3mo-3.0ti-l .4al 
heal  Resistant  Nickel  Base  19.5cr-l  3.5co-4.3mo-3.0ti-l  .4al 
tant  Nickel  Base  19.5cr-l  3.5co-4.3mo-2.9ti-l  .4al  Annealed, 
oy  Wire.  Welding  Corrosion  and  Heat  Resistant  Nickel  Base. 
Spec  for  Steel  Tubing.  Seamless  Corrosion  Resistant 
at  Resistant,  Nickel  Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe. 
1  Base  -  19.5cr  -  13.5co  -  4.3mo  -  3.0ti  -  1.4al  -  0.05cr. 
Resistant.  12cr  -  8.5ni  -  0.30  (Cb 


heat  Resistant, 
heat  Resistant. 


Nickel  Base  -  16cr  - 
Nickel  Base  -  16cr  - 


Ta)  ■ 

-  l.lti  - 

2.0cu. 

37fe  ■ 

■  2.9cb 

-  1.8ti. 

37fe  ■ 

■  2.9cb 

-  1.8ti. 

37fe  ■ 

-  2.9cb 

-  1.8ti. 

37fe  ■ 

■  2.9cb 

-  1.8ti. 

37fe  ■ 

•  2.9cb 

-  1.8ti, 

heat  Resistant  Nickel  Base  19.5cr-l 3.5co-4.3mo-3.0ti-l  .4al 
Spec,  for  Steel  Bars,  and  Forgings  Premium  Quality, 
pec.  for  Steel  Bars.  Forgings.  and  Tubing  Premium  (Quality. 

r  -  l.Imn  (0.92  -  1.02c)  (Modified  51 100)  Premium  Quality, 
orgings,  and  Tubing  0.75si-l  .Ocr-0.58mo(0.80-0.90c)  Vacuum 
wns  for  Demographic  Characteristics  in  Surveys  of  Data  for 
Std.  for  Low  Pressure  Carbon  Dioxide  Systems  at 
Std.  for  Bulk  Oxygen  Systems  at 
Std.  for  Liquefied  Hydrogen  Systems  at 
Guide  for  Improved  and  Permanent  Care  Labeling  of 
and  Traps;  Te/  Tent.  Std.  for  Determining  the  Refrigerant 

Std.  for  Direct 

for  Resistivity  of  Metallically  Conducting  Resistance  and 
Std.  Meth.  of  Test  for  Hardness  of  Electrical 
Stand.  Melh.  of  Life  Test  of  Electric 
ngth  5  15/16  In.)  (1971)  Std.  for  A-23  Bulb.  Double 

Std.  for  Surface  Wettability  of  Paper  (Angle  of 
.  Wire  Terminating.  Bussing  Arrangement.  Blocks,  Feedthru. 
re  Terminating,  Bussing  Arrangement,  Blocks,  Non  Feedthru, 
,  Wire  Terminating.  Bussing  Arrangement.  Blocks,  Feedthru, 

Small 
Std.  for  Food 

r  Pressure  in  Contact  with  Milk.  Milk  Products  and  Product 
d)  (1971 )  Std.  for  Bolted  Pressure 

ted  with  Light  Petroleum  Solvent  Penta  Solution  for  Ground 
ted  with  Heavy  Petroleum  Solvent  Penta  Solution  for  Ground 
volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for  Ground 
pressure  Treated  with  Water  Borne  Preservatives  for  Ground 
essure  Treated  with  Creosote  Coal  Tar  Solutions  for  Ground 
id  Repellency  of  Disposable  Soft  Goods  Hydrostatic  Head  in 
rfac/  Accepted  Pract.  for  Supplying  Air  Under  Pressure  in 

r  Thermal  Actuator,  Operation.  Electrical  Characteristics, 
Std.  Definitions  of  Terms  Relating  to  Electrical 
meth.  of  Test,  for  Rating  Drinking  Water  Coolers  with  Self 
ammonia  (1971)  Safety  Std.  for  Self 

Dehumidifiers  (Portable  Self 
lers  (1971)  Std.  for  Drinking  Fountains  and  Self 

Safety  Std.  for 
Std.  Puncture  Test  of 
t.  for  Positioning  Lighting  Devices  for  Truck  Trailers  and 

Rec.  Guides  and 

ing  Liquid  Withdrawal  Only  (1967)  LP  Gas  Fuel 

g  Liquid  Withdrawal  Only  (1967)  LP  Gas  Fuel 

beverages  (1970)  Bottle  (Glass 

Meth.  for  Pressure  Measurement  in  Metal  Aerosol 
Rec.  Pract.  and  Std.  Covering  Portable 
s  (R1970)  Std.  Meth.  of  Test.  Battery 

c.  Pract.  for  Evaluating  Surface  Treatment  of  Polyethylene 


Constructions  (1970)  ASTM  C393 

Constructions  (1970)  ASTM  C480 

Constructions  (1970)  ASTM  C481 

Constructions  (1970)  Std.  Tes  ASTM  C364 

Constructions  (1970)  Std.  Test  M  ASTM  C271 

Constructions  (1970)  Std.  Test  Meth.  for  ASTM  C272 

Constructions  (1970)  ANSI  07.1  ASTM  D805 

Construction;  Student's  Manual  (1960)  SCPI  *44 

Consumable  Electrode  Melted  1650  F  (898.9  C)  Solution  T  SAE  AMS5737E 

Consumable  Electrode  Melted  (1970)  /  Bars  and  Forgings  SAE  AMS5618 

Consumable  Electrode  Melted  (1970)  /  Rings,  Corrosion  SAE  AMS5629A 

Consumable  Electrode  Melted  (1970)  /Gs,  and  Tubing  1.6  SAE  AMS64I9 

Consumable  Electrode  Melted  (1970)  /Ngs,  and  Tubing  1 .  SAE  AMS6417 

Consumable  Electrode  Melted  (1970)  /Rrosion  and  Modera  SAE  AMS5611 

Consumable  Electrode  Melted  (1970)  /Sion  Resistant  11.  SAE  AMS5719 

Consumable  Electrode  Melted  (1971)  /  and  Tubing  (0.85c  SAE  AMS6411A 

Consumable  Electrode  Melted,  Annealed  (1970)  /  Forging  SAE  AMS6512 

Consumable  Electrode  Melted,  Annealed  (1970)  /  Plate  1  SAE  AMS6524 

Consumable  Electrode  Melted,  Annealed  (1970)  /Forgings  SAE  AMS6514 

Consumable  Electrode  Melted,  Annealed  (1970)  /Plate  0.  SAE  AMS6523 

Consumable  Electrode  Melted,  Annealed  (1970)  /Ubing  0.  SAE  AMD62CF 

Consumable  Electrode  Melted,  1650  F  (898.9c)  Solution  H  SAE  AMS5734C 

Consumable  Electrode  or  Vacuum  Induction  Melted  1825-19  SAE  AMS5704A 

Consumable  Electrode  or  Vacuum  Induction  Melted  1825-19  SAE  AMS5706D 

Consumable  Electrode  or  Vacuum  Induction  Melted  1825-19  SAE  AMS5707C 

.Consumable  Electrode  or  Vacuum  Induction  Melted  1975f  SAE  AMS5709A 

Consumable  Electrode  or  Vacuum  Induction  Melted  11970)  SAE  AMS5586A 

Consumable  Electrode  or  Vacuum  Induction  Melted  (1970)  SAE  AMS5832A 

Consumable  Electrode  or  Vacuum  Induction  Melted  (1971)  "  SAE  AMS5560E 

Consumable  Electrode  or  Vacuum  Induction  Melted  (1971)  SAE  AMS5660E 

Consumable  Electrode  or  Vacuum  Induction  Melted,  Anneal  SAE  AMS5544B 

Consumable  Electrode  or  Vacuum  Induction  Melted.  1525  F  SAE  AMS5860 

Consumable  Electrode  or  Vacuum  Induction  Melted.  1750  F  SAE  AMS5606 

Consumable  Electrode  or  Vacuum  Induction  Melted,  1750  F  SAE  AMS5702 

Consumable  Electrode  or  Vacuum  Induction  Melted,  1750  F  SAE  AMS5703 

Consumable  Electrode  or  Vacuum  Induction  Melted.  1800  F  SAE  AMS5605 

Consumable  Electrode  or  Vacuum  Induction  Melted.  1800  F  SAE  AMS5701 

Consumable  Electrode  Vacuum  Induction  Melted  1975f  (107  SAE  AMS5708 

Consumable  Electrode  Vacuum  Melted  ( 1971 )  SAE  AMS6443C 

Consumable  Electrode  Vacuum  Melted  (1971)  SAE  AMS6444C 

Consumable  Electrode  Vacuum  Melted  (1971)  /Bing,  1 .05c  SAE  AMS6445B 

Consumable  Melted  (1970)  Steel  Bars,  F  SAE  AMS6426A 

Consumer  Media  Audiences  (1970)  Rec.  Std.  Breakdo  AAAA  *8 

Consumer  Sites  (1970)  CGA  G6,l 

Consumer  Sites  (1971)  NFPA  50 

Consumer  Sites  (1971)  NFPA  503 

Consumer  Textile  Products  (1967)  NRMA  *1 

Consumption  and  Temperature  Characteristics  of  Baffles  AVS  4,10 

Contact  Barometric  and  Low  Level  Condensers  (1970)  HEI  *1 

Contact  Materials  (1970)  ANSI  Z155.1  ID.  Meth.  of  Test  ASTM  B63 

Contact  Materials  (1970)  ANSI  Z155. 12  ASTM  B277 

Contact  Materials  (1970)  ANSI  Z155.9  ASTM  B182 

Contact  Medium  Screw  Base  Incandescent  Lamp  (Overall  Le         ANSI  C78.227 

Contact  Meth.)  (1970)  TAPPI  T458 

Contact  Size  12  (1971)  /Connecting  Devices,  Electrical  NSA  1828 

Contact  Size  16  (1971)  /Ecting  Devices,  Electrical,  Wi  NSA  1824 

Contact  Size  20  (1971)  /Connecting  Devices,  Electrical  NSA  1826 

Contact  Standard  for  Electrical  Connectors  (1970)  EIA  RS380 

Contact  Surfaces  and  Parts  of  Vending  Machines  (1967)  NAMA  '1-400 

Contact  Surfaces  (1971)  /Pract.  for  Supplying  Air  Unde  DFISA  60403 

Contact  Switches  (Integrally  Fused  and  Manually  Operate  NEMA  KS2 

Contact  Use  (1971)  /,  Timber  and  Plywood  Pressure  Trea  AWPB  LP-33 

Contact  Use  (1971)  /,  Timber  and  Plywood  Pressure  Trea  AWPB  LP-77 

Contact  Use  (1971)  /and  Plywood  Pressure  Treated  with  AWPB  LP-44 

Contact  Use  (1971)  /Ftwood  Lumber,  Timber  and  Plywood  AWPB  LP-22 

Contact  Use  (1971)  /Wood  Lumber,  Timber  and  Plywood  Pr  AWPB  LP-55 

Contact  with  a  Flat  Surface  (1970)  /Test  Meth.  for  Flu  DA  80.9 

Contact  with  Milk,  Milk  Products  and  Product  Contact  Su  DFISA  60403 

Contact,  and  Checklist  for  Airborne  Applications  (1969)  NARM  *1  7 

Contacts  and  Their  Use  (1971)  ASTM  B542 

Contained  Mechanical  Refrigeration  Systems  (1970)  ASHRA  18 

Contained  Strainers  for  Flammable  Fluids  and  Anhydrous  UL  331 

Contained)  (1969)  UL  474 

Contained,  Mechanically  Refrigerated  Drinking  Water  Coo  ARI  1010 

Container  Assemblies  for  Liquefied  Petroleum  Gas  (1971 )  UL  644 

Container  Board  (1967)  TAPPI  T803OS 

Container  Chassis  (1971)  Rec.  Prac  TTMA  RP9 

Container  Dimensions  for  Can  Openability  (1971)  CMI  *12 

Container  Procedure  for  Chlorine  Packaging  (1970)  CHI  7 

Container  Quickly  Demountable  Type  for  Horizontal  Mount  ITA  6A1 

Container  Quickly  Demountable  Type  for  Vertical  Mountin  ITA  6B1 

Container)  Spec.  Guideline  for  Nonalcoholic  Carbonated  NSDA  *1 

Containers  (1971)  CSMA  AGM6 

Containers  for  Flammable  Liquids  (1970)  ABYC  P12 

Containers  Made  From  Hard  Rubber  or  Equivalent  Material  ASTM  D639 

Containers  Using  the  Water  Dip,  Ink  and  Label  Adhesion  SPI  PBD6 
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h.  for  Determining  Water  Resistance  of  Fiberboard  Shipping 
Meth.  for  Drum  Test  for  Fiberboard  Shipping 
Rec.  Pract.  for  Visual  Color  Evaluation  of  Polyethylene 
Capacity  Designation  for  Fertilizer  Hoppers  and 
Visual  Inspection  of  Chlorine  Ton 
Meth.  for  Drop  Tests  for  Fiberboard  Shipping 
Std.  for  Compression  Test  of  Fiberboard  Shipping 
Std.  Meth.  of  Incline  Impact  Test  tor  Shipping 
Std.  Test  for  Drop  Impact  Resistance  of  Plastic 
rmining  the  Compressive  Yield  Load  (Crush  Test)  of  Plastic 
Guide  for  Certification  of  Cargo 
Std.  Meth.  of  Internal  Pressure  Test  on  Glass 
Std.  Definitions  of  Terms  Relating  to  Shipping 
dhesives  Used  in  Glued  Lap  Joints  of  Corrugated  Fiberboard 
Spec,  for  Identification  and  Marking  Cargo 
Std.  Meth.  for  Field  Sampling  of  Aerospace  Fluids  in 
Rec.  Pract.  for  Intermodal  Bulk  Liquid 
d.  Procedures  for  Cleaning  or  Safeguarding  Small  Tanks  and 
Procedure  for  Determining  Moisture  in  Aerosol 
Meth.  for  Impact  Resistance  of  Loaded  Fiberboard  Shipping 
le  Test  for  the  Manufacturers  Joint  of  Fiberboard  Shipping 
g  Effective  Crimping  on  Outside  Crimped  Valves  for  Aerosol 
Ceramic  Decorations  on  Returnable  Beer  and  Beverage  Glass 
.  for  Metal  Safety  Cans  for  Flammable  Liquids  (1  to  5  Gal. 

Packaging  Std.  for  Single  Items  in 
d  Resistance  to  Stripping  of  Bituminous  Aggregate  Mixtures 
Std.  Meth.  of  Sampling  and  Chemical  Analysis  of  Chlorine 
968)  Std.  Spec,  for  Ductile  Iron  for  Pressure 

rating  Meth.  of  Square  Head  Fluid  Power  Cylinders  Pressure 
al  Grading  and  Color  Matching  of  Paper  with  an  Ultraviolet 

Std.  for  Dip  Tanks 

Test  Meth.  for  in  Place  Density  of  Compacted  Base  Courses 
Std.  Meth.  of  Test  for  Sonic  Shear  Stabihty  of  Polymer 
(1969)  /  Std.  Spec,  for  Alloy  Steel  Castings  for  Pressure 

Std.  Meth.  of  Measuring  the  Drying  Shrinkage  of  Mortar 
Std.  Meth.  for  Chemical  Analysis  of  Chrome 
Std.  Meth.  of  Chemical  Analysis  of  Soaps 
ing  Statio/  Std.  for  Electrical  Penetration  Assemblies  in 

Std.  Meth.  of  Test  for  Particulate 
ulating  Materials  (1968)  Std.  Test  Meth.  for  Liquid 

Std.  Meth.  of  Identification  of  Solder  and  Solder  Flux 
.  Meth.  of  Test  for  Identification  of  Metallic  and  Fibrous 
Std.  Test  Meth.  for  Volume  of  Oil  in  Oil 
h.  for  Processing  Aerospace  Liquid  Samples  for  Particulate 
ids  (1969)  /  Std.  Meth.  for  Sampling  Airborne  Particulate 

is  (1970)  Std.  Meth.  of  Test  for  Insoluble 

Std.  Meth.  for  Measuring  and  Counting  Particulate 

otes)  (1969) 
otes) (1970) 

oil  for  Capacitors  and  Cable  Accessories  /  Std.  Spec,  for 

low  Pressure  Cable  Systems  (R1969)  ANSI  CI  Std.  Spec,  for 

ne  Oil  for  Capacitors  (1968)  ANSI  C59.122  Std.  Spec,  for 

Std.  Spec,  for  Copper  Base  Alloy 
Std.  for 

71)  Rec.  Pract.  for  the 

.  for  Colorfastness  of  Textiles  to  Light:  Carbon  Arc  Lamp, 
astness  of  Textiles  to  Light:  Water  Cooled  Xenon  Arc  Lamp. 
Test  for  Calorific  Value  of  Gases  in  Natural  Gas  Range  by 
Dust  Controlled  Areas  Using  Inst/  Std.  Meth.  of  Test  for 

Spec,  for  Fabrication  of 
Spec,  for 
Test  Meth.  for  Scouring, 
(Railway  Cars)  (1970)  Std.  for  Limiting 

Sid.  for  Packaging  of 
oncrete  Reinforcing  Steel  Material  Supply  and  Installation 
Pavements,  Saw/  Std.  Spec,  for  Nonbiluminous  Inserts  for 

Std.  Form  of  Agreement  Between 
Std.  Form  of  Agreement  Between  Owner  and 
Air  Handling  Spec,  for  Sheet  Metal  and  Air  Conditioning 
bing  Scope  of  Work  to  be  Performed  by  Laboratory  Equipment 
ement  Between  Owner  and  Contractor  (for  Small  Construction 
Std.  Pract.  Guide  Lines  for  Pipe  Support 
Std.  Rec.  Values  for  Color 
nesium  Alloys  (1965)  Quality 

Glossary  of  Rec.  Quality 
Motion  Picture  Film  Camera  Cartridge  Notches  for  Exposure 

Rec.  Pract.  for  Inboard 
Safety  Std.  for  Motor 
Std.  Definitions,  Symbols,  Formulas  and  Tables  for 
Std.  for  Common  Name  for  the  Pest 
Std.  for  Common  Name  for  the  Pest 
Std.  for  Common  Name  for  the  Pest 
Std.  for  Common  Name  for  the  Pest 
Std.  for  Common  Name  for  the  Pest 
m-Hydroxyphenyl)-l ,  1  Dimet/      Std.  Common  Name  for  the  Pest 


Meth.  for  Dete 


Meth.  for  Test.  A 


Containers  (Spray  Meth.)  (1970)  Met 
Containers  (1964) 
Containers  (1966) 
Containers  (1967) 
Containers  (1967) 
Containers  (1967) 
Containers  (1967) 
Containers  (1968) 
Containers  (1968) 
Containers  (1968) 
Containers  (1969) 
Containers  (1969) 
Containers  (1969) 
Containers  (1969) 
Containers  (1970) 
Containers  (1970) 
Containers  (1970) 
Containers  (1970) 
Containers  (1971) 
Containers  (1971) 
Containers  (1971)  Tensi 
Containers  (1971)  Tent.  Meth.  for  Determinin 

Containers  (1971)  /Test  Meth.  for  Alkali  Resistance  of 

Containers)  (1971)  Safety  Std 

Containers,  Water  Vaporproof,  with  Desiccant  (1971) 
Containing  Adhesive  Promoting  Agents  (1971)  /Gating  An 

Containing  Bleaches  (1970) 

Containing  Castings  for  Use  at  Elevated  Temperatures  (1 
Containing  Components  (1968)  ANSI  B93.10  /Ic  Pressure 

Containing  Daylight  Illuminant  (1970)  /  Meth.  for  Visu 

Containing  Flammable  or  Combustible  Liquids  (1971) 
Containing  Large  Sizes  of  Coarse  Aggregates  (1962)  ID. 
Containing  Oils  (1970) 

Containing  Parts  Suitable  for  High  Temperature  Service 
Containing  Portland  Cement  (1970) 
Containing  Refractories  and  Chrome  Ore  (1970) 
Containing  Synthetic  Detergents  (1970) 
Containment  Structures  for  Nuclear  Fueled  Power  Generat 
Contaminant  in  Aviation  Turbine  Fuels  (1970) 
Contaminant,  Inclined  Plane  Tracking  and  Erosion  of  Ins 
Contaminants  in  Aerospace  Fluids  (1970) 

Contaminants  in  Aerospace  Fluids  (1970)  Std 
Contaminated  Askarels  (1969)  ANSI  C59.67 
Contamination  Analysis  Using  Membrane  Filters  (1970)  An 
Contamination  in  Clean  Rooms  for  Handling  Aerospace  Flu 
Contamination  of  Hydraulic  Fluids  by  Gravimetric  Analys 
Contamination  of  Surfaces  (1970)  ANSI  Z146.I 
Contemporary  Bearing  Wall  Detailing  (Tech.  Notes)  (1968 
Contemporary  Bearing  Wall  Types  and  Properties  (Tech.  N 
Contemporary  Bearing  Wall  (for  High  Buildings)  (Tech.  N 
Continuity  of  Quality  of  Electrical  Insulating  Mineral 
Continuity  of  Quality  of  Electrical  Insulating  Oil  for 
Continuity  of  (Quality  of  Electrical  Insulating  Polybute 
Continuous  Castings  (1971) 
Continuous  Flow  Oxygen  Regulators  (19701 
Continuous  Hydrocarbon  Analysis  of  Diesel  Emissions  (19 
Continuous  Light  (1971 )  Test  Meth 

Continuous  Light  (1971)  Test  Meth.  for  Colorf 

Continuous  Recording  Calorimeter  (1970)  ANSI  Z68.2  /of 
Continuous  Sizing  and  Counting  of  Airborne  Particles  in 
Continuous  Welded  Rail  (1967) 
Continuous  (Steel)  Windows  Top  Hung  (1969) 
Contmuous,  of  Raw  Grease  Wool  (1971)  ANSI  L14.84 
Contour  of  Brake  Shoes.  High  Friction  Composition  Type 
Contoured  Items  and  Waveguides  (1971) 

Contract  (1968)  Suggested  Components  of  a  C 

Contraction  Joints  in  Portland  Cement  Concrete  Airfield 
Contractor  and  Subcontractor  (1972) 
Contractor  (for  Small  Construction  Contracts)  (1970) 
Contractors  (1968) 

Contractors  (1969)  Std.  Descri 

Contracts)  (1970)  Std.  Form  of  Agre 

Contractual  Relationships  (1971) 

Contribution  of  Photographic  Lenses  (1970) 

Control  and  Inspection  of  Sand  Casting  Aluminum  and  Mag 

Control  and  Reliability  Terms  (1968) 

Control  and  Stock  Identification  (1970)  /.  for  Super  8 

Control  Cables  on  Boats  (1966) 

Control  Centers  (1971) 

Control  Charts  (1968) 

Control  Chemical  Asulam  (1971) 

Control  Chemical  Butachlor  (1971) 

Control  Chemical  Chlorothalonil  (1971) 

Control  Chemical  Isopropalin  (1971) 

Control  Chemical  Oxycarboxin  (1971) 

Control  Chemical  Tert  Bulylcarbamic  Acid  Ester  with  3- 
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ASTM 

ASTM 

ASTM 

ASTM 

SCPI 

SCPI 

SCPI 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

AATCC 

AATCC 

ASTM 

ASTM 

AREA 

SWI 

AATCC 

AAR 

NSA 

CRSI 

ASTM 

AIOA 

AIOA 

SMACN 

SAMA 

AIOA 

MSS 

ANSI 

AFS 

EIA 

ANSI 

BIA 

UL 

ASQC 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 


T805 

T800 

PBDl 

S281.1 

53 

T802 

T804 

D880 

PBD4 

PBD3 

•20 

CI47 

D996 

T674 

MH5.3 

F302 

RP22-70 

327 

AG*9 

T801OS 

T8130S 

AG*15 

C675 

30 

3420 

D2727 

D2022 

A395 

T3.6.68.5 

T515 

34 

T181 

D2603 

A217 

C596 

C572 

D820 

317 

D2276 

D2303 

F315 

F314 

D1808 

F311 

F318 

F313 

F24 

24G 

24H 

24 

D2297 

D1818 

D2296 

B505 

AS1197 

J215 

16A 

16E 

D1826 

F50 

4-2-6.1 

F.l 

64 

MSRP-E-94A 

3423 

•1.9.1 

D2828 

A401 

A107 

*3 

LF3 

A107 

SP77 

PH3.44 

NF656-15 

JED68 

PH22.166 

142 

845 

Al 

K62.99 
K62.90 
K62.101 
K62.96 
K62.98 
K62.94 
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ramben)  (1970) 
ea"Metobromuron"  (1969) 
rboxanilide"Carboxin"  (19/ 
hon"  (1970) 

chloro  4  0x0  2  Pentenoic  A/ 
Type  Agricultural  (Farm/ 


ANSI  C33.30 
0) 


Exchangers  (1969) 
indirect  Heat  Exchangers  (1970) 


Std.  for  Common  Name  for  the  Pest 
Std.  Common  Name  for  the  Pest 
Std.  Common  Name  for  the  Pest 
Std.  Common  Name  for  the  Pest 
Std.  Common  Name  for  the  Pest 
Std.  Common  Name  for  the  Pest 
Std.  for  Microbial 
Application  of  Hydraulic  Remote 
Std.  for  Common  Name  for  the  Pest 
Std.  Design  for  Mounting 
Glossary  for  Water  and  Wastewater 
Std.  Industrial 

Std.  Definitions  of  Electrical  Terms  (Industrial 
Rec.  Pract.  for  Temperature 
std.  Requirements  for  Line  Closing  Switching  Surge  Voltage 
71)  Std.  for  Load 

tes)(1965)  Moisture 
Rec.  Pract.  for  Foreign  Material 
vention  Protection,  Hazardous  Conditions  and  Environmental 
Std.  for  Dynamic  Response  Test,  of  Process 
Rec.  Pract.  for  Mouse 
Test  Procedure  for  Quality 
Rec  Guide  for  the 
Rec.  Guide  for  the 
Rec.  Pract.  for  the 
ed  Metallic  Piping  Systems  (1969)  Rec.  Pract.  for 

Dry  Cleaning  Plants  (Prevention  and 
in  Manholes  and  Sewers  (1970)  Std.  on  the 

s  (1967)  Rec.  Pract.  for  the 

d(197l)  Std.  for 

Std.  Meth.  of  Conducting  Shear  Block  Test  for  Quality 
ssure  Vessel  Code)  (1971)  Rec.  Rules  for  the 

spection  (1971)  Rec.  Pract.  for  Fabrication  and 

ier  and  Shunt  Regulator  Receivin/  Rec.  Pract.  for  Quality 

,  Construction,  Occupancy  and  Fire  Protection  of  Telephone 
Std.  Definitions  of  Terms  for  Automatic  Generation 
c.  Pract.  for  Suggested  Electromagnetic  Interference  (Emi) 

Std.  Quality 

70)  Rec.  Preservative  and  Quality 

Std.  Spec,  for  Granular  Material  to 
Marine  Diesel  Engine 
Rec.  Pract.  for  Electrohydraulic  Flow 
Glossary  of  Quality 
(Quality 
Resistance  Welding 

1970)  Performance  Test  Code  for  Pressure 

design.  Construction  and  Installation  of  Propulsion  Engine 
Marine  Diesel  Engine  Governors  and  Speed 
Symbols  for  Use  with  Numerical 
Std.  for  Functional  Diagramming  of  Instrument  and 
Process  Measurement  and 
lorfastness  to  Oxides  of  Nitrogen  in  the  Atmosphere:  Rapid 
nts  (1966)  Application  of  Hydraulic  Remote 

Quality  Control  Std.  for 
fety  Std.  for  Alarm  Accessories  for  Automatic  Water  Supply 
switches  (1970)  Std.  Rated 

Rec.  Std.  for  Tabulating  Machine 
Efflorescence,  Prevention  and 
Spec,  for  Railroad  Vegetation 
Guide  Spec,  for  Termite 
Rec.  Pract.  for  Automatic  Vehicle  Speed 
e  Basics,  Including  Partitions,  Acoustical  Ceilings  (Noise 
bly,  Chainguards,  Saddle  Braces,  Pedal  Clearance,  Steering 
ructed  of  Cast  Iron  (1971)  Code  Requirements,  Quality 

ments  (1970)  Std.  for  Manual  and  Automatic  Station 

ntinuous  Sizing  and  Counting  of  Airborne  Particles  in  Dust 
meth.  for  Traffic  Test.  Floor  Polishes  Under  Nonlaboratory 
r  the  Measurement  of  the  Time  Averaged  Vapor  Pressure  in  A 
Rec.  Pract.  Recommendations  on  Radio 
Tool  Holders  Basic  for  Numerically 
Rec.  Application  and  Hardware  Definitions  for 
tubing,  Corrosion  and  Moderate  Heat  Resistant  12cr  Ferrite 
equipment  Cars  (1970)  Std. 
cars  (1970)  Std. 

Test  Meth.  of  Conducting 
racking  Resistance  of  Electrical  Insulating  Materials  with 
55ni-l.0mo-0.07v  (0.34  -  0.40c)  Vacuum  Melted,  Environment 
-  I.Omo  -  0.07v  (0.26  -  0.32c)  Vacuum  Melted,  Environment 
Std.  for  Markings  for  Adjustment  Means  in  Automatic 
Rec.  Pract.  for  Location  and  Actuation  of  Flight  Deck 
Std.  for  Residential  Temperature  Limit 
Motorized  Hand  Trucks  (Walkie)  (Operation  of  Tractor 
70)  Load  Handhng 

Std.  for  Residential 
Automatic  Temperature 
Rec.  Pract.  for  Remote 


Control  Chemical  Triarimol  (1971)  ANSI  K62.100 

Control  Chemical  3  Amino  2,  5  Dichlorobenzoic  Acid  (Chlo  ANSI  K62.91 

Control  Chemical  3  (P  Bromophenyl)  1  Melhoxy  1  Methylur  ANSI  K62.82 

Control  Chemical  5,  6  Dihydro  2  Methyll,  4  Oxathiin  3  Ca  ANSI  K62.97 

Control  Chemical  (2-Chloroethyl)  Phosphonic  Acid"Ethep  ANSI  K62.92 

Control  Chemical,  Cotton  Defoliant,  (Z)-2,  3,  5,  5.  5-Penta  ANSI  K62.79 

Control  Coatings  (1971)  NSF  46 

Control  Cylinders  to  Agricultural  Tractors  and  Trailing  ASAE  S201.4 

Control  Delachlor  (1971)  ANSI  K62.89 

Control  Devices  on  Journal  Boxes  (1970)  AAR  MSRP-D-82 

Control  Engineering  (1969)  AWWA  ♦) 

Control  Equipment  for  Use  in  Hazardous  Locations  (1969)  UL  698 

Control  Equipment)  (1956)  ANSI  C42.25 

Control  Equipment,  Automatic,  Aircraft  Compartment  (197  SAE  ARP89C 

Control  for  Ac  High  and  Circuit  Breakers  Rated  on  a  Sym  ANSI  C37.071 

Control  for  Use  on  Central  Electric  Heating  Systems  (19  EEI  71-43 

Control  in  Brick  and  Tile  Walls,  Condensation  (Tech.  No  SCPI  7C 

Control  in  Commercial  Baking  Areas  (1969)  AIB  140 

Control  in  Metal  Casting  (1970)  Fire  Pre  AFS  6 

Control  Instrumentation  (1968)  ISA  S26 

Control  Meth.  (Sanitation)  for  Baking  Industry  (1967)  AIB  124 

Control  of  Copper  Base  Alloys  in  Foundry  Pract.  (1965)  AFS  NF65 11-21 

Control  of  Dust  Emissions,  Combustion  for  Indirect  Heat  ASME  APS-1 

Control  of  Emission  of  Oxides  of  Sulfur  Combustion  for  ASME  APS-2 

Control  of  Excess  Humidity  in  Avionics  Cooling  (1970)  SAE  ARP987 

Control  of  External  Corrosion  on  Underground  or  Submerg  NACE  RPOl-69 

Control  of  Fire  and  Explosion  Hazards)  (1970)  NFPA  32 

Control  of  Flammable  and  Combustible  Liquids  and  Gases  .  NFPA  328 

Control  of  Flies  (Sanitation)  in  Commercial  Baking  Area  AIB  131 

Control  of  Gas  Hazards  on  Vessels  (Ships)  to  be  Repaire  NFPA  306 

Control  of  Glue  Bonds  in  Scarf  Joints  (1970)  ASTM  D1759 

Control  of  Internal  Chemical  Conditions  (Boiler  and  Pre  ASME  BPVCVI1C7 

Control  of  Steel  Reference  Blocks  Used  in  Ultrasonic  in  ASTM  E428 

Control  of  X-Radiation  Emitted  From  High  Voltage  Rectif  EIA  JED73A 

Control  Offices  (1971)  Rec.  for  Location  EMS  LPD14-18 

Control  on  Electric  Power  Systems  (1970)  IEEE  94 

Control  Plan  Outline  (1970)  Re  SAE  ARP935 

Control  Procedures  for  Wood  Preserving  Plants  (1970)  AWPA  M3-70 

Control  Programs  for  Pressure  Treated  Southern  Pine  (19  SFPA  TB6 

Control  Pumping  Under  Concrete  Pavement  (1963)  AASHO  M155 

Control  Rooms  (Std.  Pract.)  (1971)  DEMA  MDlOl 

Control  Servovalves  (1970)  SAE  ARP490B 

Control  Statistical  Terms  (1963)  FI  7 

Control  Std.  for  Control  Valve  Seat  Leakage  (1970)  FCI  70-2 

Control  Stds.  (1969)  NEMA  IC2 

Control  Systems  Used  on  Steam  Turbine  Generator  Units  ASME  PTC20.3 

Control  Systems  (Boats)  (1970)  /Td.  Covering  the  Safe  ABYC  P14 

Control  Systems  (Std.  Pract.)  (1971)  DEMA  MD88 

Control  Systems  (1970)  EIA  RS379 

Control  Systems;  Analog  and  Digital  (1966)  SAMA  PMC22-11 

Control  Terminology  (1970)  SAMA  PMC20-2 

Control  Test  (1971)  Test  Meth.  for  Co  AATCC  75 

Control  to  Farm  Tractors  and  Trailing  Type  Farm  Impleme  SAE  J716A 

Control  Valve  Seat  Leakage  (1970)  FCI  70-2 

Control  Valves  for  Fire  Protection  Service  (1971)  ANSI  UL  753 

Control  Voltages  and  Their  Ranges  for  High  Voltage  Air  ANSI  C37.33 

Control  Wire  (1970)  SWA  "87 

Control  (Tech.  Notes)  (1970)  SCPI  23A 

Control  (1969)  AREA  1-9-1 

Control  (1969)  CSI  51 

Control  (1970)  SAE  J195 

Control)  (1970)  Tech.  Spec,  for  Quieter  Hom  AIMA  9 

Control,  Brakes,  Tires  and  Controls  (1970)  /Heel  Assem  BMA  6/5 

Control,  Inspection  and  Tests  for  Heating  Boilers  Const  ASME  BPVCIVHC 

Control,  Supervisory,  and  Associated  Telemetering  Equip  ANSI  C37.2 

Controlled  Areas  Using  Instruments  Based  Upon  Light  Sea  ASTM  F50 

Controlled  Conditions  (1966)  Test.  CSMA  81 

Controlled  Humidity  Space  (1971)  /.  Reference  Sheet  Fo  ASTM  C677 

Controlled  Locomotive  Unit  Operation  (Railway)  (1970)  AAR  MSRP-F-11 

Controlled  Machine  Tools  (1970)  NSA  970 

Controlled  Mechanical  Storage  Systems  (1969)  MHI  CMSSl 

Controlled  Premium  Quality,  Consumable  Electrode  Melted  SAE  AMS5611 

Controlled  Slack  Coupler  Yoke  and  Parts,  for  Passenger  AAR  MSRP-C-91 

Controlled  Slack  Coupler  Yoke,  for  Passenger  Equipment  AAR  MSRP-C-92 

Controlled  Velocity  Laboratory  Corrosion  Tests  (1970)  NACE  TM02-70 

Controlled  Water  to  Metal  Discharges  (1969)  /lal  Wet  T  ASTM  D2302 

Controlled  (1970)  /.  for  Steel  Wire,  Welding  1.05cr-0.  SAE  AMS5028 

Controlled  (1970)  /Steel  Wire,  Welding  1 .05cr  -  0.55ni  SAE  AMS5027 

Controllers  (1965)  SAMA  PMC18-10 

Controls  for  Commercial  Transport  Type  Aircraft  (1971)  SAE  ARP268E 

Controls  for  Electric  Baseboard  Heaters  (1971)  NEMA  DCIO 

Controls  for  Load  Pick  Up)  (1968)  ITA  2C3 

Controls  for  Powered  Industrial  Tracks  and  Tractors  (19  ITA  2A1-2 

Controls  for  Quick  Connect  Terminals  (1970)  NEMA  DC2 

Controls  for  Surface  Type  Electric  Water  Heaters  (1967)  NEMA  DC5 

Controls  Mounting  Pad  on  Boats  (1962)  BIA  152 
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(1969) 

ed  Equipment  (1969) 


ocessing  Systems)  (1970) 
(1967) 


Rec.  Pract.  for  Remote 
Code  for  Instruments,  Fittings, 
Rec.  Pract.  for  Operator 
Universal  Symbols  for  Operator 
Operator 
Symbols  for  Operator 
Operator 
Safety  Std.  for  Limit 
Std.  Temperature  Requirements  and 
Std.  Residential 

td.  for  Automatic  Temperature  Controls,  Oil  Burner  Primary 
aces.  Pedal  Clearance,  Steering  Control,  Brakes,  Tires  and 
heating  Boilers  (Firetube,  Watertube  and  Cast  Iron  Types); 

Std.  for  Automatic  Temperature 

icker  (1968) 
pe  (1966) 
pe  (1966) 
65) 

ks  (1965) 
rider  Type  (1966) 
rider  Type  (1966) 

Product  Std.  for  Door 
Tests  of  Metallic  Materials  at  Elevated  Temperatures  with 
Materials  at  Elevated  Temperatures  with  Rapid  Heating  and 
ials  for  Spot  Welding,  Similar  and  Dissimilar  Metals  Using 
Resonance  Spectrosc/  Tent.  Definitions  of  Terms  Symbols, 

Std.  Listing  Requirements  for  Gas 
Std.  Requirements  for  Installation  of  Gas 
Std.  Installation  of  Domestic  Gas 
Std.  for  Domestic  Gas 

Hydraulic 

lor  and  Monochrome  Cathode  Ray  Tubes  And/  Rec.  Pract.  for 
ell,  Vickers,  Rockwell  and  Rockwell  Superf/  Std.  Hardness 

Flywheels  for  Engine  Mounted  Torque 
ngle  Phase  Rural  Distribution  Service  for  Motors  and  Phase 
icultural  Dusts  (1970)  Std.  Pneumatic 

(Info.  Sheet)  Drive  Shafts  for  Screw 
Dimensional  Std.  for  Overhead  Trolley 
Portable  Stands  for  Gravity 
oning  Std.  and  Terminology  for  Permanently  Installed  Screw 
Std.  for  Package  Handling  Slat 
Fire  Protection  for  Belt 
Std.  for  Packaging  of  Box,  Foam  Cushioning 
erature  Fluid  Systems  (1/         High  Temperature  Hose  Assembly, 
f  Sampling  for  Particulates  From  Aerospace  Components  with 
Std.  Dimensions,  Tolerances,  and  Terminology  for  Home 
Safety  Std.  for  Marine  Solidified  Fuel 
Safety  Requirements  for  Marine  Electric 
Safety  Std.  tor  Marine  Liquefied  Petroleum  Gas 
Requirements  for  Marine  Alcohol  and  Kerosene 
extractors  for  Exhaust  Ducts  for  Placement  Over  Restaurant 
r  Removal  of  Smoke  and  Grease  Laden  Vapors  From  Commercial 
Test  Meth.  for  Sulphates  in  Sulphite' 
Meth.  of  Analysis  of  Sulfur  Dioxide  in  Sulfite 
Rec.  Spec,  for  Porcelain  Enamel  Finishes  on  Aluminum 

Std.  for 

nd  Pre/  Rules  for  Inservice  Inspection  of  Nuclear  Reactor 

layed  Neutron  Emitting  Fission  Products  in  Nuclear  Reactor 
Rec.  Pract.  for  Test.  Engine 
on  Characteristics  of  Aluminum  Automotive  Water  Pumps  with 
Meth.  of  Test,  for  Rating  Remote  Mechanical  Draft  Air 
Std.  Meth.  for  Measuring  Heat  Flux  Using  a  Water 
Rec.  Pract.  for  2  Cycle  Water 
968)  Std.  for  Air 

Meth.  for  Photometric  and  Thermal  Test,  of  Air  and  Liquid 
in/  Rec.  Pract.  and  Std.  Covering  the  Installation  of  Air 

design  and  Construction  of  Gasoline  Fueled  Inboard,  Liquid 
Std.  for  Remote  Mechanical  Draft  Air 
Test  Meth.  for  Colorfastness  of  Textiles  to  Light:  Water 
Test  Meth.  for  Colorfastness  of  Textiles  to  Light;  Water 
Rec.  Pract.  for  Two  Cycle,  Water 
ta/        Requirements  for  Pad  Mounted  Compartmental  Type,  Self 

Std.  for 

stems  (1970)  Meth.  of  Test,  for  Rating  Drinking  Water 

Std.  for  Portable  Picnic 
d  Self  Contained,  Mechanically  Refrigerated  Drinking  Water 
ansports  (1970)  Electronic  Equipment 

Std.  for  Meltmg  Point 
Rec.  Pract.  for  the  Pressure  Relief  for 
Maintenance  of  Automotive  Engine 
Refrigeration  Equipment  Capacity  for  Bulk  Milk 
for  Selection  of  Engine  Antifreezes  for  Use  in  Automotive 

Std.  on  Water 
Marine  Diesel  Engine 


Controls  Mounting  Pads  (on  Boats)  (1970) 
Controls  of  Heating  Boilers  (1971) 

Controls  on  Agricultural  and  Industrial  Equipment  (1970 
Controls  on  Agricultural  and  Light  Industrial  Equipment 
Controls  on  Agricultural  Equipment  and  Industrial  Wheel 
Controls  on  Agricultural  Tractors  and  Machinery  (1970) 
Controls  on  Motorcycles  (1969) 

Controls  (Air  Conditioning,  Heating,  Ventilating  and  Pr 
Controls  (Potentially  Hazardous  Food  Vending  Machines) 
Controls  (Valves)  for  Gas  Water  Heaters  (1971) 
Controls  (1970) 

Controls  (1970)  /Heel  Assembly,  Chainguards,  Saddle  Br 

Controls,  Accessories  and  Room  Facihties;  Automatic  Fu 
Controls,  Oil  Burner  Primary  Controls  (1970) 
Controls;  Electric  Industrial  Trucks,  High  Lift  Order  P 
Controls;  Electric  Industrial  Trucks,  Sit  Down  Rider  Ty 
Controls;  Electric  Industrial  Trucks,  Stand  Up  Rider  Ty 
Controls;  Electric  Motorized  Industrial  Hand  Trucks  (19 
Controls;  Electric  Motorized  Industrial  Hand/Rider  True 
Controls;  Internal  Combustion  Powered  Trucks,  Sit  Down 
Controls;  Internal  Combustion  Powered  Trucks,  Stand  Up 
Controls;  (Overhead  Holders)  (1970) 
Conventional  or  Rapid  Heating  Rates  and  Strain  Rates  (R 
Conventional  or  Rapid  Strain  Rates  (1969)  /of  Metallic 

Conventional  Spot  Welding  (1963)  Electrode  Mater 

Conventions  and  References  Relating  to  Nuclear  Magnetic 
Conversion  Burners  for  Domestic  Ranges  (1957) 
Conversion  Burners  in  Domestic  Ranges  (1957) 
Conversion  Burners  (1965) 
Conversion  Burners  (1969) 

Conversion  Factors  for  Power  Chain  Saws  (1970) 
Conversion  Hoist  Classification  Chart  (1969) 
Conversion  of  United  States  to  Metric  Dimensions  for  Co 
Conversion  Tables  for  Metals  (Relationship  Between  Brin 
Converters  (1968) 

Converters  (1969)  Si 
Conveying  Systems  for  Feed,  Flour,  Grain,  and  Other  Agr 
Conveyor  Belt  Wire  (Flat)  (1962) 
Conveyor  Drives  (1971) 

Conveyors  and  Components;  Unit  Handling  (1970) 
Conveyors  (1967) 

Conveyors  (1969)  Dimensi 
Conveyors  (1970) 
Conveyors  (1970) 
Convoluted  (1971) 

Convoluted,  Tetrafluoroethylene,  for  Aircraft  High  Temp 
Convolutes  (1970)  Std.  Meth.  O 

Cooking  and  Baking  Utensils  (1970) 
Cooking  Appliances  (1965) 
Cooking  Appliances  (1965) 
Cooking  Appliances  (1967) 
Cooking  Appliances  (1968) 

Cooking  Equipment  (1970)  ANSI  Z33.3  /  Std.  for  Grease 

Cooking  Equipment  ( 1971)  Std.  Fo 

•Cooking  Liquor  (Gravimetric)  (1971) 
Cooking  Liquor  (1970) 
Cookware  (1969) 
Coolant  System  Hoses  (1970) 

Coolant  Systems  (Including  Hydrostatic  Tests)  (Boiler  A 
Coolant  Water  During  Reactor  Operation  (1970)  /T  of  De 

Coolants  in  Vehicle  Service  (1969) 

Coolants  (1969)  /  Meth.  for  Cavitation  Erosion  Corrosi 

Cooled  and  Refrigerant  Condensers  (1970) 
Cooled  Calorimeter  (1971) 

Cooled  Engine  Oil  Test  Procedures  for  Boats  (1969) 
Cooled  Heat  Exchangers  for  General  Refinery  Services  (1 
Cooled  Heat  Transfer  Luminaires  (1968) 
Cooled  Marine  Engines  and  Auxiliaries  (Diesel  and  Gasol 
Cooled  Marine  Engines  (Boats)  (1970)  /Nd  Std.  for  the 

Cooled  Refrigerant  Condensers  (1970) 

Cooled  Xenon  Arc  Lamp,  Alternate  Light  and  Darkness  (19 
Cooled  Xenon  Arc  Lamp,  Continuous  Light  (1971) 
Cooled,  Oil  Test  Procedures  (Boats)  (1970) 
Cooled,  Three  Phase  Distribution  Transformers;  High  Vol 
Coolers  for  Bakery  Foods  (1970) 

Coolers  with  Self  Contained  Mechanical  Refrigeration  Sy 
Coolers  (1971) 

Coolers  (1971)  Std.  for  Drinking  Fountains  An 

Cooling  by  the  Draw  Through  Method  in  Commercial  Jet  Tr 
(Cooling  Curve)  of  Petroleum  Wax  (1971) 
Cooling  System  (1970) 
Coolmg  Systems  (Hs40)  (1968) 
Cooling  Systems  (1968) 

Cooling  Systems,  Ethylene  Glycol  and  Methanol  Types  (19 
Cooling  Towers  (1971) 
Coohng  Water  Systems  (Std.  Pract.)  (1971) 


ABYC 

ASME 

SAE 

SAE 

ASAE 

ASAE 

SAE 

UL 

NAMA 

NEMA 

NEMA 

BMA 

ASME 

NEMA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

BHMA 

ASTM 

ASTM 

RWMA 

ASTM 

ANSI 

ANSI 

ANSI 

ANSI 

PSMA 

TBEA 

EIA 

ASTM 

SAE 

ASAE 

NFPA 

SWA 

AGMA 

CEMA 

MHI 

ASAE 

CEMA 

EMS 

NSA 

SAE 

ASTM 

ANSI 

UL 

UL 

UL 

UL 

UL 

NFPA 

TAPPI 

TAPPI 

PEI 

SAE 

ASME 

ASTM 

ASTM 

ASTM 

ASHRA 

ASTM 

BIA 

API 

lES 

ABYC 

ABYC 

ARI 

AATCC 

AATCC 

ABYC 

ANSI 

BISSC 

ASHRA 

use 

ARI 

SAE 

TAPPI 

SAE 

SAE 

ASAE 

ASTM 

NFPA 

DEMA 


SI6 

BPVCIVHG6 

J841D 

J389A 

R335 

S304.3 

J107 

353 

•  I  -700 

DC6 

DC9 

6/5 

BPVCVI 

DC9 

2K1 

2F1 

2G1 

2H1 

2J1 

2D1 

2E1 

311 

E209 

E151 

16-1.10 

E386 

Z21.39 

Z21.38 

Z21.8 

Z21.17 

C2.1-65 

HCHl 

JED72 

E140 

J927A 

R329 

66 

♦102 

481.01 

601 

•1 

S334T 
405 
8-28 
3443 

ARP620A 

F304 

Z61.1 

1101 

1122 

1125 

1100 

710 

96 

UM-600 
T604 
ALS-106 
J20C 

BPVCXIA 

D2470 

D2847 

D2809 

20 

E422 

312 

661 

LM30 

PIO 

P4 

460 

16F 

16E 

S18 

C57.1222 

33 

18 

PS49 

1010 

AIR64A 

T630OS 

J151 

J340 

R256.1 

D1880 

214 

MD131 
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rec.  Pracl.  for  the  Control  of  Excess  Humidity  in  Avionics 
Air  Conditioners,  Central 
Std.  Classification  for  Properties  and  Performances  of 
Std.  Basis  for  the  Vertical  Dimensioning  of 
Saw  Steel, 
Std.  Spec,  for  Vinyl  Chlonde 
Std.  Spec,  for  Flexible  Foams  Made  From  Polymers  or 
th.  of  Testing  Synthetic  Rubber  Latices  (Styrene  Butadiene 
Analysis  of  Synthetic  Elastomers  (Solid  Styrene  Butadiene 
5ni-2  9al-30cu  (1970)  Spec,  for  Nickel 

r  Bridge  and  Other  Structural  Uses/  Std.  Spec,  for  Rolled 

Std.  Spec,  for  Copper  and 
Std.  Spec  for 
Std.  Spec,  for  Copper  and 
.1  Std.  Spec,  for  Copper  and 

Rec.  Pracl.  for  Eddy  Current  Test,  of  Copper  and 
Std.  Spec,  for  U-Bend  Seamless  Copper  and 
d  and  Wire  and  Pi/  Std.  Tolerances  for  Wrought  Copper  and 

Terminology  for  Wrought  Copper  and 
std.  Spec,  for  General  Requirements  for  Wrought  Copper  and 

70)  Cast  Copper  and 
std.  Spec,  for  General  Requirements  for  Wrought  Copper  and 

s  with  Integral  Fins  (1971)  Std.  Spec,  for  Copper  and 

(1971)  Std.  Spec,  for  Copper  and 

Std.  Spec,  for  Nickel 
Tent.  Spec,  for 

.  for  General  Requirements  for  Wrought  Seamless  Copper  and 
pplications  (1970)  Nickel 
Std.  Spec,  for  General  Requirements  for  Wrought 

High 

eet  (1970)  Std.  Designations  for  Copper  and 

Sheet  (1970)  Std.  Designations  for  Copper  and 

organ/  Metal  Finishes  Manual  Including  Std.  for  Aluminum, 

finitions  (1960) 

Std.  Spec,  fo 

9)  Std.  Spec,  fo: 

71)  ANSIH7.1  Std.  Spec,  fo 
bes  (1971a)  Std.  Spec,  for  U-Bend  Seamlesi 
bes  (1961)  Rec.  Pract.  for  Eddy  Current  Test,  o 
roducts.  Rod  and  Wire  and  Pi/  Std.  Tolerances  for  Wrough 
968)                                                    Terminology  for  Wrough 

Bar  (19/  Std.  Spec,  for  General  Requirements  for  Wrough 

d  Spec.  (1970)  Cas 
Std.  Spec,  for  General  Requirements  for  Wrough 
hanger  Tubes  with  Integral  Fins  (1971)  Std.  Spec,  fo 

rrule  Stock  (1971)  Std.  Spec,  fo 

Std.  Spec,  for  General  Requirements  for  Wrought  Seamles 
ion  Data  Sheet  (1970)  Std,  Designations  fo 

cation  Data  Sheet  (1970)  Std.  Designations  fo 

)  ANSI  C7.I9  Std.  Spec,  for  Concentric  Lay  Stranded 

orming  (1969)  Rec.  Pract.  for  Use  o 

Std.  Meth.  for  Chemical  Analysis  of  Ammoniacai 
Std.  Spec,  for  Ammoniaca 
Salvage  o 
Std.  Spec,  fo 
Std.  Spec,  fo 

Rec.  Pract.  for  Tension  Test  Specimens  fo 
Classification  of  Cas 
Defects  in  Sand  Cas 
Melting  Equipment  o 
Metallography  o 
Test  Procedure  for  Quality  Control  o 
Applications  of  Cas 
Patternmaking  o 
Properties  of  Cas 
Conforming  Spec,  fo 
Glossary  o 
Melting  and  Pouring  o 
Solidification  Characteristics  o 
Gating  o 

Directional  Solidification;  Chilling  and  Risering  o 
Molding  Meth.  and  Materials  o 
Coremaking  o: 

0)  Std.  Spec,  fo 

aNSI  h9.27  Std.  Spec,  fo: 

ar (1971)  Std.  Spec,  fo: 

Std.  Spec,  fo 
Std.  Spec,  fo 

Std.  Meth.  for  Spectrochemical  Analysis  o: 
Std.  Spec,  for  Acid 

etting  Laminates  Fo/  Rec.  Pract.  for  Etching  and  Cleaning 

nspeclion  Procedure  for  Chemical  Processing  Suitability  o' 
g  Construction  (1970)  Std.  Spec,  fo 

Std.  Spec,  for  Concentric  Lay  Stranded  Copper  and 
Std.  Spec,  for  Concentric  Lay  Stranded 


Coohng  (1970) 
Cooling  (1971) 

Coordinated  Building  Components  and  Systems  (1969) 
Coordinated  Building  Components  and  Systems  (1969) 
Coping  Wire  (1962) 
Copolymer  Resins  (1969) 
Copolymers  of  Vinyl  Chloride  (1970) 

Copolymers)  (1969)  Std.  Me 

Copolymers)  (1970)  Std.  Meth.  for  Chemical 

Copper  Alloy  Bars  and  Forgings,  Corrosion  Resistant  66. 
Copper  Alloy  Bearing  and  Expansion  Plates  and  Sheets  Fo 
Copper  Alloy  Clad  Steel  Plate  (1971) 
Copper  Alloy  Condenser  Tube  Plates  (1970) 
Copper  Alloy  Die  Forgings  (Hot  Pressed)  (1969) 
Copper  Alloy  Forging  Rod,  Bar  and  Shapes  (1971)  ANSI  H7 
Copper  Alloy  Heat  Exchanger  and  Condenser  Tubes  (1961) 
Copper  Alloy  Heat  Exchanger  and  Condenser  Tubes  (1971a) 
Copper  Alloy  Mill  Products;  Including  Flat  Products,  Ro 
Copper  Alloy  Mill  Products;  Std.  Handbook  (1968) 
Copper  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971) 
Copper  Alloy  Products  Std.  Handbook;  Data  and  Spec.  (19 
Copper  Alloy  Rod,  Bar,  and  Shapes  (1971) 
Copper  Alloy  Seamless  Condenser  and  Heat  Exchanger  Tube 
Copper  Alloy  Seamless  Condenser  Tubes  and  Ferrule  Stock 
Copper  Alloy  Seamless  Pipe  and  Tube  (1971)  ANSI  H34.2 
Copper  Alloy  Strip  for  Flexible  Metal  Hose  (1969) 
Copper  Alloy  Tube  (1971)  ANSI  H23.4  Std.  Spec 

Copper  Alloy  Wire  and  Ribbon  67ni-30cu  for  Electronic  A 
Copper  Alloy  Wire  (1971) 
Copper  Alloys  in  Foundry  Pract.  (1965) 
Copper  Alloys  (Cast  Products  Only);  Application  Data  Sh 
Copper  Alloys  (Wrought  Products  Only);  Application  Data 
Copper  Alloys,  Stainless  Steel;  Carbon  Steel  and  Iron; 
Copper  and  Brass  Sheet  and  Strip  Handbook;  Terms  and  De 
Copper  and  Copper  Alloy  Clad  Steel  Plate  (1971) 
Copper  and  Copper  Alloy  Die  Forgings  (Hot  Pressed)  (196 
Copper  and  Copper  Alloy  Forging  Rod,  Bar  and  Shapes  (19 
Copper  and  Copper  Alloy  Heat  Exchanger  and  Condenser  Tu 
Copper  and  Copper  Alloy  Heat  Exchanger  and  Condenser  Tu 
Copper  and  Copper  Alloy  Mill  Products;  Including  Flat  P 
Copper  and  Copper  Alloy  Mill  Products;  Std.  Handbook  (1 
Copper  and  Copper  Alloy  Plate,  Sheet,  Strip,  and  Rolled 
Copper  and  Copper  Alloy  Products  Std.  Handbook;  Data  An 
Copper  and  Copper  Alloy  Rod,  Bar,  and  Shapes  (1971) 
Copper  and  Copper  Alloy  Seamless  Condenser  and  Heat  Exc 
Copper  and  Copper  Alloy  Seamless  Condenser  Tubes  and  Fe 
Copper  and  Copper  Alloy  Tube  (1971)  ANSI  H23,4 
Copper  and  Copper  Alloys  (Cast  Products  Only);  Applicat 
Copper  and  Copper  Alloys  (Wrought  Products  Only);  Appli 
Copper  and  Copper  Clad  Steel  Composite  Conductors  (1971 
Copper  and  Nickel  Electroplating  Solutions  for  Electrof 
Copper  Arsenite  (1970)  ANSI  011.23 
Copper  Arsenite  (1971)  ANSI  Oil. 8 
Copper  Base  Alloy  Castings  in  Foundry  Pract.  (1965) 
Copper  Base  Alloy  Centrifugal  Castings  (1970) 
Copper  Base  Alloy  Continuous  Castings  (1971) 
Copper  Base  Alloys  for  Sand  Castings  (1969) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Copper  Base  Alloys  in  Ingot  Form  tor  Sand  Castings  (197 
Copper  Base  Alloys  with  Nickel  in  Foundry  Pract.  (1965) 
Copper  Base  Sintered  Bearings  (Oil  Impregnated)  (1970) 
Copper  Beryllium  Alloy  Plate,  Sheet,  Strip  and  Rolled  B 
Copper  Beryllium  Alloy  Rod  and  Bar  (1971a) 
Copper  Berylhum  Alloy  Wire  (1971) 
Copper  by  the  Briquet  D-C  Arc  Technique  (1971) 
Copper  Chromate  (1971) 

Copper  Clad  Electrical  Insulating  Materials  and  Thermos 
Copper  Clad  Epoxy  Glass  Laminates  (1968)  /  Spec,  for  I 

Copper  Clad  Stainless  Steel  Sheet  and  Strip  for  Buildin 
Copper  Clad  Steel  Composite  Conductors  (1971)  ANSI  C7.I 
Copper  Clad  Steel  Conductors  (1971) 
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9)  Sid.  Spec,  for  Silver  Coaled  Copper  Clad  Sleel  Wire  for  Electronic  Applications  (196  ASTM  B501 

0)  Sid.  Spec,  for  Tin  Coaled  Copper  Clad  Steel  Wire  for  Electronic  Applications  (197  ASTM  B520 

(1968)  Sid.  Spec,  for  Copper  Clad  Thermosetting  Laminates  for  Printed  Wiring  ASTM  D1867 

Iron  Nickel  Alloy  Wire,  Copper  Clad  56fe-41ni  for  Electronic  Applications  (1970  SAE  AMS77.-?4 

Steel  Wire,  Copper  Clad  99fe  for  Electronic  Applications  (1970)  SAE  AMS77.^2 

70)  Steel  Wire,  Copper  Clad  99fe-0.45mn  for  Electronic  Applications  (19  SAE  AMS77.V^ 

Spec,  for  Polyester  Film,  Copper  Clad,  for  Electronic  Applications  (1971 )  SAE  AMS361.t 

Sid.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Alloy  Weaving  Wire  (1970)  ASTM  B475 

Sid.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Bar  and  Wire  (1970)  ASTM  3473 

reforging/         Sid.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Billets  and  Bars  for  ASTM  B472 

spec,  for  Forged  or  Rolled  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Pipe  Flanges,  Forged  ASTM  B462 

ip(I970)  Sid.  Spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Plate,  Sheet,  and  Str  ASTM  B463 

C7.14  Std.  Spec,  for  Bunch  Stranded  Copper  Conductors  for  Electrical  Conductors  (1971)  ANSI  ASTM  B174 

Equipment  (1970)  ANSI  C7. 39  Std.  Spec,  for  Copper  Conductors  for  Use  in  Hookup  Wire  for  Electronic  ASTM  B286 

ectrical  Conductors  (19/  Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having  Bunch  Stranded  Members,  for  El  ASTM  B172 

or  Electrical  Conductor/  Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having  Concentric  Stranded  Members,  F  ASTM  B173 

Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Copper  Conductors  (1969)  ASTM  B496 

Std.  Spec,  for  Cored,  Annular,  Concentric  Lay  Stranded  Copper  Conductors  ( 1971 )  ANSI  C7. 16  ASTM  B226 

SI  C7.8  Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Conductors,  Hard,  Medium  Hard,  or  Soft  ( 197 1 )  AN  ASTM  B8 

ding  Std.  Dimensions  and  Weights,  and  Safe  Working  Press/  Copper  Drainage  Tube  for  Drainage  Waste  and  Vents  Inclu  CDA  401/4 

Std.  Spec,  for  Copper  Drainage  Tube  (Dwv)  {1971a)  ANSI  H23.6  ASTM  B306 

71)  Std.  Spec,  for  Copper  Foil  for  Printed  Circuit  Wiring  Applications  (19  IPC  CFI50B 
70)                              Std.  Meth.  of  Test.  Flexible  Composites  of  Copper  Foil  with  Dielectric  Film  or  Treated  Fabrics  ( 19  ASTM  D2861 
lysis  (1970)                                               Std.  Meth  of  Test  for  Copper  in  Electrical  Insulating  Oils  by  Photometric  Ana  ASTM  D2608 
tion  Rotating  Disk  Method  (1970)                     Std.  Test  Meth.  for  Copper  in  Insulating  Oils  Spectrochemically  by  the  Solu  ASTM  D2675 

Melh.  for  Copper  in  Pulp  (1969)  TAPPI  T243 

is  (1970)  ANSI  G63.2  Std.  Spec,  for  Copper  Infiltrated  Sintered  Carbon  Steel  Structural  Par  ASTM  B303 

Std.  Spec,  for  Copper  Nickel  Alloy  Castings  (1970)  ASTM  B369 

s(I969)  Std.  Spec,  for  Copper  Nickel  Alloy  Plate  and  Sheet  for  Pressure  Vessel  ASTM  B402 

Id.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  ASTM  B122 

rical  Applications  (1970)  Copper  Nickel  Alloy  Wire  and  Ribbon  78cu-22ni  for  Elect  SAE  AMS4732 

Std.  Spec,  for  Copper  Nickel  Alloys  in  Ingot  Form  for  Castings  (1970)  ASTM  B433 

vessels  (1969)  ANSI  G33.3  Std.  Spec,  for  Chromium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for  Pressure  ASTM  A4I0 

Std.  Spec,  for  Welded  Copper  Nickel  Pipe  and  Tube  (1969)  ASTM  B467 

Id.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Rod  and  Bar  (1970)  ASTM  B151 

Std.  Spec,  for  Cast  Copper  Nickel  Ship  Tailshaft  Sleeves  (1970)  ASTM  B492 

kel  Alloy  Plate.  Sheet,  Strip,  and  Rolled/  Std.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nic  ASTM  B122 

kel  Rod  and  Bar  (1970)  Std.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nic  ASTM  B151 

Melh.  for  Copper  Number  of  Paper  and  Paperboard  (1968)  TAPPI  T430 

Std.  for  Copper  Number  of  Pulp  (1970)  TAPPI  T2I5 

Installation  Std.  for  Copper  or  Red  Brass  Water  Drainage  Tubes  (1969)  lAPMO  IS3 

Spec,  for  Brass  and  Copper  Pipe  for  Plumbing  Installations  (1960)  CDA  7 

7)  Spec,  for  A  Copper  Plated  Through  Hole  Two  Sided  Boards,  Rigid  (196  IPC  TC500 

Std.  Spec,  for  Copper  Plates  for  Locomotive  Fireboxes  (1969)  ASTM  Bll 

Std.  Spec,  for  Copper  Sheet,  Strip,  Plate  and  Rolled  Bar  (1971)  ASTM  B152 

Is  (1969)  Std.  Spec,  for  Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vesse  ASTM  B96 

r  for  General  Purposes  (1969)  Std.  Spec,  for  Copper  Silicon  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Ba  ASTM  B97 

Std.  Spec,  for  Copper  Silicon  Alloy  Rod,  Bar,  and  Shapes  (1969)  ASTM  B98 

H26.3  Std.  Spec,  for  Copper  Silicon  Alloy  Seamless  Pipe  and  Tube  (1969)  ANSI  ASTM  B315 

NSIh30.l  Std.  Spec,  for  Copper  Silicon  Alloy  Wire  for  General  Purposes  (1969)  A  ASTM  B99 

Copper  Silicon  Alloys  in  Foundry  Pract.  (1965)  AFS  NF6511-15 

SIG63.I  Std.  Spec,  for  Iron  Copper  Sintered  Metal  Powder  Structural  Parts  (1970)  AN  ASTM  B222 

Std.  Spec,  for  Sintered  Copper  Steel  Structural  Parts  (1970)  ASTM  B426 

Std.  Spec,  for  Phosphor  Bronze  (Copper  Tin)  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a)  ASTM  B103 

Std.  Spec,  for  Figure  9  Deep  Section  Grooved  and  Figure  8  Copper  Trolley  Wire  for  Industrial  Haulage  (1969)  ANSI  ASTM  B116 

Std.  Spec,  for  Copper  Trolley  Wire  (1969)  ANSI  C7.6  ASTM  B47 

d  Service  (1971)  ANSI  H23. 5  Std.  Spec,  for  Seamless  Copper  Tube  for  Air  Conditioning  and  Refrigeration  Fiel  ASTM  B280 

s  for  Plumbing  and  Heating,  Air  Conditioning  and  Refrige/  Copper  Tube  (and  Fittings)  Handbook  Including  Std.  Type  CDA  405/9 

Std.  Colors  for  Identification  of  Copper  Tube  (1968)  CDA  101/8-41 

Std.  Spec,  for  Welded  Copper  Tube  (1971)  ASTM  B447 

Std.  Spec,  for  Seamless  Copper  Tube,  Bright  Annealed  (1970)  ANSI  H23. 2  ASTM  B68 

Std.  Spec,  for  Seamless  Copper  Water  Tube  (1970)  ANSI  H23.1  ASTM  B88 

Std.  Spec,  for  Phosphorus  Deoxidized  Copper  Wire  Bars,  Billets,  and  Cakes  (1970)  ASTM  B379 

Std.  Spec,  for  Oxygen  Free  Electrolytic  Copper  Wire  Bars,  Billets,  and  Cakes  (1970)  ANSI  H23.1 1  ASTM  B170 

Std.  Spec,  for  Lead  and  Lead  Alloy  Coaled  Soft  Copper  Wire  for  Electrical  Purposes  (1969)  ANSI  C7.15  ASTM  B189 

Std.  Spec,  for  Tinned  Hard  and  Medium  Hard  Drawn,  Copper  Wire  for  Electrical  Purposes  (1969)  ANSI  C7.37  ASTM  B246 

Std.  Spec,  for  Tinned  Soft  or  Annealed  Copper  Wire  for  Electrical  Purposes  (1969)  ANSI  C7.4  ASTM  B33 

of  Test  for  Stiffness  of  Bare  Soft  Square  and  Rectangular  Copper  Wire  for  Magnet  Wire  Fabrication  (1970a)  ANSI  C7  ASTM  B279 

Std.  Spec,  for  Soft  or  Annealed  Copper  Wire  (1969)  ANSI  C7.1  ASTM  B3 

Std.  Spec,  for  Nickel  Coated  Soft  or  Annealed  Copper  Wire  (1969)  ANSI  C7.48  ASTM  B355 

Std.  Spec,  for  Silver  Coated  Soft  or  Annealed  Copper  Wire  (1970a)  ANSI  C7.38  ASTM  B298 

ce  Values  for  Thermometer  Elements  of  Platinum,  Nickel  and  Copper  (1966)  Std.  for  Temperature  Resistan  SAMA  PMC21-4 

Std.  Spec,  for  Phosphor  Copper  (1969)  ASTM  B52 

Glossary  of  Terms  for  Copper,  Brass  and  Bronze  Forgings;  Handbook  (1970)  CDA  703/8 

Std.  Classification  of  Coppers  (1970)  ASTM  B224 

Safety  Std.  for  Flexible  Cord  and  Fixture  Wire  (1971)  ANSI  C33,I  UL  62 

Rec.  Std.  for  Picture  Cord  Wire  (1970)  SWA  *64 

Std.  for  Packaging  of  Electrical  Cable  Cord  Wire  (1971)  NSA  3417 

Rec.  Std.  for  Aircraft  Cord  Wire,  Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA  •! 

Std.  Test  Melh.  for  Adhesion  of  Vulcanized  Rubber  to  Wire  Cord  (1968)  ASTM  D2229 

I  Viscosity  Utilizing  a  Torque  Rheomeler  (Brabender  Plasti  Corder)  at  a  Constant  Mixer  Temperature  (1968)  /Pparen  SPI  VDT19 

ling  to  Use  and  Testing  of  Ferrite  Memory  Cores  and  Memory  Core  Arrays  (1970)  /Initions  of  Terms  and  Symbols  Rela  ASTM  F126T 

alvanized)  and  Aluminum  Coated  (Aluminized)  Stranded  Steel  Core  for  Aluminum  Conductors,  Steel  Reinforced  (ACSR)  ASTM  B500 

Packaging  Std.  for  Items  on  a  Cylindrical  Core  in  a  Transparent  Bag  and  a  Box  (1971)  NSA  3436 

s  for  Transformers  for  Radio  and  TV  (Television)  Receive/  Core  Laminations,  Vertical  and  Horizontal  Channel  Frame  EIA  RS393 

td.  Test  Meth.  for  Delamination  Strength  of  Honeycomb  Type  Core  Material  (1970)  ASTM  C363 
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970) 
970) 


Sid.  Test  Melh.  for  Density  of 
Sid.  Test  Meth.  for  Water  Absorption  of 
Sid.  Test  Meth.  for  Shear  Fatigue  of  Sandwich 
Std.  Spec,  for  Rosin  Flux 
Std.  Test  Meth,  for  Direct  Tensile  Strength  of  Rock 
td.  Test  Meth.  for  Unconfined  Compressive  Strength  of  Rock 
Tenl.  Meth.  of  Test  for  Coincident  Current  Memory 
(1970)  Rec.  Std.  for 

reinforced  (1970)  Std.  Spec,  for  Aluminum  Clad  Steel 

70)  Rec.  Std.  for 

Rec.  Std.  for 
Rec.  Std.  for 

970)  Honeycomb 
rs  (1971)  ANSI  C7. 16  Std.  Spec,  for 

Rec.  Safe  Pract.  in  Sand  Preparation  Molding  and 

5) 

and  Symbols  Relating  to  Use  and  Testing  of  Ferrite  Memory 
two  to  One  Se/  Std  Meth.  of  Testing  Nonmelallic  Magnetic 

ymmetrical  /  Tent.  Meth.  of  Test  for  Nonmelallic  Magnetic 

Id.  Test.  Procedure  for  Torque  Strength  of  Fibre  Tubes  and 
.  Test.  Procedure  for  Internal  Bursting  of  Fibre  Tubes  and 
std.  Test.  Procedure  for  Measuring  Warpage  Fibre  Tubes  and 
Procedure  for  End  Supported  Beam  Strength  Fibre  Tubes  and 
re  for  Measuring  Moisture  Content  of  Fibre  Cans,  Tubes  and 
St.  Procedure  for  Dimensional  Stability  of  Fibre  Tubes  and 
re  for  Measuring  Wall  Thicknesses  of  Fibre  Cans,  Tubes  and 
re  for  Measuring  Inside  Diameters  of  Fibre  Cans,  Tubes  and 
e  for  Measuring  Outside  Diameters  of  Fibre  Cans,  Tubes  and 
for  Measuring  Lengths  or  Heights  of  Fibre  Cans,  Tubes,  and 
ing  Flexure  Under  Side  to  Side  Compression  Fibre  Tubes  and 
f  Adhesive  Bonds,  Due  to  High  Humidity,  of  Fibre  Tubes  and 
on  of  Adhesive  Bonds,  Due  to  Water  Immersion,  of  Fibre  and 
Std.  Meth.  for  Measurement  of  Thickness  of  Sandwich 
td.  Test.  Procedure  for  Side  to  Side  Crush  Fibre  Tubes  and 
.  Test  Meth.  for  Flatwise  Compressive  Strength  of  Sandwich 
r  Test  in  Flatwise  Plane  of  Flat  Sandwich  Constructions  or 
e  for  Axial  (End  to  End)  Compression  Fibre  Cans,  Tubes  and 
t.  Procedure  for  Measuring  Spindle  Fit  Composite  Tubes  and 
erboard,  Perlile,  Fibrous  and  Cellular  Glass,  Urethane  and 
Std.  Spec,  for  Distilled 
Meth.  for  Viscosity  of  Starch  and  Starch  Products 
Std.  Part  Nut,  Self  Locking,  Plate 
std.  for  Roof  Drains  Including  General  Purpose,  Gutter  and 
(1968)  Std.  Test  Meth.  for  Voltage  Endurance  Under 

Manual  of  Roofing  Practice; 
k)(l968)  Rec.  Practice  for 

Roe  Chlorine  Number  (Short  Time 
test  (1967)  Std.  Meth.  of 

Std.  Volume  and  Specific  Gravity 
ful  Information  on  Unloading  Tank  Cars,  Temperature  Volume 
ppendices)  (1971)  Suggested  Good  Practice  Regarding 

Std.  Definitions  of  Terms  Relating  to 
enitic-Type  Alloys  (1971)  Spec,  for  Rings,  Flash  Welded, 

-  14. 5w  -  0.071/  Spec,  for  Alloy  Sheet,  Strip,  and  Plate, 

-  14. 5w  -  0.07/  Spec,  for  Alloy  Bars,  Forgings  and  Rings, 
14. 5w  -  0.071a  (1971)  Spec,  for  Alloy  Wire,  Welding, 

Spec,  for  Alloy  Sheet,  Strip,  and  Plate, 
Spec,  for  Alloy  Wire,  Welding, 
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Resistant,  Upset  Headed,  Heat  Treated,  Roll  T 
Resistant,  17cr  -  7.ini  -  l.lal  (1971) 
Resistant,  18cr  -  11.5ni  (SAE  30305)  Solution 
Resistant,  18cr  -  11.5ni  (SAE  30305)  Solution 
Resistant,  18cr  -  9.0ni  (SAE  30303,  30303se, 
Resistant,  19cr  -  lOni  (SAE  30304)  High  Press 
Resistant,  19cr  -  lOni  (SAE  30304)  Hydraulic, 


SAE 

AMS5524C 

SAE 

AMS5648D 

SAE 

AMS5681B 

SAE 

AMS5522C 

SAE 

AMS5695B 

SAE 

AMS5574A 

SAE 

AMS5650B 

SAE 

AMS5572C 

SAE 

AMS5577B 

SAE 

AMS5694C 

SAE 

AMS7236A 

SAE 

AMS5521  C 

SAE 

AMS7478G 

SAE 

AMS7479C 

SAE 

A  MS. 5660  E 

SAE 

AMS5606 

SAE 

AMS5605 

SAE 

AMS5701 

SAE 

AMS5702 

SAE 

AMS5703 

SAE 

AMS5607 

SAE 

AMS5377 

SAE 

AMS5689A 

SAE 

AMS7469A 

SAE 

AMS7471B 

SAE 

AMS7477B 

SAE 

AMS7235A 

SAE 

AMS5573E 

SAE 

AMS5642E 

SAE 

AMS5645H 

SAE 

AMS5557C 

SAE 

AMS5646F 

SAE 

AMS5556B 

SAE 

AMS5523A 

SAE 

AMS5540H 

SAE 

AMS5611 

SAE 

AMS7470F 

SAE 

AMS5860 

Rec.  P  BIA 

124 

ASTM 

D2809 

ASTM 

D2649 

NACE 

RPOl-70 

SAE 

ARP982A 

Jging  S  NSA 

3400 

SAE 

J447A 

NACE 

RPOl-69 

ASTM 

D2803 

i  SAE 

AMS5560E 

ASME 

BPVC8-1-C 

SAE 

AMS5718 

SAE 

AMS5719 

SAE 

AMS5672 

SAE 

AMS5629A 

SAE 

AMS5619 

SAE 

AMS5628C 

SAE 

AMS5618 

SAE 

AMS4677 

SAE 

AMS5762 

SAE 

AMS5641B 

SAE 

AMS5514D 

SAE 

AMS5636B 

SAE 

AMS5637B 

SAE 

AMS5515E 

SAE 

AMS5519F 

SAE 

AMS5518D 

SAE 

AMS5517E 

SAE 

AMS5516G 

SAE 

AMS5635A 

SAE 

AMS5738A 

SAE 

AMS5513A 

SAE 

AMS5639B 

SAE 

AMS5697A 

SAE 

AMS5501A 

SAE 

AMS5511B 

SAE 

AMS5758 

SAE 

AMS5600A 

SAE 

AMS7472H 

SAE 

AMS5685E 

SAE 

AMS5688F 

SAE 

AMS7474A 

SAE 

AMS5528B 

SAE 

AMS5685F 

SAE 

AMS5686C 

SAE 

AMS5640K 

SAE 

AMS5566E 

SAE 

AMS5567A 
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7/  Spec,  for  Steel  Bars,  Forgings,  Extrusions,  and  Rings, 

te.  Sheet,  A/  Std.  Spec,  for  Stainless  and  Heat  Resisting 

illed  and  Drilled,  Plain  and  Self  Locking,  Alloy  Steel  and 
illed  and  Drilled,  Plain  and  Self  Locking,  Alloy  Steel  and 
itive  Electrical  Tape  Indirect  Measurement  of  Electrolytic 
Std.  Test  Meth.  for  Simulated  Service 
969)  Test  Meth.  for  Laboratory 

71)  Test  Meth.  for  Autoclave 

Std.  Definitions  of  Terms  Relating  to  Corrosion  and 
Test  Meth  of  Conducting  Controlled  Velocity  Laboratory 
s  with  Pre  Engineered,  20  Year  Protection  Against  Exterior 
etal  Surfaces  (1969)  Std.  Test  Meth.  for 

loy  Pipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for 
ract.  for  Drums,  Steel  (Dot  5  a  Unlined)  Used  for  Shipping 
Std.  for  Packaging  of  Close  Tolerance 
eight  Loss  Method)  (1970)  Std.  Meth.  of  Test  for 

mbrittlement  Detector  Method)  (1970)  ANSI  /  Std.  Meth.  of 

Std.  Spec,  for 
Std.  Spec,  for  Helically 
Std.  Spec,  for 
Meth.  for  Bursting  Strength  of 
Tent.  Test  Meth.  for  Bursting  Strength  of 
Meth.  for  Flat  Crush  Test  of 
ability  of  Gummed  Tapes  Forming  the  Manufacturers  Joint  of 
Meth.  for  Test.  Adhesives  Used  in  Glued  Lap  Joints  of 
Test  Meth.  for  Ply  Separation  of  Solid  and 
Std.  Test  Meth.  for  Ply  Separation  (Wet)  of  Solid  and 
Std.  Test  Meth.  for  Edgewise  Compressive  Strength  of 
Std.  Edgewise  Compressive  Strength  of 
lity  of  the  Two  Strip  Gummed  Tape  Closure  for  the  Flaps  of 
Std.  Spec,  for  Zinc  Coated  (Galvanized) 
Std.  Spec,  for  Bituminous  Coated 
and  Stability  of  Shapes  Which  Are  Difficult  to  Palletiz/ 
Packaging  Std.  for  Wrap,  Single  Face 
Std.  Test  Meth.  for  Bearing  Load  of 
t(1971)  Std.  for 

Std.  Test  Meth.  for  Transverse  Load  of 
70)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial 

0)  Std.  Spec,  for 

0)  Std.  for  Aluminum  Sheet  and  Plate;  Commercial 

drains  (1969)  Spec,  for  Prefabricated 

es  (1970)  Spec,  for 

ase  and  Oil  Resistance  of  Wax  Coated  Paper,  Paperboard  and 
Std.  Test  Meth.  for  Flat  Crush  of 
Meth.  for  Flat  Crush  Test  of 
and  Plate;  Commercial  Roofing  and  Siding;  Parallelness  of 
II  Purpose,  Paper,  Cloth,  and  Multi  Ply  Types  (1964) 

Rec.  Std.  for 

Ammonium  Thioglycolate, 
Thioglycolic  Acid, 

istics  (1968)  Std.  Meth.  of  Measuring  (Including 

and  Architect  (on  a  Basis  of  a  Percentage  of  Construction 
t  and  Engineer  (on  a  Basis  of  a  Percentage  of  Construction 

Std.  for  Clevis, 
Std.  Spec,  for  Numbered 
alive  Determination  of  Cotton  And/or  Content  in  Mixture  of 
uantitative  Determination  of  Cotton  Content  in  Mixtures  of 
ion  of  Nylon  Fiber  Content  in  Mixtures  of  Man  Made  Fibers, 
n  of  Acetate  Fiber  Content  in  Mixtures  of  Man  Made  Fibers, 
968)  Quantitative  Determination  of 

uantitative  Determination  of  Cotton  Content  in  Mixtures  of 
f  Up/  Qualitative  Determination  of  Formaldehyde  in  Undyed 

Std.  Test  Meth.  for  Moisture  in 
Quantitative  Determination  of 
ate,  Nylon  (1968)  (Quantitative  Determination  of 

tenoic  A/  Std.  Common  Name  for  the  Pest  Control  Chemical, 
0)  Std.  Meth.  of  Test.  Varnished  Cotton  Fabrics  and 

cal  Insulation  (1970)  Std.  Meth.  of  Test.  Varnished 

0)  Std.  Spec,  and  Meth.  of  Test  for  Certain  Heavy 

Test  Meth.  for  Evaluation  of  Rewetting  Agents  on 
t  Methods)  (1970)  Ans/  Std.  Meth.  of  Test  for  Maturity  of 

Qualitative  Identification  of  Urine  in 
Trading  Rules  for 

Std.  Tolerances  for  Certain  Woven  Fabrics  Made  From  All 

Rec.  Std.  for 

Test  Meth.  for  Mercerization  in  Dyed  and  Dyed 
Std  Meth.  for  Grading 
Test  Meth.  for  Welting  Agents  for  Mercerization  of 
Quantitative  Determination  of  Trash  Content  in 
Determination  of  Trash  Content  in  Acrylic  Resin  Treated 
Determination  of  Wool  Content  in  Mixture  of  Wool  and 
Quantitative  Determination  of  Formaldehyde  in 
Man  Made  Fiber  Content  in  Mixtures  of  Man  Made  Fibers  and 
Std.  Test  Meth.  for  Non  Lint  Content  of 
Quantitative  Determination  of  Wool  in  Mixtures  of  Wool 


Corrosion  Resistant,  22cr  -  12. 5ni  -  5. 3mn  -  2. 25mo  (19  SAE  AMS5764 

Corrosion  Resisting  Chromium  Nickel  Manganese  Steel  Pla  ASTM  A412 

Corrosion  Resisting  Steel,  Unified  Coarse  3a  and  2a  Thr  NSA  1352 

Corrosion  Resisting  Steel,  Unified  Fine  3a  Thread  (1971  NSA  1351 

Corrosion  Test  Meth.  (1959)  Pressure  Sens  PSTC  52 

Corrosion  Test,  of  Engine  Antifreezes  (1970)  ASTM  D2570 

Corrosion  Test,  of  Metals  for  the  Process  Industries  (1  NACE  TMOl-69 

Corrosion  Test,  of  Metals  in  High  Temperature  Water  (19  NACE  TMOI-71 

Corrosion  Test.  (1971)  ASTM  G15 

Corrosion  Tests  (1970)  NACE  TM02-70 

Corrosion  (1970)  Std.  for  Underground  Steel  Tank  STI  *3 

Corrosive  and  Adhesive  Effects  of  Gasket  Materials  on  M  ASTM  F64 

Corrosive  High  Temperature  Service  (1970)  /Abilized  Al  ASTM  B462 

Corrosive  Liquids  as  Defined  by  DOT  Regulations  (1970)  MCA  D30 

Corrosive  Resistant  Cylindrical  Hardware  Items  (1971 )  NSA  3433 

Corrosivily  of  Water  in  the  Absence  of  Heat  Transfer  (W  ASTM  D2688 

Corrosivity  Test  of  Industrial  Water  (Bureau  of  Mines  E  ASTM  D807 

Corrugated  Aluminum  Alloy  Culvert  Pipe  (1965)  AASHO  M196 

Corrugated  Aluminum  Alloy  Culvert  Pipe  (1965)  AASHO  M211 

Corrugated  Aluminum  Alloy  Pipe  Underdrains  (1970)  AASHO  M197 

Corrugated  and  Solid  Fiberboard  (1966)  TAPPI  T810 

Corrugated  and  Solid  Fiberboard  (1968)  ASTM  D2738 

Corrugated  Board  (1971)  TAPPI  T808OS 

Corrugated  Fiberboard  Boxes  (1957)  /to  Measure  the  Dur  GIA  1 

Corrugated  Fiberboard  Containers  (1969)  TAPPI  T674 

Corrugated  Fiberboard  (Wet)  (1970)  .  TAPPI  T8I2 

Corrugated  Fiberboard  (1969)  ASTM  D1028 

Corrugated  Fiberboard  (1969)  ASTM  D2808 

Corrugated  Fiberboard;  Short  Column  Test  (1970)  TAPPI  T811 

Corrugated  Fibreboard  Boxes  (1958)  /Measure  the  Durabi  GIA  2 

Corrugated  Iron  or  Steel  Culverts  and  Underdrains  (1970  AASHO  M36 

Corrugated  Metal  Culvert  Pipe  and  Pipe  Arches  (1970)  AASHO  M190 

Corrugated  or  Fiber  Board  Trays  for  Interior  Protection  RI  P242 

Corrugated  Paper  (1971)  NSA  3437 

Corrugated  Plastic  Panels  (1969)  ASTM  D1602 

Corrugated  Polyethylene  Coilable  Electrical  Plastic  Due  NEMA  TC5 

Corrugated  Reinforced  Plastics  Panels  (1969)  ASTM  D1502 

Corrugated  Roofing;  Designed  Dimensions  and  Weights  (19  AA  *287.23 

Corrugated  Sheet  Steel  Beams  for  Highway  Guardrail  (197  AASHO  M180 

Corrugated  Siding;  Designed  Dimensions  and  Weights  (197  AA  *287.24 

Corrugated  Steel  Pipe  and  Arches  for  Culverts  and  Under  AREA  1-4-6 

Corrugated  Structural  Plate  Pipe,  Pipe  Arches,  and  Arch  AREA  1-4-25 

Corrugated  (1971 )  Test  Meth.  for  Gre  TAPPI  UM-410 

Corrugating  Medium  (1969)  ASTM  D2806 

Corrugating  Medium  (1971)  TAPPI  T809OS 

Corrugations  (1970)  Std.  for  Aluminum  Sheet  AA  *287.31 

Corrugators  Box  Tape  Industry  Spec,  for  Glass,  Nylon,  A  GIA  01-59B 

Corset  Stay  Wire  (1970)  SWA  '31.1 

Corset  (Boning)  Wire  (1962)  SWA  '103 

Cosmetic  Grade  (1959)  CTFA  32 

Cosmetic  Grade  (1964)  CTFA  31 

Cost)  and  Recording  Patron  and  Non  Employee  Injury  Stat  ANSI  Z108.1 

Cost)  (1970)  Std.  Form  of  Agreement  Between  Owner  AIOA  B131 

Cost)  (1970)  Std.  Form  of  Agreement  Between  Architec  AIOA  C131 

Cotter,  Dowel,  Grooved,  Taper  and  Straight  Pins  (1970)  IFI  SEC.L 

Cotton  and  Army  Duck  (Fabric)  (1970)  ASTM  D230 

Cotton  and  Kapok  (1968)  Quanlit  ABFLO  D-5 

Cotton  and  Wool  (1968)  ABFLO  D-16 

Cotton  and  Wool  (1968)  Quantitative  Determinat  ABFLO  D-7 

Cotton  and  Wool  (1968)  Quantitative  Determinatio  ABFLO  D-9 

Cotton  And/or  Content  in  Mixture  of  Cotton  and  Kapok  (1  ABFLO  D-5 

CoUon  And/or  Rayon,  Acetate,  Nylon  (1968)  ABFLO  D-17 

Cotton  Battings  Used  as  Filling  Materials  in  Articles  O  ABFLO  K-1 

Cotton  by  Oven  Drying  (1970)  ASTM  D2495 

Cotton  Content  in  Mixtures  of  Cotton  and  Wool  (1968)  ABFLO  D-16 

Cotton  Content  in  Mixtures  of  Cotton  And/or  Rayon,  Acet  ABFLO  D-17 

Cotton  Defoliant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  0x0  2  Pen  ANSI  K62.79 

Cotton  Fabric  Tapes  Used  for  Electrical  Insulation  (197  ASTM  D295 

Cotton  Fabrics  and  Cotton  Fabric  Tapes  Used  for  Electri  ASTM  D295 

Cotton  Fabrics  for  Manufacture  of  Hose  and  Belting  (197  ASTM  D181 

Cotton  Fabrics  (1971)  ANSI  L14. 106  AATCC  27 

Cotton  Fibers  (Sodium  Hydroxide  Swelling  Polarized  Ligh  ASTM  DI442 

Cotton  Fibers  (1968)  ABFLO  A-1 

Cotton  Linters  (1971)  NCPA  '5 

Cotton  or  From  Cotton/Man  Made  Fiber  Blends  (1970)  ASTM  D2514 

Cotton  Pickers  Spindle  Wire  (1970)  SWA  '33 

Cotton  Yams  and  Fabrics  (1971)  ANSI  L14.124  AATCC  89 

Cotton  Yams  tor  Appearance  (1970)  ANSI  L14.164  ASTM  D2255 

Cotton  Yams  (1971)  ANSI  LI4.79  AATCC  43 

Cotton  (1968)  ABFLO  A-3 

Cotton  (1968)  ABFLO  A-8 

Cotton  (1968)  ABFLO  D-1 

Cotton  (1968)  ABFLO  K-5 

Cotton  (1968)  Quantitative  Determination  of  Total  ABFLO  D-10 

Cotton  (1969)  ASTM  D2812 

Cotton,  and  Man  Made  Fibers  (1968)  ABFLO  D-13 
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ion  of  Rayon  Fiber  Content  in  Mixtures  of  Man  Made  Fibers, 
s  and  Definitions  for  Vegetable  Fibers  (Akund.  Coco,  Coir, 
Std.  Spec,  for  Fractionated  and  Distilled 
Trading  Rules  for 
Trading  Rules  for 
Trading  Rules  for 

ts  and  Flakes  (1971)  Trading  Rules  for 

ces  for  Certain  Woven  Fabrics  Made  From  All  Cotton  or  From 
h.  for  Measuring  the  Thickness  of  Metallic  Coatings  by  the 
(1971)  Std.  Plate 

Safety  Std.  for  Portable  Electrically  Illuminated 
Product  Std.  for  Self  Edged  Surfaced 
solid  Rubber  Tires  (19/  Rec.  Pract.  for  Axle  Loadings  for 

Std.  Test  Procedure  for  Geiger  Muller 
70)  Insert  Molded  In, 

60  Deg. 

Using  Inst/  Std.  Meth.  of  Test  for  Continuous  Sizing  and 

Iters  (1969)  ANSI  /  Std.  Meth.  for  Microscopic  Sizing  and 

NSI  Z146.1  Std.  Meth.  for  Measuring  and 

xygen  Content  Using  a  14  Mev  Neutron  Activation  and  Direct 
ual  for  Carbon  Steel  Pipe;  Structural  Tubing  Line  Pipe  Oil 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Use  with  B-E  67  Ht 

Std.  F  Interlocking 

gricultural  Wheeled  Tractors  Equipped  with  Quick  Attaching 
Agricultural  Wheel  Tractors  Equipped  with  Quick  Attaching 
Std.  E  Coupler,  Swivel  Shank  43  In. 
1970)  Std.  F 

Std.  F  Interlocking 
Std. 

Std.  Details  of  Seamless  Steel  Tube  Bushings  for 
970)  Std.  Controlled  Slack 

Std.  F  Interlocking 


0) 


r  and  36  In.  Draft  Gear  Pocket  (1970) 


Std.  E 
Std.  E 

Shank  Coupler  (1970)  Std.  E 

1  Shank  Coupler  (for  Replacement  in  Kind  Only)  (1/  Std.  E 

1  Shank  Coupler  (1970)  Std.  E 

Std.  for  F  Interlocking 
Std.  E 

Std.  Controlled  Slack 
Shank  Coupler  (1970)  Std.  E 

1  Shank  Coupler  (1970)  Std.  E 

Spec,  for 

senger  Equipment  Cars  (1970)  Std.  H  Tightlock 

Std.  E 
Std.  E 
Std.  E 

ler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank 

Std.  Detail  Parts  for  E 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Swivel  Shank 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Rigid  Shank 
Std.  F  Interlocking 

pier  Yoke,  Lightweight  Design,  Cast  Steel,  for  Rigid  Shank 
pier  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Rigid  Shank 
ler  Yoke,  Lightweight  Design,  Cast  Steel,  for  Swivel  Shank 
ler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank 


9) 


Std. 
Std. 


Spec,  for  Secondhand  Std 
Spec,  for  Purchase  and  Acceptance  of  Std 
)  (1970)  Spec,  for  Secondhand  A.A.R.  Std 

nspection  and  Maintenance  of  Alternate  Std.  F  Interlocking 

Std.  for  Mounting  of 
Std.  for  Mounting  of 

sleeve  (1970)  Std.  for  Mounting  of 

geOd(l970)  Std.  for 

zoelectric  and  Dielectric  Constants,  the  Electromechanical 

Std.  Air  Brake  Hose 
Std.  for  Air  Brake  Hose 
Std.  Air  Brake  Hose 
National  Std.  Screw  Threads  for  Fire  Hose 
Rec.  Pract.  for  Trailer 
L  Trailer 
Safely  Std.  for 

and  Procedures  for  Hydraulic  Fluid  Power  Quick  Disconnect 
Std.  for  Keyways  for  Flexible 
.  for  Load  Classification  and  Service  Factors  for  Flexible 

Rec. 

Std.  Spec,  for  Crushed  Stone  and  Slag  for  Base 
d.  Spec,  for  Crushed  Stone  and  Slag  for  Waterbound  Surface 
c.  for  Crushed  Stone  and  Slag  for  Bituminous  Concrete  Base 
for  Crushed  Stone  and  Slag  for  Bituminous  Macadam  Surface 
for  Crushed  Stone  and  Slag  for  Bituminous  Concrete  Surface 
,  Slag  Gravel  for  Dense  Graded  Bituminous  Road  Mix  Surface 
crushed  Gravel  for  Open  Graded  Bituminous  Road  Mix  Surface 


Cotton,  and  Wool  (1968)  (Quantitative  Determinal 

Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Manila,  Milkweed, 
Cottonseed  Fatty  Acids  (1969) 
Cottonseed  Hulls  (1971) 

Cottonseed  Oil,  Soapstock  and  Tank  Bottoms  (1971) 
Cottonseed  Products  (1971) 

Cottonseed  Slab  and  Sized  Cake,  Meal,  Screenings,  Pelle 
Cotton/Man  Made  Fiber  Blends  (1970)  Std.  Toleran 

Coulometric  Meth.  (1970)  Std.  Met 

Count  (for  Determining  the  Bacterial  Density  of  Waters 
Counter  Scales  (1971)  ANSI  C33.16 
Counter  Tops  (1971) 

Counterbalanced  Rider  Fork  Trucks  with  Std.  or  Cushion 
Counters  (1970) 

Countersunk  and  Thru  Clearance  Hole,  Sandwich  Panel  (19 
Countersunk  Head  Rivet  for  Farm  Mower  Cutter  Bars  (1966 
Counting  of  Airborne  Particles  in  Dust  Controlled  Areas 
Counting  Particles  From  Aerospace  Fluids  on  Membrane  Fi 
Counting  Particulate  Contamination  of  Surfaces  (1970)  A 
Counting  Technique  (1969)  Tent.  Test  Meth.  for  0 

Country  Tubular  Goods  (1964)  Steel  Products  Man 

Coupler  and  36  In.  Draft  Gear  Pocket  (1970) 
Coupler  for  Special  Car  Equipment  (1970) 

Coupler  for  Three  Point  Free  Link  Hitch  (1966)  IS  to  A 

Coupler  for  Three  Point  Free  Link  Hitch  (1967)  SAE  J909 
Coupler  Length  (1970) 

Coupler  Operating  Rod  for  Use  with  Number  C-F  79  A-Ht 
Coupler  Parts  (1970) 

Coupler  Shank  Wear  Plates  and  Application  (1970) 
Coupler  Shanks  (1970) 

Coupler  Yoke  and  Parts,  for  Passenger  Equipment  Cars  (I 
Coupler  Yoke,  Cast  Steel  (1970) 

Coupler  Yoke,  Cast  Steel,  for  Rigid  Shank  Coupler  (1970 
Coupler  Yoke,  Cast  Steel,  for  Swivel  Shank  Coupler  (197 
Coupler  Yoke.  Cast  Steel,  for  Twin  Draft  Gear  and  Rigid 
Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swive 
Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swive 
Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  (1970) 
Coupler  Yoke,  Cast  Steel,  for  Use  with  B-E  67  Ht  Couple 
Coupler  Yoke,  for  Passenger  Equipment  Cars  (1970) 
Coupler  Yoke,  Lightweight  Design,  Cast  Steel,  for  Rigid 
Coupler  Yoke,  Lightweight  Design,  Cast  Steel,  for  Swive 
Coupler  Yokes  (1970) 

Coupler  Yokes,  Radial  Connections  and  Fittings,  for  Pas 
Coupler  5  X  7  In.  Shank  (1970) 
Coupler  6  1/4X8  In.  Shank  (1970) 
Coupler  6  1/4X8  In.  Swivel  Shank  (1970) 
Coupler  (for  Replacement  in  Kind  Only)  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 
Coupler  (1970) 

Coupler,  Swivel  Shank  43  In.  Coupler  Length  (1970) 
Coupler,  Swivel  Shank,  60  Inch  Length  (1970) 
Coupler,  6  1/4X8  In.  Rigid  Shank  (25  In.  Length)  (196 
Couplers,  Knuckles,  Locks  and  Other  Parts  (1970) 
Couplers,  Knuckles,  Locks,  and  Other  Parts  (1970) 
Couplers,  Knuckles;  Locks  and  Other  Parts  (Freight  Cars 
Couplers,  Parts  and  Operating  Mechanisms  on  Freight  and 
Coupling  and  Nipple  to  Air  Brake  and  Signal  Hose  (1970) 
Coupling  and  Nipple  to  Air  Brake  and  Signal  Hose  (1970) 
Coupling  and  Nipple  to  Brake  Pipe  Hose  with  Protection 
Coupling  Clamp,  Groove  V  Band  6.400,  9.400,  11.400  Flan 
Coupling  Factor  (1958)  /Ermination  of  the  Elastic,  Pie 

Coupling  Gasket  Gage  (1970) 
Coupling  Pinless  Type  (1970) 
Coupling  (1970) 
CoupUngs  and  Fittings  (1958) 
Couplings  and  Hitches  on  Boats  (1969) 
Couplings  and  Hitches;  Automotive  Type  (1969) 
Couplings  for  Rubber  Lined  Fire  Hose  (1970) 
Couplings  (1970)  Std.  Test  Conditions 

Couplings  (1971) 

Couplings  (1971)  Std 
Coupon  Sizes  and  Legends  for  the  Grocery  Industry  (1964 
Course  (1964) 

Course  (1964)  St 
Course  (1964)  Std.  Spe 

Course  (1964)  Std.  Spec. 

Course  (1964)  Std.  Spec. 

Course  (1964)  Std.  Spec,  for  Crushed  Stone 

Course  (1964)  /.  for  Crushed  Stone,  Crushed  Slag,  and 


/  E  Coup 


Std.  E  Cou 
Std.  E  Cou 
Std.  E  Coup 
Std.  E  Coup 
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MSRP-C-55 

AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 

MSRP-C-36 

AAR 

MSKr-C-37 

AAR 

MSkP-C-56 

AAR 
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AAR 
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AAR 
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AAR 

MoKP-C-5oA 

AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 
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AAR 

MSRP-E-51B 

AAR 

MSRP-E-51  A 

SAE 
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AAR 
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AAR 
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AAR 
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6/  Std.  Test  Meth.  for  in  Place  Density  of  Compacted  Base  Courses  Containing  Large  Sizes  of  Coarse  Aggregates  (19  AASHO  T181 

Nominal  Height  of  Masonry  Walls  by  Courses  for  Brick  and  Block  (1967)  ILIA  '8.32 

and  Crushed  Gravel  for  Bituminous  Macadam  Base  and  Surface  Courses  of  Pavements  (1971)  /Hed  Stone,  Crushed  Slag,  ASTM  D693 

for  Aggregate  and  Soil  Aggregate  Subbase  Base  and  Surface  Courses  (1965)  Std.  Spec,  for  Materials  AASHO  Ml 47 

Std.  for  Mobile  Home  Parks  (Trailer  Courts)  (1971)  ANSI  Al  19.3  NFPA  501A 

Packaging  Std.  for  Covered  Aluminum  Conductor  (1970)  AA  '22 

ets  for  Transport  of  Dry  Bulk  Chemicals  and  Pla/  Rec.  for  Covered  Hopper  Cars  Equipped  with  Vacuum  Pneumatic  Outl       MCA  TCI3 

cilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Covered  Hopper  Cars  Equipped  with  Vacuum  Pneumatic  Outl       MCA  TC17 

Meth.  for  Hardness  of  Rubber  Covered  Rolls  (Plastometer  Test)  (1953)  TAPPI  T640 

et  Insulation  and  Blanket  Type  Pipe  Insulation  (Metal  Mesh  Covered)  (Industrial  Type)  (1970)  /Mineral  Fiber  Blank  ASTM  C592 

for  Reboarding  From  the  Water  (Boa/  Rec.  Pract.  and  Std.  Covering  Aids  to  Security  of  Personnel  on  Deck  and  Aids  ABYC  H12 

Boats  (1970)  Rec.  Pract.  and  Std.  Covering  Alternating  Current  (Ac)  Electrical  Systems  on  ABYC  E8 

Rec.  Pract.  and  Std.  Covering  Boat  Heating  Systems  (1970)  ABYC  A7 

Rec.  Pract.  and  Std.  Covering  Boat  Trailer  Pract.  (1970)  ABYC  A15 

1970)  Rec.  Pract.  Covering  Buoyancy  in  the  Event  of  Flooding  (on  Boats)  ABYC  H8 

0)  Rec.  Pract.  and  Std.  Covering  Portable  Containers  for  Flammable  Liquids  (197  ABYC  P12 

Rec.  Pract.  and  Std.  Covering  Radar  Equipment  on  Boats  (1970)  ABYC  E7-2 

on  Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  Refrigeration  and  Air  Conditioning  Equipment  ABYC  A6 

on  and  Auxihary  Machinery  (Boats)  /  Rec.  Pract.  and  Std;  Covering  Safe  Installation  of  Fuel  Systems  for  Propuisi  ABYC  P2 

Rec.  Pract.  and  Standards  Covering  Safe  Powering  of  Small  Boats  (1970)  ABYC  PU 

rine  Toilet  (Waste  Systems)  (on  Boa/  Rec.  Pract.  and  Std.  Covering  Sewage  Holding  And/or  Treatment  Devices  for  Ma  ABYC  A8 

ngth  (Boats)  (1970)  Rec.  Pract.  Covering  Steering  Systems  on  Vessels  Under  26  Ft.  in  Le  ABYC  H16A 

pplication  (1970)  Std.  Spec.  Covering  Surfaces  of  Separable  Body  Center  Plates  and  A  AAR  MSRP-C28.1 

tion  of  Wear  Liners,  Cars  with  6  1/2  X  12  In.  and  L/  Std-.  Covering  Surfaces  of  Truck  Center  Plate  and  the  Applica  AAR  MSRP-D-14A 

Iley  Stoves  (Other  Than  Those  Using/  Rec.  Pract.  and  Std.  Covering  the  Design  Construction  and  Installation  of  Ga  ABYC  A3 

.C.  Rectifiers  (on  Boats)  (1970)  Rec.  Pract.  Covering  the  Design,  Construction  and  Installation  of  A  ABYC  E6 

and  Auxiliaries  (Diesel  and  Gasolin/  Rec.  Pract.  and  Std.  Covering  the  Installation  of  Air  Cooled  Marine  Engmes  ABYC  PIO 

ems  (on  Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  the  Marine  Use  of  Liquefied  Petroleum  Gas  Syst  ABYC  Al 

s)(l970)  Rec.  Pract.  and  Std.  Covering  the  Protection  of  Electrical  Circuits  (on  Boat  ABYC  E5 

of  Propulsion  Engine  Control  Syste/  Rec.  Pract.  and  Std.  Covering  the  Safe  Design,  Construction  and  Installation  ABYC  PI4 

Rec.  Std.  for  Covering  Wire  (Musical  Instrument  String)  (1970)  SWA  *34 

Rec.  Pract.  and  Std.  Covering  Wiring  Identification  on  Boats  (1970)  ABYC  E3 

Wind  Damage  to  Built  Up  Roof  Covering  (1968)  FMS  10-37 

Spec.  Field  Applied  Laminated  Plastic  Wall  Covering  (1971)  CSI  06242 

Std.  Publication  for  Metallic  and  Associated  Coverings  for  Impregnated  Paper  Insulated  Cables  (1967)  IPCEA  S67-40I 

Repair  Procedures  for  Wind  Damaged  Built  Up  Roof  Coverings  Over  Steel  Deck  (1971 )  FMS  LPDI-48 

Std.  Meth.  of  Fire  Tests  of  Roof  Coverings  (1970)  ASTM  EI08 

Manual  on  Roof  Coverings  (1970)  NFPA  203M 

Test  Meth.  of  Fire  Roof  Coverings  (1970)  NFPA  256 

Rec.  Pract.  for  Temporary  Roof  Deck  Coverings  (1970)  NRCA  *2-A4 

9)  ANSI  Z109.19  Std.  Meth.  of  Test  for  Grain  Crack  and  Extension  of  Leather  by  the  Mullen  Test  (R196  ASTM  D2210 

.10  Std.  Test.  Meth.  for  Cold  Crack  Resistance  of  Upholstery  Leather  (1969)  ANSI  Z109  ASTM  D1912 

tic  Stainless  Steel  in  Refineries  Against  Stress  Corrosion  Cracking  by  Use  of  Neutralizing  Solutions  During  Shut  D  NACE  RPOl-70 

Std.  Test  Meth.  for  Environmental  Stress  Cracking  of  Ethylene  Plastics  (1970)  ASTM  DI693 

Rec.  Pract.  Crane  Hoist  Line  Speed  and  Power  Test  Code  (1969)  SAE  J820 

Rec.  Pract.  for  Crane  Load  Stability  Test  Code  (1969)  SAE  J765A 

Load  Indicating  Devices  in  Lifting  Crane  Services  (1968)  SAE  J376 

Mobile  Hydraulic  Crane  Std.  (1968)  CIMA  PCSA2 

Spec,  for  Electric  Overhead  Traveling  Cranes  (1961)  CMAA  61 

Spec,  tor  Offshore  Cranes  (1971)  API  2C 

Safety  Code  for  Cranes,  Derricks,  Hoists,  Jacks  and  Slings  ( 1969)  ANSI  B30.6 

d  Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mining  Cars  (5  MPH);  Selection  Proc  TRA  3 

Safety  Code  for  Crawler,  Locomotive  and  Truck  Cranes;  Derricks,  Hoists,  Jacks  and  Slings  (1968)  ANSI  B30.5 

External  Ignition  Proofing  of  Marine  Engine  Cranking  Motors  (1968)  SAE  J355 

std.  Spec,  for  Magnetic  Particle  Inspection  of  Large  Steel  Crankshaft  Forgings  (1971)  ANSI  G60.3  ASTM  A456 

Jacks  and  Slings  (1968)  Safety  Code  for  Crawler,  Locomotive  and  Truck  Cranes;  Derricks,  Hoists,  ANSI  B30.5 

.  for  Determining  Overrun  of  Food  Aerosols  Such  as  Whipped  Cream  (1971)  Meth  CSMA  AG*31 

Std.  Spec,  for  Concentrated,  Ammonia  Preserved,  Creamed  and  Centrifuged  Natural  Rubber  Latex  (1971)  ASTM  D1076 

Rec.  Pract.  for  Fiberboard  Crease  Bending  Test  (1969)  SAE  J119 

Std.  Test  Meth.  for  Crease  Retention  of  Wrapping  Paper  (R1968)  TAPPI  T446m  ASTM  D920 

970)  Test  Meth.  for  Appearance  of  Creases  in  Wash  and  Wear  Items  After  Home  Laundering  (1  AATCC  88C 

est  (1969)  Meth.  for  Creasing  of  Flexible  Packaging  Material  Specimens  for  T  TAPPI  T512 

Meth.  for  Static  Creasing  of  Paper  for  Water  Vapor  Transmission  (1971)  TAPPI  T465SU 

Std.  Spec,  for  Credit  Cards  (1971)  ANSI  X4.13 

Uniform  Credits  Toward  Star  Ratings  for  Judging  of  Salons  (1969  PSA  8 

ials  Under  Conditions  of  Rapi/  Rec.  Pract.  for  Conducting  Creep  and  Creep  Rupture  Tension  Tests  of  Metallic  Mater  ASTM  E150 

r  Compression  Loads  at  V/  Rec.  Pract.  for  Test.  Long  Time  Creep  and  Stress  Relaxation  of  Plastics  Under  Tension  O  ASTM  D674 

1969)  Rec.  Pract.  for  Conducting  Creep  and  Time  for  Rupture  Tension  Tests  of  Materials  ASTM  E139 

Test  Meth.  for  Long  Time  Creep  of  Epoxy  Compounds  (RI969)  ASTM  D674  SPI  ERF4 

Std.  Test  Meth.  for  Flexure  Creep  of  Sandwich  Constructions  (1970)  ASTM  C480 

oading  (Metal  to  Metal)  (1969)  Std.  Test  Meth.  for  Creep  Properties  of  Adhesives  in  Shear  by  Compression  L  ASTM  D2293 
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ng  (Metal  to  Metal)  (1969)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for 

Conditions  of  Rapi/  Rec.  Pract.  for  Conducting  Creep  and 

Std.  Volume  and  Specific  Gravity  Correction  Tables  for 
Std.  Meth.  for  Analysis  of 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
971)  Std.  for 

piling  Pressure  Treated  with  Water  Borne  Preservatives  and 
1970)  Std.  for 

Std.  Spec,  for 
Std.  Test  Meth.  for  Moisture  and 
Std.  for  Petroleum  Oil  for  Blending  with 
Std.  Meth.  of  Sampling  and  Test. 
Std.  Spec,  for  Petroleum  for  Blending  with 
e  (1970)  ANSI  010.1  Std.  Spec,  tor 

Hose  Wire  (Low  Carbon)  Half  Round  Half  Oval 
Test  Meth.  for  2,  6  Ditertiary  Butyl  Para 

rt  Aircraft)  (1970) 

Rec.  Pract.  for 
Std.  for  Seats  for  Flight  Deck 
Spec,  for  Reinforced  Concrete 
Tent.  Meth.  for  Determining  Effective  Crimping  on  Outside 
rs  (1971)  Tent.  Meth.  for  Determining  Effective 

Std.  for  Soft  Glass  Bulb 
Std.  for  Hard  Glass  Bulb 
Std.  for  Molded  Flare 
Soft  Glass  Tubing  and  Cane 
pport  of  Space  Systems  (Guide  Specificatio/  Environmental 
agons  (1971)  Rec.  Pract.  for  Minimum  Performance 

d.  Front  End  Loa/  Rec.  Pract.  for  the  Minimum  Performance 
d,  Self  Propelled  Sc/  Rec.  Pract.  for  Minimum  Performance 

lied  Graders  (1971)  Rec.  Pract.  for  Minimum  Performance 

r  Generating  Stations  (1970) 

s  and  Colleges  (1967)  Evaluation 
easurements  of  Color  Television  Safety  Pa/  Test  Meth.  and 

lated  to  Electrostatic  Precipitators  (1965) 
ating  Stations  (1971) 

tired.  Self  Propelle/  Rec.  Pract.  for  Minimum  Performance 

r  Buildings  (1966)  Tent. 
Fire  Boilers  (1967) 

Rec. 

ects  (1970)  Rec.  Pract.  for  Aerospace  Ground  Equipment 

ill  with  a  Span  Bolster  Arrange/  Std.  for  Outhne  of  Test 

icture  Tubes  (1966)  Spec. 

Hard  Glass  Tubing  and  Cane 
Cyclonic  Mechanical  Dust  Collector 
Gravity,  Louver  and  Dynamic  Mechanical  Collector 
Fluid  System  Component  Spec. 
Rec.  for  the  Basic  Radiation  Protection 
opropellants  (1970)  Std.  Meth.  of  Test  for 

zing  (1971)  Tent.  Test  Meth.  for 

nt.  Including/  Code  of  Good  Pract.  for  the  Performance  of 

Std. 

aterials)  (1969)  Std.  Dosimetry  for 

ials  Outside  Reactors  (1969)  Std.  Nuclear 

est  for  Butadiene  Purity  and  Hydrocarbon  Impurities  by  Gas 
ion.  Installation,  and  Rating  of  Equipment  for  Drying  Farm 
Meth.  for  Cellulose  in  Pulp  by 
card  (1964)  Meth.  for 

nkable/  Spec,  for  Plastic  Moldings,  Electrical  Insulation 

and  Cable  for  the  Transmission  and  Distribution  of  Elect/ 
Std.  Part  Screw,  Machine  Pan  Head, 
ducts  (1970)  Std.  for 

Spec,  for  Drives  Using  Single  V-Belts  (21,  31,  41,  and  51 
essure  Processes  (1970)  Std.  for 

Spec,  for  Railway 
Std.  for  Metal 

(1970)  Std.  for  Sawn 

.  Pract.  Meth.  of  Marking  Box  Cars  Equipped  with  Removable 

Spec,  for  Highway 
Rec.  Use  of  Various  Types  of  Highway  Railway  Grade 
ire  and  Cable  Rated  0  to  2000v  (1970)  Std.  Spec,  for 

ire  and  Cable  Rated  2001  to  15,  OOOv  (1970/  Std.  Spec,  for 

Std.  Meth.  of  Test  for  Water  and  Sediment  in 
Std.  Meth.  of  Test  for  Water  and  Sediment  in 
Std.  Meth.  of  Test  for  Sediment  in 
Std.  Meth.  of  Test  for  Water  and  Sediment  in 
Std.  Meth.  of  Test  for  Water  and  Sediment  in 
Tent.  Meth.  for  Distillation  of 
Rec.  for  Storage  of  Baled 
ific  Weight,  Durability  and  Moisture/  Wafers,  Pellets  and 

Std.  Test.  Procedure  for  Side  to  Side 
Std.  Test  Meth.  for  Flat 
Meth.  for  Flat 
Meth.  for  Flat 


Creep  Properties  of  Adhesives  in  Shear  by  Tension  Loadi 

Creep  Properties  of  Package  Cushioning  Materials  (1968) 

Creep  Rupture  Tension  Tests  of  Metallic  Materials  Under 

Creosote  and  Coal  Tar  (R1970) 

Creosote  and  Oil  Type  Wood  Preservatives  (1971) 

Creosote  Coal  Tar  Solutions  for  Above  Ground  Use  (1971) 

Creosote  Coal  Tar  Solutions  for  Ground  Contact  Use  (197 

Creosote  for  Brush  or  Spray  Treatment  for  Field  Cuts  (1 

Creosote  for  Use  in  Marine  Waters  (1968)  /Ent  of  ' 

Creosote  Pentachlorophenol  Wood  Preservative  Solution 

Creosote  Petroleum  Solution  (1970) 

Creosote  Type  Preservative  in  Wood  (1970) 

Creosote  (1970) 

Creosote  (1970)  ANSI  011.9 

Creosote  (1971) 

Creosoted  End  Grain  Wood  Block  Flooring  for  Interior  Us 
Crescent  (1962) 

Cresol  in  Electrical  Insulating  Oils  (1970) 

Crew  Escape  Provisions,  Flight  Deck  (Commercial  Transpo 

Crew  Safety  Provisions  for  Cargo  Aircraft  (1970) 

Crewmen  for  Transport  Aircraft  (1971) 

Crib  WaUs  (1970) 

Crimped  Valves  for  Aerosol  Containers  (1971) 

Crimping  on  Outside  Crimped  Valves  for  Aerosol  Containe 

Criteria  and  Bulb  Outlines  (1963) 

Criteria  and  Bulb  Outlines  (1963) 

Criteria  and  Outlines  (1964) 

Criteria  and  Tables  (1962) 

Criteria  and  Tests  for  Aerospace  Ground  Equipment  in  Su 
Criteria  for  Brake  Systems  for  Off  Highway  Trucks  and  W 
Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tire 
Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tire 
Criteria  for  Brake  Systems  for  Rubber  Tired,  Self  Prope 
Criteria  for  Class  le  Electric  Systems  for  Nuclear  Powe 
Criteria  for  Design  of  the  Visual  Environment  m  School 
Criteria  for  Multi  Angle  Two  Parameter  Specular  Gloss  M 
Criteria  for  Performance  Guarantee  Determinations  as  Re 
Criteria  for  Protection  Systems  for  Nuclear  Power  Gener 
Criteria  for  Roll  Over  Protective  Structure  for  Rubber 
Criteria  for  Structural  Applications  of  Steel  Cables  Fo 
Criteria  for  the  Application  of  Dust  Collectors  to  Coal 
Criteria  for  the  Safe  Loading  of  Small  Boats  (1970) 
Criteria  for  Umbilical  Systems  Propellant  Quick  Disconn 
Criteria  for  (Railway)  Cars  of  a  New  or  Untried  Type  Bu 
Criteria  of  Bulbs  and  Implosion  Panels  for  Television  P 
Criteria  (1962) 
Criteria  (1969) 
Criteria  (1970) 
Criteria  (1970) 
Criteria  (1971) 

Critical  Diameter  and  Detonation  Velocity  of  Liquid  Mon 
Critical  Dilation  of  Concrete  Specimens  Subject  to  Free 
Critical  Experiments  for  Nuclear  Research  and  Developme 
Criticality  Accident  Alarm  System  (1969) 
Criticality  Accidents  (in  Operations  with  Fissionable  M 
Criticality  Safety  in  Operations  with  Fissionable  Mater 
Cromatography  (1970)  Std.  Meth 

Crops  (1971)  Con: 
Cross  and  Bevan  Meth.  (1970) 

Cross  Directional  Internal  Tearing  Resistance  of  Paperb 
Cross  Linked  Polyolefin,  Pigmented,  Flexible,  Heat  Shri 
Cross  Linked  Thermosetting  Polyethylene  Insulated  Wire 
Cross  Recessed,  Full  Thread  (1971) 
Cross  Sectional  Tolerances  of  Extruded  Solid  Rubber  Pro 
Cross  Sections)  (1968) 

Cross  Ties  and  Switch  Ties  Preservative  Treatment  by  Pr 
Cross  Ties  and  Switch  Ties  (1970) 
Crossarm  Braces  in  Overhead  Lines  (1970)  NEMA  Ph6 
Crossarms  Preservative  Treatment  by  Pressure  Processes 
Crossbars  (1970) 

Crossing  Sign  4  Feet  90  Deg.  Types  (1969) 
Crossing  Signs  (1969) 

Crosslinked  Thermosetting  Polyethylene  Insulation  for  W 
Crosslinked  Thermosetting  Polyethylene  Insulation  for  W 
Crude  and  Fuel  Oils  by  Centrifuge  (1968)  ANSI  Z11.115 
Crude  and  Fuel  Oils  by  Centrifuge  (1968)  Astm  D1796 
Crude  and  Fuel  Oils  by  Extraction  (1969)  ANSI  Z11.58 
Crude  Oils  (1968)  ANSI  Z11.8 
Crude  Oils  (1968)  ASTM  D96 

Crude  Petroleum  (15  Theoretical  Plate  Column)  (1970) 
Crude  Rubber  (1971) 

Crumbles  -  Definitions  and  Methods  for  Determining  Spec 
Crush  Fibre  Tubes  and  Cores  (1970) 
Crush  of  Corrugating  Medium  (1969) 
Crush  Test  of  Corrugated  Board  (1971) 
Crush  Test  of  Corrugating  Medium  (1971) 


ASTM 

D2294 

ASTM 

D2221 

ASTM 

El  50 

ASTM 

D347 

AWPA 

Al-71 

AWPB 

LP-5 

AWPB 

LP-55 

AWPA 

P7-68 

Vood  AWPI 

MPI 

AWPA 

PI  1-70 

ASTM 

D1858 

ASTM 

D1860 

AWPA 

P4-70 

ASTM 

D38 

ASTM 

D1859 

ASTM 

D103I 

SWA 

•119 

ASTM 

D1473 

SAE 

ARP808A 

SAE 

ARPI139 

SAE 

AS  290 A 

AREA 

8-6-1 

CSM  A 

AG*15 

CSMA 

AG'15 

EIA 

JED28 

EIA 

JED29 

EIA 

JED30 

EIA 

JED26 

SAE 

AIRl 167 

SAE 

J166 

SAE 

J237 

SAE 

J319B 

SAE 

J236 

IEEE 

308 

lES 

LM26 

EIA 

JED66A 

IGCI 

EP3 

IEEE 

279 

SAE 

J320A 

AISI 

23 

IGCI 

*1 

ABYC 

H5 

SAE 

ARP1206 

AAR 

MSRP-C-8A 

EIA 

JED31 A 

EIA 

JED27 

IGCI 

M2 

IGCI 

M3 

SAE 

AIR1082 

NCRPM 

R39 

ASTM 

D2541 

ASTM 

C671 

ANS 

1 

ANSI 

N16.2 

ANSI 

N13.3 

ANSI 

N16.1 

of  T  ASTM 

D2593 

truct  ASAE 

S248.I 

TAPPI 

T201 

TAPPI 

T496 

SAE 

AMS3674 

NEMA 

WC7 

NSA 

1635 

RMA 

•8.29 

RMA 

•1 

AWPA 

C6-70 

RTA 

•1 

EEI 

TDJ6 

AWPA 

C25-70 

Rec  AAR 

MSRP-L-42H 

AREA 

9-2-2 

AREA 

9-2-1 

ASTM 

D2655 

ASTM 

D2656 

ASTM 

D1796 

API 

2548 

ASTM 

D473 

ASTM 

D96 

API 

2542 

ASTM 

D2892T 

EMS 

8-1 

ASAE 

S269.1 

CCTI 

T108 

ASTM 

D2806 

TAPPI 

T808OS 

TAPPI 

T809 
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Rec.  Pract.  for  Passenger  Car  Door  System 
Meth.  for  Determining  the  Compressive  Yield  Load 
Std.  Meth.  for  Compression  Resistance  of  Paperboard  (Ring 
Std.  Meth.  of  Test  for  Sieve  Analysis  of 
Std.  Meth.  of  Test  for  Cubic  Foot  Weight  of 
courses  /  Std.  Spec,  for  Crushed  Stone,  Crushed  Slag,  and 

ace  Cour/  Std.  Spec,  for  Crushed  Stone,  Crushed  Slag,  and 


Base  and  Surface  Courses  / 
nous  Road  Mix  Surface  Cour/ 


Std.  Spec,  for  Crushed  Stone 
Std.  Spec,  for  Crushed  Stone 
Std.  Spec,  for 

rse  (1964)  Std.  Spec,  for 

course  (1964)  Std.  Spec,  for 

ourse  (1964)  Std.  Spec,  for 

964)  Std.  Spec,  for 

1971)  Design  Guide  for  Permanent  Parking  Areas 

Design  Guide  for  Streets 
uminous  Macadam  Base  and  Surface  Courses  /  Std.  Spec,  for 
n  Graded  Bituminous  Road  Mix  Surface  Cour/  Std.  Spec,  for 
road  Mix  Surface  Course  (1964)  Std.  Spec,  for 

Tungsten  Carbide,  Cobalt  Powder,  Cast  and 
Tungsten  Carbide.  Cobalt  Powder,  Sintered  and 
Std.  for  Package  Quantities  of  Cubed,  Sized, 
Std.  Meth.  of  Sampling 
or  Mean  Molecular  Weight  of  Mineral  Insulating  Oils  by  the 
.  for  Infrared  Absorption  Analysis  of  Impurities  in  Single 
Std.  Meth.  for  Determining  the  Orientation  of  a  Metal 
Diffraction  (1970)  Std.  Meth.  for  Identification  of 

Petroleum  Wax, 
Petroleum  Wax,  Micro 
etch  Techniques  (1970)  Std.  Meth.  of  Test  for 

nd  Dielectric  Constants,  the  Elect/  Std.  on  Piezoelectric 

Std.  Part  Pin  Threaded  Shear  100  Deg. 
Std.  Part  Nut,  Self  Locking,  Plate  Two  Lug,  Low  Height, 
Std.  Part  Nut,  Self  Locking,  Plate  One  Lug,  Low  Height, 
Std.  Part  Nut,  Self  Locking,  Plate  Comer,  Low  Height, 
Std.  for  Package  Quantities  of 

meth.  of  Test.  Wood  Preservatives  by  Laboratory  Soil  Block 
Std.  Spec,  for  Bituminous  Coated  Corrugated  Metal 
Std.  Spec,  for  Corrugated  Aluminum  Alloy 
Std,  Spec,  for  Helically  Corrugated  Aluminum  Alloy 
Meth,  for  Determining  Physical  and  Chemical  Properties  of 
Std.  Spec,  for  Joints  for  Circular  Concrete  Sewer  and 
Std.  Spec,  for  Reinforced  Concrete  Arch 
Std.  Spec,  for  Reinforced  Concrete  Elliptical 
Std.  Spec,  for  Reinforced  Concrete 
Std.  Spec,  for  Asbestos  Cement  Pipe  for 
ec.  for  Prefabricated  Corrugated  Steel  Pipe  and  Arches  for 
pec.  for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  for 
pec.  for  Zinc  Coated  (Galvanized)  Corrugated  Iron  or  Steel 
ec,  for  Design  and  Construction  of  Reinforced  Concrete  Box 
Std.  Test  Meth.  for  Flash  Point  with  Tag  Open 

Meth.  for 

Spec,  and  Construction  Meth.  for  Asphalt 
rement  of  Curing  Characteristics  with  the  Oscillating  Disk 
Meth.  for  Linear  Shrinkage  of  Epoxy  Casting  Resins  During 
r  Linear  Shrinkage  of  Thermosetting  Casting  Systems  During 
Test  Meth.  for  Hardness  of 
St.  Meth.  for  Determination  of  the  Thermal  Conductivity  of 
Test  Meth.  for  Deflection  Temperature  of 
Std.  for  Tolerances  for  Mandrel 
Std.  for  Silicones,  Polyacrylates  and  Other  Post 

chitectural  Aluminum  (1969)  Spec,  for  Oil  Extended 

electrical  Insulation  (1968)  ANSI  C59.89  Spec,  for  Fully 

Electrical  Insulation  (1968)  Std.  Meth.  of  Test.  Fully 

eter  (1971)  Tent.  Meth.  for  Measurement  of 

Std.  Spec,  for  Sheet  Materials  for 
Std.  Spec,  for  Slow 
Std.  Meth.  of  Test  for  Water  Retention  by  Concrete 
Rec.  Pract.  for  Atmospheric  Pressure  Steam 
Spec,  for  Denture  Cold 
ying  Properties  of  Paint  From  the  Liquid  State  Through  the 
Std.  Spec,  for  Liquid  Asphalt  (Slow 
Std.  Spec,  for  Cut  Back  Asphalt  (Rapid 
Std.  Spec,  for  Cut  Back  Asphalt  (Medium 
temperature  (1969)  Std.  Test  Meth.  for  Drying, 

Std.  for  Deg.  of 
Meth.  for  Determining  the 
Std.  Meth.  for  Determining  the 
Std.  Spec,  and  Meth.  of  Test  for  Rubberized 
c  Capacitors  in  Metallic  and  Non  Metallic  Cases  for  Direct 
ic  Capacitors  in  Metallic  and  Nonmetallic  Cases  for  Direct 
std.  for  Fixed  Paper  Dielectric  Capacitors  for  Alternating 
Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  and  Total 
or  Ac  High  Voltage  Circuit  Breakers  Rated  on  a  Symmetrical 


Crush  Test  Procedure  (1970) 

(Crush  Test)  of  Plastic  Containers  (1968) 
Crush  Test)  (1968) 
Crushed  Bituminous  Coal  (1969) 
Crushed  Bituminous  Coal  (1969)  ANSI  K20.1 
Crushed  Gravel  for  Bituminous  Macadam  Base  and  Surface 
Crushed  Gravel  for  Open  Graded  Bituminous  Road  Mix  Surf 
Crushed  Slag,  and  Crushed  Gravel  for  Bituminous  Macadam 
Crushed  Slag,  and  Crushed  Gravel  for  Open  Graded  Bitumi 
Crushed  Stone  and  Slag  for  Base  Course  (1964) 
Crushed  Stone  and  Slag  for  Bituminous  Concrete  Base  Cou 
Crushed  Stone  and  Slag  for  Bituminous  Concrete  Surface 
Crushed  Stone  and  Slag  for  Bituminous  Macadam  Surface  C 
Crushed  Stone  and  Slag  for  Waterbound  Surface  Course  (1 

(Crushed  Stone  Bases)  for  Automobile  and  Truck  Traffic 

(Crushed  Stone  Bases)  (1970) 

Crushed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for  Bit 
Crushed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for  Ope 
Crushed  Stone,  Slag  Gravel  for  Dense  Graded  Bituminous 
Crushed  (1970) 
Crushed  (1970) 

Crushed,  and  Block  Ice  (1971) 
Cryogenic  Fluids  (1970) 

Cryoscopic  Meth.  (1968)  Std,  Test  Meth.  F 

Crystal  Semiconductor  Materials  (1970)  /Nt.  Rec,  Pract 

Crystal  (1969)  ANSI  Z30.8 

Crystalline  Compounds  in  Water  Formed  Deposits  by  X-Ray 
Crystalline  (1965) 
Crystalline  (1965) 

Crystallographic  Perfection  of  Silicon  by  Preferential 
Crystals:  Determination  of  the  Elastic,  Piezoelectric  A 
Csk  Head  (1971) 
Csk  (1971) 
Csk  (1971) 
Csk  (1971) 

Cubed,  Sized,  Crushed,  and  Block  Ice  (1971) 
Cultured  Marble  Lavatory  (1966) 
Cultures  (1970) 

Culvert  Pipe  and  Pipe  Arches  (1970) 
Culvert  Pipe  (1965) 
Culvert  Pipe  (1965) 

Culvert  Pipe,  Sewer  Pipe  and  Drain  Tile  (1966) 
Culvert  Pipe,  Using  Rubber  Gaskets  (1970) 
Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969) 
Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969) 
Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969) 
Culverts  and  Storm  Drains  (1967) 
Culverts  and  Underdrains  (1969) 
Culverts  and  Underdrains  (1970) 
Culverts  and  Underdrains  (1970) 
Culverts  (1970) 
Cup  Apparatus  (1970) 
Cupriethylenediamine  Disperse  Viscosity  of  Pulp  (1966) 
Curbs  and  Gutters  (1966) 

Cure  Meter  (1971)  Tent.  Meth.  for  Measu 

Cure  (1969)  Test 
Cure  (1969)  Std.  Test  Meth.  Fo 

Cured  Epoxy  Materials  (1968) 
Cured  Epoxy  Resin  Systems  (1969) 
Cured  Epoxy  Resins  Under  Load  (1969) 
Cured  Extruded  Solid  Rubber  Products  (1970) 
Cured  Materials  (Extruded  Rubber  Products)  (1970) 
Cured  on  Solid  Truck  Tire  List  (1964) 

Cured  Rubber  Back  Bedding  Glazing  Tapes  for  Use  with  Ar 
Cured  Sihcon  Rubber  Coated  Glass  Fabric  and  Tapes  for 
Cured  Silicone  Rubber  Coated  Glass  Fabric  and  Tapes  for 
Curing  Characteristics  with  the  Oscillating  Disk  Cure  M 
Curing  Concrete  (1969)  ANSI  A37.79 
Curing  Liquid  Asphaltic  Road  Material  (1970) 
Curing  Materials  (1970)  ANSI  A37.77,  AASHO  T155 
Curing  of  Concrete  (1970) 
Curing  Repair  Resin  (1959)  ANSI  Z156.13 
Curing  Stage  for  Factory  Apphed  Coatings  on  Wood  Produ 
Curing  Type)  (1969) 
Curing  Type)  (1970) 
Curing  Type)  (1970) 

Curing,  and  Film  Formation  of  Organic  Coatings  at  Room 
Curl  and  Sizing  of  Paper  (1952) 
Curl  of  Gummed  Flat  Papers  (1970) 
Cud  of  Photographic  Film  (1958) 
Curled  Hair  (1967) 


Std. 


/.  Test 


Sp 
Std.  S 
Std.  S 

Sp 


Te 


Current  Application  (1970) 
Current  Application  (1970) 
Current  Applications  (1971) 
Current  Basis  (1969) 
Current  Basis  (1970) 


/.  for  Metallized  Dielectri 
ID.  for  Fixed  Fikn  Dielectr 

Guide  Specifications  for  Ac  High 
Supplement  to  Test  Procedure  F 


SAE 
SPI 

TAPPI 

ASTM 

ASTM 

ASTM 

AASHO 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

NCSA 

NCSA 

ASTM 

AASHO 

AASHO 

SAE 

SAE 

use 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CTFA 

CTFA 

ASTM 

IEEE 

NSA 

NSA 

NSA 

NSA 

use 

lAPMO 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

AREA 

AASHO 

AASHO 

AREA 

AASHO 

TAPPI 

AI 

ASTM 

SPI 

ASTM 

SPI 

SPI 

SPI 

RMA 

RMA 

ITA 

AAMA 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

ASTM 

ACI 

ADA 

ASTM 

ASTM 

AASHO 

AASHO 

ASTM 

TAPPI 

TAPPI 

ANSI 

ASTM 

EIA 

EIA 

EIA 

ANSI 

ANSI 


J367 

PBD3 

T472 

D3I1 

D291 

D693 

M63 

D693 

M63 

M75 

M76 

M79 

M78 

M77 

*1 

•2 

D693 
M63 
M62 

AMS7879 

AMS7880 

PS48 

F310 

D2224 

F120T 

E82 

D934 

7 

8 

F47 

178 

1292 

681 

683 

685 

PS48 

PS18 

D1413 

M190 

M196 

M211 

T33 

C443 

C506 

C507 

C76 

M217 

1-4-6 

M218 

M36 

8-16-1 

T79 

T230 

SS3 

D2084 

ERF12 

D2566 

ERF9 

ERF22 

ERF17 

•8.36B 

♦8.38A 

9D1 

807.1 

DI931 

D1458 

D2084 

C171 

M141 

C156 

517 

13 

D2336 

D2026 

M81 

M82 

D1640 

T466 

T520 

PHI. 29 

D2128 

RS377 

RS376 

RS392 

C37.12 

C37.09A 
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ings  for  Ac  High  Voltage  Circuit  Breakers  Rated  on  a  Total 
ol  for  Ac  High  and  Circuit  Breakers  Rated  on  a  Symmetrical 
Std.  Requirements  for  Direct 
Safety  Std.  for  High  Interrupting  Capacity  Fuses; 
ower,  and  Regulating  Transformers,  and  Reactors  Other  Than 
tribution  Fuse  Disconnecting  Switches,  Fuses:  Supports  and 
trip  Devices  (Opening  Releases)  for  Alternating  and  Direct 
Reference  Std,  Electrical  Resistors  (for  Direct 
Tent.  Meth.  of  Test  for  Coincident 
ting  Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Coincident 
om  the  Operation  of  Uranium  Mines  and  Mills  (Nuclear  Rea/ 
pec;  a  Research  Study  (1967)  Survey  of 

Electrical  Grounding  of  Direct 
irements  for  Automatic  Line  SectionaUzers  for  Alternating 
irements  for  Oil  Filled  Capacitor  Switches  for  Alternating 
nalizers  and  Oil  Filled  Capacitor  Switches  for  Alternating 
.  Meth.  for  Measurement  of  Coating  Thicknesses  by  the  Eddy 
and  Condenser  Tubes  (1961)  Rec.  Pract.  for  Eddy 

for  the  Training,  Qualification  and  Certification  of  Eddy 
t  of  Small  Signal  VHF  UHF  Transistor  Short  Circuit  Forward 
Spec,  for  Portable  Alternating 
a  Guide  /  Std.  Meth.  for  Determining  Values  of  Sinusoidal 

Safety  Std.  for  Marine  Requirements  for  Alternating 
Rec.  Pract.  for  Direct 

ts)  (1970)  Rec.  Pract.  and  Std.  Covering  Direct 

Rec.  Pract.  and  Std.  Covering  Alternating 
for  Measuring  Coating  Thickness  by  Magnetic  Field  or  Eddy 
hie.  Ultrasonic;  Liquid  Penetrant;  Magnetic  Particle;  Eddy 
Auslenitic  S/  Std.  Rec.  Pract.  for  Electromagnetic  (Eddy 

ncy  Recovery  Voltage,  and  a  Guide  for  Calculation  of  Fault 
.  Meth.  of  Test  for  Electrical  Conductivity  by  Use  of  Eddy 
tech.  Notes)  (1968)  Four  Inch  Reinforced  Brick  Masonry 

Rec.  Std.  for 

n.  Installation,  Materials,  and  Waterproofing  (196/  Metal 

Spec,  for 
Std.  for  Test.  Metal 

.  Meth.  of  Test  for  Water  Penetration  of  Exterior  Windows, 
h.  of  Test  for  Structural  Performance  of  Exterior  Windows, 

Model  Railroad 

Pole  Base,  Pole  Base  Insulation,  Wire  Height  and 
Std.  for  Melting  Point  (Cooling 
Spec,  for 

etal  Stairs  Manual  Including  Spec,  for  Straight,  Circular, 
oadings  for  Counterbalanced  Rider  Fork  Trucks  with  Std.  or 

Pressed  on  Hi  Load 

True/  Std.  for  Tires  (Pneumatic  Type  Including  Solid  and 

Packaging  Std.  for  Individual  Items  in  a  Box,  Unit, 
Std.  for  Packaging  of  Items  in  a  Box,  Plastic, 
Std.  for  Packaging  of  a  Single  Item  in  a  Bag, 
Std.  for  Packaging  of  Box,  Foam 
Spec,  for  Special 
Std.  Test  Meth.  for  Creep  Properties  of  Package 
blies  for  Cars  with  Std.  Draft  Gears  and  10  In.  End  of  Car 

Test  Std.  for 
Spec,  for 

gs)(l970)  Guide  Spec,  for 

Std.  for  Fire  Rated 

Spec,  for  Std,  Intermediate,  Heavy  Intermediate  and  Heavy 

Test  Std.  for 

Std.  for  Cold  Water  Meters,  Turbine  Type,  for 
Glossary  of  Terms  for  Molded,  Extruded,  Lathe 

Std.  Taps 
Std.  Spec,  for 
Std.  Spec,  for 

Std.  for  Length  Tolerances  for  Solid  Lathe 
Rec.  Pract.  for  Letters 
Std.  Reglets;  Metal  Cap  Flashing  Fastened  in  the  Reglet 

Spec,  for 

olid  Rubber  Products)  (1970)  Std.  for 

zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  in  Coils  and 
(Galvanized)  Steel  Sheets  of  Structural  Quality  Coils,  and 
Steel  Products  Manual  for  Carbon  Steel  Sheets  (Coils  and 

Std.  Tolerances  for 
Rec.  Pract.  for 

Std.  for  Packaging  of  Items  in  a  Box,  with  Die 
bber  Products)  (1970)  Std.  for  Angle 

Quality  Conformance  Std.  for  Molded,  Extruded,  Lathe 

Low  Water  Fuel 

(1971)  Safety  Std.  for  Thermal 

Safety  Std.  for  Electrical  Cabinets, 
Spec,  for  Distribution  Oil 
Std.  Service  Conditions  and  Definitions  for  Distribution 
osed  Single  Pole  Air  Switches,  Di/  Guide  for  Distribution 

nclosed  Single  Pole  Air  Sw/  Design  Tests  for  Distribution 

Spec,  for  Distribution  Enclosed,  Open,  and  Open  Link 
ibution  Fuse  Links  for  Use  in  Enclosed,  Open  and  Open  Link 


Current  Basis  (1971)                  /.  for  Schedules  of  Preferred  Rat  ANSI  C37.6 

Current  Basis;  362  Kv  and  Above,  Rated  Maximum  (1969)  ANSI  C37.071 

Current  Instrument  Shunts  (1971)  IEEE  316 

Current  Limiting  Types  (1970)  UL  198.2 

Current  Limiting  (1964)  /Test  Code  for  Distribution,  P  ANSI  C57.1220 

Current  Limiting  (1969)                                         Spec,  for  Dis  ANSI  C37,47 

Current  Low  Voltage  Power  Circuit  Breakers  (1970)  /or  ANSI  C37.17 

Current  Measurements)  (1969)  ANSI  C100.3 

Current  Memory  Core  Stacks  (1970)  ASTM  F124T 

Current  Memory  with  a  Two  to  One  Selection  Ratio  Operat  ASTM  FI32 

Current  Pract.  in  the  Disposal  of  Radioactive  Wastes  Fr  AICE  *13 

Current  Pract.  in  the  Use  of  Automated  Techniques  for  S  CSI  STDl 

Current  Systems  on  Boats  (1970)  ABYC  El 

Current  Systems  (1969)  Std.  Requ  ANSI  C37.63 

Current  Systems  (1969)  Std.  Requ  ANSI  C37.66 

Current  Systems  (1971)  /Circuit  Reclosers,  Line  Sectio  NEMA  SG13 

Current  Test  Meth.:  Nonconductive  Coatings  on  Nonmagnet  ASTM  B529 

Current  Test,  of  Copper  and  Copper  Alloy  Heat  Exchanger  CDA  RPIA 

Current  Test.  Personnel  (1968)  Rec.  Pract.  ASNT  TCIA/E 

Current  Transfer  Ratio  (1970)  Std.  for  Measuremen  EIA  RS371 

Current  Voltmeter  (1953)  AAR  SM169 

Current  Wave,  a  Normal  Frequency  Recovery  Voltage,  and  ANSI  C37.5 

Current  Wiring  Devices  (1968t)  UL  1142 

Current  Wiring  of  House  Boats  (1970)  BIA  HEM7 

Current  Wiring  Systems  Operating  Under  50  Volts  (on  Boa  ABYC  E9 

Current  (Ac)  Electrical  Systems  on  Boats  (1970)  ABYC  E8 

Current  (Electromagnetic)  Test  Meth.  (1969)  /C.  Pract.  ASTM  E376 

Current  (of  Tubular  Products);  and  Visual  (Boiler  Press  ASME  BPVCV 

Current)  Test,  of  Seamless  and  Welded  Tubular  Products,  ASTM  E426 

Currents  for  Application  of  Ac  High  Voltage  Circuit  Bre  ANSI  C37.5 

Currents  (1970)  ANSI  C7.44  Std  ASTM  B342 

Curtain  and  Panel  Walls  (in  Resisting  Lateral  Forces)  SCPI  17L 

Curtain  Rod  Spring  Wire  (1970)  SWA  '35 

Curtain  Wall  Spec.  Manual  Including  Complete  Fabricatio  NAAMM*17 

Curtain  Walls  (Architectural)  (1969)  SWI  D.l 

Curiam  Walls  (1968)  NAAMMTM-l-T 

Curtain  Walls,  and  Doors  by  Uniform  Static  Air  Pressure  ASTM  E331 

Curtain  Walls,  and  Doors  Under  the  Influence  of  Wind  Lo  ASTM  E330 

Curvature  and  Rolhng  Stock  (1970)  NMRA  RPll 

Curvature  of  Model  Electnc  Railroads  (1970)  NMRA  RP60 

Curve)  of  Petroleum  Wax  (1971)  TAPPI  T630OS 

Curved  Metal  Stairs  (for  Public  Use)  (1971)  NAAMM*33.3 

Curved,  and  Spiral  Types  (1971)  NAAMM»33 

Cushion  Solid  Rubber  Tires  (1970)  /.  Pract.  for  Axle  L  ITA  IIBI 

Cushion  Solid  Truck  Tire  List  (1964)  ITA  9C4 

Cushion)  for  Industrial  Vehicles:  Slow  Speed;  Fork  Liit  TRA  5 

Cushioned  (1971)  NSA  3408 

Cushioned  (1971)                      .  NSA  3409 

Cushioned  (1971)                                         '  NSA  3441 

Cushioning  Convoluted  (1971)  NSA  3443 

Cushioning  Devices  for  Freight  Cars  (1970)  AAR  M921 

Cushioning  Materials  (1968)  ASTM  D2221 

Cushiomng  (1970)  /  Bndge  Plate  Details  and  Sub  Assem  AAR  MSRP-L-78E 

Custom  Constructed  Passenger  Car  Wheels  (1971)  SEMA  5 

Custom  Hollow  Metal  Doors  and  Frames  (1970)  NAAMMCHM-1 

Custom  Hollow  Metal  Work  (for  Doors,  Frames,  and  Moldin  CSI  08112 

Custom  Metal  Doors  and  Frames  (1970)  NAAMM'34 

Custom  Steel  Windows  (1969)  SWI  B.l 

Custom  Wheel  Adapters  for  Vehicles  (1971)  SEMA  8-1 

Customer  Service  (1970)  AWWA  C701 

Cut  and  Cellular  Rubber  Products  (1970)  RMA  '8.59 

Cut  and  Ground  Threads  (1971)  ANSI  B94.9 

Cut  Back  Asphalt  (Medium  Curing  Type)  (1970)  AASHO  M82 

Cut  Back  Asphalt  (Rapid  Curing  Type)  (1970)  AASHO  MSI 

Cut  Extruded  Sohd  Rubber  Products  (1970)  RMA  '8.35 

Cut  in  Limestone  (1967)  ILIA  ♦8.29B 

Cut  in  the  Limestone  (1967)  ILIA  ♦8.27A 

Cut  Indiana  Limestone  (1967)  ILIA  '1 

Cut  Length  Tolerances  for  Normal  Extrusions  (Extruded  S  RMA  '8.32 

Cut  Lengths  Coated  by  the  Hot  Dip  Process  (1971)  /  of  ASTM  A525 

Cut  Lengths  (1969)  ANSI  G8.27  /  Spec,  for  Zinc  Coated  ASTM  A446 

Cut  Lengths)  (1970)  AISI  5 

Cut  Limestone  (1968)  ILIA  •5 

Cut  Steel  Wire  Shot  (1969)  SAE  J441 

Cut  Support  Pads  and  Filters  (1971)  NSA  3419 

Cut  Tolerances  for  Normal  Extrusions  (Extruded  Solid  Ru  RMA  '8.33 

Cut,  and  Sponge  and  Expanded  Rubber  Products  (1970)  RMA  •8.52 

Cutoffs  and  Automatic  Feedwater  Regulators  (1970)  EMS  12-37 

Cutoffs  for  Use  in  Electrical  Appliances  and  Components  UL  1020 

Cutout,  Junction  and  Pull  Boxes  (1970)  ANSI  C33.65  UL  50 

Cutouts  and  Fuse  Links  (1969)  ANSI  C37.44 

Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  End  ANSI  C37.40 

Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  End  ANSI  C37.48 

Cutouts  and  Fuse  Links,  Secondary  Fuses,  Distribution  E  ANSI  C37,41 

Cutouts  (1969)  ANSI  C37.42 

Cutouts  (1969)  Spec,  for  Distr  ANSI  C37.43 
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Std.  for  Creosote  for  Brush  or  Spray  Treatment  for  Field 
60  Deg.  Countersunk  Head  Rivet  for  Farm  Mower 
Saw  Steel  Wire,  Band,  Metal 
Std.  for  Fire  Prevention  in  Use  of 
hines  (1970)  ANSI  H8.1  Std.  Spec,  for  Free 

Std.  Heavy  Duty  Carbide  Inserts  for 
Away,  (Round,  Triangular,  Square  and  Diamond)  Inserts  for 
(1970)  Determining  the 

gasoline  Engine  Driven  Power  Chain  Saw  (Used  Primarily  for 
Reproducers  (1960)  Std.  for  1,000 

(1969)  Rec.  Pract.  for  2 

nt)  (1970)  Water  and  Steam  in  the  Power 

Rec.  Pract.  for  Two 

tem  Performance  Requirements,  Motorcycles  and  Motor  Driven 
Std.  Test  Meth.  for  Resistance  of  Adhesives  to 
lastic  Pipe  (1969)  Std.  Test  Meth.  of  Test  for 

Std.  Test  Meth.  for  Thermal 
Tent.  Test  Meth.  for 

nders  (1965)  ANSI  B93.3 

Std.  for  Acetylene 
Quick  Disconnect  Demountable  LP  Gas 
Spec,  for  Brake 

Std.  Test  Meth.  for  Density  of  Soil  in  Place  by  the  Drive 
Std.  Test  Meth.  for  Density  of  Soil  in  Place  by  the  Drive 
Std.  for  Reinforced  Concrete  Water  Pipe;  Steel 
Static  Pressure  Rating  Meth.  of  Square  Head  Fluid  Power 
ricultural  (Farm/  Application  of  Hydraulic  Remote  Control 

Dimension  Identification  Code  for  Fluid  Power 
Cylinder  Bore  and  Piston  Rod  Sizes  for  Fluid  Power 
gurations  for  Cataloged  Square  Head  Industrial  Fluid  Power 
mounting  Dimensions  for  Square  Head  Industrial  Fluid  Power 
boots  for  Use  on  Drum  Type  Wheel  Hydraulic  Brake  Actuating 
rming  6  by  12  In.  (152  by  305mm)  Concrete  Compression  Test 

Std.  Meth.  of  Capping 
Packaging  Std.  for  Items  on  A 
External 
External 
External 

std.  Design  Practice  for  Helical  and  Herringbone  Gears  for 
Std.  for  Packaging  of  Close  Tolerance  Corrosive  Resistant 
meth.  for  Flexibility  of  Resilient  Flooring  Materials  with 
Std.  Pract.  for  Single  and  Double  Reduction 
ma  Std.  (System)  Design  of  General  Industrial  Coarse  Pitch 
Rules  for  the  Measurement  and  Inspection  of  Hardwood  and 
eth.  for  Spectrochemical  Analysis  of  Copper  by  the  Briquet 

Lighting  for 
Rec.  Lighting  for 
Rec.  Pract.  for  Vehicle  Collision 
Wind 

t  Treatment  of  Limestone  Buildings  to  Prevent  Morlar  Joint 
Repair  Procedures  for  Wind 
Qualitative  Identification  of 
Fire 

Guide  for  Spec.  Fire 
Valve 

Std.  Spec,  for  Primer  for  Use  with  Asphalt  in 
s  of  Brick,  Stone,  and  Concrete/  Guide  Spec,  for  Silicone 

of  Textiles  to  Light:  Carbon  Arc  Lamp,  Alternate  Light  and 
to  Light:  Water  Cooled  Xenon  Arc  Lamp,  Alternate  Light  and 

Uniform 

Rec.  Pract.  for  Qualifying  a  Sound 
ctural  Facing  Tile  and  Glazed  Brick  (Including  Fire  Safety 
Cast  Copper  and  Copper  Alloy  Products  Std.  Handbook; 

Spec. 

.  Breakdowns  for  Demographic  Characteristics  in  Surveys  of 
Type  Mono  Kote;  Bond  Applied  to  Steel  and  Con/        Spec,  and 

Design 

ps  and  M/  Meth.  of  Test,  and  Presenting  Basic  Performance 

Rec.  Diode  Phototube  Spec, 
irport  Planning  (1970)  Rec.  Std. 

ensity  Scale)  Sensitometers  (19/  Rec.  Pract.  for  Plotting 

Well 

Ride  and  Vibration 
Rec.  Form  for  Accumulation  of  Maintenance  Test 

Design 

Rec.  Pract.  for  Trailer  Capacity  and 
Design 

Rec.  Pract.  for  Gas  Turbine  Engine  Interface  Test 
Sprinkler  Irrigation  (for  Farms)  Technical 
copper  and  Copper  Alloys  (Cast  Products  Only);  Application 
per  and  Copper  Alloys  (Wrought  Products  Only);  Application 
reviations,  Terms  and  Definitions  for  Semiconductor  Device 
Sid.  for  Basic  Freight  Car  Brake  Design 
Std.  for  Freight  Car  Design 


Cuts  (1971) 

Cutter  Bars  (1966) 

Cutting  Alloy  (1962) 

Cutting  and  Welding  Processes  (1971) 

Cutting  Brass  Rod,  Bar,  and  Shapes  for  Use  in  Screw  Mac 

Cutting  Rate  of  Power  Chain  Saws  (1970) 

Cutting  Tools  (1969) 

Cutting  Tools  (1969)  Std.  Indexable,  Throw 

Cutting  Width  and  the  Designated  Weight  of  Disk  Harrows 
Cuttmg  Wood)  (1970)  Safety  Std.  for 

Cycle  Balancing  Test  Film  for  35mm  Motion  Picture  Sound 
Cycle  Water  Cooled  Engine  Oil  Test  Procedures  for  Boats 
Cycle  (Purity  and  Quality,  Leak  Detection  and  Measureme 
Cycle,  Water  Cooled,  Oil  Test  Procedures  (Boats)  (1970) 
Cycles  (1971)  Rec.  Pract.  for  Service  Brake  Sys 

Cyclic  Laboratory  Aging  Conditions  (1970) 
Cyclic  Pressure  Strength  of  Reinforced,  Thermosetting  P 
Cycling  of  Plated  Plastics  (Electroplating)  (1971) 
Cyclohexylamine  in  Water  (1970) 
Cyclonic  Mechanical  Dust  Collector  Criteria  (1969) 


nder  Bore  and  Piston  Rod  Sizes  for  Fluid  Power  Cyli 
nder  Charging  Plants  (1971) 
nder  Fuel  Line  (1960) 

nder  Lubricant  (Grease)  for  Locomotives  (1970) 

nder  Meth.  (1971) 

nder  Method  (1964) 

nder  Type,  Pretensioned  (1970) 

nders  Pressure  Containing  Components  (1968)  ANSI  B9 
nders  to  Agricultural  Tractors  and  Trailing  Type  Ag 
nders  (1964)  ANSI  B93.1 


/Nations  and  Rod  End  Confi 

Spec,  and  Test  Meth.  for  Rubber 
/Single  Use  Molds  for  Fo 


nders  (1965)  ANSI  B93.3 
nders  (1968)  ANSI  B93.8 
nders  (1969)  ANSI  B93.15 
nders  (1971) 

nders  (I971t)  ANSI  A37.95 
ndrical  Concrete  Specimens  (1971) 
ndrical  Core  in  a  Transparent  Bag  and  a  Box  (1971) 
ndrical  Grinding  Machines;  Centerless  (1970) 
ndrical  Grinding  Machines;  Plain  (1970) 
ndrical  Grinding  Machines;  Universal  (1970) 
ndrical  Grinding  Mills,  Kilns  and  Dryers  (1970) 
ndrical  Hardware  Items  (1971) 

ndrical  Mandrel  Apparatus  (1971)  Std.  Test 

ndrical  Worm  and  Helical  Worm  Speed  Reducers  (1971) 
ndrical  Wormgearing  (1970)  Ag 
Cypress  Lumber  (1971) 

D-C  Arc  Technique  (1971)  Std.  M 

Dairy  Farms  and  the  Poultry  Industry  (1971) 

Dairy  Farms  (1967) 

Damage  Classification  (1971) 

Damage  to  Built  Up  Roof  Covering  (1968) 

Damage  (1967)  Water  Repellen 

Damaged  Built  Up  Roof  Coverings  Over  Steel  Deck  (1971) 

Damaged  Feathers  (1968) 

Damper  Guide  for  Air  Handling  Systems  (1970) 

Dampers  (for  Bidding  and  Installation)  (1970) 

Dampner  Wire  (1962) 

Dampproofing  and  Waterproofing  (1943) 

Dampproofing;  Water  Repellents  for  the  Exterior  Surface 

Darkness  (1971)  Test  Meth.  for  Colorfastness 

Darkness  (1971)  /  Meth.  for  Colorfastness  of  Textiles 

Dash  Numbering  System  for  0-Rings  (1971) 

Data  Acquisition  System  (1970) 

Data  and  Sanitation)  (1969)  /.  and  Test  Meth.  for  Stru 

Data  and  Spec.  (1970) 

Data  for  Ceramic  Glazed  Facing  Brick  (1968) 

Data  for  Consumer  Media  Audiences  (1970)  Rec.  Std 

Data  for  Direct  Application  Fireproofing  of  Vermiculite 

Data  for  Gypsum  Wallboard  (1966) 

Data  for  Positve  Displacement  Hydraulic  Fluid  Power  Pum 
Data  Form  (1965) 

Data  Format  of  Transport  Airplane  Characteristics  for  A 

Data  From  Sensitometric  Strips  Exposed  on  Type  Ib2  (Int 

Data  Glossary  and  Unique  Well  Numbering  System  (1966) 

Data  Manual  (Hs6a)  (1965) 

Data  of  Electric  Lighting  Systems  (1963) 

Data  on  Concrete  Joist,  Filler  Block  Floors  (1948) 

Data  Plate  on  Boats  (1969) 

Data  Poured  Gypsum  Roof  Decks  (1970) 

Data  Reduction  Computer  Programs  (1971) 

Data  Sheet  (1969) 

Data  Sheet  (1970)  Std.  Designations  for 

Data  Sheet  (1970)  Std.  Designations  for  Cop 

Data  Sheets  and  Spec.  (1969)  /  for  Letter  Symbols,  Abb 

Data  (Railway)  (1968) 
Data  (Railway)  (1970) 


AWPA 

ASAE 

SWA 

NFPA 

ASTM 

PSMA 

ANSI 

ANSI 

ASAE 

PSMA 

ANSI 

BIA 

ASME 

ABYC 

SAE 

ASTM 

ASTM 

ASEP 

ASTM 

IGCI 

NFLDP 

NFPA 

ITA 

AAR 

ASTM 

AASHO 

AWWA 

NFLDP 

ASAE 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

SAE 

ASTM 

ASTM 

NSA 

ANSI 

ANSI 

ANSI 

AGMA 

NSA 

ASTM 

AGMA 

AGMA 

NHLA 

ASTM 

ASAE 

lES 

SAE 

FMS 

ILIA 

FMS 

ABFLO 

SMACN 

CSI 

SWA 

AASHO 

CSI 

AATCC 

AATCC 

SAE 

SAE 

FTI 

CDA 

FTI 

AAAA 

VI 

GA 

NFLDP 

EL'i 

NSA 

SMPTE 

API 

SAE 

lES 

NCMA 

BIA 

GA 

SAE 

ASAE 

CDA 

CDA 

ElA 

AAR 

AAR 


P7-68 

S228.1 

*133 

51B 

BI6 

Rl.l-65 

B94.24 

B94.25 

S290 

SI -70 

PH22.67 

312 

PTC19.1I 

S18 

J 109  A 

D1183 

D2143 

5D 

D2909T 
M2 

T3.6.67.1 

51A 

6A3 

MSRP-M-914 

D2937 

T204 

C303 

T3.6.68.5 

S201.4 

T3.2.60.1 

T3.6.67.1 

T3.6.67.4 

T3.6.7 

J65A 

C470 

C617 

3436  ■ 

B5.37  • 

B5.33 

B5.42 

321.05 

3433 

F137 

440.04 

341.02 

*1 

E414 

R344 

CP33 

J224 

10-37 

•8.26 

LPDl-48 

B-9 

•9 

15861 

*I45 

M116 

7170 

16D 

16F 

AS568 

J184 

*5 

175/9 

•6 

*8 

•1 

•14 

T3.9.17 

JED54 

3601 

RP14 

BULD12 

J6A 

CP27 

6 

201 

•18.1 

ARP1210 

S262T 

173/8 

107/8 

JED77 

MSRP-E-4 

MSRP-C-4 
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Std.  for  Basic  Freight  Car  Truck  Design 
Spec,  for  Ring,  Memo  and  Post  Binder  Sheet  Sizes  and 
Rec.  for  Wood  Structural  Design 
Hazardous  Chemicals 
meth.  for  Analysis  and  Presentation  of  Shock  and  Vibration 

Battery  Replacement 
Aluminum  Std.  and 
Uniform  Schedule 

and  Color  Matching  of  Paper  with  an  Ultraviolet  Containing 
Test  Meth.  for  Colorfastness  of  Textiles  to 

Sound 

Product  Spec,  for  Noncombustible  Sound 
Tent.  Std.  for 

graphic  Grade  (Borax);  Sodium  Tetraborate  Pentahydrate  and 
ners  (1969)  Rec.  Pract.  for 

Std.  Meth.  for  Accelerated  Laboratory  Test  of  Natural 
Scales  for  Use  with 
Pract.  and  Std.  Covering  Aids  to  Security  of  Personnel  on 
Std.  for  Interior  Dunnage  Equipment, 
allowances  for  Nonstress  Graded  Redwood  Lumber  for  Redwood 
971)  Rec.  Pract.  for  Location  and  Actuation  of  Flight 

Rec.  Pract.  for  Temporary  Roof 
Std.  for  Seats  for  Flight 
Manual  of  Roofing  Practice;  Corps  of  Engineers  Test  for 

Rec.  Pract.  for 

transport  Aircraft  (1971)  Rec.  Pract.  for  Flight 

Rec.  Pract.  (Safety  Considerations)  for  Flight 

Flight 

Crew  Escape  Provisions,  Flight 
Structural 
Structural 
Structural 
Structural 
Structural 
Non  Structural 
Structural 

Std.  Test  Meth.  for  Structural  Insulating  Roof 
Rec.  Pract.  for  How  to  Inspect  a  Gypsum  Roof 
oduct  and  Application  Spec,  for  Structural  Insulating  Roof 
Requirements  for  Insulated  Steel 
edures  for  Wind  Damaged  Built  Up  Roof  Coverings  Over  Steel 

Std.  for  Particleboard 
Rec.  Pract.  for  Wood 
Grading  Rules  for  Laminated 
Std.  for  Particleboard  for  Mobile  Home 
Application  of  Spark  Shields  to  Cars  Equipped  with  Wooden 
Design  Data  Poured  Gypsum  Roof 
Rec.  Grades  and  Pressure  Treatments  for 
Structural 

th.  for  Measuring  the  Density  of  Smoke  From  the  Burning  or 
St  for  Vapor  Pressure  Temperature  Relationship  and  Initial 
Tent.  Test  Meth.  for  Detergent  Resistance  of  Ceramic 
iners  /  Tent.  Test  Meth.  for  Alkali  Resistance  of  Ceramic 

Std.  for  Fabrication  and  Installation  of  High  Pressure 
Safety  Std.  for  Christmas  Tree  and 
Std.  for  Hardwood  and 
Std.  for  Laminated  Thermosetting 
eel  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
Dimensions  for  1  Gal.  Fibre  Motor  Oil  Cans,  610  Diameter, 
nd  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter, 
or  Industrial  Haulage  (1969)  Ans/  Std.  Spec,  for  Figure  9 

Test,  and  Rating 

sible  Types)  (1971)  ANSI  B58.1  Std.  for 

s  (1971)  Test,  and  Rating 

Rec.  Pract.  for  Classifying  Visual 
erefrom  (1970)  Rec.  Pract.  for  Classifying  Visual 

Terms  and  Definitions  for  Qualitative  Determination  of 

t.  (1965) 

Casting 

afety  Rest  Areas  for  the  National  System  of  Interstate  and 
970)  Std.  for  Devices  for  Use  in 

and  Y,  Special  Type  Railway  Freight  Cars/  Classification, 
Temperature  Regulators  (1970)  Std.  Terminology  and 


ication  of  Plumage  (1968)  Terms  and 

ng  Tractor,  and  Riding  Lawn  Mower  (1971) 

Rec.  Pract.  for  Involute  Splines;  Wear  Limit, 
r  General  Service  Freight  Equipment  Cars;  Hopper  Car  Type 
arings  (1971)  ANSI  B3.4,  B3.5  Std.  Tolerance 

Gaseous  Emissions  Equipment  Product 
,  Durability  and  Moisture/  Wafers,  Pellets  and  Crumbles  - 

Rec.  Pract.  for  Automotive  Brake 
industrial  Tractors  (1967)  SAE  J722  Power  Takeoff 

al  Tractors  (1967)  Power  Take  Off 


Data  (Railway)  (1970)  AAR  MSRP-D-4 

Data  (1956)  -  ANSI  X2.4.3 

Data  (1970)  NFORP  *1 

Data  (1971)  •  NFPA  49 

Data  (1971)  Std.  ANSI  S2.10 

Data;  Group  Numbers  and  Spec.  (1970)  BCI  '1.56 

Data;  Manual  (1970)  AA  *28 

Dates  for  Photography  Salons  (1967)  '  PSA  '4 

Daylight  Illuminant  (1970)  /  Meth.  for  Visual  Grading  TAPPI  T515 

Daylight  (1971)  AATCC  16C 

Deadening  Board  in  Wall  Assemblies  (1969)  AIM  A  4 

Deadening  Board  in  Wall  Assembhes  (1969)  AIM  A  5 

Dealing  with  Outlying  Test  Results  (1963)  TAPPI  T1205 

Decahydrate  (1970)  Spec,  for  Photo  ANSI  PH4.230 

Decarburization  in  Hardened  and  Tempered  Threaded  Faste  SAE  J12I 

Decay  Resistance  of  Woods  (1970)  ASTM  D2017 

Decimal  Inch  Dimensioning  (Hs  156)  (1968)  SAE  J805 

Deck  and  Aids  for  Reboarding  From  the  Water  (Boats)  (19  ABYC  H12 

Deck  Boards  (Railway  Cars)  (1970)  AAR  MSRP-L-45 

Deck  Construction  (1971)  Suggested  Span  CRA  3C2-5 

Deck  Controls  for  Commercial  Transport  Type  Aircraft  (1  SAE  ARP268E 

Deck  Coverings  (1970)  NRCA  *2-A4 

Deck  Crewmen  for  Transport  Aircraft  (1971)  SAE  AS290A 

Deck  Dryness  (1970)  NRCA  •2-A 

Deck  Hardware  and  Bow  Eye  on  Boats  (1962)  BIA  161 

Deck  Instrumentation  and  Display  Design  Objectives  for  SAE  ARP1068 

Deck  Seats  for  Transport  Aircraft  (1971)  SAE  ARP1I50 

Deck  Visual,  Audible  and  Tactual  Signals  (1970)  SAE  ARP450C 

Deck  (Commercial  Transport  Aircraft)  (1970)  SAE  ARP808A 

Deck  (Roofing);  Gypsum  Concrete  (1970)  NRCA  •2-113 

Deck  (Roofing);  Insulating  Concrete  and  Fills  (1970)  NRCA  '2-117 

Deck  (Roofing);  Precast,  Prestressed  Concrete  (1970)  NRCA  *2-I5 

Deck  (Roofing);  Reinforced  Concrete  (1970)  NRCA  *2-I21 

Deck  (Roofing);  Steel  (1970)  NRCA  *2-I 

Deck  (Roofing);  Thermo  Setting  Insulating  Fill  (1970)  NRCA  *2-I23 

Deck  (Roofing);  Wood  (1970)  NRCA  *2-I10 

Deck  (R1970)  ASTM  D2164 

Deck  (1967)  GA  *18 

Deck  (1970)  Rec.  Pr  AIMA  1 

Deck  (1971)  FMS  LPDl-28 

Deck  (1971)  Repair  Proc  FMS  LPDl-48 

Decking  for  Factory  Built  Housing  (1970)  NPA  2-70 

Decking  for  Flat  Cars  (Railway)  (1970)  AAR  MSRP-C-23 

Decking  (Offset  Type)  (1963)  WWPA  *22 

Decking  (1971)  NPA  1-71 

Decks  and  Cast  Iron  Brake  Shoes  (1970)  Std.  for  AAR  MSRP-L-49 

Decks  (1970)  GA  •18.1 

Decks,  Patios  and  Fences  (1970)  SFPA  •! 

Decks;  Cement,  Fiber  Roof  (1970)  '  NRCA  ^2-17 

Decomposition  of  Plastics  (1970)  Std.  Me  ASTM  D2843 

Decomposition  Temperature  of  Liquids  by  Isoteniscope  (1  ASTM  D2879 

Decorations  on  Glass  Tableware  (1971)  ASTM  C676 

Decorations  on  Returnable  Beer  and  Beverage  Glass  Conta  ASTM  C675 

Decorative  Laminates  (1970)  NEMA  LD2 

Decorative  Lighting  Outfits  (1969)  ANSI  C33. 25  UL  588 

Decorative  Plywood  (1971)  USC  PS51 

Decorative  Sheets  (1971)  NEMA  LDl 

Deep  Drawing  and  Spinning  (1971)  Spec,  for  St  SAE  AMS5521C 

Deep  Drawn  Profile  (1968)  /C.  Std.  for  Loose  Metal  End  CCTI  E610.1 

Deep  Drawn  Profile  (1969)  Rec.  Std.  for  Loose  Metal  E  CCTI  E401.2 

Deep  Section  Grooved  and  Figure  8  Copper  Trolley  Wire  F  ASTM  B116 

Deep  Well  Submersible  Water  System  Pumps  (1971)  WSC  '4 

Deep  Well  Vertical  Turbine  Pumps  (Line  Shaft  and  Submer  AWWA  ElOl 

Deep  Well  Water  System  Pumps  Excluding  Submersible  Pump       WSC  ^3 

Defects  in  Compression  and  Transfer  Molded  Parts  (1970)  ASTM  D2562 

Defects  in  Glass  Reinforced  Laminates  and  Parts  Made  Th  ASTM  D2563 

Defects  in  Latex  Foam  Rubber  (1968)  ABFLO  C-8 

Defects  in  Sand  Cast  Copper  Base  Alloys  in  Foundry  Prac  AFS  NF65I1-18 

Defects  of  Aluminum  and  Magnesium  Alloys  (1965)  AFS  NF656-16 

Defense  Highways  (1968)  a  Guide  on  S  AASHO  SRA-2 

Defining  and  Measuring  Vehicle  Seating  Accommodation  (1  SAE  J826A 

Definition  and  Designation  of  Letters  of  Class  L,  N,  T  AAR  MSRP-L-17 

Definition  for  Filled  Thermal  Systems  of  Remote  Sensing  FCI  70-1 

Definition  for  Particle  Size  (1969)  SAE  J391 

Definition  for  the  Qualitative  and  Quantitative  Identif  ABFLO  B-1 

Definition  of  Lawn  and  Garden  Riding  Tractor,  Lawn  Ridi  ASAE  S323 

Definition  of  Reportable  Farm  Accidents  (1967)  ASAE  R208 

Definition  of  (1971)  SAE  ARP1200 

(Definitions  and  Designation  Letters  of  Classification)  AAR  MSRP-L-9 

Definitions  and  Gaging  Practices  for  Ball  and  Roller  Be  AFBMA  4 

Definitions  and  Illustrations  (1969)  IGCI  Gl 

Definitions  and  Methods  for  Determining  Specific  Weight  ASAE  S269.1 

Definitions  and  Nomenclature  (1969)  SAE  J656E 

Definitions  and  Terminology  for  Agricultural  and  Light  ASAE  S205.1 

Definitions  and  Terminology  for  Farm  and  Light  Industri  SAE  J722A 

Definitions  and  Terms  for  Tire  Selection  (1971)  IRA  IX 
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(1969) 
1969) 

condary  and  Power  Fuses,  Enc/ 
(1971) 

s  (in  Training  Manual)  (1971) 
1)  ANSI  G60.1 

1969) 
(1971) 

Latex  Foam  Rubber  (1968) 


Thermistor 
Performance  Test  Code  on 
Std. 

Rec.  Application  and  Hardware 
Std.  Service  Conditions  and 
Std. 

Std.  Meth.  and 
Rec.  Pract.  of 
Std.  Product 


Terms  and 
Safety  Std. 

Rec.  for  Letter  Symbols,  Abbreviations,  Terms  and 
Terminology  and 


ec.  (1/ 
s  (1970) 

tton.  Excelsior.  Flax,  Jute,  Kapok,  Ma/ 


lectrometallurgy)  (1956) 
6) 

ipment)  (1956) 

spectroscopy  (1971) 
et  Propulsion  (1970) 

sting  of  Ferrite  Memory  Cores  and  Memory  Core  Arra/ 
n  Electric  Power  Systems  (1970) 

Is  (1971) 

lated  Products  (1969)  ANSI  A130.I 
Related  Products  (1960) 

n  Test.  (1971) 

ravity  of  Solids,  Liquids,  and  Gases  (1970) 
d  Their  Use  (1971) 
liquids  and  Gases  (1970) 
(1970) 
ials  (1968) 


Physical  Components  of  Coal  (1969) 
ection  (1968)  ANSI  Z166.15 
d  Pavements  (1970)  ANSI  A37.33 
NSI  Z30.4 
s  (1971) 
cts  (R1970) 

y  for  Microelectronics  (1970) 
of  Gelled  Rocket  Propellants  (1970) 
969) 

ents  (1969) 

te,  and  Fill  Materials  (1970) 
0) 

lectrical  Conductors  (1970) 
70)  ANSI  07.2 

ed  Materials  (1969) 

s  Relating  to  Nuclear  Magnetic  Resonance  Spectrosc/ 
NSI  H9.5 


Generic  Names  and 
Classification  and 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Tent. 
Std. 
Std. 
Std. 
Std. 
Std. 
Tent. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std, 
Std. 
Tent. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Tent. 
Std. 


Std.  on  Facsimile: 
Std. 

of  Solid  and  Liquid  Fuels  (1969)  ANSI  Z67.1  Std. 
oilers  (1971) 

. (1970)  Std. 

Copper  and  Brass  Sheet  and  Strip  Handbook;  Terms  and 
Load  Cell  Terminology  and 
Std.  Vending  Machine 
Vibrating  Screens;  Terms  and 
Marine  Diesel  Engine 
Iter  and  Cornice,  Parapet  and  Promenade  or  Desk  Types,  and 
radiation;  Test,  and  Rating  Codes  for  Boiler  Burner  Units; 

Std.  Preferred  Reference  Quantities  (and 
ic  Veneer  (Sampling,  Testing,  Finishing,  Installation,  and 
National  Std.  Plumbing  Code  (Including 
Std.  Nomenclature, 
Std.  for  Spec. 

for  Unassembled  Gears  (1971)  Gear  Classification, 

harts  (1968)  Std. 

Introduction  to  Asphalt;  Uses,  History, 
icie  Air  Conditioners  System  Capacity  (Btu)  Certification, 
Air  Conditioners  Evaporator  Capacity  (Btu)  Certification, 
d.  for  Vehicle  Air  Conditioners  Air  Quantity  Certification 

Std.  for  Spec. 

cts  (1970)  Std.  for  Static  and  Dynamic  Load 

Std.  Meth.  for  Compression 
Tent.  Std.  for  Flexural  Resistance  and 


Definitions  and  Test  Meth.  (1971) 
Definitions  and  Valves  (1971) 

Definitions  for  Braking  and  Brake  Operation  Terminology 
Definitions  for  Controlled  Mechanical  Storage  Systems 
Definitions  for  Distribution  Cutouts  and  Fuse  Links.  Se 
Definitions  for  Lead  Acid  Industrial  Storage  Batteries 
Definitions  for  Local  Fire  Protective  Signalling  System 
Definitions  for  Mechanical  Test,  of  Steel  Products  (197 
Definitions  for  Motorcycles  (1970) 
Definitions  for  Operating  Limits  for  Centrifugal  Fans 
Definitions  for  Pressure  Vessels  (Mandatory  Appendices) 
Definitions  for  Qualitative  Determination  of  Defects  in 
Definitions  for  Regular  Bicycles  (1970) 
Definitions  for  Semiconductor  Device  Data  Sheets  and  Sp 
Definitions  for  Soil  Tillage  and  Soil  Tool  Relationship 
Definitions  for  Vegetable  Fibers  (Akund,  Coco,  Coir,  Co 
Definitions  of  Bulk  Materials  (1970) 
Definitions  of  Electrical  Terms  (Electrochemistry  and  E 
Definitions  of  Electrical  Terms  (Electron  Devices)  (195 
Definitions  of  Electrical  Terms  (Industrial  Control  Equ 
Definitions  of  Electrical  Terms  (Switchgear)  (1956) 
Definitions  of  Terms  and  Symbols  Relating  to  Molecular 
Definitions  of  Terms  and  Symbols  Relating  to  Solid  Rock 
Definitions  of  Terms  and  Symbols  Relating  to  Use  and  Te 
Definitions  of  Terms  for  Automatic  Generation  Control  O 
Definitions  of  Terms  for  Radio  Transmitters  (1964) 
Definitions  of  Terms  for  Rubber  and  Rubber  Like  Materia 
Definitions  of  Terms  Relating  to  Adhesives  (1970) 
Definitions  of  Terms  Relating  to  Asbestos  Cement  and  Re 
Definitions  of  Terms  Relating  to  Ceramic  Whitewares  and 
Definitions  of  Terms  Relating  to  Coal  and  Coke  (1969) 
Definitions  of  Terms  Relating  to  Corrosion  and  Corrosio 
Definitions  of  Terms  Relating  to  Density  and  Specific  G 
Definitions  of  Terms  Relating  to  Electrical  Contacts  An 
Definitions  of  Terms  Relating  to  Electrical  Insulating 
Definitions  of  Terms  Relating  to  Electrical  Insulation 
Definitions  of  Terms  Relating  to  Flexible  Barrier  Mater 
Definitions  of  Terms  Relating  to  Gypsum  (1970) 
Definitions  of  Terms  Relating  to  Hydraulic  Cement  (1971 
Definitions  of  Terms  Relating  to  Iron  Castings  (1971) 
Definitions  of  Terms  Relating  to  Leak  Test.  (1971) 
Definitions  of  Terms  Relating  to  Lithologic  Classes  and 
Definitions  of  Terms  Relating  to  Magnetic  Particle  Insp 
Definitions  of  Terms  Relating  to  Materials  for  Roads  An 
Definitions  of  Terms  Relating  to  Metallography  (1969)  A 
Definitions  of  Terms  Relating  to  Natural  Building  Stone 
Definitions  of  Terms  Relating  to  Naval  Stores  and  Produ 
Definitions  of  Terms  Relating  to  Photomasking  Technolog 
Definitions  of  Terms  Relating  to  Rheological  Properties 
Definitions  of  Terms  Relating  to  Shipping  Containers  (1 
Definitions  of  Terms  Relating  to  Soaps  and  Other  Deterg 
Definitions  of  Terms  Relating  to  Subgrade,  Soil  Aggrega 
Definitions  of  Terms  Relating  to  Textile  Materials  (197 
Definitions  of  Terms  Relating  to  Uninsulated  Metallic  E 
Definitions  of  Terms  Relating  to  Veneer  and  Plywood  (19 
Definitions  of  Terms  Relating  to  Water  (1970) 
Definitions  of  Terms  Relating  to  Wax  Polishes  and  Relat 
Definitions  of  Terms  Symbols,  Conventions  and  Reference 
Definitions  of  Terms  Used  in  Powder  Metallurgy  (1970)  A 
Definitions  of  Terms  (1956) 
Definitions  of  Textile  Terms  (1968) 
Definitions  of  the  Terms  Gross  and  Net  Calorific  Value 
Definitions  Relating  to  Design  and  Welding  of  Heating  B 
Definitions  (Special  Report)  Used  in  Boat  and  Yacht  Std 
Definitions  (1960) 
Definitions  (1962) 
Definitions  (1967) 
Definitions  (1968) 
Definitions  (1971) 

Definitions  (1971)  /Ains  Including  General  Purpose,  Gu 

Definitions  (1971-72)  /Ers;  Baseboard  and  Finned  Tube 

Definitions)  for  Acoustical  Levels  (1969) 

Definitions)  (1961)  Public  Works  Spec,  tor  Ceram 

Definitions)  (1971) 

Definitions,  and  Letter  Symbols  for  Screw  Threads  (1965 
Definitions,  Industrial  Tractor  Front  End  Loader  (1968) 
Definitions.  Materials  and  Measuring  Meth.  (and  Pract.) 
Definitions,  Symbols,  Formulas  and  Tables  for  Control  C 
Definitions,  Test  and  Spec,  for  Paving  Materials  (1970) 
Definitions,  Test  Meth.  Calculations  and  Rating  Require 
Definitions,  Test.  Meth.  Calculations  and  Rating  Requir 
Definitions,  Test.  Meth.,  Calculations  and  Rating  Requi 
Definitions;  Dozers  (Bulldozers)  (1970) 
Deflection  Characteristics  of  Molded  Solid  Rubber  Produ 
Deflection  Characteristics  of  Vulcanized  Rubber  (1969) 
Deflection  of  Insulating  Board  (1960) 
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at  Metal  (1970)  ANSI  Z155/  Std.  Meth.  of  Test  for  Thermal  Deflection  Rate  of  Spiral  and  Helical  Coils  of  Thermost  ASTM  B389 

(1969)  Test  Meth.  for  Deflection  Temperature  of  Cured  Epoxy  Resins  Under  Load  SPI  ERF17 

Test  Meth.  for  Stiffness  of  Paper  or  Paperboard  (Deflection  with  Own  Specimen  Weight)  (1971)  TAPPI  UM-409 

Rec.  Pract.  for  Fan  Blast  Deflectors  for  Earthmoving  Equipment  (1970)  SAE  J165 

a/        Std.  Common  Name  for  the  Pest  Control  Chemical,  Cotton  Defoliant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  Oxo  2  Pentenoic  ANSI  K62.79 

Rec.  Pract.  for  Meth.  of  Determining  Plastic  Deformation  in  Sheet  Steel  Stampings  (1970)  SAE  J863B 

for  Resistance  of  Organic  Coatings  to  the  Effects  of  Rapid  Deformation  (1969)  Std.  Test  Meth.  ASTM  D2794 

Std.  Spec,  for  Rail  Steel  Deformed  Bars  for  Concrete  Reinforcement  (1970)  AASHO  M42 

for  Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed  Concrete  Reinforcing  Bars  (1964)  /Mifinished  AISI  1 

1969)  ANSI  G45.3  Std.  Spec,  for  Welded  Deformed  Steel  Wire  Fabric  for  Concrete  Reinforcement  ASTM  A497 
Buses  and  Multipurpose  Vehic/           Rec.  Pract.  for  Windshield  Defrosting  Systems  Performance  Requirements  for  Trucks,  SAE  J382 

multipurpose  Vehicles  (1969)  Windshield  Defrosting  Systems  Test  Procedure  of  Trucks,  Buses  and  SAE  J381 

ightness)  of  Paper  (1969)  TAPPI  T/  Std.  Test  Meth.  for  45  Deg.,  0  Deg.  Directional  Reflectance  for  Blue  Light  (Br  ASTM  D985 

Nonamine  Acid  Acceptance  of  Halogenated  Organic  Solvents,  Degreasing  Grade  (Nonreflux  Meth.)  (1971)  /T  Meth.  for  ASTM  D2942 

r  Nonamine  Acid  Acceptance  of  Halogenated  Organic  Solvent,  Degreasing  Grade  (1968)  Std.  Test  Meth.  Fo  ASTM  D2107 

Hazardous  Materials  and  Processes;  Vapor  Degreasing  (1970)  FMS  7-97 

Std.  Spec,  for  Degummed  Soybean  Oil  (R1969)  ASTM  D124 

Dehumidifiers  (Portable  Self  Contained)  (1969)  UL  474 

Std.  for  Electric  Dehumidifiers  (1970)  AHAM  DH-1 

Std.  Spec,  for  Dehydrated  Castor  Acids  (1969)  ASTM  D1539 

Std.  Test  Meth.  for  Spectrophotometric  Diene  Value  of  Dehydrated  Castor  Oil  and  Its  Derivatives  (1969)  ASTM  D1358 

Std.  Spec,  for  Dehydrated  Castor  Oil  (R1969)  ASTM  D961 

Dehydroacetic  Acid  Sodium  Dehydroacetate  Monohydrate  (1965)  CTFA  93 

965)  Dehydroacetic  Acid  Sodium  Dehydroacetate  Monohydrate  (1  CTFA  93 

th.  for  Scahng  Resistance  of  Concrete  Surfaces  Exposed  to  Deicing  Chemicals  (1971)  Tent,  Test  Me  ASTM  C672 

Deinkability  of  Wastepaper  (1971)  TAPPI  UM-204 

Std.  for  Common  Name  for  the  Pest  Control  Delachlor  (1971 )  ANSI  K62.89 

f  Fibre  Tubes  and  Cores  (1968)  Std.  Test.  Procedure  for  Delamination  of  Adhesive  Bonds,  Due  to  High  Humidity,  0  CCTI  T117T 

of  Fibre  and  Cores  (1968)  Std.  Test.  Procedure  for  the  Delamination  of  Adhesive  Bonds,  Due  to  Water  Immersion,  CCTI  TI18T 

1970)  Std.  Test  Meth.  for  Delamination  Strength  of  Honeycomb  Type  Core  Material  ASTM  C363 
inless  Steel  Automotive  Milk  Transportation  Tanks  for  Bulk  Delivery  And/or  Farm  Pick  Up  Service  (1971)               /.  for  Sta  DFISA  0511 

r  Blasting  Agen/  Rec.  Std.  for  Safe  Operation  of  Bulk  Mix  Delivery  Equipment  for  Water  Gel  or  Slurry  Explosives  O  IME  6.V 

Rec.  Std.  for  Safe  and  Proper  Operation  of  Bulk  Mix  and  Delivery  Equipment  (Anfo)  and  Related  Facilities  (Bulk  IME  6. Ill 

Accrediting  Std.  for  Diaper  Delivery  Equipment  (1971)  DSAC  *6 

Std.  Preparation  for  Delivery  of  Electrical  and  Electronic  Components  (1971)  EIA  RS383 

eel  Plate,  Sheet/  Std.  Spec,  for  General  Requirements  for  Delivery  of  Flat  Rolled  Stainless  and  Heat  Resisting  St  ASTM  A480 

and  Bars  for  Str/  Std.  Spec,  for  General  Requirements  for  Delivery  of  Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  ASTM  A6 

Std.  Spec,  for  General  Requirements  for  Delivery  of  Steel  Plates  for  Pressure  Vessels  (1971)  ASTM  A20 

ts  in  Coils  and  /  Std.  Spec,  for  General  Requirements  for  Delivery  of  Zinc  Coated  (Galvanized)  Iron  or  Steel  Shee  ASTM  A525 

Meth.  for  Determining  Delivery  Rate  of  Aerosol  Products  (1971)  CSMA  AG*!9 

Std.  for  Regulator  Oxygen,  Diluter  Demand  Automatic  Pressure  Breathing  (1970)  SAE  AS1194 

Computing  Electrical  Demands  for  Farms  (1970)  ASAE  R294 

umer  Media  Audiences  (1970)  Rec.  Std.  Breakdowns  for  Demographic  Characteristics  in  Surveys  of  Data  for  Cons  AAAA  *8 

Safety  Requirements  for  Demolition  (1969)  ANSI  A10.6 

gulations  Governing  the  Construction,  Alteration,  Removal,  Demolition,  Equipment,  Use  and  Occupancy,  Location  and  AIA  CO-l-APP.Q 

Std.  for  Air  Land  Demountable  Cargo  Pallets  Nets  (1970)  SAE  AS1I31 

Std.  for  Air  Land  Demountable  Cargo  Pallets  (1970)  SAE  AS1130 

Quick  Disconnect  Demountable  LP  Gas  Cylinder  Fuel  Line  (1960)  ITA  6A3 

Rec.  Pract.  of  Labeling  for  Disc  Wheels  and  Demountable  Rims  of  Trucks,  Buses  and  Trailers  (1971 )  SAE  J179A 

Rec.  Tolerances  for  Spoke  Type  Wheels,  Demountable  Rims,  and  Spacers;  Rec.  Pract.  (1969)  SAE  J851 

wal  Only  (1967)  LP  Gas  Fuel  Container  Quickly  Demountable  Type  for  Horizontal  Mounting  Liquid  Withdra  ITA  6AI 

1  Only  (1967)  LP  Gas  Fuel  Container  (Quickly  Demountable  Type  for  Vertical  Mounting  Liquid  Withdrawa  ITA  6B1 

Std.  Spec,  for  Crushed  Stone,  Slag  Gravel  for  Dense  Graded  Bituminous  Road  Mix  Surface  Course  (1964)  AASHO  M62 

Spec,  for  Dense  Rubber  Like  Compression  Gasket  Materials  (1970)  NAAMMSG-1 

r  Determination  of  Volatile  Content  of  Aerosol  Products  by  Densimetric  Analysis  (1971)  Meth.  Fo  CSMA  AG*23 

Meth.  for  Hydrometric  Determination  of  Aerosol  Liquid  Densities  (1971)  CSMA  AG*11 

sity  Measurement  (1970)  Rec.  Pract.  for  Calibration  of  Densitometers  Used  for  Black  and  White  Photographic  Den  SMPTE  RP15 

ng  (1970)  Moisture,  Density  and  Buoyancy  of  Filling  Materials  Used  in  Beddi  ABFLO  2F-H 

y  Mercury  Displacement  (1970/  Std.  Meth.  of  Test  for  Bulk  Density  and  Porosity  of  Granular  Refractory  Materials  B  ASTM  C493 

ses  (1970)  Std.  Definitions  of  Terms  Relating  to  Density  and  Specific  Gravity  of  Solids,  Liquids,  and  Ga  ASTM  E12 

cles  by  Physical  Measurements  (19/  Std.  Meth.  of  Test  for  Density  in  Air  of  Manufactured  Carbon  and  Graphite  Arti  ASTM  C559 

Std.  Meth.  of  Test  for  Effect  of  Air  Supply  on  Smoke  Density  in  Burning  Distillate  Fuel  (1970)  ANSI  ZI1.183  ASTM  D2I57 

aNSIzll.182  Std.  Meth.  of  Test  for  Smoke  Density  in  the  Flue  Gases  From  Distillate  Fuels  (1970)  ASTM  D2I56 

ion  of  Densitometers  Used  for  Black  and  White  Photographic  Density  Measurement  (1970)  Rec.  Pract.  for  Calibrat  SMPTE  RP15 

Pract.  for  Determination  of  the  Thermal  Resistance  of  Low  Density  Mineral  Fiber  Blanket  Type  Building  Insulation  ASTM  C653 

Std.  Test  Meth.  for  Apparent  Density  of  Activated  Carbon  (1970)  ASTM  D2854 

Std.  Test  Meth,  for  Density  of  Adhesives  in  Fluid  Form  (1969)  ASTM  D1875 

Tent.  Test  Meth.  for  Density  of  Bituminous  Concrete  in  Place  ASTM  D2950 

rials  (1970)  ANSI  Z/  Std.  Meth.  of  Test  for  Thickness  and  Density  of  Blanket  or  Batt  Type  Thermal  Insulating  Mate  ASTM  C167 

ity.  Water  Absorption,  Apparent  Specific  Gravity,  and  Bulk  Density  of  Burned  Refractory  Brick  (1970)  /Arent  Poros  ASTM  C20 

Std.  Meth.  of  Test  for  Relative  Density  of  Cohesionless  Soils  (1969)  ASTM  D2049 

s  of  Coarse  Aggregates  (196/  Std.  Test  Meth.  for  in  Place  Density  of  Compacted  Base  Courses  Containing  Large  Size  AASHO  T181 

ructions  (1970)  Std.  Test  Meth.  for  Density  of  Core  Materials  for  Structural  Sandwich  Const  ASTM  C271 

Std.  Test  Meth.  for  Compaction  Density  of  Electrical  Grade  Magnesium  Oxide  (1969)  ASTM  D277I 

Rec.  Pract.  for  Use  of  the  Tex  System  to  Designate  Linear  Density  of  Fibers,  Yarn  and  Intermediates,  and  Other  Te  ASTM  D861 

Std.  Test  Meth.  for  Average  True  Particle  Density  of  Hollow  Microspheres  (1969)  ASTM  D2840 

Std.  Test  Meth.  for  Apparent  Density  of  Leather  (1968)  ASTM  D2346 

Std.  Meth.  of  Test  for  Apparent  Density  of  Metal  Powders  (1970)  ANSI  H9.1  ASTM  B212 

9.32  Std.  Meth.  of  Test  for  Apparent  Density  of  Non  Free  Flowing  Metal  Powders  (1970)  ANSI  H  ASTM  B417 

Std.  Test  Meth.  for  Pour  Density  of  Pelleted  Carbon  Black  (R1969)  ASTM  D1513 

Pract.  for  the  Use  of  a  Melt  Index  Strand  for  Determining  Density  of  Polyethylene  (1969)  Rec.  ASTM  D2839 

olumeter  (1970)  Std.  Test  Meth.  for  Tap  Density  of  Refractory  Metals  and  Compounds  by  Tap  Pak  V  ASTM  B527 

Volumeter  (1970)  Std.  Meth.  of  Test  for  Apparent  Density  of  Refractory  Metals  and  Compounds  by  the  Scott  ASTM  B329 

iH9.19  Std.  Meth.  of  Test  for  Density  of  Sintered  Metal  Friction  Materials  (1970)  Ans  ASTM  B376 

lastics  (1970)  Std.  Meth.  for  Measuring  the  Density  of  Smoke  From  the  Burning  or  Decomposition  of  P  ASTM  D2843 

meth.  (Shallow  Depth)  (19/  Std.  Meth.  for  Determining  the  Density  of  Soil  and  Soil  Aggregate  in  Place  by  Nuclear  ASTM  D2922 
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971)  Std.  Test  Meth.  for 

1964)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for  Field  Determination  of 
Std.  Plate  Count  (for  Determining  the  Bacterial 
Test  Meth.  and  Performance  Requirements  for  High 
Std.  Test  Meth.  for  Moisture 
18  In.  Drop  (1970)  Std.  Test  Meth.  for  Moisture 

18  In.  Drop  (1970)  Aash/  Std.  Meth.  of  Test  for  Moisture 

12  In.  Drop  (1970)  Std.  Test  Meth.  tor  the  Moisture 

12  In.  Drop  (1970)  Std.  Meth.  of  Test  for  the  Moisture 

std.  for  Flow  Meters,  Including  Strainers,  Temperature  and 
Technique  for  the  Determination  of  the 
Std.  for  Specific  Gravity 
als  (1969)  Std.  Test.  Meth.  for  Apparent 

Rec.  Std.  for 

Spec,  for 
Spec,  for  Alloy  for 
Spec,  for 
Spec,  for 

eversible)  (1968)  Spec,  for 

Spec,  for 

Spec,  for  Casting  Investment  for 
Dibasic  Calcium  Phosphate,  Stabilized, 
Sodium  Lauryl  Sulfate, 
Spec,  for 

)ANSIZ156.16  Spec,  for 

Spec,  for 
Spec,  for 

Std.  Speed  Classifications  for  Intraoral 
Std.  Size  Designations  and  Dimensions  for  Intraoral 
Spec,  for  Intraoral 
Spec,  for 
Spec,  for 

Std.  Exposure  Time  Designations  for  Timers  of 

Rec.  for 
Spec,  for 
Spec,  for 

Spec,  for  Elastomeric  Impression  Material 
Spec,  for 

17  Spec,  for 

Spec,  for 
Std.  Spec,  for  Phosphorus 
eth.  for  Apparent  Viscosity  of  Adhesives  Having  Shear  Rate 
iais  (1970)  Std.  Spec,  for  Mechanically 

Spec,  for  Coating,  Plasma  Spray 
Safety  Std.  for  Night 
Std.  Meth.  for  Examination  of  Water  Formed 
or  Identification  of  Crystalline  Compounds  in  Water  Formed 
est  for  Iron  Bacteria  in  Industrial  Water  and  Water  Formed 
alysis  of  Solvent  Systems  Used  for  Removal  of  Water  Formed 
ate  Reducing  Bacteria  in  Industrial  Water  and  Water  Formed 
Std.  Meth.  of  Field  Sampling  of  Water  Formed 
ater  Insoluble  Impurities  in  Refined  Phenol  by  Cloud  Point 
Guide  for  Pressure  Relief  and 
ets  (1970)  Thickness  Design  Full 

soil  and  Soil  Aggregate  in  Place  by  Nuclear  Meth.  (Shallow 
Std.  Test  Meth.  for  Viscosity  of  Cellulose 
test  Meth.  for  Total  Iodine  Value  of  Drying  Oils  and  Their 
rophotometric  Diene  Value  of  Dehydrated  Castor  Oil  and  Its 
Meth.  of  Sampling  Dibasic  Acids  (Industrial  Oils  and 
acidity  and  Acid  Value  (Dibasic  Acids,  Industrial  Oils  and 
Safety  Code  for  Crawler,  Locomotive  and  Truck  Cranes; 

Safety  Code  for  Cranes, 
Rec.  Pract.  for 

equipment  Contractors  (1969)  Std. 
rs  (Firetube,  Watertube  and  Cast  /  General  Rec.  Rules  and 

aNSIzll.185  Std.  Rec.  Pract.  for 

td.  for  Single  Items  in  Containers,  Water  Vaporproof,  with 
Packaging  Std.  for  an  Item  in  Box,  with 
(1970)  Std.  for 

s9)(1968)  Manual  on 

ilers  (1970)  Rec.  Pract.  for 

s  (Tech.  Notes)  (1970) 

uid  Cooled  Marine  Engines  (/  Rec.  Pract.  and  Std.  for  the 


y  (1969) 

nlial  and  Industrial)  (Tech.  Notes)  (1964) 
e  Masonry  Foundation  Walls  (1961) 
s  for  Railway  Loading,  Using  Box  Beams  (1970) 
erts  (1970) 

for  Railway  Loading  (1970) 
970) 

way  Luminaires  (1970) 


Spec,  for  the 


Spec,  for 
Spec,  for 
Spec,  for 
Std.  Manual  of  Pract; 

Spec,  for 


f  Plumbing,  Heating/  Std.  for  Mobile  Homes  Body  and  Frame 
ed  Wiring  Boards  (1968) 

protection  for  Energies  Up  to  10  Mev;  Structural  Shielding 


Density  of  Soil  in  Place  by  the  Drive  Cylinder  Meth.  (1  ASTM  D2937 

Density  of  Soil  in  Place  by  the  Drive  Cylinder  Method  AASHO  T204 

Density  of  Soil  in  Place  by  the  Oil  Meth.  (1966)  AASHO  T715 

Density  of  Waters  (1971)  APHA  '2-406 

Density  Polyethylene  Plastic  Bottles  (1969)  SPI  PBD8 

Density  Relations  of  Soil  Cement  Mixtures  (1970)  AASHO  T134 

Density  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  An  AASHO  T180 

Density  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  An  ASTM  D1557 

Density  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  A  AASHO  T99 

Density  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  A  ASTM  D698 

Density  Sensors  for  Milk  and  Its  Liquid  Products  (1970)  DFISA  2800 

Density  (Specific  Gravity)  of  Fibers  (1968)  ABFLO  G-1 

(Density)  and  Moisture  Content  of  Pulpwood  (1953)  TAPPI  T18 

Density,  Bulk  Factor,  and  Pourability  of  Plastic  Materi  ASTM  D1895 

Dent  Spacer  Wire  (1970)  SWA  •36 

Dent  Wire  (1962)  SWA  *104 

Dental  Agar  Impression  Material  (1968)  ANSI  Z156.ll  ADA  11 

Dental  Amalgam  (1970)  ANSI  Z156.I  ADA  1 

Dental  Casting  Gold  Alloy  (1966)  ANSI  Z156.5  ADA  5 

Dental  Chromium  Cobalt  Casting  Alloy  (1957)  ANSI  Z156.1  ADA  14 

Dental  Duplicating  Material  (Thermo-Reversible  and  Nonr  ADA  20 

Dental  Excavating  Burs  (1971)  ADA  23 

Dental  Gold  Alloy  (1962)  ANSI  Z156.2  ADA  2 

Dental  Grade  (1960)  CTFA  35 

Dental  Grade  (1966)  CTFA  60 

Dental  Impression  Compound  (1956)  ANSI  Zl 56.3  ADA  3 

Dental  Impression  Paste  (Zinc  Oxide  Eugenol  Type)  (1962  ADA  16 

Dental  Inlay  Casting  Wax  (1961)  ANSI  Zl  56.4  ADA  4 

Dental  Mercury  (1960)  ANSI  Z156.6  ADA  6 

Dental  Radiographic  Film  (1970)  ANSI  PH6.1 

Dental  Radiographic  Film  (1970)  ANSI  PH6.2 

Dental  Radiographic  Film  (1971)  ADA  22 

Dental  Silicate  Cement  (1963)  ANSI  Z156.9  ADA  9 

Dental  Wrought  Gold  Wire  Alloy  (1962)  ANSI  Z156.7  ADA  7 

Dental  X-Ray  Machmes  (1970)  ANSI  PH6.4 

Dental  X-Ray  Protection  (1970)  NCRPM  R35 

Dental  Zinc  Phosphate  Cement  (1968)  ANSI  Z156.8  ADA  8 

Dental  Zinc  Silico  Phosphate  Cement  (1969)  ADA  21 

(Dental)  (1967)  ADA  19 

Denture  Base  Polymer  (1965)  ANSI  Z156.12  ADA  12 

Denture  Base  Temporary  Relining  Resin  (1962)  ANSI  Z156.  ADA  17 

Denture  Cold  Curing  Repair  Resin  (1959)  ANSI  Z156. 13  ADA  13 

Deoxidized  Copper  Wire  Bars,  Billets,  and  Cakes  (1970)  ASTM  B379 

Dependent  Flow  Properties  (1969)  Std.  Test  M  ASTM  D2556 

Deposited  Coatings  of  Cadmium  and  Zinc  on  Ferrous  Mater  ASTM  B454 

Deposition  (1971)  SAE  AMS2347 

Depositories  (1971)  UL  771 

Deposits  by  Chemical  Microscopy  (1970)  ASTM  D1245 

Deposits  by  X-Ray  Diffraction  (1970)  Std.  Meth.  F  ASTM  D934 

Deposits  (1970)  Std.  Meth.  of  T  ASTM  D932 

Deposits  (1970)  Tent.  Meth.  of  An  ASTM  D2790 

Deposits  (1970)  Std.  Meth.  of  Test  for  Sulf  ASTM  D993 

Deposits  (1970)  ANSI  Zl  1 1.8  ASTM  D887 

Depression  (1968)  /.  for  Detection  and  Estimation  of  W  ASTM  D2147 

Depressuring  Systems  (1969)  API  RP52I 

Depth  Asphalt  Pavement  Structures  for  Highways  and  Stre  AI  MSI 

Depth)  (1971)  /.  Meth.  for  Determining  the  Density  of  ASTM  D2922 

Derivatives  by  Ball  Drop  Method  (1969)  ASTM  D1343 

Derivatives  (R1969)  Std.  ASTM  D1541 

Derivatives  (1969)  Std.  Test  Meth.  for  Spect  ASTM  D1358 

Derivatives)  (1970)  AOCS  TA7E 

Derivatives)  (1970)  /Eth.  of  Sampling  Purity  by  Total  AOCS  TE4A 

Derricks,  Hoists,  Jacks  and  Slings  (1968)  ANSI  B30.5 

Derricks,  Hoists,  Jacks  and  Slings  (1969)  ANSI  B30.6 

Describing  and  Specifying  the  Spectrograph  (1968)  ASTM  E356 

Describing  Scope  of  Work  to  be  Performed  by  Laboratory  SAMA  LF3 

Description  for  the  Care  and  Operation  of  Heating  Boile  ASME  BPVCVI 

Description  of  Types  of  Petroleum  Extender  Oils  (1970)  ASTM  D2226 

Desiccant  (1971)  Packaging  S  NSA  3420 

Desiccant,  Bag  Water  Vaporproof,  Box  (1971)  NSA  3444 

Desigination  System  for  Discrete,  Semiconductor  Devices  EIA  RS370 

Design  and  Application  of  Helical  and  Spiral  Springs  (H  SAE  J795 

Design  and  Construction  of  Dry  Bulk  Pneumatic  Truck  Tra  TTMA  RP25-69 

Design  and  Construction  of  Flat  and  Sloped  Brick  Soffit  SCPI  36A 

Design  and  Construction  of  Gasoline  Fueled  Inboard,  Liq  ABYC  P4 

Design  and  Construction  of  Load  Bearing  Concrete  Masonr  NCMA  7 

Design  and  Construction  of  Masonry  Chimneys  (for  Reside  SCPI  19B 

Design  and  Construction  of  Plain  and  Reinforced  Concret  NCMA  3 

Design  and  Construction  of  Prestressed  Concrete  Trestle  AREA  8-17-25 

Design  and  Construction  of  Reinforced  Concrete  Box  Culv  AREA  8-16-1 

Design  and  Construction  of  Reinforced  Concrete  Trestles  AREA  8-9-1 

Design  and  Construction  of  Sanitary  and  Storm  Sewers  (1  WPCF  9 

Design  and  Construction  of  Structural  Supports  for  High  AASHO  SSL-I 

Design  and  Construction  Requirements  and  Installation  0  NFPA  501 B 

Design  and  End  Product  Spec,  for  Rigid  Multilayer  Print  IPC  ML910 

Design  and  Evaluation  Handbook  (1970)  /  and  Gamma  Ray  NCRPM  R34 
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(1971)  Code  of  Alternative  Rules  for  Material, 

Architectural  Sheet  Metal  Manual;  Meth.  of 
Polyvinyl  Chloride  (PVC)  Plastic  Piping 
le  Springs  (Hs  63)  (1968)  Manual  on 

1970)  Manual  on 

ool  Joints)  (1971)  Rec.  Pract.  for  Drill  Stem 

Radiological  Safety  in  the 
(1967)  Highway 
d  Gamma  Ray  Protection  for  Energies  Up  to  10  Mev  Equipment 

Definitions  Relating  to 
Std.  Meth.  for  Obtaining  Hydrostatic 
Rec.  Meth.  for  Obtaining  Hydrostatic 


Guide  for 

Rec.  Pract.  for  Operator  Enclosures  (Cabs);  Human  Factor 
quipment  (1968)  Rec.  Rules  for 

other  Than  Those  Using/  Rec.  Pract.  and  Std.  Covering  the 


8) 


Std.  for  Basic  Freight  Car  Brake 
Std.  for  Freight  Car 
Std.  for  Basic  Freight  Car  Truck 
Rec.  for  Wood  Structural 
Sid.  for  Limiting  Nominal 
Std.  for  Limiting  Nominal 
Std.  for  Limiting  Nominal 
Std.  for  Limiting  Nominal 
Std.  for  Limiting 
Std. 
Std. 
Std. 
Std. 

Std.  Limiting 
Characteristics  and  Casting 
Guide  for  Mold 
Std. 
Thickness 
Geometric 

Traffic  (1971) 


brakes,  33  In.  Dia.  Wheels,  5  / 
brakes,  36  in  Dia.  Wheels,  6  1/ 
brakes,  38  In.  Dia.  Wheels  6  1/ 
brakes,  38  In.  Dia.  One  Wear  W/ 
cars)  (1970) 

Journal  Boxes  (1970) 
e  Journal  Boxes  (1970) 
970) 

ack  Adjuster;  Freight  Cars  (1970) 

971) 
970) 

ays  and  Streets  (1970) 
Bases)  for  Automobile  and  Truck 
ments  (1967) 

Std.  Building  Code  Requirements  for  Minimum 
es  (1969)  Mix 
rt  Aircraft  (1970) 

Rec.  Pract.  for  Flight  Deck  Instrumentation  and  Display 

Rec.  Pract.  for 
Soils  Manual  for 
Structural 
Spec,  for  the 
Std.  for  the  Thickness 

s  (Appendix  1)  (1971)  Suggested  Meth.  of  Preliminary 

Spec,  for 

ormgearing  (1970)  Agma  Std.  (System) 

s  (1970)  Std.  (System) 

Rec.  Rules  for 

pumps  for  Various  Ships  Services  (19/  Rec.  Pract.  for  the 

Spec,  for 

tailing  of  Limestone,  Attachment  and  Support  of  Panels  and 
)(1971)  Structural 
s) (1968)  Structural 
ppendices)  (1971)  Suggested  Good  Pract.  Regarding 

s  (1967)  Evaluation  Criteria  for 

Shelters  (1970) 

(1969)  Spec,  for 

ing.  Unified  Threaded  Inch  Series  (1970)  Std.  for 

ylindrical  Grinding  Mills,  Kilns  and  Dryers  (1970)  Std. 

al  Machinery  (Hs  39)  (1968)  Engineering 
es  (1970) 

ssure  Vessel  Code)  (1971)  Owners 
(1968)  National 
r.  Shell  Size  20  (1971) 
r.  Shell  Size  8  (1971) 

re  Terminating,  Bussing  Arrangement,  Blocks,  Non  Feedthr/ 
re  Terminating,  Bussing  Arrangement,  Blocks,  Feedthru,  C/ 
re  Terminating,  Bussing  Arrangement,  Blocks,  Feedthru,  CI 

Policy  on 

lers(1971)  Code  for 

Tent.  Test  Meth.  for  Establishing 
Rec.  Hydrostatic  Strengths  and 
cies  and  Procedures  for  Developing  Recommended  Hydrostatic 
ailway  Bridges  (1969)  Spec,  for 

econdary  Fuses,  Distribution  Enclosed  Single  Pole  Air  Sw/ 


Design  and  Fabrication  Requirements  of  Pressure  Vessels 
Design  and  Installation  (1968) 
Design  and  Installation  (1971) 

Design  and  Manufacture  of  Coned  Disk  Spring  or  Bellevil 

Design  and  Manufacture  of  Torsion  Bar  Springs  (Hs  26) 

Design  and  Operating  Limits  (Drill  Pipes,  Strings  and  T 

Design  and  Operation  of  Particle  Accelerators  (1969) 

Design  and  Operational  Pract.  Related  to  Highway  Safety 

Design  and  Use  (1968)  /Quirements  for  Medical  X-Ray  An 

Design  and  Welding  of  Healing  Boilers  (1971) 

Design  Basis  for  Thermoplastic  Pipe  Materials  (1969) 

Design  Basis  for  Thermoplastic  Pipe  (1968) 

Design  Code  of  Healing  Boilers  (1971) 

Design  Code  of  Weldments  for  Heating  Boilers  (1971) 

Design  Considerations  for  Electroplated  Plastics  (1971) 

Design  Considerations  (1970) 

Design  Construction  and  Arrangement  of  Boiler  Blowoff  E 

Design  Construction  and  Installation  of  Galley  Stoves 

Design  Data  for  Gypsum  Wallboard  (1966) 

Design  Data  on  Concrete  Joist,  Filler  Block  Floors  (194 

Design  Data  Poured  Gypsum  Roof  Decks  (1970) 

Design  Data  (Railway)  (1968) 

Design  Data  (Railway)  (1970) 

Design  Data  (Railway)  (1970) 

Design  Data  (1970) 

Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe 
Design  Dimensions  for  Hand  Brake  Sheave  Wheel  (Railway 
Design  Dimensions  for  Integral  Journal  Boxes  (1970) 
Design  Dimensions  for  Renewable  Wear  Plate  for  Integral 
Design  Dimensions  for  Renewable  Wear  Plate  for  Separabl 
Design  Dimensions  for  Separable  Bolted  Journal  Boxes  (1 
Design  Dimensions  Mechanical  Double  Acting  Automatic  SI 
Design  for  Aluminum  and  Magnesium  Alloys  (1965) 
Design  for  Injection  Molding  of  Plastics  for  Plating  (1 
Design  for  Mounting  Control  Devices  on  Journal  Boxes  (1 
Design  Full  Depth  Asphalt  Pavement  Structures  for  Highw 
Design  Guide  for  Local  Roads  and  Streets  (1971) 
Design  Guide  for  Permanent  Parking  Areas  (Crushed  Stone 
Design  Guide  for  Streets  (Crushed  Stone  Bases)  (1970) 
Design  Loads  and  General  National  Building  Code  Require 
Design  Loads  in  Buildings  and  Other  Structures  (1955) 
Design  Meth.  for  Asphalt  Concrete  and  Other  Hot  Mix  Typ 
Design  Objectives  for  Flying  Qualities  of  Civil  Transpo 
Design  Objectives  for  Transport  Aircraft  (1971) 
Design  of  Articles  to  be  Plated  on  Racks  (1970) 
Design  of  Asphalt  Pavement  Structures  (1969) 
Design  of  Brick  Masonry  Arches  (Tech.  Notes)  (1967) 
Design  of  Cold  Formed  Steel  Structural  Members  (1968) 
Design  of  Ductile  Iron  Pipe  (1971)  ANSI  A21.50 
Design  of  Fiberglass  Reinforced  Plastic  Pressure  Vessel 
Design  of  Flexible  Sheet  Pile  Bulkheads  (1970) 
Design  of  General  Industrial  Coarse  Pitch  CyUndrical  W 
Design  of  General  Industrial  Double  Enveloping  Wormgear 
Design  of  Installation  of  Power  Boilers  (1971) 
Design  of  Light  Gage  Steel  Diaphragms  (1967) 
Design  of  Lubricating  Systems  for  Marine  Steam  Turbine 
Design  of  Plain  and  Reinforced  Concrete  Members  (1970) 
Design  of  Sealant  Joints  Shown  in  Detailed  Plates  (1967 
Design  of  Semicircular  Brick  Masonry  Arches  (Tech.  Note 
Design  of  Serpentine  Walls,  Non  Loadbearing  (Tech.  Note 
Design  of  Supports  for  Pressure  Vessels  (Nonmandatory  A 
Design  of  the  Visual  Environment  in  Schools  and  College 
Design  of  Ventilation  Systems  for  Poultry  and  Livestock 
Design  of  Wood  Bridges  and  Trestles  for  Railway  Loading 
Design  Parameters  for  Bolts  and  Screws;  External  Wrench 
Design  Practice  for  Helical  and  Herringbone  Gears  for  C 
Design  Recommendations  for  Chlorine  Cargo  Tanks  (1970) 
Design  ServiceabiUty  Review,  Construction  and  Industri 
Design  Spec,  for  Light  Metal  Plate  Connected  Wood  Truss 
Design  Spec,  for  Power  Plant  Components  (Boiler  and  Pre 
Design  Spec,  for  Stress  Grade  Lumber  and  Its  Fastenings 
Design  Std.  for  Insert  Arrangement,  Electrical  Connecto 
Design  Std.  for  Insert  Arrangement,  Electrical  Connecto 
Design  Std.  for  Interconnecting  Devices,  Electrical,  Wi 
Design  Std.  for  Interconnecting  Devices,  Electrical,  Wi 
Design  Std.  for  Interconnecting  Devices,  Electrical,  Wi 
Design  Std.  for  Stopping  Sight  Distance  (1971) 
Design  Stresses  and  Minimum  Thicknesses  for  Heating  Boi 
Design  Stresses  for  Round  Timber  Piles  (1970) 
Design  Stresses  for  Thermoplastic  Pipe  Compounds  (1971) 
Design  Stresses  for  Thermoplastic  Pipe  (1971)  Poll 
Design  Tables  for  Precast  Prestressed  Box  Girders  for  R 
Design  Tests  for  Distribution  Cutouts  and  Fuse  Links,  S 
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*18.1 

AAR 

MSRP-E-4 

AAR 

MSRP-C-4 

AAR 

MSRP-D-4 

NFORP 

•1 

AAR 

MSRP-D-7 

AAR 

MSRP-D-8 

AAR 

MSRP-D-8A 

AAR 

MSRP-D-8B 

AAR 

MSRPE22B.2 

AAR 

MSRP-D-33 

AAR 

MSRP-D-34 

AAR 

MSRP-D-37 

AAR 

MSRP-D-38 

AAR 

MSRP-E-63 

AFS 

NF656-1-4 

ASEP 

2 

AAR 

MSRP-D-82 

AI 

MSI 

AASHO 

•5 

NCSA 

•1 

NCSA 

*2 

AIA 

CO-l-IX 

ANSI 

A58.1 

AI 

MS2 

SAE 

ARP842B 

SAE 

ARP1068 

ASTM 

B507 

AI 

MSIO 

SCPI 

31A 

AISI 

20 

AWWA 

H3 

ASME 

BPVCXl 

AREA 

8-20-1 

AGMA 

341.02 

AGMA 

342.02 

ASME 

BPVCVIIC5 

AISI 

21 

ASME 

115D 

AREA 

8-2-1 

ILIA 

•8.35 

SCPI 

31C 

SCPI 

33 

ASME 

BPVC8-1-G 

lES 

LM26 

ASAE 

D270.3 

AREA 

7-2-1 

SAE 

AS1132 

AGMA 

321.05 

CHI 

59 

SAE 

J817 

TPI 

70 

ASME 

BPVCIIIB 

NFORP 

•4 

NSA 

1659 

NSA 

1685 

NSA 

1824 

NSA 

1826 

NSA 

1828 

AASHO 

PSD-1 

ASME 

BPVCIVHF3 

ASTM 

D2899 

SPI 

PPI-TR4 

SPI 

PPI-TR3 

AREA 

8-17-39 

ANSI 

C37.41 
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967)  Sid.  for 

industrial  Pneumatic  Truck  Tire  List,  Preferred  and  Future 
dustrial  Pneumatic  Tire  List  (Trucks)  Preferred  and  Future 
tolerance  to  Impact  Conditions  as  Related  to  Motor  Vehicle 
Std.  Manual  of  Pract.  for  Sewage  Treatment  Plant 
r  Agricultural  and  Light  Industrial  Machines  of  Future  and 
nd  Inflation  Pressures  and  Tire  Selection  Table  for  Future 
a  Guide  for  Highway  Landscape  and  Environmental 
election  Tables  for  Agricultural  (Farm)  Machines  of  Future 
tic  Pipe  Materials  (1968)  Rec.  Service 

Std.  for  Pipe  Hangers  and  Supports  (Materials  and 
ss  Reinforced  Plastic  Pressure  Vessels  Including  Material, 
al  Connections  in  Rigid  Printed  Circui/  Procedure  for  the 

Std.  E  Coupler  Yoke,  Lightweight 
Std.  E  Coupler  Yoke,  Lightweight 
s  (on  Boats)  (1970)  Rec.  Pract.  Covering  the 

ine  Control  Syste/  Rec.  Pract.  and  Std.  Covering  the  Safe 

al  Purpose  Ac  and  Dc  Switches  Having  a  M/  Safety  Std.  for 

or  Mechanical  Fuel  Pumps  (1966)  Safety  Std.  for 

ther  Public  Bathing  Places  (1957)  Rec.  Pract.  for 

quirements  for  Tail  Bumpers  for  Piloted  /  Rec.  Pract.  for 

s  (1970) 
s  (1970) 

Safety  Std.  for  Industrial  Furnaces; 
Std.  for  Ovens  and  Furnaces 
ete  Structures  (1969)  Spec,  for 

nstruction  of  Dragster  Chassis  (1971)  Rec.  Spec,  for  the 

969)  ANSI  M20.3  Std.  Meth.  for 

Capacity 
Std. 

e  Freight  Equipment  Cars;  Hopper  Car  Type  (Definitions  and 
stock  (1969)  Std. 

Meth.  for  the 

type  Railway  Freight  Cars/  Classification,  Definition  and 

Std.  Meth.  for  the 

haracteristics  of  40  Watt,  H45  and  50  Wat/  Method  for  the 

Industrial  Tracks)  (1968) 

Std.  Alloy  and  Temper 
Std.  Alloy  and  Temper 
Std.  on  Type 
Std.  Size 
Std. 
Std. 

Std.  Exposure  Time 
f  Powered  Industrial  Trucks  (1971)  ANSI  B5/  Std.  for  Type 

d.  for  Aluminum  Sheet  and  Plate;  Commercial  Ribbed  Siding; 
or  Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Siding; 
r  Aluminum  Sheet  and  Plate;  Commercial  Corrugated  Roofing; 
num  Sheet  and  Plate;  Commercial  V  Beam  Roofing  and  Siding; 
1970) 

71)  Rec.  Prac.  for  Planning, 

s  (1969) 

Drycleaning  Durability  of  Applied 
tions(l969)  Spec,  for 

Standardization  of  Steel  Wheels  and  Their 
Assay  of  Bacterial  Alpha  Amylase  Enzymes  Used  in  Textile 
eth.  of  Preparation  of  Common  Types  of  Distilled  Water  and 
eral  Purpose,  Gutter  and  Cornice.  Parapet  and  Promenade  or 

Rec.  for  the 
Std. 

s  and  Design  of  Sealant  Jo/  Rec.  Pract.  of  Mortar  Joints, 

Std.  Pract.  for 
Contemporary  Bearing  Wall 
rs  and  10  In./  Std.  4  1/4  In.  and  53  1/8  In.  Bridge  Plate 

nks(l970)  Std. 
Garment  (1969)  Std.  Meth.  for 

inless  Steels  (1968)  Rec.  Pract.  for 

rake  Linings  (1970)  Rec.  Pract.  for 

in  Refined  Phenol  by  Cloud  Point  Dep/  Std.  Test  Meth.  for 

ter  and  Steam  in  the  Power  Cycle  (Purity  and  Quality,  Leak 
Rec.  Pract.  on  X-Radiation 
Test  Meth.  for  Antibacterial  Activity  of  Fabrics, 
ty  Test  of  Industrial  Water  (Bureau  of  Mines  Embrittlemenl 
td.  Rec  Pract.  for  Test,  for  Leaks  Using  the  Halogen  Leak 
y  of  Electron  Devices  with  a  Helium  Mass  Spectrometer  Leak 
ms  and  Clean  Work  Stations  by  Use  of  a  Condensation  Nuclei 
aling  Systems  (1971)  Safety  Std.  for  Smoke 

Std.  Meth.  for  Detecting  Odor  of  Drycleaning 
bleware  (1971)  Tent.  Test  Meth.  for 

Std.  Spec,  for  Drycleaning 
Std.  Spec,  for  Drycleaning 
Std.  Spec,  for  Neutral 
Std.  Test  Meth.  for  Flash  Point  of  Drycleaning 
Std.  Definitions  of  Terms  Relating  to  Soaps  and  Other 
.  Meth.  of  Test  for  (Ph)  of  Aqueous  Solutions  of  Soaps  and 
.  Meth.  of  Chemical  Analysis  of  Soaps  Containing  Synthetic 


raphic  Film  (1970) 

s  Only);  Application  Data  Sheet  (1970) 
ucts  Only);  Application  Data  Sheet  (1970) 


Design  Wind  Loads  for  Walls  of  Rectangular  Buildings  (1  NAAMMWL-IO-T 

Design  (1966)  ITA  9F2 

Design  (1966)  in  ITA  9F1-2 

Design  (1966)  Human  SAE  J885A 

Design  (1967)  WPCF  8 

Design  (1968)  Tire  Selection  Tables  Fo  SAE  J711B 

Design  (1968)  Lawn  and  Garden  Tractors  Load  A  SAE  J344 

Design  (1970)  AASHO  HLED-1 

Design  (1970)  SAE  J711  Tire  S  ASAE  R220.2 

(Design)  Factors  for  Pressure  Applications  of  Thermoplas  SPI  PPI-TR9 

Design)  (1967)  MSS  SP58 

Design,  and  Fabrication  Requirements;  Relief  Devices;  R  ASME  BPVC 

Design,  Assembly,  and  Test,  of  Fused  in  Place  Interfaci  IPC  TC550 

Design,  Cast  Steel,  for  Rigid  Shank  Coupler  ( 1970)  AAR  MSRP-C-54 

Design,  Cast  Steel,  for  Swivel  Shank  Coupler  (1970)  AAR  MSRP-C-52 

Design,  Construction  and  Installation  of  A  C.  Rectifier  ABYC  E6 

Design,  Construction  and  Installation  of  Propulsion  Eng  ABYC  P14 

Design,  Construction  and  Operation  of  General  and  Speci  UL  1135 

Design,  Construction  and  Operation  of  Marine  Electrical  UL  1130 

Design,  Equipment  and  Operation  of  Swimming  Pools  and  O  APHA  *l 

Design,  Installation,  Qualification,  and  Operational  Re  SAE  ARPI107 

Design,  Layout,  Construction  and  Maintenance  of  Terrace  ASAE  R263 

Design,  Layout,  Construction  and  Maintenance  of  Terrace  ASAE  R268 

Design,  Location  and  Equipment  (1971)  NFPA  86B 

(Design,  Location  and  Equipment)  (1971)  NFPA  86A 

Design,  Materials  and  Construction  of  Prestressed  Concr  AREA  8-17-1 

Design,  Materials  and  Fabrication  Meth.  in  Roll  Cage  Co  SEMA  2-2 

Designating  the  Size  of  Coal  From  Its  Sieve  Analysis  (1  ASTM  D431 

Designation  for  Fertilizer  Hoppers  and  Containers  (1967  ASAE  S28I.1 

Designation  for  Thickness  of  Photographic  Paper  (1968)  ANSI  PHl.l 

Designation  Letters  of  Classification)  (1970)                     /  Servic  AAR  MSRP-L-9 

Designation  of  A  and  B  Windings  for  Motion  Picture  Raw  ANSI  PH22.75 

Designation  of  Fluorescent  Glow  Lamps  ( 1961 )  ANSI  C78.381 

Designation  of  Letters  of  Class  L,  N,  T  and  Y,  Special  AAR  MSRP-L-17 

Designation  of  Mercury  Lamps  (1957)  ANSI  C78.380 

Designation  of  Mercury  Lamps;  Physical  and  Electrical  C  ANSI  C78.1323 

Designation  of  Right  Hand  and  Left  Hand  (for  Rider  Type  ITA  2C1-2 

Designation  Systems  for  Aluminum  (1969)  ANSI  H35.1 

Designation  Systems  for  Aluminum  ( 1970)  AA  *24 

Designation  Systems  for  Electron  Tubes  (1970)  EIA  RS301A 

Designations  and  Dimensions  for  Intraoral  Dental  Radiog  ANSI  PH6.2 

Designations  for  Copper  and  Copper  Alloys  (Cast  Product  CDA  173/8  . 

Designations  for  Copper  and  Copper  Alloys  (Wrought  Prod  CDA  107/8 

Designations  for  Timers  of  Dental  X-Ray  Machines  (1970)  ANSI  PH6.4 

Designations,  Areas  of  Use,  Maintenance  and  Operation  O  NFPA  505 

Designed  Dimensions  and  Weights  (1970)  St  AA  *287.27 

Designed  Dimensions  and  Weights  (1970)  Std.  F  AA  *287.24 

Designed  Dimensions  and  Weights  (1970)  Std.  Fo  AA  '287.23 

Designed  Dimensions  and  Weights  (1970)  Std.  for  Alumi  AA  *287.25 

Designing  and  Constructing  Water  Wells  for  Irrigation  ASAE  R233T 

Designing  and  Construction  Fixed  Offshore  Platforms  (19  API  2A 

Designing  (Farm)  Buildings  to  Resist  Snow  and  Wind  Load  ASAE  R288.2 

Designs  and  Finishes  (1970)  AATCC86 

Designs  of  Tie  Plates  for  Use  with  Ra-a  and  Re  Rail  Sec  AREA  5-1-7 

Designs  (Railway  Cars)  (1971)  AAR  MSRP-G-21 

Desizing  (1970)  ANSI  L14. 147  AATCC  103 

Desk  Reagents  (1971)  Std.  M  APHA  '2-0001 

Desk  Types,  and  Definitions  (1971)  /Ains  Including  Gen  ANSI  A112.21.2 

Destruction  of  Explosives  (1970)  IME  21 

Detail  Parts  for  E  Coupler  (1970)  AAR  MSRP-C-40 

Detailing  of  Limestone,  Attachment  and  Support  of  Panel  ILIA  '8.35 

Detaihng  Reinforcing  Materials  (1970)  CRSI  '1.6.1 

Detailing  (Tech.  Notes)  (1968)  SCPI  24G 

Details  and  Sub  Assemblies  for  Cars  with  Std.  Draft  Gea  AAR  MSRP-L-78E 

Details  of  Seamless  Steel  Tube  Bushings  for  Coupler  Sha  AAR  MSRP-C-35 

Detecting  Odor  of  Drycleaning  Detergent  on  a  Drycleaned  ASTM  D2553 

Detecting  Susceptibility  to  Intergranular  Attack  in  Sta  ASTM  A262 

Detecting  Swell,  Growth,  and  Dimensional  Stability  of  B  SAE  J160 

Detection  and  Estimation  of  Water  Insoluble  Impurities  ASTM  D2147 

Detection  and  Measurement)  (1970)  Wa  ASME  PTC19.11 

Detection  and  Measurements  for  Microwave  Tubes  (1969)  EIA  JED70 

(Detection  of  Agar  Plate  Meth.)  (1970)  ANSI  L14. 125  AATCC  90 

Detector  Method)  (1970)  ANSI  Z111.6  /Eth.  of  Corrosivi  ASTM  D807 

Detector  (Alkali  Ion  Diode)  (1971)  ASTM  E427 

Detector  (1970)  /Ec.  Pract.  for  Determining  Hermeticit  ASTM  F134T 

Detector  (1970)  /Ssociated  with  Laminar  Flow  Clean  Roo  ASTM  F91 

Detectors,  Photoelectric  Type,  for  Fire  Protective  Sign  UL  168 

Detergent  on  a  Drycleaned  Garment  (1969)  ASTM  D2553 

Detergent  Resistance  of  Ceramic  Decorations  on  Glass  Ta  ASTM  C676 

Detergent,  Liquid  Charge  Type  (1970)  ASTM  D2763 

Detergent,  Non  Charge  Type  (1970)  ASTM  D2762 

Detergent,  40%  Alkylbenzene  Sulfonate  Type  (1970)  ASTM  D2021 

Detergents  in  the  Drycleaning  Bath  (1969)  ASTM  D2554 

Detergents  (1969)  ASTM  D459 

Detergents  (1970)  Std  ASTM  D1172 

Detergents  (1970)  Std  ASTM  D820 
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h.  of  Calibrating  a  Light  Source  Used  for  Accelerating  the 
Content  of  Plumage  Treated  by  the  Tan-O-Quill  Meth.  (19/ 
ion  of  Potassium  Bichromate  Solutions  Used  as  Std.  for  the 
Tent.  Test  Meth.  for  Sieve 
an  Made  Fibers,  Cotton  and  Wool  (1968)  Quantitative 

Meth.  for  Hydrometric 
Rapid  Meth.  for  Pressure 
lyamides  (1968)  Test  Meth.  for 

tion  (1968) 

mal  Hair  and  Sisal  Fiber  (1968)  Quantitative 
Std.  Test  Meth.  for  Quantitative 


ling  Materials)  (1968) 
1) 

gate  by  the  Meth.  of  Titration  (1965/ 


Technique  for  the 
Tent.  Meth.  for 
Std.  Test  Meth.  for 


an  Made  Fibers  (Sludge  Meth.)  (1968) 
1968) 

tton  and  Kapok  (1968) 
nd  Wool  (1968) 

nd/or  Rayon.  Acetate,  Nylon  (1968) 


Std.  Meth.  for 
Quantitative 
(Quantitative 
Quantitative 

Terms  and  Definitions  for  Qualitative 
th.  (1966)  Std.  Test  Meth.  for  Field 

(1968)  Tent.  Test  Meth.  for 

ontent  of  Plumage  (1968)  Quantitative 
e  of  Soils  and  Soil  Mixtures  (1966)  Std.  Test  Meth.  for 

Test  Meth.  for  Colorfastness  to  Light: 
Test  Meth.  for  Preparation  of  Methyl  Esters  From  Oils  for 

Quantitative 

Fatty  Acids  (1969)  Std.  Meth.  for  Qualitative 

Quantitative 

Used  as  FiUing  Materials  in  Articles  of  Up/  Qualitative 
Ip  Chlorination  Liquors  (1971)  Suggested  Meth.  for  the 

Meth.  for  Quantitative 
and  Cattle  Hair,  or  Hog  and  Horse  Hair  (19/  Quantitative 


content  in  Plumage  (1968) 
nded  Animal  Hair  Pads  (1968) 
faces  (1971) 
68) 
968) 
.  (1968) 


Quantitative 

Std.  Meth.  of  Test  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Meth.  for  Identification  and 
Meth.  for  Quantitative 
Quantitative 


paper (1967) 
Feathers  (1968) 
bedding  (1970) 

and  Man  Made  Fibers  by  the  Oven  Meth.  Technique  (1968) 
m  Carbide  Gas  Pressure  Moisture  Test/  Std.  Test  Meth.  for 

ts  (1968)  Std.  Meth.  of  Qualitative 

Made  Fibers,  Cotton  and  Wool  (1968)  Quantitative 
od(1970)  Std.  Method  for  the 

,  Vegetable,  and  Man  Made  Fibers  (1968) 

ion  (1970)  Std.  Test  Meth.  for 

th.)  (1968) 


or  Quartz  Using  Centrifugal  Sedimentatio/ 
Man  Made  Fibers  (1968) 
n  Water  (1970) 
c  Constants  of  Rock  (1969) 


Tent.  Meth.  for 
Quantitative 
Rec.  Pract.  for 
Std.  Meth.  for  Laboratory 
Quantitative 

Made  Fibers,  Cotton,  and  Wool  (1968)  (Quantitative 
of  Shredded  Latex  Foam  and  Polyurethane  Fo/  Quantitative 
fixing  Baths,  or  Residues  (1969)  Std.  Meth.  for  the 

8)  Tent.  Test  Meth.  for  Qualitative 

.  (1944)  Std.  for 

et  Preparation  of  Soil  Samples  for  Grain  Size  Analysis  and 
Tent.  Classification  for 

cnometer  Meth.  (1971) 

rs(1968)  Technique  for  the 

ric  Constants,  the  Elect/  Std.  on  Piezoelectric  Crystals: 


e  Insecticide  Aerosol  (1971) 
66) 

y  Resin  Systems  (1969) 

mineral  Fiber  Blanket  Type  Building  Insu/ 

es  of  Man  Made  Fibers  and  Cotton  (1968) 
Cotton  (1968) 


Meth.  for 
Test  Meth.  for 
Std.  Test  Meth.  for 
Test.  Meth.  for 
Rec.  Pract.  for 
Std.  for 
Quantitative 


als.  Soils,  and  Soil  Mixtures  (1965) 


ns  by  Vacuum  Distillation  (1971) 
y  Densimetric  Analysis  (1971) 
1 (1969) 
.10 

terials  at  High  Temperature  and  Hu/ 
tton  (1968) 


Quantitative 
Std.  Test  Meth.  for 
Meth.  for  Colorimetric 
Procedure  for 
Meth.  for 
Meth.  for 

Tent.  Meth.  for  Microscopical 
Std.  Spec,  for  Apparatus  for 
Meth.  for  Gravimetric 


Deterioration  of  Rubber  (R1970)  Std  Met 

Determination  by  Atomic  Absorption  of  the  Chromic  Oxide 
Determination  by  Atomic  Absorption  of  the  Chromic  Oxide 
Determination  of  '325  Mesh"  pulverized  Limestone  (1967) 
Determination  of  Acetate  Fiber  Content  in  Mixtures  of  M 
Determination  of  Aerosol  Liquid  Densities  (1971) 
Determination  of  Aerosol  Products  (1971) 
Determination  of  Amino  Nitrogen  Content  of  Amines  or  Po 
Determination  of  Amount  of  Formaldehyde  Present  in  Solu 
Determination  of  Animal  Hair  Content  in  Mixtures  of  Ani 
Determination  of  Break  in  Drying  Oils  (R1969) 
Determination  of  Buoyancy  Factor  (Plumage  and  Other  Fil 
Determination  of  Cashmere  Content  (Coarse  Hair  In)  (197 
Determination  of  Cement  Content  in  Cement  Treated  Aggre 
Determination  of  Chrome  Content  of  Plumage  (1968) 
Determination  of  Cleanliness  of  Animal,  Vegetable  and  M 
Determination  of  Cobalt  in  Paint  Driers  by  EDTA  Meth. 
Determination  of  Cotton  And/or  Content  in  Mixture  of  Co 
Determination  of  Cotton  Content  in  Mixtures  of  Cotton  A 
Determination  of  Cotton  Content  in  Mixtures  of  Cotton  A 
Determination  of  Defects  in  Latex  Foam  Rubber  (1968) 
Determination  of  Density  of  Soil  in  Place  by  the  Oil  Me 
Determination  of  Dry  Brightness  of  Pulverized  Limestone 
Determination  of  Duck  or  Goose  Down  Admixture  in  Down  C 
Determination  of  Expansion  Pressure  and  Resistance  Valu 
Determination  of  Fastness  Above  L-7  (1971) 
Determination  of  Fatty  Acid  Composition  by  Gas  Chromato 
Determination  of  Feather  Content  in  Plumage  (1968) 
Determination  of  Fish  Oil  in  Drying  Oils  and  Drying  Oil 
Determination  of  Formaldehyde  in  Cotton  (1968) 
Determination  of  Formaldehyde  in  Undyed  Cotton  Battings 
Determination  of  Free  Available  Chlorine  Residual  in  Pu 
Determination  of  Glue  in  Paper  (1967) 

Determination  of  Hog  Hair  in  Rubberized  Mixtures  of  Hog 
Determination  of  Landfowl  (Chicken  and  Turkey)  Feather 
Determination  of  Latex  Foam  Rubber  Content  in  Rubber  Bo 
Determination  of  Lead  Extracted  From  Glazed  Ceramic  Sur 
Determination  of  Lead  in  Paint  Driers  by  EDTA  Meth.  (19 
Determination  of  Low  Concentrations  of  Lead  in  Paint  (1 
Determination  of  Manganese  in  Paint  Driers  by  EDTA  Meth 
Determination  of  Melamine  Resin  in  Paper  (1968) 
Determination  of  Mineral  Filler  and  Mineral  Coating  of 
Determination  of  Mixtures  of  Shredded  Urethane  Foam  and 
Determination  of  Mixtures  Used  in  Filling  Materials  in 
Determination  of  Moisture  Content  of  Animal.  Vegetable 
Determination  of  Moisture  in  Soils  by  Means  of  a  Calciu 
Determination  of  Nature  of  Thinner  in  Solvent  Type  Pain 
Determination  of  Nylon  Fiber  Content  in  Mixtures  of  Man 
Determination  of  Oil  Type  Preservatives  and  Water  in  Wo 
Determination  of  Oil,  (jrease.  and  Fat  Content  of  Animal 
Determination  of  Organic  Matter  in  Soils  by  Wet  Combust 
Determination  of  Oxygen  Number  of  Plumage  (Titration  Me 
Determination  of  Oxygen  Number  of  Plumage  (1968) 
Determination  of  Particle  Size  Distribution  of  Alumina 
Determination  of  Polyester  Fiber  Content  in  Mixtures  of 
Determination  of  Precision  of  Meth.  of  Committee  D-19  O 
Determination  of  Pulse  Velocities  and  Ultrasonic  Elasti 
Determination  of  Pure  Down  Content  in  Plumage  (1968) 
Determination  of  Rayon  Fiber  Content  in  Mixtures  of  Man 
Determination  of  Shredded  Latex  Foam  Rubber  in  Mixtures 
Determination  of  Silver  in  Photographic  Films,  Papers, 
Determination  of  Slip  Resistance  of  Floor  Polishes  (196 
Determination  of  Sodium  by  the  Uranyl  Zinc  Acetate  Meth 
Determination  of  Soil  Constants  (1966)  ID.  Meth.  for  W 

Determination  of  Sound  Transmission  Class  (1970) 
Determination  of  Specific  Gravity  of  Aerosols  by  the  Py 
Determination  of  the  Density  (Specific  Gravity)  of  Fibe 
Determination  of  the  Elastic,  Piezoelectric  and  Dielect 
Determination  of  the  Particle  Size  Distribution  of  Spac 
Determination  of  the  Ph  of  Ground  Limestone  (1965) 
Determination  of  the  Strength  of  Soil  Lime  Mixtures  (19 
Determination  of  the  Thermal  Conductivity  of  Cured  Epox 
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Devices,  Individual  Packaging  of  (1971) 

Devices,  of  Industrial  Trucks)  (1966-68)  /Es,  Steering 

Devices;  Rules  for  Test,  Inspection,  Marking,  Stamping 
Devices;  Varactor  Measurements,  Part  I  Small  Signal  Mea 
Dew  Point  Temperature  (1970)  ANSI  Z77.3  /Eth.  of  Test 

Dew  Point  (1968)  ANSI  C59.112  /St  Meth.  for  Water  Vapo 

Dewatering  in  Trenches  (1970) 
Dewatering  Large  Areas  (1970) 
Dewatering  (1969) 

Dextrinizing  Value  of  Enzymes  (1954) 
DFPA  Grade  Trademarked  Plywood  (1971) 
Diagnostic  X-Ray  Equipment  (1970) 
Diagram  for  Truck  Bolster  (1970) 

Diagramming  of  Instrument  and  Control  Systems;  Analog  A 
Diagrams  Fixed  Obstructions  for  Building  Doors  (1969) 
Diagrams  Fixed  Obstructions  for  Railway  Bridges  and  Tur 
Diagrams  Fixed  Obstructions  for  Single  Track  Tunnel  (19 
Diagrams  Fixed  Obstructions  for  Structures  Other  Than  P 
Diagrams  Fixed  Obstructions  Lines  for  Third  Rail  Territ 
Diagrams  (Fixed  Obstructions)  for  Double  Track  Tunnel 
Diagrams  (1969) 
Diagrams  (1969) 
Diagrams  (1970)  ANSI  Y32.2 
Diagrams  (1971)  Std.  Draftin 

Diameter  and  Detonation  Velocity  of  Liquid  Monopropella 
Diameter  and  Permeability  of  Rigid  Porous  Filters  for  L 
Diameter  of  Fine  Wire  by  Weighing  (1970)  ANSI  Z151.1 
Diameter  Sewer  Pipe  (1971) 

Diameter  (1968)  Rec.  Std.  for  Lo 

Diameter)  for  General  Service  (1969)  /Td.  Spec,  for  Se 


Relay 


SPI 

ANS 

EIA 

SAE 

ANSI 

NSA 

BHMA 

NFLDP 

NFLDP 

SAE 

ANSI 

ASTM 

AAR 

AAR 

UL 

AAR 

ANSI 

ABYC 

ASME 

TTMA 

SAE 

ANSI 

SAE 

ASME 

AAR 

NCTA 

NWMA 

ASTM 

ANSI 

UL 

AMCA 
AMCA 
UL 

AMCA 

UL 

AIA 

SAE 

UL 

UL 

UL 

SAE 

AAR 

EIA 

NEMA 

SAE 

ASAE 

NFLDP 

NEMA 

NSA 

SAE 

SAE 

ASTM 

ANSI 

NSA 

NSA 

NSA 

NSA 

ITA 

ASME 

IEEE 

ASTM 

ASTM 

CPB 

CPB 

WPCF 

TAPPI 

APA 

NEMA 

AAR 

SAMA 

AREA 

AREA 

AREA 

AREA 

AREA 

AREA 

ASTM 

NARM 

IEEE 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

CCTI 

ASTM 


PPI-TR3 
1 

JED77 

J602A 

A151.1 

1822 

701 

T3.7.68.1 

T3.7.68.2 

J575E 

AlO.lO 

F288 

MSRP-C-3 
MSRP-D-3 

87 

M921 

Z21.22 

A8 

BPVCIVHG4 

RP9 

J826A 

Z21.41 

J376 

BPVC 

MSRP-D-82 

003-0668 

M-4 

F134T 

C37.17 

1123 

303 

302 

1133 

300 

1131 

CO-l-XIII 

J375 
1119 
1150 
1142 
J565B 

MSRP-M-918 

RS370 

WD5 

J576C 

R296.1 

T3.7.3 

WDI 

3610 

AS1142 

AS1190 

E431 

C42.70 

1824 

1826 

1828 

3427 

4G1-4 

BPVCX 

318 

D1142 

D2029 

•4 

*5 

20 

T643 
•8 

XR4 

MSRP-D-15 

PMC22-11 

28-2-5 

28-2-1 

28-2-2 

28-2-4 

28-2-7 

28-2-3 

E391 

•1.1 

315 

Y14.15A 

D2541 

E128 

F205 

C644 

CT211.1 

A632 
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Loose  Melal  End  Dimensions  (6  Ounce  Fibre  Citrus  Cans  202  D 
Metal  End  Dimensions  for  1  Gal  Fibre  Motor  Oil  Cans,  610  D: 
se  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  D: 
se  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  D: 
std.  Loose  Metal  End  Dimensions  for  Fibre  Citrus  Cans,  401  D 
1969)  Std.  for  Wheel  D 

Std.  for  Preferred  D 
Std.  Test.  Procedure  for  Measuring  Inside  D 
Std.  Test.  Procedure  for  Measuring  Outside  D 
Std.  Meth.  for  D 

std.  Indexable,  Throw  Away,  (Round.  Triangular,  Square  and  D 
Std.  Test.  Meth.  for  Hydroxyl  Groups  by  Pyromellitic  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Accrediting  Std.  for  D 
Std.  for  D 
Design  of  Light  Gage  Steel  D 
971)  Std.  Spec,  for  D 

Test  Meth.  for  Properties  of  D 
Meth.  of  Sampling  D 
Meth.  of  Sampling  Purity  by  Total  Acidity  and  Acid  Value  (D 
60)  D 
Std.  Acceptable  Concentrations  of  Ethylene  D 
Std.  Acceptable  Concentrations  of  Ethylene  Dibromide  (1,2  D 
Std.  Acceptable  Concentrations  of  Ethylene  D 
Safe  Handling  and  Use  of  Ethylene  D 
std.  Acceptable  Concentrations  of  Paradichlorobenzene  (1,4  D 
std.  Common  Name  for  the  Pest  Control  Chemical  3  Amino  2,  5  D 
Std.  Acceptable  Concentrations  of  Methylene  Chloride  (D 
by  Atomic  Absorption  of  the  Ch/  Preparation  of  Potassium  D: 

total  Iron  in  Iron  Ores  by  Stannous  Chloride  Reduction  and  D 
Std.  Operating  Voltage  Range  of  Office  D 
Std.  Maximum  Electrical  Leakage  of  D 
Std.  Length  of  Cable  for  Office  D 
D 

Std.  Spec,  for  Aluminum  Alloy  D 
Std.  Mechanical  Properties  and  Tolerances  for  Aluminum  D 

Std.  for  D 
Std.  for  D 
Std.  for  D 
Std.  for  D 
Std.  Spec,  for  Brass  D 
Std.  Spec,  for  Aluminum  Alloy  D 
Std.  Spec,  for  Zinc  Alloy  D 
ingot  Form  for  Sand  Castings,  Permanent  Mold  Castings,  and  D 
Std.  for  Packaging  of  Items  in  a  Box,  with  Di 
.19  Std.  Spec,  for  Steel,  Closed  Impression  D 

Std.  Spec,  for  Copper  and  Copper  Alloy  Di 
1971)  Spec,  for  Aluminum  Alloy  D 

Std.  for  Tool  and  D: 
Pressure  Sensitive  Electrical  Tape  D 


Std.  Test.  Meth.  for  D 
Std.  Meth.  of  Test  for  D 
Std  for  Fixed  Paper  D 
Std.  for  Metallized  D 
Std.  for  Fixed  Film  D 
Std.  Test  Meth.  for  D 


Electrical  Insulating  Materials  At/ 
Gases  at  Commercial  Power  Freque/ 
ons  (1971) 

s  for  Direct  Current  Application  (19/ 
for  Direct  Current  Application  (197/ 
ene  by  Liquid  Displacement  Procedure/ 
1969)  Std.  Test  Meth.  for  Power  Factor  and  D 

t  Microwave  Frequencies  (/  Std.  Meth.  of  Test  for  Complex  D 

or  of  Solid  Ceramic  Dielectrics  A/  Std.  Meth.  of  Test  for  D: 

or  of  Epoxy  Compounds  Using  the  Null  Meth/        Test  Meth.  for  Di 
Crystals:  Determination  of  the  Elastic,  Piezoelectric  and  Di 
td  Meth.  of  Test.  Flexible  Composites  of  Copper  Foil  with  Di 

Std  for  Ceramic  D 
D 

at/  Std.  Test.  Meth.  for  Dielectric  Breakdown  Voltage  and  D 

Std.  Spec,  for  Kraft  Di 
trical  Test,  of  Insulating  Paper  Impregnated  with  a  Liquid  D 
ant  (Permittivity)  and  Dissipation  Factor  of  Solid  Ceramic  D 
s  (1969)  Std.  Test  Meth.  for  Spectrophotometric  D 

Std.  Test  Meth.  for  Maleic  D 
ements  for  Duplex  Face  and  Single  Face  Flat  Thread  Rolling  D 
installation  of  Air  Cooled  Marine  Engines  and  Auxiliaries  (D 
Rec.  Pract.  for  the  Continuous  Hydrocarbon  Analysis  of  D: 
t.)  (1971)  Marine  Di 

Marine  D 

1)  Marine  D 

.  Pract.)  (1971)  Marine  D 

stems  (Std.  Pract.)  (1971)  Marine  D 

Marine  Di 
Marine  D 
Marine  D 


ameter)  (1970) 

ameter.  Deep  Drawn  Profile  (1968) 
ameter.  Deep  Drawn  Profile  (1969) 
ameter.  Flat  Panel  Profile  (1969) 
ameter.  Sanitary  Style  (1969) 


Rec.  Std.  for 
/C.  Std.  for  Loose 
Rec.  Std.  for  Loo 
Rec.  Std.  for  Loo 
Rec. 


ameters  and  Outlets  Areas,  Tubular  Centrifugal  Fans 
ameters  for  Round  Wire  0.500  In.  and  Under  (1969) 
ameters  of  Fibre  Cans,  Tubes  and  Cores  (1968) 
ameters  of  Fibre  Cans,  Tubes  and  Cores  (1968) 
ametral  Compression  Test,  of  Cemented  Carbides  (1970) 
amond)  Inserts  for  Cutting  Tools  (1969) 
anhydride  Esterification  (1969)  ANSI  K71.1 
aper  Delivery  Equipment  (1971) 
aper  Marketing  Practices  (1971) 
aper  Plant  Layout  and  Equipment  (1971) 
aper  Plant  Personnel  (1971) 
aper  Plant  Procedures  (1971) 
aper  Plant  Route  Salesmen  (1971) 
aper  Sanitation  (Sampling  and  Grading)  (1971) 
aphragm  Pumps,  for  Dewatering  in  Trenches  (1970) 
aphragms  (1967) 

atomaceous  Earth  Block  and  Pipe  Thermal  Insulation  (1 
atomaceous  Silica  (1970) 

basic  Acids  (Industrial  Oils  and  Derivatives)  (1970) 
basic  Acids,  Industrial  Oils  and  Derivatives)  (1970) 
basic  Calcium  Phosphate,  Stabilized,  Dental  Grade  (19 
bromide  (1,2  Dibromoethane)  (1970) 
bromoethane)  (1970) 
chloride  (1969) 
chloride  (1971) 
chlorobenzene) (1970) 
chlorobenzoic  Acid  (Chloramben)  (1970) 
chloromethane)  (1969) 

chromate  Solutions  Used  as  Std.  for  the  Determination 
chromale  Titration  (1969)  Std.  Test  Meth.  for 

dating  Machines  (1954) 
ctating  Machines  (1954) 
ctating  Machines  (1954) 

ctionary  of  Turfgrass  (Golfing  Green)  Terms  (1966) 
e  and  Hand  Forgings  (1970)  ANSI  H38.8 
e  and  Hand  Forgings;  Rolled  Rings  (1970) 
e  Buttons;  Basic  Ball  Lock  (1970) 
e  Buttons;  Basic  Straight  Relief,  Press  Fit  (1970) 
e  Buttons;  Basic  Taper  Relief,  Press  Fit  (1970) 
e  Buttons;  Variable,  Press  Fit  (1970) 
e  Castings  (1970) 
e  Castings  (1971) 
e  Castings  (1971) 

e  Castings  (1971)  ANSI  H38.1  /or  Aluminum  Alloys  in 

e  Cut  Support  Pads  and  Filters  (1971) 
e  Forgings  for  General  Industrial  Use  (1969)  ANSI  055 
e  Forgings  (Hot  Pressed)  (1969) 
e  Forgings,  Solution  and  Precipitation  Heat  Treated 
e  Steels  (1970) 

electric  Breakdown  Test  Meth.  (1959) 
electric  Breakdown  Voltage  and  Dielectric  Strength  of 
electric  Breakdown  Voltage  and  Strength  of  Insulating 
electric  Capacitors  for  Alternating  Current  Applicati 
electric  Capacitors  in  Metallic  and  Non  Metallic  Case 
electric  Capacitors  in  Metallic  and  Nonmetallic  Cases 
electric  Constant  and  Dissipation  Factor  of  Polyethyl 
electric  Constant  of  Electrical  Insulating  Liquids  (R 
electric  Constant  of  Nonmetallic  Magnetic  Materials  A 
electric  Constant  (Permittivity)  and  Dissipation  Fact 
electric  Constant  (Permittivity)  and  Dissipation  Fact 
electric  Constants,  the  Electromechanical  Coupling  Fa 
lelectric  Film  or  Treated  Fabrics  (1970) 
electric  Fixed  Capacitors;  Classes  1,  2  and  3  (1971) 
electric  Properties  of  Grain  and  Seeds  (1970) 
electric  Strength  of  Electrical  Insulating  Materials 
electric  Tissue,  Capacitor  Grade  (1970) 

electric  (1969)  Std.  Meth.  for  Preparing  and  Elec 

electrics  at  Frequencies  to  10  MHz  and  Temperatures  T 
ene  Value  of  Dehydrated  Castor  Oil  and  Its  Derivative 
ene  Value  of  Drying  Oils  (R1969) 

es  (1968)  Std.  for  Dimensional  Requir 

esel  and  Gasoline)  (Boats)  (1970)  /Td.  Covering  the 

esel  Emissions  (1971) 

esel  Engine  Air  Intake  and  Exhaust  Systems  (Std.  Prac 

esel  Engine  Applications  (Std.  Pract.)  (1971) 

esel  Engine  Assembly  and  Equipment  (Std.  Pract.)  (197 

esel  Engine  Classification  and  Marine  Inspection  (Std 

esel  Engine  Combustion  Chambers  and  Fuel  Injection  Sy 

esel  Engine  Control  Rooms  (Std.  Pract.)  (1971) 

lesel  Engine  Cooling  Water  Systems  (Std.  Pract.)  (1971 

esel  Engine  Definitions  (1971) 


CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

AMCA 

ANSI 

CCTI 

CCTI 

ASTM 

ANSI 

ASTM 

DSAC 

DSAC 

DSAC 

DSAC 

DSAC 

DSAC 

DSAC 

CPB 

AISI 

ASTM 

TAPPI 

AOCS 

AOCS 

CTFA 

ANSI 

ANSI 

ANSI 

MCA 

ANSI 

ANSI 

ANSI 

ABFLO 

ASTM 

ANSI 

ANSI 

ANSI 

USGA 

ASTM 

AA 

ANSI 

ANSI 

ANSI 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

NSA 

ASTM 

ASTM 

SAE 

SAE 

PSTC 

ASTM 

ASTM 

EIA 

EIA 

EIA 

ASTM 

ASTM 

ASTM 

ASTM 

SPI 

IEEE 

ASTM 

EIA 

ASAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

IFI 

ABYC 

SAE 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 


E202.1 

E610.1 

E401.2 

E401.1 

E401.3 

2411 

B32.2 

CT102 

CT103 

B485 

B94.25 

E335 

*6 

•7 

'2 

•4 

•3 

*5 

♦1 

•4 

21 

C517 

T658 

TA7E 

TE4A 

35 

Z37.31 

Z37.31 

Z37.21 

SD18 

Z37.27 

K62.91 

Z37.23 

B-14 

E277 

X2.5.I6 

X2.5.17 

X2.5.19 

•2 

B247 

*2815 

B94.29 

B94.28 

B94.27 

B94.30 

B176 

B85 

B86 

B179 

3419 

A521 

B283 

AMS4148 

J438B 

51 

D149 

D2477 

RS392 

RS377 

RS376 

D1531 

D924 

F131 

D2149 

ERF26 

178 

D286I 

RS198-B 

D293 

D149 

D1930 

D2413 

D2149 

D1358 

D1961 

109 

PIO 

J215 

MD115 

MD26 

MD12 

MD19 

MD84 

MDlOl 

MD131 

MDl 
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1)  Marine 
1971)  Marine 

Marine 

971)  Marine 
971)  Marine 

Marine 

Pract.)  (1971)  Marine 
al  Spec.  (1971)  Marine 
71)  Marine 
td.  Pract.)  (1971)  Manne 
1971)  Marine 
71)  Marine 
)(1971)  Marine 

Marine 
Marine 

.)  (1971)  Marine 
Rec.  Pract.  for  Spark  Arresters  for  Nonturbocharged 
.  for  the  Measurement  of  Intake  Air  or  Exhaust  Gas  Flow  of 
ment  of  Carbon  Dioxide  and  Monoxide;  Oxides  of  Nitrogen  in 

Std.  for 


968) 


53) 


Std.  for 

Rec.  Pract.  for  Calibrating  Oil  for 
Rec.  Pract.  for  Calibrating  Nozzle  Holder  Assembly  for 
Rec.  Pract.  for  Test.  Techniques  for 
Rec.  Pract.  for  Test  Stands  for 
Std.  Melh.  of  Test  for  Amyl  Nitrate  in 
td.  for  Spark  Arrester  Test  Apparatus  (for  Nonturbocharged 
Rec.  Pract.  for  Fuel  Systems  for  Gasoline  and 
Rec.  Pract.  for  Witness  Groove  for  Multiple  Wear 

Lauroyl 

ies  and  Essential  Information  for  Safe  Handling  and  Use  of 


s.  Curtain  Walls,  and  Doors  by  Uniform  Static  Air  Pressure 
Std.  Math,  for  Instrumental  Evaluation  of  Color 
Std.  Meth.  for  Visual  Evaluation  of  Color 
icals  and  Plastics  (1970)  Rec.  for  Pressure 

for  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Pressure 
lating  Materials  with  Controlled  Wat/  Std.  Test  Meth.  for 

of  Crystalline  Compounds  in  Water  Formed  Deposits  by  X-Ray 

Meth.  of  Measure  for 
Equipment  Test  Code  for  Air 
Std.  Manual  of  Pract.  for  Anaerobic  Sludge 
Code  of  Good  Pract.  for  the  Documentation  of 
Rec.  Programming  Pract.  to  Facilitate  the  Interchange  of 
for  Gas  Turbine  Engine  Status  Performance  Presentation  for 
Requirements  for  Automatic 
Diagramming  of  Instrument  and  Control  Systems;  Analog  and 
"  (19/        Std.  Common  Name  for  the  Pest  Control  Chemical  5,  6 
Safe  Handling  and  Use  of  Toluene 
1)  Tent.  Test  Meth.  for  Critical 

Z30.6  Rec.  Pract.  for 

Std.  Test  Meth.  for  Volatile  Solvents  and 
Std.  for  Regulator  Oxygen, 

(1964)  ANSI  B93.1 

Tent.  Meth.  for  Measuring  the  A-D 
Std.  for  Poly  (Vmyl  Chloride)  (PVC)  Plastic  Pipe  (Std. 
12  Rapid  Start  Fluorescent  Lamp  (1969)  Std. 
12  Preheat  Start  Fluorescent  Lamp  (1961)  Std. 
able  Press  Woven  or  Knit  Fabrics  (1970) 

nic  Disc  Phonograph  Records  for  Home  Use:  78,  45,  3/  Std. 

Rec.  Pract.  for  Flange  and  Emergency  Valve 
e  Flat  Thread  Rolhng  Dies  (1968)  Std.  for 

Rec.  Pract.  for  Detecting  Swell,  Growth,  and 
Test  Meth.  for 
Std.  Test.  Procedure  for 

ponents;  Unit  Handling  (1970) 

Rec.  Std. 
Std. 

)  ANSI  H35.2  Std.  for 

nge  and  Expanded)  (1970)  Std.  for 

for  Chemical  Compositions,  Mechanical  Property  Limits  and 
terns  (1969)  Std.  Basis  for  the  Vertical 

lied  Screw  Conveyors  (1969) 

Scales  for  Use  with  Decimal  Inch 
Std.  for  Dual 

s  Trailers  (1970)  Rec.  Pract.  for 

and  Cables  (1971)  Std.  for 

35mm  Negatives  (1946)  Std.  16mm  Positive  Aperture 

made  From  35mm  Positive  Prints  (1/  Std.  Negative  Aperture 

ea  Meters  (Rotameters)  (Gla/  Rec.  Pract.  for  Terminology, 

Conduit  (1970)  Std. 
ards  (1970)  Std.  Spec,  for  Printed  Wiring  Board 

uminum  Sheet  and  Plate;  Commercial  Ribbed  Siding;  Designed 
urn  Sheet  and  Plate;  Commercial  Corrugated  Siding;  Designed 


Diesel  Engine  Electric  Drive  Systems  (Std.  Pract.)  (197  DEMA  MD43 

Diesel  Engine  Erection  and  Installation  (Std.  Pract.)  DEMA  MD18I 

Diesel  Engine  Factory  and  Installation  Test,  (1971)  DEMA  MD183 

Diesel  Engine  Foundations  and  Seatings  (Std.  Pract.)  (1  DEMA  MDlll 

Diesel  Engine  Fuel  Oil  Characteristics  (Std.  Pract.)  (1  DEMA  MD171 

Diesel  Engine  Fuel  Oil  Systems  (Std.  Pract.)  (1971)  DEMA  MD153 

Diesel  Engine  Governors  and  Speed  Control  Systems  (Std.  DEMA  MD88 

Diesel  Engine  Lubricating  Oil  Characteristics  and  Gener  DEMA  MD163 

Diesel  Engine  Lubricating  Oil  Systems  (Std.  Pract.)  (19  DEMA  MD138 

Diesel  Engine  Machinery  and  Engine  Room  Arrangements  (S  DEMA  MD69 

Diesel  Engine  Operation  and  Maintenance  (Std.  Pract.)  DEMA  MDI86 

Diesel  Engine  Ratings  and  Performance  (Std.  Pract.)  (19  DEMA  MD8 

Diesel  Engine  Scavenging  and  Supercharging  (Std.  Pract.  DEMA  MD73 

Diesel  Engine  Starting  Systems  (Std.  Pract.)  (1971)  DEMA  MD122 

Diesel  Engine  Vibration  (Std.  Pract.)  (1971)  DEMA  MD103 

Diesel  Engines  for  Auxiliary  Power  Services  (Std.  Pract  DEMA  MD61 

Diesel  Engines  Used  in  Railroad  Locomotives  (1970)  AAR  MSRP-F-251 

Diesel  Engines  (1971)  Rec.  Pract  SAE  J244 

Diesel  Exhaust  (1970)  Rec.  Pract.  for  the  Measure  SAE  J177 

Diesel  Fuel  Injection  Nozzle  Holder  Assemblies  (1969)  SAE  J629B 

Diesel  Fuel  Injection  Nozzle  Holder  Assembly  (9.5mm)  (1  SAE  J347 

Diesel  Fuel  Injection  Pump  Mountings  (1970)  SAE  J626B 

Diesel  Fuel  Injection  Systems  (1970)  SAE  J967A 

Diesel  Fuel  Injection  Systems  (1970)  SAE  J968B 

Diesel  Fuel  Injection  Systems  (1970)  SAE  J969A 

Diesel  Fuel  Injection  Systems  (1970)  SAE  J970A 

Diesel  Fuels  (1970)  ASTM  D1839 

Diesel  Railroad  Locomotive  Engines)  (1971)  AAR  MSRP-F-253 

Diesel  Systems,  for  House  Boats  (1970)  BIA  HEMl 

Diesel  Wheels  (Railway  Cars)  (1970)  AAR  MSRP-G-15 

Diethanolamide  (1960)  CTFA  80 

Diethylamine  (1971)  Propert  MCA  SD97 

Diethyleneglycol  Monostearate,  Non  Self  Emulsifying  (19  CTFA  43 

Difference  (1970)  /Ater  Penetration  of  Exterior  Window  ASTM  E331 

Differences  of  Opaque  Materials  (1968)  ASTM  D2244 

Differences  of  Opaque  Materials  (1969)  ASTM  D1729 

Differential  Hopper  Cars  for  Transport  of  Dry  Bulk  Chem  MCA  TC15 

Differential  Hopper  Cars  (1971)  /Ments  for  Facilities  MCA  TC16 

Differential  Wet  Tracking  Resistance  of  Electrical  Insu  ASTM  D2302 

Diffraction  (1970)  Std.  Meth.  for  Identification  ASTM  D934 

Diffuse  Opacity  of  Paper  (Backing)  (1970)  TAPPI  T519 

Diffusion  (1971)  ADC  1062R2 

Digestion  (1968)  WPCF  16 

Digital  Computer  Programs  (1967)  ANS  2 

Digital  Computer  Programs  (1971)  ANS  3 

Digital  Computer  Programs  (1971)  Rec.  Pract.  SAE  ARPI211 

Digital  Voltmeters  and  Ratio  Meters  (1969)  ANSI  C39.6 

Digital  (1966)  Std.  for  Functional  SAMA  PMC22-11 

Dihydro  2  Methyl  I,  4  Oxathiin  3  Carboxanilide"Carboxin  ANSI  K62.97 

Diisocyanate  (1971)  MCA  SD73 

Dilation  of  Concrete  Specimens  Subject  to  Freezing  (197  ASTM  C671 

Dilatometric  Analysis  of  Metallic  Materials  (1969)  ANSI  ASTM  E80 

Dilauryl  Thiodipropionate  (1965)  CTFA  94 

Diluents  (1969)  ASTM  D1296 

Diluter  Demand  Automatic  Pressure  Breathing  (1970)  SAE  AS1194 

Dimension  Identification  Code  for  Fluid  Power  Cylinders  NFLDP  T3. 2.60.1 

Dimension  of  Aerosol  Can  Valves  (1971)  CSMA  AG*8 

Dimension  Ratio)  (1970)  USC  PS22 

Dimensional  and  Electrical  Characteristics  of  30  Watt  T  ANSI  C78.708 

Dimensional  and  Electrical  Characteristics  of  40  Watt  T  ANSI  C78.408 

Dimensional  Changes  in  Automatic  Home  Laundering  of  Dur  AATCC  135 

Dimensional  Characteristics  of  Monophonic  and  Stereopho  EIA  RS211-C 

Dimensional  Information  (1970)  TTMA  RP28 

Dimensional  Requirements  for  Duplex  Face  and  Single  Fac  IFI  109 

Dimensional  Stability  of  Brake  Linings  (1970)  SAE  J160 

Dimensional  Stabihty  of  Epoxy  Casting  Compounds  (1969)  SPI  ERF14 

Dimensional  Stability  of  Fibre  Tubes  and  Cores  (1967)  CCTI  T119 

Dimensional  Std.  for  Overhead  Trolley  Conveyors  and  Com  CEMA  601 

Dimensional  Terminology  for  Plastic  Pipe  Fittings  (1968  SPI  PPI-TR6 

Dimensional  Tolerances  for  Aluminum  Mill  Products  (1969  ANSI  H35.2 

Dimensional  Tolerances  for  Aluminum  Mill  Products  (1970  AA  *23 

Dimensional  Tolerances  of  Cellular  Rubber  Products  (Spo  RMA  *8.44 

Dimensional  Tolerances  of  SAE  Wrought  Aluminum  Alloys  SAE  J457H 

Dimensioning  of  Coordinated  Building  Components  and  Sys  ANSI  A62.7 

Dimensioning  Std.  and  Terminology  for  Permanently  Insta  ASAE  S334T 

Dimensioning  (Hs  156)  (1968)  SAE  J805 

Dimensioning,  U.S.  and  Metric  Units  (1970)  SAE  J390 

Dimensions  Affecting  Interchange  of  102  In.  Wide  Double  TTMA  RP31-70 

Dimensions  and  Capacities  of  Returnable  Reels  for  Wires  NEMA  WC20 

Dimensions  and  Image  Size  for  Positive  Prints  Made  From  ANSI  PH22.46 

Dimensions  and  Image  Size  for  16mm  Duphcate  Negatives  ANSI  PH22.47 

Dimensions  and  Safety  Pract.  for  Indicating  Variable  Ar  ISA  RP16.1-3 

Dimensions  and  Tolerances  for  Rigid  Electrical  Aluminum  AA  *281252 

Dimensions  and  Tolerances  Single  and  Two  Sided  Rigid  Bo  IPC  D300E 

Dimensions  and  Weights  (1970)  Std.  for  Al  AA  '287.27 

Dimensions  and  Weights  (1970)  Std.  for  Alumin  AA  •287.24 
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m  Sheet  and  Plate;  Commercial  Corrugated  Roofing;  Designed 
and  Plate;  Commercial  V  Beam  Roofing  and  Siding;  Designed 
Drainage  Tube  for  Drainage  Waste  and  Vents  Including  Std. 

Hitch  and  Box 
Rec.  Guides  and  Container 
nd/  Rec.  Pract.  for  Conversion  of  United  States  to  Metric 

s.  Wagons  and  Blowers  (1970) 
y  Style  (1969) 


33  In.  Dia.  Wheels,  5  / 
36  in  Dia.  Wheels,  6  1/ 
38  In.  Dia.  Wheels  6  1/ 
38  In.  Dia.  One  Wear  W/ 
1970) 


picture  Film  Perforated  Ir  1667  (1969) 
Metric)  (1969) 

Displacement  Fluid  Power  Pumps  and  Motors  (1966)  A/ 
aulic  Fluid  Power  Valves  (1968)  ANSI  B93.7 


ure  Film  (1969) 

1  Boxes  (1970) 
al  Boxes  (1970) 
r  Bearings  (Rail/ 

ders  (1969)  ANSI  B93.15 

r.  Deep  Drawn  Profile  (196/ 
Flat  Panel  Profile  (1969) 
Deep  Drawn  Profile  (1969) 

1968) 

les  (1968) 

er  8,  2r  1664  (1-0)  (1969) 


Pec.  Sid.  Loose  Metal  End 
Std. 

Std.  for  Limiting  Nominal  Design 
Std.  for  Limiting  Nominal  Design 
Std.  for  Limiting  Nominal  Design 
Std.  for  Limiting  Nominal  Design 
Std.  for  Limiting  Design 
Tent.  Std.  for  Tube 
Std.  Design 
Std.  Size  Designations  and 
Principal 
Principal 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 

Std.  Design 
Std.  Design 

Std.  for  Clearance  Outline  and  Limiting 
Std.  Design 
Mounting 

Rec.  Std.  for  Loose  Metal  End 
Rec.  Std.  for  Loose  Metal  End 
Rec.  Std.  for  Loose  Metal  End 
Rec.  Std.  for  Loose  Metal  End 
Rec.  Pract.  for 
Std. 
Std. 
Std. 

r  Cameras  Other  Than  Motion  Picture  Cameras  (1970)  Std. 
r  8,  Ir-1667  (1967)  Std. 
uster;  Freight  Cars  (1970)  Std.  Limiting  Design 

Std. 

Rec.  Pract.  for  Motor 
Rec.  Pract.  for  Motor  Well 
icture  Film  (1971)  Std. 
Im  Perforated  Super  8,  Projection  Type  (1969)  Std. 
film  Perforated  Super  8,  2r  1667  (1-3)  (1969)  Std. 
film  for  Four  Track  Magnetic  Sound  Release  Prints  (/  Std. 

Std.  Meth.  of  Measuring  Shrinkage  From  Mold 
Std.  Meth.  for  Measuring 
picture  Prints  (1969)  Std. 
picture  Film  (1969)  Std. 
ture  Film  (1969)  Std. 
hie  Motion  Picture  Film  (1969)  Std. 
ture  Film  (1969)  Std. 
ure  Film  (1969)  Std. 
erforated  Super  8,  Projection  Type  (1969)  Std. 

Std.  Meth.  of  Determining 
Std. 

Rec.  Pract.  for  Outboard  Motor 
Rec.  Pract.  for  Outboard  Motor  Well 
12  Volt  Batteries 
18  Volt  Batteries 
24  Volt  Batteries 
Nickel  Iron  24  Volt  Batteries 
Lead  Acid  30  Volt  Batteries 
Nickel  Iron  30  Volt  Batteries 
Lead  Acid  36  Volt  Batteries 
Lead  Acid  48  Volt  Batteries 
Nickel  Iron  48  Volt  Batteries 
Lead  Acid  72  Volt  Batteries 
Rec.  Pract.  for  Sailboat  Inboard  Well 
Rec.  Pract.  for  Sailboat  Inboard  Well 
Std.  Meth.  for  Measuring  Zipper 
Rec  Std.  for  Loose  Metal  End 
Spec. 

Nickel  Iron  36  Volt  Batteries 
Model  Railroad  Turnout 
Model  Railroad  Turnout 
Model  Railroad  Turnout 
Model  Railroad  Turnout 
Std. 

Model  Railroad  Turnout 
Model  Railroad  Turnout 
Rec.  Std.  for  Factory  Finished  Can 


70) 


g  and  Baking  Utensils  (1970) 


mensions  and  Weights  (1970)  Std.  for  Aluminu 

mensions  and  Weights  (1970)  Std.  for  Aluminum  Sheet 

mensions  and  Weights,  and  Safe  Working  Pressure  (1968 
mensions  for  Agricultural  (Farm)  Grain  Wagons  (1967) 
mensions  for  Can  Openability  (1971) 

mensions  for  Color  and  Monochrome  Cathode  Ray  Tubes  A 
mensions  for  Compatible  Operation  of  Forage  Harvester 
mensions  for  Fibre  Citrus  Cans,  401  Diameter,  Sanitar 
mensions  for  Film  Packs  (1969) 

mensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes, 
mensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes, 
mensions  for  Freight  Car  Trucks  ■  Single  Shoe  Brakes, 
mensions  for  Freight  Car  Trucks  ■  Single  Shoe  Brakes, 
mensions  for  Hand  Brake  Sheave  Wheel  (Railway  Cars) 
mensions  for  Heat  Exchangers  (1959) 
mensions  for  Integral  Journal  Boxes  (1970) 
mensions  for  Intraoral  Dental  Radiographic  Film  (1970 
mensions  for  Low  Lift  Pallet  Trucks  (1966) 
mensions  for  Low  Lift  Platform  Trucks  (1966) 
mensions  for  Magnetic  Sound  Record  on  Super  8  Motion 
mensions  for  Medical  X  Ray  Sheet  Film  (Metric  and  Non 
mensions  for  Mounting  Flanges  and  Shafts  for  Positive 
mensions  for  Mounting  Surfaces  of  Sub  Plate  Type  Hydr 
mensions  for  Plastic  Bottles  (1968) 
mensions  for  Projection  Reels  for  Super  8  Motion  Pict 
mensions  for  Projector  Slides  (1969) 
mensions  for  Renewable  Wear  Plate  for  Integral  Journa 
mensions  for  Renewable  Wear  Plate  for  Separable  Journ 
mensions  for  Seals  and  Seal  Fit  for  Freight  Car  Rolle 
mensions  for  Separable  Bolted  Journal  Boxes  (1970) 
mensions  for  Square  Head  Industrial  Fluid  Power  Cylin 
mensions  for  1  Gal.  Fibre  Motor  Oil  Cans,  610  Diamete 
mensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter, 
mensions  for  I  Qt.  Fibre  Motor  Oil  Cans  401  Diameter, 
mensions  for  12  Oz.  Fibre  Citrus  Cans,  211  Diameter 
mensions  for  16mm  Motion  Picture  Projector  Reel  Spind 
mensions  for  35  mm  Motion  Picture  Film  Perforated  Sup 
mensions  for  35mm  Motion  Picture  Film  Splices  (1971) 
mensions  for  35mm  Motion  Picture  Film,  Bhl866  (1964) 
mensions  for  70mm  Unperforated  and  Perforated  Film  Fo 
mensions  for  8mm  Motion  Picture  Film,  Perforated  Supe 
mensions  Mechanical  Double  Acting  Automatic  Slack  Adj 
mensions  of  Aerial  Film  Spools  (1964) 
mensions  of  Boats  (1969) 
mensions  of  Boats  (1969) 

mensions  of  Camera  Aperture  Image  on  Super  8  Motion  P 

mensions  of  Cemented  Splices  on  8mm  Motion  Picture  Fi 

mensions  of  Magnetic  Striping  of  16mm  Motion  Picture 

mensions  of  Magnetic  Striping  of  35mm  Motion  Picture 

mensions  of  Molded  Plastics  (RI969)  ANSI  K66.3 

mensions  of  Multiple  Lip  Packing  Sets  (1971) 

mensions  of  Photographic  Sound  Record  on  16mm  Motion 

mensions  of  Projectable  Image  Area  on  Super  8  Motion 

mensions  of  Projectable  Image  Area  on  16mm  Motion  Pic 

mensions  of  Projectable  Image  Area  on  35mm  Nonanamorp 

mensions  of  Projectable  Image  Area  on  70mm  Motion  Pic 

mensions  of  Projectable  Image  Area  on  8mm  Motion  Pict 

mensions  of  Tape  Splices  on  8mm  Motion  Picture  Film  P 

mensions  of  Thermoplastic  Pipe  and  Fittings  (1970) 

mensions  of  2  In.  Video  Magnetic  Tape  Reels  (1970) 

mensions  (Boats)  (1970) 

mensions  (Boats)  (1970) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (for  Electric  Trucks)  (1965) 

mensions  (1969) 

mensions  (1970) 

mensions  (1970) 

mensions  (6  Ounce  Fibre  Citrus  Cans  202  Diameter)  (19 
mensions)  for  Tin  Plate  Fabricated  Aerosol  Cans  (1971 
mensions)  (for  Electric  Industrial  Trucks)  (1965) 
mensions.  Ho  Scale  (1961) 
mensions,  Hon3  Scale  (1961) 
mensions,  Oo  and  On3  Scales  (1961) 
mensions,  S  Scale  (1961) 

mensions.  Tolerances,  and  Terminology  for  Home  Cookin 

mensions,  Tt  Scale  (1961) 

mensions,  0  Scale  (1961) 

mensions;  1  Gal.  Fibre  Motor  Oil  (1968) 


AA 

*287.23 

AA 

•287.25 

CDA 

401/4 

ASAE 

R239 

CMI 

•12 

EIA 

JED72 

ASAE 

S328T 

CCTI 

E401.3 

ANSI 

PH1.26 

AAR 

MSRP-D-7 

AAR 

MSRP-D-8 

AAR 

MSRP-D-8A 

AAR 

MSRP-D-8B 

AAR 

MSRPE22B.2 

API 

640 

AAR 

MSRP-D-33 

ANSI 

PH6.2 

ITA 

lOAl 

ITA 

lOBl 

ANSI 

PH22.164 

ANSI 

PHI. 17 

NFLDP 

T3.9.65.1 

NFLDP 

T3.5.65.1 

SPI 

PBD2 

ANSI 

PH22.160 

ANSI 

PH3.43 

AAR 

MSRP-D-34 

AAR 

MSRP-D-37 

AAR 

MSRP-D-58B 

AAR 

MSRP-D-38 

NFLDP 

T3.6.7 

CCTI 

E610.1 

CCTI 

E401.1 

CCTI 

E401.2 

CCTI 

CT211.1 

SMPTE 

RP34 

ANSI 

PH22.169 

ANSI 

PH22.178 

ANSI 

PH22.93 

ANSI 

PHI. 20 

ANSI 

PH22.149 

AAR 

MSRP-E-63 

ANSI 

PH1.2 

BIA 

111 

BIA 

112 

ANSI 

PH22.157 

ANSI 

PH22.172.1 

ANSI 

PH22.I76 

ANSI 

PH22.I77 

ASTM 

D955 

NFLDP 

T3.19.5 

ANSI 

PH22.41 

ANSI 

PH22.154 

ANSI 

PH22.8 

ANSI 

PH22.58 

ANSI 

PH22.I52 

ANSI 

PH22.20 

ANSI 

PH22.172.2 

ASTM 

D2122 

ANSI 

C98.5 

ABYC 

SU 

ABYC 

SI2 

ITA 

8C2 

ITA 

8D1 

ITA 

8E3 

ITA 

8E4 

ITA 

8F1 

ITA 

8F2 

ITA 

8G1 

ITA 

8H1 

ITA 

8H2 

ITA 

8J1 

BL\ 

114 

ABYC 

S14 

ASTM 

D2060 

CCTI 

E202.1 

CSMA 

AG*7 

ITA 

8G2 

NMRA 

RP12.3 

NMRA 

RP12.6 

NMRA 

RP12.4 

NMRA 

RP12.2 

ANSI 

Z61.1 

NMRA 

RP12.5 

NMRA 

RP12.1 

CCTI 

B610.1 
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Rec.  Std.  for  Factory  Finished  Can  D 
Rec.  Std.  for  Factory  Finished  Can  D 
Rec.  Std.  for  Factory  Finished  Can  D 
Rec.  Std.  for  Factory  Finished  Can  D 
matography  (1968)  ANSI  /  Sid.  Meth.  of  Test  for  Butadiene  D 

Std.  and  Spectrum  for  Citral  D: 
Std.  for  Cinnamic  Aldehyde  D: 
Spectrum  for  Cinnamic  Aldehyde  Di 
Gas  Chromatographic  Procedure  for  Citral  D 
Std.  for  Citral  D 
Std.  of  Acceptable  Concentrations  of  Xylene  (D 

Std.  for  D 
Spectrum  for  D 
D 

tert  Butylcarbamic  Acid  Ester  with  3-(M-Hydroxyphenyl)-l ,  1  D 

Std.  for  Semiconductor  D 

1970)  Std.  for  Melamine  D 
Std.  for  Meth.  of  (Voltage  Variable  Capacitance)  D 

Rec.  D 

Safety  Std.  for  Marine  Electric  Starters,  Generators  and  Di 
est.  for  Leaks  Using  the  Halogen  Leak  Detector  (Alkali  Ion  D 
ust  (1970)  Rec.  Pract.  for  the  Measurement  of  Carbon  Di 

970)  Tent.  Test  Meth.  for  Sulfur  D 

Safety  Std.  for  Carbon  D 
Std.  Meth.  of  Test  for  Carbon  D: 
Meth.  of  Analysis  of  Sulfur  D 
ints  (1968)  Std.  Meth.  for  Sulfur  D 

Std.  for  Low  Pressure  Carbon  D: 
Std.  for  Determination  of  Titanium  Di 
Titanium  D 

Std.  Acceptable  Concentrations  of  Nitrogen  Di 
spec,  for  Steel  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  D 
Spec,  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  D 
ized)  Carbon  Steel  Sheets  of  Commercial  Quahty  by  the  Hot  D 
or  Steel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the  Hot  D 
ed)  Carbon  Steel  Sheets  of  Lock  Forming  Quality  by  the  Hot  D 
or  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  D 

Std.  Spec,  for  Edge  Di 

1971)  Std.  for  D 
Std.  Spec,  for  Zinc  Coating  (Hot  D 
Std.  Spec,  for  Zinc  Coating  (Hot  D 

rface  Treatment  of  Polyethylene  Containers  Using  the  Water  D 
Std.  Meth.  of  Sampling  and  Test.  D 
Std.  for  Methyl  D 
Spectrum  for  Methyl  D 
rl970)  SAE  J19  Std.  Spec,  for  Latex  D 

el  Pipe  for  Ordinary  Uses  (/  Std.  Spec,  for  Black  and  Hot  D 

Std.  for  Press  Hydraulic,  D 
o  Kote,  Bond  Applied  to  Steel  and  Con/  Spec,  and  Data  for  D 

Rec.  Rules  for  the  Prevention  of  D 
0)  Std.  for  D: 

.  for  Oxygen  Content  Using  a  14  Mev  Neutron  Activation  and  D 
electric  Capacitors  in  Metallic  and  Non  Metallic  Cases  for  D: 
ielectric  Capacitors  in  Metallic  and  Nonmetallic  Cases  for  Di 
Std.  Requirements  for  D 
d.  for  Trip  Devices  (Opening  Releases)  for  Alternating  and  D 
Reference  Std.  Electrical  Resistors  (for  Di 
Electrical  Grounding  of  D: 
Rec.  Pract.  for  D 

(on  Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  D 

954)  Three  Phase  D 

Coal  Pulverizers  (D: 

etween  Architect  and  Engineer  (on  a  Basis  of  a  Multiple  of  D 
t  Between  Owner  and  Architect  (on  a  Basis  of  a  Multiple  of  D 
th.  for  Disbonding  Characteristics  of  Pipeline  Coatings  by  D 

Std.  Test  Meth.  for  Di 

rs  526/60  Interlaced  2:1/  Electrical  Performance  Std.  for  D 

69)  Std.  for  the  D 

frequency  Ra/         Performance  of  Airborne  Radio  Receiving  and  D 

Std.  for  Machine  D 

1964)  Meth.  for  Cross  D 

paper  (1969)  TAPPI  T/  Std.  Test  Meth.  for  45  Deg.,  0  Deg.  D 

pper  Base  Alloys  in  Foundry  Pract.  (1965)  D 
a  Coffee  Hydrometer  (1970)  D 
or  55  Gallon  Single  Trip  Metal  Drums  for  Liquid  Chemicals  (D 

Tent.  Std  D 
Di 

Tent.  Std.  for  D 
Meth.  for  Natural  D 
uene  Insoluble  Solid  Matter  in  Rosin  (Chiefly  Sand,  Chips,  D 
ct  Soil  Burial  (1971)  Tent.  Test  Meth.  for  D; 

Std.  for  Multiple  D 

dimensional  Characteristics  of  Monophonic  and  Stereophonic  Di 
railers  (1971)  Rec.  Pract.  of  Labehng  for  D 

Tractor  and  Implement  D 
Wheel  Mounting  Elements  for  Farm  Equipment  D 


/T  Control  Chemical 


/. 
Std 


mensions;  1  Qt.  Fibre  Motor  Oil  Cans  (1968)  ^ 
mensions,  12  Oz.  Fibre  Citrus  (1968) 
mensions;  32  Oz.  Fibre  Citrus  (1968) 
mensions;  6  Oz.  Fibre  Citrus  (1968) 
mer  and  Styrene  in  Butadiene  Concentrates  by  Gas  Chro 
methyl  Acetal  (1968) 
methyl  Acetal  (1969) 
methyl  Acetal  (1969) 
methyl  Acetal  (1970) 
methyl  Acetal  (1971) 
methyl  Benzene)  (1971) 
methyl  Phenyl  Ethyl  Carbinol  (1969) 
methyl  Phenyl  Ethyl  Carbinol  (1969) 
methylpolysiloxane  (I960) 
methylurea"Karbutilate"  (1970) 
mmers  for  Incandesent  Lamps  (1970) 
nnerware  (Alpha  Cellulose  Filled)  for  Household  Use 
ode"Q"  measurement  (1971) 
ode  Phototube  Spec.  Data  Form  (1965) 
ode  Rectified  Alternators  (1964) 

ode)  (1971)  Std.  Rec.  Pract.  for  T 

oxide  and  Monoxide;  Oxides  of  Nitrogen  in  Diesel  Exha 

oxide  Content  of  the  Atmosphere  (West  Gaeke  Meth.)  (1 

oxide  Fire  Extinguishers  (1971) 

oxide  in  Coal  (1969) 

oxide  in  Sulfite  Cooking  Liquor  (1970) 

oxide  in  White  Pigment  Separated  From  Solvent  Type  Pa 

oxide  Systems  at  Consumer  Sites  (1970) 

oxide  (1958) 

oxide  (1966) 

oxide  (1971) 

p  Process  Drawing  Quality,  Special  Killed  (1971) 
p  Process  for  Roofing  (1971) 
p  Process  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvan 

p  Process  (1971)  /  of  Zinc  Coated  (Galvanized)  Iron 

p  Process  (1971)  /D.  Spec,  for  Zinc  Coated  (Galvaniz 

p  Process,  Drawing  Quality  (1971)  Std.  Spec.  F 

p  Solderability  Test  for  Printed  Wiring  Boards  (1970) 
p  Tanks  Containing  Flammable  or  Combustible  Liquids 
p)  on  Assembled  Steel  Products  (1971) 
p)  on  Iron  and  Steel  Hardware  (1971) 

p.  Ink  and  Label  Adhesion  Tests  (1968)  /Valuating  Su 

pentene  (R1970) 
phenyl  Ether  (1970) 
phenyl  Ether  (1970) 

pped  Goods  and  Coatings  for  Automotive  Applications 

pped  Zinc  Coated  (Galvanized)  Welded  and  Seamless  Ste 

rect  Acting  Internal  Expansion  (1970) 

rect  Application  Fireproofing  of  Vermiculite  Type  Mon 

rect  Causes  of  Boiler  Failures  (1971) 

rect  Contact  Barometric  and  Low  Level  Condensers  (197 

rect  Counting  Technique  (1969)  Tent.  Test  Meth 

rect  Current  Application  (1970)  /.  for  Metallized  Di 

rect  Current  Application  (1970)  ID.  for  Fixed  Film  D 

rect  Current  Instrument  Shunts  (1971) 

rect  Current  Low  Voltage  Power  Circuit  Breakers  (1970 

rect  Current  Measurements)  (1969) 

rect  Current  Systems  on  Boats  (1970) 

rect  Current  Winng  of  House  Boats  (1970) 

rect  Current  Wiring  Systems  Operating  Under  50  Volts 

rect  Energy  Spot  Welders,  Press  Type,  Air  Operated  (1 

rect  Fire  and  Storage  Systems)  (1969) 

rect  Personnel  Expense)  (1970)  /  Form  of  Agreement  B 

rect  Personnel  Expense)  (1970)  /Td.  Form  of  Agreemen 

rect  Soil  Burial  (1971)  Tent.  Test  Me 

rect  Tensile  Strength  of  Rock  Core  Specimens  (1971) 
rect  View  Monochrome  Closed  Circuit  Television  Monito 
rect  Viewing  of  Photographic  Color  Transparencies  (19 
rection  Finding  Equipment  Operating  Within  the  Radio 
rection  of  Paper  (1961) 

rectional  Internal  Tearing  Resistance  of  Paperboard 

rectional  Reflectance  for  Blue  Light  (Brightness)  of 

rectional  Solidification;  Chilling  and  Risering  of  Co 

rections  and  Meth.  for  Measuring  Soluble  Solids  with 

rections  for  Handling  and  Storing  (1970)  /.  Pract.  F 

rt  in  Paper  and  Paperboard  (1963) 

rt  in  Pulp  Measured  by  Transmitted  Light  (1971) 

rt  in  Pulp  (1965) 

rt  in  Wood  Chips  (1963) 

rt,  and  Bark)  (R1970)  ANSI  K21.1  /H.  of  Test  for  Tol 

sbonding  Characteristics  of  Pipeline  Coatings  by  Dire 
sc  Clutches  (1971) 

sc  Phonograph  Records  for  Home  Use;  78,  45,  33-1/3  R. 
sc  Wheels  and  Demountable  Rims  of  Trucks,  Buses  and  T 
sc  Wheels  (1962) 
sc  Wheels  (1966) 
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using  Incandescent  Filament,  or  Mercury  or  Sodium  Electric  D 

Meth.  of  Test,  for  D 

ments,  for  Self  Priming  Centrifugal  Pumps  with  Suction  and  D: 
trical  Insulating  Materials  with  Controlled  Water  to  Metal  D: 
Conditions  and  Procedures  for  Hydraulic  Fluid  Power  Quick  D 

Quick  D 

Std.  Listing  Requirements  for  Quick  D 
ution  Enclosed  Single  Pole  Air  Switches,  Power  Fuses.  Fuse  D 
ondary  and  Power  Fuses,  Enclosed  Single  Pole  Air  Switches,  D 
ondary  and  Power  Fuses,  Enclosed  Single  Pole  Air  Switches,  D 
Spec,  for  Power  Fuses  and  Fuse  D 
iting  (1969)  Spec,  for  Distribution  Fuse  D 

Equipment  Criteria  for  Umbilical  Systems  Propellant  Quick  D 
Rec.  Pract.  for  the  Surface  D 
Rec.  Pract.  for  the  Surface  D 
Std.  for  Desigination  System  for  D 
Machine  Mounting  Spec,  for  Abrasive  D 

D: 

Safety  Std.  for  Commercial  Electric  D 
Performance  Std.  for  Household  D 
Safety  Std.  for  Household  D 
Meth.  Resistance  of  Pulp  or  Paper  Stock  to  D 
measurement  of  Curing  Characteristics  with  the  Oscillating  D 

Wetting  Time  of  Pulp  (Di 
Gage  Wheels  (1970)  Interchangeability  of  D 

determining  the  Cutting  Width  and  the  Designated  Weight  of  D 
Std.  Test  Meth  for  Apparent  Tensile  Strength  of  Ring  or  D 
insulating  Oils  Spectrochemically  by  the  Solution  Rotating  D 
erties  of  Metal  to  Metal  Adhesives  by  Compression  Loading  (D 
Manual  on  Design  and  Manufacture  of  Coned  D 
Agricultural  (Farm)  Tractor  and  Equipment  D 
Wheel  Mounting  Elements  for  Agricultural  (Farm)  Equipment  D 
in  Service  Station  Pumps  or  Remote,  and  Two  Product  Remote  D 
16.1  Safety  Std.  for  Power  Operated  D 

Meth.  for  Cuprielhylenediamine  D 
Statement  on  Vinyl  D 
Std.  Test  Meth.  for  Degree  of  D 
Std.  Test  Meth.  for  Refractive  Index  and  Specific  Optical  D 
procating  and  Rotating  (1970)  Positive  D: 

d.  Dimensions  for  Mounting  Flanges  and  Shafts  for  Positive  D: 
of  Test,  and  Presenting  Basic  Performance  Data  for  Positve  D 
Constant  and  Dissipation  Factor  of  Polyethylene  by  Liquid  D 
Power  Chain  Saw  Engine  D 
y  and  Porosity  of  Granular  Refractory  Materials  by  Mercury  D: 
C33.71  Safety  Std.  for  Wired  D: 

Rec.  Pract.  for  Measurement  of  X-Radiation  From  D 
Rec.  Pract.  for  Flight  Deck  Instrumentation  and  D 
National  Building  Code  for  Signs  and  Outdoor  D: 
a  Flat  Surface  /  Tent.  Test  Meth.  for  Fluid  Repellency  of  Di 

Rec.  Test  Meth.  for  Absorption  (D: 
longation  (1970)  Rec.  Test  Meth.  for  D 

Rec.  Test  Meth.  for  Tear  Resistance  of  D: 
Rec.  Test  for  the  Thickness  of  D: 
Rec.  Test  Meth.  of  Weight  of  D 
Rec.  Test  Meth.  for  Abrasion  Resistance  of  Di 
Rec.  Test  Meth.  for  Bursting  Strength  of  Di 
Rec.  Test  Meth.  for  Optical  Properties  of  D 
Rec.  Test  Meth.  for  Permeability  of  D 
Rec.  Test  Meth.  for  the  Repellency  of  D 
Requirements  for  Marine  Waste  Treatment  and  D 
ogeneous  Perforated  Bituminized  Fiber  Pipe  for  Septic  Tank  D 
anium  Mines  and  Mills  (Nuclear  Real  Current  Pract.  in  the  D 

Minimum  Requirements  for  Non  Water  Carriage  D 
Std.  Performance  Requirements  for  Household  Food  Waste  D 
Std.  Performance  Requirements  for  Commercial  Food  Waste  D 
Safety  Std.  for  Household  and  Commercial  Waste  D 
th/  Test  Meth.  for  Dielectric  Constant  (Permittivity)  and  D: 

nt  Procedure/  Std.  Test  Meth.  for  Dielectric  Constant  and  Di 

.  Meth.  of  Test  for  Dielectric  Constant  (Permittivity)  and  Di 
Std.  Meth.  of  Test  for  D 
Std.  D 

Policy  on  Design  Std.  for  Stopping  Sight  Di 
American  Table  of  D 
Std.  Meth.  of  Test  for  Stability  of  D 
Test  for  Effect  of  Air  Supply  on  Smoke  Density  in  Burning  D 
meth.  for  Calculation  of  True  Vapor  Pressures  of  Petroleum  D 
meth.  for  Calculation  of  Liquid  Heat  Capacity  of  Petroleum  D 
td.  Meth.  of  Test  for  Smoke  Density  in  the  Flue  Gases  From  D 
Std.  Test  Meth.  for  Moisture  or  Volatile  D 
Tent.  Meth.  for  Validation  of  Results  of  Process  D 
olumn)  (1970)  Tent.  Meth.  for  Di 

lated  Materials  (1969)  Std.  Test  Meth.  for  Di 

Std.  Meth.  of  Test  for  D 
i  Z11.77  Std.  Meth.  of  Test  for  Acidity  of  D 

Tent.  Std.  Moisture  in  Paper  and  Paperboard  by  Toluene  D 
Std.  for  Moisture  in  Pulp  by  Toluene  D 


scharge  Lamps  (1968)  /C  Test,  of  Roadway  Luminaires  lES  LM3I 

scharge  Line  Refrigerant  Oil  Separators  (1971)  ASHRA  69 

scharge  Openings  (1970)  Std.  for  M  Rating  Require  CPB  *2 

scharges  (1969)  /lal  Wet  Tracking  Resistance  of  Elec  ASTM  D2302 

sconnect  Couplings  (1970)  Std.  Test  NFLDP  T3.20.70.2 

sconnect  Demountable  LP  Gas  Cylinder  Fuel  Line  (1960)  ITA  6A3 

sconnect  Devices  for  Use  with  Gas  Fuel  (1962)  ANSI  Z21.4I 

sconnecting  Switches  and  Accessories  (1969)  /Distrib  ANSI  C37.41 

sconnecting  Switches  and  Accessories  (1969)  /Ks,  Sec  ANSI  C37.40 

sconnecting  Switches  and  Accessories  (1969)  /Ks,  Sec  ANSI  C37,48 

sconnecting  Switches  (1969)  ANSI  C37.46 

sconnecting  Switches,  Fuses:  Supports  and  Current  Lim  ANSI  C37.47 

sconnects  (1970)  Rec.  Pract.  for  Aerospace  Ground  SAE  ARP1206 

scontinuities  on  Bolts,  Screws,  and  Studs  (1969)  SAE  J123 

scontinuities  on  Nuts  (1969)  SAE  J122 

screte.  Semiconductor  Devices  (1970)  EIA  RS370 

scs  and  Plate  Mounted  Wheels  (1969)  ANSI  B5.35 

shwasher  Drain  Air  Gaps  (1969)  lAPMO  PS23 

shwashers  (1970)  UL  921 

shwashers  (1971)  ASSE  1006 

shwashers  (1971)  ANSI  C33.69  UL  749 

sintegration  (1967)  TAPPI  T239 

sk  Cure  Meter  (1971)  Tent.  Meth.  for  ASTM  D2084 

sk  Flotation)  (1971)  TAPPI  UM-208 

sk  Halves  for  Agncultural  (Farm)  Equipment  Press  and  ASAE  R221 

sk  Harrows  (1970)  ASAE  S290 

sk  Meth.  (1969)  ASTM  D2290 

sk  Method  (1970)  Std.  Test  Meth.  for  Copper  in  ASTM  D2675 

sk  Shear)  (1969)  Std.  Test  Meth.  for  Strength  Prop  ASTM  D2182 

sk  Spring  or  Belleville  Springs  (Hs  63)  (1968)  SAE  J798 

sk  Wheels  (1970)  SAE  J712  ASAE  R219.1 

sk  Wheels  (1970)  SAE  J714a  ASAE  R218.1 

spensers  (1965)  /Out  of  Single  and  Single  Product  Tw  API  BUL1610 

spensing  Devices  for  Flammable  Liquids  (1971)  ANSI  Z2  UL  87 

sperse  Viscosity  of  Pulp  (1966)  TAPPI  T230 

spersion  Air  Release  (1969)  SPI  VDT20 

spersion  of  Carbon  Black  in  Rubber  Compounds  (1969)  ASTM  D2663 

spersion  of  Electrical  Insulating  Liquids  (R1969)  Ans  ASTM  D1807 

splacement  Compressors.  Vacuum  Pumps  and  Blowers  Reci       ASME  PTC9 

splacement  Fluid  Power  Pumps  and  Motors  (1966)  ANSI  B         NFLDP  T3.9.65.1 

splacement  Hydraulic  Fluid  Power  Pumps  and  Motors  (19  NFLDP  T3.9.17 

splacement  Procedure  (R1970)  ANSI  C59.60  /Dielectric  ASTM  D1531 

splacement  (1970)  PSMA  Dl.l-70 

splacement  (1970)  /Td.  Meth.  of  Test  for  Bulk  Densit  ASTM  C493 

splay  Cases  and  Special  Purpose  Cabinets  (1971)  ANSI  UL  65 

splay  Cathode  Ray  Tubes  (1969)  EIA  JED64A 

splay  Design  Objectives  for  Transport  Aircraft  (1971)  SAE  ARP1068 

splay  Structures  (1967)  AlA  CO-l-XVl 

sposable  Soft  Goods  Hydrostatic  Head  in  Contact  with  DA  80.9 

sposable  Soft  Goods  in  the  Presence  of  Liquids)  (1970  DA  10.0 

sposable  Soft  Goods  Subjected  to  Tensile  Stress  and  E  DA  110.0 

sposable  Soft  Goods  (1970)  DA  100.0  ' 

sposable  Soft  Goods  (1970)  DA  120.0 

sposable  Soft  Goods  (1970)  '  DA  130.0 

sposable  Soft  Goods  (1970)  DA  20.0 

sposable  Soft  Goods  (1970)  DA  30.0 

sposable  Soft  Goods  (1970)  DA  60.0 

sposable  Soft  Goods  (1970)  DA  70.0 

sposable  Soft  Goods  (1970)  DA  80.0 

sposal  Devices  (1968)  UL  1119 

sposal  Fields  (1969)  Std.  Spec,  tor  Horn  ASTM  D2312 

sposal  of  Radioactive  Wastes  From  the  Operation  of  Ur  AICE  *13 

sposal  Systems  (1970)  ANSI  Z4.3 

sposer  Units  (1970)  ASSE  1008 

sposer  Units  (1970)  ASSE  1009 

sposers  (1970)  ANSI  C33.59  UL  430 

ssipation  Factor  of  Epoxy  Compounds  Using  the  Null  Me  SPI  ERF26 

ssipation  Factor  of  Polyethylene  by  Liquid  Displaceme  ASTM  D1531 

ssipation  Factor  of  Solid  Ceramic  Dielectrics  at  Freq  ASTM  D2149 

ssolved  Oxygen  in  Industrial  Water  (1966)  ASTM  D888 

stance  Scales  for  Focusing  Camera  Lenses  (1968)  ANSI  PH3.20 

stance  (1971)  AASHO  PSD-1 

stances  for  Safe  Storage  of  Explosives  (1964)  IMF  2 

stillate  Fuel  Oil  (Accelerated  Method)  (1970)  ASTM  D2274 

stillate  Fuel  (1970)  ANSI  Zll. 183  Std.  Meth.  of  ASTM  D2157 

stillate  Fuels  (1970)  Tent.  ASTM  D2889T 

stillate  Fuels  (1970)  Tent.  ASTM  D2890T 

stillate  Fuels  (1970)  ANSI  Zll. 182  ASTM  D2156 

stillates  in  Bituminous  Paving  Mixtures  (1970)  AASHO  TllO 

stillation  Analyzers  (1970)  ASTM  D2891T 

stillation  of  Crude  Petroleum  (15  Theoretical  Plate  C  ASTM  D2892T 

stillation  of  Industrial  Aromatic  Hydrocarbons  and  Re  ASTM  D850 

stillation  of  Pitch  (1969)  ASTM  D2569 

stillation  Residues  or  Hydrocarbon  Liquids  (1970)  Ans  ASTM  D1093 

stillation  (1958)  TAPPI  T484 

stillation  (1960)  TAPPI  T208 
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Std.  for  Moisture  in  Wood  Chips  and  Sawdust  by  Toluene 
test  Meth.  for  Moisture  in  Paper  and  Paperboard  by  Toluene 
er  in  Petroleum  Products  and  Other  Bituminous  Materials  by 
Sid.  Spec,  for  Apparatus  for  Determination  of  Water  by 
tion  of  Volatile  Content  of  Aerosol  Formulations  by  Vacuum 

Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Fractionated  and 
Std.  Spec,  for 
Std.  Spec,  for 

Std.  Meth.  of  Preparation  of  Common  Types  of 
Std.  on  Cable  Television  Amplifier 
Std.  Meth.  of  Test  for  Yam 
oats)  (1970)  Rec.  Pract.  and  Std.  Covering 

he  Art  Measuring  Unbalanced  Transmission  Line  Impedance  in 
Guide  for  Loading  Oil  Immersed 
r  Fuses,  Enc/  Std.  Service  Conditions  and  Definitions  for 

r  Fuses,  Enclosed  Single  Pole  Air  Switches,  Di/  Guide  for 

istribution  Enclosed  Single  Pole  Air  Sw/  Design  Tests  for 

Spec,  for 

for  Distribution  Cutouts  and  Fuse  Links,  Secondary  Fuses, 
9)  Spec,  for 

ts  and  Current  Limiting  (1969)  Spec,  for 

pen  Link  Cutouts  (1969)  Spec,  for 

h.  of  Test  for  Knock  Characteristics  of  Motor  Fuels  by  the 
imentatio/  Tent.  Meth.  for  Determination  of  Particle  Size 

Std.  Test  Meth.  for  Pellet  Size 
9.22  Rec.  Pract.  for  Evaluating  Apparent  Grain  Size  and 

Meth.  for  Particle  Size 
ethylene  Insulated  Wire  and  Cable  for  the  Transmission  and 
Std.  Test  Meth.  for  Particle  Size 
hy  (1970)  Tent.  Meth.  of  Test  for  Boiling  Range 

Meth.  for  Determination  of  the  Particle  Size 
1970)  ANSI  H9.25  Std.  Meth.  of  Test  for  Particle 

Spec,  for 

969)  Single  Phase  Rural 

bution  Syl  Manual  for  the  Balancing  and  Adjustment  of  Air 

nt  of  Air  Distribution  Systems  for  the  Construction  of  Air 
c.  for  Chlorinated  Poly  (Vinyl  Chloride)  Plastic  Hot  Water 
Procedure  for  Sprinkler 
and  /  Std.  Requirements  for  Underground  Type  Single  Phase 

r  Pad  Mounted  Compartmental  Type,  Self  Cooled,  Three  Phase 
quirements  for  Pad  Mounted  Compartmental  Type  Single  Phase 
eactor/  Std.  Requirements,  Terminology,  and  Test  Code  for 

External  Ignition  Proofing  of  Marine  Engine 
for  the  Grocery  Industry  Regarding  Std.  of  Procedures  for 
0)  Std.  Spec,  for  Dry  Preparation  of 

Std.  Meth.  of  Wet  Preparation  of 
Concrete  Slip  Form  Canal  and 
Std.  Spec,  for  Prefabricated  Asphalt  Canal, 
alt  for  Use  in  Waterproof  Membrane  Construction  for  Canal, 
ils(1970)  Test  Meth.  for  2,  6 

nnel  Bandwidths  (1970)  Time 

Tab  Colors  for 

Code  of  Good  Pract.  for  the 
966/  Std.  for  Orientation  and  Mobility  Services  (Cane  and 

Std.  Meth.  of  Chemical  Analysis  of  Magnesite  and 
airborne  Gyro  Automatic  Pilot  Equipment,  Thermal  Relays  in 

Std.  for 
Std.  Installation  of 
Std.  for 
Std.  for 

Std.  Approval  Requirements  for 
motor  Vehicle  Type  (Lead  Acid)  Storage  Batteries  (1/  Rec. 

Std.  Listing  Requirements  for  Gas  Conversion  Burners  for 
requirements  for  Installation  of  Gas  Conversion  Burners  in 

Rec.  Std.  for 

ressure  Reducing  and  Regulating  Valves  for  Installation  on 
eristics  of  Motor  Fuels  by  the  Distribution  Octane  Number 
)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Loose  Brick  in 

Product  Std.  for 
Std.  Bullet  Proof 
Std.  Fire  Resistant 
Safety  Std.  for  Fire 
Rec.  Pract.  for  Vehicle  (Car)  Passenger 
Product  Std.  for  Auxiliary  Builders  Hardware; 
Product  Std.  for  Auxiliary  Builders  Hardware; 


Std. 

/Est  for  Wat 


Meth.  for  Determina 


uirements)  (1969/ 


nd  Hat  Hoo/  Product  Std.  for  Auxiliary  Builders  Hardware; 

Rec.  Std.  for  Overhead 
Product  Std.  for  Auxiliary  Builders  Hardware; 

Rec.  Pract.  for  Passenger  Car 
ulls  and  Bars  (1969)  Std.  for  Architectural 

Std.  for  Hinged  Interior  Wood 


Distillation  (1960) 
Distillation  (1968) 

Distillation  (1970)  ANSI  ZI1.9,  AASHO  T55 
Distillation  (1970)  ANSI  Zl  15.10 
Distillation  (1971) 
Distilled  Coconut  Fatty  Acids  (RI969) 
Distilled  Corn  Fatty  Acids  (R1969) 
Distilled  Cottonseed  Fatty  Acids  (1969) 
Distilled  Linseed  Fatty  Acids  (RI969) 
Distilled  Soybean  Fatty  Acids  (RI969) 
Distilled  Water  and  Desk  Reagents  (1971) 
Distortion  Characteristics  (1967) 
Distortion  in  Woven  Fabrics  (1970)  ANSI  L14.103 
Distress  Signals,  Including  Their  Stowage  and  Use  (on  B 
Distributed  Parameter  Coaxial  Waveguide  Systems  (1971) 
Distribution  and  Power  Transformers  (1962) 
Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Powe 
Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Powe 
Distribution  Cutouts  and  Fuse  Links,  Secondary  Fuses,  D 
Distribution  Enclosed  Single  Pole  Air  Switches  (1969) 
Distribution  Enclosed  Single  Pole  Air  Switches,  Power  F 
Distribution  Enclosed,  Open,  and  Open  Link  Cutouts  (196 
Distribution  Fuse  Disconnecting  Switches,  Fuses:  Supper 
Distribution  Fuse  Links  for  Use  in  Enclosed,  Open  and  O 
Distribution  Octane  Number  (Don)  Meth.  (1970)  /Nt.  Met 

Distribution  of  Alumina  or  Quartz  Using  Centrifugal  Sed 
Distribution  of  Carbon  Black  (R1969) 
Distribution  of  Cemented  Tungsten  Carbides  (1970)  ANSI 
Distribution  of  Coating  Clay  (1968) 
Distribution  of  Electrical  Energy  (1971)  IPC  S-66-524 
Distribution  of  Granular  Activated  Carbon  (1970) 
Distribution  of  Petroleum  Fractions  by  Gas  Chromatograp 
Distribution  of  Space  Insecticide  Aerosol  (1971) 
Distribution  of  Tungsten  Metal  Powder  by  Turbidimetry 
Distribution  Oil  Cutouts  and  Fuse  Links  (1969) 
Distribution  Service  for  Motors  and  Phase  Converters  (1 
Distribution  Systems  for  the  Construction  of  Air  Distri 
Distribution  Systems  (1967)  /He  Balancing  and  Adjustme 

Distribution  Systems  (1969)  Tent.  Spe 

Distribution  Testing  for  Research  Purposes  (1969) 
Distribution  Transformers  High  16  340  Grd  Y/9430  Volts 
Distribution  Transformers;  High  Voltage,  16340  Volts  An 
Distribution  Transformers;  High,  16340  Grd  Y/9430  Volts 
Distribution,  Power,  and  Regulating  Transformers,  and  R 
Distributors  (1968) 

Distributors  accounts  Payable  and  Manufacturers  accou 
Disturbed  Soil  and  Soil  Aggregate  Samples  for  Test  (197 
Disturbed  Soil  Samples  for  Test  (1949) 
Ditch  Linings  (1970) 

Ditch,  or  Pond  Liner  (Exposed  Type)  (1969) 

Ditch,  or  Pond  Lining  (1971)  Std.  Spec,  for  Asph 

Ditertiary  Butyl  Para  Cresol  in  Electrical  Insulating  O 
Division  Multiplex  Equipment  Std.  for  Nominal  4  kHz  Cha 
Divisional  Star  Ratings  for  Photography  (1967) 
Doctor  Blade  Steel  (1962) 

Documentation  of  Digital  Computer  Programs  (1967) 
Dog  Programs)  for  the  Blind  and  Visually  Handicapped  (1 
Dolomite  Refractories  (1970) 

Domestic  Electric  Heat  Panels,  Environmental  Requiremen 
Domestic  Gas  Appliance  Pressure  Regulators  (1969) 
Domestic  Gas  Conversion  Burners  (1965) 
Domestic  Gas  Conversion  Burners  (1969) 
Domestic  Gas  Fired  Incinerators  (1969) 
Domestic  Gas  Hot  Plates  and  Laundry  Stoves  (1962) 
Domestic  Marketing  Std.  Including  Guarantee  Policy  for 
Domestic  Ranges  (1957) 

Domestic  Ranges  (1957)  Std. 
Domestic  Sump  Pump  (1971) 
Domestic  Water  Supply  Tanks  (1966) 

(Don)  Meth.  (1970)  /Nt.  Meth.  of  Test  for  Knock  Charact 

Door  Area  (1959)  /Arloading  Pattern  (for  Rail  Shipment 

Door  Closer  Spring  Wire  (1962) 
Door  Controls;  (Overhead  Holders)  (1970) 
Door  for  High  Explosives  Magazines  (1968) 
Door  for  Powder  and  Blasting  Supply  Magazines  (1968) 
Door  Frames  (1970)  ANSI  A155.1 

Door  Hinge  Systems  (Test  Procedures  and  Static  Load  Req 

Door  Holder  (1970) 

Door  Latches  and  Catches  (1970) 

Door  Lock  Wire  (Lock  Spring  Wire)  (1962) 

Door  Silencers,  Chain  Guards,  Handrail  Brackets,  Coat  A 

Door  Spring  Wire  (1970) 

Door  Stops  (1970) 

Door  System  Crush  Test  Procedure  (1970) 

Door  Trim,  Protection,  Push  and  Name  Plates,  Edgings,  P 

Door  Units  (1970) 
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ASTM 

ASTM 
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ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

NEMA 

ASTM 

ASTM 

CSMA 

ASTM 

ANSI 

ASAE 

SMACN 

SMACN 

ASTM 

ASAE 

ANSI 

ANSI 

ANSI 

ANSI 

SAE 

NAFC 

AASHO 

AASHO 

ASAE 

ASTM 

ASTM 

ASTM 

EIA 

PSA 

SWA 

ANS 

NACAB 

ASTM 

NARM 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

BCI 

ANSI 

ANSI 

SPMA 

lAPMO 

ASTM 

RI 

SWA 

BHMA 

IME 

IMF 

UL 

SAE 

BHMA 

BHMA 

SWA 

BHMA 
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BHMA 

SAE 

BHMA 
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T3 

D2044 

D95 

E123 

AG*22 

D1841 

D1842 

D1843 

D1538 

D1537 

♦2-0001 

002-0267 

D1336 

A9 

314 

C57.92 

C37.40 

C37.48 

C37.41 

C37.45 

C37.4I 

C37.42 

C37.47 

C37.43 

D2886T 

C678 

D1511 

B390 

T649 

WC7 

D2862 

D2887T 

AG*25 

B430 

C37.44 

R329 

*7 

•7 

D2846 

R330 

C57.1223 

C57.1222 

C57.1221 

C57.1220 

J354 

*4 

T87 

TI46 

S289 

D2643 

D2521 

D1473 

RS384 

•  2 

M05 

2 

S-3 

C574 

•1.7 

Z21.18 

Z21.8 

Z21.17 

Z21.6 

Z21.9 

•1.15 

Z21.39 

Z21.38 

•1 

PS15 

D2886T 

P205-2 

•106 

311 

1.6 

1.7 

63 

J934A 

1201-1 

1201-7 

•107 

1201-3 
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1201-2 
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Std.  for  Steel  Bi-Fold  Closet 
Hinges;  Hardware  (Jamb,  Pivot,  Screen  and  Dwarf  Types  for 
Spec,  for  Custom  Hollow  Metal 
Std.  for  Fire  Rated  Custom  Metal 
Water  Penetration  of  Exterior  Windows.  Curtain  Walls,  and 
0)  ANSI  A134.2  Spec,  for  Aluminum  Sliding  Glass 

Safety  Std.  for  Swinging  Hardware  for  Std.  Tin  Clad  Fire 
ctural  Performance  of  Exterior  Windows,  Curtain  Walls,  and 
Std.  and  Rec.  Pract.  Covering  Hatches  and 
Product  Std.  for  Butts  and  Hinges  for 
Aluminum  Sliding  Screen 
Clearance  Diagrams  Fixed  Obstructions  for  Building 
Rec.  Procedure  for  Hardware  for  Aluminum 
Product  Std.  for  Locks  and  Lock  Trim  for 
Std.  for  Wood  Sliding  Patio 
ngs  (1969)  Performance  Test  for  Std.  Steel 

Guide  Spec,  for  Custom  Hollow  Metal  Work  (for 

Std.  for  Fire 

lid  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Brick  m 
Rec.  Pract.  for  Determining  Light 
Rec.  Pract.  for  Calculation  of  Absorbed 
Std.  Test  Meth.  for  Absorbed  Gamma  Radiation 
d  Foil  Measurements/  Std.  Meth.  of  Calculation  of  Neutron 

test  Meth.  for  Absorbed  Gamma  Radiation  Dose  in  the  Fricke 
Fissionable  Materials)  (1969)  Std; 

Rec.  Pract.  for  Motor  Carrier  Safety  Regulation  in 
unlined)  Used  for  Shipping  Corrosive  Liquids  as  Defined  by 
Defined  by  Dot  Regulation/  Rec.  Pract.  for  Drums,  Steel 

970)  Std.  Limiting  Design  Dimensions  Mechanical 

970)  Std.  Typical  Top  Rod  Application  Mechanical 
(1970)  Peel  Adhesion  Test  Meth.  for 
rail  Length  5  15/16  In.)  (1971)  Std.  for  A-23  Bulb, 

Std.  (System)  Design  of  General  Industrial 
Spec,  for 

971)  Std.  Spec,  for  9%  Nickel  Alloy  Steel  Plates, 
d  Reducers  (1971)  Std.  Pract.  for  Single  and 
shipment  of  Brick)  (1959)  End  Gate 
tes  Only/              Carloading  Pattern  (tor  Rail  Shipment  of  Brick) 

ern  (for  Rail  Shipment)  for  Bulk  Materials  in  Steel  Drums, 
Clearance  Diagrams  (Fixed  Obstructions)  for 
.  Pract.  for  Connection  and  Accessory  Locations  for  Towing 
ract.  for  Dimensions  Affecting  Interchange  of  102  In.  Wide 
Std.  Spec,  for  Structural  Glued  Laminated 
minated  Timber  Using  E  Rated  and  Visually  Graded  Lumber  of 
te  Fir  and  Sitka  Spr/  Grade  Stamps  for  West  Coast  Lumber 

te  Fir  and  Sit/  Std.  Grading  Rules  for  West  Coast  Lumber 

a  Re/  Std.  Spec,  for  Structural  Glued  Laminated  Timber  of 

a  R/  Std  Spec,  for  Structural  Glued  Laminated  Timber,  of 

Std.  for  Clevis,  Cotter, 
Quantitative  Determination  of  Duck  or  Goose 
Quantitative  Determination  of  Pure 
ntitative  Determination  of  Duck  or  Goose  Down  Admixture  in 
Test  Meth.  for  Leveling  Characteristics  of  Paints  by  Draw 
articulates  From  Aerospace  Components  or  Systems  (Gas  Blow 
ric  and  Internal  Combustion  Powered  Industrial  Trucks,  Sit 
Controls;  Internal  Combustion  Powered  Trucks,  Sit 
Controls;  Electric  Industrial  Trucks,  Sit 
Feathers  and 

sion  Cracking  by  Use  of  Neutrahzing  Solutions  During  Shut 
Rec.  Pract.  for  License  Plate  and  Tie 
Std.  for  Spec.  Definitions; 
stems  for  Off  Highway,  Rubber  Tired,  Front  End  Loaders  and 
Meth.  of  Test,  for  Rating  Remote  Mechanical 
Std.  for  Remote  Mechanical 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin 
Kind  Only)  (1/  Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin 

Std.  E  Coupler  Yoke.  Cast  Steel,  for  Twin 
Rec.  Pract.  for 
Std.  for 

oke.  Cast  Steel,  for  Use  with  B  E  67  Ht  Coupler  and  36  In. 
s  of  Instrumentation  to  be  Used  in  Measuring  and  Recording 
std.  for  F  Interlocking  Coupler  Yoke,  Cast  Steel,  for  Twin 
52)  Rec.  Pract.  for  Inspection  and  Maintenance  of 

bridge  Plate  Details  and  Sub  Assemblies  for  Cars  with  Std. 

Std.  for 

connection  Diagrams  (1971 )  Std. 
s (1969) 

terials  and  Fabrication  Meth.  in  Roll  Cage  Construction  of 

Dishwasher 

Tent.  Spec,  for  Styrene  Rubber  Plastic 
Std.  Spec,  for  Homogeneous  Bituminized  Fiber 
Rec.  Pract.  for  Installing  Bituminized  Fiber 
Bypass  and 
Rec.  Pract.  for 

al  and  Chemical  Properties  of  Culvert  Pipe,  Sewer  Pipe  and 


Door  Units,  Frames,  and  Trim  (1970) 

Door)  (1970)  Std.  for  Spring 

Doors  and  Frames  (1970) 
Doors  and  Frames  (1970) 

Doors  by  Uniform  Static  Air  Pressure  Difference  (1970) 

Doors  for  Commercial  and  Monumental  Type  Buildings  (197 

Doors  Mounted  Singly  and  in  Pairs  (1968)  ANSI  A133.1 

Doors  Under  the  Influence  of  Wind  Loads  (1970)  /R  Stru 

Doors  (Boats  (1970) 

Doors  (Hardware)  (1970)  ANSI  A156.1 

Doors  (1968) 

Doors  (1969)  .  ' 

Doors  (1969) 
Doors  (1970) 
Doors  (1970) 

Doors,  Frames,  Anchors,  Hinge  and  Exit  Device  Reinforci 

Doors,  Frames,  and  Moldings)  (1970) 

Doors,  Windows,  Glass  Blocks  and  Shutters  (1970) 

Doorway  (1959)  /Ern  (for  Rail  Shipment)  Single  Tier  So 

Dosage  in  Carbon  Arc  Light  Aging  Apparatus  (1969) 

Dose  From  Gamma  Radiation  (1970) 

Dose  in  the  Fricke  Dosimeter  (R1970)  ANSI  K65.15 

Dose  to  Polymeric  Materials  and  Application  of  Threshol 

Dosimeter  (R1970)  ANSI  K65.15  Std. 

Dosimetry  for  Criticality  Accidents  (in  Operations  with 

DOT  Bumper,  Rear  End  Protection  (1970) 

DOT  Regulations  (1970)  /Ct.  for  Drums,  Steel  (Dot  5  a 

(DOT  5  a  Unlined)  Used  for  Shipping  Corrosive  Liquids  As 
Double  Acting  Automatic  Slack  Adjuster;  Freight  Cars  (1 
Double  Acting  Automatic  Slack  Adjuster;  Freight  Cars  (1 
Double  Coated  Pressure  Sensitive  Tape  at  180  Deg.  Angle 
Double  Contact  Medium  Screw  Base  Incandescent  Lamp  (Ove 
Double  Enveloping  Wormgears  (1970) 
Double  Hung  Light  Type  Steel  Windows  (1969) 
Double  Normalized  and  Tempered,  for  Pressure  Vessels  (1 
Double  Reduction  Cylindrical  Worm  and  Helical  Worm  Spee 
Double  Tier  Floating  Load  Carloading  Pattern  (for  Rail 
Double  Tier  Floating  Load,  28,  32,  or  36  Pallets,  End  Ga 
Double  Tier  Floating  Load,  4  Units  Per  Car,  24  to  40  Pa 
Double  Track  Tunnel  (1969) 

Doubles  and  Multiaxle  Trailers  (1970)  Rec 

Doubles  Trailers  (1970)  Rec.  P 

Douglas  Fir  (Coast  Region)  Timber  (1962) 

Douglas  Fir,  Southern  Pine,  Hem-Fir,  and  Lodgepole  Pine 
(Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  Whi 
(Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  Whi 

Douglas  Fir,  Western  Larch,  Southern  Pine  and  Californi 

Douglas  Fir,  Western  Larch,  Southern  Pine  and  Californi 

Doup  Needle  Wire  (1962) 

Dowel,  Grooved,  Taper  and  Straight  Pins  (1970) 
Down  Admixture  in  Down  Content  of  Plumage  (1968) 
Down  Content  in  Plumage  (1968) 

Down  Content  of  Plumage  (1968)  Qua 
Down  Meth.  (1969)  Std. 
Down  Meth.)  (1970)  Std.  Meth.  of  Sampling  for  P 

Down  Rider  Type  (1965)  Brakes,  Elect 

Down  Rider  Type  (1966) 
Down  Rider  Type  (1966) 

Down  Used  as  Filling  Materials  in  Bedding  (1970) 

Down  (1970)  /  Steel  in  Refineries  Against  Stress  Corro 

Downs  for  Boats  (1961) 

Dozers  (Bulldozers)  (1970) 

Dozers  (1971)  /Nimum  Performance  Criteria  for  Brake  Sy 

Draft  Air  Cooled  and  Refrigerant  Condensers  (1970) 

Draft  Air  Cooled  Refrigerant  Condensers  (1970) 

Draft  Gear  and  Rigid  Shank  Coupler  (1970) 

Draft  Gear  and  Swivel  Shank  Coupler  (for  Replacement  in 

Draft  Gear  and  Swivel  Shank  Coupler  (1970) 

Draft  Gear  Followers  (1970) 

Draft  Gear  Key,  Retainer  (1970) 

Draft  Gear  Pocket  (1970)  Std.  E  Coupler  Y 

Draft  Gear  Reaction  Forces  (1970)  /Ec.  for  Requirement 

Draft  Gear  (1970) 

Draft  Gears  and  Attachments  by  Car  Owners  (Railway)  (19 
Draft  Gears  and  10  In.  End  of  Car  Cushioning  (1970)  / 
Draft  Key  Retainers  (Railway)  (1971) 
Drafting  Practices  for  Electrical  and  Electronics  Inter 
Drafting  Std.  for  Aluminum  Extruded  and  Tubular  Product 
Dragster  Chassis  (1971)  Rec.  Spec,  for  the  Design,  Ma 

Dram  Air  Gaps  (1969) 

Drain  and  Building  Sewer  Pipe  and  Fittings  (1969) 
Drain  and  Sewer  Pipe  (1969) 
Drain  and  Sewer  Pipe  (1969) 
Drain  Connection  Std.  (1971) 
Drain  Plugs  on  Boats  (1968) 

Drain  Tile  (1966)  /.  Test  Meth.  for  Determining  Physic 


use 

PS38 

BHMA 

1101 
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NAAMM'34 

ASTM 

E33I 

AAMA 
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UL 
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081 12 
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80 

RI 

P230-1 

ASTM 

D1920 

ASTM 

D2568 

ASTM 

D1671 

ASTM 

D2365 

ASTM 

D1671 

ANSI 

N13.3 

TTMA 
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MCA 

D30 

MCA 

D30 

AAR 

MSRP-E-63 

AAR 

MSRP-E-65 

PSTC 

3 

ANSI 

C78.227 

AGMA 

342.02 

SWI 

H.I 

ASTM 

A353 

AGMA 

440.04 

RI 

P220-2 

RI 

P216-2 

RI 

P227 

AREA 

28-2-3 

SAE 

J849B 

TTMA 

RP31-70 

WCLIB 

*3 

AITC 

120 

WCLIB 

*1 

WCLIB 

16 

AITC 

117 

AITC 

203 

SWA 

•108 

IFI 

SEC.L 

ABFLO 

B-6 

ABFLO 

B-3 

ABFLO 

B-6 

ASTM 

D2801 

ASTM 

F308 

ITA 

3C1 

ITA 

2D1 

ITA 

2F1 

ABFLO 

2B 

NACE 

RPOl-70 

BIA 

208 

SAE 

J173 

SAE 

J237 

ASHRA 

20 

ARI 

460 

AAR 

MSRP-C-58 

AAR 

MSRP-C-56 

AAR 

MSRP-C-57 

AAR 

MSRP-C-34 

AAR 

MSRP-C-33 

AAR 

MSRP-C-55 

AAR 

M901F 

AAR 

MSRP-C-62 

AAR 

MSRP-L-142 

AAR 

MSRP-L-78E 

AAR 

MSRP-C-30 

ANSI 

Y14.15A 

AA 

•30 

SEMA 
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ASTM 
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ASTM 

D1861 

ASTM 
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Std.  Spec,  for  Clay 
Std.  Spec,  for  Reinforced  Concrete  Arch  Culvert,  Storm 
Std.  Spec,  for  Reinforced  Concrete  Culvert,  Storm 
d.  Spec,  for  Reinforced  Concrete  Elliptical  Culvert,  Storm 
td.  Spec,  for  3  In.  Thin  Wall  Poly(Vinyl  Chloride)  Plastic 
Std.  Spec,  for  Perforated  Bituminized  Fiber 
Std.  for  Cast  Bronze  Solder  Joint  Fittings  for  Solvent 

Meth.  for 

d.  Dimensions  and  Weights,  and  Safe  Working  Press/  Copper 

Std.  Spec,  for  Copper 
Installation  Std.  for  Copper  or  Red  Brass  Water 
weights,  and  Safe  Working  Press/  Copper  Drainage  Tube  for 

Std.  Spec,  for  Concrete  Pipe  for  Irrigation  or 
Homogeneous  Perforated  Bituminized  Fiber  Pipe  for  General 
inous  Fiber  Pipe  Systems  for  Highway,  Airport,  and  Similar 

Std.  for 

Std.  Threaded  Cast  Iron  Pipe  for 
arapet  and  Promenade  or  Desk  Types,  and  De/         Std.  for  Roof 
std.  Spec,  for  Asbestos  Cement  Pipe  for  Culverts  and  Storm 

Floor  and  Trench 

Std.  Test  Meth.  for  Leveling  Characteristics  of  Paints  by 
Electronic  Equipment  Cooling  by  the 
Std.  for  Industrial  (Track  Type)  Tractor 
beet.  Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Deep 
Rec.  Pract.  for  Preparation  of  Outline 
d  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  Dip  Process, 
eel  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process 
Std.  Abbreviations  for  Use  on 
Model  Railroad  Abbreviations  for  Use  on 
evices  to  be  Designated  on  Cable  Television  Systems  Layout 
Std.  Reference  Information,  Gear  Specification 
s  (1970)  Rec.  Pract.  for  Hard 

Std.  Spec,  for  Steel  Wire,  Hard 
Std.  Electric  Resistance  Welded  Mandrel 
nser  Tubes  (1969)  Std.  Spec,  for  Seamless  Cold 

Rec.  Pract.  for  Hard 

n  Alloys  for  Electrical  Heating  Elements  /  Std.  Spec,  for 

nsions  for  1  Gal.  Fibre  Motor  Oil  C^ans,  610  Diameter,  Deep 
mensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter,  Deep 
(1971)  ANSI  H38.6  Std.  Spec,  for  Aluminum  Alloy 

Std.  Spec,  for  Aluminum  Alloy 
Mechanical  Properties  and  Tolerances  for  Aluminum 
Aluminum  Alloy  Tubing,  Seamless, 
c.  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni)  Cold 
c.  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni)  Cold 
c7.37  Std.  Spec,  for  Tinned  Hard  and  Medium  Hard 

Std.  Meth.  for  Determination  of  Cobalt  in  Paint 
Std.  Meth.  for  Determination  of  Lead  in  Paint 
Std.  Meth.  for  Determination  of  Manganese  in  Paint 
Bui.  on  Formulas  and  Calculations  for  Casing,  Tubing, 
Spec,  for  Casing,  Tubing,  and 
Rec.  Pract.  for  Care  and  Use  of  Casing,  Tubing,  and 
ul.  on  Performance  Properties  of  Steel  Casing,  Tubing,  and 
Rec.  Pract.  for  Drill  Stem  Design  and  Operating  Limits  ( 
al  to  Light  Gage  Steel  Studs  (1970)  Std.  Spec,  for  Steel 


rings  and  Tool  Joints)  (1971 ) 


Rec.  Pract.  for 

ion  Res/  Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and 

ion  Res/  Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and 

Spec,  for  the  Rating  of  Oil 
Spec,  for 

Procedure  for  Selecting  Rotary 
Spec,  for  Rotary 
Glossary  of 

Rec.  Prac.  Std.  Procedure  for  Test. 

Rec.  Pract.  for 
Std.  for  Steel  Self 
Preventive  Maintenance  for  Rock 
Thru  Letter  F  (1971)  Std.  for 

rigerated  Drinking  Water  Coolers  (1971 )  Std.  for 

efrigeration  Systems  (1970)  Meth.  of  Test,  for  Rating 

ng  Fountains  and  Self  Contained,  Mechanically  Refrigerated 
Std.  Test  Meth.  for  Density  of  Soil  in  Place  by  the 
Std.  Test  Meth.  for  Density  of  Soil  in  Place  by  the 
Std.  Nomenclature  for 
Agricultural  Implement  Power  Takeoff  and 
tors  (1970)  SAE  J955  Full  Shielding  of  Power 

Tractor  and  Farm  Implement  Power  Takeoff  Universal  Joint 
Std.  for  Multistage  Steam  Turbines  for  Mechanical 
Std.  for  Single  Stage  Steam  Turbines  for  Mechanical 
Rec.  Pract.  for  Turbine 
(Info.  Sheet) 

Std.  for  Mechanical  and  Electric  Chart 
Marine  Diesel  Engine  Electric 
Std.  for  Wrenching  Configuration,  Spline 
Std.  Nomenclature  for  Drive  in  and 
Std.  for  Electric  Motors  and  Integral 


Drain  Tile  (1967) 

AASHO 

Ml  79 

Drain,  and  Sewer  Pipe  (1969) 

ASTM 

C506 

Drain,  and  Sewer  Pipe  (1969) 

ASTM 

C76 

L^lalll,  allU  OCWCl    1^  ipc  \l7\j7f 

St 

ASTM 

C507 

LJi  dill,   VVa^lC  diiu   vein  riuc  allU  r^llllll^s  \  I  y  i  I  / 

ASTM 

D2949 

Drainage  Pipe  and  Fittings  (1970) 

AASHO 

M 1 77 

Drainage  Systems  (1970) 

MSS 

SP74 

Drainage  Time  of  Pulp  for  Insulating  Board  (I960) 

TAPPI 

XI 002 

Drainage  Tube  for  Drainage  Waste  and  Vents  Including  St 

CDA 

401/4 

Drainage  Tube  (Dwv)  (1971a)  ANSI  H23.6 

ASTM 

B306 

Drainage  Tubes  (1969) 

lAPMO 

IS3 

Drainage  Waste  and  Vents  Including  Std.  Dimensions  and 

CDA 

401/4 

Drainage  (1969) 

ASTM 

CI  18 

Drainage  (1969)                                                   Std.  Spec,  for 

ASTM 

D231 1 

Drainage  (1969)             /Pec.  for  Homogeneous  Perforated  Bitum 

ASTM 

D28I8 

Drainage,  Time  and  Factor,  of  Pulp  (R1963) 

TAPPI 

T221 

Drainage,  Vent,  and  Waste  Services  (1943) 

ANSI 

A40.5 

Drains  Including  General  Purpose,  Gutter  and  Cornice,  P 

ANSI 

Al  12.21 .2 

Drains  (1967) 

AASHO 

M217 

Drains  (1968) 

ANSI 

Al  12.21 1 

Draw  Down  Meth.  (1969) 

ASTM 

D2801 

Draw  Through  Method  in  Commercial  Jet  Transports  (1970) 

SAE 

AIR64A 

Drawbars  (1970) 

SAE 

J749A 

Drawing  and  Spinning  (1971)                           Spec,  for  Steel  S 

SAE 

AMS552IC 

Drawing  of  Electron  Tube  Glass  Bulbs  (1962) 

EIA 

JED24 

Drawing  Quality  (1971)                        Std.  Spec,  for  Zinc  Coate 

ASTM 

A528 

Drawing  Quality,  Special  Killed  (1971)                   /.  Spec,  for  St 

ASTM 

A642 

Drawings  (1950) 

ANSI 

Z32.13 

Drawings  (1957) 

NMRA 

RPl 

Drawings  (1968)                 /Mbols  for  Electrical  and  Electronic  D 

NCTA 

003-0668 

Drawings  (1970) 

AGMA 

113.01 

Drawn  Carbon  Steel  Valve  Spring  Quality  Wire  and  Spring 

SAE 

J172 

Drawn  for  Mechanical  Springs  (1971)  ANSI  G54.1 

ASTM 

A227 

Drawn  Hydraulic  Line  Tubing  (1967)  ANSI  B93.4 

NFLDP 

T3.15.1 

Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  and  Conde 

ASTM 

A199 

Drawn  Mechanical  Spring  Wire  and  Springs  (1969) 

SAE 

J113 

Drawn  or  Rolled  Nickel  Chromium  and  Nickel  Chromium  Iro 

ASTM 

B344 

Drawn  Profile  (1968)              /C.  Std.  for  Loose  Metal  End  Dime 

CCTI 

E610.I 

Drawn  Profile  (1969)                 Rec.  Std.  for  Loose  Metal  End  Di 

CCTI 

E401 .2 

Drawn  Seamless  Tubes  for  Condensers  and  Heat  Exchangers 

ASTM 

B234 

Drawn  Seamless  Tubes  (1970)  ANSI  H38.3 

ASTM 

B210 

Drawn  Tube  (1970) 

AA 

*281217 

Drawn  1.25  Manganese  (3003-0)  (1970) 

SAE 

AMS4065E 

Drawn  (1971) 

Spe 

SAE 

AMS5636B 

Drawn  (1971) 

Spe 

SAE 

AMS5637B 

Drawn,  Copper  Wire  for  Electrical  Purposes  (1969)  ANSI 

ASTM 

B246 

Driers  by  EDTA  Meth.  (1968) 

ASTM 

D2373 

Driers  by  EDTA  Meth.  (1968) 

ASTM 

D2374 

Dners  by  EDTA  Meth.  (1968) 

ASTM 

D2375 

Drill  Pipe  and  Line  Pipe  Properties  (1971) 

API 

BUL5C3 

Drill  Pipe  Liners  (1971) 

API 

5A 

Drill  Pipe  (1971) 

API 

5C1 

Drill  Pipe  (1971) 

API 

5C2 

(Drill  Pipes,  Strings  and  Tool  Joints)  (1971) 

API 

RP7G 

Drill  Screws  for  the  Application  of  Gypsum  Sheet  Materi 

ASTM 

C646 

Drill  Stem  Design  and  Operating  Limits  (Drill  Pipes,  St 

API 

RP7G 

Drilled,  Plain  and  Self  Locking,  Alloy  Steel  and  Corros 

NSA 

1351 

Drilled,  Plain  and  Self  Locking,  Alloy  Steel  and  Corros 

NSA 

1352 

Drilling  and  Production  Hoisting  Equipment  (1970) 

API 

8A 

Drilling  and  Well  Servicing  Structures  (1970) 

API 

4E 

Drilling  Equipment  (1965) 

API 

BULDIO 

Drilling  Equipment  (1971) 

API 

7 

Drilling  Fluid  and  Associated  Terms  (1965) 

API 

BULDl  1 

Drilling  Fluids  (1971) 

API 

13B 

Drilling  Mud  Report  Form  (1969) 

API 

RP47 

DriHing  Tapping  Screws  (1971) 

IF! 

1 13 

Drills  (1963) 

CGA 

•  ] 

Drills,  High  Speed  Steel  Threaded  Shank,  Sizes  1/16  In. 

NSA 

965 

Drinking  Fountains  and  Self  Contained,  Mechanically  Ref 

ARI 

1010 

Drinking  Water  Coolers  with  Self  Contained  Mechanical  R 

ASHRA 

18 

Drinking  Water  Coolers  (1971)                            Std.  for  Drinki 

ARI 

1010 

Drive  CyHnder  Meth.  (1971) 

ASTM 

D2937 

Drive  Cyhnder  Method  (1964) 

AASHO 

T204 

Drive  in  and  Drive  Thru  Pallet  Racks  (1964) 

RMI 

*3 

Drive  Line  Pedestal  Shafts  (1968) 

ASAE 

R314 

Drive  Lines  for  Agricultural  (Farm)  Implements  and  Trac 

ASAE 

S297T 

Drive  Lines (1970) 

ASAE 

R331T 

Drive  Service  (1970) 

NEMA 

SM21 

Drive  Service  (1970) 

NEMA 

SM22 

Drive  Shaft  Connection  (1970) 

SAE 

ARP721 

Drive  Shafts  for  Screw  Conveyor  Drives  (1971) 

AGMA 

481.01 

Drive  Speeds  of  Circular  Charts  (1954) 

SAMA 

PMCl 

Drive  Systems  (Std.  Pract.)  (1971) 

DEMA 

MD43 

Drive  Threaded  Fasteners  (1970) 

SAE 

ASI159 

Drive  Thru  Pallet  Racks  (1964) 

RMI 

•3 

Drive  Units  for  Bakery  Equipment  (1970) 

BISSC 

29 
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cles:  Tractors,  Ta/  Std.  for  Tires  and  Rims  (Steering  and 

68)  Full  Shielding  of  Power 

he  Purification  of  Lubricating  Oil  in  Marine  Steam  Turbine 
ake  System  Performance  Requirements,  Motorcycles  and  Motor 
)  (1970)  Safety  Std.  for  Gasoline  Engine 

Large  Hydraulic  Turbine 
Safety  Std.  for  Electric  Toys  Including  Phonographs  with 
Std.  for  Submersible  Pumps,  Electric 
968)  Rec.  Safety  Std.  for 

Rec.  Pract.  for  Passenger  Car  (Motor  Vehicle) 

V-Belt 

actions)  (1968)  Spec,  for 

Mounting  Flanges  for  Engine  Accessory 
ral  (Farm)  and  Industrial  Tractors  Auxiliary  Power  Takeoff 
Std.  for  V-Belts  and  Pulleys  tor  Automotive  V-Belt 
Rec.  Pract.  for  Automotive  V-Bell 
Rec.  Pract.  for  Operating  Requirements  for  Power  Take  Off 
ricultural  and  Industrial  Tractor  Auxiliary  Power  Take  Off 
Operating  Requirements  for  Tractor  Power  Takeoff 
Marking  Nameplates  for  Enclosed  Gear 
(Info.  Sheet)  Drive  Shafts  for  Screw  Conveyor 
.  for  Thyristor  Power  Supplies  for  Metal  Rolling  Mill  Main 
Concrete  Paving  Used  for  Parking  Lots,  Roads,  Streets  and 
.  for  Wood  Paving  Blocks  for  Exposed  Platforms,  Pavements, 
Std.  Test.  Procedure  for  Filled  Case  Flat 
Std.  Test.  Procedure  for  Filled  Case  Flat  Bottom 
Std.  Test  for 

urn  (1970)  Std. 

Test  Meth.  for  Viscosity  of  Cellulose  Derivatives  by  Ball 
(1971)  Meth.  for  Determining  Pressure 

Std.  Meth.  of 
Meth.  for 
Meth.  for 

1  Insulating  Oils  of  Petroleum  Origin  Against  Water  by  the 

Std.  Meth.  of  Test  for 
Tent.  Meth.  for 

temperature  of  Ferritic  Steels/  Std.  Meth.  for  Conducting 

Heddle  Wire  (Flat) 

ity  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In. 

ity  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In. 

ity  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In. 
ity  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In. 

Meth.  for 

rming  the  Manufacturers  Joint  of  Corrugated  Fi/  Revolving 
ummed  Tape  Closure  for  the  Flaps  of  Corrugated/  Revolving 
71)  Spec,  and  Test  Meth.  for  Rubber  Boots  for  Use  on 

Storing  (19/  Rec.  Pract.  for  55  Gallon  Single  Trip  Metal 

loading  Binding  and  Protection  for  Bulk  Materials  in  Steel 
ebore  Limit  for  Passenger  Car  and  Commercial  Vehicle  Brake 
ng  Pattern  (for  Rail  Shipment)  for  Bulk  Materials  in  Steel 
9)  Ans/  Std.  Spec,  for  Carbon  Steel  Forgings  for  Seamless 

ive  Liquids  as  Defined  by  Dot  Regulation/  Rec.  Pract.  for 

Std.  Test  Meth.  for  Hydrogen  Ion  Concentration  of 
Safety  Std.  for  Electric 
ustrial  (1970)  Rec.  Pract.  for 

Tent.  Test  Meth.  for  Determination  of 
equipped  With/  Requirements  for  Facilities  for  Receipt  of 

hway  Vehicles  (Tech.  /  Rec.  for  Facilities  for  Receipt  of 

I  Hopper  Cars/  Requirements  for  Facilities  for  Receipt  of 

artment  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of 
ec.  for  Pressure  Differential  Hopper  Cars  for  Transport  of 
rs  Equipped  with  Vacuum  Pneumatic  Outlets  for  Transport  of 
artment  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of 
Rec.  Pract.  for  Design  and  Construction  of 
Spec,  for 
Safety  Std.  for 
Piping  and  Equipment  for  Use  with 

Explosion  Hazards)  (1970) 

ction  and  Wear  of  Sintered  Metals  Friction  Materials  Under 
iction  and  Wear  of  Sintered  Metal  Friction  Materials  Under 
vements.  Driveways,  and  Interior  Floors  Exposed  to  Wet  and 
Test  Meth.  for  Colorfastness  of  Textiles  to 
.  Meth.  of  Test  for  Shrinkage  of  Yarns  in  Boiling  Water  or 
Std.  for  Water  Resistance  of  Paper  and  Paperboard 
Std.  for  Package  Quantities  of  Instant  Nonfat 
Pract.  for  Instantizing  Systems  for 
Std.  Model  A,  6  In. 
Testing  and  Maintenance  of 
Valves,  Flanges  and  Fittings  and  Other  Piping  Components 
mples  for  Test  (1970)  Std.  Spec,  for 

mining  Endurance  (Wear)  Life  and  Load  Carrying  Capacity  of 
Std.  Meth.  of  Test  for  Adhesion  of 
Std.  Meth.  of  Test  for  Thermal  Shock  Sensitivity  of 
Std.  Meth.  for  Determining  Corrosion  Characteristics  of 
y  of  Compacted  Bituminous  Mixtures  Using  Saturated  Surface 
Guide  for  Installation  and  Maintenance  of 


Drive  Wheel  Types)  for  Agricultural  and  Industrial  Vehi 

Drivelines  for  Agricultural  Implements  and  Tractors  (19 

Driven  Auxiliary  Machinery  (1969)  Rec.  Pract.  for  T 

Driven  Cycles  (1971)  Rec.  Pract.  for  Service  Br 

Driven  Power  Chain  Saw  (Used  Primarily  for  Cutting  Wood 

Driven  Synchronous  Generators  Std.  (1970) 

Driven  Turntables  and  Mechanical  Sound  Reproduction  (19 

Driven,  Dewatering  Large  Areas  (1970) 

Driver  Training  Programs  for  Transporting  Explosives  (1 

Drivers  Eye  Range  (1969) 

Drives  for  Farm  (Agricultural)  Machines  (1968) 
Drives  Using  Single  V-Belts  (21,  31,  41,  and  51  Cross  S 
Drives  (1964) 

Drives  (1969)  Agricultu 
Drives  (1970) 
Drives  (1970) 
Drives  (1970) 

Drives  (1970)  Rec.  Pract.  for  Ag 

Drives  (1970)  SAE  J721 
Drives  (1971) 
Drives  (1971) 

Drives  (1971)  Std 

Driveways  (1971)  Spec.  Asphalt 

Driveways,  and  Interior  Floors  Exposed  to  Wet  and  Dry  C 

Drop  Fibre  Cans  (1967) 

Drop  Fibre  Motor  Oil  Cans  (1967) 

Drop  Impact  Resistance  of  Plastic  Containers  (1968) 

Drop  Melting  Point  of  Petroleum  Wax,  Including  Petrolat 

Drop  Method  (1969)  Std. 

Drop  Rate  of  Compressed  Gas  Propelled  Aerosol  Products 

Drop  Shatter  Test  for  Coal  (1969) 

Drop  Test,  of  Glass  Bottle  Aerosols  (1971) 

Drop  Tests  for  Fiberboard  Shipping  Containers  (1967) 

Drop  Weight  Method  (1968)  /Facial  Tension  of  Electrica 

Drop  Weight  Sensitivity  of  Liquid  Monopropellants  (1970 

Drop  Weight  Tear  Tests  of  Ferritic  Steels  (1971) 

Drop  Weight  Test  to  Determine  Nil  Ductility  Transition 

Drop  Wire  (1962) 

Drop  (1970)  Std.  Test  Meth.  for  Moisture  Dens 

Drop  (1970)  Std.  Test  Meth.  for  the  Moisture  Dens 

Drop  (1970)  Std.  Meth.  of  Test  for  the  Moisture  Dens 

Drop  (1970)  AASHO  T180  /Eth.  of  Test  for  Moisture  Dens 

Drum  Test  for  Fiberboard  Shipping  Containers  (1964) 
Drum  Tests  to  Measure  the  Durability  of  Gummed  Tapes  Fo 
Drum  Tests  to  Measure  the  Durability  of  the  Two  Strip  G 
Drum  Type  Wheel  Hydraulic  Brake  Actuating  Cylinders  (19 
Drums  for  Liquid  Chemicals  (Directions  for  Handling  and 
Drums  (1959)  Pallet 
Drums  (1968)  Rec.  R 

Drums,  Double  Tier  Floating  Load,  4  Units  Per  Car,  24  T 
Drums,  Heads,  and  Other  Pressure  Vessel  Components  (196 
Drums,  Steel  (Dot  5  a  Unlined)  Used  for  Shipping  Corros 
Dry  Adhesive  Films  (1970) 
Dry  Bath  Heaters  (1970) 

Dry  Break  Fueling  Installation  for  Construction  and  Ind 
Dry  Brightness  of  Pulverized  Limestone  (1968) 
Dry  Bulk  Chemicals  and  Plastics  in  Covered  Hopper  Cars 
Dry  Bulk  Chemicals  and  Plastics  in  Pneumatic  Hopper  Hig 
Dry  Bulk  Chemicals  and  Plastics  in  Pressure  Differentia 
Dry  Bulk  Chemicals  and  Plastics  (Tech.  Bui.)  (1970) 
Dry  Bulk  Chemicals  and  Plastics  (1970) 
Dry  Bulk  Chemicals  and  Plastics  (1970) 
Dry  Bulk  Chemicals  and  Plastics  (1970) 
Dry  Bulk  Pneumatic  Truck  Trailers  (1970) 
Dry  Cells  and  Batteries  (1969) 
Dry  Chemical  Fire  Extinguishers  (1971) 
Dry  Chlorine  (1968) 

Dry  Cleaning  Plants  (Prevention  and  Control  of  Fire  and 
Dry  Clutch  Conditions  (1970)  /.  for  Coefficient  of  Fri 

Dry  Conditions  (1970)  ANSI  H9.30  /Ic  Coefficient  of  Fr 

Dry  Conditions  (1970)  ANSI  09.1  /Exposed  Platforms,  Pa 

Dry  Heat  (Excluding  Pressing)  (1971) 

Dry  Heat  (1971)  ANSI  L14. 190  Std 
(Dry  Indicator  Meth.)  (1944) 
Dry  Milk  (1970) 
Dry  Milk  (1971) 
Dry  Pipe  Valve  (1971) 
Dry  Pipe  Valves  (1968) 

(Dry  Powder  Magnetic  Particle  Inspection)  (1971)  IS  for 

Dry  Preparation  of  Disturbed  Soil  and  Soil  Aggregate  Sa 
Dry  Solid  Film  Lubricants  (1969)  Std.  Meth.  for  Deter 

Dry  Solid  Film  Lubricants  (1969)  ANSI  Zl  1.272 
Dry  Solid  Film  Lubricants  (1969)  ANSI  Z11.273 
Dry  Solid  Film  Lubricants  (1970) 

Dry  Specimens  (19711)  /F  Test  for  Bulk  Specific  Gravit 

Dry  Type  Transformers  (1958) 


IP 


/Ered  Hopper  Ca 
/of  Single  Comp 


TRA 

SAE 

ASME 

SAE 

PSMA 

NEMA 

UL 

CPB 

IME 

SAE 

ASAE 

RMA 

SAE 

ASAE 

SAE 

SAE 

SAE 

SAE 

ASAE 

AGMA 

AGMA 

NEMA 

CSI 

ASTM 

CCTI 

CCTI 

SPI 

TAPPI 

ASTM 

CSMA 

ASTM 

CSMA 

TAPPI 

ASTM 

ASTM 

ASTM 

ASTM 

SWA 

AASHO 

AASHO 

ASTM 

ASTM 

TAPPI 

GIA 

GIA 

SAE 

MCA 

RI 

NWRA 
RI 

ASTM 

MCA 

ASTM 

UL 

SAE 

PLA 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

TTMA 

ANSI 

UL 

CHI 

NFPA 

ASTM 

ASTM 

ASTM 

AATCC 

ASTM 

TAPPI 

use 

DFISA 

FMS 

AIA 

MSS 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 


4 

J955A 
121 

J 109  A 

SI -70 

MG5.1 

696 

•5 

6.1 

J941B 
S211.3 
•1 

J896 

R333 

J636B 

J637A 

J721E 

J717B 

R207.8 

290.03 

481.01 

PVl 

02612 

D52 

C125T 

C125.1T 

PBD4 

T634 

DI343 

AG*24 

D440 

AG*14 

T802 

D2285 

D2540 

E436 

E208 

*117 

T180 

T99 

D698 

D1557 

T800 

1 

2 

J65A 

D33 

P226-1 

D-47X 

P227 

A266 

D30 

D1583 

875 

JI76 

5 

TC17 

TCI  2 

TC16 

TCIl 

TC15 

TC13 

TC14 

RP25-69 

C18.1 

299 

6 

32 

B526 

B460 

D52 

117 

D2259 

T433 

PS37 

60800 

2-75 

RS13B 

SP53 

T87 

D2625 

D2510 

D2511 

D2649 

D2726 

C57.94 
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Moisture  Conlent  of  Pulp  Fluff  Dry  (1971) 

Sid.  for  Oil  Balh,  Oil  Welted.  Dry,  Multistage  (Vehicle)  Air  Cleaner  Test  Code  (1970) 

td.  Meth.  for  Detecting  Odor  of  Drycleaning  Detergent  on  A  Drycleaned  Garment  (1969) 

est  Meth.  for  Flash  Point  of  Drycleaning  Detergents  in  the  Drycleaning  Bath  (1969)  Su 

Sid.  Meth.  for  Detecting  Odor  of  Drycleaning  Detergent  on  a  Drycleaned  Garment  (1969) 
Std.  Spec,  for  Drycleaning  Detergent,  I^iquid  Charge  Type  (1970) 
Std.  Spec,  for  Drycleaning  Detergent,  Non  Charge  Type  (1970) 

Std.  Test  Meth.  for  Flash  Point  of  Drycleaning  Detergents  in  the  Drycleaning  Bath  (1969) 

(1970)  Drycleaning  Durability  of  Applied  Designs  and  Finishes 

Meth.  for  Safe  Handling  of  Perchlorethylene  Drycleaning  Solvent  (1970) 

Commercial  or  Ho/  Std.  for  Beauty  Parlor  Equipment  (Hair  Dryers  and  Wavers;  Facial  Masks,  Caps,  Mitts.  Etc.)  for 

erringbone  Gears  for  Cylindrical  Grinding  Mills,  Kilns  and  Dryers  (1970)  Std.  Design  Practice  for  Helical  an( 

ZlOl.l  Std.  Spec,  for  Weighing  and  Drying  Apparatus  for  Microchemical  Analysis  (1970)  ANSI 

Construction,  Installation,  and  Rating  of  Equipment  for  Drying  Farm  Crops  (1971) 

r  Qualitative  Determination  of  Fish  Oil  in  Drying  Oils  and  Drying  Oil  Fatty  Acids  (1969)  Std.  Meth. 

Std.  Meth.  for  Qualitative  Determination  of  Fish  Oil  in  Drying  Oils  and  Drying  Oil  Fatty  Acids  (1969) 

Std.  Meth.  of  Test  for  Ash  in  Drying  Oils  and  Fatly  Acids  (R1969) 

Std.  Test  Meth.  for  Iodine  Value  of  Drying  Oils  and  Fally  Acids  (1969) 

Std.  Test  Meth.  for  Total  Iodine  Value  of  Drying  Oils  and  Their  Derivatives  (R1969) 

Std.  Test  Meth.  for  Color  After  Heating  of  Drying  Oils  (Heal  Bleach)  (1969) 

Sid.  Test  Meth.  for  Flash  Point  of  Drying  Oils  (R1969) 

std.  Test  Meth.  for  Quantitative  Determination  of  Break  in  Drying  Oils  (R1969) 

Sid.  Test  Meth.  for  Heat  Bodying  Rale  of  Drying  Oils  (R1969) 

Std.  Meth.  for  Loss  on  Heating  of  Drying  Oils  (R1969) 

Std.  Test  Meth.  for  Maleic  Diene  Value  of  Drying  Oils  (R1969) 

Std.  Test  Meth.  for  Drying  Properties  of  Drying  Oils  (1969) 

Sid.  Test  Meth.  for  Gel  Time  of  Drying  Oils  (1969) 

Std.  Meth.  of  Testing  Drying  Oils  (1969) 

t  25/25c  (R1969)  Std.  Test  Meth.  for  Specific  Gravity  of  Drying  Oils.  Varnishes,  Resins,  and  Related  Materials  A 

Std.  Test  Meth.  for  Drying  Properties  of  Drying  Oils  (1969) 

1970)  Std.  Meth.  of  Measuring  the  Drying  Shrinkage  of  Mortar  Containing  Portland  Cement 

Accepted  Pract.  for  Spray  Drying  Systems  for  Milk  and  Its  Products  (1971) 

Std.  Meth.  of  Wetting  and  Drying  Test  of  Compacted  Soil  Cement  Mixtures  (1970) 

Spec,  for  Narrow  Joint  Sealants  (Drying  Type,  Gun  Grade)  (1968) 

Std.  Test  Meth.  for  Moisture  in  Cotton  by  Oven  Drying  (1970) 

Std.  Meth.  of  Test  for  Moisture  in  Wool  by  Oven  Drying  (1970)  ANSI  L14.202 

at  Room  Temperature  (1969)  Std.  Test  Meth.  for  Drying,  Curing,  and  Film  Formation  of  Organic  Coatings 

Test  Meth.  for  Dryness  of  Propane  (Valve  Freeze  Meth.)  (1970) 

nual  of  Roofing  Practice;  Corps  of  Engineers  Test  for  Deck  Dryness  (1970) 

Std.  Dryseal  Pipe  Threads  (1968) 

Std.  Pipe  Threads  Except  Dryseal  (1968) 

Rec.  Guide  for  Gypsum  Drywall  Construction  (1967) 

Std.  for  Dual  Dimensioning,  U.S.  and  Metric  Units  (1970) 

Volumetric  Capacity  of  Box  Type  Manure  Spreaders  (Dual  Rating  Method)  (1971) 

er  Borne  Preservatives  and  Creosote  for  Use  in  /  Std.  for  Dual  Treatment  of  Wood  Piling  Pressure  Treated  with  Wat 

(1968)  Quantitative  Determination  of  Duck  or  Goose  Down  Admixture  in  Down  Content  of  Plumage 

Qualitative  Identification  of  Duck  Plumage  (1968) 

Std.  Spec,  for  Numbered  Cotton  and  Army  Duck  (Fabric)  (1970) 

Air  Conditioning  Systems  (1969)  Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal  Construction  and 

ning  Systems  (1969)  Fibrous  Glass  Duct  Construction  Std.  for  Ventilating  and  Air  Conditio 

oning  Systems  (1969)  High  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for  Ventilations  and  Air  Conditi 

Std.  for  Plastic  Utilities  Duct  for  Underground  Installation  (1971) 

Std.  for  Aluminum  Sheet  and  Plate;  Duct  Sheet;  Composition  Limits,  and  Tolerances  (1970) 

Fabrication  of  Air  Duct  Systems  (1970) 

d.  for  Corrugated  Polyethylene  Coilable  Electrical  Plastic  Duct  (1971) 

Application  (Guide)  of  Sone  Loudness  Ratings  for  Non  Ducted  Air  Moving  Devices  (1965) 

Application  (Guide)  of  Sound  Power  Ratings  for  Ducted  Air  Moving  Devices  (1965) 

ctural  Aluminum  (1969)  Spec,  for  Ductile  Back  Bedding  Glazing  Tapes  for  Use  with  Archite 

t  Elevated  Temperatures  (1968)  Std.  Spec,  for  Ductile  Iron  for  Pressure  Containing  Castings  for  Use  A 

1.4  Std.  for  Cement  Mortar  Lining  for  Cast  Iron  and  Ductile  Iron  Pipe  and  Fittings  for  Water  (1971)  ANSI  A2 

Std.  for  the  Thickness  Design  of  Ductile  Iron  Pipe  (1971)  ANSI  A21.50 

Sand  Lined  Molds,  for  Water  or  Other  Liquids  (/  Std.  for  Ductile  Iron  Pipe,  Centrifugally  Cast  in  Metal  Molds  or 

ad  Plate  or  with  Applied  Corrosion  Resistant  Linings,  Cast  Ductile  Iron,  and  Ferritic  Steels  with  Tensile  Properti 

Std.  for  Automotive  Ductile  (Nodular)  Iron  Castings  (1970) 

e  (1970)  Ductile  (Nodular)  Iron  Castings,  Sand  60,  000  psi  Tensil 

le  (1970)  Ductile  (Nodular)  Iron  Castings,  Sand,  80,  000  psi  Tensi 

Std.  Test  Meth.  for  Ductility  of  Bituminous  Materials  (1968) 

asho  T51  Std.  Meth.  of  Test  for  Ductility  of  Bituminous  Materials  (1969)  ANSI  A37.il,  A 

td.  Meth.  for  Conducting  Drop  Weight  Test  to  Determine  Nil  Ductility  Transition  Temperature  of  Ferritic  Steels  (19 

Safety  Std.  for  Marine  Rigid  and  Flexible  Air  Ducting  (1966) 

1970)  ANSI/  Safety  Std.  for  Grease  Extractors  for  Exhaust  Ducts  for  Placement  Over  Restaurant  Cooking  Equipment 

1970)  Std.  for  Styrene  and  Poly  Vinyl  Chloride  Ducts,  and  Its  Fittings  for  Underground  Installations 

Spec,  for  Apparatus  for  Microdetermination  of  Nitrogen  by  Dumas  Method  (1970)  ANSI  Z99.1  S 

National  Building  Code  for  Elevators,  Dumbwaiters,  Escalators  and  Amusement  Devices  (1967) 

Safety  Code  for  Elevators,  Dumbwaiters,  Escalators  and  Moving  Walks  (1971) 

Glossary  of  Terms  for  Hydraulic  Hoists,  Dump  Bodies  and  Elevating  Tailgates  (1967) 

HydrauUc  Hoist  and  Dump  Body  Classification  Chart  (1968) 

Std.  for  Interior  Dunnage  Equipment,  Deck  Boards  (Railway  Cars)  (1970) 

Std.  for  Dimensional  Requirements  for  Duplex  Face  and  Single  Face  Flat  Thread  Rolling  Dies  (1968) 

(1968)  Spec,  for  Dental  Duplicating  Material  (Thermo-Reversible  and  Nonreversible) 

With  Representative  Finish  Co/  Std.  Test.  Meth.  for  Durability  and  Compatibility  of  Factory  Primed  Wood  Product 

-Definitions  and  Methods  for  Determining  Specific  Weight,  Durability  and  Moisture  Content  (1970)/and  Crumbles 

Std.  Rec.  Pract.  for  Determining  Durability  of  Adhesive  Joints  Stressed  in  Peel  (1971) 

Loading  (1971)  Std.  Rec.  Pract.  for  Determining  Durability  of  Adhesive  Joints  Stressed  in  Shear  by  Tension 

Drycleaning  Durability  of  Applied  Designs  and  Finishes  (1970) 
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Tent.  Test  Meth.  for 

of  Corrugated  Fi/  Revolving  Drum  Tests  to  Measure  the 

for  Vehicle  Identification  Numbers,  for  Visibility  and 
Flaps  of  Corrugated/  Revolving  Drum  Tests  to  Measure  the 

eth(1969)  Std.  for  Surface 

Dimensional  Changes  in  Automatic  Home  Laundering  of 
Indentation  Hardness  of  Rubber  and  Plastics  by  Means  of  A 
tation  Hardness  of  Elastomeric  Type  Sealants  by  Means  of  A 
cal  Insulating  Materials  (1968)  Std.  Test  Meth.  for 

Cyclonic  Mechanical 
Fundamentals  of  Fabric 
Criteria  for  the  Application  of 
Operation  and  Maintenance  on  Fabric 
or  Continuous  Sizing  and  Counting  of  Airborne  Particles  in 
(1969)  Rec.  Guide  for  the  Control  of 

Std.  for  the 

zl2.7  Std.  for  the  Prevention  of 

.3  Std.  for  the  Prevention  of 

ing  Facilities  (1970/  Std.  for  the  Prevention  of  Fire  and 

Std.  for  the  Prevention  of 
Std.  for  the  Prevention  of 
ring  Plants  (1971)  ANSI  Z12.2/  Std.  for  the  Prevention  of 

Std.  for  the  Prevention  of 
Std.  Meth.  for  Collection  and  Analysis  of 
Std.  Meth.  of  Test  for  Index  of 
Std.  Acceptable  Concentrations  of  Cadmium  Fume  and 
ing  Systems  for  Feed,  Flour,  Grain,  and  Other  Agricultural 
/Pvo)  Jacket  for  Wire  and  Cab/  Std.  Spec,  for  Extra  Heavy 

Std.  for  Heavy 
Std.  Spec,  for  Extra  Heavy 
Std.  Heavy 

Std.  Meth.  of  Panel  Spalling  Test  for  High 
Std.  Meth.  of  Panel  Spalling  Test  for  Super 
nk  Type)  (1970)  Rec.  Pract.  for  Heavy 

Std.  Spec,  for  Special 
.  for  Service  Brake  System  Performance  Requirements;  Light 
.  for  Brake  System  Road  Test  Code  (Passenger  Car  and  Light 
or  /  Rec.  Pract.  for  Selection  of  Tires;  Medium  and  Heavy 

Std.  Part  Pins,  Spring,  Slotted  and  Coiled,  Heavy 
Std.  for  Spring  Hinges;  Hardware  (Jamb.  Pivot,  Screen  and 

One  and  Two  Family 
Uniform  Building  Code  - 
Std.  Spec,  for  Copper  Drainage  Tube 
Meth.  for  Color  Strength  and  Shade  of 
124  Test  Meth.  for  Mercerization  in 

Std.  Meth.  of  Test  for  Color  of 
Test  Meth.  for  Mercerization  in  Dyed  and 
aNSI  114.174  Test  Meth.  for  Colorfastness  of 

Test  Meth.  for  Solubility  of  Aqueous 
tal  Friction  Materials  Under  Dry  /  Std.  Meth.  of  Test  for 

969) 

Rubber  Products  (1970)  Std.  for  Static  and 

et  Materials  (1970)  Test  Meth.  for 

Gravity,  Louver  and 

Torsional  Pendulum  (1969)  Std.  Test  Meth.  for 

on  (1968)  Std.  for 

69)  Meth.  for 

Rec.  Pract.  for  Film  Analysis  Guides  for 
ate  (Railway  Cars)  (1970)  Spec,  for 

ies(1970)  Rec.  Pract.  for 

viscosity  of  Transparent  and  Opaque  Liquids  (Kinematic  and 

Vehicle 

Std.  Magazine  (Brick)  for  Storage  of 
Std.  Magazine  (Sand  Filled  Walls)  for  Storage  of 
Rec.  Pract.  for  Brake  System 

Std.  Spec,  for  Diatomaceous 
Rec.  Pract.  for  Fan  Blast  Deflectors  for 
Rec.  Pract.  for  Fenders  for  Pneumatic  Tired 
ders;  Mining  /  Std.  for  Tires,  for  Off  the  Road  Vehicles: 

pract.  for  Evaluating  Performance  Characteristics  of  Pulse 
Std.  Meth.  for  Measurement  of  Coating  Thicknesses  by  the 
anger  and  Condenser  Tubes  (1961)  Rec.  Pract.  for 

ract.  for  the  Training,  Qualification  and  Certification  of 
ract.  for  Measuring  Coating  Thickness  by  Magnetic  Field  or 
ographic.  Ultrasonic;  Liquid  Penetrant;  Magnetic  Particle; 
ucts,  Austenitic  SI  Std.  Rec.  Pract.  for  Electromagnetic 

Std.  Meth.  of  Test  for  Electrical  Conductivity  by  Use  of 
Spec,  for  Aluminum  Sheet,  Laminated, 
Spec,  for  Steel  Sheet,  Corrosion  Resistant,  Laminated, 
1970)  Std.  Spec,  for 

Meth.  for 

D0827  Std.  for 

Std.  Test  Meth.  for 

spec,  for  16mm  Azimuth  Alignment  Test  Film,  Perforated  One 
architectural  Door  Trim,  Protection,  Push  and  Name  Plates, 


Durability  of  Fire  Retardant  Treatment  of  Wood  (1970)  ASTM  02898 

Durability  of  Gummed  Tapes  Forming  the  Manufacturers  Joint     GAI  1 

Durability  of  Motorcycles  (1970)  Rec.  Pract.  SAE  J364A 

Durability  of  the  Two  Strip  Gummed  Tape  Closure  for  the  GIA  2 

Durability  (Pitting)  of  Helical  and  Herringbone  Gear  Te  AGMA  211.02 

Durable  Press  Woven  or  Knit  Fabrics  (1970)  AATCC  135 

Durometer  (1968)  Std.  Test  Meth.  for  ASTM  D2240 

Durometer  (1970)  Std.  Meth.  of  Test  for  Inden  ASTM  C661 

Dust  and  Fog  Tracking  and  Erosion  Resistance  of  Electri  ASTM  D2132 

Dust  Collector  Criteria  (1969)  IGCI  M2 

Dust  Collectors  and  Glossary  of  Terms  (1969)  IGCI  F2 

Dust  Collectors  to  Coal  Fire  Boilers  (1967)  ■  IGCI  '1 

Dust  Collectors  (1969)  IGCI  F3 

Dust  Controlled  Areas  Using  Instruments  Based  Upon  Ligh  ASTM  F50 

Dust  Emissions,  Combustion  for  Indirect  Heat  Exchangers  ASME  APS-1 

Dust  Explosion  Prevention  in  the  Plastics  Industry  (197  NFPA  654 

Dust  Explosions  in  Coal  Preparation  Plants  (1971)  ANSI  NFPA  653 

Dust  Explosions  in  Flour  and  Feed  Mills  (1971)  ANSI  Z12  NFPA  61C 

Dust  Explosions  in  Grain  Elevators  and  Bulk  Grain  Handl  NFPA  61 B 

Dust  Explosions  m  Industrial  Plants  (1971)  ANSI  Z12. 21  NFPA  63 

Dust  Explosions  in  Starch  Factories  (1971)  ANSI  Z12.2  NFPA  61A 

Dust  Explosions  in  Woodworking  and  Wood  Flour  Manufactu  NFPA  664 

Dust  Ignition  in  Spice  Grinding  Plants  (1971)  ANSI  Z12.  NFPA  656 

Dustfall  (1970)  ANSI  Zl  16.1  ASTM  D1739 

Dustiness  of  Coal  and  Coke  (1969)  ANSI  K20.1 1  ASTM  D547 

Dusts  (1970)  ANSI  Z37.5 

Dusts  (1970)  Std.  Pneumatic  Convey  NFPA  66 

Duty  Acrylonitrile  Butadiene  Poly  (Vinyl  Chloride)  (Nbr  ASTM  D2708 

Duty  Alpha  Cellulose  Filled  Melamine  Tableware  (1970)  USC  PS25 

Duty  Black  Neoprene  Jacket  for  Wire  and  Cable  (1969)  ASTM  D2819 

Duty  Carbide  Inserts  for  Cutting  Tools  (1969)  ANSI  B94.24 

Duty  Fireclay  Brick  (1970)  ASTM  C107 

Duty  Fireclay  Brick  (1970)  ASTM  C122 

Duty  Lighting  Systems  for  Truck  Trailers  (Other  Than  Ta  TTMA  RP14-67 

Duty  Propane  (1968)  ANSI  Zl  1.229  ASTM  D2154 

Duty  Truck  (1971)  Rec.  Pract  SAE  J155 

Duty  Truck)  (1971)  Rec.  Pract  SAE  J843D 

Duty  Trucks,  School  Buses,  Trailers  and  Semitrailers,  F  SAE  J161 

Duty  (1971)  NSA  561 

Dwarf  Types  for  Door)  (1970)  BHMA  1101 

Dwelling  Code  (1971)  ICBO  *1 

Dwelling  House  Construction  (1970)  ICBO  UBCVI 

(Dwv)  (1971a)  ANSI  H23.6  ASTM  B306 

Dye  (1966)  TAPPI  T626 

Dyed  and  Dyed  Cotton  Yarns  and  Fabrics  (1971)  ANSI  L14.  AATCC  89 

Dyed  Aviation  Gasolines  (1970)  ASTM  D2392 

Dyed  Cotton  Yams  and  Fabrics  (1971)  ANSI  L14.124  AATCC  89 

Dyed  Textile  Fabrics  to  Ozone  in  the  Atmosphere  (1971)  AATCC  109 

Dyes  for  Paper  (1971)  TAPPI  UM-601 

Dynamic  Coefficient  of  Friction  and  Wear  of  Sintered  Me  ASTM  B460 

Dynamic  Flex  Fatigue  Test  for  Slab  Polyurethane  Foam  (1  SAE  J388 

Dynamic  Load  Deflection  Characteristics  of  Molded  Solid  RMA  *8.22 

Dynamic  Measurement  of  Water  Vapor  Transfer  Through  She  TAPPI  T523 

Dynamic  Mechanical  Collector  Critena  (1970)  IGCI  M3 

Dynamic  Mechanical  Properties  of  Plastics  by  Means  of  A  ASTM  D2236 

Dynamic  Response  Test,  of  Process  Control  Instrumentati  ISA  S26 

Dynamic  Strength  of  Flexible  Barrier  Material  Seals  (19  TAPPI  T517 

Dynamic  Studies  of  Test  Subjects  (1970)  SAE  J138 

Dynamic  Test  Position  and  Support  of  Portable  Bridge  PI  AAR  MSRP-L-82 

Dynamic  Test  Procedure,  Types  1  and  2  Seat  Belt  Assembl  SAE  J117 

Dynamic  Viscosities)  (1970)  ANSI  Zll. 107  /of  Test  for  ASTM  D445 

Dynamics  Terminology  (Hs  J670b)  (1970)  SAE  J670B 

Dynamite  and  Similar  High  Explosives  (1968)  IME  1.1 

Dynamite  and  Similar  High  Explosives  (1968)  IME  1.2 

Dynamometer  Test  Procedure  (Passenger  Car)  (1971)  SAE  J212 

Early  Strength  of  Brick  Masonry  (Tech.  Notes)  (1969)  SCPI  35 

Earth  Block  and  Pipe  Thermal  Insulation  (1971)  ASTM  C517 

Earthmoving  Equipment  (1970)  SAE  J165 

Earthmoving  Haulage  Equipment  (1970)  SAE  J321A 

Earthmoving,  Mining  and  Logging  (Short  Hauls);  Road  Gra  TRA  3 

Echo  Ultrasonic  Test.  Systems  (1968)  ANSI  Z166.21  /C.  ASTM  E317 

Eddy  Current  Test  Meth.:  Nonconductive  Coatings  on  Nonm  ASTM  B529 

Eddy  Current  Test,  of  Copper  and  Copper  Alloy  Heat  Exch  CDA  RPIA 

Eddy  Cun-ent  Test.  Personnel  (1968)  Rec.  P  ASNT  TCIA/E 

Eddy  Current  (Electromagnetic)  Test  Meth.  (1969)  /C.  P  ASTM  E376 

Eddy  Current  (of  Tubular  Products);  and  Visual  (Boiler  ASME  BPVCV 

(Eddy  Current)  Test,  of  Seamless  and  Welded  Tubular  Prod  ASTM  E426 

Eddy  Currents  (1970)  ANSI  C7.44  ASTM  B342 

Edge  Bonded  (1970)  SAE  AMS4012C 

Edge  Bonded  (1970)  SAE  AMS5600A 

Edge  Dip  Solderability  Test  for  Printed  Wiring  Boards  IPC  S801 

Edge  Nail  Strength  of  Insulating  Board  (1966)  TAPPI  T1004 

Edge  Tearing  Resistance  of  Paper  (1966)  PI  T3614p,  ASTM  TAPPI  T470 

Edge  Tearing  Strength  of  Paper  (1967)  ASTM  D827 

Edge,  Magnetic  Type  (1969)  ANSI  PH22.114 

Edgings,  Pulls  and  Bars  (1969)  Std.  for  BHMA  1001 
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Safety  Std.  for  Fuseholders  for  Edison  Base  and  Type  S  Plug  Fuses  (1970)  UL  512 

Safety  Std.  for  Edison  Base  Lampholders  (1969)  ANSI  C33. 17  UL  496 

National  Building  Code  (Abbreviated  Edition)  (1967)  AIA  CO-2 

Std.  Meth.  for  Determination  of  Cobalt  in  Paint  Driers  by  EDTA  Meth.  (1968)  ASTM  D2373 

Std.  Meth.  for  Determination  of  Lead  in  Paint  Driers  by  EDTA  Meth.  (1968)  ASTM  D2374 

d.  Meth.  for  Determination  of  Manganese  in  Paint  Driers  by  EDTA  Meth.  (1968)  St  ASTM  D2375 

Std.  for  the  Education  of  the  Blind  and  Visually  Handicapped  (1966)  NACAB  S-1 

Rec.  Lighting  for  Theatrical  Presentations  on  Educational  and  Community  Proscenium  Type  Stages  (1968)  lES  CP34 

Form  of  Questionnaire  for  the  Selection  of  Architects  for  Educational  Facilities  (1972)  Std.  AIOA  B431 

Rec.  for  the  Radiation  Protection  in  Educational  Institutions  (1966)  NCRPM  R32 

1  Containers  ( 1 97 1 )                            Tent.  Meth.  for  Determining  Effective  Crimping  on  Outside  Crimped  Valves  for  Aeroso  CSMA  AG*15 

Meth.  for  Determining  Pickup  Efficiency  of  Residual  Aerosol  Insecticides  (1971 )  CSMA  AG*28 

2.1                                                             Safety  Std.  for  High  Efficiency  Particulate  Air  Filter  Units  (1971)  ANSI  B13  UL  586 

eth.  for  Evaluating  the  Ability  of  a  Latex  Paint  to  Resist  Efflorescence  From  Substrate  (1969)  Std.  Test  M  ASTM  D2831 

70)  Efflorescence,  Prevention  and  Control  (Tech.  Notes)  (19  SCPI  23A 

and  Bioassay  Examination  of  Polluted  Waters,  Wastewaters,  Effluents,  Bottom  Sediments  and  Sludges  (1971)  /Emical  APHA  *2-200 

Means  of  Egress  (National  Building  Code)  (1967)  AIA  CO-l-VI 

aboratory  Determination  of  Pulse  Velocities  and  Ultrasonic  Elastic  Constants  of  Rock  (1969)  Std.  Meth.  for  L  ASTM  D2845 

.  for  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Poured  Elastic  Type  (1969)  Std.  Spec  ASTM  D1854 

test.  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Poured  Elastic  Type  (1969)  ANSI  A37. 117  Std.  Meth.  of  ASTM  D1855 

ect/                Std.  on  Piezoelectric  Crystals:  Determination  of  the  Elastic,  Piezoelectric  and  Dielectric  Constants,  the  El  IEEE  178 

f  Flexure  Testing  of  Slate  (Modulus  of  Rupture,  Modulus  of  Elasticity)  (1970)  Std.  Meth.  O  ASTM  C120 

bular  Form  (1970)                     Std.  Spec,  for  Preformed  Flexible  Elastomeric  Cellular  Thermal  Insulation  in  Sheet  and  Tu  ASTM  C534 

Std.  Test  Meth.  for  Extrudability  of  Unvulcanized  Elastomeric  Compounds  (1968)  ASTM  D2230 

Std.  Spec,  for  Preformed  Elastomeric  Compression  Joint  Seals  for  Concrete  (1967)  AASHO  M220 

Spec,  for  Elastomeric  Impression  Material  (Dental)  (1967)  ADA  19 

Std.  Spec,  for  Preformed  Polychloroprene  Elastomeric  Joint  Seals  for  Concrete  Pavements  (1969)  ASTM  D2628 

Std.  Test  Meth.  for  Abrasion  Resistance  of  Rubber  and  Elastomeric  Materials  by  the  Pico  Meth.  (1969)  ASTM  D2228 

)  SAE  J200                                           Classification  System  for  Elastomeric  Materials  for  Automotive  Applications  (1970  ASTM  D2000 

Std.  Spec,  for  Cellular  Elastomeric  Preformed  Gasket  and  Sealing  Material  (1970  ASTM  C509 

Std.  Spec,  for  Elastomeric  Structural  Glazing  and  Panel  Gaskets  (1971)  ASTM  C542 

Std.  Meth.  of  Test  for  Indentation  Hardness  of  Elastomeric  Type  Sealants  by  Means  of  a  Durometer  (1970  ASTM  C661 

Std.  Meth.  for  Chemical  Analysis  of  Synthetic  Elastomers  (Solid  Styrene  Butadiene  Copolymers)  (1970)  ASTM  D1416 

ipe  Fittings  for  300  Lb.  Pressure,  45  and  90  Degree  Street  Elbows  (Railway  Cars)  (1970)  /Ec.  Pract.  for  Screwed  P  AAR  MSRP-L-140 

Property  Limits  and  Std.  Tolerances  of  Electric  Aluminum  Conductors  (1970)  AA  *2816 

cks.  Sit  Down  Rider  Type  (1965)                                   Brakes,  Electric  and  Internal  Combustion  Powered  Industrial  Tru  ITA  3C1 

cks.  Stand  Up  Rider  Type  (1965)                                     Brakes,  Electric  and  Internal  Combustion  Powered  Industrial  Tru  ITA  3D1 

Model  Railroad  Electric  and  Traction  Clearance  and  Tract  Centers  (1963  NMRA  S6 

Std.  for  Electric  Arc  Welding  Apparatus  (1971)  ANSI  C87.1  NEMA  EWl 

Std.  for  Residential  Temperature  Limit  Controls  for  Electric  Baseboard  Heaters  (1971)  NEMA  DC  10 

Safety  Std.  for  Electric  Battery  Powered  Industrial  Trucks  (1971 )  UL  583 

Rec.  Pract.  for  Electric  Battery  Powered  Vehicle  Test  Procedure  (1971)  SAE  J227 

uards  Against  Radio  Frequency  Energy  Hazards  in  the  Use  of  Electric  Blasting  Caps  (1970)  Safeg  IME  20 

Requirements  for  Marine  Electric  Blowers  (1967)  UL  1128 

Rec.  Std.  for  Lamp  Lead  Wire  (for  Electric  Bulbs)  (1970)  SWA  *51 

Std.  for  Mechanical  and  Electric  Chart  Drive  Speeds  of  Circular  Charts  (1954)  SAMA  PMCl 

Stand.  Meth.  of  Life  Test  of  Electric  Contact  Materials  (1970)  ANSI  Z155.9  ASTM  B182 

Safety  Requirements  for  Marine  Electric  Cooking  Appliances  (1965)  UL  1122 

Std.  for  Electric  Dehumidifiers  (1970)  AHAM  DH-1 

minaires  Using  Incandescent  Filament,  or  Mercury  or  Sodium  Electric  Discharge  Lamps  (1968)  /C  Test,  of  Roadway  Lu  lES  LM31 

Safety  Std.  for  Commercial  Electric  Dishwashers  (1970)  UL  921 

Marine  Diesel  Engine  Electric  Drive  Systems  (Std.  Pract.)  (1971)  DEMA  MD43 

Std.  for  Submersible  Pumps,  Electric  Driven,  Dewatering  Large  Areas  (1970)  CPB  '5 

Safety  Std.  for  Electric  Dry  Bath  Heaters  (1970)  UL  875 

dures  for  the  Thermal  Evaluation  of  Insulation  Systems  for  Electric  Equipment  (1970)  /E  Preparation  of  Test  Proce  IEEE  99 

Safety  Std.  for  Electric  Fans  (1969)  ANSI  €33.54  UL  507 

locations  (1971)                                                Safety  Std.  for  Electric  Flashlights  and  Lanterns  for  Use  in  Hazardous  UL  783 

Std.  for  Electric  Fuses  (1965)  SAE  J554 

vice  (1971)                                                           Std.  Spec,  for  Electric  Fusion  Welded  Steel  Pipe  for  High  Pressure  Ser  ASTM  A155 

.9                                                                       Std.  Spec,  for  Electric  Fusion  (Arc)  Welded  Steel  Pipe  (1971)  ANSI  B36  ASTM  A139 

rl968)                                                                 Std.  Spec,  for  Electric  Fusion  (Arch)  Welded  Wrought  Iron  Plate  Pipe  ASTM  A419 

gyro  Automatic  Pilot  Equipment,  Thermal  Relays  in  Domestic  Electric  Heat  Panels,  Environmental  Requirements,  Enclo  NARM  *1.7 

Safety  Std.  for  Marine  Electric  Heating  Devices  (1967)  UL  1131 

Std.  for  Load  Control  for  Use  on  Central  Electric  Heating  Systems  (1971)  EEI  71-43 

Nickel  Iron  36  Volt  Batteries  (Dimensions)  (for  Electric  Industrial  Trucks)  (1965)  ITA  8G2 

8)                                                                        Controls;  Electric  Industrial  Trucks,  High  Lift  Order  Picker  (196  ITA  2K1 

Controls;  Electric  Industrial  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2F1 

Controls;  Electric  Industrial  Trucks,  Stand  Up  Rider  Type  (1966)  ITA  2G1 

Installation  of  Electric  Infrared  Brooding  Equipment  (1971)  ASAE  R258.2 

(1971)                                                                Rec.  Pract.  for  Electric  Installations  on  Shipboard  (Merchant  Vessels)  IEEE  45 

Std.  on  Electric  Lamp  Bases  and  Holders  (1971)  ANSI  C81 

Portable  Electric  Lamps  (1970)  UL  153 

ns(I971)                                                        Safety  Std.  for  Electric  Lighting  Fixtures  for  Use  in  Hazardous  Locatio  UL  844 

Safety  Std.  for  Marine  Type  Electric  Lighting  Fixtures  (1969)  ANSI  C33. 57  UL  595 

Rec.  Form  for  Accumulation  of  Maintenance  Test  Data  of  Electric  Lighting  Systems  (1963)  lES  CP27 

class.  Groups  C  and  D,  and  Clas/             Safety  Std.  for  Portable  Electric  Lighting  Units  for  Use  in  Hazardous  Locations  UL  781 

Brakes,  Electric  Motorized  Hand  Trucks  (1965)  ITA  3E1 

Controls;  Electric  Motorized  Industrial  Hand  Trucks  (1965)  ITA  2H1 

Controls;  Electric  Motorized  Industrial  Hand/Rider  Trucks  (1965)  ITA  2J1 

ations  (1971)  ANSI  C33.72                                  Safety  Std.  for  Electric  Motors  and  Generators  for  Use  in  Hazardous  Loc  UL  674(B) 

ipment  (1970)                                                            Std.  for  Electric  Motors  and  Integral  Drive  Units  for  Bakery  Equ  BISSC  29 

Spec,  for  Electric  Overhead  Traveling  Cranes  (1961)  CMAA  61 

Safety  Std.  for  Marine  Electric  Power  Switches  (1964)  UL  1107 

Std.  for  Vohage  Ratings  for  Electric  Power  Systems  and  Equipment  (60hz)  (1970)  ANSI  C84.I 

.  Definitions  of  Terms  for  Automatic  Generation  Control  on  Electric  Power  Systems  (1970)  Std  IEEE  94 

,  Pole  Base  Insulation,  Wire  Height  and  Curvature  of  Model  Electric  Railroads  (1970)  Pole  Base  NMRA  RP60 
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nical  Tubing  (1969)  ANSI  G62. 3  Sid.  Spec,  for  Electric  Resistance  Welded  Carbon  and  Alloy  Steel  Mecha  ASTM  A513 

1  Boiler  and  Superheater  Tubes  (1971 )  Ans/  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Molybdenum  Alloy  Stee  ASTM  A250 

rheater  Tubes  for  High  Pressure  Service  (/  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Boiler  and  Supe  ASTM  A226 

971)  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Boiler  Tubes  (1  ASTM  A178 

r  Tubes  (1969)  ANSI  B36.59  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Feedwater  Heate  ASTM  A557 

and  Condenser  Tubes  (1971)  ANSI  B125.il  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Heal  Exchanger  ASTM  A214 

and  Fuel  Oil  Lines  (1971 )  Std.  Spec,  for  Electric  Resistance  Welded  Coiled  Steel  Tubing  for  Gas  ASTM  A539 

Tubing  (1967)  ANSI  B93. 4  Std.  Electric  Resistance  Welded  Mandrel  Drawn  Hydraulic  Line  NFLDP  T3.15.1 

Std.  Spec,  for  Electric  Resistance  Welded  Steel  Pipe  (1969)  ASTM  A135 

nators  (1964)  Safety  Std.  for  Marine  Electric  Starters,  Generators  and  Diode  Rectified  Alter  UL  1112 

Household  Electric  Storage  Tank  Water  Healers  (1970)  UL  174 

(1970)  Criteria  for  Class  le  Electric  Systems  for  Nuclear  Power  Generating  Stations  IEEE  308 

Safety  Std.  for  Stationary  and  Fixed  Electric  Tools  (1971)  UL  987 

les  and  Mechanical  Sound  Reproduction  (1/  Safely  Std.  for  Electric  Toys  Including  Phonographs  with  Driven  Turntab  UL  696 

Std.  Layouts  for  Electric  Traction  Freight  Elevators  (1970)  NEI  •2-200 

Std.  Layouts  for  Electric  Traction  Hospital  Elevators  ( 1970)  NEI  *2-101 

Std.  Layouts  for  Electric  Traction  Passenger  Elevators  ( 1970)  .  .  NEI  '2-100 

Electric  Truck  and  Battery  Marking  (1957)  ITA  5A1 

Brakes,  Electric  Truck,  High  Lift  Order  Picker  (1968)  ITA  3G1 

Batteries,  Voltages  (for  Electric  Trucks)  (1956)  ITA  8BI 

assembly  of  Small  Batteries  Lead  Acid  and  Nickel  Iron  (for  Electric  Trucks)  (1965)  ITA  8C1 

12  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8C2 

18  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8DI 

Assembly  of  Large  Lead  Acid  Batteries  (for  Electric  Trucks)  (1965)  ITA  8EI 

Assembly  of  Large  Nickel  Iron  Batteries  (for  Electric  Trucks)  (1965)  ITA  8E2 

24  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8E3 

Nickel  Iron  24  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  I       '  ITA  8E4 

Lead  Acid  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  -  ITA  8FI 

Nickel  Iron  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ■  ITA  8F2 

Lead  Acid  36  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  SGI 

Lead  Acid  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  C  ITA  8H1 

Nickel  Iron  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H2 

Lead  Acid  72  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8JI 

fety  Rec.  for  Changing  and  Charging  Storage  Batteries  (for  Electric  Trucks)  (1965)  General  Sa  ITA  8KI 

Rec.  Cable  Sizes  for  Battery  Leads  (for  Electric  Trucks)  (1970)  ITA  8L8 

Self  Powered  Electric  Warning  Lights  tor  Farms  (1970)  ASAE  S216 

Automatic  Temperature  Controls  for  Surface  Type  Electric  Water  Heaters  (1967)  NEMA  DC5 

19  Std.  Spec,  for  Seamless  and  Electric  Welded  Low  Alloy  Steel  Tubes  (1971)  ANSI  B125.  ASTM  A423 

industry  (1968)  ANSI  B36.60  Std.  Spec,  for  Electric  Welded  Low  Carbon  Steel  Pipe  for  the  Chemical  ASTM  A587 

Electric  Windshield  Wiper  Switch  (1969)  SAE  J112 

Std.  Spec,  and  Tests  for  Piezoelectric  (Including  Ferro  Electric)  Pressure  and  Sound  Pressure  Transducers  (1969  ISA  S37.10 

Std.  Dimensions  and  Tolerances  for  Rigid  Electrical  Aluminum  Conduit  (1970)  AA  '281252 

Std.  Spec,  for  Alumina  Ceramics  for  Electrical  and  Electronic  Applications  (1970)  ASTM  F103 

Std.  Preparation  for  Delivery  of  Electrical  and  Electronic  Components  (1971)  EIA  RS383 

able  Television  Systems  Layout  /  Std.  Graphic  Symbols  for  Electrical  and  Electronic  Devices  to  be  Designated  on  C  NCTA  003-0668 

Std.  Graphic  Symbols  for  Electrical  and  Electronics  Diagrams  (1970)  ANSI  Y32.2  IEEE  315 

71)  Std.  Drafting  Practices  for  Electrical  and  Electronics  Interconnection  Diagrams  (19  ANSI  Y14.15A 

Safety  Std.  for  Thermal  Cutoffs  for  Use  in  Electrical  Appliances  and  Components  (1971)  UL  1020 

Copper  Nickel  Alloy  Wire  and  Ribbon  78cu-22ni  for  Electrical  Applications  (1970)  SAE  AMS4732 

970)  ANSI  C33.65  Safety  Std.  for  Electrical  Cabinets,  Cutout.  Junction  and  Pull  Boxes  (1  UL  50 

Std.  for  Packaging  of  Electrical  Cable  Cord  Wire  (1971)  NSA  3417 

Std.  Spec,  for  Zinc  Coated  Flat  Steel  Armonng  Tape  for  Electrical  Cables  (1971)  ASTM  A459 

rmor  Wire,  Zinc  Coated  (Galvanized)  (Casket  Weave  Armor  on  Electrical  Cables)  (1970)  Rec.  Std.  for  A  SWA  '7 

.(1970)  Std.  Electrical  Characteristics  of  Audio  Record  One  for  2  in  ANSI  C98.3 

luorescent  Lamp  (1969)  Std.  Dimensional  and  Electrical  Characteristics  of  30  Watt  Tl 2  Rapid  Start  F  ANSI  C78.708 

t  Fluorescent  Lamp  (1961)  Std.  Dimensional  and  Electrical  Characteristics  of  40  Watt  T  1 2  Preheat  Star  ANSI  C78.408 

Method  for  the  Designation  of  Mercury  Lamps;  Physical  and  Electrical  Characteristics  of  40  Watt,  H45  and  50  Watt,  ANSI  C78.1323 

s  (1969)  Std.  Physical  and  Electrical  Characteristics  of  50  Watt -f46  Mercury  Lamp  ANSI  C78.I324 

termination  and  Size,  Coil  or  Thermal  Actuator,  Operation,  Electrical  Characteristics,  Contact,  and  Checklist  for  NARM  '1.7 

rial  Machinery  (1970)  Rec.  Pract.  for  Electrical  Charging  Systems  for  Construction  and  Indust  SAE  JI80 

locations  (1971)  Safety  Std.  for  Intrinsically  Safe  Electrical  Circuits  and  Equipment  for  Use  in  Hazardous  UL  913 

970)  Rec.  Pract.  for  Electrical  Circuits  on  Passenger  Car  Glazed  Surfaces  (1  SAE  J216 

Rec.  Pract.  and  Std.  Covering  the  Protection  of  Electrical  Circuits  (on  Boats)  (1970)  ABYC  E5 

Rec.  Pract.  for  Electrical  Computing  Resolvers  (1970)  SAE  ARP826 

aNSI  c7.44  Std.  Meth.  of  Test  for  Electrical  Conductivity  by  Use  of  Eddy  Currents  (1970)  ASTM  B342 

std.  Definitions  of  Terms  Relating  to  Uninsulated  Metallic  Electrical  Conductors  (1970)  ASTM  B354 

anded  Copper  Conductors  Having  Bunch  Stranded  Members,  for  Electrical  Conductors  (1971)  ANSI  C7.I2  /  Rope  Lay  Str  ASTM  B172 

Copper  Conductors  Having  Concentric  Stranded  Members,  for  Electrical  Conductors  (1971)  ANSI  C7.I3  /  Lay  Stranded  ASTM  B173 

Std.  Spec,  for  Bunch  Stranded  Copper  Conductors  tor  Electrical  Conductors  (1971)  ANSI  C7. 14  ASTM  B174 

Solderless  Wrapped  Electrical  Connections  (1971)  EL\  RS280-A 

Design  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  20  (1971)  NSA  1659 

Design  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  8  (1971)  NSA  1685 

Small  Contact  Standard  for  Electrical  Connectors  (1970)  EL\  RS380 

Std.  of  Installation  (in  Electrical  Construction)  (1969)  NECA  '1 

Std.  Meth.  of  Test  for  Hardness  of  Electrical  Contact  Materials  (1970)  ANSI  Z155.12  ASTM  B277 

Std.  Definitions  of  Terms  Relating  to  Electrical  Contacts  and  Their  Use  (1971)  ASTM  B542 

Computing  Electrical  Demands  for  Farms  (1970)  ASAE  R294 

Rec.  Std.  for  Fuse  Wire  (for  Electrical  Detonators)  (1970)  SWA  '41 

ed  Wire  and  Cable  for  the  Transmission  and  Distribution  of  Electrical  Energy  (1971)  IPC  S-66-524  /Thylene  Insulat  NEMA  WC7 

Std.  for  Purged  and  Pressurized  Enclosures  for  Electrical  Equipment  in  Hazardous  Locations  (1971)  NFPA  496 

and  Removal  (1970)  Guide  Spec,  for  Temporary  Electrical  Facilities,  Their  Installation,  Maintenance  CSI  1511 

Std  Test  Meth.  for  Compaction  Density  of  Electrical  Grade  Magnesium  Oxide  (1969)  ASTM  D2771 

Std.  Meth.  for  Sieve  Analysis  of  Electrical  Grade  Magnesium  Oxide  (1969)  ASTM  D2772 

Std.  Test  Meth.  for  Loss  on  Ignition  of  Electrical  Grade  Magnesium  Oxide  (1969)  ASTM  D2773 

Std.  Test  Meth.  for  Thermal  Conductivity  of  Electrical  Grade  Magnesium  Oxide  (1970)  ASTM  D2858 

aNSI  C59.85  Std.  Meth.  of  Test.  Electrical  Grade  Polytetrafluoroethylene  Tubing  (1965)  ASTM  D1675 
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Std.  Test  Melh.  for  Electrical 
(1970)  Electrica 

Std.  for  Electrica 
Safety  Std.  for  Electrica! 
rolled  Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrica! 

e  of  Resistance  with  Temperature  of  Metallic  Materials  for  Electrical 
est  of  Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrica 
Steel  Castings  Investment,  Electrica 
Transportat/  Rec.  Pract.  for  Classification  of  Areas  for  Electrical 

National  Building  Code  for  Electrica 
968)  Guide  for  the  Selection,  Care  and  Use  of  Electrical 

965/  Rec.  Pract.  for  Intrinsically  Safe  and  Non  Incendive  Electrical 

Std.  Spec,  for  Poly  (Vinyl  Chloride)  Jacket  Compound  for  Electrical 
Std.  Spec,  for  Polyethylene  jacket  for  Electrical 
(1968)  ANSI  /  Std.  Test  Meth.  for  Water  Vapor  Content  of  Electrical 

Std.  Definitions  of  Terms  Relating  to  Electrical 
Std.  Test  Melh.  for  Coefficient  of  Thermal  Expansion  of  Electrical 
td.  Test  Meth.  for  Power  Factor  and  Dielectric  Constant  of  Electrical 
h.  for  Refractive  Index  and  Specific  Optical  Dispersion  of  Electrical 
Std.  Test  Meth.  for  Specific  Resistance  (Resistivity)  of  Electrical 
Std.  Meth.  of  Sampling  Electrical 
Std.  Spec,  for  Nitrogen  Gas  as  An  Electrical 
ates  Fo/  Rec.  Pract.  for  Etching  and  Cleaning  Copper  Clad  Electrical 

or  Dielectric  Breakdown  Voltage  and  Dielectric  Strength  of  Electrical 
td.  Test  Meth.  for  Differential  Wet  Tracking  Resistance  of  Electrica 
Std.  Meth.  for  Thermal  Evaluation  of  Rigid  Electrical 
test  Meth.  for  Tensile  Impact  Energy  to  Break  Plastics  and  Electrical 
t  Meth.  for  Voltage  Endurance  Under  Corona  Attack  of  Solid  Electrical 
Meth.  for  Dust  and  Fog  Tracking  and  Erosion  Resistance  of  Electrica 
Std.  Test.  Meth.  for  Bond  Strength  of  Plastics  and  Electrical 
ble  Accessories  /  Std.  Spec,  for  Continuity  of  Quality  of  Electrical 

s  (R1969)  ANSI  CI  Std.  Spec,  for  Continuity  of  Quahty  of  Electrical 

0)  Std.  Meth.  of  Test  for  Copper  in  Electrica 

water  by  the  /  Std.  Test  Meth.  for  Interfacial  Tension  of  Electrica 

ield  (1969)  Std.  Meth.  for  Visual  Examination  of  Used  Electrica 

Std.  Meth.  of  Test.  Electrical 
Test  Meth.  for  2,  6  Ditertiary  Butyl  Para  Cresol  in  Electrica 
h.  (1968)  ANSI  C59.109  Std.  Meth.  for  Oxidative  Aging  of  Electrica 

68)  ANSI  C59.122  Std.  Spec,  for  Continuity  of  Quality  of  Electrica 

Std.  Spec,  for  Vinyl  Chloride  Plastic  Pressiire  Sensitive  Electrica 
Safety  Std.  for  Thermoplastic  and  Rubber  Electrica 
d.  Flexible,  Heat  Shrinkable/  Spec,  for  Plastic  Moldings,  Electrica 

Flexible,  Heat  Shrinkable  (19/  Spec,  for  Plastic  Tubing,  Electrica 

Semi  Rigid,  Heat  Shrinkable  (/  Spec,  for  Plastic  Tubing,  Electrica 

,  Flexible,  Heat  Shrinkable  I. /  Spec,  for  Plastic  Tubing,  Electrica 

std.  Meth.  of  Test.  Bondable  Silicon  Rubber  Tapes  Used  for  Electrical 
ly  Cured  Silicone  Rubber  Coaled  Glass  Fabric  and  Tapes  for  Electrical 
Std.  Meth.  of  Test.  Silicon  Fluids  Used  for  Electrical 
lly  Cured  Silicon  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrical 
Std.  Melh.  of  Test.  Polymeric  Films  Used  for  Electrical 
Std.  Meth.  of  Test.  Flexible  Composite  Materials  Used  for  Electrical 
d.  Test  Melh.  for  Chlorine  Content  of  Polybutenes  Used  for  Electrical 
resin  Coated  Glass  Fabrics  and  Glass  Fabric  Tapes  Used  for  Electrical 
Std.  Meth.  of  Test.  Adhesives  Relative  to  Their  Use  As  Electrical 
Std.  Definitions  of  Terms  Relating  to  Electrical 
Std.  Meth.  of  Sampling  and  Test.  Untreated  Paper  Used  for  Electrical 
Std.  Melh.  of  Test.  Flexible  Treated  Sleeving  Used  for  Electrical 
Std.  Spec,  for  Flexible  Treated  Sleeving  Used  for  Electrical 
Varnished  Cotton  Fabrics  and  Cotton  Fabric  Tapes  Used  for  Electrica 
of  Test.  Pressure  Sensitive  Adhesive  Coated  Tapes  Used  for  Electrica 
Std.  Spec,  for  Saturable  Papers  for  Laminated  Electrica 
Std.  Test  Melh.  for  Self  Supporting  Plastic  Films  for  Electrica 
d.  Meth.  of  Test.  Rigid  Sheet  and  Plate  Materials  Used  for  Electrica 
melh.  for  Sampling  and  Test.  Untreated  Mica  Paper  Used  for  Electrica 
lhalate.  Heal  Shrinkable  1.3  to  I  Shrink/  Plastic  Tubing,  Electrica 

rephthalate.  Heat  Shrinkable  1.6  to  1  /  Spec,  for  Tubing,  Electrica 

ANSI  B93.9  Symbols  for  Marking  Electrica 

Std.  Maximum  Electrica 
Sid  Brushes  for  Electrica 
Std.  Brushes  for  Electrical 
Guide  for  Electrical 
Std.  Publication  for  Manufactured  Electrica 
fety  Std.  for  Design,  Construction  and  Operation  of  Marine  Electrical 
us  Locations  (1969)  ANSI  C33.27  Safety  Std.  for  Electrical 

Safely  Std.  for  Electrica 

ures  for  Nuclear  Fueled  Power  Generating  Stalio/  Std.  for  Electrica 

closed  Circuit  Television  Monitors  526/60  Interlaced  2:1/  Electrica 
Std.  for  Corrugated  Polyethylene  Coilable  Electrical 
and  Epc  80  and  Fittings)  (1970)  Sid.  for  Electrica 

ominal)  400  Hertz,  3  Phase  4  Wire/  Rec.  Pract.  for  Ground  Electrical 

Spec,  for  Lead  and  Lead  Alloy  Coated  Soft  Copper  Wire  for  Electrical 
Std.  Spec,  for  Aluminum  Wire,  EC-H  16  or  -H  26,  for  Electrical 
ec.  for  Tinned  Hard  and  Medium  Hard  Drawn,  Copper  Wire  for  Electrical 
Std.  Spec,  for  Tinned  Soft  or  Annealed  Copper  Wire  for  Electrica 
Std.  Spec,  for  Aluminum  Wire,  EC-H  14  or  -H  24,  for  Electrica 
Sid.  Spec,  for  Aluminum  Alloy  5005  Rolled  Rods  for  Electrica 


/El 


Std. 
Std.  Tes 
Std.  Test 


Grade  Pressure  Sensitive  Tape  (1971) 
Grounding  of  Direct  Current  Systems  on  Boats 
Harness  Cable  Assemblies,  Packaging  of  (1971 
Heaters  for  Use  in  Hazardous  Locations  (1971 
Heating  Elements  (1971)  ANSI  ZI55.17  /N  or 

Heating  (1970)  ANSI  Z155.2  /  Test  for  Chang 

Heating  (1970)  ANSI  Z155.3  /Elerated  Life  T 

nduction  Melted,  Annealed  (1970) 
nstallations  at  Petroleum  and  Gas  Pipe  Line 
nstallations  (1967) 

nstruments  in  the  Photometric  Laboratory  (1 
nstruments  (for  Hazardous  Housing  Areas)  (1 
nsulated  Wire  and  Cable  (1967) 
nsulated  Wire  and  Cable  (1968) 
nsulating  Gases  by  Measurement  of  Dew  Point 
nsulating  Liquids  and  Gases  (1970) 
nsulating  Liquids  of  Petroleum  Origin  and  A 
nsulating  Liquids  (R1969) 
nsulating  Liquids  (R1969)  ANSI  C59.105 
nsulating  Liquids  (R1969)  ANSI  C59.5I 
nsulating  Liquids  (1970) 
nsulating  Material  (R1969)  ANSI  C59.108 
nsulating  Materials  and  Thermosetting  Lamin 
nsulating  Materials  at  Commercial  Power  Fre 
nsulating  Materials  with  Controlled  Water  T 
nsulating  Materials  (1968) 
nsulating  Materials  (1968) 
nsulating  Materials  (1968) 
nsulating  Materials  (1968) 
nsulating  Materials  (1969) 
nsulating  Mineral  Oil  for  Capacitors  and  Ca 
nsulating  Oil  for  Low  Pressure  Cable  System 
nsulating  Oils  by  Photometric  Analysis  (197 
nsulating  Oils  of  Petroleum  Origin  Against 
nsulating  Oils  of  Petroleum  Origin  in  the  F 
nsulating  Oils  (1969) 
nsulating  Oils  (1970) 

nsulating  Petroleum  Oils  by  Open  Beaker  Met 

nsulating  Polybulene  Oil  for  Capacitors  (19 

nsulating  Tape  (1968)  ANSI  C59.91 

nsulating  Tapes  (1971)  ANSI  C33.21 

nsulation  Cross  Linked  Polyolefin,  Pigmente 

nsulation  Irradiated  Polyolefin,  Pigmented, 

nsulation  Irradiated  Polyolefin,  Pigmented, 

nsulation  Noncrosslinked  Polyvinyl  Chloride 

nsulation  (1968) 

nsulation  (1968) 

nsulation  (1968)  ANSI  C59.118 

nsulation  (1968)  ANSI  C59.89 

nsulation  (1968)  ANSI  C59.92 

nsulation  (1968)  ANSI  C59.94 

nsulation  (1969) 

nsulation  (1969)  ANSI  C59.35 

nsulation  (1970) 

nsulation  (1970) 

nsulation  (1970) 

nsulation  (1970) 

nsulation  (1970) 

nsulation  (1970) 

nsulation  {1970a) 

nsulalion  (1971) 

nsulation  (1971) 

nsulation  (1971) 

nsulation  (1971)  ANSI  C59.59 

nsulation.  Resin  Bonded  Polyethylene  Tereph 

nsulation.  Thermally  Welded  Polyethylene  Te 
Leads  and  Ports  on  Fluid  Power  Valves  (1968) 
Leakage  of  Dictating  Machines  (1954) 
Machines  (1970) 
Machines  (1970)  ANSI  C64.1 
Measurement  of  Fluorescent  Lamps  (1955) 
Mica  (1970) 

or  Mechanical  Fuel  Pumps  (1966) 
Outlet  Boxes  and  Fittings  for  Use  in  Hazardo 
Outlet  Boxes  and  Fittings  (1970) 
Penetration  Assemblies  in  Containment  Struct 
Performance  Std.  for  Direct  View  Monochrome 
Plastic  Duct  (1971) 

Plastic  Tubing  Conduit  and  Fittings  (Epc  40 
Power  Unit,  Transportable  115/200  Volt  Ac  (N 
Purposes  (1969)  ANSI  C7.15 
Purposes  (1969)  ANSI  C7.35 
Purposes  (1969)  ANSI  C7.37 
Purposes  (1969)  ANSI  C7.4 
Purposes  (1969)  ANSI  C7.42 
Purposes  (1970) 


Std.  Meth.  of  Test.  Ful 
Spec,  for  Fu 


St 

IT.  Flexible 


Std.  Melh.  of  Test. 

Std.  Meth. 


St 
Std. 


Sa 


Std. 


Std.  Sp 


NEMA 
ABYC 
NSA 
UL 

ASTM 

ASTM 

ASTM 

SAE 

API 

AIA 

lES 

ISA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

UL 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NEMA 

ASTM 

ASTM 

SAE 

SAE 

NFLDP 

ANSI 

ANSI 

NEMA 

ANSI 

NEMA 

UL 

UL 

UL 

IEEE 

EIA 

NEMA 

NEMA 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


MX4 

El 

3426 

823 

B344 

870 

B76 

AMS5210A 

RP500C 

CO-l-XV 

LM28 

RP12.2 

D1047 

D2308 

D2029 

D2864 

D1903 

D924 

DI807 

DII69 

D923 

D1933 

D1825 

D149 

D2302 

D2304 

D1822 

D2275 

D2132 

D952 

D2297 

D1818 

D2608 

D2285 

D1524 

D117 

D1473 

D1934 

D2296 

D2301 

510 

AMS3674 

AMS3636C 

AMS3638C 

AMS3579 

D2148 

D1458 

D2225 

DI931 

D2305 

D238I 

D2522 

D902 

D1304 

DI71I 

D202 

D350 

D372 

D295 

DIOOO 

D1080 

MX3 

D229 

D1677 

AMS3589 

AMS3591 

T3.5.68.2 

X2.5.17 

C64.1 

CBl 

C78.375 

MEl 

1130 

886 

514 

317 

RS375 

TC5 

TC2 

ARP1148 

B189 

B262 

B246 

B33 

B323 

B531 
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Sid.  Spec,  for  Aluminum  Rolled  Rods  for 
Std.  Spec,  for  Aluminum  Wire,  EC-H19,  for 
Std.  Meth.  of  Test  for  Thermoelectric  Power  of 
Materials  (R196/  Rec.  Pract.  for  Determining  Temperature 

cialized  Service  (1971)  Std.  Spec,  for  Sheathed 

970)  ANSI  H9.24  Std.  Meth.  of  Test  for 

(1969)  Reference  Std. 

t (1967) 

NSI  all9.4 

Steel  Products  Manual  for  Flat  Rolled 
hemical  Analysis  of  Carbon  Steel,  Low  Alloy  Steel,  Silicon 
.)/  Tent.  Test  Meth.  for  Gassing  of  Insulating  Oils  Under 

Std.  Test  Meth.  for  Stability  of  Insulating  Oils  Under 
Std.  for  Essential 
Rec.  Pract.  for  Trailer 
Rec.  Pract.  for  Engine 
Rec.  Pract.  and  Std.  Covering  Alternating  Current  (Ac) 
Rec.  Pract.  for  Boat  and  Engine 
Rec.  Pract.  for  Boat 

ion  Requirements  and  Installation  of  Plumbing,  Heating  and 
mpers.  Motor  Homes)  Installation  of  Plumbing,  Heating,  and 

Pressure  Sensitive 
Pressure  Sensitive 
Pressure  Sensitive 

rrosion  Test  Meth.  (1959)  Pressure  Sensitive 

Pressure  Sensitive 

emperatures  Test  Meth.  (1966)  Pressure  Sensitive 

70)  Pressure  Sensitive 

or  Pressure  Sensitive  Tape  Tear  Resistance  of  Plastic  Film 

Rec.  Pract.  for 
Std.  for 
Std.  for 

y)  (1956)  Std.  Definitions  of 

Std.  Definitions  of 
Std.  Definitions  of 
Std.  Definitions  of 

Liquid  Dielectric  (1969)  Std.  Meth.  for  Preparing  and 

rical  Insulating  Materials  and  Thermosetting  Laminates  for 
Measuring  Systems)  (1969)  Std.  for 

rat/  Std.  for  the  Selection  of  Calibrations  and  Tests  for 

67)  Component  Std.  for 

Rec.  Pract.  for  Fusible  Links  for  Highway  Vehicle 
Tension  Cable  Thermosetting  Insulation  Used  in  Automotive 
Safety  Requirements  for  Industrial  Protective  Helmets  for 
Rec.  Std.  for  Core  Wire 
Std.  Meth.  for  Chemical  Analysis  of  High  Temperature, 
Std.  Spec,  for  Connectors, 
Std.  Part  Interconnecting  Device, 
Design  Std  for  Interconnecting  Devices, 
Design  Std.  for  Interconnecting  Devices, 
Design  Std.  for  Interconnecting  Devices, 
Safety  Std.  for 
Safety  Std.  for  Portable 


nil 


(1971) 

ks,  Non  Feedthr/ 
ks,  Feedthru,  CI 
ks,  Feedthru,  C/ 

.16 


1968) 
ids  (1964) 

ions.  Class  1,  Groups  A,  B 


(1968) 

1  Application  (1%9) 


Rec.  Pract.  and  Std.  Covering 
Safety  Std.  for  Marine 
Safety  Std.  for  Marine 
and  D,  An/  Safety  Std.  for 

Safety  Std.  for 
Std.  for  Panelboards 
Component  Std.  for 
Spec,  for 

Std.  Definitions  of  Electrical  Terms 
milar  Metals  Using  Conventional  Spot  Welding  (1963) 

resistant  (15cr  -  26ni  -  l.3mo  -  2.1ti  -  0.30v)  Consumable 
Resistant  17cr-0.50mo  (0.951.20c)  (SAE  51440c)  Consumable 
3cr  -  8ni  -  2.3mo  -  1.1  al  Vacuum  Induction  Plus  Consumable 
.8ni-0.40mo-0.07v  (0.40-0.450  Premium  Quality,  Consumable 
1.8ni-0.40mo-0.07v  (0.38-0. 43c)  Premium  Quality  Consumable 
istant  12cr  Ferrite  Controlled  Premium  Quality,  Consumable 
.8mo-0.33v  (0.08-0. 15c)  Premium  Quality,  Vacuum  Consumable 
0.40mo  -  0.07v  (0.23  -  0.33c)  Premium  Quality,  Consumable 
nd  Rings  18ni  -  7.8co  -  4.9mo  -  0.40ti  -  O.lOal  Consumable 
4.6co-1.0mo-0.09v  (0.29-0. 34c)  Premium  Quality,  Consumable 
nd  Rings  18.5ni  -  9.0co  -  4.9mo  -  0.65ti-0.10al  Consumable 
4.5co-1.0mo-0.09v  (0.17-0. 23c)  Premium  Quality,  Consumable 
4.5co-l.0mo-0.09v  (0.17-0.23c)  Premium  Quality,  Consumable 
resistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Consumable 
nt  Nickel  Base  -19.5cr-13.5co-4.3mo-3.0ti-l.4al  Consumable 
ant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable 
nt  Nickel  Base  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable 
ant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable 
Iding  Corrosion  and  Heat  Resistant  Nickel  Base,  Consumable 


Electrical  Purposes  (1971)  ASTM  B233 

Electrical  Purposes  (1971)  ANSI  C7.20  ASTM  B230 

Electrical  Resistance  Alloys  (1970)  ANSI  Z155. 4  ASTM  B77 

Electrical  Resistance  Characteristics  (Emf)  of  Metallic  ASTM  E189 

Electrical  Resistance  Heaters,  for  Nuclear  or  Other  Spe  ASTM  E420 

Electrical  Resistivity  of  Cemented  Tungsten  Carbides  (1  ASTM  B42I 

Electrical  Resistors  (for  Direct  Current  Measurements)  ANSI  C100.3 

Electrical  Std.  for  General  Purpose  Machine  Tools  (1967  JIC  EGP-1 

Electrical  Std.  for  Mass  Production  Industrial  Equipmen  JIC  EMP-1 

Electrical  Std.  for  Metalworking  Machine  Tools  (1971)  NFPA  79 

Electrical  Std.  for  Recreational  Vehicle  Parks  (1971)  A  NFPA  501D 

Electrical  Std.  for  Resistance  Welding  Equipment  (1962)  RWMA  16-1.9 

Electrical  Steel  (1968)  AISI  16 

Electrical  Steel,  Ingot  Iron,  and  Wrought  Iron  (1971)  ASTM  E350 

Electrical  Stress  and  Ionization  (Modified  Pirelli  Meth  ASTM  D2300 

Electrical  Stress  (Merrell  Test)  (1968)  ANSI  C59.124  ASTM  D2298 

Electrical  Systems  for  Hospitals  (1971)  NFPA  76A 

Electrical  Systems  on  Boats  (1964)  BIA  211 

Electrical  Systems  on  Boats  (1967)  BIA  122 

Electrical  Systems  on  Boats  (1970)  ABYC  E8 

Electrical  Systems  Wiring  Color  Code  (1970)  ABYC  E3A 

Electrical  Systems  (1967)  BIA  125 

Electrical  Systems  (1969)  ANSI  Al  19.1  /N  and  Construct  NFPA  501B 

Electrical  Systems  (1970)  /  Camping  Trailers,  Truck  Ca  NFPA  50IC 

Electrical  Tape  Dielectric  Breakdown  Test  Meth.  (1959)  PSTC  51 

Electrical  Tape  Flagging  Test  Meth.  (1966)  PSTC  54 

Electrical  Tape  Flammability  Test  Meth.  (1966)  PSTC  57 

Electrical  Tape  Indirect  Measurement  of  Electrolytic  Co  PSTC  52 

Electrical  Tape  Oil  Resistance  Test  Meth.  (1966)  PSTC  55 

Electrical  Tape  Resistance  to  Penetration  at  Elevated  T  PSTC  56 

Electrical  Tape  Thermosetting  Properties  Test  Meth.  (19  PSTC  53 

Electrical  Tape  (1970)  Test  Meth.  F  PSTC  58 

Electrical  Terminals;  Blade  Type  (1970)  SAE  J858A 

Electrical  Terminals;  Eyelet  and  Spade  Type  (1968)  SAE  J561B 

Electrical  Terminals;  Pin  and  Receptacle  Type  (1970)  SAE  J928A 

Electrical  Terms  (Electrochemistry  and  Electrometallurg  ANSI  C42.60 

Electrical  Terms  (Electron  Devices)  (1956)  ANSI  C42.70 

Electrical  Terms  (Industrial  Control  Equipment)  (1956)  ANSI  C42.25 

Electrical  Terms  (Switchgear)  (1956)  ANSI  C42.20 

Electrical  Test,  of  Insulating  Paper  Impregnated  with  A  ASTM  D2413 

Electrical  Testmg  (1968)  /  Cleaning  Copper  Clad  Elect  ASTM  D1825 

Electrical  Transducer  Nomenclature  and  Terminology  (for  ISA  S37.1 

Electrical  Transducers  Used  for  Measuring  Shock  and  Vib  ANSI  S2.ll 

Electrical  Wire  Assemblies  Vehicle  Air  Conditioners  (19  IMACA  307 

Electrical  Wiring  Protection  (1970)  SAE  J156 

Electrical  Wiring  (1969)  Rec.  Pract.  for  Low  SAE  J878A 

Electrical  Workers,  Class  B  (1971)  Std.  for  ANSI  Z89.2 

(Electrical)  (1970)  SWA  *30 

Electrical,  Magnetic,  and  Other  Similar  Iron,  Nickel,  A  ASTM  E354 

Electrical,  Printed  Wiring  Board  Type  (1970)  IPC  C405 

Electrical,  Wire  Terminating  Blocks,  Spacer  (Feedthru)  NSA  1822 

Electrical,  Wire  Terminating,  Bussing  Arrangement,  Bloc  NSA  1824 

Electrical,  Wire  Terminating,  Bussing  Arrangement,  Bloc  NSA  1826 

Electrical,  Wire  Terminating,  Bussing  Arrangement,  Bloc  NSA  1828 

Electrically  Heated  Bedding  (1970)  UL  964 

Electrically  Illuminated  Counter  Scales  (1971)  ANSI  C33  UL  466 

Electrically  Illuminated  Frames  (1969)  ANSI  C33. 19  UL  368 

Electrically  Operated  Bilge  Pumps  (on  Boats)  (1970)  ABYC  AlO 

Electrically  Operated  Pumps  for  Non-Flammable  Liquids  UL  1113 

Electrically  Operated  Shutoff  Valves  for  Flammable  Liqu  UL  1115 

Electrically  Operated  Valves  for  Use  in  Hazardous  Locat  UL  1002 

Electrically  Operated  Valves  (1970)  UL  429 

(Electricity)  (1971)  NEMA  PBl 

Electro  Magnetic  Clutches  for  Vehicle  Air  Conditioners  IMACA  310 

Electro  Magnetic  Relays  for  Industrial  And/or  Commercia  NARM  '1.12 

(Electrochemistry  and  Electrometallurgy)  (1956)  ANSI  C42.60 

Electrode  Materials  for  Spot  Welding,  Similar  and  Dissi  RWMA  16-1.10 

Electrode  Melted  1650  F  (898.9  C)  Solution  Treated  and  SAE  AMS5737E 

Electrode  Melted  (1970)  /  Bars  and  Forgings,  Corrosion  SAE  AMS5618 

Electrode  Melted  (1970)  /  Rings,  Corrosion  Resistant  1  SAE  AMS5629A 

Electrode  Melted  (1970)  /Gs,  and  Tubing  1.6si-0.82cr-l  SAE  AMS6419 

Electrode  Melted  (1970)  /Ngs,  and  Tubing  1 .6si-0.82cr- SAE  AMS6417 

Electrode  Melted  (1970)  /Rrosion  and  Moderate  Heat  Res  SAE  AMS5611 

Electrode  Melted  (1970)  /Sion  Resistant  1 1 .8cr-2.5ni-l  SAE  AMS5719 

Electrode  Melted  (1971)  /  and  Tubing  (0.85cr  -  1 .8ni  -  SAE  AMS6411A 

Electrode  Melted,  Annealed  (1970)  /  Forgings,  Tubing  A  SAE  AMS6512 

Electrode  Melted,  Annealed  (1970)  /  Plate  1.0cr-7.5ni-  SAE  AMS6524 

Electrode  Melted,  Annealed  (1970)  /Forgings,  Tubing,  A  SAE  AMS65I4 

Electrode  Melted,  Annealed  (1970)  /Plate  0.75cr-9.0ni-  SAE  AMS6523 

Electrode  Melted,  Annealed  (1970)  /Ubing  0.75cr-9.0ni-  SAE  AMD62CF 

Electrode  Melted,  1650  F  (898.9c)  Solution  Heat  Treated  SAE  AMS5734C 

Electrode  or  Vacuum  Induction  Melted  1825-1900  (996.1-1  SAE  AMS5706D 

Electrode  or  Vacuum  Induction  Melted  1825-1900  (996.1-1  SAE  AMS5707C 

Electrode  or  Vacuum  Induction  Melted  1825-1900f  (996.1-  SAE  AMS5704A 

Electrode  or  Vacuum  Induction  Melted  1975f  (1079.4c)  So  SAE  AMS5709A 

Electrode  or  Vacuum  Induction  Melted  (1970)  /  Wire,  We  SAE  AMS5832A 
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Base  19.5cr-13.5co-4.3mo-2.9ti-1.4al  Annealed,  Consumable  Elec 
I,  Nickel  Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe.  Consumable  Elec 
for  Sleel  Tubing,  Seamless  Corrosion  Resistant  Consumable  Elec 
.5cr  -  13.5co  -  4.3mo  -  3.0ti  -  1.4al  -  O.OScr,  Consumable  Elec 
12cr  -  8.5ni  -  0.30  (Cb  +  Ta)  -  l.lti  -  2.0cu,  Consumable  Elec 
nl,  Nickel  Base  -  16.Cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Elec 
16cr  -  37fe  -  2.9cb 
16cr  -  37fe  -  2.9cb 
16cr  -  37fe  -  2.9cb 
16cr  -  37fe  -  2.9cb 


3.24 


ant.  Nickel  Base 
ant.  Nickel  Base 
ant.  Nickel  Base 
ant.  Nickel  Base 


(1971) 


1 .8ti,  Consumable  Elec 
1.8ti,  Consumable  Elec 
1 .8ti,  Consumable  Elec 
1.8ti,  Consumable  Elec 
Safety  Std.  for  Elec 

ant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable  Elec 
.  for  Steel  Bars,  and  Forgings  Premium  Quality,  Consumable  Elec 
eel  Bars,  Forgings,  and  Tubing  Premium  Quality,  Consumable  Elec 
0.92  -  1.02c)  (Modified  51100)  Premium  Quality,  Consumable  Elec 

Std.  Spec,  for  Elec 

SI  G53.2  Std.  Spec,  for  Elec 

(1971)  Std.  Spec,  for  Elec 

)  ANSI  G53.15  Std.  Spec,  for  Elec 

g53.1  Std.  Spec,  for  Elec 

Measurement  of  Coating  Thicknesses  by  the  Magnetic  Meth.:  Elec 
Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Tin  Coated  by  Elec 
ssels  (1971)  Ident/  Material  Code  Spec,  for  Welding  Rods,  Elec 

Std.  for  Manufactured  Graphite  Elec 
(19.5cr  -  10.5ni  -  Cb  +  ta)  (1971)  Spec,  for  Welding  Elec 

(18cr  -  13ni  -  2.3mo)  (1971)  Spec,  for  Welding  Elec 

Spec,  for  Welding  Elec 
Std.  Spec,  for  Precision  Elec 
Rec.  Pract.  for  Processing  of  Mandrels  for  Elec 
for  Use  of  Copper  and  Nickel  Electroplating  Solutions  for  Elec 

Conduit  Steel,  Flat  Elec 
Rec.  Pract.  for  Elec 
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application  Procedures  of  Hoi  Applied  Coal  Tar  and  Asphalt 
Rec.  Spec,  for  Porcelain 
Rec.  Spec,  for  Architectural  Porcelain 
Std.  Meth.  of  Test  for  Image  Gloss  of  Porcelain 
test  Meth.  Using  Antimony  Trichloride  Spall,  for  Porcelain 
Health  and  Safety  Pract.  for  Porcelain 
f  Test  for  Reboiling  Tendency  of  Sheet  Steel  for  Porcelain 
Std.  Test  Meth.  for  Color  Change  of  V^'hite  Architectural 
for  Embedment  Stress  Caused  by  Casting  Compounds  on  Glass 

f  NonmetalHc  Materials  (1970)  Rec.  Pract.  for  Operating 

Marking  Nameplates  for 
Spec,  for  Distribution 
ibution  Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses, 
ibution  Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses, 
tion  Cutouts  and  Fuse  Links,  Secondary  Fuses,  Distribution 
Spec,  for  Distribution  Fuse  Links  for  Use  in 
Spec,  for  Distribution 
gasoline  Powered  Passenger  Cars  and  Light  Trucks  Using  the 
ons  (1971)  Std.  for  Purged  and  Pressurized 

Rec.  Pract.  for  Instrument 
domestic  Electric  Heat  Panels,  Environmental  Requirements, 
1970)  Rec.  Pract.  for  Operator 

performance  Requirements  (1970)  SAE  J168  Protective 
s  (1970)  Std.  for  Protective 

n  the  Fire  Limits,  Height  and  Area  Restrictions  and  Street 

Front 

Std.  Test.  Procedure  for  the 
Meddle 

Fluid  Power/  Std.  Bore  and  Rod  Size  Combinations  and  Rod 
ilary  Style  (1969)  Rec.  Std.  Loose  Metal 

meter.  Deep  Drawn  Profile  (196/  Rec.  Std.  for  Loose  Metal 

ter.  Flat  Panel  Profile  (1969)  Rec.  Std.  for  Loose  Metal 

ter.  Deep  Drawn  Profile  (1969)  Rec.  Std.  for  Loose  Metal 

er(1968)  Rec.  Std.  for  Loose  Metal 

(1970)  Rec.  Std.  for  Loose  Metal 

for  Rail  Shipment  of  Brick)  (1959) 
for  Rail  Shipment  of  Brick)  (1959) 

(for  Rail  Shipment)  Single  Tier  Floating  Load,  20  Pallets, 
of  Brick)  Double  Tier  Floating  Load,  28,  32,  or  36  Pallets. 
NSI  010.1  Std.  Spec,  for  Creosoted 

Std.  for  Front 

Std.  for  Spec.  Definitions,  Industrial  Tractor  Front 
ria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Front 
d  Sub  Assemblies  for  Cars  with  Std.  Draft  Gears  and  10  In. 
minous  Materials  (1968)  A/  Std.  Meth.  of  Test  for  Failure 

ds(1966)  Std.  for 

pass  Welding  (1969)  Std.  for 

(1969) 

oards  (1968)  Design  and 

t.  for  Motor  Carrier  Safety  Regulation  in  DOT  Bumper,  Rear 
Std.  Test.  Procedure  for  Measuring 
Std.  Test.  Procedure  for 
e  (1971)  Std.  Fatigue  Test  for  Front 

70)  Std.  Test.  Procedure  for  Axial 

Std.  Test.  Procedure  for  Axial  (End  to 
Spec,  for  Bearings,  Ball  and  Roller,  Rod 
1)  Std.  Part  Bearing  Rod 

Std.  Part  Bearing,  Rod 
Std.  Test.  Procedure  for  Measuring  Loose  Metal 
Std.  Pract.  for  Ball  Valves  with  Flanged  or  Butt  Welding 
Load  (of  Brick)  Protection  Type"A"  protection  Two  36  In. 
Std.  Pract.  for  Cast  Iron  Valves,  Flanged  and  Threaded 
ct.  for  Cast  Iron  Swing  Check  Valves,  Flanged  and  Threaded 

Rec.  Pract.  for  Lever 

SI  C59.93  Std.  Test  Meth.  for  Relative  Thermal 

chnology  Tester  (1969)  Std.  Test  Meth.  for  Folding 

Std.  Test  Meth.  for  Folding 
Meth.  for  Folding 
Meth.  for  Folding 
Fire 

ating  Materials  (1968)  Std.  Test  Meth.  for  Voltage 

Solid  Film  Lubricants  (1969)  Std.  Meth.  for  Determining 

Relative  Stability  of  Paper  (by  Effect  of  Heat  on  Folding 
equirements  for  Medical  X-Ray  and  Gamma  Ray  Protection  for 
aval/         Rec.  for  Medical  X-Ray  and  Gamma  Ray  Protection  for 

70)  Safeguards  Against  Radio  Frequency 
Rec.  Pract.  for  Exposure  of  Adhesive  Specimens  to  High 

Three  Phase  Direct 

rials  (1968)  Std.  Test  Meth.  for  Tensile  Impact 

heet  Materials  (1971)  Std.  Test  Meth.  for  Solar 

Stored 

Tent.  Meth.  of  Estimating  Stray  Radiant 
Cable  for  the  Transmission  and  Distribution  of  Electrical 
Mounting  Flanges  for 

71)  Marine  Diesel 


Enamel  Coatings  to  Steel  Pipe  (1968)  /C.  for  External  NAPCA  BUL3 

Enamel  Finishes  on  Aluminum  Cookware  (1969)  PEI  ALS-106 

Enamel  on  Aluminum  for  Exterior  Use  (1969)  PEI  ALS-105 

Enamel  Surfaces  (1967)  ASTM  C540 

Enameled  Aluminum  (1968)  Std.  PEI  BULT51 

Enameling  Aluminum  (1969)  PEI  BULP401 

Enamehng  (1969)  Std.  Meth.  0  ASTM  C632 

Enamels  (R1969)  ASTM  D1543 

Encased  Electronic  Components  (1970)  /T.  Meth.  of  Test  ASTM  F135T 

Enclosed  Air  Brake  Switches  (1970)  ANSI  C33.64  UL  98 

Enclosed  Carbon  Arc  Type  Apparatus  for  Light  Exposure  0         ASTM  El 88 

Enclosed  Gear  Drives  (1971)  AGMA  290.03 

Enclosed  Single  Pole  Air  Switches  (1969)  ANSI  C37.45 

Enclosed  Single  Pole  Air  Switches,  Disconnecting  Switch  ANSI  C37.40 

Enclosed  Single  Pole  Air  Switches,  Disconnecting  Switch  ANSI  C37.48 

Enclosed  Single  Pole  Air  Switches,  Power  Fuses,  Fuse  Di  ANSI  C37.41 

Enclosed,  Open  and  Open  Link  Cutouts  (1969)  ANSI  C37.43 

Enclosed,  Open,  and  Open  Link  Cutouts  (1969)  ANSI  C37.42 

Enclosure  Technique  (1970)  /Vaporative  Emissions  From  SAE  J171 

Enclosures  for  Electrical  Equipment  in  Hazardous  Locati  NFPA  496 

Enclosures  for  Industrial  Environments  (1968)  ISA  RP8.I 

Enclosures  Mounting,  Termination  and  Size,  Coil  or  Ther  NARM  *1.7 

Enclosures  (Cabs);  Human  Factor  Design  Considerations  SAE  J154 

Enclosures  (for  Tractor  Operators)  Test  Procedures  and  ASAE  S336 

Enclosures;  Test  Procedures  and  Performance  Requirement  SAE  J168 

Encroachments  (1967)  /Building  Code  Restrictions  Withi  AIA  CO-I-IV 

End  Agricultural  (Farm)  Loader  Ratings  (1969)  ASAE  S301 

End  Blow  Off  Pressure  of  Fibre  Cans  (1963)  CCTI  CUO 

End  Brace  Wire  (1962)  SWA  *116 

End  Configurations  for  Cataloged  Square  Head  Industrial  NFLDP  T3.6.67.4 

End  Dimensions  for  Fibre  Citrus  Cans,  401  Diameter,  San  CCTI  E40I.3 

End  Dimensions  for  1  Gal.  Fibre  Motor  Oil  Cans,  610  Dia  CCTI  E610.1 

End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diame  CCTI  E401.1 

End  Dimensions  for  1  Qi.  Fibre  Motor  Oil  Cans  401  Diame  CCTI  E401.2 

End  Dimensions  for  12  Oz.  Fibre  Citrus  Cans.  211  Diamet  CCTI  CT211.1 

End  Dimensions  (6  Ounce  Fibre  Citrus  Cans  202  Diameter)  CCTI  E202.1 

End  Gate  Double  Tier  Floating  Load  Carloading  Pattern  RI  P220-2 

End  Gate  Single  Tier  Floating  Load  Carloading  Pattern  RI  P217-2 

End  Gales  Only  (1959)  Carloading  Pattern  RI  P214-2 

End  Gates  Only  (1959)  /Ing  Pattern  (for  Rail  Shipment  RI  P216-2 

End  Grain  Wood  Block  Flooring  for  Interior  Use  (1970)  A  ASTM  D1031 

End  Loader  Bucket  Rating  (1969)  SAE  J742B 

End  Loader  (1968)  SAE  J732C 

End  Loaders  and  Dozers  (1971)  /Nimum  Performance  Crite  SAE  J237 

End  of  Car  Cushioning  (1970)  /  Bridge  Plate  Details  An  AAR  MSRP-L-78E 

End  Point  in  Accelerated  and  Outdoor  Weathering  of  Bitu  ASTM  D1670 

End  Preparation  and  Machined  Backing  Rings  for  Butt  Wei  PEI  ESI 

End  Preparation  for  Manual  Inert  Gas  Tungsten  Arc  Root  PFI  ES21 

End  Product  Spec,  for  Multilayer  Printed  Wiring  Boards  IPC  ML975 

End  Product  Spec,  for  Rigid  Multilayer  Printed  Wiring  B  IPC  ML910 

End  Protection  (1970)  Rec.  Prac  TTMA  RPlO-64 

End  Seams  of  Fibre  Cans  (1968)  CCTI  C106 

End  Supported  Beam  Strength  Fibre  Tubes  and  Cores  (1966  CCTI  T114 

End  Suspension  C  Type  Lift  Kits  for  Accelerating  Vehicl  SEMA  9-1 

(End  to  End)  Compression  Fibre  Cans,  Tubes  and  Cores  (19  CCTI  CT107 

End)  Compression  Fibre  Cans.  Tubes  and  Cores  (1970)  CCTI  CT107 

End,  Ami  Friction,  Airframe  (1971)  NSA  661 

End,  External  Thread,  Self  Aligning,  Anti  Friction  (197  NSA  659 

End,  Plain  Shank,  Self  Aligning,  Anti  Friction  (1971)  NSA  660 

Ends  and  Seaming  Chucks  of  Fibre  Cans  (1968)  CCTI  CI05 

Ends  for  General  Service  (1970)  MSS  SP72 

Ends  (1969)  Pallet  RI  P202-1 

Ends  (1970)  MSS  SP70 

Ends  (1970)  Std.  Pra  MSS  SP71 

Ends:  Involute  Serrations  (1970)  SAE  ARP676 

Endurance  of  Film  Insulated  Round  Magnet  Wire  (1968)  AN        ASTM  D2307 

Endurance  of  Paper  by  the  Massachusetts  Institute  of  Te  ASTM  D2I76 

Endurance  of  Paper  by  the  Schopper  Tester  (1969)  ASTM  D643 

Endurance  of  Paper  (MIT  Tester)  (1969)  TAPPI  T511 

Endurance  of  Paper  (1968)  TAPPI  T423 

Endurance  Test  of  Limestone  (1969)  ILIA  *7 

Endurance  Under  Corona  Attack  of  Solid  Electrical  Insul  ASTM  D2275 

Endurance  (Wear)  Life  and  Load  Carrying  Capacity  of  Dry  ASTM  D2625 

Endurance)  (1970)  Meth.  for  TAPPI  T453 

Energies  Up  to  10  Mev  Equipment  Design  and  Use  (1968)  NCRPM  33 

Energies  Up  to  10  Mev;  Structural  Shielding  Design  and  NCRPM  R34 

Energy  Hazards  in  the  Use  of  Electric  Blasting  Caps  (19  IME  20 

Energy  Radiation  (1970)  ASTM  D1879 

Energy  Spot  Welders,  Press  Type,  Air  Operated  (1954)  RWMA  16-1.31 

Energy  to  Break  Plastics  and  Electrical  Insulating  Mate  ASTM  D1822 

Energy  Transmittance  and  Reflectance  (Terrestrial)  of  S  ASTM  E424 

Energy  Welder  (1955)  RWMA  16-1.8 

Energy  (1969)  ASTM  E387 

Energy  (1971)  IPC  S-66-524  /Thylene  Insulated  Wire  and  NEMA  WC7 

Engine  Accessory  Drives  (1964)  SAE  J896 

Engine  Air  Intake  and  Exhaust  Systems  (Std.  Pract.)  (19  DEMA  MD115 
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Rec.  Pracl.  for  the  Installation  of 
Rec.  Std.  and  Pract.  for  Ventilation  of 
Rec.  Pract.  for  Passenger  Car  Vehicle 
s.  Ethylene  Glycol  and  Meth/  Rec.  Pract.  for  Selection  of 

Std.  Test  Melh.  for  Simulated  Service  Corrosion  Test,  of 

Marine  Diesel 
Marine  Diesel 

.)  (1971)  Marine  Diesel 

std.  Pract.)  (1971)  Marine  Diesel 

Power  Chain  Saw 
Marine  Diesel 

e  Safe  Design,  Construction  and  Installation  of  Propulsion 

Rec.  Pract.  for  Test. 
Maintenance  of  Automotive 
Marine  Diesel 
External  Ignition  Proofing  of  Marine 
Marine  Diesel 
Power  Chain  Saw 
External  Ignition  Proofing  of  Marine 
ng  Wood)  (1970)  Safety  Std.  for  Gasoline 

Marine  Diesel 
Rec.  Pract.  for 
Rec.  Pract.  for  Boat  and 
Marine  Diesel 
Safety  Std.  for  Marine 
Rec.  Pract.  for  Aircraft  Gas  Turbine 
Marine  Diesel 
Std.  for 
Marine  Diesel 
Marine  Diesel 
Marine  Diesel 
Rec.  Pract.  for 

)(I971)  Marine  Diesel 

Safety  Std.  for  Marine 
Timing  of  Power  Chain  Saw 
Rec.  Pract.  for  Boat  Inboard 
(1971)  Rec  Pract.  for  Gas  Turbine 

Std.  for  Service  Time  Coding  of  Propulsion 
.  (1971)  Marine  Diesel 

Marine  Diesel 

ct.)(l971)  Marine  Diesel 

Rec.  Pract.  for  Flywheels  for  Single  Bearing 
Flywheels  for 
Rec.  Pract.  for  (ias  Turbine 
1971)  Rec.  Prac.  for 

Rec.  Pract.  for  2  Cycle  Water  Cooled 
Marine  Diesel 

Fire  Prevention  Spec,  for  Internal  Combustion 
Safety  Std.  for  Internal  Combustion 
Std.  for  Gas 
Std.  for 
Marine  Diesel 
Marine  Diesel  Engine  Machinery  and 
Marine  Diesel 
Marine  Diesel 

uter  Programs  (1971)  Rec.  Pract.  for  Gas  Turbine 

Rec.  Pract.  for  Use  of 
Rec.  Pract.  for  Gas  Turbine 
Rec.  Pract.  for  Gas  Turbine 
Fire  Prevention  Spec,  for  Internal  Combustion 
Safety  Fuel  Handling  and  Storage  (for  Internal  Combustion 

Marine  Diesel 
External  Ignition  Proofing  of  Marine 
expense)  (1/  Std.  Form  of  Agreement  Between  Architect  and 

St)  (1970)  Std.  Form  of  Agreement  Between  Architect  and 

s)  (1970)  Std.  Form  of  Agreement  Between  Architect  and 

Rec.  Colors  and  the  Use  of  Same  by  the  Illuminating 

Guide  Spec,  for 
Rec.  Pract.  for 
Spec,  for  Color 
Rec.  Guide  Spec,  for  Pre 

on  (1970)  Std.  for  Underground  Steel  Tanks  with  Pre 

and  Industrial  Machinery  (Hs  39)  (1968) 

Std.  Meth.  for  Classification  of  Soils  for 
.  Pract.  for  Investigating  and  Sampling  Soils  and  Rock  for 
Std.  Abbreviations  for  Scientific  and 
Std.  Spec,  for  Electrodeposited  Coatings  of  Gold  for 
Glossary  for  Water  and  Wastewater  Control 
Manual  of  Roofing  Practice;  Corps  of 
t.  and  Std.  Covering  the  Installation  of  Air  Cooled  Marine 
70)  Measurement  of  Indicated  Power  of  Piston 

Std.  for  Installation  and  Use  of  Stationary  Combustion 
I)  Marine  Diesel 

rec.  Pract.  for  Spark  Arresters  for  Nonturbocharged  Diesel 
ning  and  Stating  the  Horsepower  Rating  of  Inboard  Gasoline 


Engine  and  Fuel  Tank  Compartment  Ventilation  (1970) 
Engine  and  Fuel  Tank  Compartments  (Boats)  (1970) 
Engine  and  Transmission  Identification  Numbers  (1969) 
Engine  Antifreezes  for  Use  in  Automotive  Cooling  System 
Engine  Antifreezes  (1970) 
Engine  Applications  (Std.  Pract.)  (1971) 
Engine  Assembly  and  Equipment  (Std.  Pract.)  (1971) 
Engine  Classification  and  Marine  Inspection  (Std.  Pract 
Engine  Combustion  Chambers  and  Fuel  Injection  Systems 
Engine  Compression  Ratio  (1970) 
Engine  Control  Rooms  (Std.  Pract.)  (1971) 

Engme  Control  Systems  (Boats)  (1970)  /Td.  Covering  Th 

Engine  Coolants  in  Vehicle  Service  (1969) 
Engine  Cooling  Systems  (Hs40)  (1968) 
Engine  Cooling  Water  Systems  (Std.  Pract.)  (1971) 
Engine  Cranking  Motors  (1968) 
Engine  Definitions  (1971) 
Engine  Displacement  (1970) 
Engine  Distributors  (1968) 

Engine  Driven  Power  Chain  Saw  (Used  Primarily  for  Cutti 
Engine  Electric  Drive  Systems  (Std.  Pract.)  (1971) 
Engine  Electrical  Systems  on  Boats  (1967) 
Engine  Electrical  Systems  Wiring  Color  Code  (1970) 
Engine  Erection  and  Installation  (Std.  Pract.)  (1971) 
Engine  Exhaust  Components  (1965) 
Engine  Exhaust  Smoke  Measurement  (1970) 
Engine  Factory  and  Installation  Test.  (1971) 
Engine  Flywheel  Housings  (1969) 
Engine  Foundations  and  Seatings  (Std.  Pract.)  (1971) 
Engine  Fuel  Oil  Characteristics  (Std.  Pract.)  (1971) 
Engine  Fuel  Oil  Systems  (Std.  Pract.)  (1971) 
Engine  Fuel  Systems  on  Boats  (1969) 
Engine  Governors  and  Speed  Control  Systems  (Std.  Pract. 
Engine  Ignition  System  Components  and  Systems  (1967) 
Engine  Ignition  (1970) 
Engine  Installation  (1966) 

Engine  Interface  Test  Data  Reduction  Computer  Programs 
Engine  Items  (1971) 

Engine  Lubricating  Oil  Characteristics  and  General  Spec 
Engine  Lubricating  Oil  Systems  (Std.  Pract.)  (1971) 
Engine  Machinery  and  Engine  Room  Arrangements  (Std.  Pra 
Engine  Mounted  Power  Generators  (1970) 
Engine  Mounted  Torque  Converters  (1968) 
Engine  Nomenclature  (1970) 

Engine  Oil  Performance  and  the  Service  Classification 
Engine  Oil  Test  Procedures  for  Boats  (1969) 
Engine  Operation  and  Maintenance  (Std.  Pract.)  (1971) 
Engine  Powered  Industrial  Trucks  (1967) 
Engine  Powered  Industrial  Trucks  (1970) 
Engine  Powered  Summer  Air  Conditioning  Appliances  (1969 
Engine  Rating  Code;  Spark  Ignition  (1971) 
Engine  Ratings  and  Performance  (Std.  Pract.)  (1971) 
Engine  Room  Arrangements  (Std.  Pract.)  (1971) 
Engine  Scavenging  and  Supercharging  (Std.  Pract.)  (1971 
Engine  Starting  Systems  (Std.  Pract.)  (1971) 
Engine  Status  Performance  Presentation  for  Digital  Comp 
Engine  Terminology  and  Nomenclature,  General  (1970) 
Engine  Test  Code  (1970) 
Engine  Test  Code  (1970) 
Engine  Trucks  (1966-67) 
Engine  Trucks)  (1966) 
Engine  Vibration  (Std.  Pract.)  (1971) 
Engine  Wiring  (1969) 

Engineer  (on  a  Basis  of  a  Multiple  of  Direct  Personnel 
Engineer  (on  a  Basis  of  a  Percentage  of  Construction  Co 
Engineer  (on  a  Basis  of  a  Professional  Fee  Plus  Expense 
Engineer  (1961) 

Engineered  Brick  Masonry  (Tech.  Notes)  (1969) 
Engineered  Brick  Masonry  (1969) 
Engineered  Facing  Tile  (1967) 
Engineered  Metal  Buildings  (1969) 
(Engineered)  Water  Hammer  Arresters  (1965) 
Engineered,  20  Year  Protection  Against  Exterior  Corrosi 
Engineering  Design  Serviceability  Review,  Construction 
Engineering  Purposes  (1969) 

Engineering  Purposes  (1969)  Rec 
Engineering  Terms  (1941) 
Engineering  Uses  (1971) 
Engineering  (1969) 

Engineers  Test  for  Deck  Dryness  (1970) 
Engines  and  Auxiliaries  (Diesel  and  Gasoline)  (Boats) 
Engines  and  Compressors  (Instruments  and  Apparatus)  (19 
Engines  and  Gas  Turbines  (1970) 
Engines  for  Auxiliary  Power  Services  (Std.  Pract.)  (197 
Engines  Used  in  Railroad  Locomotives  (1970) 
Engines  (Boats)  (1970)  Rec.  Pract.  for  Determi 
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ing  and  Stating  the  Horsepower  Rating  of  Outboard  Gasoline 
slruction  of  Gasoline  Fueled  Inboard,  Liquid  Cooled  Marine 
he  Measurement  of  Intake  Air  or  Exhaust  Gas  Flow  of  Diesel 
pie  for  Mounting  Temperature  Sensing  Probes  in  Gas  Turbine 
Apparatus  (for  Nonturbocharged  Diesel  Railroad  Locomotive 

Use  of 

Ductile  Iron,  and  Ferritic  Steels  with  Tensile  Properties 
.  Test  Meth.  for  Evaluation  of  Freezing  and  Thawing  of  Air 

Std.  Spec,  for  Air 

Accessible  Storage  Vessels  for  Aerospace  Fluids  by  Vacuum 
51  Safety  Sid.  for  Service 

Meth.  for 

Std.  Test  Meth.  for  Scalability  of 
Std.  (System)  Design  of  General  Industrial  Double 
ng  1.05cr-0.55ni-1.0mo-0.07v  (0.34  -  0.40c)  Vacuum  Melted, 
5cr  -  0.55ni  -  l.Omo  -  0.07v  (0.26  -  0.32c)  Vacuum  Melted, 
Evaluation  Criteria  for  Design  of  the  Visual 
Fire  Prevention  Protection,  Hazardous  Conditions  and 
quipment  in  Support  of  Space  Systems  (Guide  Specificatio/ 
a  Guide  for  Highway  Landscape  and 
1969)  Tent.  Rec.  Pract.  for  Atmospheric 

1  Tanks  (1965) 

quipment.  Thermal  Relays  in  Domestic  Electric  Heat  Panels, 
0)  Std.  Test  Meth.  for 

s  Under  Constant  Tensile  Load  (1969)  Std.  Test  Meth.  for 

Rec.  Pract.  for  Instrument  Enclosures  for  Industrial 
Assay  of  Bacterial  Alpha  Amylase 
Meth.  for  Dextrinizing  Value  of 
Std.  for  Electrical  Plastic  Tubing  Conduit  and  Fittings 
electrical  Plastic  Tubing  Conduit  and  Fittings  (Epc  40  and 
Test  Meth.  for  Dimensional  Stability  of 
Test  Meth.  for  Compressive  Properties  of 
Test  Meth.  for  Linear  Shrinkage  of 
Test  Meth.  for  Coefficient  of  Linear  Thermal  Expansion  of 
Test.  Meth.  for  Specific  Gravity  of 
Test  Meth.  for  Viscosity  of 
D635  Test  Meth.  for  Flammability  of  Hardened 

electric  Constant  (Permittivity)  and  Dissipation  Factor  of 
Test  Meth.  for  Long  Time  Creep  of 
Test  Meth.  for  Pot  Life  of 
test  Meth.  for  Gel  Time  and  Peak  Exothermic  Temperature  of 
(1970)  Std.  Spec,  for  Preimpregnated,  B-Stage 

ocedure  for  Chemical  Processing  Suitabihty  of  Copper  Clad 
Test  Meth.  for  Hardness  of  Cured 
Guide  Spec,  for  Coal  Tar 
Glass  Roving, 

th.  for  Determination  of  the  Thermal  Conductivity  of  Cured 
Test  Meth.  for  Deflection  Temperature  of  Cured 
mical  Resistant,  Water  Cleanable  Tile  Setting  and  Grouting 
h  Chemical  Resistant,  Water  Cleanable  Setting  and  Grouting 

Paint,  Marking, 

1967)  Meth.  for 

Electronic  Std.  for  Mass  Production  Industrial 
AE  J137  Lighting  and  Marking  of  Agricultural 

Std.  for  Lighting  and  Marking  of  Agricultural 
Operator  Controls  on  Agricultural 
208  Safety  for  Farm  (Agricultural) 

Rec.  Pract.  for  Safety  for  Agricultural 
Std.  for  Life  Saving 

lie  Bathing  Places  (1957)  Rec.  Pract.  for  Design, 

pract.  for  Prefabricated  Reflective  Insulation  Systems  for 
or  Gypsum  Plastering  (Includes  Labor,  Materials,  Services, 

Refrigeration 

s.  Parts  and  Operating  Mechanisms  on  Freight  and  Passenger 
Std.  for  the  Construction  of  New  Passenger 
td.  Controlled  Slack  Coupler  Yoke  and  Parts,  for  Passenger 
Std.  Controlled  Slack  Coupler  Yoke,  for  Passenger 
pier  Yokes,  Radial  Connections  and  Fittings,  for  Passenger 
ation  Letters  Of/  Rec.  Pract.  for  General  Service  Freight 

td.  Describing  Scope  of  Work  to  be  Performed  by  Laboratory 
ial  Jet  Transports  (1970)  Electronic 
ck  Disconnects  (1970)  Rec.  Pract.  for  Aerospace  Ground 

I  X-Ray  and  Gamma  Ray  Protection  for  Energies  Up  to  10  Mev 
Wheel  Mounting  Elements  for  Farm 
Agricultural  (Farm)  Tractor  and 
Wheel  Mounting  Elements  for  Agricultural  (Farm) 
Test  Procedure  for  Solids  Mixing 
Construction,  Installation,  and  Rating  of 
Safety  Std.  for  Pipe  Hanger 
Std.  on  Respiratory  Protective 
)ANSIZ111.2  Std.  Spec,  for 

std.  Meth.  for  Specifying  the  Characteristics  of  Auxiliary 
3.30  Std.  Industrial  Control 

safety  Std.  for  Intrinsically  Safe  Electrical  Circuits  and 

Piping  and 

g  Agen/  Rec.  Std.  for  Safe  Operation  of  Bulk  Mix  Delivery 


Engines  (Boats)  (1970)  Rec.  Pract.  for  Determin  ABYC 

Engines  (Boats)  (1970)  /Nd  Std.  for  the  Design  and  Con  ABYC 

Engines  (1971)  Rec.  Pract.  for  T  SAE 

Engines)  (1971 )  Flange  (Thermocou  SAE 

Engines)  (1971)  Std.  for  Spark  Arrester  Test  AAR 

Enghsh  and  Metric  Units  (1970)  ASAE 
Enhanced  by  Heat  Treatment  (1971)  /Stant  Linings,  Cast  ASME 

Entraining  Additions  to  Portland  Cement  (1960)  Std  AASHO 

Entraining  Portland  Cement  (1970)  AASHO 
Entrainment  Technique  (General  Meth.)  (1970)  /From  Man  ASTM 

Entrance  Cables  Above  and  Below  Ground  (1971)  ANSI  C33.  UL 
Envelope  Seal,  Seam,  and  Window  Patch  Test.  (1969)  TAPPI 
Enveloped  Gaskets  (1970)  ASTM 
Enveloping  Wormgears  (1970)  AGMA 
Environment  Controlled  (1970)  /.  for  Steel  Wire,  Weldi  SAE 

Environment  Controlled  (1970)  /Steel  Wire,  Weldmg  1.0  SAE 

Environment  in  Schools  and  Colleges  (1967)  lES 
Environmental  Control  in  Metal  Casting  (1970)  AFS 
Environmental  Criteria  and  Tests  for  Aerospace  Ground  E  SAE 
Environmental  Design  (1970)  AASHO 
Environmental  Exposure  Test,  of  Nonmetallic  Materials  ASTM 
Environmental  Exposure  Test,  of  Sample  Model  Marine  Fue  UL 
Environmental  Requirements,  Enclosures  Mounting,  Termin  NARM 
Environmental  Stress  Cracking  of  Ethylene  Plastics  (197  ASTM 
Environmental  Stress  Rupture  of  Type  Three  Polyethylene  ASTM 
Environments  (1968)  ISA 
Enzymes  Used  in  Textile  Desizing  (1970)  ANSI  L14.147  AATCC 
Enzymes  (1954)  TAPPI 
(Epc  40  and  Epc  80  and  Fittings)  (1970)  NEMA 
Epc  80  and  Fittings)  (1970)  Std.  for  NEMA 

Epoxy  Casting  Compounds  (1969)  SPI 
Epoxy  Casting  or  Molding  Compounds  (1969)  ASTM  D695  SPI 
Epoxy  Casting  Resins  During  Cure  (1969)  SPI 
Epoxy  Casting  Systems  (1969)  SPI 
Epoxy  Compounds  and  Components  (1969)  SPI 
Epoxy  Compounds  and  Related  Components  (1968)  SPI 
Epoxy  Compounds  Over  0.050  In.  in  Thickness  (1969)  ASTM  SPI 
Epoxy  Compounds  Using  the  Null  Meth.  Three  Terminal  Mea  SPI 
Epoxy  Compounds  (RI969)  ASTM  D674  SPI 
Epoxy  Compounds  (1970)  SPI 
Epoxy  Compounds  (1970)  ASTM  D2471  SPI 
Epoxy  Glass  Cloth  for  Multilayer  Printed  Circuit  Boards  IPC 
Epoxy  Glass  Laminates  (1968)  /  Spec,  for  Inspection  Pr  IPC 

Epoxy  Materials  (1968)  SPI 
Epoxy  Protective  Coating  (1970)  AASHO 
Epoxy  Resin  Impregnated  Type"S"  glass  (1970)  SAE 
Epoxy  Resin  Systems  (1969)  Test.  Me  SPI 

Epoxy  Resins  Under  Load  (1969)  SPI 
Epoxy  (1969)  Std.  for  Che  ANSI 

Epoxy  (1969)  Spec,  for  Ceramic  Tile  Installed  Wit  ANSI 

Epoxy  (1970)  SAE 
Equilibrium  Relative  Humidity  of  Paper  and  Paperboard  TAPPI 
Equipment  and  General  Purpose  Machine  Tools  (1971)  JIC 
Equipment  and  Industrial  Equipment  on  Highways  (1969)  S  ASAE 
Equipment  and  Industrial  Equipment  on  Highways  (1970)  SAE 
Equipment  and  Industrial  Wheeled  Equipment  (1969)  ASAE 
Equipment  and  Industrial  Wheeled  Equipment  (1969)  SAE  J  ASAE 
Equipment  and  Industrial  Wheeled  Equipment  (1970)  SAE 
Equipment  and  Its  Stowage  (Boats)  (1970)  ABYC 
Equipment  and  Operation  of  Swimming  Pools  and  Other  Pub  APHA 
Equipment  and  Pipe  Operating  at  Temperatures  Above  Ambi  ASTM 
Equipment  and  Scaffolding)  (1968)  Rec.  Spec.  F  GA 

Equipment  Capacity  for  Bulk  Milk  Coohng  Systems  (1968)  ASAE 
Equipment  Cars  (1969)  /Ate  Std.  F  Interlocking  Coupler  AAR 

Equipment  Cars  (1970)  AAR 
Equipment  Cars  (1970)  AAR 
Equipment  Cars  (1970)  AAR 
Equipment  Cars  (1970)  Std.  H  Tightlock  Cou  AAR 

Equipment  Cars;  Hopper  Car  Type  (Definitions  and  Design  AAR 
Equipment  Contractors  (1969)  SAM  A 

Equipment  Cooling  by  the  Draw  Through  Method  in  Commerc  SAE 
Equipment  Criteria  for  Umbilical  Systems  Propellant  Qui  SAE 
Equipment  Design  and  Use  (1968)  /Quirements  for  Medica  NCRPM 

Equipment  Disc  Wheels  (1966)  SAE 
Equipment  Disk  Wheels  (1970)  SAE  J712  ASAE 
Equipment  Disk  Wheels  (1970)  SAE  J714a  ASAE 
Equipment  for  Animal  Feeds  (1969)  ASAE 
Equipment  for  Drying  Farm  Crops  (1971)  ASAE 
Equipment  for  Fire  Protection  Service  (1971)  UL 
Equipment  for  Firefighters  (1971)  NFPA 
Equipment  for  Sampling  Industrial  Water  and  Steam  (1970  ASTM 
Equipment  for  Shock  and  Vibration  Measurements  (1960)  ANSI 
Equipment  for  Use  in  Hazardous  Locations  (1969)  ANSI  C3  UL 
Equipment  for  Use  in  Hazardous  Locations  (1971)  UL 
Equipment  for  Use  with  Dry  Chlorine  (1968)  CHI 
Equipment  for  Water  Gel  or  Slurry  Explosives  or  Blastin  IME 
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Std.  for  Purged  and  Pressurized  Enclosures  for  Electrical  Equ 

io/           Environmental  Criteria  and  Tests  for  Aerospace  Ground  Equ 

Format  for  Construction  Equ 

Rec.  Pract.  for  Fuel  Injection  Equ 

Melting  Equ 

Rec.  Pract.  for  Safety  Equ 

Rec.  Pract.  and  Std.  Covering  Radar  Equ 

hting  and  Marking  of  Agricultural  Equipment  and  Industrial  Equ 

hting  and  Marking  of  Agricultural  Equipment  and  Industrial  Equ 

9)  ANSI  /               Std.  for  the  Installation  of  Gas  Piping  and  Gas  Equ 

inimum  Performance  Std.  of  Airborne  Radio  Marker  Receiving  Equ 

formance  of  Airborne  Radio  Receiving  and  Direction  Finding  Equ 

Interchangeability  of  Disk  Halves  for  Agricultural  (Farm)  Equ 

Gaseous  Emissions  Equ 

Resistance  Welding  Equ 

70)                                                    Time  Division  Multiplex  Equ 

Equ 

Std.  for  Farm  Equ 

ments  for  Temporary  and  Portable  Space  Heating  Devices  and  Equ 

brackets  and  Socket  for  Agricultural  (Farm)  and  Industrial  Equ 

mounting  Brackets  and  Socket  for  Farm  and  Light  Industrial  Equ 

cy  Modulated  or  Phase  Modulated  Land  Mobile  Communications  Equ 

td.  for  Safe  and  Proper  Operation  of  Bulk  Mix  and  Delivery  Equ 

Std.  for  Unattended  Operation  of  Facsimile  Equ 

mitts.  Etc.)  for  Commercial  or  Ho/              Std.  for  Beauty  Parlor  Equ 

Rec.  Pract.  Covering  Fire  Fighting  Equ 

ract.  and  Std.  Covering  Refrigeration  and  Air  Conditioning  Equ 

rs  and  Wellhead  Fittings)  (1971)                       Spec,  for  Wellhead  Equ 

Marine  Diesel  Engine  Assembly  and  Equ 

Electrical  Std.  for  Resistance  Welding  Equ 

Safety  Std.  for  Marine  Signal  Alarm  Equ 

Procedure  for  Selecting  Rotary  Drilling  Equ 

Evaluation  and  Examination  of  Coffee  Making  Equ 

Electrical  Std.  for  Mass  Production  Industrial  Equ 

Flashing  Warning  Lamp  for  Farm  and  Light  Industrial  Equ 

for  Remote  Mounting  on  Agricultural  (Farm)  and  Industrial  Equ 

for  Design  Construction  and  Arrangement  of  Boiler  Blowoff  Equ 

operating  Procedures  for  Aircraft  Rescue  and  Fire  Fighting  Equ 

Controls  on  Agricultural  Equipment  and  Industrial  Wheeled  Equ 

for  Operator  Controls  on  Agricultural  and  Light  Industrial  Equ 

y  for  Farm  (Agricultural)  Equipment  and  Industrial  Wheeled  Equ 

Std.  F  Interlocking  Coupler  for  Special  Car  Equ 

Std.  for  Air  Filter  Equ 

Safety  Chain  for  Towed  Equ 

Minimum  Std.  for  Irrigation  Equ 

Std.  Performance  Requirements  for  Home  Laundry  Equ 

Operation  of  Chlorine  Vaporizing  Equ 

Preferred  Values  for  Components  for  Electronic  Equ 

Std.  for  Test  Melh.  for  X-Ray  Equ 

Rec.  Pract.  for  Emergency  Flotation  Equ 

Rec.  Pract.  for  Fan  Blast  Deflectors  for  Earthmoving  Equ 

Vehicular  Access  Systems  for  Construction  and  Industrial  Equ 

Safety  Std.  for  Temperature  Indicating  and  Regulating  Equ 

ec.  for  the  Rating  of  Oil  Drilling  and  Production  Hoisting  Equ 

d.  for  Electric  Motors  and  Integral  Drive  Units  for  Bakery  Equ 

pract.  for  Fenders  for  Pneumatic  Tired  Earthmoving  Haulage  Equ 

ract.  for  Operator  Controls  on  Agricultural  and  Industrial  Equ 

for  Brake  Test  Procedure  for  Industrial  Wheel  Tractors  and  Equ 

matic  Field  Size  Limiting  Systems  Used  in  Diagnostic  X-Ray  Equ 

aulic  Power  Pumps  on  Construction  and  Industrial  Machinery  Equ 

r  Safety  for  Agricultural  Equipment  and  Industrial  Wheeled  Equ 

the  Thermal  Evaluation  of  Insulation  Systems  for  Electric  Equ 

or  Copper  Conductors  for  Use  in  Hookup  Wire  for  Electronic  Equ 

Safety  Std.  for  Office  Appliances  and  Business  Equ 

rs  for  Exhaust  Ducts  for  Placement  Over  Restaurant  Cooking  Equ 

Spec,  for  Rotary  Drilling  Equ 

Installation  of  Electric  Infrared  Brooding  Equ 

Accrediting  Std.  for  Diaper  Plant  Layout  and  Equ 

Accrediting  Std.  for  Diaper  Delivery  Equ 

Safely  Std.  for  Industrial  Furnaces;  Design,  Location  and  Equ 

Std.  Part  Knob,  Hand,  Ground  Support  Equ 

Std.  for  Manual  Gas  Metal  Arc  (GMA)  Welding  Equ 

Std.  for  Manual  Gas  Tungsten  Arc  (GTA)  Fusion  Welding  Equ 

Std.  for  Machine  (jas  Tungsten  Arc  Fusion  Welding  Equ 

Std.  for  Machine  Gas  Metal  Arc  Fusion  Welding  Equ 

1  of  Smoke  and  Grease  Laden  Vapors  From  Commercial  Cooking  Equ 

rator  Station  for  Agricultural  and  Construction  Industrial  Equ 

)  Motor  Compressors  for  Air  Conditioning  and  Refrigerating  Equ 

Safety  Std.  for  Medical,  Commercial  and  Industrial  X-Ray  Equ 

Spec,  for  Resistance  Seam  and  Roll  Spot  Welding  Equ 

Std.  for  Voltage  Ratings  for  Electric  Power  Systems  and  Equ 

Std.  Definitions  of  Electrical  Terms  (Industrial  Control  Equ 

Gaseous  Fuels  (for  Tests  of  Equ 

Anechoic  Chambers  (Used  for  Testing  Microwave  Equ 

Std.  for  Ovens  and  Furnaces  (Design,  Location  and  Equ 

Rec.  Pract.  for  Temperature  Control  Equ 
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in  Hazardous  Locations  (1971) 
in  Support  of  Space  Systems  (Guide  Specificat 
Manuals  (Hs  39)  (1968) 
Nomenclature  (1970) 

of  Copper  Base  Alloys  in  Foundry  Pract.  (1965 
on  Boats  (1968) 
on  Boats  (1970) 
on  Highways  (1969)  SAE  J137 

on  Highways  (1970)  Std.  for  Lig 

on  Industrial  and  Certain  Other  Premises  (196 
Operating  on  75  Megahertz  (1970) 
Operating  Within  the  Radio  Frequency  Range  of 
Press  and  Gage  Wheels  (1970) 
Product  Definitions  and  Illustrations  (1969) 
Standards  (1969) 

Std.  for  Nominal  4  kHz  Channel  Bandwidths  (19 

Test  Code  for  Air  Diffusion  (1971) 

Two  Conductor  Breakaway  Connector  Cable  (1970 

Used  in  the  Construction  Industry  (1970)  /Re 

Warning  Lamp  and  Slow  Moving  Vehicle  Identifi 

Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)  Id 

25-470  Mhz  (1971)  /Ditions  Common  to  Frequen 

(Anfo)  and  Related  Facilities  (Bulk  Storage  B 

(as  Defined  in  EIA  Std.  Rs-328)  (1970) 

(Hair  Dryers  and  Wavers;  Facial  Masks,  Caps, 

(on  Boats)  (1970) 

(on  Boats)  (1970)  Rec.  P 

(Production  Valves,  Flanges,  Blowout  Prevente 
(Std.  Pract.)  (1971) 
(1962) 
(1964) 
(1965) 
(1966) 
(1967) 
(1967) 
(1967) 
(1968) 
(1969) 
(1969) 
(1969) 

(1969)  SAE  J208 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 


Flashing  Warning  Lamp 
Rec.  Rules 
Std. 
Operator 
Universal  Symbols 
Safet 


Sp 
St 
Rec. 
Rec.  P 
Rec.  Pract. 
Std.  for  Auto 
Std.  for  Hydr 
Rec.  Pract.  Fo 
/E  Preparation  of  Test  Procedures  for 


Std.  Spec.  F 
/  Std.  for  Grease  Extracto 


(1970)  ANSI  C7.39 
(1970)  ANSI  X4.12 

(1970)  ANSI  Z33.3 
(1971) 

(1971) 
(1971) 
(1971) 
(1971) 
(1971) 
(1971) 
(1971) 
(1971) 
(1971) 

(1971)  Std.  for  Remova 
(1971)  /  Sound  Level  Measurements  at  the  Ope 
(1971)  /Afety  Std.  for  Sealed  (Hermetic  Type 
(1971)  ANSI  C33.67 

(3  Phase)  (1971) 
(60hz) (1970) 

(1956) 

(1969) 

(1970) 

(1971) 

Automatic,  Aircraft  Compartment  (1970) 


NFPA 

SAE 

SAE 

SAE 

AFS 

BIA 

ABYC 

ASAE 

SAE 

NFPA 

RTCA 

RTCA 

ASAE 

IGCI 

ANSI 

EIA 

ADC 

SAE 

ANSI 

ASAE 

SAE 

EIA 

IMF 

EIA 

UL 

ABYC 

ABYC 

API 

DEMA 

RWMA 

UL 

API 

CBC 

JIC 

SAE 

ASAE 

NBBPV 

NFPA 

ASAE 

SAE 

ASAE 

AAR 

ARI 

ASAE 

ASAE 

ASSE 

CHI 

EIA 

NEMA 

SAE 

SAE 

SAE 

UL 

API 

BISSC 

SAE 

SAE 

SAE 

NEMA 

SAE 

SAE 

IEEE 

ASTM 

UL 

UL 

API 

ASAE 

DSAC 

DSAC 

NFPA 

NSA 

NSA 

NSA 

NSA 

NSA 

NFPA 

SAE 

UL 

UL 

NSA 

ANSI 

ANSI 

ASME 

FMS 

NFPA 

SAE 


496 

AIRli67 

J920 

J830A 

NF6511-2 

169 

E7-2 

S279.4 

J137 

54A 

DO- 143 

DO- 142 

R221 

Gl 

C88.2 

RS384 

1062R2 

J724A 

AlO.lO 

S277.1 

J725B 

RS388 

6.III 

RS373 

859 

A4 

A6 

6A 

MD12 
16-1.9 
1127 

BULDIO 
126 

EMP-1 

J974 

S307 

•3 

402 

R335 

J389A 

R318.1 

MSRP-C-61 

680 

R338 

S263.1 

1007 

9 

RS385 
XR3 

ARP496A 

J165 

J185 

873 

8A 

29 

J321A 

J841D 

1181 

XR4 

J744C 

J208 

99 

B286 
114 
710 
7 

R258.2 

*2 

»6 

86B 

1553 

959 

961 

962 

964 

96 

J919A 

984 

187 

1444 

C84.1 

C42.25 

PTC3.3 

1-53 

86A 

ARP89C 
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Std.  for  Inlerior  Dunnage 
Thermal  Relay  in  Model  1234  Airborne  Gyro  Automatic  Pilot 
verning  the  Construction,  Alteration,  Removal,  Demolition, 
Station  Control,  Supervisory,  and  Associated  Telemetering 
1970)  Sid.  for  Bulk  Handling 

s.  Accessories  and  Room  Facilities;  Automatic  Fuel  Burning 

Marine  Diesel  Engine 
Steel  Grain  Storage  Tanks  -  Materials,  Fabrication,  and 
e  Water  Pumps  with  Coola/  Tent.  Test  Meth.  for  Cavitation 

Melh.  for  Liquid  Contaminant,  Inclined  Plane  Tracking  and 
1968)  Std.  Test  Meth.  for  Dust  and  Fog  Tracking  and 

National  Building  Code  for  Elevators,  Dumbwaiters, 
Safety  Code  for  Elevators,  Dumbwaiters, 
rcraft)  (1970)  Crew 

Std.  for 

hylamine  (1971)  Properties  and 

Std.  Meth.  for 

70)  Tent.  Test  Meth.  for 

Im  for  Archival  Records,  Silver  Gelatin  Type,  on  Cellulose 
qualitative  Identification  of  Polyurethane  Foam  (Ether  and 
Qualitative  Identification  of  Polyurethane  Foam 
QuaUtative  Identification  of  Polyurethane  Foam 
Std.  Test  Meth.  for 

name  for  the  Pest  Control  Chemical  Tert  Butylcarbamic  Acid 
std.  Test.  Meth.  for  Hydroxyl  Groups  by  Phthalic  Anhydride 
est.  Meth.  for  Hydroxyl  Groups  by  Pyromellitic  Dianhydride 
ition  by  Gas  CI  Std.  Test  Meth.  for  Preparation  of  Methyl 

ty  Acid  Composition  by  Gas  Liquid  Chromatography  of  Methyl 
ts  of  Lubricating  Oils  (1970)  Std.  Meth.  for 

(1970)  Std.  Pract.  for 

Tent.  Meth.  of 

Cenco  Fitch  Apparatus  (1970)  Std.  Test  Meth.  for 

(1969)  Std.  Meth.  for 

nol  by  Cloud  Point  Dep/  Std.  Test  Meth.  for  Detection  and 

ipment  (Hair  Dryers  and  Wavers;  Facial  Masks,  Caps,  Mitts, 
for  Cryslallographic  Perfection  of  Sihcon  by  Preferential 
materials  and  Thermosetting  Laminates  Fo/  Rec.  Pract.  for 

the  Pest  Control  Chemical  (2-Chloroethyl)  Phosphonic  Acid 
Qualitative  Identification  of  Polyurethane  Foam 

Std.  for 

Std.  for  Methyl  Diphenyl 
Spectrum  for  Methyl  Diphenyl 
Std.  for  Dimethyl  Phenyl 
Spectrum  for  Dimethyl  Phenyl 
aNSI  k64.1  Std.  Spec,  for 

Std.  Test  Meth.  for  Purity  of  Methyl 
Std.  Spec,  for  Methyl 
Std.  for  Phenyl 
Spectrum  for  Phenyl 
Std.  Meth.  of  Test. 
Std.  Acceptable  Concentrations  of 
Std.  Acceptable  Concentrations  of 
Safe  Handling  and  Use  of 
Engine  Antifreezes  for  Use  in  Automotive  Coohng  Systems, 
f  Test  for  Softening  Point  of  Asphalt  (Bitumen)  and  Tar  in 
Std.  Meth.  for  Analysis  of 
Safe  Handling  and  Use  of 
Std.  Test  Meth.  for  Environmental  Stress  Cracking  of 
Std.  Spec,  for  Ozone  Resistant 
ittings  (1970)  Std.  for  Fluorinated 

Std.  for  Fluorinated 

Std.  for 

Spec,  for  Denial  Impression  Paste  (Zinc  Oxide 
Spectrum  for  Iso 
Solder,  Tin  Lead, 
Rec.  Pract.  for  Emergency 
Rec.  Pract.  for  Aircraft 
Rec.  Pract.  for  Combination 
Bleachability  of  Pulp  (Bleach  and 
fresh  Water  Fishes  (1970)  Std.  Meth.  of  Test  for 

ides  Against  Flying  Insects  (1971)  Test  Meth.  for 

(1971)  Test  Meth.  for 
nted  Tungsten  Carbides  (1970)  ANSI  9.22  Rec.  Pract.  for 
968)  ASTM  D610  Std.  Meth.  of 
d  Rubber  Like  Materials  by  a  Tempera/  Std.  Test  Meth.  for 
trasonic  Test.  Systems  (1968)  ANSI  Z166./             Rec.  Pract.  for 

Using  the  Water  Dip,  Ink  and  Label  Adhe/  Rec.  Pract.  for 

rescence  From  Substrate  (1969)  Std.  Test  Meth.  for 

ated  Temperatures  (1971)  Suggested.  Meth.  for 

s  (1970)  Std.  Meth.  of 

1966) 

t  in  Schools  and  Colleges  (1967) 

Public  Health  and  Safety  Test,  and 
for  Energies  Up  to  10  Mev;  Structural  Shielding  Design  and 


Equipment,  Deck  Boards  (Railway  Cars)  (1970)  AAR 

Equipment,  Thermal  Relays  in  Domestic  Electric  Heat  Pan  NARM 

Equipment,  Use  and  Occupancy,  Location  and  Maintenance  AIA 
Equipments  (1970)                        Std.  for  Manual  and  Automatic  ANSI 

Equipment;  Elevator  Bucket  Punching  for  Belt  Mounting  CEMA 
Equipment;  Water  Treatment;  and  Glossary  (1971)              /Nlrol  ASME 

Erection  and  Installation  (Std.  Pract.)  (1971)  DEMA 

Erection  Responsibilities  (1970)  ASAE 

Erosion  Corrosion  Characteristics  of  Aluminum  Automotiv  ASTM 
Erosion  of  Insulating  Materials  (1968)                            Std,  Test  ASTM 

Erosion  Resistance  of  Electrical  Insulating  Materials  ASTM 

Escalators  and  Amusement  Devices  (1967)  AIA 

Escalators  and  Moving  Walks  (1971)  ANSI 

Escape  Provisions,  Flight  Deck  (Commercial  Transport  Ai  SAE 

Essential  Electrical  Systems  for  Hospitals  (1971)  NFPA 

Essential  Information  for  Safe  Handling  and  Use  of  Diet  MCA 

Establishing  Clear  Wood  Strength  Values  (1970)  ASTM 

Establishing  Design  Stresses  for  Round  Timber  Piles  (19  ASTM 
Ester  Base  (1969)                              Spec,  for  Photographic  Fi  ANSI 

Ester  Type)  (1968)  ABFLO 

(Ester  Type)  (1968)  ABFLO 

(Ester  Type)  (1968)  ABFLO 

Ester  Value  of  Lacquer  Solvents  and  Thinners  (1969)  ASTM 

Ester  with  3-(M-Hydroxyphenyl)-l ,  1  Dimethylurea"Karbut  ANSI 

Esterification  (1969)  ASTM 
Esterification  (1969)  ANSI  K71.1                                      Std.  T  ASTM 

Esters  From  Oils  for  Determination  of  Fatty  Acid  Compos  ASTM 
Esters  (1969)                                          Std.  Test  Meth.  for  Fat  ASTM 

Estimating  Apparent  Vapor  Pressures  and  Molecular  Weigh  ASTM 

Estimating  Modular  Brick  Masonry  (Tech.  Notes)  (1971)  SCPI 

Estimating  Reinforcing  Steel  Bar  Materials  and  Service  CRSI 

Estimating  Stray  Radiant  Energy  (1969)  ASTM 

Estimating  the  Thermal  Conductivity  of  Leather  with  the  ASTM 

Estimation  of  Solubility  of  Gases  m  Petroleum  Liquids  ASTM 

Estimation  of  Water  Insoluble  Impurities  in  Refined  Phe  ASTM 

Etc.)  for  Commercial  or  Household  Use  (1971 )  ANSI  C33.3  UL 
Etch  Techniques  (1970)                                Std.  Meth.  of  Test  ASTM 

Etching  and  Cleaning  Copper  Clad  Electrical  Insulating  ASTM 
"ethephon"  (1970)                                   Std.  Common  Name  for  ANSI 

(Ether  and  Ester  Type)  (1968)  ABFLO 

Ether  Solubility  of  Wood  (1959)  TAPPI 

Ether  (1970)  EOA 

Ether  (1970)  EOA 

Ethyl  Carbmol  (1969)  EOA 

Ethyl  Carbinol  (1969)  EOA 

Ethyl  Cellulose  Molding  and  Extrusion  Compounds  (1970)  ASTM 

Ethyl  Ketone  by  Gas  Chromatography  (1969)  ASTM 

Ethyl  Ketone  (1969)  ASTM 

Ethyl  Phenylacetate  (1970)  EOA 

Ethvl  Phenvlacetale  (1970)  EOA 

Ethylcellulose  (1969)  ASTM 

Ethylene  Dibromide  (1,  2  Dibromoethane)  (1970)  ANSI 

Ethylene  Dichloride  (1969)  ANSI 

Ethylene  Dichloride  (1971)  MCA 
Ethylene  Glycol  and  Methanol  Types  (1970)               /Election  of  ASTM 
Ethylene  Glycol  (Rmg  and  Ball)  (1968)                    Std.  Meth.  O  ASTM 

Ethylene  Glycols  and  Propylene  Glycols  (1967)  ANSI  K72.  ASTM 

Ethylene  Oxide  (1971)  MCA 

Ethylene  Plastics  (1970)  ASTM 

Ethylene  Propylene  Rubber  Insulation  (1970)  ASTM 

Ethylene  Propylene  (Fep)  Plastic  Lined  Steel  Pipe  and  F  USC 

Ethylene  Propylene  (Fep)  Plastic  Tubing  (1971)  USC 

Ethyleneglycol  Monoslearate,  Non  Self  Emulsifying  (1952  CTFA 

Eucalyptol  (1971)  EOA 

Eugenol  Type)  (1962)  ANSI  ZI56.16  ADA 

Eugenyl  Acetate  (1969)  EOA 

Eutectic  63sn-37pb  (1970)  SAE 

Evacuation  Illumination  (1970)  SAE 

Evacuation  Signal  System  (1971)  SAE 

Evacuation  Slide/Life  Raft  (1970)  SAE 

Evaluate  Brightness)  (1971)  TAPPI 

Evaluating  Acute  Toxicity  of  Industrial  Waste  Water  to  ASTM 

Evaluating  Aerosol  and  Pressurized  Space  Spray  Insectic  CSMA 

Evaluating  Aerosol  Insecticides  by  the  Cockroach  Method  CSMA 

Evaluating  Apparent  Grain  Size  and  Distribution  of  Ceme  ASTM 

Evaluating  Deg.  of  Rusting  on  Painted  Steel  Surfaces  (1  SSPC 

Evaluating  Low  Temperature  Characteristics  of  Rubber  An  ASTM 

Evaluating  Performance  Characteristics  of  Pulse  Echo  Ul  ASTM 

Evaluating  Surface  Treatment  of  Polyethylene  Containers  SPI 

Evaluating  the  Ability  of  a  Latex  Paint  to  Resist  Efflo  ASTM 

Evaluating  the  Peel  and  Shear  of  Hot  Melt  Bonds  at  Elev  TAPPI 

Evaluating  Wood  Preservatives  by  Field  Tests  with  Stake  ASTM 

Evaluation  and  Examination  of  Coffee  Making  Equipment  CBC 

Evaluation  Criteria  for  Design  of  the  Visual  Environmen  lES 

Evaluation  for  Food  and  Beverage  Vending  Machines  (1967  NAMA 
Evaluation  Handbook  (1970)            /  and  Gamma  Ray  Protection  NCRPM 
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Vending  Machine 
Rec.  Pract.  for  Liquid  Phase 
69)  Std.  Meth.  for  Visual 

68)  Sid.  Meth.  for  Instrumental 

in  Fluorescent  Antibody  Studies  (1969)  Std,  for  the 

ditions  to  Portland  Cement  (1960)  Std.  Test  Meth.  for 

Std.  for  Exterior  Loudness 
ide  for  the  Preparation  of  Test  Procedures  for  the  Thermal 
al  Analysis  of  Solids  (1968)  Rec.  Pract.  for  Use  and 

sts  of  Steam  Turbines  (1969)  Guidance  for 

(Hs  147)  (1968) 

Test.  Meth.  for  Occupant  Restraint  System 
Rec.  Pract.  for  Visual  Color 


Visually  Handicapped  (196/ 
ANSI  L14.106 
68) 

ually  Handicapped  (1968) 

ts  (1969) 

1968) 

(1971) 


ars  and  Light  Tr/ 
ars  and  Light  Tr/ 
ners (1967) 

est.  Meth.  Calculation/ 


Gross  Pollution/ 


Std.  Promoting  Self  Study  and 
Test  Meth.  for 
Std.  Meth.  for  Thermal 
Std.  Promoting  Self  Study  and 
Std.  for  Interlaboratory 
Rec.  Pract.  for  Interlaboratory 
Rec.  Pract.  for 
Rec.  Pract.  Std.  Procedure  for 
tiles  in  Yarn  Form  (1971)  ANSI  L14.75  Test  Meth.  for 

Std.  Meth.  for 

Means  of  Small  Size  Specimens/  Std.  Meth.  of  Accelerated 

th.  for  Mildew  and  Rot  Resistance  of  Textiles:  Fungicides, 
Std.  Household  Washer  Performance 
bellhousings  (1971)  Test  Procedures  and  Minimum 

711  Test  Procedures  and  Minimum 

Off  Road  Vehicle  Mobility 
Antibacterial  Finishes  on  Fabrics 
p.  Potable  and  Process  Use  (1970)  Test, 
rature  Range  (1970)  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for  Existent  Gum  in  Fuels  by  Jet 
Rec.  Pract.  for  the  Measurement  of  Fuel 
Rec.  Pract.  for  the  Measurement  of  Fuel 
Component  Std.  for 
Std.  for  Vehicle  Air  Conditioners 
Rec.  Pract.  Covering  Buoyancy  in  the 
Code  for  Nondestructive 
Evaluation  and 
Std.  Meth.  for  Physical  and  Chemical 
Std.  for  Bacteriological 
Applications  (19/Std.  Spec,  for  Straight  Beam  Ultrasonic 
Bottom  SI  Std.  Meth.  for  Physical,  Chemical,  and  Bioassay 

Meth.  for  Liquid  Penetrant 
Std.  for  Bacteriological 
Std,  for  Bacteriological 
Rec.  Procedures  for  the  Bacteriological 
Origin  in  the  Field  (1969)  Std.  Meth.  for  Visual 

Std.  Meth.  for  the 
Std.  Meth.  for  the 

copy  (1970)  Std.  Meth.  for 

Std.  Simplified  Laboratory  Procedures  for  Wastewater 
(1971)  Std.  Bacteriologic 

;  Magnetic  Par/  Requirements  and  Meth.  for  Nondestructive 

Steam  Turbines  (Numerical 
Spec,  for  Dental 
Mobile  Hydraulic 

finitions  for  Vegetable  Fibers  (Akund,  Coco,  Coir,  Cotton, 
Maintenance  Instructions  for  Chlorine  Institute  Std. 

Rec.  Pract.  for  the  Control  of 
for  Analysis  of  Sodium  Triphosphate  by  the  Simplified  Ion 
ct.  for  Eddy  Current  Test,  of  Copper  and  Copper  Alloy  Heat 
pec.  for  Seamless  Cold  Drawn  Intermediate  Alloy  Steel  Heat 
td.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Heat 
td.  Spec,  for  U-Bend  Seamless  Copper  and  Copper  Alloy  Heat 
td.  Mechanical  Properties  and  Tolerances  for  Aluminum  Heat 
c.  for  Copper  and  Copper  Alloy  Seamless  Condenser  and  Heat 
c  and  Auslenitic  Alloy  Steel  Boiler,  Superheated,  and  Heat 
pec.  for  Welded  Auslenitic  Steel  Boiler,  Superheater,  Heat 
Std.  for  Air  Cooled  Heat 
Sanitary  Stds.  for  Plate  Type  Heat 
Sanitary  Stds.  for  Tubular  Heat 
Tent.  Std.  for  Tube  Dimensions  for  Heat 
he  Control  of  Dust  Emissions,  Combustion  for  Indirect  Heat 
Emission  of  Oxides  of  Sulfur  Combustion  for  Indirect  Heat 
luminum  Alloy  Drawn  Seamless  Tubes  for  Condensers  and  Heat 
Safety  Std.  for  Marine  Engine 
ipment  (1970)  ANSI/  Safety  Std.  for  Grease  Extractors  for 

Rec.  Pract.  for  the  Measurement  of  Intake  Air  or 
Rec.  Pract.  for  Aircraft  Gas  Turbine  Engine 
(Boats)  (1970)  Safe  Installation  of 

Marine  Diesel  Engine  Air  Intake  and 
iances.  Heating,  Ventilating,  Air  Conditioning,  Blower  and 
iances.  Heating,  Ventilating,  Air  Conditioning,  Blower  and 
Carbon  Dioxide  and  Monoxide;  Oxides  of  Nitrogen  in  Diesel 


Evaluation  Manual  (1967) 
Evaluation  of  Activated  Carbon  (1970) 
Evaluation  of  Color  Differences  of  Opaque  Materials  (19 
Evaluation  of  Color  Differences  of  Opaque  Materials  (19 
Evaluation  of  Commercial  Solution,  Isothiocyanates  Used 
Evaluation  of  Freezing  and  Thawing  of  Air  Entraining  Ad 
Evaluation  of  Heavy  Trucks  and  Buses  (1970) 
Evaluation  of  Insulation  Systems  for  Electric  Equipment 
Evaluation  of  Mass  Spectrometers  for  Mass  Spectrochemic 
Evaluation  of  Measurement  Uncertainty  in  Performance  Te 
Evaluation  of  Meth.  for  Measurement  of  Residual  Stress 
Evaluation  of  Passenger  Cars  (1971 ) 
Evaluation  of  Polyethylene  Containers  (1966) 
Evaluation  of  Residential  Schools  for  the  Blind  and  the 
Evaluation  of  Rewetling  Agents  on  Cotton  Fabrics  (1971) 
Evaluation  of  Rigid  Electrical  Insulating  Materials  (19 
Evaluation  of  Sheltered  Workshops  for  the  Blind  and  Vis 
Evaluation  of  Test  Meth.  Used  with  Paper  and  Its  Produc 
Evaluation  of  Test  Used  with  Paper  and  Paper  Products 
Evaluation  of  the  Appearance  of  Plated  Plastic  Surfaces 
Evaluation  of  Well  Perforators  (1971) 
Evaluation  of  Wettability  Applicable  to  Fabrics  and  Tex 
Evaluation  of  Wetting  Agents  by  the  Skein  Test  (1968) 
Evaluation  of  Wood  Preservatives  for  Marine  Services  by 
Evaluation  on  Textiles  (1971)  Test  Me 

Evaluation  Procedure  (1970) 

Evaluation  Std.  for  Clutch  Flywheel  Safety  Shields  and 
Evaluation  Std.  for  2  Speed  Planetary  Transmissions  (19 
Evaluation  (Hs  J939)  (1967) 
(Evaluation)  (1970)  ANSI  L14.144 

Evaporating  Apparatus  Producing  Water  for  Boiler  Make  U 
Evaporation  Loss  of  Lubricating  Greases  Over  Wide  Tempe 
Evaporation  (1970)  ANSI  ZI1.36 

Evaporative  Emissions  From  Gasoline  Powered  Passenger  C 
Evaporative  Emissions  From  Gasoline  Powered  Passenger  C 
Evaporator  and  Condenser  Coils  for  Vehicle  Air  Conditio 
Evaporator  Capacity  (Btui  Certification,  Definitions.  T 
Event  of  Flooding  (on  Boats)  (1970) 

Examination  of  Boiler  and  Pressure  Vessels:  Leak  Test.  (1971) 
Examination  of  Coffee  Making  Equipment  (1966) 
Examination  of  Natural  and  Treated  Waters  in  the  Absence  of 
Examination  of  Paper  and  Paperboard  (1957) 
Examination  of  Plain  and  Clad  Steel  Plates  for  Special 
Examination  of  Polluted  Waters.  Wastewaters,  Effluents, 
Examination  of  Pressure  Vessels  (Mandatory  Appendices) 
Examination  of  Process  Water  and  Slush  Pulp  (1957) 
Examination  of  Pulp  (1957) 
Examination  of  Sea  Water  and  Shellfish  (1970) 
Examination  of  Used  Electrical  Insulating  Oils  of  Petroleum 
Examination  of  Water  and  Wastewater  for  Radioactivity  (1971) 
Examination  of  Water  and  Wastewater  (1971) 
Examination  of  Water  Formed  Deposits  by  Chemical  Micros 
Examination  (1969) 

Examinations  of  Water  to  Determine  Its  Sanitary  Quality 
Examination:  Radiographic,  Ultrasonic;  Liquid  Penetrant 
Examples  of  Various  Turbine  Calculations)  (1964) 
Excavating  Burs  (1971) 
Excavator  Std.  (1969) 

Excelsior,  Flax,  Jute,  Kapok,  Manila,  Milkweed,  Moss,  P 
Excess  Flow  Valves  (1967) 
Excess  Humidity  in  Avionics  Cooling  (1970) 
Exchange  Meth.  (1970) 
Exchanger  and  Condenser  Tubes  (1961) 
Exchanger  and  Condenser  Tubes  (1969) 
Exchanger  and  Condenser  Tubes  (1971)  ANSI  B125.il 
Exchanger  and  Condenser  Tubes  (1971a) 
Exchanger  Tube  (1970) 
Exchanger  Tubes  with  Integral  Fins  (1971) 

Exchanger  Tubes  (1971)  /Td.  Spec,  for  Seamless  Ferriti 

Exchanger,  and  Condenser  Tubes  (1971)  Std.  S 

Exchangers  for  General  Refinery  Services  (1968) 
Exchangers  for  Milk  and  Milk  Products  (1971) 
Exchangers  for  Milk  and  Milk  Products  (1971) 
Exchangers  (1959) 

Exchangers  (1969)  Rec.  Guide  for  T 

Exchangers  (1970)  Rec.  Guide  for  the  Control  of 

Exchangers  (1971)  ANSI  H38.6  Std.  Spec,  for  A 

Exhaust  Components  (1965) 

Exhaust  Ducts  for  Placement  Over  Restaurant  Cooking  Equ 
Exhaust  Gas  Flow  of  Diesel  Engines  (1971) 
Exhaust  Smoke  Measurement  (1970) 

Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery 
Exhaust  Systems  (Std.  Pract.)  (1971) 

Exhaust  Systems  (1967)  /Elation  of  Heat  Producing  Appl 

Exhaust  Systems  (1967)  /Ng  Code  of  Heat  Producing  Appl 

Exhaust  (1970)  Rec.  Pract.  for  the  Measurement  of 


Std.  Meth. 
Rec.  Pra 
Std.  S 


Std.  Spe 


NAMA 

ASTM 

ASTM 

ASTM 

BSC 

AASHO 

SAE 

IEEE 

ASTM 

ASME 

SAE 

SAE 

SPI 

NACAB 

AATCC 

ASTM 

NACAB 

TAPPI 

ASTM 

ASEP 

API 

AATCC 

ASTM 

ASTM 

AATCC 

AHAM 

SEMA 

SEMA 

SAE 

AATCC 

ASME 

ASTM 

ASTM 

SAE 

SAE 

IMACA 

IMACA 

ABYC 

ASME 

CBC 

APHA 

TAPPI 

ASTM 

APHA 

ASME 

TAPPI 

TAPPI 

APHA 

ASTM 

APHA 

APHA 

ASTM 

WPCF 

APHA 

ASME 

ASME 

ADA 

CIMA 

ABFLO 

CHI 

SAE 

ASTM 

CDA 

ASTM 

ASTM 

ASTM 

AA 

ASTM 

ASTM 

ASTM 

API 

DFISA 

DFISA 

API 

ASME 

ASME 

ASTM 

UL 

UL 

SAE 

SAE 

ABYC 

DEMA 

AIA 

AIA 

SAE 


•1 

D2355 
D1729 
D2244 
♦2 

T188 

J672A 

99 

E304 

PTC6RPT 

J793 

J128 

PBDl 

•  2 

27 

D2304 
*3 

T1200 
D1749 
5E 

RP43 

39 

D2281 
D2481 
30 

HLW-1 

6-1 

12-1 

J939 

100 

PTC  14 

D2595 

D381 

J170 

J171 

304 

200 

H8A&B 
BPVC  VIO 
126 

*2-100 

T449 

A578 

*2-200 

BPVC  8-1-8 

T63I 

T228 

*3 

DI524 
*2-300 
*2 

D1245 
18 

•2-400 
BPVCV 
PTC6A 
23 

PCSA3 

X-3 

42 

ARP987 

D2761 

RPIA 

A199 

A214 

B395 

•281229 

B359 

A213 

A249 

661 

1103 

1204 

640 

APS-1 

APS-2 

B234 

1129 

710 

J244 

ARP1179 
PI 

MD115 
CO-8 
CO-l-XI 
J177 
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Safety  to  Life  Requirements  Code  (National)  for  Existing  Buildings  (1967)  AIA  CO-l-XVII 

Rules  for  Rating  Existing  Concrete  Bridges  (1970)  AREA  8-19-1 

roducts  (1971)  Spec,  for  Existing  Interior  Walls  and  Ceilings  with  Gypsumboard  P  GA  650-71 

ance  Test  for  Std.  Steel  Doors,  Frames,  Anchors,  Hinge  and  Exit  Device  Reinforcings  (1969)  Perform  ANSI  A151.1 

Std.  for  Exit  Devices  and  Auxiliary  Items  (Hardware)  (1969)  BHMA  701 

2471  Test  Meth.  for  Gel  Time  and  Peak  Exothermic  Temperature  of  Epoxy  Compounds  (1970)  ASTM  D    SPI  ERF2 

Rec.  Pract.  for  Sponge  and  Expanded  Cellular  Rubber  Products  (1968)  SAE  J18A 

mance  Sid.  for  Molded,  Extruded,  Lathe  Cut,  and  Sponge  and  Expanded  Rubber  Products  (1970)  Quahty  Confor  RMA  •8.52 

std.  for  Packaging  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  (1 970)  RMA  *8.50 

nsional  Tolerances  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  Std.  for  Dime  RMA  '8.44 

Surface  Condition  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  Std.  for  Finish  and  RMA  '8.48 

Piston  Ring  Wire  (Segment,  Expander,  Spacer)  (1962)  SWA  •125 

fied  Petroleum  Gas  (LPG)  (1970)  Pigtails,  Expansion  Coils,  and  Flexible  Hose  Connectors  for  Lique  UL  569 

Std.  for  High  Expansion  Foam  Systems  (1970)  NFPA  IIA 

1970)  Std.  Spec,  for  Preformed  Expansion  Joint  Filler  for  Concrete  (Bituminous  Type)  AASHO  M33 

Std.  Test  Meth.  for  Preformed  Expansion  Joint  Filler  for  Concrete  (1949)  AASHO  T42 

ral  Construction  (Nonextruding  /  Std.  Spec,  for  Preformed  Expansion  Joint  Fillers  for  Concrete  Paving  and  Structu  ASTM  D175I 

Std.  and  Pract.  for  Limestone  Walls  and  Expansion  Joints  (1967)  ILIA  '8.20 

,  Accessories,  Anchors  and  Test.  (1969)  Types  of  Expansion  Joints;  Their  Basic  Application,  Nomenclature  EJMA  *1 

Origin  and  A/  Std.  Test  Meth.  for  Coefficient  of  Thermal  Expansion  of  Electrical  Insulating  Liquids  of  Petroleum  ASTM  DI903 

Test  Meth.  for  Coefficient  of  Linear  Thermal  Expansion  of  Epoxy  Casting  Systems  (1969)  SPI  ERFll 

Std.  Test  Meth.  for  Coefficient  of  Linear  Thermal  Expansion  of  Plastics  (1970)  ASTM  D696 

Std.  Meth.  for  Linear  Thermal  Expansion  of  Rigid  Solids  with  Interferomelry  (1970)  ASTM  E289 

ural  Uses/  Std.  Spec,  for  Rolled  Copper  Alloy  Bearing  and  Expansion  Plates  and  Sheets  for  Bridge  and  Other  Struct  ASTM  BlOO 

il  Mixtures  (1966)  Std.  Test  Meth.  for  Determination  of  Expansion  Pressure  and  Resistance  Value  of  Soils  and  So  AASHO  T190 

Std.  Meth.  of  Test  for  Resistance  R  Value  and  Expansion  Pressure  of  Compacted  Soils  (1969)  ASTM  D2844 

Std.  for  Power  Steering  Pressure  Hose;  High  Volumetric  Expansion  Type  (1970)  SAE  J188 

Std.  tor  Power  Steering  Pressure  Hose;  Low  Volumetric  Expansion  Type  (1970)  SAE  J191 

Component  Std.  for  Thermostatic  Expansion  Valves  for  Vehicle  Air  Conditioners  (1967)  IMACA  301 

Std.  for  Thermostatic  Refrigerant  Expansion  Valves  (1970)  ARI  750 

Std.  for  Press  Hydraulic,  Direct  Acting  Internal  Expansion  ( 1970)  NSA  940 

and  Engineer  (on  a  Basis  of  a  Multiple  of  Direct  Personnel  Expense)  (1970)  /  Form  of  Agreement  Between  Architect  AIOA  C231 

nd  Architect  (on  a  Basis  of  a  Multiple  of  Direct  Personnel  Expense)  (1970)         /Td.  Form  of  Agreement  Between  Owner  A  AIOA  B231 

owner  and  Architect  (on  a  Basis  of  a  Professional  Fee  Plus  Expenses)  (1970)  Std.  Form  of  Agreement  Between  AIOA  B331 

hitect  and  Engineer  (on  a  Basis  of  a  Professional  Fee  Plus  Expenses)  (1970)  Std.  Form  of  Agreement  Between  Arc  AIOA  C331 

ding/  Code  of  Good  Pract.  for  the  Performance  of  Critical  Experiments  for  Nuclear  Research  and  Development,  Inclu  ANS  1 

Dry  Cleaning  Plants  (Prevention  and  Control  of  Fire  and  Explosion  Hazards)  (1970)  NFPA  32 

Std.  for  the  Dust  Explosion  Prevention  in  the  Plastics  Industry  (1970)  NFPA  654 

Std.  on  Explosion  Prevention  Systems  (1970)  NFPA  69 

lies  (1971)  Std.  and  Spec.  Applicable  to  Explosion  Resistant  Flywheels  and  Pressure  Plate  Assemb  SEMA  1-1 

Std.  for  the  Prevention  of  Dust  Explosions  in  Coal  Preparation  Plants  (1971)  ANSI  Z12. 7  NFPA  653 

Std.  for  the  Prevention  of  Dust  Explosions  in  Flour  and  Feed  Mills  (1971)  ANSI  Z12.3  NFPA  61C 

naces  (1971)  Std.  for  Prevention  of  Furnace  Explosions  in  Fuel  Oil  Fired  Multiple  Burner  Boiler  Fur  NFPA  85D 

acilities  (1970/  Std.  for  the  Prevention  of  Fire  and  Dust  Explosions  in  Grain  Elevators  and  Bulk  Grain  Handling  F  NFPA  61 B 

Std.  for  the  Prevention  of  Dust  Explosions  in  Industrial  Plants  ( 1971 )  ANSI  Z12. 21  NFPA  63 

furnaces  (1971)  Std.  for  Prevention  of  Furnace  Explosions  in  Natural  Gas  Fired  Multiple  Burner  Boiler  NFPA  85B 

ler  Furnaces  (1971)  Std.  for  Prevention  of  Furnace  Explosions  in  Pulverized  Coal  Fired  Multiple  Burner  Boi  NFPA  85E 

Std.  for  the  Prevention  of  Dust  Explosions  in  Starch  Factories  (1971)  ANSI  Z12. 2  NFPA  61A 

plants  (1971)  ANSI  Z12.2/  Std.  for  the  Prevention  of  Dust  Explosions  in  Woodworking  and  Wood  Flour  Manufacturing         NFPA  664 

Std.  for  Prevention  of  Sulfur  Fires  and  Explosions  (1971)  NFPA  655 

Laboratory  Fires  and  Explosions,  1952-1961  Inclusive  (1962)  FMS  10-19 

Safety  Requirements  for  Explosive  Actuated  Fastening  Tools  (1970)  ANSI  A10.3 

ns  for  the  Manufacture,  Transportation,  Storage  and  Use  of  Explosive  Materials  (1970)  /D  Code  of  Safety  Regulatio  IMF  3 

r  Transportation,  Storage,  Handling,  and  Use  of  Commercial  Explosives  and  Blasting  Agents  in  the  Construction  Indu  ANSI  A10.7 

e  for  the  Manufacture,  Transportation,  Storage,  and  Use  of  Explosives  and  Blasting  Agents  (1970)  Cod  NFPA  495 

Std.  Magazine  for  Storage  of  Small  Quantities  of  Explosives  and  Caps  (1968)  IME  1.8 

Properties  and  Use  of  Explosives  in  Agriculture  (Farming)  (1970)  IME  11 

Std.  Bullet  Proof  Door  for  High  Explosives  Magazines  (1968)  IME  1.6 

Std.  for  Explosives  Motor  Vehicle  (Parking)  Terminals  (1970)  NFPA  498 

ion  of  Bulk  Mix  Delivery  Equipment  for  Water  Gel  or  Slurry  Explosives  or  Blasting  Agents  (1968)  /  for  Safe  Operat  IME  6.V 

American  Table  of  Distances  for  Safe  Storage  of  Explosives  (1964)  IME  2 

Safety  Std.  for  Driver  Training  Programs  for  Transporting  Explosives  (1968)  Rec.  IME  6.1 

Magazine  (Brick)  for  Storage  of  Dynamite  and  Similar  High  Explosives  (1968)  Std.  IME  1.1 

and  Filled  Walls)  for  Storage  of  Dynamite  and  Similar  High  Explosives  (1968)  Std.  Magazine  (S  IME  1.2 

safely  in  the  Transportation,  Storage,  Handling  and  Use  of  Explosives  (1970)  IME  17 

Rec.  for  the  Destruction  of  Explosives  (1970)  IME  21 

pract.  Meth.  for  the  Prevention  of  Accidents  in  the  Use  of  Explosives  (1970)  IME  4 

Rules  for  Storing,  Transporting  and  Shipping  Explosives  (1970)  IME  5 

68)  Rec.  Safety  Std.  for  Motor  Vehicles  Transporting  Explosives,  Blasting  Agents,  Materials  and  Supplies  (19  IME  6. II 

Std.  Pract.  for  Export  of  USA  Cattlehides  (1969)  AAHSL  *2 

Std.  Pract.  for  Export  of  USA  Packer  Hides  (1961)  AAHSL  '1 

Std.  Pallet  for  Export  Shipments  of  Refractory  Materials  (1962)  RI  P237 

ged  in  Cartons  Type  X-1  (1962)  Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and  Refractories  Packa  RI  P238 

ged  in  Cartons  Type  X-2  (1962)  Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and  Refractories  Packa  RI  P239 

ckaged  in  Bags  Type  X-3  (1962)  Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Materials  Pa  RI  P240 

ckaged  in  Bags  Type  X-4  (1962)  Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Materials  Pa  RI  P241 

metallic  Mater/  Rec.  Pract.  for  (Operating  Light  and  Water  Exposure  Apparatus  (Xenon  Arc  Type)  for  Exposure  of  Non        ASTM  E239 

I  Laminated  Wood  Products  for  Use  Under  Exterior  (Wet  Use)  Exposure  Conditions  (1970)  /or  Adhesives  for  Structura  ASTM  D2559 

r  Super  8  Motion  Picture  Film  Camera  Cartridge  Notches  for  Exposure  Control  and  Stock  Identification  (1970)  /.  Fo  ANSI  PH22.166 

Rec.  Pract.  for  Atmospheric  Exposure  of  Adhesive  Bonded  Joints  and  Structures  (1970  ASTM  D1828 

(1970)  Rec.  Pract.  tor  Exposure  of  Adhesive  Specimens  to  High  Energy  Radiation  ASTM  D1879 

Std.  Test  Meth.  for  Weather  Resistance  Exposure  of  Automotive  Rubber  Compounds  (1968)  ASTM  D1171 

for  Operating  Enclosed  Carbon  Arc  Type  Apparatus  tor  Light  Exposure  of  Nonmetallic  Materials  (1970)  Rec.  Pract.  ASTM  E188 

ng  Light  and  Water  Exposure  Apparatus  (Xenon  Arc  Type)  for  Exposure  of  Nonmetallic  Materials  (1970)  /  for  Operati  ASTM  E239 

Tent.  Rec.  Pract.  tor  Atmospheric  Environmental  Exposure  Test,  of  Nonmetallic  Materials  (1969)  ASTM  G7T 

Environmental  Exposure  Test,  of  Sample  Model  Marine  Fuel  Tanks  (1965)  UL  MARINER6 
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)  ANSI  Z98.32  Std.  Melh.  for  Conducting  Exterior 

achines  (1970)  Std. 

rfastness  of  Textile  Fabrics  to  Water  and  IJght:  Alternate 
rec.  Pracl.  for  Protection  of  Buildings  From  Exterior  Fire 
Meth.  of  Determining  and 
67)  Std.  Manual  of  Pract.  Units  of 

/  Std.  Meth.  of  Test  for  Characteristic  Groups  in  Rubber 

/  Std.  Meth.  of  Test  for  Characteristic  Groups  in  Rubber 

Std.  Rec.  Pract.  for  Description  of  Types  of  Petroleum 
fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constant  Rate  of 
09.19  Std.  Meth.  of  Test  for  Grain  Crack  and 

ndicating  Variable  Area  Meiers  (Rotameters)  (Glass,  Metal, 
Std.  Safety  Requirements  for  Powered  Platforms  for 
Std.  for  Vending  Machine 
d  Plywood  (1971)  Test  Meth.  for 

teel  Tanks  with  Pre  Engineered,  20  Year  Protection  Against 
ion  (1970)  ANSI  Z98.32  Std.  Meth.  for  Conducting 

Rec.  Pract.  for  Protection  of  Buildings  From 
h.  for  Accelerated  Test,  of  Moisture  Blister  Resistance  of 
Application  of  Gypsum  Wallboard  on 
Requirements  for  the  Application  of  Gypsum  Wallboard  on 
Rec.  for  the  Application  of  Gypsum  Plaster  on 
(1970)  Std.  for 

ectural  Aluminum  (1969)  Spec,  tor 

Std.  for  Nails  and  Nailing  of 


Rec.  Pract.  for  the  Test  Procedure  for 
Spec,  for  Silicone  Dampproofing;  Water  Repellents  for  the 
.  Spec,  for  Architectural  Porcelain  Enamel  on  Aluminum  for 
tatic  Air  Pr/  Std.  Meth.  of  Test  for  Water  Penetration  of 

fluence/  Std.  Meth.  of  Test  for  Structural  Performance  of 

sives  for  Structural  Lammated  Wood  Products  for  Use  Under 
and  Asphalt  Enamel  Coatings  to  Steel  Pipe  (19/  Spec,  for 

Piping  Systems  (1969)  Rec.  Pract.  for  Control  of 

0) 


tors  (1968) 
s  (1968) 
9) 

Meth.  for  Specific 
Std.  Part  Bearing  Rod  End, 
Std.  for  Design  Parameters  for  Bolts  and  Screws, 
Std.  for  Installation  of  Portable  Fire 
Rec.  Pract.  for  Maintenance  and  Use  of  Portable  Fire 
Std.  on  Aircraft  Hand  Fire 
Safety  Std.  for  Carbon  Dioxide  Fire 
Safety  Std.  for  Dry  Chemical  Fire 
safety  Std.  for  2  1/2  Gal.  Stored  Pressure  Water  Type  Fire 
Std.  on  Halogenated  Fire 
Std.  for  Foam  Fire 
Meth.  for  Hydrogen  Ion  Concentration  Ph  of  Paper 
Test  Meth.  for  Tub  Size  Starch  on  Paper 
or  Reinforced  Plastics  (1968/  Std.  Test  Meth.  for  Acetone 

h.  for  Hydrogen  Ion  Concentration  Ph  of  Paper  Extract  Cold 
1970)  Std.  Test  Meth.  for  Quantitative 

Std.  Meth.  of  Test  for  Solvent 
Std.  Test  Meth.  for  Water  in  Insulating  Oils  by 
Std.  Meth.  of  Test  for  Sediment  in  Crude  and  Fuel  Oils  by 
Std.  for  Preparation  of 
Std.  for  Organic  Solvent 
ant  Cooking  Equipment  (1970)  ANSI/  Safety  Std.  for  Grease 

Meth.  for  Hydrogen  Ion  Concentration  (Ph)  of  Paper 
(1969)  Std.  Meth.  of  Test  for 

68)  Std.  Test  Meth  for 

Std.  Spec,  for 

Mechanical  Properties  and  Tolerances  for 
Std.  for  Mechanical  Properties  and  Limits,  of 
Std.  for  Tolerances  of 
Drafting  Std.  for  Aluminum 
Std.  Spec,  for  Aluminum  Alloy 
Products  (1970)  Std.  for 

Std.  Spec,  for 
Std.  for  Packaging  of 
r  Silicones,  Polyacrylates  and  Other  Post  Cured  Materials 
Std.  for  Cross  Sectional  Tolerances  of 
Std.  for  Extruded  Finish  and  Appearance  of 
Std.  for  Formed  Tubing  for  Special  Shapes  of 
Std.  for  Length  Tolerances  for  Solid  Lathe  Cut 
Std.  for  Ground  Surface  Tolerances  of 
Std.  for  Tolerances  for  Mandrel  Cured 
Std.  for  Total  Indicator  Reading  Tolerances  of 
Std.  for  Cut  Length  Tolerances  for  Normal  Extrusions 
Std.  for  Angle  Cut  Tolerances  for  Normal  Extrusions 


Exposure  Tests  of  Finishes  for  Thermal  Insulation  (1970  ASTM  C488 

Exposure  Time  Designations  for  Timers  of  Dental  X-Ray  M  ANSI  PH6.4 

Exposure  (1971)  Test  Meth.  for  Colo  AATCC  125 

Exposures  (1970)  NFPA  80A 

Expressing  Fineness  of  Feed  Materials  by  Sieving  (1968)  ASAE  S319 

Expression  for  Wastes  Characteristics  and  Treatment  (19  WPCF  6 

Extender  and  Processing  Oils  by  the  Clay  Gel  Absorption  ASTM  D2007 

Extender  and  Processing  Oils  by  the  Precipitation  Meth.  ASTM  D2006 

Extender  Oils  (1970)  ANSI  Zl  1.185  ASTM  D2226 

Extension  /Eth.  of  Test  for  Tearing  Strength  of  Woven  ASTM  D2261 

Extension  of  Leather  by  the  Mullen  Test  (R1969)  ANSI  Zl  ASTM  D2210 

Extension  Type  Glass  Tubes)  (1959)  /Afety  Pract.  for  I  ISA  RP16.I-3 

Exterior  Building  Maintenance  (1970)  ANSI  A120.1 

Exterior  Cabinets  (1967)  NAMA  '\-iOO 
Exterior  Coatings  and  Overlays  on  DFPA  Grade  Trademarke  APA 

Exterior  Corrosion  (1970)  Std.  for  Underground  S  STI  *3 

Exterior  Exposure  Tests  of  Finishes  for  Thermal  Insulat  ASTM  C488 

Exterior  Fire  Exposures  (1970)  NFPA  80A 

Exterior  House  Paints  on  Wood  (1968)  Std.  Mel  ASTM  D2366 

Exterior  Locations  (Metal  Frame  Construction)  (1968)  GA  '15 

Exterior  Locations  (Wood  Frame  Construction)  (1968)  GA  *15.1 

Exterior  Locations  (1967)  GA  '7 

Exterior  Loudness  Evaluation  of  Heavy  Trucks  and  Buses  SAE  J672A 

Exterior  Perimeter  Sealing  Compound  for  Use  with  Archit  AAMA  808.1 

Exterior  Redwood  (1970)  CRA  4A1-I 

Exterior  Sound  Level  for  Heavy  Trucks  and  Buses  (1969)  SAE  J336 

Exterior  Sound  Level  for  Heavy  Trucks  and  Buses  (1969)  SAE  J366 

Exterior  Sound  Level  for  Snowmobiles  (1970)  SAE  J192 

Exterior  Surfaces  of  Brick.  Stone,  and  Concrete  Block  M  CSI  7170 

Exterior  Use  (1969)  Rec  PEI  ALS-105 

Exterior  Windows,  Curtain  Walls,  and  Doors  by  Uniform  S  ASTM  E331 

Exterior  Windows,  Curtain  Walls,  and  Doors  Under  the  in  ASTM  E330 

Exterior  (Wet  Use)  Exposure  Conditions  (1970)  /or  Adhe  ASTM  D2559 

External  Application  Procedures  of  Hot  Applied  Coal  Tar  NAPCA  BUL3 

External  Corrosion  on  Underground  or  Submerged  Metallic  NACE  RPOl-69 

External  Cylindrical  Grinding  Machines;  Centerless  (197  ANSI  B5.37 

External  Cylindrical  Gnnding  Machines;  Plain  (1970)  ANSI  B5.33 

External  Cylindrical  Grinding  Machines;  Universal  (1970  ANSI  B5.42 

External  Ignition  Proofing  of  Marine  Engine  Cranking  Mo  SAE  J355 

External  Ignition  Proofing  of  Marine  Engine  Distributor  SAE  J354 

External  Ignition  Proofing  of  Marine  Engine  Wiring  (196  SAE  J378 

External  Radiation  (Maximum  Protection)  (1970)  FMS  16-8 

External  Surface  of  Pulp  (1965)  TAPPI  T226 

External  Thread,  Self  Aligning,  Anti  Friction  (1971)  NSA  659 

External  Wrenching,  Unified  Threaded  Inch  Series  (1970)  SAE  AS1132 

Extinguishers  (1970)  NFPA  10 

Extinguishers  (1970)  NFPA  lOA 

Extinguishers  (1970)  NFPA  408 

Extinguishers  (1971)  UL  154 

Extinguishers  (1971)  UL  299 

Extinguishers  (1971)  UL  626 

Extinguishing  Agent  Systems  Halon  1301  (1971)  NFPA  12A 

Extinguishing  Systems  (1970)  NFPA  11 

Extract  Cold  Extraction  Meth.  (1968)  TAPPI  T509 

Extract  with  Water,  Add  Iodine)  (1971)  TAPPI  UM-412 

Extraction  and  Ignition  of  Strands,  Yarns,  and  Roving  F  ASTM  D2587 

Extraction  Meth.  (1968)  Met  TAPPI  T509 

Extraction  of  Bitumen  From  Bituminous  Paving  Mixtures  AASHO  T164 

Extraction  of  Organic  Matter  From  Water  (1970)  ASTM  D2778 

Extraction  (1969)  ASTM  D1315 

Extraction  (1969)  ANSI  Zl  1.58  ASTM  D473 

Extractive  Free  Wood  (1959)  TAPPI  T12 

Extractives  in  Pulp  (1969)  TAPPI  T204 

Extractors  for  Exhaust  Ducts  for  Placement  Over  Restaur  UL  710 

Extracts  (1968)  TAPPI  T435 

Extrudability  of  Oil  and  Resin  Base  Caulking  Compounds  ASTM  D2452 

Extrudability  of  Unvulcanized  Elastomeric  Compounds  (19  ASTM  D2230 

Extruded  Acrylic  Plastic  Sheet  (1969)  ASTM  D1547 

Extruded  Aluminum  Tube  (1970)  AA  '2812 

Extruded  Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970)  AA  *2811 

Extruded  Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970)  AA  »2811.2 

Extruded  and  Tubular  Products  (1969)  AA  *30 

Extruded  Bars,  Rods,  Shapes  and  Tubes  (1971)  ANSI  H38.5  ASTM  B221 

Extruded  Finish  and  Appearance  of  Extruded  Solid  Rubber  RMA  *8.31A 

Extruded  Insulation  Board  (Polystyrene)  (1970)  AASHO  M230 

Extruded  Rubber  Products  (1970)  RMA  •8.38B 

(Extruded  Rubber  Products)  (1970)  Std.  Fo  RMA  •8.38A 

Extruded  Solid  Rubber  Products  (1970)  RMA  '8.29 

Extruded  Solid  Rubber  Products  (1970)  RMA  •8.31A 

Extruded  Solid  Rubber  Products  (1970)  RMA  •8.31B 

Extruded  Solid  Rubber  Products  (1970)  RMA  •8.35 

Extruded  Solid  Rubber  Products  (1970)  RMA  •8.36A 

Extruded  Solid  Rubber  Products  (1970)  RMA  '8.368 

Extruded  Solid  Rubber  Products  (1970)  RMA  '8.37 

(Extruded  Solid  Rubber  Products)  (1970)  RMA  '8.32 

(Extruded  Solid  Rubber  Products)  (1970)  RMA  '8.33 
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Std.  for  Splices  for  Solid  Extrusions 
Std.  Spec,  for  Aluminum  Alloy  Seamless  Pipe  and  Seamless 
spec,  for  Aluminum  Alloy  Std.  Structural  Shapes,  Rolled  or 
Glossary  of  Terms  for  Molded, 
ducts  (1970)  Quality  Conformance  Std.  for  Molded, 

Std.  Spec,  for  Methacrylate  Molding  and 
Std.  Spec,  for  Cellulose  Propionate  Molding  and 
Std.  Spec,  for  Ethyl  Cellulose  Molding  and 
Std.  Spec,  for  Cellulose  Acetate  Butyrate  Molding  and 
sion  Molding  of  Specimens  of  Styrene  Butadiene  Molding  and 
Std.  Spec,  for  Propylene  Plastic  Molding  and 
Std.  Spec,  for  Polyethylene  Plastics  Molding  and 
.  Spec,  for  Reinforced  Polycarbonate  Injection  Molding  and 
Stretch  Presses  Airframe,  Sheet  and 
c.  for  Reinforced  Olefin  Polymers  for  Injection  Molding  or 
Std.  Spec,  for  Zirconium  Forgings  and 
970)  Spec,  for  Aluminum  Alloy 

Stress  Relief  Stretched  and  St/  Spec,  for  Aluminum  Alloy 

Std.  for  Cut  Length  Tolerances  for  Normal 
Std.  for  Angle  Cut  Tolerances  for  Normal 
Std.  for  Splices  for  Solid 
tance  Std.  for  Airframe  Aluminum  Alloy  Plate,  Forgings  and 
Std.  for  Rigid  Poly  (Vinyl  Chloride)  (PVC)  Profile 
ni  -  5.3mn  -  2.25mo  (197/  Spec,  for  Steel  Bars,  Forgings, 

Spec,  for  Titanium  Alloy 
Spec,  for 

Rec.  Pract.  for  Deck  Hardware  and  Bow 
Rec.  Pract.  for  Passenger  Car  (Motor  Vehicle)  Drivers 
d.  for  Bent  Bolts,  Studs,  Projection  Weld  Studs  and  Forged 
Std.  for  Electrical  Terminals; 
d.  Meth.  of  Test.  Fully  Cured  Silicone  Rubber  Coated  Glass 
c59.89  Spec,  for  Fully  Cured  Silicon  Rubber  Coated  Glass 

Fundamentals  of 
Operation  and  Maintenance  of 
Std.  Spec,  for  Welded  Steel  Wire 
Std.  Spec,  for  Welded  Deformed  Steel  Wire 
65)  Sihcone  Rubber  Sheet,  Glass 

Rec.  for  Embankment  Supported  (Pump  Suction) 
th.  of  Test.  Flexible  Resin  Coated  Glass  Fabrics  and  Glass 
Std.  Meth.  of  Test.  Varnished  Cotton  Fabrics  and  Cotton 
ed)  (1970)  Rec.  Std.  for  Link 

Spec,  for  Galvanized  Steel  Chain  Link  Fence 
Welded  Wire 

Std.  Spec,  for  Numbered  Cotton  and  Army  Duck 
type  Finishes,  for  Plastic  La/  Std.  Spec,  for  Woven  Glass 

Spec,  for  Cloth,  Type  S  Glass,  181  Style 
Spec,  for 

spec,  for  Cellulose  Acetate  Butyrate  Film  and  Sheeting  for 
nts  (1969) 

in  Ultrasonic  Inspection  (1971)  Rec.  Pract.  for 

e  Laminates  (1970)  Std.  for 

Chassis  (1971)  Rec.  Spec,  for  the  Design,  Materials  and 

Spec,  for 

ice  (1968)  Std.  Pract.  for 

Code  for 

Code  of  Alternative  Rules  for  Material,  Design  and 
d  Plastic  Pressure  Vessels  Including  Material,  Design,  and 
nd  Resin  Characteristics,  Pro/  Guide  to  Plastic  Substrate 

re  Soft  Square  and  Rectangular  Copper  Wire  for  Magnet  Wire 
hysical  Properties  of  Photoresists  Used  in  Microelectronic 
Steel  Grain  Storage  Tanks  -  Materials, 
(196/  Metal  Curtain  Wall  Spec.  Manual  Including  Complete 

ulation  (1970)  Std.  Meth.  of  Test.  Varnished  Cotton 

Rec.  Pract.  for  the  Test  Meth.  for  Wicking  of  Automotive 
lation  (/  Std.  Meth.  of  Test.  Flexible  Resin  Coated  Glass 

Test  Meth.  for  Evaluation  of  Wettability  Applicable  to 
Std.  Meth.  of  Test  for  Tear  Resistance  of  Woven 
Std.  Meth.  of  Test  for  Tearing  Strength  of  Woven 
Std.  Meth.  of  Test  for  Tearing  Strength  of  Woven 

Plain  Surface 
Raised  Fiber  Surface 
Color  Change  of 
Emery  Method  of  Color  Change  in 
Std.  Spec,  and  Meth.  of  Test  for  Certain  Heavy  Cotton 
ber  Blends  (1970)  Std.  Tolerances  for  Certain  Woven 

Test  Meth.  for  Colorfastness  of  Textile  Yarns  and 
Meth.  for  Measurement  of  Plasticizer  Migration  From  Vinyl 
aNSI  114.54  Test  Meth.  for  Colorfastness  of  Textile 

Test  Meth.  for  Colorfastness  of  Dyed  Textile 
Test  Meth.  for  Colorfastness  of  Textile 
aterproofing  (1971)  ANSI  A109/  Std.  Spec,  for  Woven  Glass 

Antibacterial  Finishes  on 
STM  D583  Test  Meth.  for  Water  Resistance  of  Textile 

Test  Meth.  for  Water  Resistance  of  Textile 
Test  Meth.  for  Water  Repellency  of  Textile 


)  ANSI  LI 
of  Ext/ 
of  Tra/ 


hod  (1970) 


(Extruded  Solid  Rubber  Products)  (1970)  RMA  ♦8.34 

Extruded  Tube  (1971)  ANSI  H38.7  ASTM  B241 

Extruded  (1970)  ANSI  H38. 10  Std.  ASTM  B308 

Extruded,  Lathe  Cut  and  Cellular  Rubber  Products  (1970)  RMA  *8.59 

Extruded,  Lathe  Cut,  and  Sponge  and  Expanded  Rubber  Pro  RMA  '8,52 

Extrusion  Compounds  (1969a)  ANSI  K66.6  ASTM  D788 

Extrusion  Compounds  (1970)  ASTM  D1562 

Extrusion  Compounds  (1970)  ANSI  K64.1  ASTM  D787 

Extrusion  Compounds  (1970)  ANSI  K66.5  ASTM  D707 

Extrusion  Materials  (1968)  Rec.  Pract.  for  Compres  ASTM  D2292 

Extrusion  Materials  (1969)  ASTM  D2146 

Extrusion  Materials  (1970)  ASTM  D1248 

Extrusion  Materials  (1971)  Std  ASTM  D2848 

Extrusion  (1970)  NSA  930 

Extrusion  (1970)  Std.  Spe  ASTM  D2853 

Extrusions  for  Nonnuclear  Application  (1969)  ASTM  B493 

Extrusions  5.6zn  -  2.5mg  -  1. 6cu  -  0.26cr  {7075-T73)  (1  SAE  AMS4166A 

Extrusions  5.6zn  -  2.5mg  -  1.6cu  -  0.26cr  (7075-T7351 1)  SAE  AMS4167C 

Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  RMA  '8.32 

Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  RMA  *8.33 

Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  RMA  *8.34 

Extrusions  (1964)  Rec.  Ultrasonic  Accep  ASNT  RPT.l 

Extrusions  (1970)  USC  PS26 

Extrusions,  and  Rings,  Corrosion  Resistant,  22cr  -  12.5  SAE  AMS5764 

Extrusions,  6al  -  6v -2sn  (1971)  SAE  AMS4936 

Eye  Bolts  (1958)  EEI  TD4 

Eye  on  Boats  (1962)  BIA  161 

Eye  Range  (1969)  SAE  J941B 

Eyebolts  (1970)  St  IFI  SEC.C 

Eyelet  and  Spade  Type  (1968)  SAE  J561B 

Fabric  and  Tapes  for  Electrical  Insulation  (1968)  St  ASTM  D1458 

Fabric  and  Tapes  for  Electrical  Insulation  (1968)  ANSI  ASTM  D1931 

Fabric  Dust  Collectors  and  Glossary  of  Terms  (1969)  IGCI  F2 

Fabric  Dust  Collectors  (1969)  IGCI  F3 

Fabric  for  Concrete  Reinforcement  (1969)  ANSI  G45.1  ASTM  A185 

Fabric  for  Concrete  Reinforcement  (1969)  ANSI  G45.3  ASTM  A497 

Fabric  Reinforced  Heat  and  Weather  Resistant,  60-80  (19  SAE  AMS3320D 

Fabric  Tanks  for  Fire  Protection  (1971 )  EMS  3-4 

Fabric  Tapes  Used  for  Electrical  Insulation  (1969)  ANSI  ASTM  D902 

Fabric  Tapes  Used  for  Electrical  Insulation  (1970)  ASTM  D295 

Fabric  (Bedding  or  Furniture)  Wire  (Bright  and  Galvaniz  SWA  *51.1 

Fabric  (1970)  CLFMI  *5 

Fabric  (1970)  CRSI  *1.2.1 

(Fabric)  (1970)  ASTM  D230 

Fabric,  Cleaned  and  After  Finished  with  Acrylic  Silane  ASTM  D2660 

Fabric,  Finish  No.  Hts-904  (1971)  SAE  AMS3837 

Fabric,  Glass  Cloth;  Style  7781-550  (1970)  SAE  AMS3823A 

Fabricating  and  Forming  (1969)  Std.  ASTM  D2411 

Fabricating  Tolerances,  Minimum  Bending  Radii  and  Tange  PFI  ES3 

Fabrication  and  Control  of  Steel  Reference  Blocks  Used  ASTM  E428 

Fabrication  and  Installation  of  High  Pressure  Decorativ  NEMA  LD2 

Fabrication  Meth.  in  Roll  Cage  Construction  of  Dragster  SEMA  2-2 

Fabrication  of  Air  Duct  Systems  (1970)  UL  181 

Fabrication  of  Continuous  Welded  Rail  (1967)  AREA  4-2-6.1 

Fabrication  of  Reinforcing  Steel  Bar  Materials  and  Serv  CRSI  *1.5.3 

Fabrication  Requirements  for  Heating  Boilers  (1971)  ASME  BPVCIVHW8 

Fabrication  Requirements  of  Pressure  Vessels  (1971)  ASME  BPVC8-2A 

Fabrication  Requirements;  Rehef  Devices;  Rules  for  Tes  ASME  BPVC 

Fabrication  Requisites  (Unplated  Physical  Properties)  A  ASEP  3 

Fabrication  (1970a)  ANSI  C7.41  /St  for  Stiffness  of  Ba  ASTM  B279 

Fabrication  (1971)  Std.  Meth.  of  Test.  P  ASTM  F66 

Fabrication,  and  Erection  Responsibilities  (1970)  ASAE  R287 

Fabrication,  Installation,  Materials,  and  Waterproofing  NAAMM'17 

Fabrics  and  Cotton  Fabric  Tapes  Used  for  Electrical  Ins  ASTM  D295 

Fabrics  and  Fibrous  Materials  (1969)  SAE  J913 

Fabrics  and  Glass  Fabric  Tapes  Used  for  Electrical  Insu  ASTM  D902 

Fabrics  and  Textiles  in  Yarn  Form  (1971)  ANSI  L14.75  AATCC  39 

Fabrics  by  Falling  Pendulum  (Elmendorf)  Apparatus  (1970  ASTM  D1424 

Fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constant  Rate  ASTM  D2261 

Fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constant  Rate  ASTM  D2262 

Fabrics  Class  Test  (1954)  ATMI  PS6-54 

Fabrics  Class  Test  (1954)  ATMI  RFS6-54 

Fabrics  Due  to  Flat  Abrasion  (Frosting)  Screen  Wire  Met  AATCC  119 

Fabrics  Due  to  Flat  Abrasion  (Frosting)  (1970)  AATCC  120 

Fabrics  for  Manufacture  of  Hose  and  Belting  (1970)  ASTM  D181 

Fabrics  Made  From  All  Cotton  or  From  Cotton/Man  Made  Fi        ASTM  D2514 

Fabrics  to  Chlorinated  Pool  Water  (1971)  ANSI  L14.149  AATCC  105 

Fabrics  to  Lacquers  (1968)  Std.  ATSM  D2199 

Fabrics  to  Oxides  of  Nitrogen  in  the  Atmosphere  (1971)  AATCC  23 

Fabrics  to  Ozone  in  the  Atmosphere  (1971)  ANSI  L14. 174  AATCC  109 

Fabrics  to  Water  and  Light:  Alternate  Exposure  (1971)  AATCC  125 

Fabrics  Treated  with  Bituminous  Substances  for  Use  in  W  ASTM  D1668 

Fabrics  (Evaluation)  (1970)  ANSI  L14.144  AATCC  100 

Fabrics  (Impact  Penetration  Test)  (1971)  ANSI  L14.71,  A  AATCC  42 

Fabrics  (Rain Test)  (1971)  ANSI  L  14.74,  ASTM  D583  AATCC  35 

Fabrics  (Spray  Test)  (1967)  ANSI  L14.60,  ASTM  D583  AATCC  22 


Office  of  Engineering  and  Information  Processing  Standards 


133 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Accelerotor  Method  of  Abrasion  Resistance  of 
Std.  Meth.  of  Test.  Warp 
Tent.  Meth.  of  Testing  Bonded  and  Laminated  Apparel 
n  Automatic  Home  Laundering  of  Durable  Press  Woven  or  Knit 
Composites  of  Copper  Foil  with  Dielectric  Film  or  Treated 
istance  to  Yarn  Slippage  in  Silk.  Rayon,  and  Acetate  Woven 
Std.  Meth.  of  Test  for  Yarn  Distortion  in  Woven 
nd  Felling  Shrinkage  in  Laundering  of  Stabilized  Knit  Wool 
d.  Meth.  of  Test  for  Construction  Characteristics  of  Woven 
Meth.  of  Test  for  Breaking  Load  and  Elongation  of  Textile 
Std.  Meth.  of  Test  for  Stiffness  of 
th.  of  Test,  and  Tolerances  for  Certain  Wool  and  Part  Wool 
Test  Meth.  for  Evaluation  of  Rewetting  Agents  on  Cotton 
Meth.  for  Mercerization  in  Dyed  and  Dyed  Cotton  Yarns  and 
for  Determining  Visual  Color  Match  to  Master  Specimen  for 
4.125  Test  Meth.  for  Antibacterial  Activity  of 

Water  Resistance  of  Textile 
Std.  for  Dimensional  Requirements  for  Duplex 
Packaging  Std.  for  Wrap,  Single 
d  for  Dimensional  Requirements  for  IDuplex  Face  and  Single 
Std.  Meth.  of  Predicting  the  Effect  of  Weathering  on 
Std.  for  Beauty  Parlor  Equipment  (Hair  Dryers  and  Wavers; 
(1971)  Rec  Programming  Pract.  to 

e  (1970) 

cs  in  Pneumatic  Hopper  Highway  Vehicles  (Tech  /  Rec.  for 

cs  in  Pressure  Differential  Hopper  Cars/  Requirements  for 

cs  in  Covered  Hopper  Cars  Equipped  With/         Requirements  for 

Rec.  Fire  Protection  Pract.  for 
lion  of  Bulk  Mix  and  Delivery  Equipment  (Anfo)  and  Related 
Brick  and  Tile  in  Sanitation  Structures,  Water  Treatment 
Brick  and  Tile  in  Sanitation  Structures,  Sewage  Treatment 
Tile  in  Sanitation  Structures,  Industrial  Waste  Treatment 
nstallations  at  Petroleum  and  Gas  Pipe  I^ine  Transportation 
Rec.  Pract.  for  Man  Rated  Space 
or  Paints  and  Protective  Coatings  for  Wastewater  Treatment 
uide  to  Sampling  Airborne  Radioactive  Materials  in  Nuclear 

Std.  for  Hyperbaric 

dust  Explosions  in  Grain  Elevators  and  Bulk  Grain  Handling 
nstruction  and  Protection  Of)  Aircraft  Hangers  and  Airport 
stionnaire  for  the  Selection  of  Architects  for  Educational 
(1970)  Guide  Spec,  for  Temporary  Electrical 

rtube  and  Cast  Iron  Types);  Controls,  Accessories  and  Room 
le)  (1971)  ANSI  A99.1  Std.  Spec,  for 

Spec.  Data  for  Ceramic  Glazed 
std.  Spec,  for  Ceramic  Glazed  Structural  Clay  Facing  Tile, 

Std.  Pract.  for  Spot 

a  and  Sanitation)  (!/  Spec,  and  Test  Meth.  for  Structural 

Std.  Spec,  for  Structural  Clay 
Color  Std.  for  Glazed  and  Unglazed  Structural  Clay 
Spec,  for  Color  Engineered 
meth.  and  Ratings  for  Glazed  and  Natural  Finish  Structural 
I)  ANSI  AM  Std.  Spec,  for  Ceramic  Glazed  Structural  Clay 

70)  Std.  for  Unattended  Operation  of 

Std.  on 

Liquids  (R1969)  Std.  Test  Meth.  for  Power 

Rec.  Pract.  for  Operator  Enclosures  (Cabs);  Human 
th.  for  Dielectric  Constant  (Permittivity)  and  Dissipation 
Std.  Test  Meth  for  Dielectric  Constant  and  Dissipation 
est  for  Dielectric  Constant  (Permittivity)  and  Dissipation 
Technique  for  the  Determination  of  Buoyancy 
c  and  Dielectric  Constants,  the  Electromechanical  Coupling 
Roe  Chlorine  Number  (Short  Time  Correction 
Std.  Test.  Meth.  for  Apparent  Density,  Bulk 
Std.  for  Drainage,  Time  and 
Std.  for  the  Prevention  of  Dust  Explosions  in  Starch 
herringbone  and  Bevel  Gear  Teeth  (1970)  Geometry 
Std.  for  Load  Classification  and  Service 
Conversion 

Materials  (1968)  Rec.  Service  (Design) 

it  Breakers  (1964)  Std.  Interrupting  Capability 

Std.  Meth.  of  Determining  the  Shrinkage 
Agricultural  Tractor  Tire  Loadings,  Torque 
ultural  and  Industrial  Vehicles:  Tractors,  Tangential  Pull 
Marine  Diesel  Engine 
f  Paint  From  the  Liquid  State  Through  the  Curing  Stage  for 
.3  Safety  Std.  for 

Std.  for  Particleboard  Decking  for 
Safety  Std.  for  Chimneys, 
pliance  (1971)  ANSI  AI31.I  Safety  Std.  for  Chimneys, 

(1968)  Rec.  Std.  for 

cans  (1968)  Rec.  Std.  for 

968)  Rec.  Std.  for 

968)  Rec.  Std.  for 

68)  Rec.  Std.  for 

d  Alloy  Steel  for  Low  Temperature  Service/  Std.  Spec,  for 

g  Fittings  (1971)  Std.  Spec,  for 


Dimensional  Changes  I 
Std.  Meth.  of  Test.  Flexible 
/Td.  Meth.  of  Test  for  Res 

/  of  Test  for  Relaxation  A 
St 
Std. 

Std.  Me 

Test 


St 


Fabrics  (1970) 
Fabrics  (1970) 
Fabrics  (1970) 
Fabrics  (1970) 
Fabrics  (1970) 

Fabrics  (1970)  ANSI  L14.102 
Fabrics  (1970)  ANSI  L14.103 
Fabrics  (1970)  ANSI  L14.130 
Fabrics  (1970)  ANSI  L14.140 
Fabrics  (1970)  ANSI  L14.184 
Fabrics  (1970)  ANSI  L14.199 
Fabrics  (1970)  ANSI  L14.28 
Fabrics  (1971)  ANSI  L14.I06 
Fabrics  (1971)  ANSI  L14.124 

Fabrics,  Vinyls,  Coated  Fiberboards,  and  Other  Automoti 
Fabrics,  (Detection  of  Agar  Plate  Meth.)  (1970)  ANSI  LI 
Fabrics:  Hydrostatic  Pressure  Test  Meth.  (1971) 
Face  and  Single  Face  Flat  Thread  Rolling  Dies  (1968) 
Face  Corrugated  Paper  (1971) 
Face  Flat  Thread  Rolling  Dies  (1968) 
Face  Glazing  and  Bedding  Compounds  on  Metal  Sash  (1967) 
Facial  Masks,  Caps,  Mitts,  Etc.)  for  Commercial  or  Hous 
Facilitate  the  Interchange  of  Digital  Computer  Programs 
Facilities  and  Operating  Procedures  for  Chlorine  Slorag 
Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plasti 
Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plasti 
Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plasti 
Facilities  Handling  Radioactive  Materials  (1970) 
Facilities  (Bulk  Storage  Bins)  (1968)  /Nd  Proper  Opera 

Facilities  (Tech.  Notes)  (1969) 
Facilities  (Tech.  Notes)  (1969) 

Facilities  (Tech.  Notes)  (1969)  Brick  and 

Facilities  (1966)  /ification  of  Areas  for  Electrical  I 

Facihties  (1969) 

Facilities  (1969)  Std.  Manual  of  Pract.  F 

Facilities  (1969)  /D  Training  of  Nuclear  Power  Plant  G 

Facilities  (1970) 

Facilities  (1970)  /Td.  for  the  Prevention  of  Fire  and 

Facilities  (1971)  ANSI  Z214.1  Std.  on  (the  Co 

Facilities  (1972)  Std.  Form  of  Que 

Facilities,  Their  Installation,  Maintenance  and  Removal 
Facilities;  Automatic  Fuel  Burning  Equipment;  Water  Tre 
Facing  Brick  (Solid  Masonry  Units  Made  From  Clay  or  Sha 
Facing  Brick  (1968) 

Facing  Brick,  and  Solid  Masonry  Units  (1971)  ANSI  AlOl. 
Facing  for  Bronze,  Iron  and  Steel  Pipe  Flanges  (1970) 
Facing  Tile  and  Glazed  Brick  (Including  Fire  Safety  Dat 
Facing  Tile  (1960) 
Facing  Tile  (1964) 
Facing  Tile  (1967) 

Facing  Tile  (1971)  Spec.  Std.  Requirements,  Test 

Facing  Tile,  Facing  Brick,  and  Solid  Masonry  Units  (197 

Facsimile  Equipment  (as  Defined  in  EIA  Std.  Rs-328)  (19 

Facsimile:  Definitions  of  Terms  (1956) 

Factor  and  Dielectric  Constant  of  Electrical  Insulating 

Factor  Design  Considerations  (1970) 

Factor  of  Epoxy  Compounds  Using  the  Null  Meth.  Three  Te 

Factor  of  Polyethylene  by  Liquid  Displacement  Procedure 

Factor  of  Solid  Ceramic  Dielectrics  at  Frequencies  to  I 

Factor  (Plumage  and  Other  Filling  Materials)  (1968) 

Factor  (1958)  /Ermination  of  the  Elastic,  Piezoelectri 

Factor)  (1971) 

Factor,  and  Pourability  of  Plastic  Materials  (1969) 
Factor,  of  Pulp  (R1963) 
Factories  (1971)  ANSI  Z12.2 

Factors  for  Determining  the  Strength  of  Spur,  Helical, 
Factors  for  Flexible  Couplings  (1971) 
Factors  for  Power  Chain  Saws  (1970) 
Factors  for  Pressure  Applications  of  Thermoplastic  Pipe 
Factors  for  Reclosing  Service  for  Ac  High  Voltage  Circu 
Factors  of  Soils  (1968) 
Factors,  and  Inflation  Pressures  (1968) 
Factors,  Implement,  Log  Skidders,  Planter  Press,  Garden 
Factory  and  Installation  Test.  (1971) 
Factory  Applied  Coatings  on  Wood  Products  (1968) 
Factory  Built  Fireplaces  for  Buildings  (1971)  ANSI  AI3I 
Factory  Built  Housing  (1970) 
Factory  Built,  Medium  Heat  Appliance  (1970)  ANSI  ZI81.I 
Factory  Built,  Residential  Type  and  Building  Heating  Ap 
Factory  Finished  Can  Dimensions;  1  Gal.  Fibre  Motor  Oil 
Factory  Finished  Can  Dimensions;  1  Qt.  Fibre  Motor  Oil 
Factory  Finished  Can  Dimensions;  12  Oz.  Fibre  Citrus  (1 
Factory  Finished  Can  Dimensions;  32  Oz.  Fibre  Citrus  (I 
Factory  Finished  Can  Dimensions;  6  Oz.  Fibre  Citrus  (19 
Factory  Made  Piping  Fittings  of  Wrought  Carbon  Steel  An 
Factory  Made  Wrought  Aluminum  and  Aluminum  Alloy  Weldin 


/Es  O 


AATCC 

93 

ASTM 

DI376 

ASTM 

D2724 

AATCC 

1 35 

ASTM 

D2861 

ASTM 

D434 

ASTM 

D1336 

ASTM 

D1284 

ASTM 

D1910 

ASTM 

D1682 

ASTM 

D1388 

ASTM 

D462 

AATCC 

27 

AATCC 

89 

SAE 

J36I 

AATCC 

90 

AATCC 

127 

IFI 

109 

NSA 

3437 

IFI 

109 

ASTM 

D2249 

UL 

859 

ANS 

3 

CHI 

5 

MCA 

TCI2 

MCA 

TC16 

MCA 

TC17 

NFPA 

801 

IMF 

6. Ill 

SCPI 

34 

SCPI 

34A 

SCPI 

34B 

API 

RP500C 

ASTM 

E348 

WPCF 

17 

ANSI 

N13.1 

NFPA 

56D 

NFPA 

61B 

NFPA 

409 

AlOA 

B431 

CSI 

1511 

ASME 

BPVC 

ASTM 

C216 

FTI 

♦6 

ASTM 

C126 

MSS 

SP9 

FTI 

'5 

ASTM 

C2I2 

FTI 

*2 

FTI 

•3 

FTI 

*1 

ASTM 

C126 

EIA 

RS373 

IEEE 

168 

ASTM 

D924 

SAE 

J154 

SPI 

ERF26 

ASTM 

DI531 

ASTM 

D2149 

ABFLO 

H-l 

IEEE 

178 

TAPPI 

UM-209 

ASTM 

D1895 

TAPPI 

T221 

NFPA 

61 A 

AGMA 

226.01 

AGMA 

514.02 

PSMA 

C2.I-65 

SPI 

PPI-TR9 

ANSI 

C37.07 

AASHO 

T92 

SAE 

J709B 

TRA 

4 

DEMA 

MD183 

ASTM 

D2336 

UL 

127 

NPA 

2-70 

UL 

959 

UL 

103 

CCTI 

B610.1 

CCTI 

B401.1 

CCTI 

B211.1 

CCTI 

B401.2 

CCTI 

B202.I 

ASTM 

A420 

ASTM 

B361 
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t  Meth.  for  Determining  the  Performance  Characteristics  of 
Col  Std.  Test.  Meth.  for  Durability  and  Compatibility  of 

of  Bituminous  Materials  (1968)  A/  Std.  Meth.  of  Test  for 

Rec.  Rules  for  the  Prevention  of  Direct  Causes  of  Boiler 
Test  Meth.  for  Resistance  to  Impact  by 
std.  Meth.  of  Test  for  Tear  Resistance  of  Woven  Fabrics  by 
ance  of  Thermoplastic  Pipe  and  Fittings  by  Means  of  a  Tup 

One  and  Two 
Rec.  Pract.  for 
Std.  for  Sound  Rating  of  Room 
Component  Std.  for 
.  Product  Definitions  for  Operating  Limits  for  Centrifugal 
for  Wheel  Diameters  and  Outlets  Areas,  Tubular  Centrifugal 

Safety  Std.  for  Electric 
9/  Std.  for  Operating  Limits  for  Single  Width  Centrifugal 

Definition  of  Reportable 
ow  Moving  Vehicle  (Smv)/         Mounting  Brackets  and  Socket  for 

Flashing  Warning  Lamp  for 
Power  Take  Off  Definitions  and  Terminology  for 
truction.  Installation,  and  Rating  of  Equipment  for  Drying 
Wheel  Mounting  Elements  for 
(1970)  Std.  for 

Std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or  Steel 
s  (1970)  Tractor  and 

ydraulic  Remote  Control  to  Farm  Tractors  and  Trailing  Type 
60  Deg.  Countersunk  Head  Rivet  for 
emotive  Milk  Transportation  Tanks  for  Bulk  Delivery  And/or 
Application  of  Hydraulic  Remote  Control  to 
Std.  for  540  RPM  Power  Take  Off  for 
Std.  for  1000  RPM  Power  Take  Off  for 
uipment  (1969)  SAE  J208  Safety  for 

V-Belt  Drives  for 

ving  Vehi/  Mounting  Brackets  and  Socket  for  Agricultural 

flashing  Warning  Lamp  for  Remote  Mounting  on  Agricultural 
rives  (1969)  Agricultural 

Designing 

Wheel  Mounting  Elements  for  Agricultural 
Interchangeability  of  Disk  Halves  for  Agricultural 
Hitch  and  Box  Dimensions  for  Agricultural 
Full  Shielding  of  Power  Drive  Lines  for  Agricultural 
s  to  Agricultural  Tractors  and  Trailing  Type  Agricultural 
draulic  Motors  to  Agricultural  Tractors  and  Trailing  Type 
Front  End  Agricultural 
Lubrication  Intervals  for  Tractors  and  Agricultural 
Tire  Selection  Tables  for  Agricultural 
Agricultural 

540  RPM  Power  Takeoff  for  Agricultural 
1000  RPM  Power  Takeoff  for  Agricultural 
Properties  and  Use  of  Explosives  in  Agriculture 
Lighting  for  Dairy 

0)  Wood  Used  on 

Rec.  Lighting  for  Dairy 
Computing  Electrical  Demands  for 
Self  Powered  Electric  Warning  Lights  for 
Sprinkler  Irrigation  (for 
Std.  Meth.  for  Measuring 
Std.  Meth.  for  Measuring 
Std.  Meth.  for  Measuring 
Std.  Meth.  for  Measuring 
Std.  Meth.  for  Measuring 

Rec.  Std.  for  Tag 

echanical  and  Quality  Requirements  for  Externally  Threaded 
act.  for  Decarburization  in  Hardened  and  Tempered  Threaded 
Std.  for  Wrenching  Configuration,  Spline  Drive  Threaded 
Fact,  for  Torque  Tension  Test  Procedure  for  Steel  Threaded 
Std.  Glossary  of  Terms  for  Plastic 

1) 
1) 


Procurement  Spec,  for 

1970) 

Wood  Test  Meth.  for  Determining  the  Holding  Strength  of 
Safety  Requirements  for  Explosive  Actuated 
Std.  for  Metal 

National  Design  Spec,  for  Stress  Grade  Lumber  and  Its 
and  Covering  Materials;  Pad  Supports  and  Padding;  and  Trim 
Test  Meth.  for  Colorfastness  to  Light;  Determination  of 
1968)  Determination  of  Oil,  Grease,  and 

Std.  Test  Meth.  for  Shear 
Influence  of  Residual  Stress  on 
for  Accelerating  Vehicle  (1971)  Std. 

Dynamic  Flex 

Soap  in  Oil  Conductivity  Meth.  (Commercial 
Fatty  Acid  Composition  by  Gas  Chromatography  (Commercial 


Factory  Primed  and  Finished  Systems  (1970)  Wood  Tes 

Factory  Primed  Wood  Products  with  Representative  Finish 
Failure  End  Point  in  Accelerated  and  Outdoor  Weathering 
Failures  (1971) 
Falling  Ball  (1969) 

Falling  Pendulum  (Elmendorf)  Apparatus  (1970)  ANSI  LI4. 
(Falling  Weight)  (1970)  /.  Test  Meth.  for  Impact  Resist 

Family  Dwelling  Code  (1971) 

Fan  Blast  Deflectors  for  Earthmoving  Equipment  (1970) 
Fan  Coil  Air  Conditioners  (1970) 
Fans  for  Vehicle  Air  Conditioners  (1967) 

Fans  (1969)  Std 
Fans  (1969)  Std. 
Fans  (1969)  ANSI  €33.54 

Fans,  Ventilating  Airfoils  and  Backwardly  Inclined  (196 
Farm  Accidents  (1967) 

Farm  and  Light  Industrial  Equipment  Warning  Lamp  and  SI 
Farm  and  Light  Industrial  Equipment  (1967) 
Farm  and  Light  Industrial  Tractors  (1967) 

Farm  Crops  (1971)  Cons 
Farm  Equipment  Disc  Wheels  (1966) 

Farm  Equipment  Two  Conductor  Breakaway  Connector  Cable 
Farm  Field  and  Railroad  Right  of  Way  Wire  Fencing  (1971  • 
Farm  Implement  Power  Takeoff  Universal  Joint  Drive  Line 
Farm  Implements  (1966)  Application  of  H 

Farm  Mower  Cutter  Bars  (1966) 

Farm  Pick  Up  Service  (1971)  /.  for  Stainless  Steel  Aut 

Farm  Tractors  and  Trailing  Type  Farm  Implements  (1966) 
Farm  Tractors  (1970) 
Farm  Tractors  (1970) 

Farm  (Agricultural)  Equipment  and  Industrial  Wheeled  Eq 
Farm  (Agricultural)  Machines  (1968) 

(Farm)  and  Industrial  Equipment  Warning  Lamp  and  Slow  Mo 
(Farm)  and  Industrial  Equipment  (1967) 
(Farm)  and  Industrial  Tractors  Auxiliary  Power  Takeoff  D 
(Farm)  Buildings  to  Resist  Snow  and  Wind  Loads  (1969) 
(Farm)  Equipment  Disk  Wheels  (1970)  SAE  J714a 
(Farm)  Equipment  Press  and  Gage  Wheels  (1970) 
(Farm)  Grain  Wagons  (1967) 

(Farm)  Implements  and  Tractors  (1970)  SAE  J955 
(Farm)  Implements  (1966)  SAE  J716  /Ote  Control  Cylinder 

(Farm)  Implements  (1970)  Application  of  Remote  Hy 

(Farm)  Loader  Ratings  (1969) 
(Farm)  Machinery  (1966) 

(Farm)  Machines  of  Future  Design  (1970)  SAE  J711 
(Farm)  Tractor  and  Equipment  Disk  Wheels  (1970)  SAE  J7I2 
(Farm)  Tractors  (1969)  SAE  J718 
(Farm)  Tractors  (1969)  SAE  J719 
(Farming)  (1970) 

Farms  and  the  Poultry  Industry  (1971) 
Farms  Preservative  Treatment  by  Pressure  Processes  (197 
Farms  (1967) 
Farms  (1970) 
Farms  (1970) 

Farms)  Technical  Data  Sheet  (1969) 

Fast  Neutron  Flux  by  Radioactivation  of  Aluminum  (1970) 
Fast  Neutron  Flux  by  Radioactivation  of  Iron  (1970) 
Fast  Neutron  Flux  by  Radioactivation  of  Nickel  (1970) 
Fast  Neutron  Flux  by  Radioactivation  of  Sulfur  (1970) 
Fast  Neutron  Flux  by  Radioactivation  Techniques  (1970) 
Fastener  Code  (Aerospace)  (1971) 
Fastener  Wire  (1970) 

Fasteners  Used  in  Automotive  and  Related  Industries  (19 
Fasteners  (1969) 
Fasteners  (1970) 
Fasteners  (1970) 
Fasteners  (1971) 

Fasteners,  Alloy  Steel,  Externally  Threaded  (1970) 
Spec,  for  Coaling  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded  Coating  (197 
Spec,  for  Coating  of  Fasteners,  Aluminum  Filled,  Ceramic  Bonded  Coating  (197 
Fasteners,  A286  CRES,  Externally  Threaded  (1970) 
Fasteners,  Titanium  Alloy  (1971) 
Fasteners,  6al-4v  Titanium  Alloy,  Externally  Threaded 
Fastening  Devices  Used  in  Window  Frames  (1970) 
Fastening  Tools  (1970) 

Fastenings  in  Wooden  Vessels  (Boats)  (1970) 
Fastenings  (1968) 

Fastenings  (1970)  /Usters,  Frames,  Spring  Assemblies 

Fastness  Above  L-7  (1971) 

Fat  Content  of  Animal,  Vegetable,  and  Man  Made  Fibers 
Fatigue  of  Sandwich  Core  Materials  (1970) 
Fatigue  of  Steel  (Hs  198)  (1968) 

Fatigue  Test  for  Front  End  Suspension  C  Type  Lift  Kits 
Fatigue  Test  for  Slab  Polyurethane  Foam  (1969) 
Fats  and  Oils)  (Tent.  Meth.)  (1970) 
Fats  and  Oils)  (Tent.  Meth.)  (1970) 


Rec.  Pr 


Rec.  P 


NWMA 

ASTM 

ASTM 

ASME 

SPI 

ASTM 

ASTM 

ICBO 

SAE 

ARI 

IMACA 

AMCA 

AMCA 

UL 

AMCA 

ASAE 

SAE 

SAE 

SAE 

ASAE 

SAE 

SAE 

ASTM 

ASAE 

SAE 

ASAE 

DFISA 

SAE 

SAE 

SAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

IMF 

ASAE 

AWPA 

lES 

ASAE 

ASAE 

ASAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NSA 

SWA 

SAE 

SAE 

SAE 

SAE 

IFI 

NSA 

SAE 

SAE 

NSA 

NSA 

NSA 

NWMA 

ANSI 

ABYC 

NFORP 

SAE 

AATCC 

ABFLO 

ASTM 

SAE 

SEMA 

SAE 

AOCS 

AOCS 
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D2830 

D1670 
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D1424 

D2444 

*1 

J165 
443 
303 
1 

2411 

507 

2408 

R208 

J725B 
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J722A 

S248.1 
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A116 
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S297T 

S201.4 
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I  Fats  and  Oils)  (Tent.  Meth.)  (1970) 

reparation  of  Methyl  Esters  From  Oils  for  Determination  of 
methyl  Esters  (1969)  Std.  Test  Meth.  tor 

(1969)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for 
Std.  Meth.  of  Testing 
Std.  Spec,  for  Distilled  Soybean 
Std.  Spec,  for  Distilled  Linseed 
Std.  Spec,  for  Distilled  Coconut 
Std.  Spec,  for  Distilled  Corn 
Std.  Meth.  of  Test  for  Ash  in  Drying  Oils  and 
Std.  Test  Meth.  for  Color  After  Heating  of 
Std.  Spec,  for  Fractionated  and  Distilled  Cottonseed 
Std.  Test  Meth.  for  Iodine  Value  of  Drying  Oils  and 
Std.  Meth.  of  Test  for  Titer  of 
Std.  Spec,  for  Tall  Oil 
ve  Determination  of  Fish  Oil  in  Drying  Oils  and  Drying  Oil 
Std.  Test  Meth.  for  Rosin  Acids  in 
Std.  Meth.  for  Sampling  and  Chemical  Analysis  of 
Std.  Test  Meth.  for  Hydroxyl  Value  of 
frequency  Recovery  Voltage,  and  a  Guide  for  Calculation  of 
Quantitative  Determination  of 
uantitative  Determination  of  Landfowl  (Chicken  and  Turkey) 
ility  of  Shapes  Which  Are  Difficult  to  Palletize  (Rec.  for 

(1970) 

ualitative  Identification  of  Landfowl  (Chicken  and  Turkey) 
Qualitative  Identification  of  Damaged 
ve  Determination  of  Mixtures  of  Shredded  Urethane  Foam  and 
les.  Steering.  Wheel  Guards,  Tilt  Mechanism,  Over/  Safety 
Between  Owner  and  Architect  (on  a  Basis  of  a  Professional 
tween  Architect  and  Engineer  (on  a  Basis  of  a  Professional 
Meth.  of  Determining  and  Expressing  Fineness  of 
Std.  for  the  Prevention  of  Dust  Explosions  in  Flour  and 
ng  Modulus  of  Uniformity  and  Modulus  of  Fineness  of  Ground 
Std.  Pneumatic  Conveying  Systems  for 
Safety  Std.  for  Thermoplastic  Insulated  Underground 
Test  Procedure  for  Solids  Mixing  Equipment  for  Animal 
cting  Device,  Electrical,  Wire  Terminating  Blocks,  Spacer 
electrical.  Wire  Terminating.  Bussing  Arrangement.  Blocks, 
trical.  Wire  Terminating,  Bussing  Arrangement,  Blocks,  Non 
electrical.  Wire  Terminating,  Bussing  Arrangement.  Blocks, 
Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel 
Low  Water  Fuel  Cutoffs  and  Automatic 

Spec,  for  Highway  Crossing  Sign  4 
Std.  Spec,  tor  Mineral  Fiber  Blanket  and 
Meth.  for  Saturating  Property  of  Roofing  and  Flooring 
Safety  Std.  for  Class  C  Asphalt  Organic 
Std.  Spec,  for  Asphalt  Impregnated  Glass  Fiber  Mat 
Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated 
Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wt. 
oof  Spec.  Plate  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt. 

Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated 
oof  Spec.  Plate  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt. 
spec.  Plate  tor  Steep  Slope,  Asbestos  Non  Nailable  Lt.  Wt. 
Fabrics  (1970)  An/  Std.  Meth.  of  Test  for  Relaxation  and 

Suggested  Meth.  tor  the  Porosity  Measurement  of  Press 
chloride.  Coated  Base  Sheet.  Kraft  Laminates  and  Saturated 
Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15 
Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15 
Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15 
roof  Spec.  Plate  for  Steep  Slope,  Asphalt:  No.  15  Asbestos 
mbranes;  Aggregates,  Saturated  Felts,  Saturated  and  Coated 
nd  Plast/  Spec,  tor  Roof  Membranes;  Aggregates,  Saturated 

Std.  tor 

Spec,  tor  Galvanized  Steel  Chain  Link 
Std.  Spec,  tor  Chain  Link 
Rec.  Grades  and  Pressure  Treatments  tor  Decks,  Patios  and 
d)  Iron  or  Steel  Farm  Field  and  Railroad  Right  of  Way  Wire 
nt(1970)  Rec.  Pract.  for 

Std.  for  Fluorinated  Ethylene  Propylene 
Std.  for  Fluorinated  Ethylene  Propylene 
o  of  Nonmetallic  Magnetic  Materia/  Std.  Meth.  of  Test  for 

gs,  and  Tubing,  Corrosion  and  Moderate  Heat  Resistant  !2cr 
itions  of  Terms  and  Symbols  Relating  to  Use  and  Testing  of 
reatment  of  Pipe  Bends  and  Formed  Components  of  Carbon  and 
ANSI  B3/  Std.  Spec,  for  General  Requirements  tor  Carbon, 

.  and  Heat  Exchanger  Tubes  (1971/  Std.  Spec,  for  Seamless 

Rec.  Pract.  for  Welding  of  Transition  Joints  Between 
ture  Service  (1969)  ANSI  G52.2  Std.  Spec,  tor 

pplied  Corrosion  Resistant  Linings,  Cast  Ductile  Iron,  and 
Test  to  Determine  Nil  Ductility  Transition  Temperature  of 
Tent.  Meth.  for  Drop  Weight  Tear  Tests  of 
(1969/  Std.  Spec,  and  Tests  for  Piezoelectric  (Including 

Tent.  Meth.  for  Chemical  Analysis  of 
Tent.  Meth.  for  Chemical  Analysis  of 


Fatty  Acid  Composition  by  Gas  Chromatography  (Commercia 

Fatty  Acid  Composition  by  Gas  Chromatography  (1969)  /P 

Fatty  Acid  Composition  by  Gas  Liquid  Chromatography  of 

Fatty  Acid  Content  of  Alkyd  Resins  and  Resin  Solutions 

Fatty  Acids  Content  of  Tall  Oil  Rosins  (R1969) 

Fatty  Acids  Used  in  Protective  Coatings  (1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (R1969) 

Fatty  Acids  (1969) 

Fatty  Acids  (1969) 

Fatty  Acids  (1969) 

Fatty  Acids  (1969) 

Fatty  Acids  (1969)  Std.  Meth.  for  Qualitati 

Fatty  Acids  (1970) 

Fatty  Alkyl  Sulfates  (1969) 

Fatty  Oils  and  Acids  (R1969) 

Fault  Currents  for  Application  of  Ac  High  Voltage  Circu 
Feather  Content  in  Plumage  (1968) 
Feather  Content  in  Plumage  (1968) 

Featheredge,  Neck  Brick  and  Splits)  (1962)  /N  and  Stab 

Feathers  and  Down  Used  as  Filling  Materials  in  Bedding 
Feathers  (1968) 
Feathers (1968) 

Feathers  (1968)  Quantitati 
Features  (Overhead  Guard,  Back  Rest.  Moving  Chains,  Cab 


Std.  Form  of  Agreement 
Std.  Form  of  Agreement  Be 


Meth.  ot  Determini 


Roof 


Fee  Plus  Expenses)  (1970) 
Fee  Plus  Expenses)  (1970) 
Feed  Materials  by  Sieving  (1968) 
Feed  Mills  (1971)  ANSI  Z12.3 
Feed  (1968) 

Feed.  Flour.  Grain,  and  Other  Agricultural  Dusts  (1970) 
Feeder  and  Branch  Circuit  Cables  (1970)  ANSI  C33.60 
Feeds  (1969) 

(Feedthru)  (1971)  Std.  Part  Interconne 

Feedthru.  Contact  Size  12  (1971)  /Connecting  Devices. 

Feedthru.  Contact  Size  16  (1971)  /Ecting  Devices.  Elec 

Feedthru.  Contact  Size  20  (1971)  /Connecting  Devices, 

Feedwater  Heater  Tubes  (1969)  ANSI  B36.59 

Feedwater  Regulators  (1970) 

Feeler  Gauge  Steel  (1962) 

Feet  90  Deg.  Types  (1969) 

Felt  Insulation  (Industrial  Type)  (1970) 

Felt  Kerosine  Number)  (1971) 

Felt  Sheetroofing  and  Shingles  (1971) 
(Felt)  (1969) 

Felt,  Aggregate  Surface  (1970) 
Felt,  Aggregate  Surface  (1970) 
Felt,  Mineral  Surface  (1970) 
Felt,  Smooth  Surface  (1970) 
Felt,  Smooth  Surface  (1970) 
Felt,  Smooth  Surface  (1970) 
Felting  Shrinkage  in  Laundering  of  Stabilized  Knit  Wool 
Felts  on  the  Paper  Machine  (Hspt)  (1971) 

Felts  (1970)  Roof  Vapor  Barriers;  Polyvinyl 

Felts.  Aggregate  Surface  (1970) 

Felts,  Aggregate  Surface  (1970) 

Felts,  Coated  Base  Sheet,  Aggregate  Surface  (1970) 

Felts,  Non  Nailable,  Mineral  Surface  (1970) 

Felts,  Prepared  Roofings,  and  Plastic  Roll  Materials  (1 

Felts,  Saturated  and  Coated  Felts,  Prepared  Roofings,  A 

Felts;  Wool  and  Part  Wool  (1970) 

Fence  Fabric  (1970) 

Fence  (1960) 

Fences  (1970) 

Fencing  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanize 

Fenders  for  Pneumatic  Tired  Earthmoving  Haulage  Equipme 

(Fep)  Plastic  Lined  Steel  Pipe  and  Fittings  (1970) 

(Fep)  Plastic  Tubing  (1971) 

Ferrimagnetic  Resonance  Linewidth  and  Gyromagnelic  Rati 

Ferrite  Controlled  Premium  Quality,  Consumable  Electrod 

Ferrite  Memory  Cores  and  Memory  Core  Arrays  (1970)  /in 

Ferritic  Alloy  Steels  (1969)  Rec.  Pract.  for  Heat  T 

Ferritic  Alloy,  and  Austenitic  Alloy  Steel  Tubes  (1971) 

Ferritic  and  Austenitic  Alloy  Steel  Boiler,  Superheated 

Ferritic  and  Austenitic  Stainless  Steels  (1969) 

Ferritic  and  Austenitic  Steel  Castings  for  High  Tempera 

Ferritic  Steels  with  Tensile  Properties  Enhanced  by  Hea 

Ferritic  Steels  (1969)  ANSI  Z178.5  /Ucting  Drop  Weight 

Ferritic  Steels  (1971) 

Ferro  Electric)  Pressure  and  Sound  Pressure  Transducers 
Ferrochrome  Silicon  (1970) 
Ferrochromium  and  Chromium  Metal  (1970) 


AOCS 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

ABFLO 

ABFLO 

RI 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ITA 

AIOA 

AIOA 

ASAE 

NFPA 

ASAE 

NFPA 

UL 

ASAE 

NSA 

NSA 

NSA 

NSA 

ASTM 

EMS 

SWA 

AREA 

ASTM 

TAPPI 

UL 

ASTM 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

ASTM 

TAPPI 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

SAE 

CLFMI 

AASHO 

SFPA 

ASTM 

SAE 

use 
use 

ASTM 

SAE 

ASTM 

PFI 

ASTM 

ASTM 

PFI 

ASTM 

ASME 

ASTM 

ASTM 

ISA 

ASTM 

ASTM 


CEl 

D2800 

D1983 

D1398 

D1585 

D1467 

D1537 

D1538 

D1841 

D1842 

D1951 

D1981 

D1843 

D1959 

D1982 

D1984 

D1724 

D1240 

D1570 

D1957 

C37.5 

B-4 

B-5 

P242 

2B 

B-10 

B-9 

D-18 

4G1-4 

B331 

C331 

S319 

61C 

R246.1 

66 

493 

S303.1 

1822 

1828 

1824 

1826 

A557 

12-37 

•109 

9-2-2 

C553 

T427SU 

55B 

D2178 

*2-V2 

*2-V5 

*2-Vll 

•2-V6 

•2-V8 

•2-V9 

D1284 

T680SU 

•2-II 

•2-Vl 

•2-V4 

*2-V3 

•2-V12 

•2-IV 

•2-IV 

J314A 

•5 

M181 
•1 

A116 

J321A 

PS34 

PS43 

F130 

AMS5611 

F126T 

ES6 

A450 

A213 

ES23 

A351 

BPVC8-1-C 

E208 

E436 

S37.10 

E364 

E363 
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Tent.  Meth.  for  Chemical  Analysis  of 
Tent.  Meth.  for  Chemical  Analysis  of 
Tent.  Meth.  for  Chemical  Analysis  of 
Tent.  Meth.  for  Chemical  Analysis  of  Silicomanganese  and 

Std.  Spec,  for 
Repair  of 

e  Construction  (1971)  NEMA  Ph30  Std.  for  Galvanized 

sels  (1971)  Identical  with  or  Similar  to  ASTM 

Low  Temperature  Properties  of 
for  Mechanically  Deposited  Coatings  of  Cadmium  and  Zinc  on 
or  Materials  (1971)  Packaging  Std.  for  Items  Having 

.  for  Copper  and  Copper  Alloy  Seamless  Condenser  Tubes  and 

Capacity  Designation  for 
Sampling  and  Analysis  of  Liquid 
Physical  Tests  of  Solid 
Tent.  Std.  for 

70)  Std.  Spec,  for  Mineral 

on  (Metal  Mesh  Covered)  (Industrial  Ty/  Spec,  for  Mineral 

ht  Construction  Buildings  (1970)  Std.  Spec,  for  Mineral 

rmination  of  the  Thermal  Resistance  of  Low  Density  Mineral 
woven  Fabrics  Made  From  All  Cotton  or  From  Cotton/Man  Made 

Std.  Spec,  for  Mineral 

of  Shapes  Which  Are  Difficult  to  Palletiz/  Corrugated  or 

tent.  Std.  for  Sampling  a  Single  Lot  of  Paper,  Paperboard, 
(1968)  Quantitative  Determination  of  Total  Man  Made 

Quantitative  Determination  of  Polyester 
d  Wool  (1968)  Quantitative  Determination  of  Nylon 

d  Wool  (1968)  Quantitative  Determination  of  Acetate 

nd  Wool  (1968)  Quantitative  Determination  of  Rayon 

128.1  Std.  Meth.  of  Test  for  Organic 

Std.  Spec,  for  Homogeneous  Bituminized 
Rec.  Pract.  for  Installing  Bituminized 
Std.  Spec,  for  Perforated  Bituminized 
Std.  Meth.  of  Sampling  Asbestos 
Meth. 
Meth.  for 

Std.  Spec,  for  Asphalt  Impregnated  Glass 
Quantitative  Separation  of  Acrylic  Fibers  From 
nsile  Strength)  (1960)  Meth.  for 

Packaging  Std.  for  an  Item  in  a  Tube, 
Std.  Spec,  for  Homogeneous  Perforated  Bituminized 
Std.  Spec,  for  Homogeneous  Perforated  Bituminized 
ainage  /  Std.  Spec,  for  Homogeneous  Perforated  Bituminous 

quids  (1965)  Std.  for  Glass 

Structural  Decks;  Cement, 
Raised 

f  Animal  Hair  Content  in  Mixtures  of  Animal  Hair  and  Sisal 
test  Meth.  for  Bauer  McNett  Wet  Classification  of  Asbestos 
re  Sensitive  Tape)  (1970)  Test  Meth.  for  Adhesion  to 

gummed  Tapes  Forming  the  Manufacturers  Joint  of  Corrugated 
Rec.  Product  and  Application  Spec,  for 
for  Test.  Adhesives  Used  in  Glued  Lap  Joints  of  Corrugated 

Rec.  Pract.  for 
Rec.  Product  and  Application  Spec,  1.2  In. 
Rec.  Product  and  Application  Spec.  1/2  In.  Intermediate 
id  Adhesives  for  Automatic  Machine  Sealing  of  Top  Flaps  of 
Meth.  for  Determining  Water  Resistance  of 
Meth.  for  Drum  Test  for 
Meth.  for  Drop  Tests  for 
Std.  for  Compression  Test  of 
Meth.  for  Impact  Resistance  of  Loaded 
Tensile  Test  for  the  Manufacturers  Joint  of 
Packaginj  Std.  for  Items  in  a  Box,  with 
Rec.  Pract.  for 

Test  Meth.  for  Ply  Separation  of  Solid  and  Corrugated 
Meth.  for  Bursting  Strength  of  Corrugated  and  Solid 
.  Test  Meth.  for  Bursting  Strength  of  Corrugated  and  Solid 
test  Meth.  for  Edgewise  Compressive  Strength  of  Corrugated 
est  Meth.  for  Ply  Separation  (Wet)  of  Solid  and  Corrugated 
ne  and  Cork  (1970)  Roof  Insulation; 

color  Match  to  Master  Specimen  for  Fabrics,  Vinyls,  Coated 
Std.  Edgewise  Compressive  Strength  of  Corrugated 
Roof  Spec.  Plate  for  Low  Slope, 
g  Material,  Design,  and  Fabrication  Requirement/  Code  for 

X  1)  (1971)  Suggested  Meth.  of  Preliminary  Design  of 

on  of  Total  Man  Made  Fiber  Content  in  Mixtures  of  Man  Made 
tion  of  Moisture  Content  of  Animal,  Vegetable  and  Man  Made 
Meth.  for  Identification  of  Wood  and 
Quantitative  Separation  of  Acrylic 
Test  Meth.  for  Identification  of 
Residual  Loss  Table  of 
e.  Kapok,  Ma/         Generic  Names  and  Definitions  for  Vegetable 
rmination  of  Cleanliness  of  Animal,  Vegetable  and  Man  Made 
ds)  (1970)  ANS/  Std.  Meth.  of  Test  for  Maturity  of  Cotton 

ent.  Std.  for  Species  Identification  of  Nonwoody  Vegetable 
Meth.  for  Coarseness  of  Pulp 


Ferrocolumbium  (1970)  ASTM  E367 

Ferromanganese  and  Spiegeleisen  (1970)  ASTM  E361 

Ferrosilicon  and  Silicon  Metal  (1970)  ASTM  E360 

Ferrosilicon  Manganese  (1970)  ASTM  E362 

Ferrosilicon  (1969)  ASTM  AlOO 

Ferrous  Castings  (Hs  22)  (1968)  SAE  J804 

Ferrous  Ground  Rods  Used  in  Overhead  or  Underground  Lin  EEl  TDJ30 

Ferrous  Material  Code  Spec,  for  Boiler  and  Pressure  Ves  ASME  BPVCIIA 

Ferrous  Materials  (Hs  169)  (1968)  SAE  J794 

Ferrous  Materials  (1970)                                            Std.  Spec.  ASTM  B454 

Ferrous  Metal  Surfaces  Using  Volatile  Corrosion  Inhibit  NSA  3400 

Ferrule  Stock  (1971)                                                   Std.  Spec  ASTM  Bill 

Fertilizer  Hoppers  and  Containers  (1967)  ASAE  S281.I 

Fertilizers  (1961)  FI  2 

Fertilizers  (1964)  FI  5 

Fiber  Analysis  of  Paper  and  Paperboard  (1960)  TAPPI  T401 

Fiber  Blanket  and  Fell  Insulation  (Industrial  Type)  (19  ASTM  C553 

Fiber  Blanket  Insulation  and  Blanket  Type  Pipe  Insulati  ASTM  C592 

Fiber  Blanket  Thermal  Insulation  for  Wood  Frame  and  Lig  ASTM  C665 

Fiber  Blanket  Type  Building  Insulation  (1970)                  /or  Dete  ASTM  C653 
Fiber  Blends  (1970)                          Std.  Tolerances  for  Certain  ASTM  D2514 

Fiber  Block  and  Board  Thermal  Insulation  (1970)  ASTM  C612 

Fiber  Board  Trays  for  Interior  Protection  and  Stabihly  RI  P242 

Fiber  Board,  or  Related  Product  (1970)  TAPPI  T400 

Fiber  Content  in  Mixtures  of  Man  Made  Fibers  and  Cotton  ABFLO  D-10 

Fiber  Content  in  Mixtures  of  Man  Made  Fibers  (1968)  ABFLO  D-3 

Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton  An  ABFLO  D-7 

Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton  An  ABFLO  D-9 

Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton,  A  ABFLO  D-14 

Fiber  Content  of  Asbestos  Cement  Products  (1968)  ANSI  A  ASTM  C458 

Fiber  Drain  and  Sewer  Pipe  (1969)  ASTM  D1861 

Fiber  Drain  and  Sewer  Pipe  (1969)  ASTM  D23I6 

Fiber  Drainage  Pipe  and  Fittings  (1970)  AASHO  M177 

Fiber  for  Test.  (1970)  ASTM  D2590 

Fiber  Length  of  Pulp  by  Classification  (1964)  TAPPI  T233 

Fiber  Length  of  Pulp  by  Projection  (1968)  TAPPI  T232 

Fiber  Mat  (Felt)  (1969)  ASTM  D2178 

Fiber  Mixtures  (1968)  ABFLO  D-24 

Fiber  Orientation  and  Squareness  of  Paper  (Zero  Span  Te  TAPPI  T481 

Fiber  Paperboard,  Spiral  Wound  (1971)  NSA  3446 

Fiber  Pipe  for  General  Drainage  (1969)  ASTM  D2311 

Fiber  Pipe  for  Septic  Tank  Disposal  Fields  (1969)  ASTM  D2312 

Fiber  Pipe  Systems  for  Highway,  Airport,  and  Similar  Dr  ASTM  D2818 

Fiber  Reinforced  Plastic  Storage  Tanks  for  Flammable  Li  EMS  7-88 

Fiber  Roof  (1970)  NRCA  *2-I7 

Fiber  Surface  Fabrics  Class  Test  (1954)  ATMI  RFS6-54 
Fiber  (1968)                                 Quantitative  Determination  O  ABFLO  D-20 

Fiber  (1970)  Std.  ASTM  D2589 

Fiberboard  at  90  Deg.  Angle  and  Constant  Stress  (Pressu  PSTC  14 

Fiberboard  Boxes  (1957)                  /to  Measure  the  Durability  of  GIA  1 

Fiberboard  Ceiling  Tile  (1967)  A  IMA  6 
Fiberboard  Containers  (1969)                                            Meth.  TAPPI  T674 

Fiberboard  Crease  Bending  Test  (1969)  SAE  J119 

Fiberboard  Nail  Base  Sheathing  (1969)  AIM  A  2 

Fiberboard  Sheathing  (1969)  AIM  A  3 

Fiberboard  Shipping  Cases  (1970)                /Solvent  Soluble  Liqu  ASTM  D1874 

Fiberboard  Shipping  Containers  (Spray  Meth.)  (1970)  TAPPI  T805 

Fiberboard  Shipping  Containers  (1964)  TAPPI  T800 

Fiberboard  Shipping  Containers  (1967)  TAPPI  T802 

Fiberboard  Shipping  Containers  (1967)  TAPPI  T804 

Fiberboard  Shipping  Containers  (1971)  TAPPI  T801OS 

Fiberboard  Shipping  Containers  (1971)  TAPPI  T8130S 

Fiberboard  Stiffener  (1971)  NSA  3416 

Fiberboard  Test  Procedure  (1969)  SAE  J315A 

Fiberboard  (Wet)  (1970)  TAPPI  T812 

Fiberboard  (1966)  TAPPI  T810 

Fiberboard  (1968)  Tent  ASTM  D2738 

Fiberboard  (1969)  Std.  ASTM  D2808 
Fiberboard  (1969)                                                           Std.  T  ASTM  D1028 

Fiberboard,  Perlite,  Fibrous  and  Cellular  Glass,  Uretha  NRCA  ♦2-III 

Fiberboards,  and  Other  Automotive  Trim  Materials  (1968)  SAE  J361 

Fiberboard;  Short  Column  Test  (1970)  TAPPI  T811 

Fiberglass  Aggregate,  Smooth  Surface  (1970)  NRCA  •2-VlO 

Fiberglass  Reinforced  Plastic  Pressure  Vessels  Includin  ASME  BPVC 

Fiberglass  Reinforced  Plastic  Pressure  Vessels  (Appendi  ASME  BPVCXl 
Fibers  and  Cotton  (1968)                      Quantitative  Determinati  ABFLO  D-10 
Fibers  by  the  Oven  Meth.  Technique  (1968)                 Determina  ABFLO  F-1 

Fibers  From  Comfers  (1961)  TAPPI  T8 

Fibers  From  Fiber  Mixtures  (1968)  ABFLO  D-24 

Fibers  in  Textiles  (1971)  ANSI  L14.131  AATCC  20 

Fibers  Used  as  FiUing  Materials  in  Bedding  (1970)  ABFLO  2L 

Fibers  (Akund,  Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jut  ABFLO  X-3 

Fibers  (Sludge  Meth.)  (1968)  Dete  ABFLO  A-4 

Fibers  (Sodium  Hydroxide  Swelling  Polarized  Light  Metho  ASTM  D1442 

Fibers  (1947)  TAPPI  TIO 

Fibers  (1967)  TAPPI  T234 
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Qualitative  Identification  of  Urine  in  Cotton 
Removal  of  Rubber  From  Textile 
for  the  Determination  of  the  Density  (Specific  Gravity)  of 
mination  of  Wool  in  Mixtures  of  Wool,  Cotton,  and  Man  Made 
ination  of  Polyester  Fiber  Content  in  Mixtures  of  Man  Made 
grease,  and  Fat  Content  of  Animal,  Vegetable,  and  Man  Made 

Residual  Loss  Table 

scopy  (1968)  Identification  of  Natural  and  Man  Made 

termination  of  Nylon  Fiber  Content  in  Mixtures  of  Man  Made 
rmination  of  Acetate  Fiber  Content  in  Mixtures  of  Man  Made 
termination  of  Rayon  Fiber  Content  in  Mixtures  of  Man  Made 
for  Use  of  the  Tex  System  to  Designate  Linear  Density  of 
delamination  of  Adhesive  Bonds,  Due  to  Water  Immersion,  of 
Std.  Test.  Procedure  for  the  End  Blow  Off  Pressure  of 
Std.  Test.  Procedure  for  Filled  Case  Flat  Drop 
Std.  Test.  Procedure  for  Measuring  End  Seams  of 
edure  for  Measuring  Loose  Metal  Ends  and  Seaming  Chucks  of 
Std.  Test.  Procedure  for  Water  Vapor  Permeability  of 
General  Rules  and  Formula  for 
Std.  Test.  Procedure  for  Measuring  Moisture  Content  of 
Std.  Test.  Procedure  for  Measuring  Wall  Thicknesses  of 
Std.  Test.  Procedure  for  Measuring  Inside  Diameters  of 
Std.  Test.  Procedure  foi  Measuring  Outside  Diameters  of 
Std.  Test.  Procedure  for  Axial  (End  to  End)  Compression 
Std.  Test.  Procedure  for  Measuring  Lengths  or  Heights  of 
Rec.  Std.  for  Loose  Metal  End  Dimensions  (6  Ounce 
Rec.  Std.  for  Loose  Metal  End  Dimensions  for  12  Oz. 

Rec.  Std.  Loose  Metal  End  Dimensions  for 
Rec.  Std.  for  Factory  Finished  Can  Dimensions;  6  Oz 
Rec.  Std.  for  Factory  Finished  Can  Dimensions;  12  Oz 
Rec.  Std.  for  Factory  Finished  Can  Dimensions;  32  Oz 
1969)  Rec.  Std.  for  Loose  Metal  End  Dimensions  for  1  Qt 

1969)  Rec.  Std.  for  Loose  Metal  End  Dimensions  for  1  Qt 

Std.  Test.  Procedure  for  Filled  Case  Flat  Bottom  Drop 
Rec.  Std.  for  Factory  Finished  Can  Dimensions;  1  Qt. 

Std.  Test.  Procedure  for  Oil  Wicking 
(196/  Rec.  Std.  for  Loose  Metal  End  Dimensions  for  1  Gal. 

Rec,  Std.  for  Factory  Finished  Can  Dimensions;  1  Gal. 

Std.  Test.  Procedure  for  Internal  Bursting  of 
Std.  Test.  Procedure  for  Torque  Strength  of 
Std.  Test.  Procedure  for  End  Supported  Beam  Strength 
Std.  Test.  Procedure  for  Measuring  Warpage 
Std.  Test.  Procedure  for  Dimensional  Stability  of 
edure  for  Measuring  Flexure  Under  Side  to  Side  Compression 
r  Delamination  of  Adhesive  Bonds,  Due  to  High  Humidity,  of 
Std.  Test.  Procedure  for  Side  to  Side  Crush 
Std.  for  Vulcanized 

Two  Strip  Gummed  Tape  Closure  for  the  Flaps  of  Corrugated 
Roof  Insulation;  Fiberboard,  Perlite, 
Guide  Spec,  for  Building  Insulation: 
Std.  Meth.  of  Test  for  Identification  of  Metallic  and 
d  Air  Conditioning  Systems  (1969) 

Spec,  for  Flexible  and  Performed 
.  for  the  Test  Meth.  for  Wicking  of  Automotive  Fabrics  and 

Rec.  Pract.  for  Vehicle 
std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Farm 
Rec.  Std.  for  the  Safe  Operation  of 
fine  Aggregate  Bituminous  Mixtures  by  Means  of  the  Hubbard 

Spec. 

Std.  for  Creosote  for  Brush  or  Spray  Treatment  for 
oil  Meth.  (1966)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for  Determining  the 
Rec.  Pract.  for  Measuring  Coating  Thickness  by  Magnetic 

Spec,  for  Oil 
Std.  Meth.  for 

L8  Std.  Meth.  of 

Pract.  on  Application,  Care,  and  Use  of  Wire  Rope  for  Oil 
eamless  Copper  Tube  for  Air  Conditioning  and  Refrigeration 
uipmenl  (1970)  Std.  for  Automatic 

r  Determining  Compressive  Strength  of  Gypsum  Concrete  From 
ucts  Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous/ 
ucts  Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous/ 
Std.  Meth.  of  Evaluating  Wood  Preservatives  by 

Rec.  Pract.  for  Analysis  of  Oil 
Rec.  Std.  for 

used  Electrical  Insulating  Oils  of  Petroleum  Origin  in  the 
ending  Polyvinyl  Chloride  (PVC)  Schedule  40  Conduit  in  the 
perforated  Bituminized  Fiber  Pipe  for  Septic  Tank  Disposal 
ilers  (1970)  Std.  for 

Rec.  Pract.  for  Truck  Tractor 
Rec.  Pract.  Covering  Fire 
Std.  Operating  Procedures  for  Aircraft  Rescue  and  Fire 
Z213.1  Rec.  Pract.  for  Aircraft  Rescue  and  Fire 

Std.  for  Aircraft  Rescue  and  Fire 
pec.  for  Zinc  Coated  Steel  Strand  for  Messenger  Support  of 


Technique 
Quantitative  Deter 
Quantitative  Determ 
Determination  of  Oil, 


Std.  Test.  Proc 


Fibers  (1968) 
Fibers  (1968) 
Fibers  (1968) 
Fibers  (1968) 
Fibers  (1968) 
Fibers  (1968) 
(Fibers) (1968) 

Fibers,  and  Other  Filling  Materials  by  Infrared  Spectro 
Fibers,  Cotton  and  Wool  (1968)  Quantitative  De 

Fibers,  Cotton  and  Wool  (1968)  Quantitative  Dete 

Fibers,  Cotton,  and  Wool  (1968)  Quantitative  De 

Fibers,  Yarn  and  Intermediates,  and  Other  Textile  Mater 
Fibre  and  Cores  (1968)  Std.  Test.  Procedure  for  the 

Fibre  Cans  (1963) 
Fibre  Cans  (1967) 
Fibre  Cans  (1968) 
Fibre  Cans  (1968) 
Fibre  Cans  (1970) 
Fibre  Cans  (1970) 

Fibre  Cans,  Tubes  and  Cores  (1966) 
Fibre  Cans,  Tubes  and  Cores  (1968) 
Fibre  Cans.  Tubes  and  Cores  (1968) 
Fibre  Cans,  Tubes  and  Cores  (1968) 
Fibre  Cans,  Tubes  and  Cores  (1970) 
Fibre  Cans,  Tubes,  and  Cores  (1968) 
Fibre  Citrus  Cans  202  Diameter)  (1970) 
Fibre  Citrus  Cans,  211  Diameter  (1968) 
Fibre  Citrus  Cans,  401  Diameter,  Sanitary  Style  (1969) 
Fibre  Citrus  (1968) 
Fibre  Citrus  (1968) 
Fibre  Citrus  (1968) 

Fibre  Motor  Oil  Cans  401  Diameter,  Deep  Drawn  Profile 
Fibre  Motor  Oil  Cans  401  Diameter,  Flat  Panel  Profile 
Fibre  Motor  Oil  Cans  (1967) 
Fibre  Motor  Oil  Cans  (1968) 
Fibre  Motor  Oil  Cans  (1970) 

Fibre  Motor  Oil  Cans,  610  Diameter,  Deep  Drawn  Profile 
Fibre  Motor  Oil  (1968) 
Fibre  Tubes  and  Cores  (1963) 
Fibre  Tubes  and  Cores  (1963) 
Fibre  Tubes  and  Cores  (1966) 
Fibre  Tubes  and  Cores  (1966) 
Fibre  Tubes  and  Cores  (1967) 
Fibre  Tubes  and  Cores  (1968) 
Fibre  Tubes  and  Cores  (1968) 
Fibre  Tubes  and  Cores  (1970) 
Fibre  (1971) 

Fibreboard  Boxes  (1958) 

Fibrous  and  Cellular  Glass,  Urethane  and  Cork  (1970) 
Fibrous  and  Reflective  (1968) 
Fibrous  Contaminants  in  Aerospace  Fluids  (1970) 
Fibrous  Glass  Duct  Construction  Std.  for  Ventilating  An 
Fibrous  Glass  Insulation  (1970) 

Fibrous  Materials  (1969)  Rec.  Pract 

Fiducial  Marks  (Reference  Grid  Lines)  (1970) 

Field  and  Railroad  Right  of  Way  Wire  Fencing  (1971) 

Field  Anfo  Mix  Plant  (1968) 

Field  Apparatus  (1968)  ANSI  37.106  10  Plastic  Flow  of 

Field  Applied  Laminated  Plastic  Wall  Covering  (1971) 
Field  Cuts  (1971) 

Field  Determination  of  Density  of  Soil  in  Place  by  the 

Field  Moisture  Equivalent  of  Soils  (1968) 

Field  or  Eddy  Current  (Electromagnetic)  Test  Meth.  (196 

Field  Roller  and  Transmission  Chain  and  Sprockets  (1970 

Field  Sampling  of  Aerospace  Fluids  in  Containers  (1970) 

Field  Sampling  of  Water  Formed  Deposits  (1970)  ANSI  Zll 

Field  Service  (1968)  Rec. 

Field  Service  (1971)  ANSI  H23.5  Std.  Spec,  for  S 

Field  Size  Limiting  Systems  Used  in  Diagnostic  X-Ray  Eq 

Field  Specimens  (1964)  Meth.  Fo 

Field  Test  Requirements  for  Materials,  Devices  and  Prod 

Field  Test  Requirements  for  Materials,  Devices  and  Prod 

Field  Tests  with  Stakes  (1970) 

Field  Uplift  Tests  (Performed  on  a  Roof)  (1970) 

Field  Waters  (1968) 

Field  Wire,  Infantry  (1970) 

Field  (1969)  Std.  Meth.  for  Visual  Examination  of 

Field  (1971)  Rec.  Pract.  for  B 

Fields  (1969)  Std.  Spec,  for  Homogeneous 

Fifth  Wheel  Kingpin  for  Commercial  Trailers  and  Semitra 
Fifth  Wheel  Pick  Up  Ramps  (1970) 
Fighting  Equipment  (on  Boats)  (1970) 
Fighting  Equipment  (1969) 

Fighting  Services  at  Airports  and  HeUports  (1971)  ANSI 
Fighting  Vehicles  (1970) 

Figure  8  Cable  (1971)  Std.  S 


ABFLO  A-1 
ABFLO  D-22 
ABFLO  G-l 
ABFLO  D-13 
ABFLO  D-3 
ABFLO  A-2 
ABFLO  L-1 
ABFLO  D-25 
ABFLO  D-7 
ABFLO  D-9 
ABFLO  D-14 
ASTM  D861 


Std. 


Std.  Test.  Proc 
Test.  Procedure  Fo 


/Measure  the  Durability  of  the 


CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

NEMA 

GIA 

NRCA 

CSI 

ASTM 

SMACN 


T118T 

Clio 

CI25T 

C106 

C105 

C120T 

•1 

CTlll 

CTlOl 

CT102 

CT103 

CTI07 

CTI04 

E202.1 

CT211.1 

E401.3 

B202.I 

B211.I 

B401.2 

E401.2 

E401.1 

CI25.1T 

B401.I 

C124 

E610.1 

B6I0.I 

TI12T 

TI16T 

T114 

TI21T 

TII9 

T128T 

T117T 

T108 

VUl 

2 

•2-III 
7201 
F3I4 
•6 


NAAMMSI-1 


J913 
JI82 
A116 
6.IV 
D1138 
06242 
P7-68 


SAE 
SAE 
ASTM 
IME 
ASTM 
CSI 
AWPA 
AASHO  T715 
AASHO  T93 
ASTM  E376 
API 
ASTM 
ASTM 
API 
ASTM 
NEMA 
GA 


AAR 

AAR 

ASTM 

FMS 

API 

SWA 

ASTM 

SPI 

ASTM 

SAE 

TTMA 

ABYC 

NFPA 

NFPA 

NFPA 

ASTM 


MF 
F302 
D887 
9B 
B280 
XR4 
•19.1 
MSRP-C-3 
MSRP-D-3 
DI758 
1-52 
45 
•37 
D1524 
PPI-TR15 
D2312 
J700B 
RP8-64 
A4 
402 
403 
414 
A640 
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69)  ANS/  Std.  Spec,  for  Figure  9  Deep  Section  Grooved  and 

ey  Wire  for  Industrial  Haulage  (1969)  ANS/  Std.  Spec,  for 

Sid.  Meth.  for  Preparing  Quantitative  Pole 
ressure  Sensitive  Tape  Tensile  Strength  and  Elongation  for 
1967)  Melh.  for  Photometric  Test,  of 

Std.  for 

photometric  Test,  of  Roadway  Luminaires  Using  Incandescent 
Spec,  for  Graphite  Yarn,  Non  Structural;  2  Ply,  720 


Std.  for  Protection  of 

tal  (1969)  Tent.  Test  Meth.  for 

Recommendations  for  Safety 
nitions  of  Terms  Relating  to  Subgrade,  Soil  Aggregate,  and 
Non  Structural  Deck  (Roofing);  Thermo  Setting  Insulating 
ms  (1969)  Std.  Requirements  for  Oil 

r  Automatic  Circuit  Reclosers,  Line  Sectionalizers  and  Oil 
Std.  Test.  Procedure  for 
Std.  Test.  Procedure  for 
Std.  for  Heavy  Duty  Alpha  Cellulose 
Tent.  Spec,  for 

gulators  (1970)  Std.  Terminology  and  Definition  for 

explosives  (1968)  Std.  Magazine  (Sand 

Std.  Test.  Procedure  for  Guillotine  Impact, 
Std.  for  Melamine  Dinnerware  (Alpha  Cellulose 
Spec,  for  Coating  of  Fasteners,  Aluminum 
Spec,  for  Coating  of  Fasteners,  Aluminum 
Std.  for  Qualitative  Analysis  of  Mineral 
Meth.  for  Quantitative  Determination  of  Mineral 
Meth.  for  Ph  of 
Design  Data  on  Concrete  Joist, 
sives  (1970)  Std.  Test  Meth.  for 

Std.  Spec,  for  Mineral 
Std.  Spec,  for  Preformed  Expansion  Joint 
Std.  Test  Meth.  for  Preformed  Expansion  Joint 
Spec,  for  Brazing 
Spec,  for  Brazing 

ent/  Material  Code  Spec,  for  Welding  Rods.  Electrodes  and 

Std.  Radiator  Caps  and 
Std.  for  High  Pressure  Oxygen  System 
meth.  for  Settlement  Ratio  of  Mineral  Matter  in  Bituminous 
Std.  Spec,  for  Oil  Asphalt 
Std.  Test  Meth.  for  Sieve  Analysis  of  Mineral 
Std.  for  Sampling  of 

(Nonextruding  /  Std.  Spec,  for  Preformed  Expansion  Joint 

Tent.  Std.  tor  Microscopical  Identification  of 
Std.  for  Analysis  of  Calcium  Sulfate 
Meth.  for  Free  Moisture  in  Pigments  and 
Test  Meth.  for  Abrasiveness  of  Pigments  and 
Safety  Meth.  for 

Identification  of  Natural  and  Man  Made  Fibers,  and  Other 
mination  of  Formaldehyde  in  Undyed  Cotton  Battings  Used  As 
Feathers  and  Down  Used  As 
Foams  Used  As 
Determination  of  Mixtures  Used  in 
Hog  Hair  Used  in 
Residual  Loss  Table  of  Fibers  Used  As 
Chemical  Solutions  Commonly  Used  in  the 
Nomenclature  for 
Cleanliness  of 
Moisture,  Density  and  Buoyancy  of 
Sterilization  of 

or  the  Determination  of  Buoyancy  Factor  (Plumage  and  Other 
(1971)  Std.  Part  Screw  Machine,  Flat 

Std.  Part  Screw,  Self  Locking,  Flat 
Std.  Part  Screw,  Machine,  Flat 
el.  Self  Locking  and  Nonlocking  (197/  Screw,  Machine  Flat 

,  Self  Locking  and  Nonlocking  (1970)  Screw,  Machine  Flat 

alloy,  6al-4v  Self  Locking  and  Nonlo/  Screw,  Machine  Flat 

Std.  Part  Bolt,  Self  Locking,  Flat 
Structural  Deck  (Roofing);  Insulating  Concrete  and 
c.  Pract.  for  Venting  Lightweight  Insulating  Concrete  Roof 
ts  (1970)  Rec.  Pract.  for 

Std.  Spec,  for  Cellulose  Acetate  Butyrate 
r  Shrink  Tension  and  Orientation  Release  Stress  of  Plastic 
stock  Identification  (1/  Spec,  for  Super  8  Motion  Picture 

cases  for  Direct  Current  Application  (197/  Std.  for  Fixed 

th.  for  Pressure  Sensitive  Tape  Tear  Resistance  of  Plastic 
ulose  Ester  Base  (1969)  Spec,  for  Photographic 

0)  Std.  Dimensions  for  70mm  Unperforated  and  Perforated 

td.  Dimensions  of  Magnetic  Striping  of  35mm  Motion  Picture 
stems  (1969)  Rec.  Pract.  Spec,  for  Theater  Test 

Rec.  Pract.  Spec,  for  a  Super  8  Test 
Rec.  Pract.  Spec,  for  35mm  Subjective  Picture  Test 
Std.  for  1,  000  Cycle  Balancing  Test 
Spec,  for  Scanning  Beam  Uniformity  Test 


Figure  8  Copper  Trolley  Wire  for  Industrial  Haulage  (19 

Figure  9  Deep  Section  Grooved  and  Figure  8  Copper  Troll 

Figures  of  Metals  (1969)  ANSI  Z30.7 

Filament  Reinforced  Tape  Test  Meth.  (1970) 

Filament  Type  Luminaires  for  General  Lighting  Service 

Filament  Wound  Tubes  (1971) 

Filament,  or  Mercury  or  Sodium  Electric  Discharge  Lamps 
Filaments  (1970) 
File  Steel  (1962) 
(File)  Records  (1970) 

Filiform  Corrosion  Resistance  of  Organic  Coatings  on  Me 
Fill  for  Aerosols  (1971) 

Fill  Materials  (1970)  Std 
Fill  (1970) 

Filled  Capacitor  Switches  for  Alternating  Current  Syste 

Filled  Capacitor  Switches  for  Alternating  Current  Syste 

Filled  Case  Flat  Bottom  Drop  Fibre  Motor  Oil  Cans  (1967 

Filled  Case  Flat  Drop  Fibre  Cans  (1967) 

Filled  Melamine  Tableware  (1970) 

Filled  Poly  (Vinyl  Chloride)  Sewer  Pipe  (1969) 

Filled  System  Thermometers  (1963) 

Filled  Thermal  Systems  of  Remote  Sensing  Temperature  Re 

Filled  Walls)  for  Storage  of  Dynamite  and  Similar  High 

Filled  1  Qt.  Composite  Motor  Oil  Cans  (1971) 

Filled)  for  Household  Use  (1970) 

Filled,  Ceramic  Bonded  Coating  (1971) 

Filled.  Ceramic  Bonded  Coating  (1971) 

Filler  and  Mineral  Coating  of  Paper  (1961) 

Filler  and  Mineral  Coating  of  Paper  (1967) 

Filler  and  Pigment  Slurries  (1968) 

Filler  Block  Floors  (1948) 

Filler  Content  of  Phenol,  Resorcinol,  and  Melamine  Adhe 
Filler  for  Bituminous  Paving  Mixtures  (1970) 
Filler  for  Concrete  (Bituminous  Type)  (1970) 
Filler  for  Concrete  (1949) 

Filler  Metal.  High  Temperature  Cobalt  Base  (1971) 
Filler  Metal,  High  Temperature,  82au  -  18ni  (1971) 
Filler  Metals  for  Boiler  and  Pressure  Vessels  (1971)  Id 
Filler  Necks  (1970) 
Filler  Valve  (1971) 

Filler  (1942)  Std, 
Filler  (1970) 
Filler  (1970) 

Fillers  and  Pigments  (1964) 

Fillers  for  Concrete  Paving  and  Structural  Construction 
Fillers  in  Paper  (1965) 
Fillers  (1967) 
Fillers  (1967) 
Fillers  (1971) 

Filling  Aerosol  Products  (1971) 

Filling  Materials  by  Infrared  Spectroscopy  (1968) 

Filling  Materials  in  Articles  of  Upholstered  Furniture 

Filling  Materials  in  Bedding  (1970) 

Filling  Materials  in  Bedding  (1970) 

Filling  Materials  in  Bedding  (1970) 

Filling  Materials  in  Bedding  (1970) 

Filling  Materials  in  Bedding  (1970) 

Filling  Materials  Laboratory  (1968) 

Filling  Materials  Used  in  Bedding  Furniture  (1964) 

Filling  Materials  Used  in  Bedding  (1970) 

Filling  Materials  Used  in  Bedding  (1970) 

Filling  Materials  Used  in  Bedding  (1970) 

Filling  Materials)  (1968)  Techni( 

Fillister  Head,  Close  Tolerance,  Short  Thread,  Torq  Set 

Fillister  Head,  Full  Thread  (1971) 

Fillister  Head,  Full  Thread,  Torq  Set  (1971) 

Fillister  Head,  Full  Thread,  Tri  Wing  Recess.  Alloy  Ste 

Fillister  Head,  Full  Thread,  Tn  Wing  Recess,  A286  ORES 

Fillister  Head,  Full  Thread,  Tri  Wing  Recess,  Titanium 

Fillister  Head,  Torq  Set,  Close  Tolerance  (1971) 

Fills  (1970) 

Fills  (1970) 

Film  Analysis  Guides  for  Dynamic  Studies  of  Test  Subjec 

Film  and  Sheeting  for  Fabricating  and  Forming  (1969) 

Film  and  Thin  Sheeting  (1969)  Std.  Test  Met 

Film  Camera  Cartridge  Notches  for  Exposure  Control  and 

Film  Dielectric  Capacitors  in  Metallic  and  Nonmetallic 

Film  Electrical  Tape  (1970)  Te; 

Film  for  Archival  Records,  Silver  Gelatin  Type,  on  Cell 

Film  for  Cameras  Other  Than  Motion  Picture  Cameras  (197 

Film  for  Four  Track  Magnetic  Sound  Release  Prints  (1970 

Film  for  Motion  Picture  Projection  Sound  Reproducing  Sy 

Film  for  Projectors  and  Printers  (1969) 

Film  for  Theaters  and  Review  Rooms  (1968) 

Film  for  35mm  Motion  Picture  Sound  Reproducers  (1960) 

Film  for  35mm  Motion  Picture  Sound  Reproducers  (1969) 
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(1969)  Sid.  Test  Meth.  for  Drying,  Curing,  and 

Std.  Test  Melh.  for  Minimum 
Std,  Meth,  for  Test. 
Std.  Test  Meth.  for  Relative  Thermal  Endurance  of 
urance  (Wear)  Life  and  Load  Carrying  Capacity  of  Dry  Solid 
Std.  Meth.  of  Test  for  Adhesion  of  Dry  Solid 
.  Meth.  of  Test  for  Thermal  Shock  Sensitivity  of  Dry  Solid 
th.  for  Determining  Corrosion  Characteristics  of  Dry  Solid 
Std.  for  Miniature  Resistors,  Fixed 
f  Test.  Flexible  Composites  of  Copper  Foil  with  Dielectric 
h.  for  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin 
St  for  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin 

Std.  Dimensions  for 

Std.  Dimensions  of  Cemented  Splices  on  8mm  Motion  Picture 
Std.  Dimensions  of  Tape  Splices  on  8mm  Motion  Picture 
Std.  Dimensions  for  35  mm  Motion  Picture 
td.  Dimensions  of  Magnetic  Striping  of  16mm  Motion  Picture 
nsions  for  Magnetic  Sound  Record  on  Super  8  Motion  Picture 
Spec,  for  16mm  3khz  Flutter  Test 
t.  for  Sound  and  Picture  Synchronization  of  Motion  Picture 

Fixed 

Std.  Dimensions  for  35mm  Motion  Picture 
Std.  Dimensions  of  Aerial 
Std.  Dimensions  for  Medical  X  Ray  Sheet 
Uniform  Pract.  for  Tape  (Sound)  and 
Std  Meth.  for  Determining  the  Curl  of  Photographic 
Std.  Test  Meth.  for  Adhesion  Ratio  of  Polyethylene 
Std.  Spec,  for  Nonoriented  Propylene  Plastic 
dimensions  for  Projection  Reels  for  Super  8  Motion  Picture 
dimensions  of  Projectable  Image  Area  on  8mm  Motion  Picture 
imensions  of  Projectable  Image  Area  on  70mm  Motion  Picture 
imensions  of  Projectable  Image  Area  on  16mm  Motion  Picture 
nsions  of  Projectable  Image  Area  on  Super  8  Motion  Picture 
rojectable  Image  Area  on  35mm  Nonanamorphic  Motion  Picture 
Std.  for  Plastic  Heat  Shrinkable 
d.  Speed  Classifications  for  Intraoral  Dental  Radiographic 
ignations  and  Dimensions  for  Intraoral  Dental  Radiographic 
Spec,  for  Intraoral  Dental  Radiographic 
ensions  of  Camera  Aperture  Image  on  Super  8  Motion  Picture 
Std.  Dimensions  for  35mm  Motion  Picture 
Spec,  for  Polyester 
Spec,  for  35mm  3  Record  Azimuth  Alignment  Test 
Spec,  for  I6mm  Azimuth  Alignment  Test 
Std.  Dimensions  for  8mm  Motion  Picture 
Std.  Meth.  of  Test  for  Hydrophobic  Surface 
determining  the  Speeds  of  Monochrome  Photographic  Negative 
Std.  Test  Meth.  for  Self  Supporting  Plastic 
Rec.  Pract.  for  Photographic  Processing  of  Plates  and 
td.  Test  Meth.  for  Elongation  and  Tensile  Strength  of  Free 
Std.  Meth.  of  Test.  Polymeric 
Test  Meth.  (or  Hydrogen  Ion  Concentration  of  Dry  Adhesive 
std.  Meth.  for  the  Determination  of  Silver  in  Photographic 
Std.  Spec,  for  35mm  Single  Frame 

Rec.  Std.  for  Aerospace 
Std.  for  Air 
Tent.  Std.  for  Test.  Analytical 
Lube  Oil 
Fuel 

Safety  Std.  for  Air 
Safety  Std.  for  High  Efficiency  Particulate  Air 
Rec.  Std.  for  Air 

Rec.  Std.  Glossary  of  Terms  for  Hydraulic  Fluid  Power 
Rec.  Std.  for  Graphic  Symbols  for  Hydraulic  Fluid  Power 
for  Application  Information  Form  for  Hydraulic  Fluid  Power 
ean  Work  Sta/  Std.  Rec.  Pract.  for  Test,  for  Leaks  in  the 

for  Maximum  Pore  Diameter  and  Permeability  of  Rigid  Porous 
Std.  for  Cartridge  and  High  Permeability  Type 
d.  Meth.  of  Test  for  Pore  Size  Characteristics  of  Membrane 

Std.  for  Gas 

Tent.  Meth.  of  Test  for  Liquid  Flow  Rate  of  Membrane 
g  and  Counting  Particles  From  Aerospace  Fluids  on  Membrane 
pies  for  Particulate  Contamination  Analysis  Using  Membrane 
packaging  of  Items  in  a  Box,  with  Die  Cut  Support  Pads  and 
Safety  Std.  for  Marine  Fuel 
Rec.  Std.  for 
Technical  Manual  for 
Property  Limits  and  Std.  Tolerances  of  Aluminum 
al  Organic  Chem/  Std.  Test  Meth.  for  Relative  Initial  and 

ra/  Performance  of  Airborne  Radio  Receiving  and  Direction 

ard/  Std.  Meth.  of  Test  for  Resistance  to  Plastic  Flow  of 

Std.  Spec,  for 
Std.  Spec,  for 

Std.  Melh.  of  Test  for  Sand  Equivalent  Value  of  Soils  and 
Std.  Test  Meth.  for  Sieve  Analysis  of 
.  of  Test  for  Moisture  Penetration  Resistance  Relations  of 


Std. 
Std. 
Std.  D 
Std.  D 
Std.  Dime 
Std.  Dimensions  of  P 

St 

Std.  Size  Des 


Film  Formation  of  Organic  Coatings  at  Room  Temperature 
Film  Formation  Temperature  of  Emulsion  Vehicles  (1968) 
Film  Insulated  Magnet  Wire  (1970) 

Film  Insulated  Round  Magnet  Wire  (1968)  ANSI  C59.93 

Film  Lubricants  (1969)  Std.  Meth.  for  Determining  End 

Film  Lubricants  (1969)  ANSI  7.11.272 

Film  Lubricants  (1969)  ANSI  Zl  1.273  Std 
Film  Lubricants  (1970)  Std.  Me 

Film  Microelement  (1971) 

Film  or  Treated  Fabrics  (1970)  Std.  Meth.  O 

Film  Oven  Test)  (1968)  Std.  Test  Met 

Film  Oven  Test)  (1969)  ANSI  A37.I40  Std.  Meth.  of  Te 

Film  Packs  (1969) 

Film  Perforated  Super  8,  Projection  Type  (1969) 
Film  Perforated  Super  8,  Projection  Type  (1969) 
Film  Perforated  Super  8,  2r  1664  (1-0)  (1969) 
Film  Perforated  Super  8,  2r  i667  (1-3)  (1969) 

Film  Perforated  Ir  1667  (1969)  Std.  Dime 

Film  Photographic  Type  (1970) 

Film  Relative  to  the  Universal  Leader  for  Magnetic  and 
Film  Resistors;  Precision  and  Semiprecision  (1970) 
Film  Splices  (1971) 
Film  Spools  (1964) 
Film  (Metric  and  Non  Metric)  (1969) 
Film  (Motion  Picture)  Synchronization  (1969) 
Film  (1958) 
Film  (1968) 
Film  (1969) 
Film  (1969) 
Film  (1969) 
Film  (1969) 
Film  (1969) 
Film  (1969) 
Film  (1969) 
Film  (1970) 
Film  (1970) 
Film  (1970) 
Film  (1971) 

Film  (1971)  Std.  Dim 

Film,  Bhl866  (1964) 

Film,  Copper  Clad,  for  Electronic  Applications  (1971) 
Film.  Magnetic  Type  (1969) 

Film,  Perforated  One  Edge,  Magnetic  Type  (1969) 

Film,  Perforated  Super  8,  Ir-1667  (1967) 

Films  by  the  Atomizer  Test  (1970)  ANSI  Z143.1 

Films  for  Aerial  Photography  (1969)  Std.  Meth.  for 

Films  for  Electrical  Insulation  (1971) 

Films  in  Spectrochemical  Analysis  (1971) 

Films  of  Paint,  Varnish,  Lacquer,  and  Related  Products, 

Films  Used  for  Electrical  Insulation  (1968)  ANSI  C59.92 

Films  (1970)  Std. 

Films,  Papers,  Fixing  Baths,  or  Residues  (1969) 

Filmstrips  (1971) 

Filter  Base  Mountings  (1968) 

Filter  Element  Fine  Wire  Mesh  (1971) 

Filter  Equipment  (1970) 

Filter  Papers  (1947) 

Filter  Performance  Test  (Hs  160)  (1968) 

Filter  Test  Meth.  (Hs  J905)  (1968) 

Filter  Units  (1971)  ANSI  BI24.1 

Filter  Units  (1971)  ANSI  B132.I 

Filter  Wire  (1970) 

Filters  and  Separators  (1967) 

Filters  and  Separators  (1968) 

Filters  and  Separators  (1969)  Std. 
Filters  Associated  with  Laminar  Flow  Clean  Rooms  and  CI 
Filters  for  Laboratory  Use  (1969)  Std.  Test  Meth. 

Filters  for  Swimming  Pools  (1971) 

Filters  for  Use  with  Aerospace  Fluids  (1970)  ANSI  Z11.2 
Filters  on  Appliances  (1969) 
Filters  (1968) 

Filters  (1969)  ANSI  Z11.265  /Th.  for  Microscopic  Sizin 

Filters  (1970)  ANSI  Zl  1.266  /Sing  Aerospace  Liquid  Sam 

Filters  (1971)  Std.  for 

Filters,  Strainers  and  Separators  (1964) 

Filtration  for  Hydraulic  Fluid  Power  Systems  (1965) 

Filtration  for  Hydraulic  Fluid  Power  Systems  (1965) 

Fin  Stock  (1970) 

Final  Melting  Points,  and  the  Melting  Range  of  Industri 
Finding  Equipment  Operating  Within  the  Radio  Frequency 
Fine  Aggregate  Bituminous  Mixtures  by  Means  of  the  Hubb 
Fine  Aggregate  for  Bituminous  Paving  Mixtures  (1969) 
Fine  Aggregate  for  Portland  Cement  Concrete  (1965) 
Fine  Aggregate  (1969) 
Fine  and  Coarse  Aggregates  (1970) 

Fine  Grained  Soils  (1969)  Std.  Meth 
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reen  Cloth  Wire  (Space  Cloth,  Hardware,  Fly  and  Insect  and  F: 
Std.  Meth.  for  Measuring  Diameter  of  F 
Rec.  Std.  for  Aerospace  Filter  Element  F 
ocking,  Alloy  Steel  and  Corrosion  Resisting  Steel,  Unified  F 
Meth.  of  Determining  and  Expressing  F 
Meth.  of  Determining  Modulus  of  Uniformity  and  Modulus  of  F: 

Std.  Meth.  of  Test  for  F 
aNSI  al.7,  AASHO  T098  Std.  Meth.  of  Test  for  Fi 

Std.  Meth.  for  F 
Std.  Test  Meth.  for  Production  of  Plastic  F 
Equivalent  Test  (1970)  Std.  Test  Meth.  for  Plastic  Fi 

(1970)  Std.  for  Extruded  Fi 

1970)  Std.  for  F 

s  (Sponge  and  Expanded)  (1970)  Std.  for  F: 

bility  of  Factory  Primed  Wood  Products  with  Representative  F 
St  Meth.  for  Simulated  Service  Test,  of  Wood  and  Wood  Base  F: 
Spec,  for  Cloth,  Type  S  Glass,  181  Style  Fabric,  F 
Std.  Meth.  of  Flex  Test,  of  F 
equirements.  Test  Meth.  and  Ratings  for  Glazed  and  Natural  F 
el  Bars  and  Shapes  (1/  Std.  Spec,  for  Hot  Rolled  and  Cold  F 

1)  Std.  for  F 

rbon  Steel,  Semifinished  for  Forgings,  Hot  Rolled  and  Cold  F 
for  Nickel  Iron  Chromium  Silicon  Alloy  Hot  Rolled  and  Cold  F 
Manual  for  Alloy  Steel,  Semifinished,  Hot  Rolled  and  Cold  F 

Rec.  Std.  for  Factory  F 
68)  Rec.  Std.  for  Factory  F 

Rec.  Std.  for  Factory  F 
Rec.  Std.  for  Factory  F 
Rec.  Std.  for  Factory  F 
Std.  Spec,  for  Cold  F 
Std.  for  Hi  Head  F 

boxes  (Railway  Cars)  (1970)  Std.  for  Cap  Screws  and  F: 

Std.  Meth.  of  Sampling  F 
Meth.  of  Measuring  the  F 
ning  the  Performance  Characteristics  of  Factory  Primed  and  F: 
Tent.  Meth.  of  Test  for  Flammability  of  F: 
La/  Std.  Spec,  for  Woven  Glass  Fabric,  Cleaned  and  After  Fi 

.  Tolerances  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or  Cold  Fi 
I  Properties  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or  Cold  F 

Std.  Blanks,  Also  Semi  F: 
Test  Procedures  for  Washability  and  Scrubbability  of  Fi 
Std.  Meth.  for  Conducting  Exterior  Exposure  Tests  of  Fi 
oys.  Stainless  Steel;  Carbon  Steel  and  Iron;  Organ/  Metal  F 

Rec.  Spec,  for  Porcelain  Enamel  Fi 
Antibacterial  F: 

nd  Preparing  Concrete  and  Masonry  Panels  for  Testing  Paint  F 
Grades  of  Indiana  Limestone  Fi 
Pressure  Sensitive  Tape  Latent  Staining  Test  of  Surface  F 
Drycleaning  Durability  of  Applied  Designs  and  Fi 
Auxiliary  Builders  Hardware;  Performance  Requirements  for  F 
r  Black  Heel  Marking  Tendencies  of  Waxes  and  Polymer  Floor  F 
abric.  Cleaned  and  After  Finished  with  Acrylic  Silane  Type  F 
r  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding;  F 
Rec.  Safe  Pract.  in  Cleaning,  Test,  and  F 
Std.  for  Processing  and  F 
Spec,  for  Application  and  F 
Rec.  Pract  for  Fi 
Rec.  Pract.  for  F 
Pressure  Sensitive  Tape  Stain  Resistant  Test  for  F: 
Guide  Spec,  for  Coating  Systems;  Painting  and  F 
Public  Works  Spec,  for  Ceramic  Veneer  (Sampling,  Testing,  F 
et  Load  Recommendations  for  Heating  Boilers;  Baseboard  and  F: 
Seamless  Condenser  and  Heat  Exchanger  Tubes  with  Integral  F: 
(Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fi 
(Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fi 
Std.  Spec,  for  Structural  Glued  Laminated  Douglas  Fi 
Visually  Graded  Lumber  of  Douglas  Fir,  Southern  Pine,  Hem  Fi 
timber  Using  E  Rated  and  Visually  Graded  Lumber  of  Douglas  Fi 
nd  Sitka  Spr/        Grade  Stamps  for  West  Coast  Lumber  (Douglas  Fi 
nd  Sit/  Std.  Grading  Rules  for  West  Coast  Lumber  (Douglas  Fi 

td.  Spec,  for  Structural  Glued  Laminated  Timber  of  Douglas  Fi 
d.  Spec,  for  Structural  Glued  Laminated  Timber,  of  Douglas  Fi 
of  Central  Station  Protective  Signaling  Systems  for  Guard,  Fi 
Safety  Std.  for  Central  Stations  for  Watchman,  Fi 
Rec.  Pract.  for  Installation  of  Fi 
Rec.  Pract.  for  the  Proper  Maintenance  of  Fi 
ain  Handling  Facilities  (1970/  Std.  for  the  Prevention  of  F 

Dry  Cleaning  Plants  (Prevention  and  Control  of  F 
Coal  Pulverizers  (Direct  F 
Std.  for  Automotive  Fi 
ectrochemical  Analysis  of  Ores,  Minerals,  and  Rocks  by  the  F 

Rec.  for  Application  of  F 
Application  of  Fi 

Criteria  for  the  Application  of  Dust  Collectors  to  Coal  F 

Uniform  F 
F 


ne  Mesh)  (1970)  Rec,  Std.  for  Sc  SWA  *77 

ne  Wire  by  Weighing  (1970)  ANSI  7,151.1  ASTM  F205 

ne  Wire  Mesh  (1971)  SAE  AIR888 

ne  3a  Thread  (1971)  /D  and  Drilled,  Plain  and  Self  L  NSA  1351 

neness  of  Feed  Materials  by  Sieving  (1968)  ASAE  S3I9 

neness  of  Ground  Feed  (1968)  ASAE  R246.1 

neness  of  Hydraulic  Cement  by  No.  325  Sieve  (1971)  ASTM  C430 

neness  of  Portland  Cement  by  the  Turbidimeter  (1970)  ASTM  CI  15 

nes  Content  of  Pelleted  Carbon  Black  (R1969)  ASTM  DI508 

nes  in  Aggregates  (1964)  AASHO  T210 

nes  in  Graded  Aggregates  and  Soils  by  Use  of  the  Sand  AASHO  T176 

sh  and  Appearance  of  Extruded  Solid  Rubber  Products  RMA  '8.31  A 

sh  and  Appearance  of  Molded  Solid  Rubber  Products  RMA  '8.17 

sh  and  Surface  Condition  of  Cellular  Rubber  Product  RMA  *8.48 

sh  Coats  (1969)  /  Meth.  for  Durability  and  Compati  ASTM  D2830 

sh  Flooring  (1969)  Std.  Te  ASTM  D2394 

sh  No.  Hts-904  (1971)  SAE  AMS3837 

sh  on  Upholstery  Leather  (1969)  ANSI  ZI09.13  ASTM  D2097 

sh  Structural  Facing  Tile  (1971)  Spec.  Std.  R  FTI  M 

shed  Age  Hardening  Stainless  and  Heat  Resisting  Ste  ASTM  A564 

shed  and  Rough  Brass  Plumbing  Fixture  Fittings  (197  ANSI  A112.18.1 

shed  Bars  Hot  Rolled  Deformed  Concrete  Reinforcing  AISI  I 

shed  Bars  (1970)  Sid.  Spec.  ASTM  B511 

shed  Bars  (1970)  Steel  Products  AISI  4 

shed  Can  Dimensions;  1  Gal.  Fibre  Motor  Oil  (1968)  CCTI  B610.1 

shed  Can  Dimensions;  1  Qt.  Fibre  Motor  Oil  Cans  (19  CCTI  B401.1 

shed  Can  Dimensions;  12  Oz.  Fibre  Citrus  (1968)  CCTI  B2ll.i 

shed  Can  Dimensions;  32  Oz.  Fibre  Citrus  (1968)  CCTI  B401.2 

shed  Can  Dimensions;  6  Oz.  Fibre  Citrus  (1968)  CCTI  B202.1 

shed  Carbon  Steel  Bars  and  Shafting  (1969)  ASTM  A108 

shed  Hex  Bolts  (1969)  SAE  J871A 

shed  Hexagon  Head  Bolls  for  Journal  Roller  Bearing  AAR  MSRP-L-28 

shed  Lots  of  Metal  Powders  (1970)  ANSI  H9.4  ASTM  B215 

shed  Size  of  Bed  Pillows  (1968)  ABFLO  J-1 

shed  Systems  (1970)  Wooo  Test  Meth.  for  Determi  NWMA  M-3 

shed  Textile  Floor  Covering  Materials  (1970)  ASTM  D2859T 

shed  with  Acrylic  Silane  Type  Finishes,  for  Plastic  ASTM  D2660 

shed  (1970)  Std  AA  •2810.5 

shed  (1970)  Mechanica  AA  *2810 

shed,  for  Solid  Carbide  Taps  (1969)  ANSI  B94,l 

shes  Applied  to  Tiles  and  Panels  (1971)  AIMA  7 

shes  for  Thermal  Insulation  (1970)  ANSI  Z98.32  ASTM  C488 

shes  Manual  Including  Std.  for  Aluminum,  Copper  All  NAAMM*32 

shes  on  Aluminum  Cookware  (1969)  PEI  ALS-106 

shes  on  Fabrics  (Evaluation)  (1970)  ANSI  L14.144  AATCC  100 

shes(R1969)  Std.  Meth.  of  Making  A  ASTM  D1734 

shes  (Surfaces)  (1965)  ILIA  '6 

shes  (1961)  PSTC  22 

shes  (1970)  AATCC  86 

shes  (1970)  Product  Std.  for  BHMA  1201-8 

shes  (1970)  Tent.  Test  Meth.  Fo  ASTM  D2869 

shes,  for  Plastic  Laminates  (1970)  /  Woven  Glass  F  ASTM  D2660 

shes.  Mechanical  and  Property  Limits  (1970)  /D.  Fo  AA  '287.21 

shing  in  Metal  Casting  (1970)  AFS  4 

shing  of  Aluminum  (1970)  NFPA  65 

shing  of  Gypsum  Wallboard  (1965)  ANSI  A97,l 

shing  Operations  on  Aluminum  Castings  (1965)  AFS  NF656-11 

shing  Operations  on  Magnesium  Castings  (1965)  AFS  NF656-12 

shing  (1959)  PSTC  21 

shing  (1970)  CSI  09900 

shing.  Installation,  and  Definitions)  (1961)  SCPI  *28 

nned  Tube  Radiation;  Test,  and  Rating  Codes  for  Boile  MCAA  *1 

ns  (1971)  Std.  Spec,  for  Copper  and  Copper  Alloy  ASTM  B359 

r  and  Sitka  Spruce)  (1970)  /S  for  West  Coast  Lumber  WCLIB  16 

r  and  Sitka  Spruce)  (1971)  /S  for  West  Coast  Lumber  WCLIB  *1 

r  (Coast  Region)  Timber  (1962)  WCLIB  '3 

r,  and  Lodgepole  Pine  (1971)  /Mber  Using  E  Rated  and  AITC  120 

r.  Southern  Pine,  Hem  Fir,  and  Lodgepole  Pine  (1971)  AITC  120 

r.  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  A  WCLIB  M 

r,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  A  WCLIB  16 

r,  Western  Larch,  Southern  Pine  and  California  Redwoo  AITC  117 

r.  Western  Larch,  Southern  Pine  and  California  Redwoo  AITC  203 

re  Alarm  and  Supervisory  Service  (1970)  /Ce  and  Use  NFPA  71 

re  Alarm  and  Supervisory  Services  (1971)  UL  827 

re  Alarm  Systems  (1971)  NEMA  SB4PT.5 

re  Alarm  Systems  (1971)  NEMA  SB4PT.7 

re  and  Dust  Explosions  in  Grain  Elevators  and  Bulk  Gr  NFPA  61 B 

re  and  Explosion  Hazards)  (1970)  NFPA  32 

re  and  Storage  Systems)  (1969)  ASME  PTC4.2 

re  Apparatus  (1971)  NFPA  19 

re  Assay  Preconcentration  Spark  Technique  (1971)  /Sp  ASTM  E400 

re  Block  Gypsumboard  for  Roof  (1970)  GA  *1 

re  Block  Gypsumboard  (1970)  GA  *23 

re  Boilers  (1967)  IGCI  M 

re  Code  (1971)  ICBO  *2 

re  Damper  Guide  for  Air  Handling  Systems  (1970)  SMACN  '9 
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Guide  for  Spec.  Fire  Dampers  (for  Bidding  and  Installation)  (1970)  CSI  15861 

Safety  Std.  for  Fire  Door  Frames  (1970)  ANSI  A155,l  UL  63 

.1  Safety  Std.  for  Swinging  Hardware  for  Std.  Tin  Clad  Fire  Doors  Mounted  Singly  and  in  Pairs  (1968)  ANSI  AI33  UL  14C 

Std.  for  Fire  Doors,  Windows,  Glass  Blocks  and  Shutters  (1970)  NFPA  80 

Fire  Endurance  Test  of  Limestone  (1969)  ILIA  *7 

Rec.  Pract.  for  Protection  of  Buildings  From  Exterior  Fire  Exposures  (1970)  NFPA  80A 

Std.  for  Installation  of  Portable  Fire  Extinguishers  (1970)  NFPA  10 

Rec.  Pract.  for  Maintenance  and  Use  of  Portable  Fire  Extinguishers  (1970)  NFPA  IDA 

Std.  on  Aircraft  Hand  Fire  Extinguishers  (1970)  NFPA  408 

Safety  Std.  for  Carbon  Dioxide  Fire  Extinguishers  (1971)  UL  154 

Safety  Std.  for  Dry  Chemical  Fire  Extinguishers  (1971)  UL  299 

Safety  Std.  for  2  1/2  Gal.  Stored  Pressure  Water  Type  Fire  Extinguishers  (1971 )  UL  626 

Std.  on  Halogenated  Fire  Extinguishing  Agent  Systems  Halon  1301  (1971)  NFPA  12A 

Std.  for  Foam  Fire  Extinguishing  Systems  ( 1970)  NFPA  II 

Rec.  Pract  Covering  Fire  Fighting  Equipment  (on  Boats)  (1970)  ABYC  A4 

Std.  Operating  Procedures  for  Aircraft  Rescue  and  Fire  Fighting  Equipment  (1969)  NFPA  402 

ANSIZ213.1  Rec.  Pract.  for  Aircraft  Rescue  and  Fire  Fighting  Services  at  Airports  and  Heliports  ( 1971 )  NFPA  403 

Std.  for  Aircraft  Rescue  and  Fire  Fighting  Vehicles  (1970)  NFPA  414 

ANSI  A2.5  Test  Meth.  for  Fire  Hazard  Classification  of  Building  Materials  (1971)  UL  723 

Safety  Std.  for  Fire  Hazard  Classification  of  Sweeping  Compounds  (1971)  UL  41 

Std.  on  Airport  Ramp  Fire  Hazard  Classifications  and  Precautions  (1970)  NFPA  411 

Fire  Hazard  Protection  Rec.  for  Textile  Mills  (1971)  FMS  7-1 

National  Std.  Screw  Threads  for  Fire  Hose  Couplings  and  Fittings  (1958)  AIA  FS4 

Unlined  Fire  Hose  (1969)  ANSI  A152.1  UL  18 

Safety  Std.  for  Couplings  for  Rubber  Lined  Fire  Hose  (1970)  UL  236 

Std.  for  Fire  Hose  (1971)  NFPA  196 

Safety  Std.  for  Woven  Jacketed  Rubber  Lined  Fire  Hose  (1971)  UL  19 

Std.  for  Wet  Barrel  Fire  Hydrants  for  Ordmary  Water  Works  Service  1 1970;  AWWA  C503 

.  Alteration,  Removal,  Demolition,  Equ/  National  Code  for  Fire  Limits,  and  Regulations  Governing  the  Construction  AIA  CO-l-APP.Q 

croachmen/  National  Building  Code  Restrictions  Within  the  Fire  Limits,  Height  and  Area  Restrictions  and  Street  En  AIA  CO-l-IV 

Basic  Fire  Prevention  Code  (1970)  BOCA  '5 

(1971)  Std.  for  Fire  Prevention  in  Use  of  Cutting  and  Welding  Processes  NFPA  51B 

Fire  Prevention  National  Building  Code  (1970)  AIA  CO-7 

vironmental  Control  in  Metal  Casting  (1970)  Fire  Prevention  Protection,  Hazardous  Conditions  and  En  AFS  6 

wered  Industrial  Trucks  (1967)  Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Po  ITA  6A1-E3 

ucks  (1966-67)  Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Tr  ITA  6 

National  Building  Fire  Protection  Code  Requirements  (1967)  AIA  CO-l-VIII 

Fire  Protection  for  Belt  Conveyors  (1970)  FMS  8-28 

Safeguards  for  Construction,  Location  and  Fire  Protection  of  Clean  Rooms  (1971)  FMS  LPDl-56 

Rec.  for  Location,  Construction,  Occupancy  and  Fire  Protection  of  Telephone  Control  Offices  (1971)  FMS  LPD14-18 

Repair  and  Lay  Up  (1970)  Std.  for  Fire  Protection  of  Vessels  (Ships)  During  Construction,  NFPA  312 

ive  Materials  (1970)  Rec.  Fire  Protection  Pract.  for  Facilities  Handling  Radioact  NFPA  801 

Safety  Std.  for  Hose  Valves  for  Fire  Protection  Service  (1970)  ANSI  Bl  1 2.1  UL  668 

Safety  Std.  for  Pipe  Hanger  Equipment  for  Fire  Protection  Service  (1971)  UL  203 

Safety  Std.  for  Indicator  Posts  for  Fire  Protection  Service  ( 1971 )  UL  789 

Accessories  for  Automatic  Water  Supply  Control  Valves  for  Fire  Protection  Service  (1971)  ANSI  B129.1  /  for  Alarm  UL  753 

Rec.  Pract.  for  Truck  Fire  Protection  (1970)  NFPA  512 

Std.  for  Water  Tanks  for  Private  Fire  Protection  (1971)  NFPA  22 

c.  for  Flight  Simulator  System  Construction,  Occupancy  and  Fire  Protection  (1971)  Re  FMS  LPD7-3 

.  for  Embankment  Supported  (Pump  Suction)  Fabric  Tanks  for  Fire  Protection  (1971)  Rec  FMS  3-4 

Safety  Std.  for  Smoke  Detectors,  Photoelectric  Type,  for  Fire  Protective  Signaling  Systems  (1971)  UL  168 

(1971)  Definitions  for  Local  Fire  Protective  Signalling  Systems  (in  Training  Manual)  NEMA  SB4 

Std.  for  the  Installation  of  Centrifugal  Fire  Pumps  (1971)  NFPA  20 

Std.  for  Fire  Rated  Custom  Metal  Doors  and  Frames  (1970)  NAAMM'34 

Coding  System  for  Fire  Reporting  (1971)  NFPA  901 

aterials  (1970)  Approved  Fire  Resistance  Ratings  of  Assemblies  of  Construction  M  BOCA  *6 

wall  Buildings  (Tech.  Notes)  (1969)  Fire  Resistance  Requirements  Relating  to  Brick  Bearing  SCPI  16A 

zines(1968)  Std.  Fire  Resistant  Door  for  Powder  and  Blasting  Supply  Maga  IME  1.7 

Fire  Resistant  Gypsum  Sheathing  (1964)  GA  *21 

Std.  Test  Meth.  for  Fire  Retardance  of  Paints  (Stick  and  Wick  Method)  (1965  ASTM  D1361 

ring  Insulating.  Soundproofing  and  Sheathing  Materials  and  Fire  Retardant  Coatings  (on  Boats  (1970)  /Nd  Std.  Cove  ABYC  H17 

Trade  Names  of  Water  Borne  Wood  Preservatives  and  Fire  Retardant  Formulations  (1971)  AWPA  M9-71 

.  Meth.  for  Analysis  of  Water  Borne  Wood  Preservatives  and  Fire  Retardant  Formulations  (1971)  Std  AWPA  A2-71 

Fire  Retardant  Paint  (1970)  FMS  1-51 

Requirements  for  Fire  Retardant  Paints  and  Varnishes  (1969)  UL  1138 

Std.  for  Structural  Lumber  Fire  Retardant  Treatment  by  Pressure  Processes  (1970)  AWPA  C20-70 

Plywood  Fire  Retardant  Treatment  by  Pressure  Processes  (1970)  AWPA  C27-70 

Tent.  Test  Meth.  for  Durability  of  Fire  Retardant  Treatment  of  Wood  ( 1970)  ASTM  D2898 

eth.  for  Determining  Penetration  of  Wood  Preservatives  and  Fire  Retardants  ( 1971 )  Std.  M  AWPA  A3-71 

Test  Meth.  of  Fire  Roof  Coverings  (1970)  NFPA  256 

th.  for  Structural  Facing  Tile  and  Glazed  Brick  (Including  Fire  Safety  Data  and  Sanitation)  (1969)  /.  and  Test  Me  FTI  *5 

Std.  for  Cold  Water  Meters.  Fire  Service  Type  (1970)  AWWA  C703 

Rec.  for  the  Organization  for  Fire  Services  ( 1971 )  NFPA  4 

Safety  Std.  for  Fire  Tests  of  Building  Construction  and  Materials  (1970  UL  263 

)  ANSI  A2.1  Std  Meth.  of  Fire  Tests  of  Building  Construction  and  Materials  (1971  ASTM  E119 

Std.  Meth.  of  Fire  Tests  of  Roof  Coverings  (1970)  ASTM  E108 

Std.  for  Fire  Tests  of  Window  Assemblies  (1970)  NFPA  257 

Safely  Std.  for  Fire  Tests  of  Window  Assemblies  (1970)  ANSI  A2.6  UL  9 

of  Test  for  Combustible  Properties  of  Treated  Wood  by  the  Fire  Tube  Apparatus  (1969)  ANSI  A2.3  Std.  Meth.  ASTM  E69 

Rec.  Pract.  for  Protection  of  Library  Collections  From  Fire  (1970)  NFPA  910 

Std.  Spec,  for  Copper  Plates  for  Locomotive  Fireboxes  (1969)  ASTM  Bll 

Suggested  Pallet  Loading  Arrangement  for  Plastic  Firebrick  in  Cartons  (1956)  Rl  P228-1 

Pattern  and  Carloading  (for  Rail  Shipment)  for  Insulating  Firebrick,  Single  Tier  Solid  Load,  22  to  23  Pallets  in  RI  P223-1 

Std.  Meth.  for  Chemical  Analysis  of  Fireclay  and  High  Alumina  Refractories  (1970)  ASTM  C573 

Std.  Meth.  of  Panel  Spalling  Test  for  High  Duty  Fireclay  Brick  (1970)  ASTM  C107 

Std.  Meth.  of  Panel  Spalling  Test  for  Super  Duty  Fireclay  Brick  (1970)  ASTM  C122 
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Sid.  Melh.  of  Test  for  Reheat  Change  of 
Std.  Meth.  of  Panel  Spalhng  Test  for 
69)  Std.  for  Gas 

Safety  Std.  for  Oil 
Std.  for  Domestic  Gas 
Std.  for  Prevention  of  Furnace  Explosions  in  Natural  Gas 
Std.  for  Prevention  of  Furnace  Explosions  in  Fuel  Oil 
d.  for  Prevention  of  Furnace  Explosions  in  Pulverized  Coal 
Std.  Approval  Requirements  for  Gas 
Std.  on  Respiratory  Protective  Equipment  for 
Safety  Std.  for 
Safety  Std.  for  Factory  Built 
Std.  for  Chimneys. 

d  to  Steel  and  Con/  Spec,  and  Data  for  Direct  Application 

Std.  for  Prevention  of  Sulfur 
Laboratory 
Yard  Storage 
Spec,  for 

nd  Furnaces)  (1971)  Code  Requirements  for 

description  for  the  Care  and  Operation  of  Heating  Boilers 
Std.  Meth.  of  Test  for  Permanent  Linear  Change  on 

Rec.  Std.  for 

9)  Std.  Meth.  for  Qualitative  Determination  of 

Snake 

Std.  Test  Meth.  for  Water  in  Insulating  Liquids  (Karl 
ge  Particle  Size  of  Refractory  Metals  and  Compounds  by  the 
ng  Acute  Toxicity  of  Industrial  Waste  Water  to  Fresh  Water 
of  Plankton,  Periphyton,  Macrophyton,  Macroinvertebrates, 

Std. 

Glass  Raschig  Rings  as  a  Neutron  Absorber  in  Solutions  of 
h.  (1969)  Std.  Test  Meth.  for  Atom  % 

g/  Std.  Meth.  for  Measurement  of  Delayed  Neutron  Emitting 

Std.  Nuclear  Criticality  Safety  in  Operations  with 
d.  Dosimetry  for  Criticality  Accidents  (in  Operations  with 
Std.  Test.  Procedure  for  Measuring  Spindle 
earance  Outline  and  Limiting  Dimensions  for  Seals  and  Seal 
Std.  for  Class  5  Interference 
Punch  Guide  Bushings;  Variable,  Press 
Std.  for  Die  Buttons;  Basic  Taper  Relief,  Press 
Std.  for  Die  Buttons;  Basic  Straight  Relief,  Press 
Std.  for  Die  Buttons;  Variable,  Press 
Std.  for  Bushing  Plain,  Press 
imating  the  Thermal  Conductivity  of  Leather  with  the  Cenco 
rec.  Pract.  for  Shop  Organization,  Repair  and  Maintenance, 
Packing,  Preformed.  Straight  Thread  Tube 
0)  Packing,  Preformed,  Straight  Thread  Tube 

Std.  for  Lubricant 

0)  Spec,  for 

Quality  Std.  for  Steel  Castings  for  Valves,  Flanges  and 
Quality  Std.  for  Steel  Castings  for  Valves,  Flanges  and 
Tent.  Test  Meth.  for  Joints, 
Safety  Requirements  for  Marine  Through  Hull 
num  Copper  Columbium  Stabilized  Alloy  Pipe  Flanges,  Forged 
std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged 
std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged 
test  Meth.  for  Impact  Resistance  of  Thermoplastic  Pipe  and 
Std.  Spec,  for  Wire  Rope  and 
Qualification  Test  for  Steel  Separable  Tube 
Safety  Std.  for  Fuel  Line  Tube 
Std.  for  Cast  Bronze  Solder  Joint 
Std.  for  Styrene  and  Poly  Vinyl  Chloride  Ducts,  and  Its 
.27  Safety  Std.  for  Electrical  Outlet  Boxes  and 

Component  Sid.  for  Flares  and 
ment  Mortar  Lining  for  Cast  Iron  and  Ductile  Iron  Pipe  and 
Rec.  Pract.  for  Screwed  Pipe 
Rec.  Pract.  for  Screwed  Pipe 
elbows  (Railway  Cars)  (1970/  Rec.  Pract.  for  Screwed  Pipe 

w  Temperature  Service/  Std.  Spec,  for  Factory  Made  Piping 

derate  and  Elevated  Temperatures  (/  Std.  Spec,  for  Piping 

Sid.  for  Electrical  Plastic  Tubing  Conduit  and 
National  Std.  Screw  Threads  for  Fire  Hose  Couphngs  and 
Cast  Iron  Soil  Pipe  and 
Std.  for  Refrigeration  Flare  Type  Tube 
Rec.  Std.  Dimensional  Terminology  for  Plastic  Pipe 
Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron  Soil  Pipe  and 
Std.  Spec,  for  Cast  Iron  Soil  Pipe  and 
Std.  for  Automotive  Tube 
Std.  for  Hydraulic  Hose 
Safely  Std.  for  Surface  Metal  Raceways  and 
.  Spec,  for  Acrylonilrile  Butadiene  Styrene  Sewer  Pipe  and 
r  Hubless  Cast  Iron  Sanitary  System  with  C  No  Hub  Pipe  and 
ent  to  Std.  (for  the  Installation)  for  C  No  Hub  pipe  and 
r  Coding  System  for  Identification  of  Tube,  Pipe,  and  Hose 
r  Styrene  Rubber  Plastic  Drain  and  Building  Sewer  Pipe  and 
r  Short  Time  Rupture  Strength  of  Plastic  Pipe,  Tubing,  and 
nted  Joints  with  Polyvinyl  Chloride  Plastic  (PVC)  Pipe  and 


Fireclay  Nozzles  and  Sleeves  (1970) 
Fireclay  Plastic  Refractories  (1970) 

Fired  Absorption  Summer  Air  Conditioning  Appliances  (19 

Fired  Central  Furnaces  (1970) 

Fired  Incinerators  (1969) 

Fired  Multiple  Burner  Boiler  Furnaces  (1971) 

Fired  Multiple  Burner  Boiler  Furnaces  (1971) 

Fired  Multiple  Burner  Boiler  Furnaces  (1971)  St 
Fired  Steam  and  Hot  Water  Boilers  (1967) 
Firefighters  (197!) 

Fireplace  Stoves  (1971)  ANSI  A163.I 

Fireplaces  for  Buildings  (1971)  ANSI  Ani.3 

Fireplaces,  and  Venting  Systems  (1971) 

Fireproofing  of  Vermiculite  Type  Mono  Kote;  Bond  Applie 

Fires  and  Explosions  (1971) 

Fires  and  Explosions,  1952-1961  Inclusive  (1962) 

Fires  (1957) 

Firesuit  Test  Procedure  (1971) 

Firetube  Power  Boilers  (Including  Combustion  Chambers  A 
(Firetube,  Watertube  and  Cast  Iron  Types);  Controls,  Acc 
Firing  of  Castable  Refractories  (1970) 
Fish  Hook  Wire  (1970) 

Fish  Oil  in  Drying  Oils  and  Drying  Oil  Fatty  Acids  (196 
Fish  Tape  Steel  Wire  (1962) 
Fisher  Meth.)  (R1969)  ANSI  C59.53 

Fisher  Sub  Sieve  Sizer  (1970)  /Meth.  of  Test  for  Avera 

Fishes  (1970)  Std.  Meth.  of  Test  for  Evaluati 

Fishes,  and  Types  of  Aquatic  Organisms  (1971)  /Nalysis 
Fissile  Material  Symbol  (1971) 

Fissile  Material  (1971)  Std.  for  Use  of  Borosilicate 

Fission  in  Uranium  and  Plutonium  Fuel  Neodymium  148  Met 

Fission  Products  in  Nuclear  Reactor  Coolant  Water  Durin 

Fissionable  Materials  Outside  Reactors  (1969) 

Fissionable  Materials)  (1969)  St 

Fit  Composite  Tubes  and  Cores  (1971) 

Fit  for  Freight  Car  Roller  Bearings  (Railway)  (1970) 

Fit  Thread  (1963) 

Fit  (1969) 

Fit  (1970) 

Fit  (1970) 

Fit  (1970) 

Fit,  Bronze  (1970) 

Fitch  Apparatus  (1970)  Std.  Test  Meth.  for  Est 

Fitting  and  Rigging  (1969)  Marine  Service  Manual; 

Fitting  Boss,  Mil-R-25897  Rubber,  75  Shore  0-Ring  (1970 
Fitting  Boss,  Mil-R-25897  Rubber,  90  Shore,  0-Ring  (197 
Fitting  (1970) 

Fittings  and  Hose  Assemblies,  Air,  Wire  Reinforced  (197 
Fittings  and  Other  Piping  Components  (Dry  Powder  Magnet 
Fillings  and  Other  Piping  Components  (Visual)  (1971) 
Fittings  and  Patches  in  Coated  Pipelines  (1971) 
Fillings  and  Sea  Valves  (1966) 

Fittings  and  Valves  and  Parts  for  Corrosive  High  Temper 

Fittings  and  Valves  and  Parts  for  General  Service  (1968 

Fittings  and  Valves  and  Parts  for  High  Temperature  Serv 

Fittings  by  Means  of  a  Tup  (FaUing  Weight)  (1970)  /. 

Fittings  for  Highway  Guardrail  (1967) 

Fittings  for  Hydraulic  Fluid  Power  Applications  (1970) 

Fillings  for  Marine  Use  (1964) 

Fittings  for  Solvent  Drainage  Systems  (1970) 

Fittings  for  Underground  Installations  (1970) 

Fittings  for  Use  in  Hazardous  Locations  (1969)  ANSI  C33 

Fittings  for  Vehicle  Air  Conditioners  (1967) 

Fittings  for  Water  (1971)  ANSI  A21.4  Std.  for  Ce 

Fittings  for  300  Lb.  Pressure  (Railway  Cars)  (1970) 

Fittings  for  300  Lb.  Pressure  (1970) 

Fittings  for  300  Lb.  Pressure,  45  and  90  Degree  Street 

Fillings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Lo 

Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Mo 

Fittings  (Epc  40  and  Epc  80  and  Fittings)  (1970) 

Fittings  (1958) 

Fittings  (1967) 

Fittings  (1967) 

Fittings  (1968) 

Fittings  (1968)  Std.  for  Neoprene 

Fittings  (1969) 
Fillings  (1969) 
Fillings  (1969) 
Fittings  (1969) 
Fittings  (1969) 
Fillings  (1969) 
Fittings  (1969) 
Fittings  (1969) 
Fittings  (1969) 
Fittings  (1969) 
Fittings  (1969) 


Std 
Std.  Fo 
Supplem 
Rec.  Pract.  Fo 
Tent.  Spec.  Fo 
Std.  Test  Melh.  Fo 
Rec.  Pract.  for  Making  Solvent  Ceme 


ASTM 

ASTM 

ANSI 

UL 

ANSI 

NFPA 

NFPA 

NFPA 

ANSI 

NFPA 

UL 

UL 

NFPA 

VI 

NFPA 

FMS 

FMS 

SEMA 

ASME 

ASME 

ASTM 

SWA 

ASTM 

SWA 

ASTM 

ASTM 

ASTM 

APHA 

ANSI 

ANSI 

ASTM 

ASTM 

ANSI 

ANSI 

CCTI 

AAR 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

NSA 

ASTM 

BIA 

NSA 

NSA 

AAR 

AAR 

MSS 

MSS 

ASTM 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

NFLDP 

UL 

MSS 

NEMA 

UL 

IMACA 

AWWA 

AAR 

AAR 

AAR 

ASTM 

ASTM 

NEMA 

AIA 

CISPI 

SAE 

SPI 

CISPI 

ASTM 

SAE 

SAE 

UL 

ASTM 

CISPI 

CISPI 

SAE 

ASTM 

ASTM 

SPI 
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C605 

C180 

Z21.40.1 

727 

Z21.6 

85  B 

85D 

85E 

Z21.I3 

19B 

737 

127 

211 

•1 

655 

10-19 

10-6 

3-2 

BPVCIPFT 

BPVCVI 

C269 

*39 

D1724 

*!38 

D1533 

B330 

D1345 

♦2-600 

N12.1 

N16.4 

E321 

D2470 

N16.1 

N13.3 

T115 

MSRP-D-58B 

B1.12 

B94.23 

B94.27 

B94.28 

B94.30 

76 

D22I4 
MSM 
1595 
1596 

MSRP-D-60A 

M927 

SP53 

SP55 

G18 

1121 

B462 

A181 

A105 

D2444 

M30 

T3.8.70.3 

1108 

SP74 

TCI 

886 

305 

C104 

MSRP-L-135 

MSRP-L-141 

MSRP-L-140 

A420 

A234 

TC2 

FS4 

HS67 

J513C 

PPI-TR6 

HSN-68T 

A74 

J512E 

J516A 

5 

D2751 

301-69T 

PAMIOO 

J846A 

D2852 

D1599 

PPI-TRIO 
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Safety  Sid.  for  Cellular  Metal  Floor  Raceways  and 
Sid  Spec,  for  Rubber  Gaskets  for  Cast  Iron  Soil  Pipe  and 
Spec,  for  High  Test  Wrought  Welding 
Requirements  of  Separable  Fluid  Power  Tube 
Rec.  Pract.  for  Hexagon  Bar  Sizes  for  Fluid 
Std.  for  Hydraulic  Tube 
Std.  for  Laboratory  Plumbing 
Safety  Std.  for  Electrical  Outlet  Boxes  and 
.  Spec,  for  Perforated  Bituminized  Fiber  Drainage  Pipe  and 
Meth.  of  Determining  Dimensions  of  Thermoplastic  Pipe  and 
olytetrafluoroethylene  (Ptfe)  Plastic  Lined  Steel  Pipe  and 
or  Silver  Brazing  Joints  for  Wrought  and  Cast  Solder  Joint 
(Vinylidene  Fluoride)  (Pvf  2)  Plastic  Lined  Steel  Pipe  and 
aled  Ethylene  Propylene  (Fep)  Plastic  Lined  Steel  Pipe  and 
ylonitrile  Butadiene  Styrene  Plastic  Utilities  Conduit  and 
olvent  Cemented  Joints  with  Poly  (Vinyl  Chloride)  Pipe  and 
Safety  Std.  for  Under  Floor  Raceways  and 
Std.  for  Finished  and  Rough  Brass  Plumbing  Fixture 
Spec,  for  Subsurface  Pumps  and 
Std.  for  Wrought  Stainless  Steel  Butt  Welding 
r  Factory  Made  Wrought  Aluminum  and  Aluminum  Alloy  Welding 
olytVinyl  Chloride)  Plastic  Drain,  Waste  and  Vent  Pipe  and 
d  Heating.  Air  Conditioning  and  Refrige/  Copper  Tube  (and 

plastic  Tubing  Conduit  and  Fittings  (Epc  40  and  Epc  80  and 
roduction  Valves,  Flanges,  Blowout  Preventers  and  Wellhead 
r  Boiler  Construction  (Including  Piping,  Safety  Valves  and 
stings;  Radiographic  Inspection  Meth.  for  Valves,  Flanges, 
pec.  tor  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged 
pec.  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged 

Code  for  Instruments, 
Std.  H  Tightlock  Coupler  Yokes,  Radial  Connections  and 
.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plastic  Pipe 
r  Socket  Type  Acrylonitnle  Butadiene  Styrene  Plastic  Pipe 
std.  Spec,  for  Threaded  Poly  (Vinyl  Chloride)  Plastic  Pipe 
.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plastic  Pipe 
for  Threaded  Acrylonitnle  Butadiene  Styrene  Plastic  Pipe 
r  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe 
andbook  (Materials,  Construction,  Tolerances,  Application, 
Std.  Graphical  Symbols  for  Pipe 
Spec,  for  Forged  or  Rolled  9%  Nickel  Alloy  Steel  Flanges, 
Spec,  for  I^ocomotive  Unions  and  Pipe 
Std.  Meth.  for 
Std.  for  Ceramic  Dielectric 
Safety  Std.  for  Stationary  and 
allic  Cases  for  Direct  Current  Application  (197/  Std.  for 

Std.  for  Miniature  Resistors, 

aircraft  Fuel  Servicing  of  Hose,  Tank  Vehicles  and  Airport 
Std.  Meth.  of  Test  for  Solubility  of 


1969) 

adjacent  to  Industrial  Side/ 


Clearance  Diagrams 
Clearance  Diagrams 
Spec,  for  Clearance  Diagrams 
Spec,  for  Clearance  Diagrams 
Spec,  for  Clearance  Diagrams 
Clearance  Diagrams 
Rec.  Prac.  for  Planning,  Designing  and  Construction 
nt  Applications  (1971)  Std.  for 

Rec.  Pract.  for  Instrument  Panel  Arrangement  for 

the  Determination  of  Silver  in  Photographic  Films.  Papers, 
Std.  for  Finished  and  Rough  Brass  Plumbing 
Std.  Color  Code  for  Service 
Safety  Std.  for  Flexible  Cord  and 
Safety  Std.  for  Electric  Lighting 
Requirements  for  Marine  Lighting 
Safety  Std.  for  Marine  Type  Electric  Lighting 
Pressure  Sensitive  Electrical  Tape 
tonseed  Slab  and  Sized  Cake,  Meal,  Screenings,  Pellets  and 

Std.  for 

Std.  Meth.  for  Adhesion  or  Cohesive  Strength  of 
Test  Meth.  for 

izontal  Test  Method  (1969) 

Is  (1970)  Tent.  Meth.  of  Test  for 

in  Thickness  (1969)  ASTM  D635  Test  Meth.  for 

1970)  Std.  Test  Meth.  for 

Std.  for 

Pressure  Sensitive  Electrical  Tape 
and  Sewers  (1970)  Std.  on  the  Control  of 

Std.  for  Portable  Shipping  Tanks  for 
Rec.  Regulatory  Std.  for  Tank  Vehicles  for 
Std.  for  Use  of  Inhalation  Anesthetics 
Safety  Std.  for  Self  Contained  Strainers  for 
Safety  Std  tor  Pipe  Connectors  for 
Safety  Std.  tor  Metal  Safety  Cans  for 
y  Std.  tor  Marine  Electrically  Operated  Shutoft  Valves  for 


ttings  (1969)  ANSI  C33.58 
ttings  (1970) 


Std 
Std. 
Std.  for  P 
Std.  Pract.  F 
Std.  for  Poly 
Std.  tor  Fluorin 
Std.  Spec,  tor  Acr 
Rec.  Pract.  for  Making  S 


Std 

Std.  Spec.  Fo 

Std 
Std. 

Std  Spec.  Fo 


ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ttings  (1970) 
ittings  (1970) 
ittings  (1970) 
Fittings  (1970) 
Fittings  (1970) 
Fittings  (1970)  ANSI  C33.62 
Fittings  (1971) 
Fittings  (1971) 
Fittings  (1971) 

Fittings  (1971)  Std.  Spec.  Fo 

Fittings  (1971)  Std.  Spec,  for  3  In  Thin  Wall  P 

Fittings)  Handbook  Including  Std.  Types  for  Plumbing  An 
Fittings)  (1970)  Std.  for  Electrical 

Fittings)  (1971)  Spec,  for  Wellhead  Equipment  (P 

Fittings)  (1971)  /E  Requirements  for  All  Meth.  of  Powe 

Fittings,  and  Other  Piping  Components  (1971)  /Steel  Ca 

Fittings,  and  Valves  and  Parts  for  High  Temperature  Ser 
Fittings,  and  Valves  and  Parts  Specially  Heat  Treated  F 
Fittings,  Controls  of  Heating  Boilers  (1971) 
Fittings,  for  Passenger  Equipment  Cars  (1970) 
Fittings,  Schedule  40  (1969) 
Fittings,  Schedule  40  (1969) 
Fittings,  Schedule  80  (1969) 
Fittings,  Schedule  80  (1969) 
Fittings,  Schedule  80  (1969) 
Fittings.  Schedule  80  (1969) 

Fittings,  Storage,  Care  Maintenance  Std.  and  Spec.)  (19 
Fittings,  Valves  and  Piping  (R1953) 
Fittings,  Valves,  and  Parts  for  Low  Temperature  Service 
Fittings,  300  Lb.  Pressure  (1970) 

Fixed  Ash  in  Casein  and  Isolated  Soy  Protein  (R1968) 
Fixed  Capacitors;  Classes  1,  2  and  3  (1971) 
Fixed  Electric  Tools  (1971) 

Fixed  Film  Dielectric  Capacitors  in  Metallic  and  Nonmet 
Fixed  Film  Microelement  (1971) 

Fixed  Film  Resistors;  Precision  and  Semiprecision  (1970 
Fixed  Fueling  Systems  (1971)  ANSI  ZII9.1 
Fixed  Gases  in  Liquids  (1969) 

Fixed  Insulated  Composition  Resistors  (1969)  ANSI  C83.4 
Fixed  Obstructions  for  Building  Doors  (1969) 
Fixed  Obstructions  for  Railway  Bridges  and  Turntables 
Fixed  Obstructions  for  Single  Track  Tunnel  (1969) 
Fixed  Obstructions  for  Structures  Other  Than  Platforms 
Fixed  Obstructions  Lines  for  Third  Rail  Terntory  (1969 
(Fixed  Obstructions)  for  Double  Track  Tunnel  (1969) 
Fixed  Offshore  Platforms  (1971) 

Fixed  Paper  Dielectric  Capacitors  for  Alternating  Curre 
Fixed  Wing  Aircraft  Under  12,  500  Lb  (1970) 
Fixed  Wirewound  Power  Resistors  (1970) 

Fixing  Baths,  or  Residues  (1969)  Std.  Meth.  for 

Fixture  Fittings  (1971 ) 

Fixture  Index  Buttons;  Plumbing  (1966) 

Fixture  Wire  (1971)  ANSI  C33.1 

Fixtures  for  Use  in  Hazardous  Locations  (1971) 

Fixtures  (1968) 

Fixtures  (1969)  ANSI  C33.57 

Flagging  Test  Meth.  (1966) 

Flakes  (1971)  Trading  Rules  for  Col 

Flame  Resistant  Paper  and  Paperboard  (1971) 
Flame  Sprayed  Coatings  (1969) 
Flammability  of  Aerosol  Products  (1971) 
Flammability  of  Automotive  Interior  Trim  Materials;  Hor 
Flammability  of  Finished  Textile  Floor  Covering  Materia 
Flammability  of  Hardened  Epoxy  Compounds  Over  0.050  In. 
Flammability  of  Plastics  Using  the  Oxygen  Index  Meth. 
Flammability  of  Treated  Paper  and  Paperboard  (1968) 
Flammabihty  Test  Meth.  (1966) 

Flammable  and  Combustible  Liquids  and  Gases  in  Manholes 
Flammable  and  Combustible  Liquids  (1970) 
Flammable  and  Combustible  Liquids  (1971) 
(Flammable  and  Nonflammable)  (1971) 
Flammable  Fluids  and  Anhydrous  Ammonia  (1971) 
Flammable  Liquids  and  Liquefied  Petroleum  Gas  (1971) 
Flammable  Liquids  (1  to  5  Gal.  Containers)  (1971) 
Flammable  Liquids  (1964)  Safet 


Std.  for 


UL 

ASTM 

MSS 

NFLDP 

SAE 

SAE 

SAMA 

UL 
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UL 

ANSI 
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MSS 
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NEMA 
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MSS 

ASTM 

ASTM 

ASME 

AAR 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

RMA 

ANSI 

ASTM 

AAR 

ASTM 

EIA 

UL 

EIA 

EIA 

EIA 

NFPA 

ASTM 

EIA 

AREA 

AREA 

AREA 

AREA 

AREA 

AREA 

API 

EIA 

SAE 

EIA 

ANSI 

ANSI 

SAMA 

UL 

UL 

UL 

UL 

PSTC 

NCPA 

use 

ASTM 

CSMA 

SAE 

ASTM 

SPI 

ASTM 

TAPPI 

PSTC 

NFPA 

NFPA 

NFPA 

NFPA 

UL 

UL 

UL 

UL 


209 

C564 

SP75 

T3.8.70.2 

ARP1201 

J514D 

LF2 

514 

M177 

D2I22 

PS33 

SP73 

PS35 

PS34 

D2750 

D2855 

884 

A112.18.1 

llAX 

SP43 

B36I 

D2949 

405/9 

TC2 

6A 

BPVCIPG 
SP54 
A182 
A404 

BPVCIVHG6 

MSRP-C-86e 

D2466 

D2468 

D2464 

D2467 

D2465 

D2469 

*5 

Z32.2.3 
A522 

MSRP-M-404 

DI798 

RS198-B 

987 

RS376 

RS396 

RS196A 

407 

D2780 

RS172A 

28-2-5 

28-2-1 

28-2-2 

28-2-4 

28-2-7 

28-2-3 

2A 

RS392 

ARPI166 

RS155B 

PH4.33 

A112.I8.1 

LFl 

62 

844 

1149 

595 

54 

•3 

PS46 

e633 

AG'3 

J369 

D2859T 

ERF7 

D2863 

T461 

57 
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56A 

331 
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30 
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Std.  for  Glass  Fiber  Reinforced  Plastic  Storage  Tanks  for 
fety  Std.  for  Marine  Manually  Operated  Valves  for  Use  with 
Rec.  Pract.  and  Std.  Covering  Portable  Containers  for 
Safety  Std.  for  Power  Operated  Dispensing  Devices  for 
Std.  for  Dip  Tanks  Containing 
installation.  Operation  and  Mai/  Rec.  Pract.  and  Std.  for 

Std.  for  the  Manufacture  of 

0)  Rec.  Pract.  for 
Std.  for  Prevailing  Torque  Type  Steel  Hex 

Brake 

td.  for  Coupling  Clamp,  Groove  V  Band  6.400,  9.400,  11.400 
Std.  Spec,  for  Carbon  Steel  Sheets  of 
Spec,  for  Hex 

ange  Thickness.  Height  and  Throat  Radius  Gage  for  New  Wide 
ange  Thickness,  Height  and  Throat  Radius  Gage  for  New  Wide 
ange  Thickness,  Height  and  Throat  Radius  Gage  for  New  Wide 
Wide  Flange  Steel  Wheels  (Railway  Cars/  Std.  for  Maximum 
.  for  Maximum  Master  Gage  for  Checking  A.A.R.  Std.  Maximum 
.  for  Minimum  Master  Gage  for  Checking  A.A.R.  Std.  Maximum 
.  for  Minimum  Master  Gage  for  Checking  A.A.R.  Std.  Minimum 
lie  Flanged  Tube,  Pipe,  and  Hose  Connections,  4  Bolt  Split 

Spec,  for 

robes  in  Gas  Turbine  Engines)  (1971) 

Std.  Pract.  for  Cast  Iron  Valves, 
Std.  Pract.  for  Cast  Iron  Swing  Check  Valves, 
Std.  Pract.  for  Ball  Valves  with 
flange  Type  (1968)  Std.  for  Hydraulic 

owder  Magnet/  Quality  Std.  for  Steel  Castings  for  Valves, 

1)  (1971)  (Quality  Std.  for  Steel  Castings  for  Valves, 
8)  Std.  Spec,  for  Leaded  Carbon  Steel  Forged  Pipe 
r  Pumps  and  Motors  (1966)  A/         Std.  Dimensions  for  Mounting 

Mounting 
Std.  Steel  Pipe  Line 
td.  Pract.  for  Spot  Facing  for  Bronze,  Iron  and  Steel  Pipe 
1)  Spec,  for  Wellhead  Equipment  (Production  Valves, 

Steel  Castings;  Radiographic  Inspection  Meth,  for  Valves, 
e  /  Std.  Spec,  for  Forged  or  Rolled  9%  Nickel  Alloy  Steel 

kel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Pipe 
al  Service  (1/  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe 

temperature  SI  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe 

Temper/  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe 

y  Heal  /  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe 

he  Durability  of  the  Two  Strip  Gummed  Tape  Closure  for  the 
ubie  Liquid  Adhesives  for  Automatic  Machine  Sealing  of  Top 

Std.  for  Molded 
Std.  for  Refrigeration 
Component  Std.  for 


g  Bath  (1969) 


teels  and  Austenitic-Type  Alloys  (1971) 


Std.  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Spec,  for  Rings, 


Flammable  Liquids  (1965) 
Flammable  Liquids  (1968) 
Flammable  Liquids  (1970) 
Flammable  Liquids  (1971)  ANSI  Z216.1 
Flammable  or  Combustible  Liquids  (1971) 
Flammable  (Combustible)  Gas  Indicators  Including  Their 
(Flammable)  Organic  Coatings  (1971) 

Flange  and  Emergency  Valve  Dimensional  Information  (197 
Flange  Locknuts  (1969) 
Flange  Mounting  (1968) 
Flange  Od  (1970) 

Flange  Quality  (1969)  ANSI  G33.4 
Flange  Screws  (1970) 

Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Ca 
Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Ca 
Flange  Steel  Wheels  (Railway  Cars)  (1970)  /  Maximi 

Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
Flange  Thickness.  Height  and  Throat  Radius  Gage  for  New 
Flange  Type  (1968)  Std.  for  H' 

Flange  12  Point  Screws  (1970) 

Flange  (Thermocouple  for  Mounting  Temperature  Sensing  P 
Flanged  and  Threaded  Ends  (1970) 
Flanged  and  Threaded  Ends  (1970) 

Flanged  or  Butt  Welding  Ends  for  General  Service  (1970) 
Flanged  Tube,  Pipe,  and  Hose  Connections,  4  Bolt  Split 
Flanges  and  Fittings  and  Other  Piping  Components  (Dry  P 
Flanges  and  Fittings  and  Other  Piping  Components  (Visua 
Flanges  and  Parts  for  Pressure  and  General  Service  (196 
Flanges  and  Shafts  for  Positive  Displacement  Fluid  Powe 
Flanges  for  Engine  Accessory  Drives  (1964) 
Flanges  (1970) 
Flanges  (1970) 

Flanges,  Blowout  Preventers  and  Wellhead  Fittings)  (197 
Flanges,  Fittings,  and  Other  Piping  Components  (1971) 
Flanges,  Fittings,  Valves,  and  Parts  for  Low  Temperatur 
Flanges,  Forged  Fittings  and  Valves  and  Parts  for  Corro 
Flanges,  Forged  Fittings  and  Valves  and  Parts  for  Gener 
Flanges,  Forged  Fittings  and  Valves  and  Parts  for  High 
Flanges,  Forged  Fittings,  and  Valves  and  Parts  for  High 
Flanges,  Forged  Fittings,  and  Valves  and  Parts  Speciall 
Flaps  of  Corrugated  Fibreboard  Boxes  (1958)  /Meas 
Flaps  of  Fiberboard  Shipping  Cases  (1970)  /Solver 
Flare  Criteria  and  Outlines  (1964) 
Flare  Type  Tube  Fittings  (1967) 

Flares  and  Fittings  for  Vehicle  Air  Conditioners  (1967) 
Flash  Butt  Welder  (1964) 

Flash  of  Molded  Solid  Rubber  Products  (1970) 
Flash  Point  by  Tag  Closed  Tester  (1970)  ANSI  Zl  1.24 
Flash  Point  of  Drycleaning  Detergents  in  the  Drycleanin 
Flash  Point  of  Drying  Oils  (R1969) 
Flash  Point  with  Tag  Open  Cup  Apparatus  (1970) 
Flash  Welded,  Corrosion  and  Heat  Resistant  Austenitic  S 


Rec.  Pract.  for  Vehicular  Hazard  Warning  Signal  Flasher  (1968) 

Flashing  and  Metalwork  Used  on  Limestone  Building  (1967 


967) 

ipment  (1967) 

al  (Farm)  and  Industrial  Equipment  (1967) 

Roof  Spec.  Plate  for  Reinforced  Asbestos  Base 
Roof  Spec.  Plate  for  Base 
(1971)  Safety  Std.  for  Electric 

Std.  for  Cassia 
Std.  Spec,  for  Oxygen  Combustion 
Color  Change  of  Fabrics  Due  to 
Emery  Method  of  Color  Change  in  Fabrics  Due  to 

Reed  Wire 
Design  and  Construction  of 
Std. 
Std. 

Std.  Test.  Procedure  for  Filled  Case 
Std.  Spec,  for 
Std.  Uniform  Platform  Width  of 
Rec.  Pract.  for  Wood  Decking  for 
Std.  Spec,  for  Flat  Cable, 
Std.  Test  Meth.  for 
Meth.  for 
Meth.  for 

Std.  Test.  Procedure  for  Filled  Case 
Conduit  Steel, 

q  Set  (1971)  Std.  Part  Screw  Machine. 

Std.  Part  Screw,  Self  Locking, 
Std.  Part  Screw,  Machine, 
y  Steel,  Self  Locking  and  Nonlocking  (197/  Screw.  Machine 

CRES,  Self  Locking  and  Nonlocking  (1970)  Screw,  Machine 
nium  Alloy,  6al-4v  Self  Locking  and  Nonio/  Screw,  Machine 


Std.  Reglets;  Metal  Cap  Flashing  Fastened  in  the  Reglet  Cut  in  the  Limestone  (1 

Flashing  Warning  Lamp  for  Farm  and  Light  Industrial  Equ 
Flashing  Warning  Lamp  for  Remote  Mounting  on  Agricultur 
Flashing  (1970) 
Flashing  (1970) 

Flashlights  and  Lanterns  for  Use  in  Hazardous  Locations 
Flask  (1958) 

Flask  (1970)  ANSI  Zl  15.14 

Flat  Abrasion  (Frosting)  Screen  Wire  Method  (1970) 
Flat  Abrasion  (Frosting)  (1970) 
(Flat  and  Oval)  (1962) 

Flat  and  Sloped  Bnck  Soffits  (Tech.  Notes)  (1970) 
Flat  Back  Journal  Bearing  Wedge  (1970) 
Flat  Back  Journal  Bearings  (1970) 
Flat  Bottom  Drop  Fibre  Motor  Oil  Cans  (1967) 
Flat  Cable,  Flat  Conductor,  Unshielded  (1970) 
Flat  Cars  (Railway)  (1968) 
Flat  Cars  (Railway)  (1970) 
Flat  Conductor,  Unshielded  (1970) 
Flat  Crush  of  Corrugating  Medium  (1969) 
Flat  Crush  Test  of  Corrugated  Board  (1971) 
Flat  Crush  Test  of  Corrugating  Medium  (1971) 
Flat  Drop  Fibre  Cans  (1967) 
Flat  Electrogalvanized  (1962) 

Flat  Fillister  Head,  Close  Tolerance,  Short  Thread,  Tor 
Flat  FiMister  Head,  Full  Thread  (1971) 
Flat  Filhster  Head,  Full  Thread,  Torq  Set  (1971) 
Flat  Filhster  Head,  Full  Thread,  Tri  Wing  Recess,  Alio 
Flat  Filhster  Head,  Full  Thread,  Tri  Wing  Recess,  A286 
Flat  Fillister  Head,  Full  Thread,  Tri  Wing  Recess.  Tita 


FMS 

7-88 

Sa  UL 

1106 

ABYC 

P12 

UL 

87 

NFPA 

34 

ABYC 

A14 

NFPA 

35 

TTMA 

RP28 

IFI 

107 

SAE 

J337 

SAE 

AS976 

ASTM 

A414 

IFI 

111 

AAR 

MSRP-B-96 

AAR 

MSRP-B-96A 

m  Fl  AAR 

MSRP-B-42I 

AAR 

MSRP-B-42I 

AAR 

MSRP-B-96 

AAR 

MSRP-B-96A 

AAR 

MSRP-B-96B 

/drau  SAE 

J5i8B 

IFI 

115 

SAE 

ARP465A 

MSS 

SP70 

MSS 

SP71 

MSS 

SP72 

SAE 

J518B 

MSS 

SP53 

MSS 

SP55 

ASTM 

A465 

NFLDP 

T3.9.65.1 

SAE 

J896 

MSS 

SP44 

MSS 

SP9 

API 

6A 

MSS 

SP54 

ASTM 

A522 

ASTM 

B462 

ASTM 

A181 

ASTM 

A 105 

ASTM 

A182 

ASTM 

A404 

jre  T  GIA 

2 

t  Sol  ASTM 

D1874 

ElA 

JED30 

SAE 

J513C 

IMACA 

305 

RWMA 

16-1.7 

RMA 

•8.18 

A.STM 

D56 

ASTM 

D2554 

ASTM 

D1393 

AASHO 

T79 

SAE 

AMS7490J 

SAE 

J945 

ILIA 

•8.27B 

ILIA 

♦8.27A 

SAE 

J974 

ASAE 

S307 

NRCA 

•2-V13 

NRCA 

•2-VI4 

UL 

783 

EOA 

APPL 

ASTM 

E205 

AATCC 

119 

AATCC 

120 

SWA 

•128 

SCPI 

36A 

AAR 

MSRP-D-50 

AAR 

MSRP-D-48 

CCTI 

C125.1T 

IPC 

FC220 

AAR 

MSRP-C-24 

AAR 

MSRP-C-23 

IPC 

FC220 

ASTM 

D2806 

TAPPI 

T808OS 

TAPPI 

T809OS 

CCTI 

C125T 

SWA 

•101 

NSA 

1121 

NSA 

1191 

NSA 

1101 
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5400-6 
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5500-6 
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Std.  Pari  Bolt,  Self  Locking, 
Std.  Spec,  for  Tantalum  Ingots  and 
Std.  Part  Bolt, 
Std.  Part  Bolt, 
Std.  Part  Bolt 
Std.  Part  Bolt 
Std.  Part  Bolt, 

nd  Dimensions  for  1  Qt  Fibre  Motor  Oil  Cans  401  Diameter, 
Meth.  for  Determining  the  Curl  of  Gummed 
Meth.  for  Indicating  the  Blocking  Resistance  of  Gummed 
r  Wrought  Copper  and  Copper  Alloy  Mill  Products;  Including 
Steel  Products  Manual  for 
heet/  Std.  Spec,  for  General  Requirements  for  Delivery  of 

Std.  Meth.  of  Tension  Test  of 
Std.  Meth.  of  Shear  Test  in  Flatwise  Plane  of 
Std.  Test  Meth.  for  Edgewise  Compressive  Strength  of 
Std.  Meth.  of  Flexure  Test  of 
.4cu-l.5mg-0.60mn  (Alclad  2024  and  l-l/2w  Alclad  2024-T.^61 
.4cu-l.5mg-0.60mn  (Alclad  2024  and  l-l/2w  Alclad  2024-T861 
Std.  Spec,  for  Zinc  Coated 
Zipper  Wire, 

f  Disposable  Soft  Goods  Hydrostatic  Head  in  Contact  with  A 
r  Dimensional  Requirements  for  Duplex  Face  and  Single  Face 
Tent.  Test  Meth.  for  Scrub  Resistance  of  Interior  Latex 
Steel  Products  Manual  for  Carbon  Steel 
Set  (1971)  Std.  Part  Screw,  Machine, 

Std.  Part  Screw,  Self  Locking, 
Std.  Part  Screw,  Machine, 
Std.  Part  Screw,  Machine, 
Std.  Part  Screw,  Machine, 
Spec,  for  Grease  for  Lubrication  of  Trailer  Hitches  on 
Rake  Tine  Steel  (Tempered), 
Sewer  Rod  Wire, 
Staple  Wire,  Preformed, 
Heddle  Wire 
Conveyor  Belt  Wire 
Std.  Part  Screw,  Self  Locking, 
Screw  Machine, 
Std.  Meth.  for  Measuring 
or  Vegetable  Fibers  (Akund,  Coco.  Coir,  Cotton,  Excelsior, 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Meal 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Oil 

Dynamic 

Z109.13  Std.  Meth.  of 

rical  Mandrel  Apparatus  (1971)  Std.  Test  Meth.  for 

Safety  Std.  for  Marine  Rigid  and 
Spec,  for 

Tent.  Spec,  for  Annealed  Aluminum  Alloy  Foil  for 
Meth.  for  Dynamic  Strength  of 
Meth.  for  Static  Load  Strength  of 
Std.  Definitions  of  Terms  Relating  to 
Std.  Test  Meth.  for  Rate  of  Grease  Penetration  of 
tion  (1968)  ANSI  C59.94  Std.  Meth.  of  Test, 

or  Treated  Fabrics  (1970)  Std.  Meth.  of  Test 

n  for  Gas  Appliances  (1964/  Std.  Listing  Requirements  for 

Safety  Std.  for 
Std.  for  Keyways  for 
Std.  for  Load  Classification  and  Service  Factors  for 
et  and  Tubular  Form  (1970)  Std.  Spec,  for  Preformed 

I  Chloride  (1970)  Std.  Spec,  for 

Safety  Std.  for  Marine 
pg)  (1970)  Pigtails,  Expansion  Coils,  and 

Tent.  Std.  for  Blocking  Resistance  of  Paper  and 
Installation  of 
Tent.  Spec,  for  Copper  Alloy  Strip  for 
Safety  Std.  for 
Safety  Std.  for 
Meth.  for  Creasing  of 
Meth.  for  Greaseproofness  of 
Std.  for  Packaging  of  Items  in  a  Bag, 
Std.  Spec,  for 

pes  Used  for  Electrical  Insulation  (/  Std.  Meth.  of  Test. 

Spec,  for  Design  of 

n(1970)  Std.  Meth.  of  Test, 

n  (1970)  Std.  Spec,  for 

Std.  Meth.  of  Test.  Molded 
Std.  Meth.  of  Test.  Slab 
Shaft  Wire, 

,  Electrical  Insulation  Noncrosslinked  Polyvinyl  Chloride, 
g,  Electrical  Insulation  Irradiated  Polyolefin,  Pigmented. 

Electrical  Insulation  Cross  Linked  Polyolefin,  Pigmented, 
I)  Std.  Meth.  for 

(I960)  Tent.  Std.  for 


es  Loading  (1969) 


Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 


Flat  Fillister  Head,  Torq  Set,  Close  Tolerance  (1971) 

Flat  Mill  Products  (1970) 

Flat  Pan  Head  (1971) 

Flat  Pan  Head.  Full  Thread  (1971) 

Flat  Pan  Head,  Hi  Torque  Recess,  Full  Thread  (1971) 

Flat  Pan  Head.  Hi  Torque  Recess.  Long  Thread  (1971) 

Flat  Pan  Head,  Hi  Torque  Recess,  Short  Thread  (1971) 

Flat  Panel  Profile  (1969)  Rec.  Std.  for  Loose  Metal  E 

Flat  Papers  (1970) 

Flat  Papers  (1970) 

Flat  Products,  Rod  and  Wire  and  Pipe  and  Tubes  Std.  Han 

Flat  Rolled  Electrical  Steel  (1968) 

Flat  Rolled  Stainless  and  Heat  Resisting  Steel  Plate,  S 

Flat  Sandwich  Constructions  in  Flatwise  Plane  (1970) 

Flat  Sandwich  Constructions  or  Cores  (1970) 

Flat  Sandwich  Constructions  (1970) 

Flat  Sandwich  Constructions  (1970) 

Flat  Sheet,  l-l/2w  Alclad  2024-T361  Plate)  (1970)  /D  4 

Flat  Sheet.  l-l/2w  Alclad  2024-T86I  Plate)  (1970)  ID  4 

Flat  Steel  Armoring  Tape  for  Electrical  Cables  (1971) 
Flat  Steel  (1962) 

Flat  Surface  (1970)  /Test  Meth.  for  Fluid  Repellency  O 

Flat  Thread  Rolling  Dies  (1968)  Std.  Fo 

Flat  Wall  Paints  (1969) 
Flat  Wire  (1959) 

Flat  100  Deg.  Head,  Close  Tolerance,  Short  Thread,  Torq 

Flat  100  Deg.  Head,  Full  Thread  (1971) 

Flat  100  Deg.  Head,  Full  Thread,  Torq  Set  (1971) 

Flat  100  Deg.  Head,  Short  Thread,  Torq  Set  (1971) 

Flat  82  Deg.  Head,  Full  Thread,  Torq  Set  (1971) 

Flat  (Railway)  Cars  (1969) 

Flat  (1962) 

Flat  (1962) 

Flat  (1962) 

(Flat)  Drop  Wire  (1962) 
(Flat)  (1962) 

Flat,  100  Deg.  Head,  Shear,  Torq  Set  (1971) 
Flathead  100  Deg.  Plain  and  Self  Locking  (1970) 
Flatness  of  Plastics  Sheet  or  Tubing  (1969)  ANSI  K65.18 
Flax,  Jute,  Kapok,  Manila,  Milkweed.  Moss,  Palm,  Sisal, 

(Flaxseed)  (1972) 

(Flaxseed)  (1972) 

Flex  Fatigue  Test  for  Slab  Polyurethane  Foam  (1969) 
Flex  Test,  of  Finish  on  Upholstery  Leather  (1969)  ANSI 
Flexibility  of  Resilient  Flooring  Materials  with  Cylind 
Flexible  Air  Ducting  (1966) 

Flexible  and  Performed  Fibrous  Glass  Insulation  (1970) 

Flexible  Barrier  Applications  (1971) 

Flexible  Barrier  Material  Seals  (1969) 

Flexible  Barrier  Material  Seals  (1969) 

Flexible  Barrier  Materials  (1968) 

Flexible  Barrier  Materials  (1968) 

Flexible  Composite  Materials  Used  for  Electrical  Insula 
Flexible  Composites  of  Copper  Foil  with  Dielectric  Film 
Flexible  Connectors  of  Other  Than  All  Metal  Conslructio 
Flexible  Cord  and  Fixture  Wire  (1971)  ANSI  C3.3.1 
Flexible  Couplings  (1971) 
Flexible  Couplings  (1971) 

Flexible  Elastomeric  Cellular  Thermal  Insulation  in  She 
Flexible  Foams  Made  From  Polymers  or  Copolymers  of  Viny 
Flexible  Fuel  Line  Sections  (1966) 

Flexible  Hose  Connectors  for  Liquefied  Petroleum  Gas  (L 
Flexible  Materials  (1947) 
Flexible  Membrane  Linings  (1970) 
Flexible  Metal  Hose  (1969) 

Flexible  Metal  (Steel  and  Aluminum)  Conduit  (1971) 
Flexible  Metallic  Hose  (1970) 

Flexible  Packaging  Material  Specimens  for  Test.  (1969) 
Flexible  Packaging  Materials  (1968) 
Flexible  Plastic  Transparent,  with  Accessories  (1971) 
Flexible  Printed  Wiring  (1969) 

Flexible  Resin  Coated  Glass  Fabrics  and  Glass  Fabric  Ta 

Flexible  Sheet  Pile  Bulkheads  (1970) 

Flexible  Treated  Sleeving  Used  for  Electrical  Insulatio 

Flexible  Treated  Sleeving  Used  for  Electrical  Insulatio 

Flexible  Urethane  Foam  (1968) 

Flexible  Urethane  Foam  (1971) 

Flexible  (1970) 

Flexible,  Heat  Shrinkable  1.6  to  1  Shrink  Ratio  (1970) 
Flexible,  Heat  Shrinkable  (1971)  /C.  for  Plastic  Tubin 

Flexible,  Heat  Shrinkable  (1971)  /or  Plastic  Moldings, 

Flexural  Properties  of  Ceramic  Whileware  Materials  (197 
Flexural  Resistance  and  Deflection  of  Insulating  Board 
Flexural  Strength  of  Adhesive  Bonded  Laminated  Assembli 
Flexural  Strength  of  Hydrauhc  Cement  Mortars  (1969) 
Flexure  Creep  of  Sandwich  Constructions  (1970) 
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Std.  Melh.  of 

f  Elasticity)  (1970)  Std.  Meth.  of 

cores  (1968)  Std.  Test.  Procedure  for  Measuring 

draulic  Cement  Mortars  (Using  Portions  of  Prisms  Broken  in 
Rec.  Pract.  for  the  Control  of 
raft  (1971)  Rec.  Pract.  for  Location  and  Actuation  of 

Std.  for  Seats  for 

es  for  Transport  Aircraft  (1971)  Rec.  Pract.  for 

Rec.  Pract.  (Safety  Considerations)  for 

Crew  Escape  Provisions, 
e  Protection  (1971)  Rec.  for 

ailed  in  Subsonic  Transport  Aircraft  (19/  Rec.  Pract.  for 

c.  (1965)  Gypsum  Lath 

Wallboard  (1959) 

brick)  (1959)  End  Gate  Single  Tier 

brick)  (1959)  End  Gate  Double  Tier 

Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 
arloading  Pattern  (for  Rail  Shipment  of  Brick)  Double  Tier 
1  Shipment)  for  Bulk  Materials  in  Steel  Drums.  Double  Tier 
cation  of  Angle  Cocks  on  Freight  Cars  of  Any  Length  Having 
oating  Sills  with  the  Train  Line  and  Angle  Cock  Secured  to 

Std.  Spec,  for  White 

part  Nut,  Self  Locking.  Plate  One  Lug,  Low  Height,  C-Bore, 
Insert  Molded  In,  Blind  Threaded,  Self  Locking. 
Rec.  Pract.  Covering  Buoyancy  in  the  Event  of 
Safety  Std.  for  Cellular  Metal 
Safety  Std.  for  Under 
eth.  for  Static  Coefficient  of  Friction  of  Polished  Coated 
ds)  in  Water  Emulsion.  Solvent  Based,  and  Polymer  Emulsion 
Meth.  for  Saturating  Property  of  Roofing  and 
Spec,  for  Vertical  Grain  Laminated  Wood 
Std.  Spec,  for  Creosoted  End  Grain  Wood  Block 

maple  (1968) 

1971)  Std.  Test  Meth.  for  Flexibility  of  Resilient 

.  for  Simulated  Service  Test,  of  Wood  and  Wood  Base  Finish 
ec.  Insulation  Board  Underlayment  for  Laminated  Wood  Block 
Std.  for  Mosaic  Parquet  Hardwood  Slat 
Guide  Spec,  for  Adhesive  Applied  Wood  Parquet 
Specifying:  Resilient 
Guide  Spec,  for  Wood 
for  Exposed  Platforms,  Pavements,  Driveways,  and  Interior 
Vermiculite  Insulating  Concrete 
Design  Data  on  Concrete  Joist.  Filler  Block 
Spec.  Manual;  Certified  Oak 
Rec.  Std.  for 
Rec.  Pract.  for  Emergency 
Rec.  Pract.  for  Level  Boat 
Rec.  Pract.  for  Minimum  Boat 
Wetting  Time  of  Pulp  (Disk 
Std.  for  the  Prevention  of  Dust  Explosions  in 
the  Prevention  of  Dust  Explosions  in  Woodworking  and  Wood 
Std.  Pneumatic  Conveying  Systems  for  Feed, 
tors  (1965)  Std.  for  Test  and  Rating  Procedure  for 

for  Test,  for  Leaks  in  the  Filters  Associated  with  Laminar 
meth.  for  Flow  Ratings  of  Organic  Coatings  Using  the  Shell 
Rec.  Pract.  for  Electrohydraulic 
for  Thermal  Conductivity  of  Materials  by  Means  of  the  Heat 
ty  Sensors  for  Milk  and  Its  Liquid  Pro/  Sanitary  Std.  for 

Gas 

971)  Std.  Meth.  of  Test  for  Resistance  to  Plastic 

c.  Pract.  for  the  Measurement  of  Intake  Air  or  Exhaust  Gas 
the  Hubbard/  Std.  Meth.  of  Test  for  Resistance  to  Plastic 

Test  Meth.  for  Sag 

le  (1971)  AASHO  T120.  ANSI  A37.26  Std.  Meth.  of  Test  for 

Std.  for  Continuous 
Std.  Test  Meth.  for 

pparent  Viscosity  of  Adhesives  Having  Shear  Rate  Dependent 
Tent.  Meth.  of  Test  for  Liquid 
Std.  Meth.  of  Test  for 
Procedure  for  Determination  of  Velocity  and  Gas 
omparator  (1968)  Std.  Test  Meth.  for 


Flexure  Test  of  Flat  Sandwich  Constructions  (1970) 
Flexure  Testing  of  Slate  (Modulus  of  Rupture,  Modulus  O 
Flexure  Under  Side  to  Side  Compression  Fibre  Tubes  and 
Flexure)  (1970)  ANSI  A1.30  /Compressive  Strength  of  Hy 

Flies  (Sanitation)  in  Commercial  Baking  Areas  (1967) 
Flight  Deck  Controls  for  Commercial  Transport  Type  Aire 
Flight  Deck  Crewmen  for  Transport  Aircraft  (1971) 
Flight  Deck  Instrumentation  and  Display  Design  Objectiv 
Flight  Deck  Seats  for  Transport  Aircraft  (1971) 
Flight  Deck  Visual.  Audible  and  Tactual  Signals  (1970) 
Flight  Deck  (Commercial  Transport  Aircraft)  (1970) 
Flight  Simulator  System  Construction.  Occupancy  and  Fir 
Flight  Test  Procedures  for  Static  Pressure  Systems  Inst 
Floating  Angle  Construction  and  Nailing  and  Stapling  Re 
Floating  Interior  Angle  Meth.  of  Application  for  Gypsum 
Floating  Load  Carloading  Pattern  (for  Rail  Shipment  of 
Floating  Load  Carloading  Pattern  (for  Rail  Shipment  of 
Floatmg  Load.  20  Pallets  (1959) 
Floating  Load,  20  Pallets,  End  Gates  Only  (1959) 
Floating  Load,  28,  32,  or  36  Pallets,  End  Gates  Only  (19 
Floating  Load,  4  Units  Per  Car.  24  to  40  Pallets  (1954) 
Floating  Sills  with  the  Train  Line  and  Angle  Cock  Secur 
Floating  Sills  (1970)  /Ht  Cars  of  Any  Length  Having  Fl 

Floating  Toilet  Soap  (1969)  ANSI  K60.4 

Floating  (1971)  Std. 
Floating,  Sandwich  Panel  (1970) 
Flooding  (on  Boats)  (1970) 

Floor  Raceways  and  Fittings  (1969)  ANSI  C33.58 

Floor  Raceways  and  Fittings  (1970)  ANSI  C33.62 

Floor  Surfaces  as  Measured  by  the  James  Machine  (1969) 

Floor  Waxes  (1969)  /for  Nonvolatile  Matter  (Total  Soli 

Flooring  Felt  Kerosine  Number)  (1971) 

Flooring  for  Freight  Cars  (Railway)  (1970) 

Flooring  for  Interior  Use  (1970)  ANSI  010.1 

Flooring  Grading  Rules,  Oak,  Pecan,  Beech,  Birch.  Hard 

Flooring  Materials  with  Cylindrical  Mandrel  Apparatus 

Flooring  (1969)  Std.  Test  Meth 

Flooring  (1969)  Rec.  Product  and  Application  Sp 

Flooring  (1970) 

Flooring  (1971) 

Flooring.  Including  Tile  and  Sheet  Material  (1971) 

Flooring:  Parquet,  Adhesive  Applied  (1968) 

Floors  Exposed  to  Wet  and  Dry  Conditions  (1970)  ANSI  09 

Floors  on  Grade  (1961) 

Floors  (1948) 

Floors  (1969) 

Florist  Wire  (1970) 

Flotation  Equipment  (1970) 

Flotation  Stability  (1969) 

Flotation  (1969) 

Flotation)  (1971) 

Flour  and  Feed  Mills  (1971)  ANSI  Z12.3 

Flour  Manufacturing  Plants  (1971)  ANSI  Z12.20  /Td.  for 

Flour,  Grain,  and  Other  Agricultural  Dusts  (1970) 
flow  and  Grease  Retention  Capacities  of  Grease  Intercep 
Flow  Clean  Rooms  and  Clean  Work  Stations  by  Use  of  a  Co 
Flow  Comparator  (1968)  Std.  Test 

Flow  Control  Servovalves  (1970) 

Flow  Meter  (1970)  Std.  Meth.  of  Test 

Flow  Meters,  Including  Strainers,  Temperature  and  Densi 
Flow  Model  Studies  (1969) 

Flow  of  Bituminous  Mixtures  Using  Marshall  Apparatus  (1 

Flow  of  Diesel  Engines  (1971)  Re 

Flow  of  Fine  Aggregate  Bituminous  Mixtures  by  Means  of 

Flow  of  Highly  Viscous  Materials  (1968) 

Flow  of  Portland  Cement  Concrete  by  Use  of  the  Flow  Tab 

Flow  Oxygen  Regulators  (1970) 

Flow  Properties  of  Adhesives  (1969) 

Flow  Properties  (1969)  Std.  Test  Meth.  for  A 

Flow  Rate  of  Membrane  Filters  (1968) 

Flow  Rate  of  Metal  Powders  (1970)  ANSI  H9.2 

Flow  Rate  (1965) 

Flow  Ratings  of  Organic  Coatings  Using  the  Shell  Flow  C 


ASTM 

C393 

ASTM 
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ASTM 
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ASTM 
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of  Test  for  Flow  of  Portland  Cement  Concrete  by  Use  of  the 
aintenance  Instructions  for  Chlorine  Institute  Std.  Excess 
sing  (1970)  Sid. 

Std.  Meth.  of  Test  for  Apparent  Density  of  Non  Free 
Std.  Meth.  of  Test  for  Smoke  Density  in  the 
National  Building  Code  for  Chimneys, 
Moisture  Content  of  Pulp 
Glossary  of  Drilling 

(1970)  Std.  for  Boss 

Rec  Pract.  for  Hexagon  Bar  Sizes  for 
ulates  From  Reservoir  Type  Pressure  Sensing  Instruments  by 
Std.  for  Motor  Vehicle  Brake 
Std.  Test  Meth.  for  Density  of  Adhesives  in 
Sanitary  Stds.  for  Air  Eliminators  for  Milk  and 
ation  Test  for  Steel  Separable  Tube  Fittings  for  Hydraulic 
968)  ANSI  B9/  Static  Pressure  Rating  Meth.  of  Square  Head 

Dimension  Identification  Code  for 
Cylinder  Bore  and  Piston  Rod  Sizes  for 
od  End  Configurations  for  Cataloged  Square  Head  Industrial 
Mounting  Dimensions  for  Square  Head  Industrial 
Rec  Std.  Glossary  of  Terms  for  Hydraulic 
Rec.  Std.  for  Graphic  Symbols  for  Hydraulic 
Std.  for  Application  Information  Form  for  Hydraulic 
Std.  for  Non  Integral  Industrial 

s  (1970)  ANSI  B93.I3 

Std.  Meth.  of  Measuring  Sound  Generated  by  Hydraulic 
Meth.  of  Measuring  Sound  Generated  by  Hydraulic 
for  Mounting  Flanges  and  Shafts  for  Positive  Displacement 
Basic  Performance  Data  for  Positve  Displacement  Hydraulic 
Std.  Test  Conditions  and  Procedures  for  Hydraulic 
Rec.  Std.  for  Filtration  for  Hydraulic 
Technical  Manual  for  Filtration  for  Hydraulic 
Requirements  of  Separable 
mensions  for  Mounting  Surfaces  of  Sub  Plate  Type  Hydraulic 
Symbols  for  Marking  Electrical  Leads  and  Ports  on 
Glossary  of  Terms  for 

ead  in  Contact  with  a  Flat  Surface  /  Tent.  Test  Meth.  for 

pec.  for  Rings,  Sealing,  Synthetic  Rubber  High  Temperature 

Tent.  Meth.  for  Open  Bottle  Tap  Sampling  of  Noncryogenic 
oluted,  Tetrafluoroethylene,  for  Aircraft  High  Temperature 
Code  Requirements  for  Organic 
Sid.  for  Motor  Vehicle  Brake 
Glossary  of  Terms  for 
Graphic  Symbols  for 
Meth.  of  Rating  Performance  of 
11.174  Std.  Meth.  of  Test  for  Maximum 

Safety  Std.  for  Self  Contained  Strainers  for  Flammable 
Tent.  Classification  for  Metal  Working 
td.  Meth.  of  Test  for  Insoluble  Contamination  of  Hydraulic 
iculates  From  Man  Accessible  Storage  Vessels  for  Aerospace 
Std.  Meth.  of  Sampling  Aerospace 
Std.  Meth.  for  Field  Sampling  of  Aerospace 
r  Microscopic  Sizing  and  Counting  Particles  From  Aerospace 
18  Std.  Meth.  of  Test.  Silicon 

Multipurpose  Petroleum  Base 
mulative  Recirculating  System  Test,  of  Aerospace  Hydraulic 
culate  Contamination  in  Clean  Rooms  for  Handling  Aerospace 
Std.  Meth.  of  Sampling  Cryogenic 
cation  of  Solder  and  Solder  Flux  Contaminants  in  Aerospace 
fication  of  Metallic  and  Fibrous  Contaminants  in  Aerospace 
characteristics  of  Membrane  Filters  for  Use  with  Aerospace 
Rec.  Prac.  Std.  Procedure  for  Test.  Drilling 
Std.  Spec,  for 
Std.  Meth.  for  Chemical  Analysis  of 
St  Meth.  for  Spectral  Bandwidth  and  Wavelength  Accuracy  of 
Oil;  Fluorescent  Penetrant,  High 
evaluation  of  Commercial  Solution,  Isothiocyanates  Used  in 
Meth.  for  the  Designation  of 
test  for  Hydrocarbon  Types  in  Liquid  Petroleum  Products  by 

Safety  Std.  for 
Spec,  for 

d  Electrical  Characteristics  of  40  Watt  T  12  Preheat  Start 
and  Electrical  Characteristics  of  30  Watt  T12  Rapid  Start 
Guide  for  Electrical  Measurement  of 
Rec  for  the  Effect  of  Temperature  on 
Spec,  for  the  Chromaticity  of 
ty  Std.  for  Lampholders,  Starters,  and  Starter  Holders  for 
le(1970)  Oil; 

Oil; 
Oil; 

Std.  for  Sodium 

(1970)  Std.  for  Poly  (Vinylidene 

1  Pipe  and  Fittings  (1970)  Std.  for 

71)  Std.  for 


Flow  Table  (1971)  AASHO  T120,  ANSI  A37.26  Std.  Meth. 

Flow  Valves  (1967) 

Flowchart  Symbols  and  Their  Usage  in  Information  Proces 
Flowing  Metal  Powders  (1970)  ANSI  H9.32 
Flue  Gases  From  Distillate  Fuels  (1970)  ANSI  Z1I.182 
Flues  and  Venting  Systems  (1967) 
Fluff  Dry  (1971 


/Nations  and  R 


d  and  Associated  Terms  (1965) 

d  Connection,  Internal  Straight  Thread,  Shallow  Tap 
d  Fittings  (1970) 

d  Flushing  (1970)  /D.  Meth.  of  Sampling  for  Partic 

d  for  Use  Under  Arctic  Atmospheric  Conditions  (1970 
d  Form  (1969) 
,d  Milk  Products  (1971) 

d  Power  Applications  (1970)  Qualific 
d  Power  Cylinders  Pressure  Containing  Components  (1 
d  Power  Cylinders  (1964)  ANSI  B93.I 
d  Power  Cylinders  (1965)  ANSI  B93.3 
d  Power  Cylinders  (1968)  ANSI  B93.8 
d  Power  Cylinders  (1969)  ANSI  B93.I5 
d  Power  Filters  and  Separators  (1967) 
d  Power  Filters  and  Separators  (1968) 
d  Power  Filters  and  Separators  (1969) 
d  Power  Hydraulic  Reservoirs  (1969) 
d  Power  Industrial  Type  Air  Line  Pressure  Regulator 
d  Power  Motors  (1971) 
d  Power  Pump  (1970) 

d  Power  Pumps  and  Motors  (1966)  ANSI  B93.6  /Nsions 
d  Power  Pumps  and  Motors  (1971)  /T.  and  Presenting 

d  Power  Quick  Disconnect  Couplings  (1970) 
d  Power  Systems  (1965) 
,d  Power  Systems  (1965) 
d  Power  Tube  Fittings  (1970) 

d  Power  Valves  (1968)  ANSI  B93.7  Std.  Di 

d  Power  Valves  (1968)  ANSI  B93.9 
d  Power  (1970)  ANSI  B93.2 
d  Power,  Hydraulic  and  Pneumatic  (1964) 
d  Repellency  of  Disposable  Soft  Goods  Hydrostatic  H 
d  Resistant,  Low  Compression  Set  Fpm  Type  70  -  80 
d  System  Component  Spec.  Criteria  (1970) 
d  Systems  (1968) 

d  Systems  (1971)  /  Temperature  Hose  Assembly,  Conv 

d  Vaporizer  Generators  for  Power  Boilers  (1971) 
d  (Used  Under  Nonartic  Conditions)  (1970) 
die  Devices  and  Circuits  (1968) 
die  Devices  and  Circuits  (1968) 
die  Devices  (1970)  ANSI  B93.14 

dity  Temperature  of  Residual  Fuel  Oil  (1970)  ANSI  Z 
ds  and  Anhydrous  Ammonia  (1971) 
ds  and  Related  Materials  (1970) 
ds  by  Gravimetric  Analysis  (1970) 

ds  by  Vacuum  Entrainment  Technique  (General  Meth.) 
ds  From  Components  (1970) 
ds  in  Containers  (1970) 

ds  on  Membrane  Filters  (1969)  ANSI  Zl  1.265  /Th.  Fo 

ds  Used  for  Electrical  Insulation  (1968)  ANSI  C59.1 
ds  (Hs73)  (1968) 

ds  (1969)  Std.  Meth.  for  Si 

ds  (1969)  ANSI  Z11.268  /or  Sampling  Airborne  Parti 

ds  (1970) 

ids  (1970)  Std.  Meth.  of  Identifi 

ds  (1970)  Std.  Meth.  of  Test  for  Identi 

ds  (1970)  ANSI  Zl  1.270  /Th.  of  Test  for  Pore  Size 

ds  (1971) 

Fluor  Chrome  Arsenate  Phenol  (1971) 
Fluor  Chrome  Arsenate  Phenol  (1971)  ANSI  011.20 
Fluorescence  Spectrometers  (1969) 
Fluorescence,  Solvent  Soluble  (1970) 
Fluorescent  Antibody  Studies  (1969) 
Fluorescent  Glow  Lamps  (1961) 
Fluorescent  Indicator  Absorption  (1970) 
Fluorescent  Lamp  Ballasts  (1971)  ANSI  C33.68 
Fluorescent  Lamp  Starters  (1966) 
Fluorescent  Lamp  (1961)  Std.  Dimensional  An 

Fluorescent  Lamp  (1969)  Std.  Dimensional 

Fluorescent  Lamps  (1955) 
Fluorescent  Lamps  (1963) 
Fluorescent  Lamps  (1969) 
Fluorescent  Lamps  (1969)  ANSI  C33.32 
Fluorescent  Penetrant,  High  Fluorescence,  Solvent  Solub 
Fluorescent  Penetrant,  Solvent  Soluble  (1970) 
Fluorescent  Penetrant,  Water  Soluble  (1970) 
Fluoride  (1971) 

Fluoride)  (Pvf  2)  Plastic  Lined  Steel  Pipe  and  Fittings 
Fluorinated  Ethylene  Propylene  (Fep)  Plastic  Lined  Stee 
Fluorinated  Ethylene  Propylene  (Fep)  Plastic  Tubing  (19 


Tent.  Te 
Std.  for  the 
/Td.  Meth.  of 


Safe 


ASTM 

CHI 

ANSI 

ASTM 

ASTM 

AIA 

TAPPI 

API 

SAE 

SAE 

ASTM 

SAE 

ASTM 

DFISA 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

NFLDP 

RWMA 

DA 

SAE 

SAE 

ASTM 

SAE 

ASME 

SAE 

NFLDP 

NFLDP 

NFLDP 

ASTM 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

API 

ASTM 

ASTM 

ASTM 

SAE 

BSC 

ANSI 

ASTM 

UL 

ANSI 

ANSI 

ANSI 

ANSI 

lES 

ANSI 

UL 

SAE 

SAE 

SAE 

AWWA 

use 
use 
use 


C124 
42 

X3.5 

B417 

D2156 

CO-l-X 

UM-202 

BULDl! 

AS1171 

ARP1201 

F305 

J1702B 

D1875 

2900 

T3.8.70.3 

T3.6.68.5 

T3.2.60.1 

T3.6.67.1 

T3.6.67.4 

T3.6.7 

T3. 10.67. 3 

T3. 10.68.4 

T.3.10.6 

T3. 16.69.2 

T3.12.3 

T3.9.I4 

T3.9.70.I2 

T3.9.65.1 

T3.9.17 

T3.20.70.2 

T3. 10.65.1 

T3. 10.65.2 

T3.8.70.2 

T3.5.65.I 

T3.5.68.2 

T2.1 

16-1.11 

80.9 

AMS7280 

AIR1082 

F301T 

ARP620A 

BPVCIPVG 

J1703B 

T3.7.68.1 

T3.7.68.2 

T3.7.3 

D1659 

331 

D2881T 

F313 

F306 

F303 

F302 

F312 

D2225 

J73 

D2428 

F318 

F310 

F315 

F314 

F316 

13B 

D1034 

D1035 

E388 

AMS3157A 
*2 

C78.381 

D1319 

935 

C78.180 
C78.408 
C78.708 
e78.375 

eP25 

C78.376 
542 

AMS3157A 

AMS3155B 

AMS3156B 

B701 

PS35 

PS34 

PS43 
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0,  000  psi  (197!) 
0  psi  (1971) 

nk  Short  Thread,  Alloy  Steel.  1/ 
nk  Short  Thread,  Alloy  Steel,  1/ 
urn  Alloy  (1970) 
Steel,  160,  000  psi  (1971) 
ium  Alloy  (1970) 

60,000  psi  (1971) 


Std.  for  Heat  Shrinkable 
ent.  Test  Meth.  for  Microquantities  of  Uranium  in  Water  by 

Std.  for 

Std.  Part  Bolt,  100  Deg. 
Std.  Part  Bolt  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  for  Bolt,  100  Deg. 
Std.  Part  Bolt.  100  Deg. 

Std.  for  Bolt  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  Part  Bolt  100  Deg. 
Std.  Part  Bolt,  100  Deg. 
Std.  Part  100  Deg. 

1)  Std.  Part  Bolt  100  Deg. 

From  Reservoir  Type  Pressure  Sensing  Instruments  by  Fluid 
4)  Std.  Meth.  for  Determining 

Spec,  for  16mm  3khz 
Std.  Meth.  for  Measuring  Fast  Neutron 
Std.  Meth.  for  Measuring  Fast  Neutron 
Std.  Meth.  for  Measuring  Fast  Neutron 
Std.  Meth.  for  Measuring  Fast  Neutron 
Std.  Meth.  for  Measuring  Neutron 
Std.  Meth.  for  Measuring  Fast  Neutron 
Std.  Meth.  of  Identification  of  Solder  and  Solder 
Std.  Spec,  for  Rosin 
Std.  Meth.  for  Measuring  Heat 
Rec.  Std.  for  Screen  Cloth  Wire  (Space  Cloth,  Hardware, 

Std.  Spec,  for 

n  Portland  Cement  Concrete  (1971t)  Tent.  Spec,  for 

g  Aerosol  and  Pressurized  Space  Spray  Insecticides  Against 

Design  Objectives  for 
Std.  for  Engine 

Test  Procedures  and  Minimum  Evaluation  Std.  for  Clutch 
Std.  and  Spec.  Applicable  to  Explosion  Resistant 

ators  (1970)  Rec.  Pract.  for 

Pract.  (1969) 
act.  (1969) 

uantitative  Determination  of  Mixtures  of  Shredded  Urethane 
f  Shredded  Latex  Foam  Rubber  in  Mixtures  of  Shredded  Latex 

Std.  for  Packaging  of  Box, 
Std.  for 

Std.  Meth.  of  Test.  Urethane 
Std.  Meth.  of  Test.  Urethane 
1968)  Determination  of  Latex 

urethane  Fo/  Quantitative  Determination  of  Shredded  Latex 

Qualitative  Identification  of  Latex 
initions  for  Quahtative  Determination  of  Defects  in  Latex 

Std.  Spec,  for  Latex 
Std.  for  High  Expansion 
tection  (Yard  Piping  Supplying  Sprinklers,  Water  Spray  and 
Quahtative  Identification  of  Polyurethane 
Qualitative  Identification  of  Polyurethane 
Qualitative  Identification  of  Polyurethane 
Buyers  Spec,  for  Latex 
Qualitative  Identification  of  Polyvinyl  Chloride 
(Qualitative  Identification  of  Polyvinyl  Chloride 
Std.  Meth.  of  Test.  Molded  Flexible  Urethane 
rubber  in  Mixtures  of  Shredded  Latex  Foam  and  Polyurethane 
Dynamic  Flex  Fatigue  Test  for  Slab  Polyurethane 
Std.  Meth.  of  Test.  Slab  Flexible  Urethane 
Requirements  for  Rigid 
Std.  Test  Meth.  for 

e  (1970)  Std.  Spec,  for  Flexible 

Quantitative  Separation  of 
Std. 

Std.  Distance  Scales  for 
Std.  for  Vehicle 
Std.  Test  Meth.  for  Dust  and 
Tent.  Spec,  for  Annealed  Aluminum  Alloy 
Std.  Spec,  for  Copper 
n  Dose  to  Polymeric  Materials  and  Apphcation  of  Threshold 
Std.  Meth.  of  Test.  Flexible  Composites  of  Copper 
Std.  Meth.  of  Tension  Test,  of  Metallic 
d.  Spec,  for  Molybdenum  and  Molybdenum  Alloy  Strip,  Sheet, 

Spec,  for  Steel 

aminated,  and  Printed  Types)  (1970)  Std.  for  Aluminum 

te  of  Technology  Tester  (1969)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for 
Meth.  for 
Meth.  for 

eth.  for  Relative  Stability  of  Paper  (by  Effect  of  Heat  on 


ating  Materials  (1968) 


Fluorocarbon  Plastic  Tubing  (1971)  USC  PS47 

Fluorometry  (1970)  ASTM  D2907T 

Fluosilicic  Acid  (1971 )  AWWA  B70.1 

Flush  Shear  Head  (1971)  NSA  1581 

Flush  Tension  Head  .0312  Oversize  Shank  Alloy  Steel,  16  NSA  1603 

Flush  Tension  Head  Hi  Torque  Recess  Alloy  Steel,  160,  00  NSA  583 

Flush  Tension  Head  Hi  Torque  Recess,  .0156  Oversize  Sha  NSA  1243 

Flush  Tension  Head  Hi  Torque  Recess,  .0312  Oversize  Sha  NSA  1253 

Flush  Tension  Head  Hi  Torque  Recess.  Long  Thread  Titani  NSA  663 

Flush  Tension  Head  Hi  Torque  Recess,  Short  Thread  Alloy  NSA  1503 

Flush  Tension  Head  Hi  Torque  Recess,  Short  Thread  Titan  NSA  1083 

Flush  Tension  Head  (1971)  NSA  1580 

Flush  Tension  Head,  .0156  Oversize  Shank  Alloy  Steel,  1  NSA  1703 

Flush  Tension  Head,  Full  Thread  (1971)  NSA  1582 

Flush  Tension  Head,  Hi  Torque  Recess,  Full  Thread  (1971  NSA  1219 

Flush  Tension  Head,  Hi  Torque  Recess,  Long  Thread  (1971  NSA  1221 

Flush  Tension  Head,  Hi  Torque  Recess,  Short  Thread  (197  NSA  1220 

Flushing  (1970)  ID.  Meth.  of  Sampling  for  Particulates  ASTM  F.305 

Flutter  Content  of  Sound  Recorders  and  Reproducers  (195  ANSI  Z57.1 

Flutter  Test  Film  Photographic  Type  (1970)  ANSI  PH22.43 

Flux  by  Radioactivation  of  Aluminum  (1970)  ASTM  E266 

Flux  by  Radioactivation  of  Iron  (1970)  ASTM  E263 

Flux  by  Radioactivation  of  Nickel  (1970)  ASTM  E264 

Flux  by  Radioactivation  of  Sulfur  (1970)  ASTM  E265 

Flux  by  Radioactivation  Techniques  (1970)  ASTM  E261 

Flux  by  Radioactivation  Techniques  (1970)  ASTM  E262 

Flux  Contaminants  in  Aerospace  Fluids  (1970)  ASTM  F315 

Flux  Core  Solder  (1971)  ASTM  B284 

Flux  Using  a  Water  Cooled  Calorimeter  (1971)  ASTM  E422 

Fly  and  Insect  and  Fine  Mesh)  (1970)  SWA  '77 

Fly  Ash  and  Other  Pozzolans  for  Use  with  Lime  (1969)  ASTM  C593 

Fly  Ash  and  Raw  or  Calcined  Natural  Pozzolans  for  Use  I  ASTM  C618 

Flying  Insects  (1971)  Test  Meth.  for  Evaluatin  CSMA  AG*26 

Flying  Qualities  of  Civil  Transport  Aircraft  (1970)  SAE  ARP842B 

Flywheel  Housings  (1969)  SAE  J617B 

Flywheel  Safety  Shields  and  Bellhousings  (1971)  SEMA  6-1 

Flywheels  and  Pressure  Plate  Assemblies  (1971 )  SEMA  1-1 

Flywheels  for  Engine  Mounted  Torque  Converters  ( 1 968)  SAE  J927A 

Flywheels  for  Single  Bearing  Engine  Mounted  Power  Gener  SAE  J162 

Flywheels  for  Single  Plate  Spring  Loaded  Clutches;  Rec.  SAE  J618C 

Flywheels  for  Two  Plate  Spring  Loaded  Clutches;  Rec.  Pr  SAE  J619C 

Foam  and  Feathers  (1968)  ABFLO  D-18 

Foam  and  Polyurethane  Foam  (1968)  live  Determination  O  ABFLO  C-6 

Foam  Cushioning  Convoluted  (1971)  NSA  3443 

Foam  Fire  Extinguishing  Systems  (1970)  NFPA  11 

Foam  Isocyanate  Raw  Materials  (1970)  ASTM  D1638 

Foam  Polyol  Raw  Materials  (1969)  ASTM  D2849 

Foam  Rubber  Content  in  Rubber  Bonded  Animal  Hair  Pads  ABFLO  D-2 

Foam  Rubber  in  Mixtures  of  Shredded  Latex  Foam  and  Poly  ABFLO  C-6 

Foam  Rubber  (1968)  ABFLO  C-10 

Foam  Rubber  (1968)  Terms  and  Def  ABFLO  C-8 

Foam  Rubbers  (1969)  SAE  J17  ASTM  D1055 

Foam  Systems  (1970)  NFPA  llA 

Foam  Systems,  Yard  and  Roof  Hydrants,  Monitor,  Standpip  FI  24 

Foam  (Ester  Type)  (1968)  ABFLO  C-5 

Foam  (Ester  Type)  (1968)  ABFLO  C-7 

Foam  (Ether  and  Ester  Type)  (1968)  ABFLOC-ll 

Foam  (1960)  RMA  *4 

Foam  (1968)  ABFLO  C-4 

Foam  (1968)  ABFLO  C-9 

Foam  (1968)  ASTM  D2406 

Foam  (1968)  /Ive  Determination  of  Shredded  Latex  Foam  ABFLO  C-6 

Foam  (1969)  SAE  J388 

Foam  (1971)  ASTM  D1564 

Foamed  Polyurethane  for  Construction  (1971)  FMS  LPDl-57 

Foaming  Properties  of  Surface  Active  Agents  (1970)  ASTM  D1173 

Foams  Made  From  Polymers  or  Copolymers  of  Vinyl  Chlorid  ASTM  D1565 

Foams  Used  as  Filling  Materials  in  Bedding  (1970)  ABFLO  2C 

Foams  (1968)  ABFLO  C-1 

Focal  Length  Markings  of  Lenses  (1970)  ANSI  PH3,13 

Focusing  Camera  Lenses  (1968)  ANSI  PH3.20 

Fog  Lamps  (1971)  SAE  J583C 

Fog  Tracking  and  Erosion  Resistance  of  Electrical  Insul  ASTM  D2132 

Foil  for  Flexible  Barrier  Applications  (1971)  ASTM  B479 

Foil  for  Printed  Circuit  Wiring  Apphcations  (1971)  IPC  CF150B 

Foil  Measurements  (1968)  /Th.  of  Calculation  of  Neulro  ASTM  D2365 

Foil  with  Dielectric  Film  or  Treated  Fabrics  (1970)  ASTM  D2861 

Foil  (1969)  ASTM  E345 

Foil,  and  Plate  (1969)  St  ASTM  B386 

Foil,  Corrosion  Resistant  (1971)  SAE  AMS5501A 

Foil;  Properties  and  Tolerances  (Including  Unmounted,  L  AA  *289 

Folding  Endurance  of  Paper  by  the  Massachusetts  Institu  ASTM  D2176 

Folding  Endurance  of  Paper  by  the  Schopper  Tester  (1969  ASTM  D643 

Folding  Endurance  of  Paper  (MIT  Tester)  (1969)  TAPPI  T51 1 

Folding  Endurance  of  Paper  (1968)  TAPPI  T423 

Folding  Endurance)  (1970)  TAPPI  T453 
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Spec,  for 
Std.  for  Cam 
Rec.  Pract.  for  Draft  Gear 
Pre  Marketing  Check  List  for 
Meth.  for  Determining  Overrun  of 
Public  Health  and  Safety  Test,  and  Evaluation  for 

Std.  for 

Sanitation  Code  for  the  Vending  of 
67)  Std.  for 

tary  Procedures  for  Prevention  of  Salmonellosis  (Bacterial 
mperature  Requirements  and  Controls  (Potentially  Hazardous 
Std.  Performance  Requirements  for  Household 
Std.  Performance  Requirements  for  Commercial 
Std.  for  Coolers  for  Bakery 
Meth.  for  Determining  %  Product  Retention  in  Pressurized 
eth.  of  Test  for  Abrasion  Resistance  of  Stone  Subjected  to 
Std.  Meth.  of  Test  for  Cubic 
(I971t)  AN/  Tent.  Meth.  of  Test  for  Unit  Weight  Per  Cubic 

Std.  Test  Meth.  for 
Std.  Test  Meth.  for 

Volumetric  Capacity  of  Forage  Wagons.  Wagon  Boxes,  and 
Dimensions  for  Compatible  Operation  of 
ions  of  Manure  Spreaders  (1970)  Volumetric  Capacity  of 

Temperature  Electromotive 
Rec.  Pract.  for 

to  be  Used  in  Measuring  and  Recording  Draft  Gear  Reaction 
rick  Masonry  Curtain  and  Panel  Walls  (in  Resisting  Lateral 
Rules  Governing  Inspection  and  Repairs  of 
69)  Rec.  Pract.  for 

(1970)  Test  Meth.  for 

1)  Std.  Spec,  for  Austenitic  Steel 

Std.  Spec,  for  Wrought  Iron  Rolled  or 
Std.  for  Bent  Bolts,  Studs,  Projection  Weld  Studs  and 
molybdenum  Copper  Columbium  Stabilized  Alloy  Pipe  Flanges, 
e  (1/  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges, 

re  SI  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges, 

Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges, 
Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges, 
ngs,  and  Valves  and  Parts  for  High  Temper/  Std.  Spec,  for 

ngs,  and  Valves  and  Parts  Specially  Heat  /  Std.  Spec,  for 

Columbium  Stabilized  Alloy  Pipe  Flanges,/  Std.  Spec,  for 

d  Valves  and  Parts  for  High  Temperature  S/  Std.  Spec,  for 

d  Valves  and  Parts  for  General  Service  (1/  Std.  Spec,  for 

s.  Valves,  and  Parts  for  Low  Temperature  /  Std.  Spec,  for 

service  (1968)  Std.  Spec,  for  Leaded  Carbon  Steel 

X  1 1  In.  or  6  1/2  X  12  In.  Journals  (Ra/  Std.  for  Cast  or 

X  1 1  In.  or  6  1/2  X  12  In.  Jo/  Alternate  Std.  for  Cast  or 

X  12  In.  Journals  (Railway)  (1970)  Std.  for  Cast  or 

X  9  In.  and  5  1/2  X  10  In.  Journals  (Railway)  /  Std.  for 

X  II  In.  Journals,  for  Repairs  Only  /  Alternate  Std.  for 

Coatings  on  Products  Fabricated  From  Rolled,  Pressed,  and 
ents  for  Pressure  Vessels  Fabricated  by  Welding,  Riveting, 
.  Spec,  for  Nickel  Iron  Chromium  Silicon  Alloy  Billets  and 
Std.  Spec,  for  Copper  and  Copper  Alloy 
Spec,  for  Martensitic  Stainless  Steel  Bars,  Forgings,  and 
Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 
9)  Std.  Spec,  for  Zirconium 

rasonic  Acceptance  Std.  for  Airframe  Aluminum  Alloy  Plate, 
Spec,  for  Titanium  Alloy  Bars, 
Base  -  22cr  -  22ni  -  14.5w  -  0.07/  Spec,  for  Alloy  Bars, 

Base -19.5cr-13.5co-4.3mo-3.Oti-l.4al  Consu/  Alloy  Bars, 

Base  I9.5cr-1 3.5co-4.3mo-3.0ti-l  ,4al  Consum/  Alloy  Bars, 

quality  Assurance  Sampling  of  Carbon  and  Low  Alloy  Steels, 
45  -  0.50c)  (1971 )  Spec,  for  Steel  Bars, 

-  26ni  -  1.3mo  -  2.lti  -  0.30v)  CI  Spec,  for  Steel  Bars, 

Spec,  for  Steel  Bars, 
Std.  Spec,  for  Steel,  Closed  Impression  Die 
ators  (1968)  ANSI  /  Std.  Spec,  for  Carbon  and  Alloy  Steel 

(1968)  ANSI  G55.6  Std.  Spec,  for  Alloy  Steel 

td.  Spec,  for  Quenched  and  Tempered  Carbon  and  Alloy  Steel 
Std.  Spec,  for  Carbon  and  Alloy  Steel 
uenched  and  Tempered  Vacuum  Treated  Carbon  and  Alloy  Steel 

Std.  Spec,  for  Carbon  Steel 


Std.  Spec,  for  Alloy  Steel 
Std.  Spec,  for  Carbon  Steel 
Spec,  for  Steel  Bars  and 
Spec,  for  Steel  Bars,  and 
Std.  Spec,  for  Carbon  Steel 
Spec,  for  Titanium  Alloy  Bars  and 
Spec,  for  Titanium  Alloy  Bars  and 
Aluminum  Alloy 
Titanium  Bars  and 
Titanium  Alloy 
Std.  Spec,  for  Copper  and  Copper  Alloy  Die 
std.  Spec,  for  Carbon  Steel  Blooms,  Billets,  and  Slabs  for 
Test,  and  Inspection  of  Turbine  and  Generator  Steel  Rotor 


vessel  Components  (1969)  ANS/ 
elted  (1971) 


70) 

ed  (1970) 


Foliage  Green  Steel  Bridge  Paint  (1970)  AASHO  M67 

Follower,  Needle  Bearing,  High  Strength  Stud  (1970)  NSA  562 

Followers  (1970)  AAR  MSRP-C-34 

Food  Aerosols  Only  (1971)  CSMA  AG*30 

Food  Aerosols  Such  as  Whipped  Cream  (1971)  CSMA  AG*31 

Food  and  Beverage  Vending  Machines  (1967)  NAMA  '2 

Food  and  Beverage  Vending  Machines  (1969)  NSF  25 

Food  and  Beverages  (1965)  NAMA  *5 

Food  Contact  Surfaces  and  Parts  of  Vending  Machines  (19  NAMA  *1-400 

Food  Poisoning  Caused  by  Salmonella)  (1965)  /Asic  Sani  AIB  109 

Food  Vending  Machines)  (1967)  Std.  Te  NAMA  '1-700 

Food  Waste  Disposer  Units  (1970)  ASSE  1008 

Food  Waste  Disposer  Units  (1970)  ASSE  1009 

Foods  (1970)  BISSC  33 

Foods  (1971)  CSMA  AG»32 

Foot  Traffic  (1970)  Std.  M  ASTM  C241 

Foot  Weight  of  Crushed  Bituminous  Coal  (1969)  ANSI  K20.  ASTM  D291 

Foot,  Yield,  and  Air  Content  (Gravimetric)  of  Concrete  ASTM  C138 

Foots  in  Raw  Linseed  Oil  (Gravimetric  Method)  (1969)  ASTM  D1966 

Foots  in  Raw  Linseed  Oil  (Volumetric  Method)  (R1969)  ASTM  D1954 

Forage  Handling  Adaptations  of  Manure  Spreaders  (1970)  ASAE  S238 

Forage  Harvesters,  Wagons  and  Blowers  (1970>  ASAE  S328T 

Forage  Wagons,  Wagon  Boxes,  and  Forage  Handling  Adaptat  ASAE  S238 

Force  Relation  for  Iron  Constantan  Thermocouples  (1956)  SAMA  PMC9-II 

Forced  Vibration  Test,  of  Vulcanizates  (1971)  ASTM  D223I 

Forces  (1970)  /Ec.  for  Requirements  of  Instrumentation  AAR  M901F 

Forces)  (Tech.  Notes)  (1968)  Four  Inch  Reinforced  B  SCPI  17L 

Foreign  Cars  and  Billing  for  Same  (Railway)  (1971)  AAR  MSRP-L-95 

Foreign  Material  Control  in  Commercial  Baking  Areas  (19  AIB  140 

Foreign  Particulate  Matter  in  Pulp  by  Transmitted  Light  TAPPI  T246 

Forged  and  Bored  Pipe  for  High  Temperature  Service  (197  ASTM  A430 

Forged  Blooms  and  Forgings  (1966)  ASTM  A73 

Forged  Eyebolts  (1970)  IFI  SEC.C 

Forged  Fittings  and  Valves  and  Parts  for  Corrosive  High  ASTM  B462 

Forged  Fittings  and  Valves  and  Parts  for  General  Servic  ASTM  A181 

Forged  Fittings  and  Valves  and  Parts  for  High  Temperatu  ASTM  A 105 

Forged  Fittings,  and  Valves  and  Parts  for  High  Temperat  ASTM  A182 

Forged  Fittings,  and  Valves  and  Parts  Specially  Heat  Tr  ASTM  A404 

Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fitti  ASTM  A182 

Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fitti  ASTM  A404 

Forged  or  Rolled  Chromium  Nickel  Iron  Molybdenum  Copper        ASTM  B462 

Forged  or  Rolled  Steel  Pipe  Flanges.  Forged  Fittings  An  ASTM  AI05 

Forged  or  Rolled  Steel  Pipe  Flanges,  Forged  Fittings  An  ASTM  AI8I 

Forged  or  Rolled  9%  Nickel  Alloy  Steel  Flanges,  Fitting  ASTM  A522 

Forged  Pipe  Flanges  and  Parts  for  Pressure  and  General  ASTM  A465 

Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  6  AAR  MSRP-C-28A 

Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  6  AAR  MSRP-C-28B 

Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  7  AAR  MSRP-C-28C 

Forged  Steel  Body  Center  Plates  for  Freight  Cars  with  5  AAR  MSRP-C-27 

Forged  Steel  Body  Center  Plates  for  Freight  Cars  with  6  AAR  MSRP-C-28 

Forged  Steel  Shapes,  Plates,  Bars,  and  Strip  (1971)  ANS  ASTM  A123 

Forging  and  Brazing  (1971)  Code  Requirem  ASME  BPVC8-I-B 

Forging  Bars  (1970)  Std  ASTM  B5I2 

Forging  Rod,  Bar  and  Shapes  (1971)  ANSI  H7.1  ASTM  B124 

Forging  Stock  for  High  Temperature  Service  (1966)  /Td.  ASTM  A505 

Forging  Stock  (1970)  AA  *28I4 

Forgings  and  Extrusions  for  Nonnuclear  Application  (196  ASTM  B493 

Forgings  and  Extrusions  (1964)  Rec.  Ult  ASNT  RPT.l 

Forgings  and  Rings  (6al  -  6v  -  2sn)  Annealed  (1971)  SAE  AMS4978A 

Forgings  and  Rings.  Corrosion  and  Heat  Resistant  Cobalt  SAE  AMS5772 

Forgings  and  Rings.  Corrosion  and  Heat  Resistant  Nickel  SAE  AMS5706D 

Forgings  and  Rings.  Corrosion  and  Heat  Resistant  Nickel  SAE  AMS5707C 

Forgings  and  Stock  (1970)  SAE  AMS2372 

Forgings  and  Tubing  (1.05cr  -  0.55ni  -  l.Omo  -  0.11  V  0.  SAE  AMS643IB 

Forgings  and  Tubing,  Corrosion  and  Heat  Resistant  (I5cr  SAE  AMS5737E 

Forgings  and  Tubing,  Nitriding  (1971)  SAE  AMS6470G 

Forgings  for  General  Industrial  Use  (1969)  ANSI  G55. 19  ASTM  A521 

Forgings  for  Magnetic  Retaining  Rings  for  Turbine  Gener  ASTM  A288 

Forgings  for  Nonmagnetic  Retaining  Rings  for  Generators  ASTM  A289 

Forgings  for  Pressure  Vessel  Components  (1969)  ANSI  G35  ASTM  A541 

Forgings  for  Pressure  Vessel  Shells  (1969)  ANSI  G55.4  ASTM  A372 

Forgings  for  Pressure  Vessels  (1969)  ANSI  G55. 17  /or  Q  ASTM  A508 

Forgings  for  Railway  Use  (1969)  ASTM  A236 

Forgings  for  Railway  Use  (1969)  ASTM  A238 

Forgings  for  Seamless  Drums,  Heads,  and  Other  Pressure  ASTM  A266 

Forgings  Premium  Quahty  (1971)  SAE  AMS6488A 

Forgings  Premium  (Quality.  Consumable  Electrode  Vacuum  M       SAE  AMS6443C 

Forgings  with  Special  Magnetic  Characteristics  (1969)  ASTM  A594 

Forgings  6a  1  -  4v  Annealed,  Heat  Treatable  (1970)  SAE  AMS4967C 

Forgings  6al  -  4v  Annealed,  120,  000  psi  Yield  (1970)  SAE  AMS4928E 

Forgings  7. 7zn-2.5mg-l. 5cu-O.I5cr  (7049-T73)  (1970)  SAE  AMS41I1 

Forgings  7al-4mo  Solution  and  Precipitation  Treated  (19  SAE  AMS4970C 

Forgings  8al-lmo-lv;  Solution  Heat  Treated  and  Stabiliz  SAE  AMS4973A 

Forgings  (Hot  Pressed)  (1969)  ASTM  B283 

Forgings  (R1969)  ANSI  G55.2  ASTM  A273 

Forgings  (R1969)  ANSI  G55.5  Std.  Meth.  of  Ultrasonic  ASTM  A4I8 
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eld  (1970) 

tation  Heat  Treated  (1970/ 
(1970) 

el  Base  -  16cr  -  37fe  -  2.9cb  -  1./ 
el  Base  -  16cr  -  37fe  -  2.9cb  -  1./ 
el  Base  -  16cr  -  37fe  -  2.9cb  -  1./ 
E  4130)  (1971) 
on  Heat  Treated  (1971) 
ode  Vacuum  Melted  (1971) 
17-0.23C)  Premium  Quality,  Consumable  Electr/ 
cuum  Consumable  Melted  (1970) 
970) 

.38-0.43c)  Premium  Quality  Consumable  Electr/ 
.40-0.45c)  Premium  Quality.  Consumable  Elect/ 
0.23  -  0.33c)  Premium  Quality,  Con/ 
971) 
71) 

r  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  / 
tant  12cr  Ferrite  Controlled  Premi/ 
SAB  51431)  (1970) 
dified  51100)  Premium  Quality,  Con/ 
remium  Quality  (1971) 
AE  4620)  (1971) 

Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electrode  /  Alloy 
cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  El/  Alloy  Bars  and 

cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  El/  Alloy  Bars  and 

free  Machining  (1971)  Spec,  for  Steel  Bars  and 

.Imo)  Free  Machining  (1971)  Spec,  for  Steel  Bars  and 

2.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  CI  Spec,  for  Alloy  Bars  and 

303  +  Cb)  Free  Machining  (1971)  Spec,  for  Steel  Bars  and 

1970)  Steel  Bars  and 

sae  51440c)  Consumable  Electrode  Melted  (/  Steel  Bars  and 

Spec,  for  Nickel  Copper  Alloy  Bars  and 
.Ocu)  Free  Machining  (1971)  Spec,  for  Steel  Bars  and 

ining;  Swaging  or  Upsetting  (1971)  Spec,  for  Bars  and 

ng(1971)  Spec,  for  Steel  Bars  and 

30303se,  30303mod)  Free  Machin/  Spec,  for  Steel  Bars  and 

2cr  -  12.5ni  -  5.3mn  -  2.25mo  (197/  Spec,  for  Steel  Bars, 

Steel  Products  Manual  for  Carbon  Steel,  Semifinished  for 
Spec,  for  Steel  Bars  and 
Spec,  for  Aluminum  Alloy  Die 


Spec,  for  Titanium  Alloy  Bars 
Spec,  for  Titanium  Alloy  Bars 
Titanium  Alloy  Bars 
Spec,  for  Alloy  Bars 
Spec,  for  Alloy  Bars 
Spec,  for  Alloy  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Titanium  Alloy  Bars 
Spec,  for  Steel  Bars 
Steel  Bars 
Steel  Bars 
Steel  Bars 
Steel  Bars 
Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars  and 


I,  18cr  -  llni  -  (Cb  -i-  Ta)  (SAE  30/ 
i  -  O.lOal  Consumable  Electrode  Me/ 


Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars 
Spec,  for  Steel  Bars, 
Specification  for  Steel  Bars, 
Spec,  for  Steel  Bars, 
Spec,  for  Steel  Bars, 
Steel  Bars, 
Spec,  for  Steel  Bars, 
Spec,  for  Steel  Bars, 
Spec,  for  Steel  Bars, 


t  (18cr  -  13ni  -  2.5mo)  (1/ 
t  (23cr  -  13.5ni)  (1971) 
t  (IScr  -  llni  -  Cb  +  ta)  Melted  (19/ 
2.5ni-1.8mo-0.33v  (0.08-0.15c)  (1970) 
9.5ni)  (1971) 

65ti-0.I0al  Consumable  Electrode  Ml 
nt,  18cr  -  lOni  -  Ti  (SAE  30321)  (/ 

-2.5ni-1.8mo-0.33v  (0.08-0. 15c)  Premium  Qual/  Steel  Bars 

8ni  -  2.3mo  -  l.lal  Vacuum  Induct/  Spec,  for  Steel  Bars, 

Spec,  for  Steel  Bars  and 
337)  0971)  Spec,  for  Steel  Bars  and 

ity(l971)  Spec,  for  Steel  Bars,  and 

Treated,  125,  000  psi  (862  Mn/M/  Spec,  for  Steel  Bars  and 

Spec,  for  Titanium  Alloy  Bars  and 
Glossary  of  Terms  for  Copper,  Brass  and  Bronze 
anical  Properties  and  Tolerances  for  Aluminum  Die  and  Hand 
loaded  And/  Stability  and  Safety,  Tilting  Platform  Tests 

;  Road  Graders;  Mining  and  Logging  Trucks  (Highway  Speed); 
ng  Solid  and  Cushion)  for  Industrial  Vehicles:  Slow  Speed; 

(Powered  Industrial)  Truck  Hook  Type 
Rec.  Pract.  for  Axle  Loadings  for  Counterbalanced  Rider 
Capacity  Ratings  (for  Platform,  Pallet  and 
r  Regular  Bicycles  Including  Tests  for  Static  Load,  Frame, 

Concrete  Slip 

ric  Lighting  Systems  (1963)  Rec. 

Std.  Spec,  for  Copper  Nickel  Alloys  in  Ingot 
1969)  Std.  for  Application  Information 

Std.  Spec,  for  Copper  Base  Alloys  in  Ingot 
e  Castings  (1971/  Std.  Spec,  for  Aluminum  Alloys  in  Ingot 

Std.  Station  Invoice 


Forgings  (1.05cr  -(0.98  -  1.10  C)  Bearing  Quality  (1971 
Forgings  (1966) 

Forgings  (1968)  ANSI  G60.6  Std.  Meth 

Forgings  (1969) 
Forgings  (1969) 

Forgings  (1969)  ANSI  G55. 16  Std.  Meth.  of 

Forgings  (1969)  ANSI  G55.3 
Forgings  (1970) 
Forgings  (1970)  ANSI  H38.8 

Forgings  (1971)  ANSI  G60.3  Std.  Spec 

Forgings)  (1971)  /Quality  Assurance  Sampling  and  Test. 

Forgings,  and  Forging  Slock  for  High  Temperature  Servic 
Forgings,  and  Rings  6al  -  6v  -  2sn  Annealed,  140,  000  Yi 
Forgings,  and  Rings  6a  1  -  6v  -  2sn  Solution  and  Precipi 
Forgings,  and  Rings  6al-6v-25n  Annealed,  Heat  Treatable 
Forgings,  and  Rings,  Corrosion  and  Heal  Resislanl,  Nick 
Forgings,  and  Rings,  Corrosion  and  Heat  Resislanl,  Nick 
Forgings,  and  Rings,  Corrosion  and  Heat  Resislanl,  Nick 
Forgings,  and  Rings,  0.95cr  -  0.20mo  (0.28  -  0.33c)  (SA 
Forgings,  and  Rings,  6al  -  4v,  Solution  and  Precipilati 
Forgings,  and  Tubing  Premium  Quality,  Consumable  Electr 
Forgings,  and  Tubing  0.75cr-9.0ni-4.5co-l  .0mo-0.09v  (0. 
Forgings,  and  Tubing  0.75si-l .Ocr-0.58mo(0.80-0.90c)  Va 
Forgings,  and  Tubing  1 .5cr-3.5ni-0.25mo  (0.23-0. 28c)  (1 
Forgings,  and  Tubing  1 .6si-0.82cr-l  .8ni-0.40mo-0.07v  (0 
Forgings,  and  Tubing  1 .6si-0,82cr-l  .8ni-0.40mo-0.07v  (0 
Forgings,  and  Tubing  (0.85cr  -  1.8ni  -  0.40mo  -  0.07v 
Forgings,  and  Tubing  (1.25cr  -  0.65ni  (0.33  -  0.38c)  (1 
Forgings,  and  Tubing  (l.8ni  -  O.25mo  (0.38  -  0.43c)  (19 
Forgings,  and  Tubing,  Corrosion  and  Heal  Resistant  (15c 
Forgings,  and  Tubing,  Corrosion  and  Moderate  Heal  Resis 
Forgings,  and  Tubing,  Corrosion  Resislanl  16.2cr-25ni 
Forgings,  and  Tubing,  1.05cr  -  l.lmn  (0.92  -  1.02c)  (Mo 
Forgings,  and  Tubing,  1.45cr  (0.98-1. 10c)  (SAE  52100)  P 
Forgings,  Carburizing,  1.8ni  -  O.25mo  (0.17  -  0.22c)  (S 
Forgings,  Corrosion  and  Heal  Resistant  Nickel  Base  19.5 
Forgings,  Corrosion  and  Heal  Resistant  Nickel  Base  19.5 
Forgings,  Corrosion  and  Heal  Resistant  Nickel  Base  19.5 
Forgings,  Corrosion  and  Heal  Resistant  (18cr  -  10.5ni) 
Forgings,  Corrosion  and  Heat  Resislanl  (18cr  -  13ni  -  2 
Forgings,  Corrosion  and  Heat  Resistant,  Nickel  Base  -  1 
Forgings,  Corrosion  and  Heat  Resislanl,  18cr  -  10.5ni 
Forgings,  Corrosion  Resislanl  14cr-4.0mo  (1.00-1. 10c) 
Forgings,  Corrosion  Resislanl  17cr-0.50mo  (0.951.20c) 
Forgings,  Corrosion  Resislanl  66.5ni-2.9al-30cu  (1970) 
Forgings,  Corrosion  Resistant  (17cr  -  5.8mn  -  5.8ni  -  2 
Forgings,  Corrosion  Resistant  (18.5cr  -  lOni)  Free  Mach 
Forgings,  Corrosion  Resistant  (18cr  -  9ni)  Free  Machini 
Forgings,  Corrosion  Resistant,  18cr  -  9.0ni  (SAE  30303, 
Forgings,  Extrusions,  and  Rings,  Corrosion  Resistant,  2 
Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled 
Forgings,  Nitriding  Heal  Treated,  Tensile  (1971) 
Forgings,  Solution  and  Precipitation  Heal  Treated  (1971 
Forgings,  Tubes,  and  Rings,  Corrosion  and  Heal  Resislan 
Forgings,  Tubing  and  Rings  18ni  -  7.8co  -  4.9mo  -  0.401 
Forgings,  Tubing  and  Rings  (1971) 

Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Resislan 
Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Resislan 
Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Resislan 
Forgings,  Tubing  and  Rings,  Corrosion  Resistant  11.8cr- 
Forgings,  Tubing  and  Rings,  Corrosion  Resistant  (19cr  - 
Forgings,  Tubing,  and  Rings  18.5ni  -  9.0co  -  4.9mo  -  0. 
Forgings,  Tubing,  and  Rings,  Corrosion  and  Heat  Resisla 
Forgings,  Tubing,  and  Rings,  Corrosion  Resislanl  11.8cr 
Forgings,  Tubing,  and  Rings,  Corrosion  Resislanl  13cr  - 
Forgings,  O.25mo  (0.35  -  0.40c)  (SAE  4037)  (1971) 
Forgings,  0.80cr  -  1.8ni  -  0.25mo  (0.35  -  0.40c)  (SAE  4 
Forgings,  1.05cr  (0.98  -  1.10c)  SAE  51100)  Premium  Qual 
Forgmgs,  1.8ni  -  O.25mo  (0.38  -  0.43c)  (SAE  4640)  Heat 
Forgings,  (6al  -  4v)  Annealed  (1971) 
Forgings;  Handbook  (1970) 

Forgings;  Rolled  Rings  (1970)  Std.  Mech 

(Fork  Industrial  Truck  Rider  Type,  Operation,  Stacking, 
Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mining  Car 
Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Tr 
Fork  Mounting  (1966) 

Fork  Trucks  with  Std.  or  Cushion  Solid  Rubber  Tires  (19 
Fork  Trucks)  (1966) 

Fork,  Steering  Assembly  and  Tire  Blowout  (1970)  /Ts  Fo 

Form  Canal  and  Ditch  Linings  (1970) 

Form  for  Accumulation  of  Maintenance  Test  Data  of  Elect 
Form  for  Castings  (1970) 

Form  for  Hydraulic  Fluid  Power  Fillers  and  Separators 
Form  for  Sand  Castings  (1970) 

Form  for  Sand  Castings,  Permanent  Mold  Castings,  and  Di 
Form  for  Spot  Television  Schedules  (1970) 
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basis  of  a  Percentage  of  Construction  Cost)  (1970)  Std. 
basis  of  a  Multiple  of  Direct  Personnel  Expense)  (1/  Std. 
basis  of  a  Professional  Fee  Plus  Expenses)  (1970)  Std. 
(1972)  Std. 
is  of  a  Percentage  of  Construction  Cost)  (1970)  Std. 
is  of  a  Multiple  of  Direct  Personnel  Expense)  (1970/  Std. 
is  of  a  Professional  Fee  Plus  Expenses)  (1970)  Std. 
II  Construction  Contracts)  (1970)  Std. 
or  Educational  Facilities  (1972)  Std. 

Rec.  Std.  for  Concrete 
Rec.  Diode  Phototube  Spec.  Data 
Rec.  Pract.  for  Drilling  Mud  Report 
Std.  Test  Meth.  for  Density  of  Adhesives  in  Fluid 
Spot  Television  Guide  Scheduling 
astomeric  Cellular  Thermal  Insulation  in  Sheet  and  Tubular 
of  Wettability  Applicable  to  Fabrics  and  Textiles  in  Yarn 
Spec,  for  Photographic  Grade  Sodium 
Quantitative  Determination  of 
materials  in  Articles  of  Up/  Qualitative  Determination  of 

Std.  Spec,  for  Melamine 
Std.  Spec,  for  Urea 
Determination  of  Amount  of 
Tent.  Test  Meth.  for  Methanol  Content  of 
Std.  for  Analysis  of 
Std.  Spec,  for 


t  Planning  (1970)  Rec.  Std.  Data 

Std  for  Linalyl 
Spectrum  for  Linalyl 
Std.  Test  Meth.  for  Drying,  Curing,  and  Film 
Std.  Test  Meth.  for  Minimum  Film 
pe  and  14,  28  and  42  Tracks  on  1  In.  Magne/  Recorded  Tape 

1969)  Rec.  Pract.  for  Heat  Treatment  of  Pipe  Bends  and 

Std.  Meth.  for  Examination  of  Water 
meth.  for  Identification  of  Crystalline  Compounds  in  Water 
h.  of  Test  for  Iron  Bacteria  in  Industrial  Water  and  Water 
.  of  Analysis  of  Solvent  Systems  Used  for  Removal  of  Water 
or  Sulfate  Reducing  Bacteria  in  Industrial  Water  and  Water 
Std.  Meth.  of  Field  Sampling  of  Water 
Spec,  for  the  Design  of  Cold 
er  Products  (1970)  Std.  for 

ng  in  Rounds  and  Shapes  (1971)  ANSI  /  Std  Spec,  for  Cold 

ng  (1971)  ANSI  G24.22  Std.  Spec,  for  Hot 

Std.  for 
Std.  for 
Tent.  Std.  for 

.  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Lock 
Iving  Drum  Tests  to  Measure  the  Durability  of  Gummed  Tapes 
Test  Cylinders  (19/  Tent.  Spec,  for  Single  Use  Molds  for 

ose  Acetate  Butyrate  Film  and  Sheeting  for  Fabricating  and 
Springs,  Steel,  0.85  -  1.05c,  Hardened  and  Tempered  After 

Rec.  Invoice 
Rec.  Purchase  Order 
General  Rules  and 

e  and  Line  Pipe  Properties  (1971)  Bui.  on 

Std.  Definitions,  Symbols, 
Meth.  for  Determination  of  Volatile  Content  of  Aerosol 
names  of  Water  Borne  Wood  Preservatives  and  Fire  Retardant 
lysis  of  Water  Borne  Wood  Preservatives  and  Fire  Retardant 
and  Construction  of  Plain  and  Reinforced  Concrete  Masonry 

Marine  Diesel  Engine 
Rec.  Names  for  Gates  and  Risers  in  the 
Classification  of  Cast  Copper  Base  Alloys  in 
Leaded  Brasses  in 
High  Strength  Yellow  Brasses  in 
Tin  (and  Leaded)  Bronzes  in 
High  Leaded  Tin  Bronzes  in 
Copper  Base  Alloys  with  Nickel  in 
Copper  Silicon  Alloys  in 
Aluminum  Bronzes  in 
High  Copper  Alloys  in 
Defects  in  Sand  Cast  Copper  Base  Alloys  in 
Salvage  of  Copper  Base  Alloy  Castings  in 
Melting  Equipment  of  Copper  Base  Alloys  in 
Metallography  of  Copper  Base  Alloys  in 
est  Procedure  for  Quality  Control  of  Copper  Base  Alloys  in 
Applications  of  Cast  Copper  Base  Alloys  in 
Industrial  Hygiene  and  Safety  in 
Patternmaking  of  Copper  Base  Alloys  in 
Properties  of  Cast  Copper  Base  Alloys  in 
Conforming  Spec,  for  Copper  Base  Alloys  in 
Glossary  of  Copper  Base  Alloys  in 
Melting  and  Pouring  of  Copper  Base  Alloys  in 
Solidification  Characteristics  of  Copper  Base  Alloys  in 
Gating  of  Copper  Base  Alloys  in 


Form  of  Agreement  Between  Architect  and  Engineer  (on  a  AIOA  C131 

Form  of  Agreement  Between  Architect  and  Engineer  (on  a  AIOA  C231 

Form  of  Agreement  Between  Architect  and  Engineer  (on  a  AIOA  C.331 

Form  of  Agreement  Between  Contractor  and  Subcontractor  AIOA  A401 

Form  of  Agreement  Between  Owner  and  Architect  (on  a  Bas  AIOA  B13I 

Form  of  Agreement  Between  Owner  and  Architect  (on  a  Bas  AIOA  B231 

Form  of  Agreement  Between  Owner  and  Architect  (on  a  Bas  AIOA  B331 

Form  of  Agreement  Between  Owner  and  Contractor  (for  Sma  AIOA  A107 

Form  of  Questionnaire  for  the  Selection  of  Architects  F  AIOA  B431 

Form  Twist  or  Snap  Tie  Wire  (1970)  SWA  *29 

Form  (1965)  EIA  JED54 

Form  (1969)  .  API  RP47 

Form  (1969)  ASTM  D1875 

Form  (1970)  AAAA  *9 

Form  (1970)  Std.  Spec,  for  Preformed  Flexible  El  ASTM  C534 

Form  (1971)  ANSI  L14.75  Test  Meth.  for  Evaluation  AATCC  39 

Formaldehyde  Bisulfite,  Anhydrous  NaHS03.HCH0  (1970)  ANSI  PH4.156 

Formaldehyde  in  Cotton  (1968)  ABFLO  K-5 

Formaldehyde  in  Undyed  Cotton  Battings  Used  as  Filling  ABFLO  K-1 

Formaldehyde  Molding  Compounds  (1969)  ASTM  D704 

Formaldehyde  Molding  Compounds  (1969)  ASTM  D705 

Formaldehyde  Present  in  Solution  (1968)  ABFLO  I-l 

Formaldehyde  Solutions  (1969)  ASTM  D2.380 

Formaldehyde  (1967)  TAPPI  T600 

Formaldehyde  (1968)  ASTM  D2378 

Format  for  Construction  Equipment  Manuals  (Hs  39)  (1968  SAE  J920 

Format  for  Construction  Spec.  Manual  of  Pract  (1970)  CSI  MP2A 

Format  of  Transport  Airplane  Characteristics  for  Airpor  NSA  3601 

Formate  (1969)  EOA  275 

Formate  (1969)  EOA  275S 

Formation  of  Organic  Coatings  at  Room  Temperature  (1969  ASTM  D1640 

Formation  Temperature  of  Emulsion  Vehicles  (1968)  ASTM  D2354 

Formats  for  7,  14,  and  21  Tracks  on  1/2  In.  Magnetic  Ta  EIA  RS394 

Formed  Components  of  Carbon  and  Ferritic  Alloy  Steels  PFI  ES6 

Formed  Deposits  by  Chemical  Microscopy  (1970)  ASTM  D1245 

Formed  Deposits  by  X-Ray  Diffraction  (1970)  Std.  ASTM  D9.34 

Formed  Deposits  (1970)  Std.  Met  ASTM  D932 

Formed  Deposits  (1970)  Tent.  Meth  ASTM  D2790 

Formed  Deposits  (1970)  Std.  Meth.  of  Test  F  ASTM  D993 

Formed  Deposits  (1970)  ANSI  Zl  11.8  ASTM  D887 

Formed  Steel  Structural  Members  (1968)  AISI  20 

Formed  Tubing  for  Special  Shapes  of  Extruded  Solid  Rubb  RMA  *8.31B 

Formed  Welded  and  Seamless  (Tarbon  Steel  Structural  Tubi  ASTM  A500 

Formed  Welded  and  Seamless  Carbon  Steel  Structural  Tubi  ASTM  A501 

Forming  Handsheets  for  Physical  Tests  of  Pulp  (1971)  TAPPI  T205OS 

Forming  Handsheets  for  Reflectance  Tests  of  Pulp  (1969)  TAPPI  T218 

Forming  Insulating  Boards  for  Physical  Tests  (1960)  TAPPI  TlOOl 

Forming  Quality  by  the  Hot  Dip  Process  (1971)  ID.  Spec  ASTM  A527 

Forming  the  Manufacturers  Joint  of  Corrugated  Fiberboar  GIA  1 

Forming  6  by  12  In.  (152  by  305mm)  Concrete  Compression  ASTM  C470 

Forming  (1969)  Std.  Spec,  for  Cellul  ASTM  D241I 

Forming  (1971)  Spec,  for  SAE  AMS7304B 

Forms  for  the  Grocery  Industry  ( 1964)  GMA  '1-5.2 

Forms  for  the  Grocery  Industry  (1964)  GMA  *l-5.3 

Formula  for  Fibre  Cans  (1970)  CCTI  M 

Formulas  and  Calculations  for  Casing,  Tubing,  Drill  Pip  API  BUL5C3 

Formulas  and  Tables  for  Control  Charts  (1968)  ASQC  Al 

Formulations  by  Vacuum  Distillation  (1971)  CSMA  AG*22 

Formulations  (1971)  Trade  AWPA  M9-71 

Formulations  (1971)  Std.  Meth.  for  Ana  AWPA  A2-71 

Foundation  Walls  (1961)  Design  NCMA  3 

Foundations  and  Seatings  (Std.  Pract.)  (1971)  DEMA  MDlll 

Foundry  Industry  (1953)  AFS  GM530 

Foundry  Pract.  (1965)  AFS  NF6511-I 

Foundry  Pract.  (1965)  AFS  NF651I-10 

Foundry  Pract.  (1965)  AFS  NF6511-II 

Foundry  Pract,  (1965)  '  AFS  NF651I-I2 

Foundry  Pract.  (1965)  AFS  NF6511-I3 

Foundry  Pract.  (1965)  AFS  NF65I1-I4 

Foundry  Pract.  (1965)  AFS  NF6511-I5 

Foundry  Pract.  (1965)  AFS  NF651I-16 

Foundry  Pract.  (1965)  AFS  NF65II-17 

Foundry  Pract.  (1965)  AFS  NF65I1-18 

Foundry  Pract.  (1965)  AFS  NF651I-19 

Foundry  Pract.  (1965)  AFS  NF6511-2 

Foundry  Pract.  (1965)  AFS  NF6511-20 

Foundry  Pract.  (1965)  AFS  NF6511-21 

Foundry  Pract.  (1965)  AFS  NF65I1-22 

Foundry  Pract.  (1965)  AFS  NF651I-23 

Foundry  Pract.  (1965)  AFS  NF6511-24 

Foundry  Pract.  (1965)  AFS  NF6511-25 

Foundry  Pract.  (1965)  AFS  NF6511-26 

Foundry  Pract.  (1965)  AFS  NF6511-27 

Foundry  Pract.  (1965)  AFS  NF651I-3 

Foundry  Pract.  (1965)  AFS  NF6511-4 

Foundry  Pract.  (1965)  AFS  NF6511-5 
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Molding  Meth.  and  Materials  of  Copper  Base  Alloys  in 
Coremaking  of  Copper  Base  Alloys  in 
Leaded  Red  and  Leaded  Semi  Red  Brasses  in 
dificalion;  Chilling  and  Risering  of  Copper  Base  Alloys  in 

Rec.  Std.  for  Core  Wire 
Drinking  Water  Coolers  (1971)  Std.  for  Drinking 

bber  High  Temperature  Fluid  Resistant.  Low  Compression  Set 
Meth.  for  Cellulose  Chain  Length  Uniformity  by 
Std.  Spec,  for 

Meth.  of  Test  for  Boiling  Range  Distribution  of  Petroleum 
Tent.  Test  Meth.  for  Plane  Strain 
pec.  for  Mineral  Fiber  Blanket  Thermal  Insulation  for  Wood 
Simplified  Span  Tables  for  Light 
plication  of  Gypsum  Wallboard  on  Exterior  Locations  (Metal 
ppHcation  of  Gypsum  Wallboard  on  Exterior  Locations  (Wood 
lion  of  Plumbing,  Heating/  Std.  for  Mobile  Homes  Body  and 

Std.  Spec,  for  35mm  Single 
repair  for  4  1/4X8  Thru  7X12  Narrow  Pedestal  Type  Side 
stal  Type  Side  Frame  for  Roller  Bearing  Freight/  Std.  for 

Aluminum  Tubular 
Hacksaw 

0)  Std.  for  Protective 

formance  Requirements  (1970)  Std.  for  Protective 

rmance  Requirements  (1970)  Protective 
(Test  Procedures  and  Performance  Requirements/  Protective 

Attachment  of  Screening  to 
ents  for  Regular  Bicycles  Including  Tests  for  Static  Load, 
a/  Spec,  for  the  Purchase  and  Acceptance  of  Approved  Side 

eceive/  Core  Laminations,  Vertical  and  Horizontal  Channel 

Std.  Nomenclature  for  Pallet  Stacking 
Electrically  Illuminated 
Spec,  for  Custom  Hollow  Metal  Doors  and 
Std.  for  Fire  Rated  Custom  Metal  Doors  and 
g  the  Holding  Strength  of  Fastening  Devices  Used  in  Window 

Safety  Std.  for  Fire  Door 
69)  Performance  Test  for  Std.  Steel  Doors, 

Guide  Spec,  for  Custom  Hollow  Metal  Work  (for  Doors, 
Std.  for  Steel  Bi-Fold  Closet  Door  Units, 
ating  Manual  for  Motor  Vehicles;  Including  Seat  Adjusters, 
Spec,  for  Installation  of  Screw  Type  Steel 
Std.  Test  Meth.  of  Test  for 
iquors  (1971)  Suggested  Meth.  for  the  Determination  of 

w  Machines  (1970)  ANSI  H8.1  Std.  Spec,  for 

(1970)  ANSI  H23.il  Std.  Spec,  for  Oxygen 

u/  Std.  Test  Meth.  for  Elongation  and  Tensile  Strength  of 

Std.  Meth.  of  Test  for  Apparent  Density  of  Non 
tural  Wheel  Tractors  (1971)  SAE  J715  Three  Point 

Garden  Riding  Tractors  Up  to  20  Hp  Category  0  Three  Point 
1  Wheeled  Tractors  (1966)  Std.  for  Three  Point 

tors  Equipped  with  Quick  Attaching  Coupler  for  Three  Point 
tors  Equipped  with  (Juick  Attaching  Coupler  for  Three  Point 
Steel  Bars  and  Forgings,  Corrosion  Resistant  (18cr  -  9ni) 
and  Forgings,  Corrosion  and  Heat  Resistant  (18cr  -  lO.Sni) 
rgings.  Corrosion  and  Heat  Resistant  (18cr  -  13ni  -  2.1mo) 
rgings.  Corrosion  Resistant  (17cr  -  5.8mn  -  5.8ni  -  2.0cu) 
gs.  Corrosion  and  Heat  Resistant,  18cr  -  10.5ni  (303  +  Cb) 
ion  Resistant,  18cr  -  9.0ni  (SAE  30303,  30303se,  30303mod) 
Spec,  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  9ni) 
for  Bars  and  Forgings,  Corrosion  Resistant  (18.5cr  -  lOni) 

Meth.  for 

Spec,  for  Journal  Box  Mineral  Oil  for 
Std.  for  Preparation  of  Extractive 
Std.  for 

Rec.  for  Public  Lighting  Needs  for  Streets,  Highways,  and 
Test  Meth.  for  Dryness  of  Propane  (Valve 
68)  Std.  Meth.  of  Test  for 

Tent.  Test  Meth.  for  Determining 
Std.  Test  Meth.  for 
Meth.  of  Test,  for  Household  Refrigerators,  and 
Safety  Std.  for  Household  Refrigerators  and 
tland  Cement  (1960)  Std.  Test  Meth.  for  Evaluation  of 

tures(1970)  Std.  Meth.  of 

Std.  Test  Meth.  for  Soundness  of  Aggregates  by 
Std.  Test  Meth.  for  Resistance  of  Concrete  to  Rapid 
ZI1.88  Std.  Meth.  of  Test  for 

th.  for  Critical  Dilation  of  Concrete  Specimens  Subject  to 
r  the  Installation  and  Use  of  Liquefied  Petroleum  Gases  on 
f  Interlocking  Couplers,  Parts  and  Operating  Mechanisms  on 
7X12  Narrow  Pedestal  Type  Side  Frame  for  Roller  Bearing 

Std.  for  Basic 
Std.  for 

ailway)  (1970)  Std.  for 

railway)  (1970)  Std.  for 

(Railway)  (1970)  Std.  for 


Directional  Soli 


Tent. 


Std.  S 


Ap 


Foundry  Pract.  (1965) 
Foundry  Pract.  (1965) 
Foundry  Pract.  (1965) 
Foundry  Pract.  (1965) 
Foundry  Safety  Pract.  (1965) 
(Foundry)  (1970) 

Fountains  and  Self  Contained,  Mechanically  Refrigerated 
Fpm  Type  70  -  80  (1970)  /  Rings,  Sealing,  Synthetic  Ru 

Fractional  Precipitation  of  Cellulose  Nitrates  (1963) 
Fractionated  and  Distilled  Cottonseed  Fatty  Acids  (1969 
Fractions  by  Gas  Chromatography  (1970) 
Fracture  Toughness  of  Metallic  Materials  (1970) 
Frame  and  Light  Construction  Buildings  (1970) 
Frame  Construction  (1971) 
Frame  Construction)  (1968) 

Frame  Construction)  (1968)  Requirements  for  the  A 

Frame  Design  and  Construction  Requirements  and  Installa 
Frame  Filmstrips  (1971) 

Frame  for  Roller  Bearing  Freight  Car  Applications  (1970 
Frame  Roof  Repair  for  4  1/4  X  8  Thru  7X12  Narrow  Pede 
Frame  Screens  for  Windows  (1968) 
Frame  Steel  (1962) 

Frame  Test  Procedures  and  Performance  Requirements  (197 
Frame  with  Overhead  Protection;  Test  Procedures  and  Per 
Frame  (for  Tractor  Operators)  Test  Procedures  and  Perfo 
Frame  (for  Tractor  Operators)  with  Overhead  Protection 
Frame  (1967) 

Frame,  Fork,  Steering  Assembly  and  Tire  Blowout  (1970) 

Frames  and  Bolsters  Applicable  to  Interchange  Freight  C 

Frames  for  Transformers  for  Radio  and  TV  (Television)  R 

Frames  (1964) 

Frames  (1969)  ANSI  C33.19 

Frames  (1970) 

Frames  (1970) 

Frames  (1970)  Wood  Test  Meth.  for  Determinin 

Frames  (1970)  ANSI  A155.1 

Frames,  Anchors,  Hinge  and  Exit  Device  Reinforcings  (19 
Frames,  and  Moldings)  (1970) 
Frames,  and  Trim  (1970) 

Frames,  Spring  Assemblies,  and  Covering  Materials;  Pad 

Framing  Members  to  Receive  Gypsumboard  (1970) 

Free  Acidity  in  Casein  and  Isolated  Soy  Protein  (1968) 

Free  Available  Chlorine  Residual  in  Pulp  Chlorination  L 

Free  Cutting  Brass  Rod,  Bar,  and  Shapes  for  Use  in  Sere 

Free  Electrolytic  Copper  Wire  Bars,  Billets,  and  Cakes 

Free  Films  of  Paint,  Varnish,  Lacquer,  and  Related  Prod 

Free  Flowing  Metal  Powders  (1970)  ANSI  H9.32 

Free  Link  Attachment  for  Hitching  Implements  to  Agricul 

Free  Link  Attachment  for  Hitching  (1971)  /  to  Lawn  and 

Free  Link  Hitch  Attachment  of  Implements  to  Agricultura 

Free  Link  Hitch  (1966)  IS  to  Agricultural  Wheeled  Trac 

Free  Link  Hitch  (1967)  SAE  J909a  /Icultural  Wheel  Trac 

Free  Machining  (1971)  Spec,  for 

Free  Machining  (1971)  Spec,  for  Steel  Bars 

Free  Machining  (1971)  Spec,  for  Steel  Bars  and  Fo 

Free  Machining  (1971)  Spec,  for  Steel  Bars  and  Fo 

Free  Machining  (1971)  Spec,  for  Steel  Bars  and  Forgin 

Free  Machining  (1971)  /Steel  Bars  and  Forgings,  Corros 

Free  Machining,  High  Yield  Strength  (1971) 

Free  Machining;  Swaging  or  Upsetting  (1971)  Spec. 

Free  Moisture  in  Pigments  and  Fillers  (1967) 

Free  Oiling  (1970) 

Free  Wood  (1959) 

Freeness  of  Pulp  (1958) 

Freeness  of  Pulp  (1971) 

Freeways  (1966) 

Freeze  Meth.)  (1970) 

Freeze  Thaw  Resistance  of  Latex  and  Emulsion  Paints  (19 
Freeze  Thaw  Resistance  of  Liquid  Polishes  (1968) 
Freeze  Thaw  Stability  of  Multicolor  Lacquers  (1968) 
Freezers  (1969)  ANSI  B38.1 
Freezers  (1971)  ANSI  B97.1 

Freezing  and  Thawing  of  Air  Entraining  Additions  to  Por 
Freezing  and  Thawing  Tests  of  Compacted  Soil  Cement  Mix 
Freezing  and  Thawing  (1962) 
Freezing  and  Thawing  (1971) 

Freezing  Points  of  High  Purity  Hydrocarbons  (1970)  ANSI 
Freezing  (1971)  Tent.  Test  Me 

Freight  and  Passenger  Cars  (Railway)  (1970)  /Ements  Fo 

Freight  and  Passenger  Equipment  Cars  (1969)  /Ate  Std. 

Freight  Car  Applications  (1970)  /Ir  for  4  1/4X8  Thru 

Freight  Car  Brake  Design  Data  (Railway)  (1968) 
Freight  Car  Design  Data  (Railway)  (1970) 
Freight  Car  D3  Truck  Springs,  Total  Travel  2  1/2  In.  (R 
Freight  Car  D4  Truck  Springs,  Total  Travel  3  1/16  In. 
Freight  Car  D5  Truck  Springs,  Total  Travel  3  11/16  In. 


AFS 

NF6511-7 

AFS 

NF6511-8 

AFS 

NF651 1-9 

AFS 

NF6511-6 

AFS 

NF656-19 

SWA 

•31 

ARI 

1010 

SAE 

AMS7280 

TAPPI 

T238 

ASTM 

DI843 

ASTM 

D2887T 

ASTM 

E399 

ASTM 

C665 

WCLIB 

*2 

GA 

•15 

GA 

•15.1 

NFPA 

501B 

ANSI 

PH7.1 

AAR 

MSRP-D-22E 

AAR 

MSRP-D-22E 

SCRMA 

SMR1003 

SWA 

•114 

SAE 

J334A 

SAE 

J167 

ASAE 

S306.2 

ASAE 

S310.1 

SCRMA 

SMT31 

BMA 

6/4 

AAR 

M210 

EIA 

RS393 

RMI 

•4 

UL 

368 

NAAMMCHM-1 

NAAMM*34 

NWMA 

M-4 

UL 

63 

ANSI 

A151.1 

CSI 

08112 

use 

PS38 

SAE 

J782A 

GA 

•24 

ASTM 

D1801 

TAPPI 

T678SU 

ASTM 

B16 

ASTM 

B170 

ASTM 

D2370 

ASTM 

B417 

ASAE 

S217.7 

ASAE 

S320 

SAE 

J715C 

SAE 

J909A 

ASAE 

S278.2 

SAE 

AMS5635A 

SAE 

AMS5642D 

SAE 

AMS5649A 

SAE 

AMS5762 

SAE 

A  MS. 5642  E 

SAE 

AMS5640K 

SAE 

AMS5738A 

SAE 

AMS5641B 

TAPPI 

T671 

AAR 

MSRP-M90^A 

TAPPI 

T12 

TAPPI 

T227 

TAPPI 

UM-203 

lES 

CP31 

ASTM 

D2713 

ASTM 

D2243 

CSMA 

60 

ASTM 

D2337 

ASHRA 

13 

UL 

250 

AASHO  T188 

AASHO 

T136 

AASHO  T103 

ASTM 

C666 

ASTM 

D1015 

ASTM 

C671 

AAR 

MSRP-L-63 

AAR 

M209B 

AAR 

MSRP-D-22E 

AAR 

MSRP-E-4 

AAR 

MSRP-C-4 

AAR 

MSRP-D-71 

AAR 

MSRP-D-72 

AAR 

MSRP-D-73 
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Std.  for 

outline  and  Limiting  Dimensions  tor  Seals  and  Seal  Fit  for 
Test  for  Roller  Bearing  Approval  (for  Interchange  Railway 

Std.  for  Basic 

eels.  5  /  Std.  for  Limiting  Nominal  Design  Dimensions  for 

els,  6  1/  Std.  for  Limiting  Nominal  Design  Dimensions  for 

e  Wear  W/  Std.  for  Limiting  Nominal  Design  Dimensions  for 

eels  6  1/  Std.  for  Limiting  Nominal  Design  Dimensions  for 

Std.  for  A-33  Steel 
Std.  for  Ca-33  Steel 
Std.  tor  K-33  Steel 
Std.  for  Ck-33  Steel 
Std.  for  N-33  Steel 
Std.  for  Cn-33  Steel 
Spec,  for  Ultrasonic  Inspection  of  New 
he  Train  Line  and  Angle  /  Std.  Location  of  Angle  Cocks  on 

(Railway)  /  Std.  for  Forged  Steel  Body  Center  Plates  for 

(Railway)  (19/  Std.  for  Cast  Steel  Body  Center  Plate  for 

/  Alternate  Std.  for  Forged  Steel  Body  Center  Plates  for 

(Ra/  Sid.  for  Cast  or  Forged  Steel  Body  Center  Plate  for 

ernate  Std  for  Cast  or  Forged  Steel  Body  Center  Plate  for 
s  (R/  Rec.  Pract.  for  Body  Center  Plate  Cast  Integral  for 

Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for 
Spec,  for  Vertical  Grain  Laminated  Wood  Flooring  for 
hase  and  Acceptance  of  lournal  Roller  Bearing  Adapters  for 
approved  Journal  Roller  Bearings  Applicable  to  Interchange 
Spec,  for  Special  Cushioning  Devices  for 
Spec  for  Highway  Trailer  Hitches  for 
ensions  Mechanical  Double  Acting  Automatic  Slack  Adjuster, 
ication  Mechanical  Double  Acting  Automatic  Slack  Adjuster; 
pproved  Side  Frames  and  Bolsters  Applicable  to  Interchange 
on  of  Letters  of  Class  L,  N,  T  and  Y,  Special  Type  Railway 
d  A.A.R.  Std.  E  Couplers,  Knuckles;  Locks  and  Other  Parts 
70)  Alternate  Std.  for  Axle  for 

)(I970)  Std.  for  Axle  for 

970)  Alternate  Std,  for  Axle  for 

y)(1970)  Std.  for  Axle  for 

Std.  Layouts  for  Electric  Traction 
Std,  Layouts  for  Hydraulic 
d  Designation  Letters  Of/  Rec.  Pract.  for  General  Service 

mbers  for  Approved  Journal  Roller  Bearings  for  Interchange 

Std.  for  Motor 

St  for  Fundamental  Transverse,  Longitudinal,  and  Torsional 
ty)  and  Dissipation  Factor  of  Solid  Ceramic  Dielectrics  at 
Itage  and  Strength  of  Insulating  Gases  at  Commercial  Power 
gth  of  Electrical  Insulating  Materials  at  Commercial  Power 
ic  Constant  of  Nonmetallic  Magnetic  Materials  at  Microwave 
g  Caps  (1970)  Safeguards  Against  Radio 

An/  Rec.  Pract.  for  Video  Test  Tape  for  Quadruplex  Video 

and/  Rec,  Pract.  for  Video  Test  Tape  for  (Juadruplex  Video 

s  A/  Rec,  Pract,  for  Video  Test  Tape  for  (Quadruplex  Video 

unications  Equipment  /  Std,  for  Test  Conditions  Common  to 

urious  Radiation  From  FM  and  TV  Broadcast  Receivers  in  the 
and  Direction  Finding  Equipment  Operating  Within  the  Radio 
or  Determining  Values  of  Sinusoidal  Current  Wave,  a  Normal 

Std.  Meth.  of  Sampling 
for  Evaluating  Acute  Toxicity  of  Industrial  Waste  Water  to 
Std.  Test  Meth.  for  Air  Content  of 
Tent.  Meth.  of  Test  for  Air  Content  of 
aNSI  a37.80  Std.  Meth.  of  Test  for  Air  Content  of 

Std  Test.  Meth.  for 

HOT112  Std.  Meth  of  Test  for 

Std.  Test  Meth  for  Absorbed  Gamma  Radiation  Dose  in  the 
under  Dry  /  Std.  Meth  of  Test  for  Dynamic  Coefficient  of 

Under  Dry  Clutch  Con/  Std.  Test  Meth.  for  Coefficient  of 

Std.  for  Limiting  Contour  of  Brake  Shoes;  High 
Meth.  for  Coefficient  of  Kinetic 
.  of  Test  for  Frictional  Characteristics  of  Sintered  Metal 
h.  for  Coefficient  of  Friction  and  Wear  of  Sintered  Metals 
dynamic  Coefficient  of  Friction  and  Wear  of  Sintered  Metal 
Sid.  Meth.  of  Test  for  Density  of  Sintered  Metal 
of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal 
Std.  Meth.  of  Test  for  Hardness  of  Sintered  Metal 
by  the  James  M/  Sid.  Test  Meth.  for  Static  Coefficient  of 

(1967)  Meth.  for  Coefficient  of  Static 

Modified  Go  Gage  for  Brake  Heads  for  Either  Metal  or  High 
go  and  No  Go  Gage  for  Brake  Heads  for  Either  Metal  or  High 
d.  Part  Bearing,  Rod  End,  Plain  Shank,  Self  Aligning,  Anti 
pan  Bearing  Rod  End,  External  Thread,  Self  Aligning,  Anti 
Spec,  for  Bearings,  Ball  and  Roller,  Rod  End,  Anti 
aterials  Run  in  Lubricants  (1970)/  Std.  Meth.  of  Test  for 

Sid.  Meth.  for  Measuring 
(1969)  Sid.  Meth.  of  Test  for  Measuring  Surface 

Std.  for 

Std.  for  Spec.  Definitions,  Industrial  Tractor 


Freight  Car  D6  Truck  Spring  (Railway)  (1966) 

Freight  Car  Roller  Bearings  (Railway)  (1970)  /Earance 

Freight  Car  Service)  (1971)  Laboratory  Inspection  and 

Freight  Car  Truck  Design  Data  (Railway)  (1970) 

Freight  Car  Trucks  -  Single  Shoe  Brakes,  33  In.  Dia.  Wh 

Freight  Car  Trucks  -  Single  Shoe  Brakes,  36  in  Dia.  Whe 

Freight  Car  Trucks  -  Single  Shoe  Brakes.  38  In.  Dia.  on 

Freight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  Wh 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car  Wheel  (Railway)  (1970) 

Freight  Car,  Passenger  Car  and  Locomotive  Axles  (1970) 
Freight  Cars  of  Any  Length  Having  Floating  Sills  with  T 
Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In.  Journals 
Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In.  Journals 
Freight  Cars  with  6  X  11  In.  Journals,  for  Repairs  Only 
Freight  Cars  with  6  X  1 1  In.  or  6  1  /2  X  1 2  In.  Journals 
Freight  Cars  with  6  X  1 1  In.  or  6  1 /2  X  1 2  In.  Journals 
Freight  Cars  with  6  1/2  X  12  In.  and  7  X  12  In.  Journal 
Freight  Cars  with  7X12  In.  Journals  (Railway)  (1970) 
Freight  Cars  (Railway)  (1970) 

Freight  Cars  (Railway)  (1970)  Spec,  for  Pure 

Freight  Cars  (Railway)  (1970)  Sid.  Spec,  for 

Freight  Cars  (1970) 
Freight  Cars  (1970) 

Freight  Cars  (1970)  Std.  Limiting  Design  Dim 

Freight  Cars  (1970)  Std.  Typical  Top  Rod  Appl 

Freight  Cars  (1970)  /  the  Purchase  and  Acceptance  of  A 

Freight  Cars  (1971)  /Ication.  Definition  and  Designati 

(Freight  Cars)  (1970)  Spec,  for  Secondhan 

Freight  Cars;  Plain  Bearing.  Black  Collar  (Railway)  (19 
Freight  Cars;  Plain  Bearing.  Raised  Wheel  Seat  (Railway 
Freight  Cars;  Roller  Bearing.  Black  Collar  (Railway)  (1 
Freight  Cars;  Roller  Bearing,  Raised  Wheel  Seat  (Railwa 
Freight  Elevators  (1970) 
Freight  Elevators  (1970) 

Freight  Equipment  Cars;  Hopper  Car  Type  (Definitions  An 
Freight  Service  (Railway  Cars)  (1971)  /of  Approval  Nu 

Freight  Terminals  (1971 ) 

Frequencies  of  Concrete  Specimens  (1970)  ANSI  A37.82 
Frequencies  to  10  Mhz  and  Temperatures  to  500  C  (1968) 
Frequencies  (1969)  /F  Test  for  Dielectric  Breakdown  Vo 

Frequencies  (1970)  /Kdown  Voltage  and  Dielectric  Stren 

Frequencies  (1970)  /Meth.  of  Test  for  Complex  Dielectr 

Frequency  Energy  Hazards  in  the  Use  of  Electric  Blastin 
Frequency  Magnetic  Tape  Recorders  Operating  at  15  In./S 
Frequency  Magnetic  Tape  Recorders  Operating  at  15in./S 
Frequency  Magnetic  Tape  Recorders  Operating  at  7.5  In./ 
Frequency  Modulated  or  Phase  Modulated  Land  Mobile  Comm 
Frequency  Range  of  100  to  1000  Mhz  Using  the  EIA  Laurel 
Frequency  Range  of  200-850  Kilohertz  (1970)  /Eceiving 
Frequency  Recovery  Voltage,  and  a  Guide  for  Calculation 
Fresh  Concrete  (1971)  ANSI  A37.30 

Fresh  Water  Fishes  (1970)  Std.  Meth.  of  Test 

Freshly  Mixed  Concrete  by  the  Chace  Indicator  (1963) 
Freshly  Mixed  Concrete  by  the  Pressure  Method  (19711) 
Freshly  Mixed  Concrete  by  the  Volumetric  Method  (1971) 
Friable  Particles  in  Aggregate  (1968) 

Friable  Particles  in  Aggregates  (1971)  ANSI  A37.28,  A  AS 
Fricke  Dosimeter  (R1970)  ANSI  K65.15 
Friction  and  Wear  of  Sintered  Metal  Friction  Materials 
Friction  and  Wear  of  Sintered  Metals  Friction  Materials 
Friction  Composition  Type  (Railway  Cars)  (1970) 
Friction  for  Waxed  Coating  (1967) 

Friction  Materials  Run  in  Lubricants  (1970)  ANSI  H9.31 
Friction  Materials  Under  Dry  Clutch  Conditions  (1970) 
Friction  Materials  Under  Dry  Conditions  (1970)  ANSI  H9. 
Friction  Materials  (1970)  ANSI  H9.19 

Friction  Materials  (1970)  ANSI  H9.21  Std.  Meth. 

Friction  Materials  (1970)  ANSI  9.18 

Friction  of  Polished  Coaled  Floor  Surfaces  as  Measured 

Friction  of  Shipping  Sack  Papers  (Inclined  Plane  Meth.) 

Friction  Shoes  (1970)  Std.  for 

Friction  Shoes  (1970)  Sid.  for  Modified 


Friction  (1971) 
Friction  (1971) 
Friction,  Airframe  (1971) 

Frictional  Characteristics  of  Sintered  Metal  Friction  M 
Frictional  Properties  of  Slideway  Lubricants  (1970) 
Frictional  Properties  Using  the  British  Portable  Tester 
Front  End  Agricultural  (Farm)  Loader  Ratings  (1969) 
Front  End  Loader  Bucket  Rating  (1969) 
Front  End  Loader  (1968) 
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ne  Trucks)  (1966) 


Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired, 
vehicle  (1971)  Std.  Fatigue  Test  for 

Color  Change  of  Fabrics  Due  to  Flat  Abrasion 
ry  Method  of  Color  Change  in  Fabrics  Due  to  Flat  Abrasion 

pes);  Controls,  Accessories  and  Room  Facilities;  Automatic  Fue 

avel  Trailers  (1969)  ANSI  A147.1                                       Liquid  Fue 

mounting  Liquid  Withdrawal  Only  (1967)                          LP  Gas  Fue 

unting  Liquid  Withdrawal  Only  (1967)                               LP  Gas  Fue 

Safety  Std.  for  Marine  Solidified  Fue 

I^ow  Water  Fue 

ger  Cars  and  Light  Tr/            Rec.  Pract.  for  the  Measurement  of  Fue' 

ger  Cars  and  Light  Tr/             Rec.  Pract.  for  the  Measurement  of  Fue 

Fue 

Safety  Std.  for  Marine  Fue 

Std.  Melh.  of  Test  for  Total  Sulfur  in  Fue 

Safety  Fue! 

Rec.  Pract.  for  Fue 

Std.  for  Diesel  Fue 

Diesel  Fue 

Std.  for  Diesel  Fue 

Marine  Diesel  Engine  Combustion  Chambers  and  Fue 

Rec.  Pract.  for  Calibrating  Oil  for  Diesel  Fue 

Rec.  Pract.  for  Test.  Techniques  for  Diesel  Fue 

Rec.  Pract.  for  Test  Stands  for  Diesel  Fue 

.  Pract.  for  Calibrating  Nozzle  Holder  Assembly  for  Diesel  Fue 

Std.  for  Fue 

Std.  for  Fue 

Safety  Std.  for  Marine  Flexible  Fue 

Safety  Std.  for  Fue 

Quick  Disconnect  Demountable  LP  Gas  Cylinder  Fue 

Fue 

td.  Test  Meth.  for  Atom  %  Fission  in  Uranium  and  Plutonium  Fue 

Marine  Diesel  Engine  Fue 

Std.  for  Prevention  of  Furnace  Explosions  in  Fue 

electric  Resistance  Welded  Coiled  Steel  Tubing  for  Gas  and  Fue 

Marine  Diesel  Engine  Fue 

Std.  Meth.  of  Test  for  Stability  of  Distillate  Fue 

meth.  of  Test  for  Maximum  Fluidity  Temperature  of  Residual  Fue 

Std.  Meth.  of  Test  for  Water  and  Sediment  in  Crude  and  Fue 

Std.  Meth.  of  Test  for  Water  and  Sediment  in  Crude  and  Fue 

Std.  Meth.  of  Test  for  Sediment  in  Crude  and  Fue 

Tent.  Spec,  for  Gas  Turbine  Fue 

struction  and  Operation  of  Marine  Electrical  or  Mechanical  Fue 

Std.  Test  Meth.  for  Solvent  and  Fue 

c  Type  (1969)                                               Std.  Spec,  for  Jet  Fue 

c  Type  (1969)  ANSI  A37.117                       Std.  Meth.  of  Test.  Jet  Fue 

Std.  Meth.  for  Measurement  of  Gaseous  Fue 

Fueling  Systems  (1971)  ANSI  Z119.1                   Std.  for  Aircraft  Fue 

Rec.  on  Safeguarding  Aircraft  Fue 

LP  Gas  Fue 

Rec.  Pract.  for  Fue 

Rec.  Pract.  and  Std:  Covering  Safe  Installation  of  Fue 

Rec.  Pract.  for  Engine  Fuel 

Rec.  Pract.  for  Permanent  Fue 

Rec.  Pract.  for  the  Installation  of  Engine  and  Fue 

Rec.  Std.  and  Pract.  for  Ventilation  of  Engine  and  Fue 

Rec.  Pract.  for  Portable  Fue 

Rec.  Pract.  for  the  Construction  of  Fue 

Rec.  Pract.  for  Fuel 

Environmental  Exposure  Test,  of  Sample  Model  Marine  Fue 

Safety  Std.  for  Non-Integral  Marine  Fue 

alves  (and  Relief  Capacity)  by  Measuring  Maximum  Amount  of  Fue 

requirements  for  Quick  Disconnect  Devices  for  Use  with  Gas  Fue 

Nuclear  Steam  Supply  Systems  for  Reactor  Fue 

ffect  of  Air  Supply  on  Smoke  Density  in  Burning  Distillate  Fue 

ley  Stoves  (Other  Than  Those  Using  Liquefied  Petroleum  Gas  Fue 

ract.  and  Std.  for  the  Design  and  Construction  of  Gasoline  Fue 

netration  Assemblies  in  Containment  Structures  for  Nuclear  Fue 

Rec.  Pract.  for  Dry  Break  Fue 

ft  Fuel  Servicing  of  Hose,  Tank  Vehicles  and  Airport  Fixed  Fue 

Std.  Meth.  of  Test  for  Heat  of  Combustion  of  Hydrocarbon  Fue 

Std.  Meth.  of  Test  for  Existent  Gum  in  Fue 

Std.  Meth.  of  Test  for  Water  Vapor  Content  of  Gaseous  Fue 

Tent.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  Fue 

Test  for  Knock  Characteristics  of  Motor  and  Aviation  Type  Fue 

Std.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  Fue 

Std.  Meth.  of  Test  for  Calorific  Value  of  Gaseous  Fue 

Gaseous  Fue 

Std.  Meth.  of  Test  for  Oxidation  Stability  of  Aviation  Fue 

he  Terms  Gross  and  Net  Calorific  Value  of  Solid  and  Liquid  Fue 

Std.  Meth.  of  Test  for  Amyl  Nitrate  in  Diesel  Fue 

h.  of  Test  for  Particulate  Contaminant  in  Aviation  Turbine  Fue 

alculation  of  True  Vapor  Pressures  of  Petroleum  Distillate  Fue 

alculation  of  Liquid  Heat  Capacity  of  Petroleum  Distillate  Fue 

d.  Meth.  of  Test  for  Thermal  Stability  of  Aviation  Turbine  Fuel 

f  Test  for  Smoke  Density  in  the  Flue  Gases  From  Distillate  Fue 


Boats  (1970) 
ats)  / 


970) 


si/ 
7/ 


Front  End  Loaders  and  Dozers  (1971)  /Nimum  Performance 

Front  End  Suspension  C  Type  Lift  Kits  for  Accelerating 
(Frosting)  Screen  Wire  Method  (1970) 

(Frosting)  (1970)  Erne 
"  Burning  Equipment;  Water  Treatment;  and  Glossary 
Burning  Heating  Appliances  for  Mobile  Homes  and  Tr 
Container  Quickly  Demountable  Type  for  Horizontal 
Container  Quickly  Demountable  Type  for  Vertical  Mo 
Cooking  Appliances  (1965) 

Cutoffs  and  Automatic  Feedwater  Regulators  (1970) 
Evaporative  Emissions  From  Gasoline  Powered  Passen 
Evaporative  Emissions  From  Gasoline  Powered  Passen 
Filter  Test  Meth.  (Hs  J905)  (1968) 
Filters,  Strainers  and  Separators  (1964) 
Gases  (1970)  ANSI  Z77.6 

Handling  and  Storage  (for  Internal  Combustion  Engi 
Injection  Equipment  Nomenclature  (1970) 
Injection  Nozzle  Holder  Assemblies  (1969) 
Injection  Nozzle  Holder  Assembly  (9.5mm)  (1968) 
Injection  Pump  Mountings  (1970) 
Injection  Systems  (Std.  Pract.)  (1971) 
Injection  Systems  (1970) 
Injection  Systems  (1970) 
Injection  Systems  (1970) 

Injection  Systems  (1970)  Rec 
Injection  Tubing  Connections  (1970) 
Injection  Tubing  (1969) 
Line  Sections  (1966) 

Line  Tube  Fittings  for  Marine  Use  (1964) 
Line  (1960) 

Mixture  for  Power  Chain  Saws  (1970) 
Neodymium  148  Meth.  (1969) 
Oil  Characteristics  (Std.  Pract.)  (1971) 
Oil  Fired  Multiple  Burner  Boiler  Furnaces  (1971) 
Oil  Lines  (1971)  Std.  Spec,  for 

Oil  Systems  (Std.  Pract.)  (1971) 
Oil  (Accelerated  Method)  (1970) 

Oil  (1970)  ANSI  Zll. 174  Std. 
Oils  by  Centrifuge  (1968)  ANSI  Zl  1.115 
Oils  by  Centrifuge  (1968)  ASTM  D1796 
Oils  by  Extraction  (1969)  ANSI  Z11.58 
Oils  (1970) 

Pumps  (1966)  Safety  Std.  for  Design,  Con 

Resistance  of  Traffic  Paint  (1969) 
Resistant  Concrete  Joint  Sealer,  Hot  Poured  Elasti 
Resistant  Concrete  Joint  Sealer,  Hot  Poured  Elasti 
Samples  (1970)  ANSI  Z77.5 

Servicing  of  Hose,  Tank  Vehicles  and  Airport  Fixed 
System  Maintenance  (1971) 
Systems  Components  (1968) 

Systems  for  Gasoline  and  Diesel  Systems,  for  House 
Systems  for  Propulsion  and  Auxiliary  Machinery  (Bo 
Systems  on  Boats  (1969) 
Systems  on  Boats  (1969) 
Tank  Compartment  Ventilation  (1970) 
Tank  Compartments  (Boats)  (1970) 
Tank  on  Boats  (1969) 
Tanks  for  House  Boats  (1970) 
Tanks  on  Boats  (1969) 
Tanks  (1965) 
Tanks  (1965) 

that  Can  be  Burned  (Boiler  and  Pressure  Vessel  Cod 
(1962)  Std.  Listing 

(1969) 

(1970)  ANSI  Zll. 183  Std.  Meth.  of  Test  for  E 

)  (on  Boats)  (1970)  /CTIon  and  Installation  of  Gal 

ed  Inboard,  Liquid  Cooled  Marine  Engines  (Boats)  (1 
ed  Power  Generating  Stations  (1971)  /Electrical  Pe 

ng  Installation  for  Construction  and  Industrial  (1 
ng  Systems  (1971)  ANSI  Z119.1  Std.  for  Aircra 

s  by  Bomb  Calorimeter  (High  Precision  Meth.)  (1970) 
s  by  Jet  Evaporation  (1970)  ANSI  Z11.36 
s  by  Measurement  of  Dew  Point  Temperature  (1970)  An 
s  by  the  Distribution  Octane  Number  (Don)  Meth.  (19 
s  by  the  Motor  Method  (1970)  ANSI  Zl  1.246  /Eth.  of 

s  by  the  Research  Method  (1970)  ANSI  Zll. 245 
s  by  the  Water-Flow  Calorimeter  (1970)  ANSI  Z68.1 
s  (for  Tests  of  Equipment)  (1969) 
s  (Potential  Residue  Methods)  (1970)  ANSI  Z11.60 
s  (1969)  ANSI  Z67.1  Std.  Definitions  of  T 

s  (1970) 

s(1970)  Std.  Met 

s  (1970)  Tent.  Meth.  for  C 

s(I970)  Tent.  Meth.  for  C 

s  (1970)  ANSI  Zll. 148  St 
s  (1970)  ANSI  Zll. 182  Std.  Meth.  0 
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ASME 

PTC  32.1 

ASTM 

D2157 

ABYC 

A3 

ABYC 

P4 

IEEE 

317 

SAE 

J176 

NFPA 

407 

ASTM 

D2382 

ASTM 

D381 

ASTM 

Dl  142 

ASTM 

D2886T 

ASTM 

D2700 

ASTM 

D2699 

ASTM 

D900 

ASME 

PTC3.3 

ASTM 

D873 

ASTM 

D407 

ASTM 

D1839 

ASTM 

D2276 

ASTM 

D2889T 

ASTM 

D2890T 

ASTM 

D1660 

ASTM 

D2156 
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Std.  Spec,  for  Aviation  Turbine 
Std.  Meth.  of  Test  for  Specific  Gravity  of  Gaseous 
Streets  (1970)  Thickness  Design 

estern  Red  Cedar  and  Alaska  Yellow  Cedar  Poles  (1971) 

Lodgepole  Pine  Poles  Preservative  Treatment  by  the 

Spec,  of 

arm)  Implements  and  Tractors  (1970)  SAE  J955 
lements  and  Tractors  (1968) 

t  Memory  with  a  Two  to  One  Selection  Ratio  Operating  Under 
select  Memory  with  a  Non  Symmetrical  Ratio  Operating  Under 
Screw,  Hex  Head,  Tri  Wing  Recess,  A286  CRES, 
Screw,  ino  Deg.  Tri  Wing  Recess,  6ai-4v  Titanium  Alloy, 
Screw,  100  Deg.  Oval  Head,  Tri  Wing  Recess.  A286  CRES, 
Std.  Part  Screw,  Self  Locking,  Hat  100  Deg.  Head, 
Std.  Part  Screw,  Self  Locking,  Pan  Head, 
Std.  Part  Screw,  Self  Locking,  Flat  Fillister  Head, 
Std.  Part  Bolt  Flat  Pan  Head,  Hi  Torque  Recess, 
Std.  Part  Bolt,  Flat  Pan  Head, 
Std.  Part  Bolt  100  Deg  Flush  Tension  Head, 
Std.  Part  Screw,  Machine  Pan  Head,  Cross  Recessed, 
Part  Bolt,  100  Deg  Flush  Tension  Head,  Hi  Torque  Recess, 
Screw,  Hex  Head,  Tri  Wing  Recess,  Alloy  Steel, 
Screw,  Hex  Head,  Tri  Wing  Recess,  6al-4v  Titanium  Alloy, 
Screw,  100  Deg.  Head,  Tri  Wing  Recess,  Alloy  Steel, 
Screw,  100  Deg.  Head.  Tn  Wing  Recess,  A286  CRES. 

Std.  Part  Screw,  Machine,  Pan  Head, 
Std.  Part  Screw,  Machine,  Flat  Fillister  Head, 
Std.  Part  Screw,  Machine,  Flat  100  Deg.  Head, 
Std.  Part  Screw,  Machine,  Flat  82  Deg.  Head, 
and  Nonlocking  (197/  Screw,  Machme  Flat  Fillister  Head, 

nd  Nonlocking  (1970)  Screw.  Machine  Flat  Fillister  Head, 

If  Locking  and  Nonlo/  Screw,  Machine  Flat  Fillister  Head, 

Std.  Acceptable  Concentrations  of  Cadmium 
s;  Analog  and  Digital  (1966)  Std.  for 

quencies  of  Concrete  Specimens  (1/  Std.  Meth.  of  Test  for 

terms  (1969) 

determining  Resistance  of  Synthetic  Polymeric  Materials  to 
Test  Meth.  for  Mildew  and  Rot  Resistance  of  Textiles: 

Tent.  Std.  for 

iler  Furnaces  (1971)  Std.  for  Prevention  of 

Boiler  Furnaces  (1971)  Std.  for  Prevention  of 

rner  Boiler  Furnaces  (1971)  Std.  for  Prevention  of 

Std.  Spec,  for  Portland  Blast 
Meth.  of  Calculating  a  Welded  Ring  Reinforced 
Std.  for  Ovens  and 
Safety  Std.  for  Oil  Fired  Central 
Test  Meth.  for  Primary  Air  to  Kraft 
urnace  Explosions  in  Fuel  Oil  Fired  Multiple  Burner  Boiler 
ace  Explosions  in  Natural  Gas  Fired  Multiple  Burner  Boiler 
explosions  in  Pulverized  Coal  Fired  Multiple  Burner  Boiler 
Firetube  Power  Boilers  (Including  Combustion  Chambers  and 

Safety  Std.  for  Industrial 
tings  Used  as  Filling  Materials  in  Articles  of  Upholstered 

Std.  for  Cabinetry  and  Laboratory 
Nomenclature  for  Filling  Materials  Used  in  Bedding 
Rec.  Std.  for  Link  Fabric  (Bedding  or 
Rec.  Spec,  for  Lathing. 
Std.  Spec,  for  Light  Gage  Steel  Studs,  Runners,  and  Rigid 
General  Spec,  for  Metal  Lathing  and 
stribution  Enclosed  Single  Pole  Air  Switches,  Power  Fuses, 
Spec,  for  Power  Fuses  and 
t  Limiting  (1969)  Spec,  for  Distribution 

uts  (1969)  Spec,  for  Distribution 

Spec,  for  Distribution  Oil  Cutouts  and 
ce  Conditions  and  Definitions  for  Distribution  Cutouts  and 
pole  Air  Switches,  Di/  Guide  for  Distribution  Cutouts  and 

le  Pole  Air  Sw/  Design  Tests  for  Distribution  Cutouts  and 

Rec.  Std.  for 

Std.  for  Bolted  Pressure  Contact  Switches  (Integrally 
Circui/  Procedure  for  the  Design,  Assembly,  and  Test,  of 

Std.  for  Low  Voltage  Ac  Integrally 
Safety  Std.  for 
Spec,  for  Power 
Std.  for  Electric 

Safety  Std.  for  High  Interrupting  Capacity  Class  K 
afety  Std.  for  Fuseholders  for  Edison  Base  and  Type  S  Plug 

High  Voltage 

Safety  Std.  for  Nonrenewable,  Renewable  and  Multiple 
n  Tests  for  Distribution  Cutouts  and  Fuse  Links,  Secondary 
r  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power 
r  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power 
ses,  Distribution  Enclosed  Single  Pole  Air  Switches,  Power 
Spec,  for  Distribution  Fuse  Disconnecting  Switches, 
Safety  Std.  for  High  Interrupting  Capacity 
Std.  Meth.  of  Test  for 


Fuels  (1970)  ANSI  Zll. 204  ASTM  D1655 

Fuels  (1970)  ANSI  Z69.1  ASTM  D1070 

Full  Depth  Asphalt  Pavement  Structures  for  Highways  and  AI  MSI 

Full  Length  Thermal  Process  Preservative  Treatment  of  W  AWPA  C8-71 

Full  Length  Thermal  Process  (1971)  AWPA  ClO-71 

Full  Scale  Layout  of  the  Words  'School  Bus"  (1965)  NBA  *2 

Full  Shielding  of  Power  Drive  Lines  for  Agricultural  (F  ASAE  S297T 

Full  Shielding  of  Power  Drivelines  for  Agricultural  Imp  SAE  J955A 

Full  Switching  Conditions  (1970)  /  a  Coincident  Curren  ASTM  F132 

Full  Switching  Conditions  (1970)  /be  Used  in  a  Linear  ASTM  F125T 

Full  Thread  Nonlocking  (1970)  NSA  6000-3 

Full  Thread  Self  Locking  and  Nonlocking  (1970)  NSA  5800-6 

Full  Thread  Self  Locking  and  Nonlocking  (1970)  .  NSA  6500-6 

Full  Thread  (1971)  NSA  1189 

Full  Thread  (1971)  NSA  1190 

Full  Thread  (1971)  NSA  1191 

Full  Thread  (1971)  NSA  1216 

Full  Thread  (1971)  NSA  1579 

Full  Thread  (1971)  NSA  1582 

Full  Thread  (1971)  NSA  1635 

Full  Thread  (1971)  Std.  NSA  1219 

Full  Thread,  Nonlocking  (1970)  NSA  5900-3 

Full  Thread,  Nonlocking  (1970)  NSA  6100-3 

Full  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  5600-6 

Full  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  5700-6 

Full  Thread,  Torq  Set  (1971)  NSA  1100 

Full  Thread,  Torq  Set  (1971)  NSA  1101 

Full  Thread,  Torq  Set  (1971)  NSA  1102 

Full  Thread,  Torq  Set  (1971)  NSA  1393 

Full  Thread,  Tri  Wing  Recess.  Alloy  Steel,  Self  Locking  NSA  5300-6 

Full  Thread,  Tri  Wing  Recess,  A286  CRES.  Self  Locking  A  NSA  5400-6 

Full  Thread,  Tri  Wing  Recess,  Titanium  Alloy,  6al-4v  Se  NSA  5500-6 

Fume  and  Dusts  (1970)  ANSI  Z37.5 

Functional  Diagramming  of  Instrument  and  Control  System  SAMA  PMC22-1 1 

Fundamental  Transverse,  Longitudinal,  and  Torsional  Fre  ASTM  C215 

Fundamentals  of  Fabric  Dust  Collectors  and  Glossary  of  IGCI  F2 

Fungi  (1970)  Rec.  Pract.  for  ASTM  D1924 

Fungicides,  Evaluation  on  Textiles  (1971)  AATCC  30 

Fungus  Resistance  of  Paper  and  Paperboard  (1954)  TAPPI  T487 

Furnace  Explosions  in  Fuel  Oil  Fired  Multiple  Burner  Bo  NFPA  85D 

Furnace  Explosions  in  Natural  Gas  Fired  Multiple  Burner  NFP.A  85B 

Furnace  Explosions  in  Pulverized  Coal  Fired  Multiple  Bu  NFPA  85E 

Furnace  Slag  Cement  (1963)  AASHO  M151 

Furnace  (for  Heating  Boilers)  (1971)  ASME  BPVCIVC 

Furnaces  (Design,  Location  and  Equipment)  (1971 )  NFPA  86A 

Furnaces  (1970)  UL  727 

Furnaces  (1971)  TAPPI  UM-602 

Furnaces  (1971)  Std.  for  Prevention  of  F  NFPA  85D 

Furnaces  (1971)  Std.  for  Prevention  of  Fum  NFPA  85B 

Furnaces  (1971)  Std.  for  Prevention  of  Furnace  NFPA  85E 

Furnaces)  (1971)  Code  Requirements  for  ASME  BPVCIPFT 

Furnaces;  Design,  Location  and  Equipment  (1971)  NFPA  86B 

Furniture  and  Bedding  (1968)  /Yde  in  Undyed  Cotton  Bat  ABFLO  K-1 

Furniture  Clip  Wire  (1962)  SWA  Mil 

Furniture  for  Hospitals  (1970)  NSF  30 

Furniture  (1964)  ABFLO  *l 

Furniture)  Wire  (Bright  and  Galvanized)  (1970)  SWA  '51.1 

Furring  and  Plastering  (1964)  lAWCC  M 

Fun-ing  Channels  (1970)  ASTM  C645 

Furring  (1970)  MLA  '1 

Fuse  Disconnecting  Switches  and  Accessories  (1969)  /Di  ANSI  C37.41 

Fuse  Disconnecting  Switches  (1969)  ANSI  C37.46 

Fuse  Disconnecting  Switches,  Fuses:  Supports  and  Curren  ANSI  C37.47 

Fuse  Links  for  Use  in  Enclosed,  Open  and  Open  Link  Cuto  ANSI  C37.43 

Fuse  Links  (1969)  ANSI  C37.44 

Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  ANSI  C37.40 

Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  ANSI  C37.48 

Fuse  Links,  Secondary  Fuses,  Distribution  Enclosed  Sing  ANSI  C37.41 

Fuse  Wire  (for  Electrical  Detonators)  (1970)  SWA  *41 

Fused  and  Manually  Operated)  (1971)  NEMA  KS2 

Fused  in  Place  Interfacial  Connections  in  Rigid  Printed  IPC  TC550 

Fused  Power  Circuit  Breakers  (1969)  ANSI  C37.28 

Fuseholders  for  Edison  Base  and  Type  S  Plug  Fuses  (1970  UL  512 

Fuses  and  Fuse  Disconnecting  Switches  (1969)  ANSI  C37.46 

Fuses  (1965)  SAE  J554 

Fuses  (1970)  UL  198.3 

Fuses  (1970)  UL  512 

Fuses  (1971)  NEMA  SG2 

Fuses  (1971)  ANSI  C33.42  UL  198 

Fuses,  Distribution  Enclosed  Single  Pole  Air  Switches,  ANSI  C37.41 

Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconnecting  ANSI  C37.40 

Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconnecting  ANSI  C37.48 

Fuses,  Fuse  Disconnecting  Switches  and  Accessories  (196  ANSI  C37.41 

Fuses:  Supports  and  Current  Limiting  (1969)  ANSI  C37.47 

Fuses;  Current  Limiting  Types  (1970)  UL  198.2 

Fusibility  of  Coal  and  Coke  Ash  (1968)  ASTM  D1857 
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shoes  (1970) 
shoes  (1970) 

Height  and  Throat  Radius/ 
Height  and  Throat  Radius/ 
Height  and  Throat  Radius/ 


tection  (1970)  Rec.  Pract.  for 

Test  Meth.  for  Titanium  in  Coated  Paper  (Qualitative 
que  Rheometer  (1969)  Rec.  Pract.  for 

1)  Std.  Spec,  for  Electric 

mium  and  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for 
Std.  for  Manual  Gas  Tungsten  Arc  (GTA) 
Std.  for  Machine  Gas  Tungsten  Arc 
Std.  for  Machine  Gas  Metal  Arc 
037.2  Std.  Spec,  for  Carbon  Steel  Castings  Suitable  for 

Std.  Reference  Radiographs  for  Steel 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
n  Tables  for  Agricultural  and  Light  Industrial  Machines  of 
Industrial  Pneumatic  Tire  List  (Trucks)  Preferred  and 
Industrial  Pneumatic  Truck  Tire  List,  Preferred  and 
Load  and  Inflation  Pressures  and  Tire  Selection  Table  for 
Tire  Selection  Tables  for  Agricultural  (Farm)  Machines  of 
Test  Meth.  for  Mottle  and 
t  Meth.  for  Sulfur  Dioxide  Content  of  the  Atmosphere  (West 
Rec.  Pract.  for  Ionization 
Std.  Modification  of  Go 
Std,  for  Go  and  No  Go 
Std.  for  Go 
Std.  for  Modified  Go  and  No  Go 
Std.  for  Modified  Go 
Rec.  Pract.  for  Maximum  Master 
Rec.  Pract.  for  Minimum  Master 
Rec.  Pract.  for  Minimum  Master 
r.  Std.  Minimum  Flange  Thickness,  Height  and  Throat  Radius 
r.  Std.  Maximum  Flange  Thickness,  Height  and  Throat  Radius 
r.  Std.  Maximum  Flange  Thickness,  Height  and  Throat  Radius 
td.  for  Maximum  Flange  Thickness,  Height  and  Throat  Radius 

Std.  Angle 

terns)  (1970)  Spec,  and  Tests  for  Strain 

Design  of  Light 

rews  for  the  Application  of  Gypsum  Sheet  Material  to  Light 
1970)  Std.  Spec,  for  Light 

Rec.  Practice  for  Correcting 
Std.  Meth.  for  Calibrating  Ionization  Vacuum 
of  Disk  Halves  for  Agricultural  (Farm)  Equipment  Press  and 
Model  Railroad  Standards 
Std.  for  Strut  Pin  Hole 
Std.  Air  Brake  Hose  Coupling  Gasket 
Rec.  Pract.  for  Journal  Box  Lid  Lug  and  Lid  Spring  Pad 
Std.  for  Limit  Wear 
Std.  for  Limit  Wear 
Std.  for  Limit  Wear  Gages  for  Condemning  A.A.R.  Wheel 
Std.  for  Limit  Wear  Gages  for  Condemning  A.A.R.  Wheel 
city  (1970)  Rec.  Pract.  for  Center  Plate 

D1085  Std.  Meth.  of 

SI  B3.4,  83. 5  Std.  Tolerance  Definitions  and 

Std.  for  Screw  Threads  and 
ne  Pipe  Threads  (1971)  Spec,  for  Threading, 

Calculation  of  Heat 
Propyl 
Rec.  Pract  for 

Std.  Covering  the  Design  Construction  and  Installation  of 
rground  Line  Construction  (1971)  NEMA  Ph30  Std.  for 

Rope  Wire 
Spec,  for 

teel  Core  for  Aluminum  Condu/  Std.  Spec,  for  Zinc  Coated 

cial  Killed  (19/  Std.  Spec,  for  Steel  Sheet,  Zinc  Coated 

Std.  Spec,  for  Steel  Sheet  Zinc  Coated 
Drawing  Quahty  (1971)  Std.  Spec,  for  Zinc  Coated 

y  the  Hot  Dip  Process  (1971)  Std.  Spec,  for  Zinc  Coated 

by  the  Hot  Dip  Process  (197/  Std.  Spec,  for  Zinc  Coated 

Std.  Spec,  for  Zinc  Coated 
,  Pressed,  and  Forged  Steel  Sha/  Std.  Spec,  for  Zinc  (Hot 

drains  (1970)  Std.  Spec,  for  Zinc  Coated 

Std.  Test  Meth.  for  Weight  of  Coating  on  Zinc  Coated 
of  Way  Wire  Fencing  (1971)  Std.  Spec,  for  Zinc  Coated 

drains  (1970)  Std.  Spec,  for  Zinc  Coated 

pec.  for  General  Requirements  for  Delivery  of  Zinc  Coated 
Rec.  Std.  for  Aircraft  Cord  Wire,  Zinc  Coated 
Rec.  Std.  for  Balloon  Barrage  Wire,  Zinc  Coated 
Std.  Spec,  for  Zinc  Coated 
Rec.  Std.  for  Core  Wire  Zinc  Coated 
nd  Cut  Lengths  (1969)  ANSI  0/  Std.  Spec,  for  Zinc  Coated 

Uses  (/  Std.  Spec,  for  Black  and  Hot  Dipped  Zinc  Coated 

1970)  Rec.  Std.  for  Armor  Wire,  Zinc  Coated 

Armor  Wire,  Half  Oval 
d.  for  Link  Fabric  (Bedding  or  Furniture)  Wire  (Bright  and 
Std.  for  Alpha,  Beta,  and 
SI  K65.15  Std.  Test  Meth.  for  Absorbed 

Rec.  Pract.  for  Calculation  of  Absorbed  Dose  From 
t  Design  and  Use  (196/  Requirements  for  Medical  X-Ray  and 


(1970) 
(1956) 


Fusible  Links  for  Highway  Vehicle  Electrical  Wiring  Pro 
Fusion  and  Peroxide)  (1971) 

Fusion  Test  of  Poly  (Vinyl  Chloride)  Resins  Using  a  Tor 

Fusion  Welded  Steel  Pipe  for  High  Pressure  Service  (197 

Fusion  Welded  Unfired  Pressure  Vessels  (1969)  /Ng  Chro 

Fusion  Welding  Equipment  (1971) 

Fusion  Welding  Equipment  (1971) 

Fusion  Welding  Equipment  (1971) 

Fusion  Welding  for  High  Temperature  Service  (1969)  ANSI 
Fusion  Welds  (1969) 

Fusion  (Arc)  Welded  Steel  Pipe  (1971)  ANSI  B36.9 

Fusion  (Arch)  Welded  Wrought  Iron  Plate  Pipe  (R1968) 

Future  and  Design  (1968)  Tire  Selectio 

Future  Design  (1966) 

Future  Design  (1966) 

Future  Design  (1968)  Lawn  and  Garden  Tractors 

Future  Design  (1970)  SAE  J711 
Fuzz  on  Paperboard  (Visual)  (1971) 

Gaeke  Meth.)  (1970)  Tent.  Tes 

Gage  Application  to  Space  Simulators  (1970) 
Gage  for  Brake  Head  (1970) 
Gage  for  Brake  Head  (1970) 
Gage  for  Brake  Head  (1970) 

Gage  for  Brake  Heads  for  Either  Metal  or  High  Friction 
Gage  for  Brake  Heads  for  Either  Metal  or  High  Friction 
Gage  for  Checking  A.A.R.  Std.  Maximum  Flange  Thickness, 
Gage  for  Checking  A.A.R.  Std.  Maximum  Flange  Thickness, 
Gage  for  Checking  A.A.R.  Std.  Minimum  Flange  Thickness, 
Gage  for  New  One  Wear  Wrought  and  Cast  Steel  Wheels  as 
Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate 
Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate 
Gage  for  New  Wide  Flange  Steel  Wheels  (Railway  Cars)  (1 
Gage  for  Strut  (1970) 

Gage  Pressure  Transducers  (Test  for  Instiumentation  Sys 
Gage  Steel  Diaphragms  (1967) 

Gage  Steel  Studs  (1970)  Std.  Spec,  for  Steel  Drill  Sc 

Gage  Steel  Studs.  Runners,  and  Rigid  Furring  Channels 
Gage  Tables  for  Incrustation  (of  the  Oil  Tank)  (1968) 
Gage  Tubes  (1970) 

Gage  Wheels  (1970)  Interchangeability 
Gage  (1963) 
Gage  (1970) 
Gage  (1970) 
Gage  (1970) 

Gages  for  Condemning  A.A.R.  Wheel  Gages  (Railway  Cars) 
Gages  for  Condemning  A.A.R.  Wheel  Gages  (Railway  Cars) 
Gages  (Railway  Cars)  (1956) 
Gages  (Railway  Cars)  (1970) 

Gages,  Body,  Forty,  Fifty  and  Seventy  Tons  Nominal  Capa 
Gaging  Petroleum  and  Products  (1970)  ANSI  Zl  1.196,  ASTM 
Gaging  Practices  for  Ball  and  Roller  Bearings  (1971)  AN 
Gaging  Requirements  (1970) 

Gaging,  and  Thread  Inspection  of  Casing,  Tubing,  and  Li 
pain  Through  Opaque  Walls  (Tech.  Notes)  (1969) 
Gallate  (1965) 
Galley  Installations  (1970) 

Galley  Stoves  (Other  Than  Those  Using  Liquefied  Petrole 

Galvanized  Ferrous  Ground  Rods  Used  in  Overhead  or  Unde 
(Galvanized  or  Aluminized)  (1970) 

Galvanized  Steel  Chain  Link  Fence  Fabric  (1970) 
(Galvanized)  and  Aluminum  Coated  (Aluminized)  Stranded  S 
(Galvanized)  by  the  Hot  Dip  Process  Drawing  Quality,  Spe 
(Galvanized)  by  the  Hot  Dip  Process  for  Roofing  (1971) 
(Galvanized)  Carbon  Steel  Sheets  by  the  Hot  Dip  Process, 
(Galvanized)  Carbon  Steel  Sheets  of  Commercial  Quality  B 
(Galvanized)  Carbon  Steel  Sheets  of  Lock  Forming  Quality 
(Galvanized)  Carbon  Steel  Wire  (1971) 

Galvanized)  Coatings  on  Products  Fabricated  From  Rolled 
(Galvanized)  Corrugated  Iron  or  Steel  Culverts  and  Under 
(Galvanized)  Iron  or  Steel  Articles  (1969) 
(Galvanized)  Iron  or  Steel  Farm  Field  and  Railroad  Right 
(Galvanized)  Iron  or  Steel  Sheets  for  Culverts  and  Under 
(Galvanized)  Iron  or  Steel  Sheets  in  Coils  and  Cut  Lengt 
(Galvanized)  or  Tinned  (1970) 
(Galvanized)  or  Tinned  (1970) 
(Galvanized)  Steel  Barbed  Wire  (1969)  ANSI  G8.10 
(Galvanized)  Steel  Reinforced  (1970) 
(Galvanized)  Steel  Sheets  of  Structural  QuaUty  Coils,  A 
(Galvanized)  Welded  and  Seamless  Steel  Pipe  for  Ordinary 
(Galvanized)  (Casket  Weave  Armor  on  Electrical  Cables) 
(Galvanized)  (1962) 

Galvanized)  (1970)  Rec.  St 

Gamma  Cellulose  in  Pulp  (1961) 

Gamma  Radiation  Dose  in  the  Fricke  Dosimeter  (R1970)  AN 
Gamma  Radiation  (1970) 

Gamma  Ray  Protection  for  Energies  Up  to  10  Mev  Equipmen 


SAE 

J156 

TAPPI 

UM-408 

ASTM 

D2538 

ASTM 

A155 

ASTM 

A240 

NSA 

961 

NSA 

962 

NSA 

964 

ASTM 

A216 

ASTM 

E390 

ASTM 

A139 

ASTM 

A419 

SAE 

J7I1B 

ITA 

9F1-2 

ITA 

9F2 

SAE 

J344 

ASAE 

R220.2 

TAPPI 

UM-400 

ASTM 

D2914T 

ASTM 

E296 

AAR 
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ral  Shielding  Design  and  Eval/  Rec.  for  Medical  X-Ray  and 

Sid.  Part  Nut  Assembly,  Self  Locking, 
or  Shock  Sensitivity  of  Liquid  Monopropellants  by  the  Card 
Nomenclature  for  Spark  Igniter, 
Dishwasher  Drain  Air 
Std.  Relating  to  Polyethylene  Refuse 
lawn  Mower  (1971)  Definition  of  Lawn  and 

nt  Free  Link  Attachment  for  Hitch/  Implements  to  Lawn  and 
election  Table  for  Future  Design  (1968)  Lawn  and 

lial  Pull  Factors,  Implement,  Log  Skidders,  Planter  Press, 
cks;  Recreational,  Boat  and  Mobile  Home  Trailers;  Utility, 
Brick  in  Landscape  Architecture 
Std.  Test  Meth.  for  Resistance  to  Wetting  of 
or  Detecting  Odor  of  Drycleaning  Detergent  on  a  Drycleaned 

Rec.  Std.  for  Coat 
Picker  Tooth 
Rec.  Std.  for  Picker  Tooth 
ec.  for  Electric  Resistance  Welded  Coiled  Steel  Tubing  for 

Std.  for  Domestic 
Std.  Listing  Requirements  for 
exible  Connectors  of  Other  Than  All  Metal  Construction  for 
machines.  Including  Relief  Valves,  Water  Heater  Tanks,  and 
59.108  Std.  Spec,  for  Nitrogen 

ing  for  Particulates  From  Aerospace  Components  or  Systems 
Std.  Meth,  for  Analysis  of  Natural 

(1968) 
1  (1970) 


Rec.  Pract.  for  General 
th.)  (1970)  Fatty  Acid  Composition  by 

Std.  Meth.  for  Analysis  of  Natural  Gas  by 
r  Butadiene  Dimer  and  Styrene  in  Butadiene  Concentrates  by 
Std.  Test  Meth.  for  Purity  of  Methyl  Ethyl  Ketone  by 
th.  for  Aromatic  Traces  in  Light  Saturated  Hydrocarbons  by 
sis  of  High  Purity  (N-)  Heptane  and  Isooctane  by  Capillary 
s  From  Oils  for  Determination  of  Fatty  Acid  Composition  by 
Meth.  for  Hydrocarbon  Traces  in  Propylene  Concentrates  by 
for  Analysis  of  Liquefied  Petroleum  Gases  (LPG)  by  Process 
t  for  Boiling  Range  Distribution  of  Petroleum  Fractions  by 
ring  Volatile  Organic  Matter  in  Water  by  Aqueous  Injection 
th.  for  Analysis  of  Commercial  Butane  Butylene  Mixtures  by 
quefied  Petroleum  (Lp)  Gases  and  Propylene  Concentrates  by 
itrogen  and  Carbon  Tetrafluoride  in  Sulfur  Hexafluoride  by 
of  Oils  and  Oil  Acids  in  Solvent  From  Solvent  Type  Paints 

Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Std.  Listing  Requirements  for 
Std.  Requirements  for  Installation  of 
Std.  Installation  of  Domestic 
Std.  for  Domestic 
Safety  Std.  for  Marine  Liquefied  Petroleum 
of  Test  for  Butadiene  Purity  and  Hydrocarbon  Impurities  by 
Quick  Disconnect  Demountable  Lp 
1969)  Std.  for 

(1969)  ANSI  /  Std.  for  the  Installation  of  Gas  Piping  and 

Std.  for 

(1969)  Std.  for 

Std.  for  Domestic 

Std.  for  Prevention  of  Furnace  Explosions  in  Natural 
Std.  Approval  Requirements  for 

Rec.  Pract.  for  the  Measurement  of  Intake  Air  or  Exhaust 
Procedure  for  Determination  of  Velocity  and 
Std.  Meth.  for  Sampling 
tal  Mounting  Liquid  Withdrawal  Only  (1967)  Lp 
1  Mounting  Liquid  Withdrawal  Only  (1967)  Lp 

Lp 

ing  Requirements  for  Quick  Disconnect  Devices  for  Use  with 
Galley  Stoves  (Other  Than  Those  Using  Liquefied  Petroleum 

Std.  for  Control  of 

h.  of  Test  for  Exlractable  Material  and  Permeability  of  Lp 
Std.  Approval  Requirements  for  Domestic 
and  Mai/  Rec.  Pract.  and  Std.  for  Flammable  (Combustible) 

Safety  Std.  for  Marine  Combustible 
Rec.  Std.  for 

Std.  Test  Meth.  for  Fatty  Acid  Composition  by 
Std.  for  Machine 
Std.  for  Manual 

ion  of  Areas  for  Electrical  Installations  at  Petroleum  and 
other  Premises  (1969)  ANSI  /  Std.  for  the  Installation  of 

ination  of  Moisture  in  Soils  by  Means  of  a  Calcium  Carbide 
Meth.  for  Determining  Pressure  Drop  Rate  of  Compressed 
std.  Meth.  of  Test  for  Calorific  Value  of  Gases  in  Natural 


Gamma  Ray  Protection  for  Energies  Up  to  10  Mev;  Structu 

Gang  Channel,  Low  Height,  C-Bored  (1971) 

Gap  Test  (1970)  Std.  Meth,  of  Test  F 

Gap  Types  (1971) 

Gaps  (1969) 

(Garbage,  Trash)  Bags  (1970) 

Garden  Riding  Tractor,  Lawn  Riding  Tractor,  and  Riding 
Garden  Riding  Tractors  Up  to  20  Hp  Category  0  Three  Poi 
Garden  Tractors  Load  and  Inflation  Pressures  and  Tire  S 
Garden  Tractors  (1971)  /lal  Vehicles:  Tractors.  Tangen 

Garden  Tractor;  Motor  Scooters  (1971)  /;  Fork  Lift  Tru 

Garden  Walls  (Tech.  Notes)  (1968) 

Garment  Type  Leathers  (Spray  Test)  (1969)  ANSI  Z109.ll 
Garment  (1969)  Std.  Meth.  F 

(Garment)  Hanger  Wire  (1970) 

(Garnet)  Wire  (1962) 

(Garnet)  Wire  (1970) 

Gas  and  Fuel  Oil  Lines  (1971)  Std.  Sp 

Gas  Appliance  Pressure  Regulators  (1969) 
Gas  Appliance  Thermostats  (1963) 

Gas  Appliances  (1964)  /Td.  Listing  Requirements  for  Fl 

Gas  Appliances  (1967)  /Afety  Requirements  for  Vending 

Gas  as  an  Electrical  Insulating  Material  (R1969)  ANSI  C 
(Gas  Blow  Down  Meth.)  (1970)  Std.  Meth.  of  Sampl 

Gas  by  Gas  Chromatography  (1968)  ANSI  Zl  1.160 
Gas  Chromatographic  Procedure  for  Cis-3  Hexenol  (1968) 
Gas  Chromatographic  Procedure  for  Cis-3  Hexenyi  Acetate 
Gas  Chromatographic  Procedure  for  Citral  Dimethyl  Aceta 
Gas  Chromatographic  Procedure  for  Geraniol  (1965) 
Gas  Chromatographic  Procedure  for  Geranyl  Acetate  (1966 
Gas  Chromatography  Procedures  (1969) 
Gas  Chromatography  (Commercial  Fats  and  Oils)  (Tent.  Me 
Gas  Chromatography  (1968)  ANSI  Z11.160 

Gas  Chromatography  (1968)  ANSI  ZI  1.233  /Th.  of  Test  Fo 

Gas  Chromatography  (1969) 

Gas  Chromatography  (1969)  Std.  Test  Me 

Gas  Chromatography  (1969)  Std.  Meth.  for  Analy 

Gas  Chromatography  (1969)  /Preparation  of  Methyl  Ester 

Gas  Chromatography  (1970)  Std.  Test 

Gas  Chromatography  (1970)  Tent.  Meth. 

Gas  Chromatography  (1970)  Tent.  Meth.  of  Tes 

Gas  Chromatography  (1970)  Tent.  Rec.  Pract.  for  Measu 

Gas  Chromatography  (1970)  ANSI  Z11.175  Std.  Me 

Gas  Chromatography  (1970)  ANSI  Z11.261  /Analysis  of  Li 

Gas  Chromatography  (1971)  Std.  Meth.  of  Test  for  N 

(Gas  Chromatography)  (1968)  /  Meth.  for  Identification 

Gas  Content  of  Insulating  Oils  (RI969)  ANSI  C59.23 
Gas  Content  of  Insulating  Oils,  Up  to  100  SUS  (1971) 
Gas  Conversion  Burners  for  Domestic  Ranges  (1957) 
Gas  Conversion  Burners  in  Domestic  Ranges  (1957) 
Gas  Conversion  Burners  (1965) 
Gas  Conversion  Burners  (1969) 
Gas  Cooking  Appliances  (1967) 

Gas  Cromatography  (1970)  Std.  Meth. 

Gas  Cylinder  Fuel  Line  (1960) 

Gas  Engine  Powered  Summer  Air  Conditioning  Appliances 
Gas  Equipment  on  Industrial  and  Certain  Other  Premises 
Gas  Filters  on  Appliances  (1969) 

Gas  Fired  Absorption  Summer  Air  Conditioning  Appliances 

Gas  Fired  Incinerators  (1969) 

Gas  Fired  Multiple  Burner  Boiler  Furnaces  (1971) 

Gas  Fired  Steam  and  Hot  Water  Boilers  (1967) 

Gas  Flow  Model  Studies  (1969) 

Gas  Flow  of  Diesel  Engines  (1971) 

Gas  Flow  Rate  (1965) 

Gas  From  a  Transformer  Under  Positive  Pressure  (1971) 
Gas  Fuel  Container  Quickly  Demountable  Type  for  Horizon 
Gas  Fuel  Container  Quickly  Demountable  Type  for  Vertica 
Gas  Fuel  Systems  Components  (1968) 

Gas  Fuel  (1962)  Std.  List 

Gas  Fuel)  (on  Boats)  (1970)  /ction  and  Installation  of 

Gas  Hazards  on  Vessels  (Ships)  to  be  Repaired  (1971) 
Gas  Hose  (1970) 

Gas  Hot  Plates  and  Laundry  Stoves  (1962) 
Gas  Indicators  Including  Their  Installation,  Operation 
Gas  Indicators  (1965) 
Gas  Lift  Wire  (1970) 

Gas  Liquid  Chromatography  of  Methyl  Esters  (1969) 
Gas  Metal  Arc  Fusion  Welding  Equipment  (1971) 
Gas  Metal  Arc  (GMA)  Welding  Equipment  (1971) 
Gas  Pipe  Line  Transportation  Facilities  (1966) 
Gas  Piping  and  Gas  Equipment  on  Industrial  and  Certain 
Gas  Piping  and  Plumbing  (National  Building  Code)  (1967) 
Gas  Pressure  Moisture  Tester  (1967)  /  Meth.  for  Determ 

Gas  Propelled  Aerosol  Products  (1971) 
Gas  Range  by  Continuous  Recording  Calorimeter  (1970)  An 
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Sid.  Meth.  of  Pressurani 
Test  Procedure  for 

Std.  Listing  Requirements  for  Relief  Valves  and  Automatic 
1.  and  Std.  Covering  the  Marine  Use  of  Liquefied  Petroleum 
Safely  Std.  for  Electrode  Receptacles  for 
Std.  for  Machine 
Std.  for  End  Preparation  for  Manual  Inert 
Std.  for  Manual 

Rec. 

er  Programs  (1971) 


digital  Computer  Programs  (1971) 


Pract.  for  Aircraft 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 

e  (Thermocouple  for  Mounting  Temperature  Sensing  Probes  in 

Tent.  Spec,  for 
Std.  for  Combustion 
Installation  and  Use  of  Stationary  Combustion  Engines  and 
Std.  for  Manually  Operated 
Safety  Std.  for  Gas  Vents  and 
Safety  Std.  for 
Std.  Residential  Controls  (Valves)  for 
Spec,  for  Oil  and 
Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Natural 
Rec.  Pract.  for  Bottled 
oils,  and  Flexible  Hose  Connectors  for  Liquefied  Petroleum 
Std.  Meth.  of  Test  for  Hydrogen  Sulfide  in  Natural 
Std.  for  Analysis  of  Sulfur  Burner 
.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Metal  Molds  for 
Cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds  for 
Std.  Meth.  of  Sampling  Natural 
Std.  Meth.  of  Sampling  Manufactured 
fety  Std.  for  Container  Assemblies  for  Liquefied  Petroleum 
the  Production,  Storage  and  Handhng  of  Liquefied  Natural 
e  Connectors  for  Flammable  Liquids  and  Liquefied  Petroleum 
Safety  Std.  Pressure  Regulators  for  Liquefied  Petroleum 
Std.  Meth.  of  Pressurant  Gas  Sampling  for 

uslrations  (1969) 

Std.  Meth.  for  Measurement  of 
1970)  ANSI/  Std.  Meth.  of  Test  for  Water  Vapor  Content  of 

Z68.1  Std.  Meth.  of  Test  for  Calorific  Value  of 

Std.  Meth.  of  Test  for  Specific  Gravity  of 
.  Meth.  for  Analysis  of  Natural  Gases  and  Related  Types  of 
(197/  Std.  Meth.  tor  Analysis  of  Liquefied  Petroleum  (Lp) 

Spectrometer  (1970)  /  Std.  Meth.  for  Analysis  of  Natural 

or  Dielectric  Breakdown  Voltage  and  Strength  of  Insulating 
est  Meth.  for  Water  Vapor  Content  of  Electrical  Insulating 
Std.  Meth.  for  Analysis  of  Natural 
Std.  Meth.  of  Test  for  Smoke  Density  in  the  Flue 
Std.  Meth.  of  Test  for  Solubility  of  Fixed 
d.  on  the  Control  of  Flammable  and  Combustible  Liquids  and 
rimeter  (1970)/  Std.  Meth.  of  Test  for  Calorific  Value  of 

Std.  Meth.  for  Estimation  of  Solubility  of 
emenls  for  the  Installation  and  Use  of  Liquefied  Petroleum 
Tent.  Meth.  for  Analysis  of  Liquefied  Petroleum 
Std.  Meth.  of  Test  for  Sulfur  in  Liquefied  Petroleum 
Std.  Spec,  for  Liquefied  Petroleum  (Lp) 
ons  of  Terms  Relating  to  Electrical  Insulating  Liquids  and 
ng  to  Density  and  Specific  Gravity  of  Solids,  Liquids,  and 
td.  Meth.  of  Test  for  Residues  in  Liquefied  Petroleum  (Lp) 
Std.  Meth.  of  Sampling  Liquefied  Petroleum  (Lp) 
Std.  Meth.  of  Test  for  Total  Sulfur  in  Fuel 
Handbook  for  Sheet  Rubber 
Std.  Spec,  for  Cellular  Elastomeric  Preformed 
Std.  Air  Brake  Hose  CoupUng 
ec.  for  Nonreinforced  Concrete  Irrigation  Pipe  with  Rubber 
Std.  Test  Meth.  for  Corrosive  and  Adhesive  Effects  of 
Spec,  for  Dense  Rubber  Like  Compression 
Rec.  Pract.  for  Nonmetalhc  Automotive 
Std.  Spec,  for  Rubber 

ings  (1968)  Std.  for  Neoprene  Rubber 

Std.  Test  Meth.  for  Scalability  of  Enveloped 
for  Circular  Concrete  Sewer  and  Culvert  Pipe,  Using  Rubber 
Std.  Spec,  for  Elastomeric  Structural  Glazing  and  Panel 
Rec.  Pract.  for  Fuel  Systems  for 
Std.  Terminology  and  Classification  for 
Std.  Meth.  of  Test  for  Lead  in 
for  Cutting  Wood)  (1970)  Safety  Std.  for 

r  Determining  and  Slating  the  Horsepower  Rating  of  Inboard 
Determining  and  Stating  the  Horsepower  Rating  of  Outboard 
Rec.  Pract.  and  Std.  for  the  Design  and  Construction  of 
ct.  for  the  Measurement  of  Fuel  Evaporative  Emissions  From 
ct.  for  the  Measurement  of  Fuel  Evaporative  Emissions  From 

Spec,  for 

n  of  Air  Cooled  Marine  Engines  and  Auxiliaries  (Diesel  and 


Gas  Sampling  for  Gaseous  Analysis  (1970)  ASTM  F307 

Gas  Scrubbers  (19641  IGCl  WCl 

Gas  Shutoff  Devices  for  Hot  Water  Supply  Systems  (1964)  ANSI  Z21.22 

Gas  Systems  (on  Boats)  (1970)  Rec.  Prac  ABYC  Al 

Gas  Tube  Signs  (1971)  ANSI  C33.24  UL  879 

Gas  Tungsten  Arc  Fusion  Welding  Equipment  (1971 )  NSA  962 

Gas  Tungsten  Arc  Root  Pass  Welding  (1969)  PFI  ES21 

Gas  Tungsten  Arc  (Gta)  Fusion  Welding  Equipment  (1971 )  NSA  961 

Gas  Turbine  Engine  Exhaust  Smoke  Measurement  (1970)  SAE  ARP1179 

Gas  Turbine  Engine  Interface  Test  Data  Reduction  Comput  SAE  ARP1210 

Gas  Turbine  Engine  Nomenclature  (1970)  SAE  J828A 

Gas  Turbine  Engine  Status  Performance  Presentation  for  SAE  ARP1211 

Gas  Turbine  Engine  Test  Code  (1970)  SAE  J116 

Gas  Turbine  Engine  Test  Code  (1970)  SAE  J152 

Gas  Turbine  Engines)  (1971)  Flang  SAE  ARP465A 

Gas  Turbine  Fuel  Oils  (1970)  ASTM  D2880T 

Gas  Turbines  for  General  Refinery  Services  (1968)  API  616 

Gas  Turbines  (1970)                                                      Std.  for  NFPA  37 

Gas  Valves  (1969)  ANSI  Z21.15 

Gas  Vent  Roof  Jacks  (1971)  ANSI  A131. 2  UL  441 

Gas  Vents  and  Gas  Vent  Roof  Jacks  (1971)  ANSI  Al 31. 2  UL  441 

Gas  Water  Heaters  (1971)  NEMA  DC6 

Gas  Well  Cements  and  Its  Additives  (1971)  API  lOA 

Gas  Yard  Piping  (1970)  lAPMO  ISlO-70 

Gas  (L.P.G.)  System  Installation  for  House  Boats  (1970)  BIA  HEM8 

Gas  (LPG)  (1970)  Pigtails,  Expansion  C  UL  569 

Gas  (Methylene  Blue  Meth.)  (1970)  ASTM  D2725 

Gas  (1945)  TAPPI  T603 

Gas  (1970)  Std  ANSI  A21.7 

Gas  (1970)                                                               Std.  for  ANSI  A21.9 

Gas  (1970)  ANSI  Z77.4                                          .  ASTM  D1145 

Gas  (1970)  ANSI  Z77.7  ASTM  D1247 

Gas  (1971)  Sa  UL  644 

Gas  (1971)                                                                   Std.  for  NFPA  59A 

Gas  (1971)                                                    Safety  Std.  for  Pip  UL  567 

Gas  (1971)  ANSI  Z217.1  UL  144 

Gaseous  Analysis  (1970)  ASTM  F307 

Gaseous  Emissions  Equipment  Product  Definitions  and  111  IGCI  Gl 

Gaseous  Fuel  Samples  (1970)  ANSI  Z77. 5  ASTM  D1071 

Gaseous  Fuels  by  Measurement  of  Dew  Point  Temperature  ASTM  D1142 

Gaseous  Fuels  by  the  Water-Flow  Calorimeter  (1970)  ANSI  ASTM  D900 

Gaseous  Fuels  (for  Tests  of  Equipment)  (1969)  ASME  PTC3.3 

Gaseous  Fuels  (1970)  ANSI  Z69.1  ASTM  D1070 

Gaseous  Mixtures  by  the  Mass  Spectrometer  (1970)  ANSI  Z  ASTM  D1137 

Gases  and  Propylene  Concentrates  by  Gas  Chromatography  ASTM  D2163 

Gases  and  Related  Types  of  Gaseous  Mixtures  by  the  Mass  ASTM  D1137 

Gases  at  Commercial  Power  Frequencies  (1969)  IF  Test  F  ASTM  D2477 

Gases  by  Measurement  of  Dew  Point  (1968)  ANSI  C59.1I2  ASTM  D2029 

Gases  by  the  Volumetric  Chemical  Meth.  (1970)  ANSI  Z77.  ASTM  D1136 

Gases  From  Distillate  Fuels  (1970)  ANSI  Zl  1.182  ASTM  D2156 

Gases  in  Liquids  (1969)  ASTM  D2780 

Gases  in  Manholes  and  Sewers  (1970)  St  NFPA  328 
Gases  in  Natural  Gas  Range  by  Continuous  Recording  Calo 
Gases  in  Petroleum  Liquids  (1969) 
Gases  on  Freight  and  Passenger  Cars  (Railway)  (1970) 
Gases  (LPG)  by  Process  Gas  Chromatography  (1970) 
Gases  (Oxy  Hydrogen  Burner  or  Lamp)  (1970) 
Gases  (1969) 
Gases  (1970) 

Gases  (1970)  Std 
Gases  (1970)  ANSI  Zl  1.184 
Gases  (1970)  ANSI  ZII.91 
Gases  (1970)  ANSI  Z77.6 
Gasket  and  Packing  Materials  (1968) 
Gasket  and  Sealing  Material  (1970) 
Gasket  Gage  (1970) 

Gasket  Joints  (1970)  Std.  Sp 

Gasket  Materials  on  Metal  Surfaces  (1969) 

Gasket  Materials  (1970)  NAAMMSG-1 

Gasket  Materials  (1970)  SAE  J90B 

Gaskets  for  Cast  Iron  Soil  Pipe  and  Fittings  (1970)  ASTM  C564 

Gaskets  for  Hub  and  Spigot  Cast  Iron  Soil  Pipe  and  Fitt  CISPI  HSN-68T 

Gaskets  (1970)  ASTM  F112 

Gaskets  (1970)  Std.  Spec,  for  Joints  ASTM  C443 

Gaskets  (1971)  ASTM  C542 

Gasoline  and  Diesel  Systems,  for  House  Boats  (1970)  BIA  HEMl 

Gasoline  and  Heating  Oil  Marketers  (1959)  API  *2 

Gasoline  by  X-Ray  Spectrometry  (1970)  ASTM  D2599 

Gasoline  Engine  Driven  Power  Chain  Saw  (Used  Primarily  PSMA  Sl-70 

Gasoline  Engines  (Boats)  (1970)                          Rec.  Pract.  Fo  ABYC  S6 

Gasoline  Engines  (Boats)  (1970)                          Rec.  Pract.  for  ABYC  S6A 

Gasoline  Fueled  Inboard,  Liquid  Cooled  Marine  Engines  ABYC  P4 

Gasoline  Powered  Passenger  Cars  and  Light  Trucks  Using  SAE  J171 

Gasoline  Powered  Passenger  Cars  and  Light  Trucks  (1970)  SAE  J170 

Gasoline  (1970)  ASTM  D439 

Gasoline)  (Boats)  (1970)  /Td.  Covering  the  Installatio  ABYC  PIO 


Std.  Definiti 
Definitions  of  Terms  Relati 


ASTM  D1826 
ASTM  D2779 


AAR 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

RMA 

ASTM 

AAR 

ASTM 

ASTM 


MSRP-L-63 
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Std.  Meth.  of  Test  for  Lead  in 
Std.  Meth.  of  Test  for  Lead  in 
Std.  Meth.  of  Test  for  Color  of  Dyed  Aviation 
Std.  Spec,  for  Aviation 
ionization  (Modified  Pirelli  Meth.)/  Tent.  Test  Meth.  for 

rail  Shipment  of  Brick)  (1959)  End 
rail  Shipment  of  Brick)  (1959)  End 
liquids  (1971)  Std.  for 

(1971)  Spec,  for  Steel 

Rec.  Names  for 

Rail  Shipment)  Single  Tier  Floating  Load,  20  Pallets,  End 
rick)  Double  Tier  Floating  Load,  28,  32,  or  .16  Pallets,  End 
Rec.  Pract.  for  Aluminum 
Rec.  Pract.  for  Magnesium 
dure  for  Noise  Margin  Measurements  for  Semiconductor  Logic 

Feeler 

Std  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft 
only)  (1/  Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft 

Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft 
Std,  Spec,  for 

ng  Meth.  (and  Pract.)  for  Unassembled  Gears  (197!) 

Marking  Nameplates  for  Enclosed 
Rec.  Pract.  for  Draft 
Std.  for  Draft 

ast  Steel,  for  Use  with  B-E  67  Ht  Coupler  and  36  In.  Draft 
nstrumentation  to  be  Used  in  Measuring  and  Recording  Draft 
Std.  Pract.  for  Spur,  Helical  and  Herringbone 
Std,  Reference  Information, 
Std.  Pract.  Helical  and  Herringbone 
or  Surface  Durability  (Pitting)  of  Helical  and  Herringbone 
ining  the  Strength  of  Spur,  Helical,  Herringbone  and  Bevel 
Rec.  Pract.  for  Planetary 
measurement  of  Sound  on  High  Speed  Helical  and  Herringbone 
Std.  Pract.  for  High  Speed  Helical  and  Herringbone 
Std.  for  Rating  of  Worm  and  Spur 
or  F  Interlocking  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft 
Std.  for  Manufacturers  Spec,  for 
Test  Code  for  Certificate  of  Approval  for 
Std.  Pract.  for  Helical  and  Herringbone 
Rec.  Procedure  for  Carburized  Aerospace 
Manual  for  Machine  Tool 
bevel  Gears  (1971)  Std.  Pract.  for 

Rec.  Pract.  for  Inspection  and  Maintenance  of  Draft 
Plate  Details  and  Sub  Assemblies  for  Cars  with  Std.  Draft 
(1970)  Std.  Design  Practice  for  Helical  and  Herringbone 

Std.  for  Starter  Pinions  and  Ring 
armotors  Using  Spur,  Helical,  Herringbone  and  Spiral  Bevel 
materials  and  Measuring  Meth.  (and  Pract.)  for  Unassembled 

Std.  Test  Procedure  for 
Groups  in  Rubber  Extender  and  Processing  Oils  by  the  Clay 
or  Safe  Operation  of  Bulk  Mix  Delivery  Equipment  for  Water 
unds  (1970)  ASTM  D247I  Test  Meth.  for 

Std.  Test  Meth.  for 
Std.  Pract.  for  Storage  of  Processed  Silver 
Spec,  for  Photographic  Film  for  Archival  Records,  Silver 
definitions  of  Terms  Relating  to  Rheological  Properties  of 
Criteria  tor  Class  le  Electric  Systems  for  Nuclear  Power 
Criteria  for  Protection  Systems  for  Nuclear  Power 
emblies  in  Containment  Structures  for  Nuclear  Fueled  Power 
its  (1969)  Suggested  Guidelines  for  Artwork 

Std.  Definitions  of  Terms  for  Automatic 
Std.  for 

d.  Meth.  of  Ultrasonic  Test,  and  Inspection  of  Turbine  and 
St  Code  for  Pressure  Control  Systems  Used  on  Steam  Turbine 
Rec.  Pract.  for  Precision  Motor  Tachometer 
Safety  Std.  for  Marine  Electric  Starters, 
Code  Requirements  for  Organic  Fluid  Vaporizer 
33.72  Safety  Std,  for  Electric  Motors  and 

Large  Hydraulic  Turbine  Driven  Synchronous 
oy  Steel  Forgings  for  Magnetic  Retaining  Rings  for  Turbine 
r  Alloy  Steel  Forgings  for  Nonmagnetic  Retaining  Rings  for 
act.  tor  Flywheels  for  Single  Bearing  Engine  Mounted  Power 
nd.  Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Ma/ 

1) 

helical.  Herringbone  and  Bevel  Gear  Teeth  (1970) 

for  the  Calibration  of  Reflectance  Std.  for  Hemispherical 
Gas  Chromatographic  Procedure  for 
Gas  Chromatographic  Procedure  for 
Std.  tor 
Spectrum  for 

nt.  Meth.  of  Test  tor  Intersitial  Atomic  Oxygen  Content  of 
Std.  Meth.  of  Test  tor  Plastic  Properties  of  Coal  by  the 

Tissue 

.  Meth,  of  Test  for  Time  of  Setting  of  Hydraulic  Cement  by 
aNSI  57.6  Std.  Spec,  for  Steel 


Gasoline,  Gravimetric  Method  (1970)  ANSI  Z11.48 
Gasoline,  Volumetric  Chromate  Method  (1970)  ANSI  Z11.22 
Gasolines  (1970) 
Gasolines  (1970)  ANSI  Zll  188 

Gassing  of  Insulating  Oils  Under  Electrical  Stress  and 
Gate  Double  Tier  Floating  Load  Carloading  Pattern  (for 
Gate  Single  Tier  Floating  Load  Carloading  Pattern  (for 
Gate  Valves  (3  In.  Through  48  In.)  for  Water  and  Other 
Gate,  Plug,  Ball,  and  Check  Valves  for  Pipeline  Valves 
Gates  and  Risers  in  the  Foundry  Industry  (1953) 


Carloading  Pattern  (tor 
/Ing  Pattern  (for  Rail  Shipment  of  B 


Gates  Only  (1959) 
Gates  Only  (1959) 
Gating  and  Risering  (1965) 
Gating  and  Risering  (1965) 
Gating  Microcircuits  (1971)  Std.  Test  Proce 

Gating  of  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Gauge  Steel  (1962) 

Gear  and  Rigid  Shank  Coupler  (1970) 

Gear  and  Swivel  Shank  Coupler  (for  Replacement  in  Kind 

Gear  and  Swivel  Shank  Coupler  (1970) 

Gear  Bronze  Alloy  Castings  (1970) 

Gear  Classification,  Definitions,  Materials  and  Measuri 

Gear  Drives  (1971) 

Gear  Followers  (1970) 

Gear  Key,  Retainer  (1970) 

Gear  Pocket  (1970)  Std.  E  Coupler  Yoke,  C 

Gear  Reaction  Forces  (1970)  /Ec.  for  Requirements  of  I 

Gear  Shaft  Mounted  Speed  Reducers  (1969) 

Gear  Specification  Drawings  (1970) 

Gear  Speed  Reducers  for  Oilfield  Pumping  Units  (1969) 

Gear  Teeth  (1969)  Std.  F 

Gear  Teeth  (1970)  Geometry  Factors  for  Determ 

Gear  Terminology  (1969) 

Gear  Units  (1968)  Spec,  for 

Gear  Units  (1969) 
Gear  Winches  (1970) 

Gear  (1970)  '  Std.  F 

Geared  Hand  Brakes  (Railway  Cars)  (1970) 

Geared  Hand  Brakes  (Railway  Cars)  (1971) 

Gearing  for  Oilfield  Mud  Pumps  (1969) 

Gearing  (1971) 

Gearing  (1971) 

Gearmotors  Using  Spur,  Helical,  Herringbone  and  Spiral 

Gears  and  Attachments  by  Car  Owners  (Railway)  (1952) 

Gears  and  10  In.  End  of  Car  Cushioning  (1970)  /  Bridge 

Gears  for  Cylindrical  Grinding  Mills,  Kilns  and  Dryers 

Gears  (1968) 

Gears  (1971)  Std.  Pract.  for  Ge 

Gears  (1971)  Gear  Classification,  Definitions, 

Geiger  Muller  Counters  (1970) 

Gel  Absorption  Chromatographic  Meth.  (1969)  ANSI  Zll. 18 

Gel  or  Slurry  Explosives  or  Blasting  Agents  (1968)  /  F 

Gel  Time  and  Peak  Exothermic  Temperature  of  Epoxy  Compo 

Gel  Time  of  Drying  Oils  (1969) 

Gelatin  Microfilm  (1970) 

Gelatin  Type,  on  Cellulose  Ester  Base  (1969) 

Gelled  Rocket  Propellants  (1970)  Std. 

Generating  Stations  (1970) 

Generating  Stations  (1971) 

Generating  Stations  (1971)  /Electrical  Penetration  Ass 

Generation  and  Measurement  Techniques  tor  Printed  Circu 
Generation  Control  on  Electric  Power  Systems  (1970) 
Generator  Mountings  (1970) 

Generator  Steel  Rotor  Forgings  (R1969)  ANSI  G55.5  St 
Generator  Units  (1970)  Performance  Te 

Generator  (1970) 

Generators  and  Diode  Rectified  Alternators  (1964) 
Generators  for  Power  Boilers  (1971) 

Generators  for  Use  in  Hazardous  Locations  (1971)  ANSI  C 
Generators  Std.  (1970) 

Generators  (1968)  ANSI  G55.21  /Pec.  for  Carbon  and  All 

Generators  (1968)  ANSI  G55.6  Std.  Spec.  Fo 

Generators  (1970)  Rec.  Pr 

Generic  Names  and  Definitions  for  Vegetable  Fibers  (Aku 
Geometric  Design  Guide  for  Local  Roads  and  Streets  (197 
Geometry  Factors  for  Determining  the  Strength  of  Spur, 
Geometry  (1971)  Suggested  Meth. 

Geraniol  (1965) 
Geranyl  Acetate  (1966) 
Geranyl  Phenylacetate  (1970) 
Geranyl  Phenylacetate  (1970) 

Germanium  by  Infrared  Absorption  (1970)  Te 

Gieseler  Plastometer  (1969) 

Gift  Wrappings  and  Tyings  (1966) 

Gillmore  Needles  (1970)  ANSI  A1.17,  AASHO  T154  Std 
Girder  Rails  ot  Plain,  Grooved,  and  Guard  Types  (1969) 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

RI 

RI 

AWWA 

API 

AFS 

RI 

RI 

AFS 

AFS 

EIA 

AFS 

SWA 

AAR 

AAR 

AAR 

ASTM 

AGMA 

AGMA 

AAR 

AAR 

AAR 

AAR 

AGMA 

AGMA 

AGMA 

AGMA 

AGMA 

SAE 

AGMA 

AGMA 

SAE 

AAR 

AAR 

AAR 

AGMA 

AGMA 

AGMA 

AGMA 

AAR 

AAR 

AGMA 

SAE 

AGMA 

AGMA 

IEEE 

ASTM 

IME 

SPI 

ASTM 

ANSI 

ANSI 

ASTM 

IEEE 

IEEE 

IEEE 

IPC 

IEEE 

SAE 

ASTM 

ASME 

SAE 

UL 

ASME 
UL 

NEMA 

ASTM 

ASTM 

SAE 

ABFLO 

AASHO 

AGMA 

TAPPI 

EOA 

EOA 

EOA 

EOA 

ASTM 

ASTM 

AP 

ASTM 
ASTM 


D526 

D2547 

D2392 

D910 

D2300 

P220-2 

P217-2 

C500 

6D 

GM530 

P214-2 

P216-2 

NF656-5 

NF656-6 

RS390 

NF6511-5 

♦109 

MSRP-C-58 

MSRP-C-56 

MSRP-C-57 

B427 

390.03 

290.03 

MSRP-C-34 

MSRP-C-33 

MSRP-C-55 

M901F 

480.04 

113.01 

422.02 

211.02 

226.01 

J646B 

295.03 

421.06 

J706A 

MSRP-C-62 

MSRP-E-11 

MSRP-E-19 

424.01 

246.01  A 

360.02 

460.05 

MSRP-L-142 

MSRP-L-78E 

321.05 

J543B 

460.05 

390.03 

309 

D2007 

6.V 

ERF2 

D1955 

PH5.4 

PHI. 28 

D2507 

308 

279 

317 

D310 

94 

J545B 

A418 

PTC20.3 

ARP667 

1112 

BPVCIPVG 

674(B) 

MG5.1 

A288 

A289 

J162 

X-3 
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226.01 

T679SU 
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280 

280S 

F122T 

D1812 

•1 
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Spec,  for  Design  Tables  for  Precast  Prestressed  Box 
Guide  Spec,  for  Post  Tensioned  Concrete:  Bridge 
or  Steam  Locomotives  -  Railway)  (1971)  Spec,  for 

Inspection  Procedures  for 
or  Young's  Modulus,  Shear  Modulus,  and  Poisson's  Ratio  for 
Std.  for  Fire  Doors,  Windows, 
Meth.  for  Drop  Test,  of 
Meth.  for  the  Measurement  of  Pressure  in 
Std.  for  Soft 
Std.  for  Hard 

pract.  for  Preparation  of  Outline  Drawing  of  Electron  Tube 
Std.  for  Meth.  of  Installing 
Modulus,  Shear  Modulus,  and  Poisson's  Ratio  for  Glass  and 
Std.  Spec,  for  Preimpregnated,  B-Stage  Epoxy 
Spec,  for  Fabric, 

nated  Beverages  (1970)  Bottle 
Std.  Meth.  of  Internal  Pressure  Test  on 
nee  of  Ceramic  Decorations  on  Returnable  Beer  and  Beverage 
s  (1970)  ANSI  A134.2  Spec,  for  Aluminum  Sliding 

nditioning  Systems  (1969)  Fibrous 
f  Test  for  Embedment  Stress  Caused  by  Casting  Compounds  on 
Std.  Meth.  of  Test.  Fully  Cured  Silicone  Rubber  Coated 
ANSI  C59.89  Spec,  for  Fully  Cured  Silicon  Rubber  Coated 

80  (1965)  Silicone  Rubber  Sheet, 

Id.  Meth.  of  Test.  Flexible  Resin  Coated  Glass  Fabrics  and 
ilane  Type  Finishes,  for  Plastic  La/  Std.  Spec,  for  Woven 

1  Insulation  (/  Std.  Meth.  of  Test.  Flexible  Resin  Coated 

e  in  Waterproofing  (1971)  ANSI  A109/  Std.  Spec,  for  Woven 

Std.  Spec,  for  Asphalt  Impregnated 
ble  Liquids  (1965)  Std.  for 

Std.  for  Liquid  in 
Spec,  for  Flexible  and  Performed  Fibrous 
Rec.  Spec,  for  General  Purpose 
e  for  Chemical  Processing  Suitability  of  Copper  Clad  Epoxy 

Std.  Spec,  for  Polyester 
Rec.  Std.  for 
Std.  Meth.  of  Pressure  Test  on 
Std.  Spec,  for  Black  and  Yellow  Varnished 
of  Fissile  Material  (1971)  Std.  for  Use  of  Borosilicate 

70)  Rec.  Pract.  for  Classifying  Visual  Defects  in 

970) 

ic  Applications  (1971)  Spec,  for 

gs  (1970)  Std.  for 

t  Meth.  for  Detergent  Resistance  of  Ceramic  Decorations  on 
ble  Area  Meters  (Rotameters)  (Glass,  Metal,  Extension  Type 

Soft 
Hard 

Glazing  Spec,  for  Sealed  Insulating 
Spec,  for  Sealed  Insulating 
Glass  Roving,  Epoxy  Resin  Impregnated  Type'  S' 
linical  Thermometers  (Maximum  Self  Registering,  Mercury  in 
y  Pract.  for  Indicating  Variable  Area  Meters  (Rotameters) 
types  (1964)  Corrugators  Box  Tape  Industry  Spec,  for 

roof  Insulation;  Fiberboard,  Perlite,  Fibrous  and  Cellular 
Spec,  for  Cloth,  Type  S 
Std.  for  Calibration  of  Volumetric 
Spec.  Std.  Requirements,  Test  Meth.  and  Ratings  for 

Color  Std.  for 

)  (1/  Spec,  and  Test  Meth.  for  Structural  Facing  Tile  and 

td.  Meth.  of  Test  for  Determination  of  Lead  Extracted  From 

Spec.  Data  for  Ceramic 
olid  Masonry  Units  (1971)  ANSI  Al/  Std.  Spec,  for  Ceramic 

Rec.  Pract.  for  Electrical  Circuits  on  Passenger  Car 

Rec.  Std.  for 
Spec,  and  Installation  Procedure  for 
Std.  Meth.  of  Predicting  the  Effect  of  Weathering  on  Face 
Std.  Spec,  for  Elastomeric  Structural 
Std.  Meth.  of  Test  for  Degree  of  Set  for 
or  Volatility  of  Oil  and  Resin  Based,  Knife  Grade,  Channel 

Std.  for  Icing  and 
Automotive  Safety 
Rec.  Pract.  for  the  Selection  of 

Spec,  for  Ductile  Back  Bedding 
Spec,  for  Bonding  Type  Back  Bedding 
Spec,  for  Oil  Extended  Cured  Rubber  Back  Bedding 
Spec,  for  Body  Marking  for  All  Valves 
(1971)  Spec,  for  Gland  Nut  (Outside  Screw)  (for 

Meth.  and  Criteria  for  Multi  Angle  Two  Parameter  Specular 
goniophotome/  Std.  Meth.  for  Measurement  of  Gloss  of  High 
photometer  or  Goniophotome/  Std.  Meth.  for  Measurement  of 
3,  ASTM  D1223  Tent.  Std.  for  Specular 

Std.  Meth.  of  Test  for  Image 
Std.  Specular 

Std.  Meth.  of  Test  for  20  Degree  Specular 
rage  at  104  F  (40c)  (1970)  Tent.  Meth.  of  Test  for 


8-17-39 
3331 

MSRP-F-173 
AG*I3 
C623T 
80 

AG*14 
AG'17 
JED28 
JED29 
JED24 
♦1 

C623T 
LllOA 
AMS3823A 
*1 

C147 
C675 
402.7 
•6 

F135T 
D1458 
D1931 
AMS3320D 
D902 
D2660 
D902 
D1668 
D2!78 
7-88 
PMC7-1 


Girders  for  Railway  Bridges  (1969)  AREA 
Girders  (1969)  CSI 
Gland  Nut  (Outside  Screw)  (for  Globe  and  Angle  Valves  F  AAR 
Glass  Aerosols  (1971)  CSMA 
Glass  and  Glass  Ceramics  by  Resonance  (1969)  /F  Test  F  ASTM 

Glass  Blocks  and  Shutters  (1970)  NFPA 
Glass  Bottle  Aerosols  (1971)  CSMA 
Glass  Bottle  Aerosols  (1971)  CSMA 
Glass  Bulb  Criteria  and  Bulb  Outlines  (1963)  EIA 
Glass  Bulb  Criteria  and  Bulb  Outlines  (1963)  EIA 
Glass  Bulbs  (1962)  Rec.  EIA 

Glass  by  Sealants  (1970)  FGMA 
Glass  Ceramics  by  Resonance  (1969)  /F  Test  for  Young's  ASTM 

Glass  Cloth  for  Multilayer  Printed  Circuit  Boards  (1970  IPC 
Glass  Cloth;  Style  7781-550  (1970)  SAE 

(Glass  Container)  Spec.  Guideline  for  Nonalcoholic  Carbo  NSDA 
Glass  Containers  (1969)  ASTM 
Glass  Containers  (1971)  /Test  Meth.  for  Alkali  Resista  ASTM 

Glass  Doors  for  Commercial  and  Monumental  Type  Building  AAMA 
Glass  Duct  Construction  Std.  for  Ventilating  and  Air  Co  SMACN 
Glass  Encased  Electronic  Components  (1970)  /T.  Meth.  O  ASTM 

Glass  Fabric  and  Tapes  for  Electrical  Insulation  (1968)  ASTM 
Glass  Fabric  and  Tapes  for  Electrical  Insulation  (1968)  ASTM 
Glass  Fabric  Reinforced  Heat  and  Weather  Resistant,  60-  SAE 
Glass  Fabric  Tapes  Used  for  Electrical  Insulation  (1969  ASTM 
Glass  Fabric,  Cleaned  and  After  Finished  with  Acrylic  S  ASTM 
Glass  Fabrics  and  Glass  Fabric  Tapes  Used  for  Electrica  ASTM 
Glass  Fabrics  Treated  with  Bituminous  Substances  for  Us  ASTM 
Glass  Fiber  Mat  (Felt)  (1969)  ASTM 
Glass  Fiber  Reinforced  Plastic  Storage  Tanks  for  Flamma  FMS 
Glass  Industrial  Thermometers  (1962)  SAMA 
Glass  Insulation  (1970)  NAAMMSI-1 
Glass  Laboratory  Thermometers  (1965)  SAMA  LAI 

Glass  Laminates  (1968)  /  Spec,  for  Inspection  Procedur  IPC  L120 

Glass  Mat  Sheet  Laminate  (1968)  ASTM  D1532 

Glass  Netting  Wire  (1970)  SWA  '43 

Glass  Pipe  (1970)  ASTM  C601 

Glass  Polyester  Cloth  and  Tape  (1970)  ASTM  D2400 

Glass  Raschig  Rings  as  a  Neutron  Absorber  in  Solutions  ANSI  N16.4 

Glass  Reinforced  Laminates  and  Parts  Made  Therefrom  (19  ASTM  D2563 

Glass  Roving,  Epoxy  Resin  Impregnated  Type"S"  glass  (1  SAE  AMS3832 

Glass  Sheet,  Barium  Aluminum  Borosilicate,  for  Electron  SAE  AMS3883 

Glass  Stopcocks  with  Polytetrafluoroethylene  (Ptfe)  Plu  USC  PS28 

Glass  Tableware  (1971)  Tent.  Tes  ASTM  C676 

Glass  Tubes)  (1959)  /Afety  Pract.  for  Indicating  Varia  ISA  RP16.1-3 

Glass  Tubing  and  Cane  Criteria  and  Tables  (1962)  EIA  JED26 

Glass  Tubing  and  Cane  Criteria  (1962)  EIA  JED27 

Glass  Units  (1970)  SIGMA  70-7-1 

Glass  Units  (1971)  SIGMA  65-7-2 

Glass  (1970)  SAE  AMS3832 

Glass)  (1970)  Std.  for  C  USC  PS39 

(Glass,  Metal,  Extension  Type  Glass  Tubes)  (1959)  /Afet  ISA  RP16.1-3 

Glass,  Nylon,  All  Purpose,  Paper,  Cloth,  and  Multi  Ply 
Glass,  Urethane  and  Cork  (1970) 
Glass,  181  Style  Fabric,  Finish  No.  Hts-904  (1971) 
Glassware  and  Analytical  Weights  (1958) 
Glazed  and  Natural  Finish  Structural  Facing  Tile  (1971) 
Glazed  and  Unglazed  Structural  Clay  Facing  Tile  (1964) 
Glazed  Brick  (Including  Fire  Safety  Data  and  Sanitation 
Glazed  Ceramic  Surfaces  (1971) 
Glazed  Facing  Brick  (1968) 

Glazed  Structural  Clay  Facing  Tile,  Facing  Brick,  and  S 
Glazed  Surfaces  (1970) 
Glazier  Wire  (1970) 
Glazing  Acrylic  Sheets  (1970) 

Glazing  and  Bedding  Compounds  on  Metal  Sash  (1967) 
Glazing  and  Panel  Gaskets  (1971) 
Glazing  Compounds  on  Sash  (1969) 

Glazing  Compounds  (1971)  Tent.  Test  Meth 

Glazing  Machines  for  Bakery  Products  (1970) 
Glazing  Manual  (HSJ906)  (1968) 
Glazing  Materials  for  House  Boats  (1970) 
Glazing  Spec,  for  Sealed  Insulating  Glass  Units  (1970) 
Glazing  Tapes  for  Use  with  Architectural  Aluminum  (1969 
Glazing  Tapes  for  Use  with  Architectural  Aluminum  (1969 
Glazing  Tapes  for  Use  with  Architectural  Alun^inum  (1969 
(Globe  and  Angle  for  Steam  Locomotives  -  Railway)  (1970) 
Globe  and  Angle  Valves  for  Steam  Locomotives  -  Railway) 
Gloss  Measurements  of  Color  Television  Safety  Panels  (1 
Gloss  Metal  Surfaces  Using  Abridged  Goniophotometer  or 
Gloss  of  High  Gloss  Metal  Surfaces  Using  Abridged  Gonio 
Gloss  of  Paper  and  Paperboard  at  75  Deg.  (1965)  PI  T363 
Gloss  of  Porcelain  Enamel  Surfaces  (1967) 
Gloss  of  Waxed  Paper  at  20  Deg.  (1970) 
Gloss  of  Waxed  Paper  (1970)  ANSI  Zl  1.177 
Gloss  Retention  of  Waxed  Paper  and  Paperboard  After  Sto 


GIA 

01-59B 

NRCA 

•2-III 

SAE 

AMS3837 

TAPPI 

T608 

FTI 

'1 

FTI 

*2 

FTI 

•5 

ASTM 

C555 

FTI 

»6 

ASTM 

C126 

SAE 

J216 

SWA 

•43.1 

FGMA 

♦2 

ASTM 

D2249 

ASTM 

C542 

ASTM 

D2451 

ASTM 

C681 

BISSC 

32 

SAE 

J906 

BIA 

HEMIO 

SIGMA 

70-7-1 

AAMA 

804.1 

AAMA 

806.1 

AAMA 

807.1 

AAR 

MSRP-F-174 

AAR 

MSRP-F-173 

EIA 

JED66A 

ASTM 

E430 

ASTM 

E430 

TAPPI 

T480 

ASTM 

C540 

TAPPI 
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ASTM 
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ASTM 
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Std.  Test  Meth.  for  Two  Parameter,  60  Deg  Specular 

Well  Data 


1969) 


(1968) 

;  Handbook  (1970) 
8) 

Separators  (1967) 
Elevating  Tailgates  (1967) 
ellular  Rubber  Products  (1970) 


Rec.  Std. 
Std, 


1968) 
971) 

Fundamentals  of  Fabric  Dust  Collectors  and 
xperiments  for  Nuclear  Research  and  Development,  Including 
es;  Automatic  Fuel  Burning  Equipment;  Water  Treatment;  and 
s  for  Test,  Inspection,  Marking,  Stamping  and  Reports;  and 
Meth.  for  the  Designation  of  Fluorescent 
Meth.  of  Measurement  of 
eth.  of  Conducting  Shear  Block  Test  for  Quality  Control  of 
Meth.  for  Quantitative  Determination  of 
Meth.  for  Qualitative  Identification  of 
I)  Test  Meth.  for 

Std.  Spec,  for  Structural 
Std.  Spec,  for  Structural 
outhern  Pine  and  California  Re/  Std.  Spec,  for  Structural 

d  Lumber  of  Douglas  Fir,  South/  Std.  Spec,  for  Structural 

Std.  Spec,  for  Hardwood 
southern  Pine  and  California  R/  Std.  Spec,  for  Structural 

969)  Meth.  for  Test.  Adhesives  Used  in 

Std.  Meth.  of  Test.  Plywood,  and  Other 

Std.  Spec,  for  High  Gravity 
Std.  Meth.  of  Sampling  and  Test.  High  Gravity 

ntifreezes  for  Use  in  Automotive  Cooling  Systems,  Ethylene 
r  Softening  Point  of  Asphalt  (Bitumen)  and  Tar  in  Ethylene 

Propylene 

Std.  Meth.  for  Analysis  of  Ethylene 
Std.  Meth.  for  Analysis  of  Ethylene  Glycols  and  Propylene 
Spec,  for  Casting  Investment  for  Dental 
Spec,  for  Dental  Casting 
Std.  Spec,  for  Electrodeposited  Coatings  of 
Spec,  for  Dental  Wrought 

s  (1970) 

Dictionary  of  Turfgrass 
ement  of  Gloss  of  High  Gloss  Metal  Surfaces  Using  Abridged 
igh  Gloss  Metal  Surfaces  Using  Abridged  Goniophotometer  or 
70)  Rec.  Pract.  for 

rograms  (1967)  Code  of 

for  Nuclear  Research  and  Development,  Including/  Code  of 

essels  (Nonmandatory  Appendices)  (1971)  Suggested 
es  (Nonmandatory  Appendices)  (1971)  Suggested 
andatory  Appendices)  (1971)  Suggested 
Vessels  (Nonmandatory  Appendices)  (1971)  Suggested 
on  (Boats)  (1970)  Rec.  Pract.  and  Std.  to  Assure 

sae  J19  Std.  Spec,  for  Latex  Dipped 

Tent.  Test  Meth.  for  Fluid  Repellency  of  Disposable  Soft 
Rec.  Test  Meth.  for  Absorption  (Disposable  Soft 
ubber  and  Vinyl  (1969)  Spec,  for  Woven 

Rec.  Test  Meth.  for  Disposable  Soft 
teel  Pipe;  Structural  Tubing  Line  Pipe  Oil  Country  Tubular 
Rec.  Test  Meth.  for  Tear  Resistance  of  Disposable  Soft 
Rec.  Test  for  the  Thickness  of  Disposable  Soft 
Rec.  Test  Meth.  of  Weight  of  Disposable  Soft 
rec.  Test  Meth.  for  Abrasion  Resistance  of  Disposable  Soft 
Rec.  Test  Meth.  for  Bursting  Strength  of  Disposable  Soft 
Rec.  Test  Meth.  for  Optical  Properties  of  Disposable  Soft 
Rec.  Test  Meth.  for  Permeability  of  Disposable  Soft 
Rec.  Test  Meth.  for  the  Repellency  of  Disposable  Soft 
Std.  Meth.  of  Test,  and  Tolerances  for  Knit 
Quantitative  Determination  of  Duck  or 
Qualitative  Identification  of 
lling  for  Same  (Railway)  (1971)  Rules 
tion,  Equ/  National  Code  for  Fire  Limits,  and  Regulations 

Marine  Diesel  Engine 
Std.  Test  Meth.  for  Breaking  Strength  of  Leather  by  the 
Std.  Spec,  for  Round  Solid  Ec 


Gloss  (1969)  ASTM 

Glossary  and  Unique  Well  Numbering  System  (1966)  API 

Glossary  for  Water  and  Wastewater  Control  Engineering  AWWA 

Glossary  of  Copper  Base  Alloys  in  Foundry  Pract.  (1965)  AFS 

Glossary  of  Drilling  Fluid  and  Associated  Terms  (1965)  API 

Glossary  of  Model  Railroad  Terms  and  Words  (1970)  NMRA 

Glossary  of  Plastics  Piping  Terms  (1968)  SPl 

Glossary  of  Quality  Control  Statistical  Terms  (1963)  FI 

Glossary  of  Rec.  Quality  Control  and  Reliability  Terms  EIA 

Glossary  of  Terms  for  Copper,  Brass  and  Bronze  Forgings  CDA 

Glossary  of  Terms  for  Fluid  Power  (1970)  ANSI  B93.2  NFLDP 

Glossary  of  Terms  for  Fluidic  Devices  and  Circuits  (196  NFLDP 

Glossary  of  Terms  for  Hydraulic  Fluid  Power  Filters  and  NFLDP 

Glossary  of  Terms  for  Hydraulic  Hoists,  Dump  Bodies  and  TBEA 

Glossary  of  Terms  for  Molded,  Extruded,  Lathe  Cut  and  C  RMA 

Glossary  of  Terms  for  Plastic  Fasteners  (1971)  IFI 

Glossary  of  Terms  for  Pressure  Sensitive  Tape  (1970)  PSTC 

Glossary  of  Terms  for  Truck  Van  Bodies  and  Components  TBEA 

Glossary  of  Terms  Relating  to  Blind  Rivets  (1969)  IFI 

Glossary  of  Terms  Relating  to  Electroplated  Plastics  (I  ASEP 

Glossary  of  Terms  Used  in  the  Aerosol  Industry  (1971)  CSMA 

Glossary  of  Terms  (1969)  IGCI 
Glossary  (1967)                   /Ct.  for  the  Performance  of  Critical  E  ANS 
Glossary  (1971)                /Ntrols,  Accessories  and  Room  Faciliti  ASME 
Glossary  (1971)                /on  Requirements;  Relief  Devices;  Rule  ASME 

Glow  Lamps  (1961)  ANSI 

Glow  Lamps  (1961)  ANSI 
Glue  Bonds  in  Scarf  Joints  (1970)                                  Std.  M  ASTM 

Glue  in  Paper  (1967)  TAPPI 

Glue  in  Paper  (1967)  TAPPI 

Glue  (Protein)  in  Paper,  Qualitative  (Biuret  Test)  (197  TAPPI 

Glued  Laminated  Douglas  Fir  (Coast  Region)  Timber  (1962  WCLIB 

Glued  Laminated  Southern  Pine  Timber  (1965)  AITC 

Glued  Laminated  Timber  of  Douglas  Fir,  Western  Larch,  S  AITC 

Glued  Laminated  Timber  Using  E  Rated  and  Visually  Grade  AITC 

Glued  Laminated  Timber  (1971)  AITC 

Glued  Laminated  Timber,  of  Douglas  Fir,  Western  Larch,  AITC 

Glued  Lap  Joints  of  Corrugated  Fiberboard  Containers  (1  TAPPI 

Glued  Veneer  Constructions  (1970)  ANSI  07.1  ASTM 

Glycerin  (1965)  CTFA 

Glycerin  (1969)  ASTM 

Glycenn  (1969)  ASTM 

Glyceryl  Monostearate,  Non  Self  Emulsifying  (1958)  CTFA 
Glycol  and  Methanol  Types  (1970)  /Election  of  Engine  A  ASTM 
Glycol  (Ring  and  Ball)  (1968)                     Std.  Meth.  of  Test  Fo  ASTM 

Glycol  (1965)  CTFA 

Glycols  and  Propylene  Glycols  (1967)  ANSI  K72.1  ASTM 

Glycols  (1967)  ANSI  K72.1  ASTM 

Gold  Alloy  (1962)  ANSI  Z156.2  ADA 

Gold  Alloy  (1966)  ANSI  Z156.5  ADA 

Gold  for  Engineering  Uses  (1971)  ASTM 

Gold  Wire  Alloy  (1962)  ANSI  Z156.7  ADA 

Gold  Wire  and  Ribbon  99.97au  for  Electronic  Application  SAE 

(Golfing  Green)  Terms  (1966)  USGA 
Goniophotometer  or  Goniophotometer  (1971)  /  for  Measur  ASTM 
Goniophotometer  (1971)             /  for  Measurement  of  Gloss  of  H  ASTM 

Goniophotometry  of  Reflecting  Objects  and  Materials  (19  ASTM 

Good  Pract.  for  the  Documentation  of  Digital  Computer  P  ANS 

Good  Pract.  for  the  Performance  of  Critical  Experiments  ANS 

Good  Pract.  Regarding  Design  of  Supports  for  Pressure  V  ASME 

Good  Pract.  Regarding  Internal  Pressure  Vessel  Structur  ASME 

Good  Pract.  Regarding  Linings  of  Pressure  Vessels  (Nonm  ASME 

Good  Practice  Regarding  Corrosion  Allowance  of  Pressure  ASME 

Good  Visibility  From  the  Helm  Position  for  Safe  Operati  ABYC 

Goods  and  Coatings  for  Automotive  Applications  (R1970)  ASTM 

Goods  Hydrostatic  Head  in  Contact  with  a  Flat  Surface  DA 

Goods  in  the  Presence  of  Liquids)  (1970)  DA 

Goods  Solid  for  Coating,  Including  But  Not  Limited  to  R  ATMI 

Goods  Subjected  to  Tensile  Stress  and  Elongation  (1970)  DA 
Goods  (1964)                      Steel  Products  Manual  for  Carbon  S  AISI 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  DA 

Goods  (1970)  ANSI  L14.67  ASTM 

Goose  Down  Admixture  in  Down  Content  of  Plumage  (1968)  ABFLO 

Goose  Plumage  (1968)  ABFLO 

Governing  Inspection  and  Repairs  of  Foreign  Cars  and  Bi  AAR 

Governing  the  Construction,  Alteration,  Removal,  Demoli  AIA 

Governors  and  Speed  Control  Systems  (Std.  Pract.)  (1971  DEMA 

Grab  Meth.  (1969)  ANSI  Z109.17  ASTM 

Grade  Aluminum  Conductor  (1971)  ASTM 


D1471 

BULDI2 

♦1 
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D2398 
13 

E202 
E202 
2 
5 

B488 

7 

AMS7731 
♦2 

E430 

E430 

E167 

2 

1 

BPVC8-I-G 
BPVC8-1-D 
BPVC8-1-F 
BPVC8-1-E 
HI 

D1764 

80.9 

10.0 

PI 

110.0 

18 

100.0 

120.0 

130.0 

20.0 

30.0 

60.0 

70.0 

80.0 

D231 

B-6 

B-8 

MSRP-L-95 

CO-l-APP.Q 

MD88 

D2208 

B544 


162 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Ec 

Spec,  for  Photographic 
C  Prevaihng  Torque  Type  Hex  l.ocknuts  (1968)  Std.  for 

Rec.  Pract.  for  Agriculture 
Spec,  for 
Spec,  for  Photographic 
Rec.  Use  of  Various  Types  of  Highway  Railway 
(1970)  Western  Red  Cedar 

Std.  Specification  for  Photographic 
National  Design  Spec,  for  Stress 
Std.  Test  Melh.  for  Compaction  Density  of  Electrical 
Std.  Meth.  for  Sieve  Analysis  of  Electrical 
Std.  Test  Meth.  for  Loss  on  Ignition  of  Electrical 
Std.  Test  Melh.  for  Thermal  Conductivity  of  Electrical 
Southern  Pine  Rec.  Grade  Use  Guide;  Including  Sizes,  Std. 
8)  Vehicle 

Std.  for  Horticultural 
Std.  Meth.  of  Test.  Electrical 
Spec,  for  Photographic  KOH  (Caustic  Potash) 
Std.  Test  Meth.  for  Electrical 
Spec,  for  Photographic 
CHO  (1970)  Spec,  for  Photographic 

Spec,  for  Photographic 
Spec,  for  Photographic 
oast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  Spr/ 
Test  Meth.  for  Exterior  Coatings  and  Overlays  on  DFPA 
Working  Stresses.  (1970)  Southern  Pine  Rec. 

Std.  Spec,  for  Nitration 
hydrate  (1970)  Spec,  for  Photographic 

cid  Acceptance  of  Halogenated  Organic  Solvents,  Degreasing 
Ammonium  Thioglycolate,  Cosmetic 
Dibasic  Calcium  Phosphate,  Stabilized,  Dental 
Vermiculite  Insulating  Concrete  Floors  on 
Thioglycolic  Acid,  Cosmetic 
Sodium  Lauryl  Sulfate,  Dental 
acid  Acceptance  of  Halogenated  Organic  Solvent,  Degreasing 
Std.  Spec,  for  Kraft  Dielectric  Tissue,  Capacitor 
Std.  Spec,  for  Amyl  Acetate  (Synthetic)  (85  to  88% 
Spec,  for  Narrow  Joint  Sealants  (Drying  Type,  Gun 
t.  Test  Meth.  for  Volatihty  of  Oil  and  Resin  Based,  Knife 
hways  or  Airports  (1971)  Tent.  Spec,  for 

nt  Test  (1970)  Std.  Test  Meth.  for  Plastic  Fines  in 

Std.  Spec,  for  Penetration 
Std.  Spec,  for  Viscosity 
Std.  Spec,  for  Crushed  Stone,  Slag  Gravel  for  Dense 
r  Crushed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for  Open 
ructural  Glued  Laminated  Timber  Using  E  Rated  and  Visually 
71)  Suggested  Span  Allowances  for  Nonstress 

riteria  for  Brake  Systems  for  Rubber  Tired,  Self  Propelled 
icles:  Earthmoving,  Mining  and  Logging  (Short  Hauls);  Road 
nces  (1970)  Rec. 
8)  Std.  for  Grade  and  Source  Identification  Marking  of 

Std.  Spec,  for 
Std.  Spec,  for 

Containing  Daylight  Illuminant  (1/  Test  Meth.  for  Visual 

meth.  for  lUuminants  (Wave  Lengths  400-700  Mm)  for  Visual 
Cedar  Shakes  (1970) 

Std.  Meth.  for 
Std.  Meth.  of  Sampling  and 

Std. 

coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sit/  Std. 

Std. 

68)  Flooring 

Tent.  Meth.  for 

Accrediting  Std.  for  Diaper  Sanitation  (Sampling  and 
Dielectric  Properties  of 
(R1969)  ANSI  Z109.19  Std.  Melh.  of  Test  for 

0/  Std.  for  the  Prevention  of  Fire  and  Dust  Explosions  in 

on  of  Fire  and  Dust  Explosions  in  Grain  Elevators  and  Bulk 
Terminology  for  Combines  and 
)  (1970)  Spec,  for  Vertical 

(196/  Std.  Meth.  for  Wet  Preparation  of  Soil  Samples  for 

es  (1970)  ANSI  9.22  Rec.  Pract.  for  Evaluating  Apparent 

ion  Responsibilities  (1970)  Steel 
Hitch  and  Box  Dimensions  for  Agricultural  (Farm) 
010.1  Std.  Spec,  for  Creosoled  End 

Std.  Pneumatic  Conveying  Systems  for  Feed,  Flour, 
test  for  Moisture  Penetration  Resistance  Relations  of  Fine 
Std.  Test  Melh.  for  Particle  Size  Distribution  of 
ement  (1963)  Std.  Spec,  for 

I  H9.9  Std.  Meth.  for  Subsieve  Analysis  of 

Std.  Meth.  of  Test  for  Sieve  Analysis  of 
1970/  Std.  Meth.  of  Test  for  Bulk  Density  and  Porosity  of 

um  Titer)  (1969)  Std.  Spec,  for  Chip  or 


AREA  9-2-1 
WWPA  '21 
ANSI  PH4.187 
NFORP  M 
ASTM  D2771 


Grade  Aluminum  Conductors  (1971)  ASTM  B400 

Grade  Ammonium  Chloride  (Nh4cl)  (1969)  ANSI  PH4.183 

Grade  and  Source  Identification  Marking  of  Grades  B  and  IFI  108 

Grade  Anhydrous  Ammonia  (1965)  FI  M6 

Grade  C-75  and  C-95  Steel  Casing  and  Tubing  (1970)  API  SAC 

Grade  Citric  Acid,  Anhydrous  (H3c6h5o7)  (1970)  ANSI  PH4.107 
Grade  Crossing  Signs  (1969) 

Grade  Guide;  Spec,  for  Clear  Lumber  and  Siding  Products 
Grade  Hydroxylamine  (1967) 
Grade  Lumber  and  Its  Fastenings  (1968) 
Grade  Magnesium  Oxide  (1969) 

Grade  Magnesium  Oxide  (1969)  ASTM  D2772 

Grade  Magnesium  Oxide  (1969)  ASTM  D2773 

Grade  Magnesium  Oxide  (1970)  ASTM  D2858 

Grade  Names,  and  Working  Stresses.  (1970)  SFPA  TBI 

Grade  Parking  Braking  System  Performance  Test  Code  (196  SAE  J360 

Grade  Perlite  (1970)  USC  PS23 

Grade  Polytetrafluoroethylene  Tubing  (1965)  ANSI  C59.85  ASTM  DI675 

Grade  Potassium  Hydroxide  (1970)  ANSI  PH4.226 

Grade  Pressure  Sensitive  Tape  (1971)  NEMA  MX4 

Grade  Sodium  Acid  Sulfate  (NaHS04)  (1969)  ANSI  PH4.105 
Grade  Sodium  Formaldehyde  Bisulfite,  Anhydrous  NaHS03.H  ANSI 

Grade  Sodium  Hydroxide  NaOH  (Caustic  Soda)  (1970)  ANSI 

Grade  Sodium  Metaborate,  Octahydrate  (1970)  ANSI 

Grade  Stamps  for  West  Coast  Lumber  (Douglas  Fir,  West  C  WCLIB 

Grade  Trademarked  Plywood  (1971)  APA 

Grade  Use  Guide;  Including  Sizes,  Std.  Grade  Names,  and  SFPA 

Grade  Xylene  (1967)  ANSI  Z78.8  ASTM 

Grade  (Borax);  Sodium  Tetraborate  Pentahydrate  and  Deca  ANSI 
Grade  (Nonreflux  Meth.)  (1971)            /T  Meth.  for  Nonamine  A  ASTM 

Grade  (1959)  CTFA 

Grade  (1960)  CTFA 

Grade  (1961)  VI 

Grade  (1964)  CTFA 

Grade  (1966)  CTFA 
Grade  (1968)                               Std.  Test  Meth.  for  Nonamine  ASTM 
Grade  (1970) 
Grade)  (R1965) 
Grade)  (1968) 

Grade,  Channel  Glazing  Compounds  (1971)  Ten 
Graded  Aggregate  Material  for  Bases  or  Subbases  for  Hig 
Graded  Aggregates  and  Soils  by  Use  of  the  Sand  Equivale 
Graded  AsphaU  Cement  (1970) 
Graded  Asphalt  Cement  (1970) 
Graded  Bituminous  Road  Mix  Surface  Course  (1964) 
Graded  Bituminous  Road  Mix  Surface  Course  (1964)  /.  Fo 

Graded  Lumber  of  Douglas  Fir,  Southern  Pine,  Hem  Fir,  A 
Graded  Redwood  Lumber  for  Redwood  Deck  Construction  (19      CRA  3C2-5 
Graders  (1971)  Rec.  Pract.  for  Minimum  Performance  C  SAE  J236 

Graders;  Mining  and  Logging  Trucks  (Highway  Speed);  for  TRA  3 

Grades  and  Pressure  Treatments  for  Decks,  Patios  and  Fe  SFPA  *1 

Grades  B  and  C  Prevailing  Torque  Type  Hex  Locknuts  (196  IFI  108 

Grades  of  California  Redwood  Lumber  (1970)  CRA  2B2 

Grades  of  California  Redwood  Lumber  (1970)  RIS  *1 

Grades  of  Indiana  Limestone  Finishes  (Surfaces)  ( 1965)  ILIA  *6 

Grading  and  Color  Matching  of  Paper  with  an  Ultraviolet  TAPPI  T515 

Grading  and  Color  Matching  of  Paper  (1968)  TAPPI  T508 

Grading  and  Packing  Rules  for  Certi  Split  Handsplit  Red  RCSHS  *12 

Grading  Cotton  Yarns  for  Appearance  (1970)  ANSI  L14.164  ASTM  D2255 

Grading  Rosin  (1970)  ASTM  D509 

Grading  Rules  for  Laminated  Decking  (Offset  Type)  (1963  WWPA  '22 

Grading  Rules  for  Southern  Pine  Lumber  (1970)  SPIB  1 

Grading  Rules  for  West  Coast  Lumber  (Douglas  Fir,  West  WCLIB  16 

Grading  Rules  for  Western  Lumber  (1970)  WWPA  '23 

Grading  Rules,  Oak,  Pecan,  Beech.  Birch,  Hard  Maple  (19  NOFMA  *\ 

Grading  Soybean  Oil  for  Color  (1970)  NSPA  *5 

Grading)  (1971)  DSAC  *1 

Grain  and  Seeds  (1970)  ASAE  D293 

Grain  Crack  and  Extension  of  Leather  by  the  Mullen  Test  ASTM  D2210 

Grain  Elevators  and  Bulk  Grain  Handling  Facilities  (197  NFPA  61B 
Grain  Handling  Facilities  (1970)                   /Td.  for  the  Preventi  NFPA  61B 

Grain  Harvesting  (1971)  ASAE  S343T 

Grain  Laminated  Wood  Flooring  for  Freight  Cars  (Railway  AAR  MSRP-M907A 

Grain  Size  Analysis  and  Determination  of  Soil  Constants  ASTM  D2217 

Grain  Size  and  Distribution  of  Cemented  Tungsten  Carbid  ASTM  B390 

Grain  Storage  Tanks  -  Materials,  Fabrication,  and  Erect  ASAE  R287 

Grain  Wagons  (1967)  ASAE  R239 

Grain  Wood  Block  Flooring  for  Interior  Use  (1970)  ANSI  ASTM  D1031 

Grain,  and  Other  Agricultural  Dusts  (1970)  NFPA  66 
Grained  Soils  (1969)                                           Std.  Meth.  of  ASTM  D1558 

Granular  Activated  Carbon  (1970)  ASTM  D2862 

Granular  Material  to  Control  Pumping  Under  Concrete  Pav  AASHO  Ml 55 

Granular  Metal  Powders  by  Air  Classification  (1970)  ANS  ASTM  B293 

Granular  Metal  Powders  (1970)  ANSI  H9.3  ASTM  B214 

Granular  Refractory  Materials  by  Mercury  Displacement  ASTM  C493 
Granular  Soap  for  Low  Temperature  Washing  (Low  and  Medi       ASTM  DUll 


PH4.I56 
PH4.225 
PH4.231 
*1 
*8 
TBI 
D843 
PH4.230 
D2942 
32 
35 
•2 
31 
60 

D2107 
ASTM  D1930 
ASTM  D318 
NAAMMSS-ID 
ASTM  C681 
ASTM  D2940 
AASHO  T176 
AASHO  M20 
AASHO  M226 
AASHO  M62 
AASHO  M63 
AITC  120 
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0  be  Designated  on  Cable  Television  Systems  Layout  / 
(1970)  ANSI  Y32.2 

eparators  (19681 


Std. 
Std. 


Rec.  Std.  for 
Std. 

ditioning  (R1953)  Std. 
(RI953)  Std. 

Std. 

eth.  of  Test  for  Density  in  Air  of  Manufactured  Carbon  and 

Std.  for  Manufactured 

70)  Spec,  for 

Tent.  Rec.  Pract.  for  Reporting  Irradiation  Results  on 
Std.  Meth.  for  Measurement  of  Lattice  Spacing  of  Nuclear 
Std.  Meth.  for  Chemical  Analysis  of  Carbon  and 
Std.  Meth.  of  Test  for  Ash  in 
Std.  Meth.  of  Test  for  Moisture  in 
Std.  Test  Meth.  for  Abrasion  of 
Std.  Spec,  for  Crushed  Stone,  Crushed  Slag,  and  Crushed 
rse  (1964)  Std.  Spec,  for  Crushed  Stone,  Slag 

Std.  Spec,  for  Crushed  Stone.  Crushed  Slag,  and  Crushed 
Is  (1968)  Std.  Meth.  of  Sampling  Stone.  Slag. 

of  Test  for  Insoluble  Contamination  of  Hydraulic  Fluids  by 
ate  Sheet  Materials  at  High  Temperature  and  Hu/  Meth.  for 

Std.  Meth.  of  Test  for  Lead  in  Gasoline, 
Std.  Test  Meth.  for  Foots  in  Raw  Linseed  Oil 
St  for  Unit  Weight  Per  Cubic  Foot,  Yield,  and  Air  Content 
Test  Meth.  for  Sulphates  in  Sulphite  Cooking  Liquor 
Portable  Stands  for 

970)  Std.  Volume  and  Specific 

Std.  Spec,  for  High 
Std.  Meth.  of  Sampling  and  Test.  High 
th.  for  Percentage  of  Particles  of  Less  Than  1.95  Specific 
Determination  of  Specific 
Std.  Test  Meth.  for  Specific 
Std.  Meth.  of  Test  for  Maximum  Specific 
Specific 

Std.  Meth.  of  Test  for  Bulk  Specific 
Tent.  Meth.  of  Test  for  Bulk  Specific 


Coated  Specimens  (/ 
d  Surface  Dry  Spec/ 
materials  at  25/25c  (R1969) 


tures  (1971) 


3) 


Std.  Test  Meth.  for  Specific 
Test.  Meth.  for  Specific 
Std.  Meth.  of  Test  for  Specific 
Std.  Meth.  of  Test  for  Specific 
Std.  Meth.  of  Test  for  Absorption  and  Bulk  Specific 
Std,  Test  Meth.  for  Specific 
std  Definitions  of  Terms  Relating  to  Density  and  Specific 
Std.  Test  Meth.  for  Specific 
Rec.  Pract.  for  Method  for  Determining  Relative  Specific 

Std.  for  Specific 

Technique  for  the  Determination  of  the  Density  (Specific 
for  Apparent  Porosity,  Water  Absorption,  Apparent  Specific 
ia  (1970) 

Std.  Spec,  for  Austenitic 
Std.  Spec,  for 
Std.  for 

nd  Type  Single  Phase  Distribution  Transformers  High  16  340 
1  Type  Single  Phase  Distribution  Transformers;  High,  16340 

Test  Meth.  for 

rd  and  Corrugated  (1971)  Test  Meth.  for 

restaurant  Cooking  Equipment  (1970)  ANSI/  Safety  Std.  for 

way)  Cars  (1969)  Spec,  for 

ling  Procedure  for  Flow  and  Grease  Retention  Capacities  of 


1971) 


ade  Fibers  (1968) 


Std. 


71) 


Std.  for  Removal  of  Smoke  and 
Std.  Test  Meth.  for  Rate  of 
Std.  for  Turpentine  Test  for 
Std.  for  Test  and  Rating  Procedure  for  Flow  and 
Test  Meth,  for  Scouring,  Continuous,  of  Raw 
Spec,  for  Brake  Cylinder  Lubricant 
Determination  of  Oil, 
Std.  for  Packaging  of  Items  with  Wrap, 
Packaging  Std.  for  an  Item  in  a  Wrap, 
Meth.  for 

Std.  Meth.  of  Oxidation  Stability  of  Lubricating 
Meth.  of  Test  for  Evaporation  Loss  of  Lubricating 
Test  Meth.  for  Analysis  of 
Std.  for  Analysis  of  Soda  and  Sulfate  White  and 
Std.  for  Package  Quantities  of 
Spec,  for  Foliage 
Std.  Meth.  of  Test  for 
Spec,  for  a  Putting 
Dictionary  of  Turfgrass  (Golfing 
Rec.  Pract.  for  Vehicle  Fiducial  Marks  (Reference 

Std.  Meth.  of  Test  for 
Std.  for  Rotary  Table  Surface 
External  Cylindrical 


Graphic  Symbols  for  Electrical  and  Electronic  Devices  T  NCTA  003-0668 

Graphic  Symbols  for  Electrical  and  Electronics  Diagrams  IEEE  315 

Graphic  Symbols  for  Fluidic  Devices  and  Circuits  (1968)  NFLDP  T3.7.68.2 

Graphic  Symbols  for  Hydraulic  Fluid  Power  Filters  and  S  NFLDP  T3. 10.68.4 

Graphical  Symbols  for  Heat  Power  Apparatus  (1950)  ANSI  Z32.2.6 

Graphical  Symbols  for  Heating,  Ventilating,  and  Air  Con  ANSI  Z32.2.4 

Graphical  Symbols  for  Pipe  Fittings,  Valves  and  Piping  ANSI  Z32.2.3 

Graphical  Symbols  for  Welding  (1969)  ANSI  Y32.3 

Graphite  Articles  by  Physical  Measurements  (1969)  /.  M  ASTM  C559 

Graphite  Colorant  (1966)  CTFA  85 

Graphite  Electrodes  (1970)  NEMA  CGI 

Graphite  Yarn,  Non  Structural;  2  Ply,  720  Filaments  (19  SAE  AMS3890 

Graphite  (1968)  ASTM  C625T 

Graphite  (1969)  ASTM  C558 

Graphite  (1969)  ASTM  C560 

Graphite  (1969)  ASTM  C561 

Graphite  (1969)  ASTM  C562 

Gravel  by  Use  of  the  Deval  Machine  (1935)  AASHO  T4 

Gravel  for  Bituminous  Macadam  Base  and  Surface  Courses  ASTM  D693 

Gravel  for  Dense  Graded  Bituminous  Road  Mix  Surface  Cou  AASHO  M62 

Gravel  for  Open  Graded  Bituminous  Road  Mix  Surface  Cour  AASHO  M63 

Gravel,  Sand  and  Stone  Block  for  Use  as  Highway  Materia  AASHO  T2 

Gravimetric  Analysis  (1970)  Std.  Meth.  ASTM  F313 

Gravimetric  Determination  of  Water  Vapor  Transmission  R  TAPPI  T464SU 

Gravimetric  Method  (1970)  ANSI  Zl  1.48  ASTM  D526 

(Gravimetric  Method)  (1969)  ASTM  D1966 

(Gravimetric)  of  Concrete  (1971t)  ANSI  A37. 27,  AASHO  T12  ASTM  C138 

(Gravimetric)  (1971)  TAPPI  UM-600 

Gravity  Conveyors  (1967)  MHI  •! 

Gravity  Correction  Tables  for  Creosote  and  Coal  Tar  (Rl  ASTM  D347 

Gravity  Glycerin  (1969)  ASTM  D1257 

Gravity  Glycerin  (1969)  ASTM  D1258 

Gravity  in  Coarse  Aggregate  (1949)  Std.  Test  Me  AASHO  TI50 

Gravity  of  Aerosols  by  the  Pycnometer  Meth.  (1971)  CSMA  AG*12 

Gravity  of  Askarels  (R1969)  ANSI  C59.68  ASTM  D1810 

Gravity  of  Bituminous  Paving  Mixtures  (1971)  ASTM  D2041 

Gravity  of  Brake  Lining  (1969)  SAE  J380 

Gravity  of  Compacted  Bituminous  Mixtures  Using  Paraffin  ASTM  D1188 

Gravity  of  Compacted  Bituminous  Mixtures  Using  Saturate  ASTM  D2726 

Gravity  of  Drying  Oils,  Varnishes,  Resins,  and  Related  ASTM  D1963 

Gravity  of  Epoxy  Compounds  and  Components  (1969)  SPI  ERF3 

Gravity  of  Gaseous  Fuels  (1970)  ANSI  Z69.1  ASTM  D1070 

Gravity  of  Halogenated  Organic  Solvents  and  Their  Admix  ASTM  D2111 

Gravity  of  Natural  Building  Stone  (1970)  ASTM  C97 

Gravity  of  Soils  (1970)  AASHO  TlOO 

Gravity  of  Solids,  Liquids,  and  Gases  (1970)  ASTM  E12 

Gravity  of  Wood  and  Wood  Base  Materials  (1969)  ASTM  D2395 

Gravity  Polytelrafluoroethylene  Tubing  (1970)  SAE  ARP1153 

Gravity  (Density)  and  Moisture  Content  of  Pulpwood  (195  TAPPI  T18 

Gravity)  of  Fibers  (1968)  ABFLO  G-1 

Gravity,  and  Bulk  Density  of  Burned  Refractory  Brick  (1  ASTM  C20  , 

Gravity,  Louver  and  Dynamic  Mechanical  Collector  Criter  IGCI  M3 

Gray  Iron  Castings  (1969)  ASTM  A436 

Gray  Iron  Castings  (1970)  AASHO  M105 

Gray  Iron  for  Automotive  Castings  (1970)  SAE  J431B 

Grd  Y/9430  Volts  and  Below  Low  Voltage  240/120,  100  kVa  ANSI  C57.1223 

Grd  Y/9430  Volts  and  Below,  and  Low  240/120,  kVa  and  Sm  ANSI  C57.1221 

Grease  Absorption  of  Paperboard  (1971)  TAPPI  UM-407 

Grease  and  Oil  Resistance  of  Wax  Coated  Paper,  Paperboa  TAPPI  UM-410 

Grease  Extractors  for  Exhaust  Ducts  for  Placement  Over  UL  710 

Grease  for  Lubrication  of  Trailer  Hitches  on  Flat  (Rail  AAR  MSRP-M-929 

Grease  Interceptors  (1965)  Std.  for  Test  and  Ra  PDI  GlOl 

Grease  Laden  Vapors  From  Commercial  Cooking  Equipment  NFPA  96 

Grease  Penetration  of  Flexible  Barrier  Materials  (1968)  ASTM  F87 

Grease  Resistance  of  Paper  (1966)  TAPPI  T454 

Grease  Retention  Capacities  of  Grease  Interceptors  (196  PDI  GlOl 

Grease  Wool(1971)  ANSI  L14.84  AATCC  64 

(Grease)  for  Locomotives  (1970)  AAR  MSRP-M-914 

Grease,  and  Fat  Content  of  Animal,  Vegetable,  and  Man  M  ABFLO  A-2 

Greaseproof,  Requiring  Preservatives  (1971)  NSA  3421 

Greaseproof,  with  Preservative,  Individual  Box  (1971)  NSA  3422 

Greaseproofness  of  Flexible  Packaging  Materials  (1968)  TAPPI  T507 

Greases  by  the  Oxygen  Bomb  Method  (1970)  ANSI  Zl  1.65  ASTM  D942 

Greases  Over  Wide  Temperature  Range  (1970)  ASTM  D2595 

Green  Kraft  Liquor  (1971)  TAPPI  UM-606 

Green  Liquors  (1968)  TAPPI  T624 

Green  Olives  (1970)  USC  PS40 

Green  Steel  Bridge  Paint  (1970)  AASHO  M67 

Green  Strength  of  Compacted  Metal  Powder  Specimens  (197  ASTM  B3I2 

Green  (1965)  USGA  M 

Green)  Terms  (1966)  USGA  '1 

Grid  Lines)  (1970)  SAE  J182 

Grille  Wire  (1962)  SWA 

Grindabilily  of  Coal  by  the  Hardgrove  Machine  Meth.  (19  ASTM  D409 

Grinding  Machines  (1971)  ANSI  B5.44 

Grinding  Machines;  Centerless  (1970)  ANSI  35.37 
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External  Cylindrical 
External  Cylindrical 
practice  for  Helical  and  Herringbone  Gears  for  Cylindrical 
Std.  for  the  Prevention  of  Dust  Ignition  in  Spice 
Std.  Markings  for  Identifying 
Rec.  Pract.  for  Cast  Shot  and 
ibutors"  accounts  Payable  and  Manufacturers/  Rec.  for  the 

Rec.  Coupon  Sizes  and  Legends  for  the 
Rec.  Invoice  Forms  for  the 
Rec.  Purchase  Order  Forms  for  the 
Rec.  Product  Code  Numbers  for  the 
Rec.  Location  of  Spot  for  Price  Marking  for  the 
ec.  for  Shipping  Cases,  Markings  and  Construction,  for  the 
Rec.  Pallet  Spec,  for  the 
Rec.  Pallet  Spec,  for  the 
1970)  Rec.  Pract.  for  Witness 

Redwood  Tongue  and 
Std.  for  Coupling  Clamp, 
Haulage  (1969)  Ans/  Std.  Spec,  for  Figure  9  Deep  Section 

Std.  Spec,  for  Steel  Girder  Rails  of  Plain, 
Std.  for  Clevis,  Cotter,  Dowel, 
(1969)  ANSI  Z67.1  Std.  Definitions  of  the  Terms 

xamination  of  Natural  and  Treated  Waters  in  the  Absence  of 
re  Treated  with  Light  Petroleum  Solvent  Penta  Solution  for 
re  Treated  with  Heavy  Petroleum  Solvent  Penta  Solution  for 
d  with  Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for 
lywood  Pressure  Treated  with  Water  Borne  Preservatives  for 
wood  Pressure  Treated  with  Creosote  Coal  Tar  Solutions  for 
t  Ac  (Nominal)  400  Hertz,  3  Phase  4  Wire/  Rec.  Pract.  for 

ant  Quick  Disconnects  (1970)  Rec.  Pract.  for  Aerospace 

cificatio/  Environmental  Criteria  and  Tests  for  Aerospace 

termining  Modulus  of  Uniformity  and  Modulus  of  Fineness  of 
Guide  Spec,  for  Clearing  and  Grubbing  (Above  and  Below 
Test  Meth.  for  Determination  of  the  Ph  of 
uction  (1971)  NEMA  Ph30  Std.  for  Galvanized  Ferrous 

Std.  Part  Knob,  Hand, 
ucts  (1970)  Std.  for 

Rec.  Pract.  and  Std.  Covering 
Std.  Taps  Cut  and 

Pressure  Treated  with  Water  Borne  Preservatives  for  Above 
ated  with  Light  Petroleum  Solvent  Penta  Solution  for  Above 
ated  with  Heavy  Petroleum  Solvent  Penta  Solution  for  Above 
ressure  Treated  with  Creosote  Coal  Tar  Solutions  for  Above 
Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  tor  Above 
Pressure  Treated  with  Water  Borne  Preservatives  for  Above 

Reinforced  Plastics  for 
Safely  Std.  for  Service  Entrance  Cables  Above  and  Below 
Std.  for  Aluminum  Sulfate  (Lump, 
table  115/200  Volt  Ac  (Nominal)  400  Hertz,  3  Phase  4  Wire 

Electrical 
Aluminum  Siding 

s  Locations,  Class  1,  Groups  A,  B,  C,  and  D,  and  Class  11, 
n  Hazardous  Locations  Class.  Groups  C  and  D,  and  Class  li, 

Meth.  for  Methoxyl 
Battery  Replacement  Data; 
ial  Work,  Rehabilitation  Teaching,  Recreation,  Camping  and 
Std.  Spec,  for  Mortar  and 
Std.  Spec,  for  Aggregates  for  Masonry 
.  for  Chemical  Resistant,  Water  Cleanable  Tile  Setting  and 
ailed  with  Chemical  Resistant,  Water  Cleanable  Setting  and 
Guide  Spec,  for  Non  Shrink  Portland  Cement 
Guide  Spec,  for  Clearing  and 
ecipitators  (1965)  Criteria  for  Performance 

rage  Batteries  (1/  Rec.  Domestic  Marketing  Std.  Including 

Std.  Spec,  for  Steel  Girder  Rails  of  Plain,  Grooved,  and 
1  Guards,  Tilt  Mechanism,  Over/  Safety  Features  (Overhead 

nd  Use  of  Central  Station  Protective  Signaling  Systems  for 
Spec,  for  Architectural  Projected  Steel  Windows 
Std.  Spec,  for  Wire  Rope  and  Fittings  for  Highway 
Std.  Spec,  for  Corrugated  Sheet  Steel  Beams  for  Highway 
Std.  Test  Meth.  for  Wire  Rope 
td.  for  Auxiliary  Builders  Hardware;  Door  Silencers.  Chain 
d  Guard.  Back  Rest.  Moving  Chains,  Cables,  Steering,  Wheel 
erformance  Tests  of  Steam  Turbines  (1969) 

Lighting  for  the  Poultry  Industry; 

Punch 

(1969) 

Fire  Damper 

1  Current  Wave,  a  Normal  Frequency  Recovery  Voltage,  and  A 
ics  (1971) 

y  and  Power  Fuses.  Enclosed  Single  Pole  Air  Switches.  Di/ 

1955) 

Rec. 

9701  A 


Grinding  Machines;  Plain  (1970) 
Grinding  Machines;  Universal  (1970) 

Grinding  Mills,  Kilns  and  Dryers  (1970)  Std.  Design 

Grinding  Plants  (1971)  ANSI  Z12.9 

Grinding  Wheels  and  Other  Bonded  Abrasives  (1970) 

Grit  for  Peening  and  Cleaning  (1969) 

Grocery  Industry  Regarding  Std.  of  Procedures  for  Distr 

Grocery  Industry  (1964) 

Grocery  Industry  (1964) 

Grocery  Industry  (1964) 

Grocery  Industry  (1964) 

Grocery  Industry  (1964) 

Grocery  Industry  (1964) 

Grocery  Industry  (1967) 

Grocery  Industry  (1968) 

Groove  for  Multiple  Wear  Diesel  Wheels  (Railway  Cars) 
Groove  Siding  (1970) 

Groove  V  Band  6.400,  9.400,  11.400  Flange  Od  (1970) 
Grooved  and  Figure  8  Copper  Trolley  Wire  for  Industrial 
Grooved,  and  Guard  Types  (1969)  ANSI  57.6 
Grooved.  Taper  and  Straight  Pins  (1970) 
Gross  and  Net  Calorific  Value  of  Solid  and  Liquid  Fuels 


Gross  Pollution  (1971) 
Ground  Contact  Use  (1971) 
Ground  Contact  Use  (1971) 
Ground  Contact  Use  (1971) 
Ground  Contact  Use  (1971) 
Ground  Contact  Use  (1971) 


/H.  for  Physical  and  Chemical  E 
/,  Timber  and  Plywood  Pressu 
/.  Timber  and  Plywood  Pressu 
/and  Plywood  Pressure  Treate 
/Ftwood  Lumber,  Timber  and  P 
/Wood  Lumber,  Timber  and  Ply 


Ground  Electrical  Power  Unit,  Transportable  115/200  Vol 
Ground  Equipment  Criteria  for  Umbilical  Systems  Propell 
Ground  Equipment  in  Support  of  Space  Systems  (Guide  Spe 
Ground  Feed  (1968)  Meth.  of  De 

Ground  Level)  (1970) 
Ground  Limestone  (1965) 

Ground  Rods  Used  in  Overhead  or  Underground  Line  Constr 
Ground  Support  Equipment  (1971) 

Ground  Surface  Tolerances  of  Extruded  Solid  Rubber  Prod 
Ground  Tackle  (on  Boats)  (1970) 
Ground  Threads  (1971) 

Ground  Use  (1967)  /  Softwood  Lumber  Timber  and  Plywood 
Ground  Use  (1971)  /Er.  Timber  and  Plywood  Pressure  Tre 

Ground  Use  (1971)  /Er,  Timber  and  Plywood  Pressure  Tre 

Ground  Use  (1971)  /Ftwood  Lumber,  Timber  and  Plywood  P 
Ground  Use  (1971)  /R  and  Plywood  Pressure  Treated  with 

Ground  Use  (1971)         /Softwood  Lumber,  Timber  and  Plywood 
Ground  Vehicle  Apphcations  (Hs762a)  (1968) 
Ground  (1971)  ANSI  C33.51 
Ground,  or  Liquid)  (1970) 

(Grounded  Neutral)  Y  Connected  System  (1970)  /  Transpor 

Grounding  of  Direct  Current  Systems  on  Boats  (1970) 
Grounding  Requirement  (1965) 

Group  E,  F,  and  G  (1970)  ID  Valves  for  Use  in  Hazardou 

Group  G  (1970)  /Able  Electric  Lighting  Units  for  Use  I 

Group  in  Pulp  (1969) 
Group  Numbers  and  Spec.  (1970) 

Group  Residential  Care  (1966)  /Dicapped,  Including  Soc 

Grout  for  Reinforced  Masonry  (1971) 
Grout  (1970) 

Grouting  Epoxy  (1969)  Std 
Grouting  Epoxy  (1969)  Spec,  for  Ceramic  Tile  Inst 

Grouts  (1969) 

Grubbing  (Above  and  Below  Ground  Level)  (1970) 
Guarantee  Determinations  as  Related  to  Electrostatic  Pr 
Guarantee  Pohcy  for  Motor  Vehicle  Type  (Lead  Acid)  Sto 
Guard  Types  (1969)  ANSI  57.6 

Guard,  Back  Rest,  Moving  Chains,  Cables,  Steering,  Whee 

Guard,  Fire  Alarm  and  Supervisory  Service  (1970)  /Ce  A 

(Guard,  Psychiatric  and  Awning)  (1969) 

Guardrail  (1967) 

Guardrail  (1970) 
(Guardrail)  (1967) 

Guards,  Handrail  Brackets,  Coat  and  Hat  Hooks,  Closet  B 

Guards,  Tilt  Mechanism,  Overtravel  Limits,  Warning  Devi 

Guidance  for  Evaluation  of  Measurement  Uncertainty  in  P 

Guide  and  Rec.  Pract.  (1969) 

Guide  Bar  Capacity  for  Power  Chain  Saws  (1970) 

Guide  Bushings;  Variable,  Press  Fit  (1969) 

Guide  for  Administrative  Pract.  in  Radiation  Monitoring 

Guide  for  Air  Handling  Systems  (1970) 

Guide  for  Calculation  of  Fault  Currents  for  Application 

Guide  for  Certification  of  Cargo  Containers  (1969) 

Guide  for  Design  Considerations  for  Electroplated  Plast 

Guide  for  Distribution  Cutouts  and  Fuse  Links,  Secondar 

Guide  for  Electrical  Measurement  of  Fluorescent  Lamps 

Guide  for  Gypsum  Drywall  Construction  (1967) 

Guide  for  Highway  Landscape  and  Environmental  Design  (1 


ANSI 

ANSI 

AGMA 

NFPA 

ANSI 

SAE 

NAFC 

GMA 

GMA 

GMA 

GMA 

GMA 

GMA 

NAFC 

GMA 

AAR 

CRA 

SAE 

ASTM 

ASTM 

IFI 

ASTM 

APHA 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

SAE 

SAE 

SAE 

ASAE 

CSI 

PLA 

EEI 

NSA 

RMA 

ABYC 

ANSI 

AWPI 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

SAE 

UL 

AWWA 

SAE 
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AAMA 

UL 

UL 

TAPPI 
BCI 
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ASTM 

ASTM 

ANSI 

ANSI 

CSI 

CSI 

IGCI 

BCI 

ASTM 
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SWI 

AASHO 

AASHO 

AASHO 
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ITA 

ASME 

lES 

PSMA 

ANSI 

ANSI 

SMACN 

ANSI 

ABS 

ASEP 

ANSI 

ANSI 

GA 

AASHO 
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B5.42 

321.05 

656 

B74.13 

J444 

*4 

•1-5.1 
•1-5.2 
•1-5.3 
•1-5.4 
•1-5.5 
•1-5.6 
♦5 

•1-5.7 
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AS976 

B116 

A2 

SEC.L 
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LP-22 
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1002 
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mer  Textile  Products  (1967) 
sformers  (1958) 

e  Coated,  Aluminum  Irrigation  Tubing  (196/ 
ransformers  (1962) 
for  Plating  (1971) 

for  Automobile  and  Truck  Traffic  (1971) 
mps  (1962) 

ter  Unit  Heaters  (1963) 
9) 

for  Thermal  Insulation  (1969) 

n  Transducers  for  Zero  Space  Test.  (1964) 
ion)  (1970) 


s  (1969) 

Indirect  Heal  Exchangers  (1969) 
ombuslion  for  Indirect  Heat  Exchangers  (1970) 


Std.  and  Spec. 

Geometric  Design 

Design 

an  Informational 
Application 

Std. 


Rec. 
Design 

Rec. 
Rec. 


ermal  Evaluation  of  Insulation  Systems  tor  Electric  Equi/ 

Std.  Rec. 

truments  in  the  Photometric  Laboratory  (1968) 
t  Concrete  (1968)  Std. 
ter  Unit  Heaters  (1961 )  (Application 
(1971)  Std.  Pract. 


nlerslate  and  Defense  Highways  (1968) 
rt  I  Small  Signal  Measurements  (1971) 

(1971) 

five  (1968) 

ground  Level!  (1970) 
(1970) 

ames,  and  Moldings)  (1970) 

(1969) 

g (1971) 

(1969) 


Trial  Use  Std, 
Spot  Television 


Rec 


for  the  Exterior  Surfaces  of  Brick,  Stone,  and  Concrete/ 
and  Alloy  Steel  Shapes)  (1970) 
(1969) 

installation.  Maintenance  and  Removal  (1970) 
s  (1968) 
d  (1968) 

or  Aerospace  Ground  Equipment  in  Support  of  Space  Systems 
rs  Rated  on  a  Symmetrical  and  Total  Current  Basis  (1969) 
for  Plating  (Electroplating)  (1971) 

s  and  Related  Devices  (1971)  Std.  Rec. 

systems,  and  Water  Treatment,  Quality  and  Management  (/  A 
aled  Physical  Properties)  and  Resin  Characteristics,  Pro/ 

ng  (1971) 

1/  Std.  for  Selection  and  Training  of  Nuclear  Power  Plant 

uction  (1970)  A 
ted  (Electroplating)  (1971) 
astic  Electroplating)  (1971) 

ng  Devices  (1965) 
ices  (1965) 
Units)  (1970) 


iques  for  Printed  Circuits  (1969) 
(1968) 


71) 


5) 

tresses.  (1970) 


s  (1971) 


Redwood  Siding 
Application 
Application 
Std.  Metric  Pract. 
Bottle  (Glass  Container)  Spec. 
Manual  of  Roofing  Practice; 

Suggested 

Suggested 
Acceptability 
Rec. 

Rec.  Pract.  for  Film  Analysis 
Spec,  and 

Southern  Pine  Rec.  Grade  Use 
Western  Red  Cedar  Grade 
Std.  Test.  Procedure  for  the 
Std.  Test.  Procedure  for 


Guide  for  Improved  and  Permanent  Care  Labeling  of  Consu  NRMA  '1 

Guide  for  Installation  and  Maintenance  of  Dry  Type  Tran  ANSI  C57.94 

Guide  for  Irrigation  Pipeline;  Underground,  Plastic  Tap  SIA  '1 

Guide  for  Lighting  Audiovisual  Areas  in  Schools  (1966)  lES  CP30 

Guide  for  Loading  Oil  Immersed  Distribution  and  Power  T  ANSI  C57.92 

Guide  for  Local  Roads  and  Streets  (1971)  AASHO  '5 

Guide  for  Mold  Design  for  Injection  Molding  of  Plastics  ASEP  2 

Guide  for  Permanent  Parking  Areas  (Crushed  Stone  Bases)  NCSA  *1 

Guide  for  Photometric  Measurements  of  Reflector  Type  La  lES  LM20 

Guide  for  Physical  Maintenance  of  Highways  (1971)  AASHO  PM-I 

Guide  for  Piping,  Trapping  and  Venting  Steam  and  Hot  Wa  AMCA  BUL-15 

Guide  for  Pressure  Relief  and  Depressuring  Systems  (196  API  RP521 

Guide  for  Properties  and  Tests  of  Mastics  and  Coatings  ASTM  C647 

Guide  for  Pulse  Rating  Low  Power  Vacuum  Tubes  (1963)  EIA  JED41 

Guide  for  Spec,  and  Tests  for  Piezoelectric  Acceleratio  ISA  RP37.2T 

Guide  for  Spec.  Fire  Dampers  (for  Bidding  and  Installat  CSI  15861 

Guide  for  Spec,  of  Signal  Sources  (1955)  IEEE  109 

Guide  for  Streets  (Crushed  Stone  Bases)  (1970)  NCSA  *l 

Guide  for  Test,  Adjust  and  Balance  of  Mechanical  System  CSI  15050 

Guide  for  the  Control  of  Dust  Emissions,  Combustion  for  ASME  APS-1 

Guide  for  the  Control  of  Emission  of  Oxides  of  Sulfur  C  ASME  APS-2 

Guide  for  the  Establishment  of  Photography  Awards  (1967  PSA  *5 

Guide  for  the  Preparation  of  Test  Procedures  for  the  Th  IEEE  99 

Guide  for  the  Selection  of  Leak  Test.  Meth.  (1971)  ASTM  E432 

Guide  for  the  Selection,  Care  and  Use  of  Electrical  Ins  lES  LM28 

Guide  for  Use  of  Protective  Coatings  for  Portland  Cemen  AASHO  M224 

Guide  For)  the  Care  and  Maintenance  of  Steam  and  Hot  Wa  AMCA  BUL-12 

Guide  Lines  for  Pipe  Support  Contractual  Relationships  MSS  SP77 

Guide  on  Building  Areas  and  Heights  (1970)  NFPA  206M 

Guide  on  Safety  Rest  Areas  for  the  National  System  of  I  AASHO  SRA-2 

Guide  on  Solid  State  Devices;  Varactor  Measurements,  Pa  IEEE  318 

Guide  Scheduling  Form  (1970)  AAAA  *9 

Guide  Spec,  for  Adhesive  Applied  Wood  Parquet  Flooring  CSI  09571 

Guide  Spec,  for  Autoclave  Concrete  Masonry  (1969)  CSI  4221 

Guide  Spec,  for  Building  Insulation:  Fibrous  and  Reflec  CSI  7201 

Guide  Spec,  for  Built  Up  Bituminous  Roofing  ( 1971 )  CSI  07510 

Guide  Spec,  for  Clearing  and  Grubbing  (Above  and  Below  CSI  02130 

Guide  Spec,  for  Coal  Tar  Epoxy  Protective  Coating  (1970  AASHO  M200 

Guide  Spec,  for  Coating  Systems;  Painting  and  Finishing  CSI  09900 

Guide  Spec,  for  Custom  Hollow  Metal  Work  (for  Doors,  Fr  CSI  08112 

Guide  Spec,  for  Engineered  Brick  Masonry  (Tech.  Notes)  SCPI  IIC 

Guide  Spec,  for  Indoor  and  Outdoor  Pipe  and  Tube  Railin  CSI  05521 

Guide  Spec,  for  Non  Shrink  Portland  Cement  Grouts  (1969  CSI  3316.1 

Guide  Spec,  for  Post  Tensioned  Concrete:  Bridge  Girders  CSI  3331 

Guide  Spec,  for  Pre  Engineered  Metal  Buildings  (1969)  MBMA  '1 

Guide  Spec,  for  Pressure  Treated  Wood  (1970)  CSI  6510 

Guide  Spec,  for  Silicone  Dampproofing;  Water  Repellents  CSI  7170 

Guide  Spec,  for  Steel  Joists  (1969)  CSI  5202 

Guide  Spec,  for  Structural  Steel  for  Buildings  (Carbon  CSI  05120 

Guide  Spec,  for  Structural  Steel  for  Buildings  (1970)  CSI  5120 

Guide  Spec,  for  Structural  Steel  Welding  for  Buildings  CSI  5010 

Guide  Spec,  for  Tackboards  (1971)  CSI  10102 

Guide  Spec,  for  Temporary  Electncal  Facilities,  Their  CSI  1511 

Guide  Spec,  for  Termite  Control  (1969)  CSI  51 

Guide  Spec,  for  Underground  Sprinkler  Irrigation  System  CSI  2741 

Guide  Spec,  for  Wood  Cabinets,  Unfinished  (1970)  CSI  6411 

Guide  Spec,  for  Wood  Flooring:  Parquet,  Adhesive  Applie  CSI  902A 

(Guide  Specification)  (1970)  /Ntal  Criteria  and  Tests  F  SAE  AIR1167 

Guide  Specifications  for  Ac  High  Voltage  Circuit  Breake  ANSI  C37.12 

Guide  to  Handling  and  Packaging  of  Molded  Plastic  Parts  ASEP  7 

Guide  to  Interpretation  of  Radiographs  of  Semiconductor  ASTM  E431 

Guide  to  Locating  and  Constructing  Wells,  Sizing  Water  WSC  *1 

Guide  to  Plastic  Substrate  Fabrication  Requisites  (Unpl  ASEP  3 

Guide  to  Product  Qualification  for  Plastic  Electroplati  ASEP  4 

Guide  to  Sampling  Airborne  Radioactive  Materials  in  Nuc  ANSI  N13.1 

Guide  to  Selecting  Concrete  Masonry  Walls  for  Noise  Red  NCMA  8 

Guide  to  Service  Capabilities  by  Plastic  Substrate,  Pla  ASEP  6A 

Guide  to  Service  Capabilities  by  Proven  Application  (PI  ASEP  6C 

Guide  (1971)  CRA  3A4 

(Guide)  of  Sone  Loudness  Ratings  for  Non  Ducted  Air  Movi  AMCA  302 

(Guide)  of  Sound  Power  Ratings  for  Ducted  Air  Moving  Dev  AMCA  303 

Guide,  Involving  the  Use  of  Si  (International  System  of  ASTM  E380 

Guideline  for  Nonalcoholic  Carbonated  Beverages  (1970)  NSDA  '1 

Guidelines  and  Std.  (1970)  NRCA  '2 

Guidelines  for  Artwork  Generation  and  Measurement  Techn  IPC  D310 

Guidelines  for  Printed  Circuit  Board  Component  Mounting  IPC  CM770 

Guidelines  for  Printed  Wiring  Board  Repairs  (1969)  IPC  R700 

Guidelines  of  Printed  Circuit  Wiring  Boards  (1970)  IPC  A600A 

Guides  and  Container  Dimensions  for  Can  Openability  (19  CMI  '12 

Guides  for  Dynamic  Studies  of  Test  Subjects  (1970)  SAE  J138 

Guides  for  Lightning  Protection  (on  Boats)  (1970)  ABYC  E4 

Guides  for  the  Use  of  General  Purpose  Annunciators  (196  ISA  RP18.1T 

Guide;  Including  Sizes,  Std.  Grade  Names,  and  Working  S  SFPA  TBI 

Guide;  Spec,  for  Clear  Lumber  and  Siding  Products  (1970  WWPA  '21 

Guillotine  Impact  of  Composite  Cans  (1971)  CCTI  C109 

Guillotine  Impact,  Filled  1  Qt.  Composite  Motor  Oil  Can  CCTI  C109.1 
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Sid.  Meth.  of  Test  for  Existent 
Meth.  for  Determining  the  Curl  of 
Meth.  for  Indicating  the  Blocking  Resistance  of 
Werle  Test  Meth.  for  Adhesiveness  of 
Meth.  for  Adhesiveness  of 
Meth.  for  Determining  the  Strippability  of  A 
ving  Drum  Tests  to  Measure  the  Durability  of  the  Two  Strip 
ted  Fi/  Revolving  Drum  Tests  to  Measure  the  Durability  of 

Spec,  for  Narrow  Joint  Sealants  (Drying  Type, 
,  and  Del  Std.  for  Roof  Drains  Including  General  Purpose, 

Spec,  and  Construction  Meth.  for  Asphalt  Curbs  and 
Std.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for  Water  Resistant 
es  Terms)  (1970)  Spec,  for  Application  of 

Rec.  Pract.  for  Using 
Meth.  for  Determining  Compressive  Strength  of 
Rec.  Meth.  for  Determining  Compressive  Strength  of 

Std.  Spec,  for 

Std.  Meth.  for  Physical  Testing  of  Gypsum  Plasters  and 
Structural  Deck  (Roofing); 

Rec.  Guide  for 

Stapling  Rec.  (1965) 

Std.  Spec,  for 

Rec.  Pract.  for  Construction  of  Ceilings  with 

Rec.  for  the  Application  of 
Rec.  for  Machine  Applied 
Std.  Spec,  for  Inorganic  Aggregates  for  Use  in 
Equipment  and  Scaffolding)  (1968)  Rec.  Spec,  for 

Std.  Meth.  for  Physical  Testing  of 
Rec.  Pract.  for  How  to  Inspect  A 
Design  Data  Poured 
Fire  Resistant 
Rec.  for  Nailing  and  Stapling 
Std.  Spec,  for  Steel  Drill  Screws  for  the  Application  of 

Rec.  for 
Tests  for  Use  of 

struction)  (1968)  Application  of 

truction)  (1968)  Requirements  for  the  Application  of 

Rec.  for  Nailing 

Floating  Interior  Angle  Meth.  of  Application  for 
Spec,  for  Application  and  Finishing  of 
Design  Data  for 
Std.  Spec,  for  Nails  for  the  Application  of 
Std.  Definitions  of  Terms  Relating  to 
Rec.  for  Application  of  Fire  Block 
Spec,  for  Existing  Interior  Walls  and  Ceihngs  with 
Application  of  Fire  Block 
nstallation  of  Screw  Type  Steel  Framing  Members  to  Receive 
for  Vending  Machine,  Thermal  Relay  in  Model  1234  Airborne 
d.  Meth.  of  Test  for  Ferrimagnetic  Resonance  Linewidth  and 

Spec,  for 

determination  of  Animal  Hair  Content  in  Mixtures  of  Animal 
(1968)  Quantitative  Determination  of  Animal 

)  for  Commercial  or  Ho/  Std.  for  Beauty  Parlor  Equipment 

hog  and  Horse  Hair  (19/  Quantitative  Determination  of  Hog 

Tent.  Meth.  for  Determination  of  Cashmere  Content  (Coarse 
ation  of  Latex  Foam  Rubber  Content  in  Rubber  Bonded  Animal 

Rec.  Std.  for 
Hog 

Std.  Spec,  and  Meth.  of  Test  for  Rubberized  Curled 
Qualitative  Identification  of  Hog 
bberized  Mixtures  of  Hog  and  Cattle  Hair,  or  Hog  and  Horse 
ation  of  Hog  Hair  in  Rubberized  Mixtures  of  Hog  and  Cattle 
Std.  Rec.  Pract.  for  Test,  for  Leaks  Using  the 
(1971)  Std.  on 

Std.  Test  Meth.  for  Nonamine  Acid  Acceptance  of 
inum  Cobalt  Scale)  (1971/  Std.  Meth.  of  Test  for  Color  of 

Std.  Meth.  of  Test  for  Nonvolatile  Matter  in 
Std.  Meth.  of  Test  for  Specific  Gravity  of 
ux  Meth/        Tent,  Test  Meth.  for  Nonamine  Acid  Acceptance  of 
Std.  on  Halogenated  Fire  Extinguishing  Agent  Systems 
Wheels  (1970)  Interchangeability  of  Disk 

(Engineered)  Water 
Water 

1968)  Designation  of  Right 

Std.  for  Limiting  Design  Dimensions  for 
Std.  for  Manufacturers  Spec,  for  Geared 
Test  Code  for  Certificate  of  Approval  for  Geared 
Std.  on  Aircraft 
Std.  Spec,  for  Aluminum  Alloy  Die  and 
Mechanical  Properties  and  Tolerances  for  Aluminum  Die  and 

Rec.  Pract.  for 

Load  Pick  Up)  (1968)  Motorized 


Gum  in  Fuels  by  Jet  Evaporation  (1970)  ANSI  ZI1.36 
Gummed  Flat  Papers  (1970) 
Gummed  Flat  Papers  (1970) 
Gummed  Paper  Tape  (1967) 
Gummed  Paper  Tape  (1970) 

Gummed  Reinforced  Sealing  Tape  (Non  Asphaltic)  (1968) 
Gummed  Tape  Closure  for  the  Flaps  of  Corrugated  Fibrebo 
Gummed  Tapes  Forming  the  Manufacturers  Joint  of  Corruga 
Gun  Grade)  (1968) 

Gutter  and  Cornice,  Parapet  and  Promenade  or  Desk  Types 
Gutter  Broom  Wire  (1962) 
Gutters  (1966) 

Gypsum  and  Products  (1966) 
Gypsum  Backing  Board  (1970) 

Gypsum  Base  for  Veneer  Plasters  and  Application  (Includ 

Gypsum  Board  for  Walls  and  Ceilings  (1970) 

Gypsum  Concrete  From  Field  Specimens  (1964) 

Gypsum  Concrete  From  Poured  Set  Slabs  (1964) 

Gypsum  Concrete  (1970) 

Gypsum  Concrete  (1970) 

Gypsum  Concrete  (1970) 

Gypsum  Drywall  Construction  (1967) 

Gypsum  Lath  Floating  Angle  Construction  and  Nailing  and 

Gypsum  Lath  (1969)  ANSI  A67.1 

Gypsum  Lath,  Metal  Lath  and  Plaster  (1966) 

Gypsum  Lathing  and  Plastering  Manual  (1965) 

Gypsum  Plaster  on  Exterior  Locations  (1967) 

Gypsum  Plaster  (1964) 

Gypsum  Plaster  (1970)  ANSI  A107.1 

Gypsum  Plastering  (Includes  Labor,  Materials,  Services, 

Gvpsum  Plasters  and  Gypsum  Concrete  (1970) 

Gypsum  Roof  Deck  (1967) 

Gypsum  Roof  Decks  (1970) 

Gypsum  Sheathing  (1964) 

Gypsum  Sheathing  (1966) 

Gypsum  Sheet  Material  to  Light  Gage  Steel  Studs  (1970) 

Gypsum  Wallboard  in  Bath  Shower  Areas  (1970) 

Gypsum  Wallboard  in  Shower  Areas  (1964) 

Gypsum  Wallboard  on  Exterior  Locations  (Metal  Frame  Con 

Gypsum  Wallboard  on  Exterior  Locations  (Wood  Frame  Cons 

Gypsum  Wallboard  Single  and  Two  Ply  Application  (1968) 

Gypsum  Wallboard  (1959) 

Gypsum  Wallboard  (1965) 

Gypsum  Wallboard  (1966) 

Gypsum  Wallboard  (1970) 

Gypsum  (1970) 

Gypsumboard  for  Roof  (1970) 
Gypsumboard  Products  (1971) 
Gypsumboard  (1970) 

Gypsumboard  (1970)  Spec,  for  I 

Gyro  Automatic  Pilot  Equipment,  Thermal  Relays  in  Domes 
Gyromagnetic  Ratio  of  Nonmetallic  Magnetic  Materials  (1 
Hack  Saw  Blades  (1970) 
'Hacksaw  Frame  Steel  (1962) 

Hair  and  Sisal  Fiber  (1968)  Quantitative 
Hair  Content  in  Mixtures  of  Animal  Hair  and  Sisal  Fiber 
(Hair  Dryers  and  Wavers;  Facial  Masks,  Caps,  Mitts,  Etc. 
Hair  in  Rubberized  Mixtures  of  Hog  and  Cattle  Hair,  or 
Hair  In)  (1971) 

Hair  Pads  (1968)  Determin 
Hair  Pin  Wire  (1970) 

Hair  Used  in  Filling  Materials  in  Bedding  (1970) 
Hair  (1967) 
Hair  (1968) 

Hair  (1968)  /Ntitative  Determination  of  Hog  Hair  in  Ru 

Hair,  or  Hog  and  Horse  Hair  (1968)  /Ntitative  Determin 

Halogen  Leak  Detector  (Alkali  Ion  Diode)  (1971) 
Halogenated  Fire  Extinguishing  Agent  Systems  Halon  1301 
Halogenated  Organic  Solvent,  Degreasing  Grade  (1968) 
Halogenated  Organic  Solvents  and  Their  Admixtures  (Plat 
Halogenated  Organic  Solvents  and  Their  Admixtures  (1971 
Halogenated  Organic  Solvents  and  Their  Admixtures  (1971 
Halogenated  Organic  Solvents,  Degreasing  Grade  (Nonrefl 
Halon  1301  (1971) 

Halves  for  Agricultural  (Farm)  Equipment  Press  and  Gage 
Hammer  Arresters  (1965) 
Hammer  Arresters  (1969) 

Hand  and  Left  Hand  (for  Rider  Type  Industrial  Trucks) 
Hand  Brake  Sheave  Wheel  (Railway  Cars)  (1970) 
Hand  Brakes  (Railway  Cars)  (1970) 
Hand  Brakes  (Railway  Cars)  (1971) 
Hand  Fire  Extinguishers  (1970) 
Hand  Forgings  (1970)  ANSI  H38.8 

Hand  Forgings;  Rolled  Rings  (1970)  Std. 
Hand  Rails  on  Boats  (1968) 

Hand  Trucks  (Walkie)  (Operation  of  Tractor  Controls  for 
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ABFLO 

D-21 

ASTM 

D2816 

ABFLO 

D-2 

SWA 

♦44 

ABFLO 

2E 

ASTM 

D2128 

ABFLO 

E-1 

ABFLO  D-21 
ABFLO  D-21 
ASTM  E427 


NFPA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NFPA 

ASAE 

PDI 

ANSI 

ITA 

AAR 

AAR 

AAR 

NFPA 

ASTM 

AA 

BIA 

ITA 
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Controls;  Electric  Motorized  Industrial 
Brakes,  Electric  Motorized 
Designation  of  Right  Hand  and  Left 
Std.  Part  Knob, 

(1968) 

Air  Conditioning  and  Refrige/  Copper  Tube  (and  Fittings) 

ion.  Fittings,  Storage,  Care  Maintenance  Std/  Rubber  Hose 

gy  for  Wrought  Copper  and  Copper  Alloy  Mill  Products;  Std. 
luding  Flat  Products,  Rod  and  Wire  and  Pipe  and  Tubes  Std. 

The  Asphalt 

Glossary  of  Terms  for  Copper,  Brass  and  Bronze  Forgings; 
s  Up  to  10  Mev;  Structural  Shielding  Design  and  Evaluation 
Rubber  and  Plastic  Roll  Covering 
Cast  Copper  and  Copper  Alloy  Products  Std. 

Copper  and  Brass  Sheet  and  Strip 
Sheltered  Workshops  for  the  Blind  and  Visually 
Std.  for  the  Education  of  the  Blind  and  Visually 
Std.  for  Library  Services  for  the  Blind  and  Visually 
std.  for  Rehabilitation  Centers  for  the  Blind  and  Visually 
Std.  for  Vocational  Services  for  the  Blind  and  Visually 
ervices  (Cane  and  Dog  Programs)  for  the  Blind  and  Visually 
aluation  of  Sheltered  Workshops  for  the  Blind  and  Visually 
tion  of  Residential  Schools  for  the  Blind  and  the  Visually 
production  of  Reading  Materials  for  the  Blind  and  Visually 
reduction  of  Recorded  Materials  for  the  Blind  and  Visually 
of  Tactile  Materials,  Braille,  for  the  Blind  and  Visually 
Std.  for  Social  Services  for  the  Blind  and  the  Visually 
Rec.  Std.  for  Basket 

umetric  Capacity  of  Forage  Wagons,  Wagon  Boxes,  and  Forage 
ling  Airborne  Particulate  Contamination  in  Clean  Rooms  for 
ing  (Electroplating)  (1971)  Guide  to 

ucks)(1966)  Safety  Fuel 

ngle  Trip  Metal  Drums  for  Liquid  Chemicals  (Directions  for 

Std.  for  Safe 

Properties  and  Essential  Information  for  Safe 

Safe 
Safe 

Safety  in  the  Transportation,  Storage, 
ogen  Chloride,  Anhydrous  (1970)  Std.  for  Safe 

ueous)(l970)  Safe 

Std.  for  Safe 
Std.  for  Safe 
Rec.  for  Safe 
Safe 
Safe 
Safe 

Rec.  for  the  Safe 

Std.  on  Incinerators  and  Rubbish 
ctors(1970)  Load 
ounting  (1970)  Std.  for  Bulk 

fire  and  Dust  Explosions  in  Grain  Elevators  and  Bulk  Grain 

Storage  and 
Rec.  Pract.  for  Safe 

Std.  for  the  Production,  Storage  and 
Meth.  for  Safe 
Rec.  Pract.  for  Sampling  and 
Rec.  Fire  Protection  Pract.  for  Facilities 
Std.  for  Package 

tractors  (1968)  Air 
Rec.  Pract.  for  Industrial  Truck  Load 
Fire  Damper  Guide  for  Air 
1  Std.  for  Overhead  Trolley  Conveyors  and  Components;  Unit 
A/  Std.  Safety  Requirements  for  Transportation,  Storage, 

auxiliary  Builders  Hardware;  Door  Silencers,  Chain  Guards, 

Std.  for  Forming 
Std.  for  Forming 
Std.  for  Physical  Test,  of  Pulp 
itioning  and  Test.  Atmospheres  for  Paper,  Paperboard,  Pulp 
Grading  and  Packing  Rules  for  Certi  Split 
Controls;  Electric  Motorized  Industrial 
Rec.  Safe  Pract.  for  Aircraft  Welding  Operations  in 
Safety  Std.  for  Pipe 
Rec.  Std.  for  Coat  (Garment) 
Std.  on  (the  Construction  and  Protection  Of)  Aircraft 

Std.  for  Pipe 
Industry  Std.  for 
Rec.  Pract.  for 
Spec,  for  Springs,  Steel,  0.85  -  1. 05c, 
Rec.  Pract.  for  Decarburization  in 
Bolts  and  Screws,  Steel,  Low  Alloy,  Heat  Resistant, 
1,  Low  Alloy  Heat  Resistant,  220,  000  psi  Tensile  Strength, 
.  for  Apparatus  for  Use  in  Measurement  of  Length  Change  of 
969)  ASTM  D635  Test  Meth.  for  Flammability  of 

structural  Steel  Joints,  Including  Suitable  Nuts  and  Plain 


Hand  Trucks  (1965) 
Hand  Trucks  (1965) 

Hand  (for  Rider  Type  Industrial  Trucks)  (1968) 
Hand,  Ground  Support  Equipment  (1971) 
Handbook  for  Sheet  Rubber  Gasket  and  Packing  Materials 
Handbook  Including  Std.  Types  for  Plumbing  and  Heating, 
Handbook  (Materials,  Construction,  Tolerances,  Applicat 
Handbook  (1968)  Terminolo 
Handbook  (1968)  /R  and  Copper  Alloy  Mill  Products;  Inc 

Handbook  (1970) 
Handbook  (1970) 

Handbook  (1970)  /  and  Gamma  Ray  Protection  for  Energie 

Handbook  (1971) 
Handbook;  Data  and  Spec.  (1970) 
Handbook;  Terms  and  Definitions  (1960) 


Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand: 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Hand 
Handl 
Hand 
Hand 
Hand 

Handrail  Brackets,  Coat  and  Hat  Hooks,  Closet  Bars 
Handsheets  for  Physical  Tests  of  Pulp  (1971) 
Handsheets  for  Reflectance  Tests  of  Pulp  (1969) 
Handsheets  (1971) 

Handsheets,  and  Related  Products  (1970)  Std.  Cond 

Handsplit  Red  Cedar  Shakes  (1970) 
Hand/Rider  Trucks  (1965) 
Hangars  (1970) 

Hanger  Equipment  for  Fire  Protection  Service  (1971) 
Hanger  Wire  (1970) 

Hangers  and  Airport  Facilities  (1971)  ANSI  Z214.1 
Hangers  and  Supports  (Materials  and  Design)  (1967) 
Hardboard  (1970) 

Hardenabihty  Bands  for  Carbon  H  Steels  (1969) 

Hardened  and  Tempered  After  Forming  (1971) 

Hardened  and  Tempered  Threaded  Fasteners  (1969) 

Hardened  and  Tempered,  Roll  Threaded  (1970) 

Hardened  and  Tempered,  Roll  Threaded  (1970)  /Ews,  Stee 

Hardened  Cement  Paste.  Mortar  and  Concrete  (1970)  ANSI 

Hardened  Epoxy  Compounds  Over  0.050  In.  in  Thickness  (1 

Hardened  Washers  (1971)  /Igh  Strength  Steel  Bolts  for 


capped  (Including  Health  and  Safety  Std.)  (1966) 
capped  (1966) 
capped  (1966) 
capped  (1966) 
capped  (1966) 

capped  (1966)  /Td.  for  Orientation  and  Mobility  S 

capped  (1968)  Std.  Promoting  Self  Study  and  Ev 

capped  (1968)  ID.  Promoting  Self  Study  and  Evalua 

capped  (1970)  Std.  for 

capped  (1970)  Std.  for  P 

capped  (1970)  Std.  for  Production 

capped.  Including  Social  Work,  Rehabilitation  Teac 
e  Wire  (1970) 

ing  Adaptations  of  Manure  Spreaders  (1970)  Vol 

ing  Aerospace  Fluids  (1969)  ANSI  Zl  1.268  /or  Samp 

ng  and  Packaging  of  Molded  Plastic  Parts  for  Plat 
ng  and  Storage  (for  Internal  Combustion  Engine  Tr 

ing  and  Storing  (1970)  /.  Pract.  for  55  Gallon  Si 

ing  and  Use  of  Chlorine  (1970) 

ing  and  Use  of  Diethylamine  (1971) 

ing  and  Use  of  Ethylene  Dichloride  (1971) 

ing  and  Use  of  Ethylene  Oxide  (1971) 

ing  and  Use  of  Explosives  (1970) 

ing  and  Use  of  Hydrochloric  Acid.  Aqueous  and  Hydr 

ing  and  Use  of  Hydrofluoric  Acid  (Anhydrous  and  Aq 

ing  and  Use  of  Methanol  (1970) 

ing  and  Use  of  Methyl  Chloride  (1970) 

ing  and  Use  of  Nitrocellulose  (Wet  Types)  (1970) 

ing  and  Use  of  Perchloroethylene  (1971) 

ing  and  Use  of  Styrene  Monomer  (1971) 

mg  and  Use  of  Toluene  Diisocyanate  (1971) 

ing  and  Use  of  Vinyl  Acetate  (1970) 

ing  Chlorine  in  Tank  Motor  Vehicles  (1968) 

ing  Chutes  (1971) 

ing  Controls  for  Powered  Industrial  Trucks  and  Tra 
ing  Equipment;  Elevator  Bucket  Punching  for  Belt  M 
ing  Facilities  (1970)  /Td.  for  the  Prevention  of 

ng  of  Anhydrous  Ammonia  (1968) 
ing  of  Bulk  Materials  in  Metal  Casting  (1970) 
ing  of  Chlorine  Barges  (1966) 
ing  of  Liquefied  Natural  Gas  (1971) 
ing  of  Perchlorethylene  Drycleaning  Solvent  (1970) 
ing  Phenol  (1968)  ANSI  Z162.1 
ing  Radioactive  Materials  (1970) 
ing  Slat  Conveyors  (1970) 

ing  Spec,  for  Sheet  Metal  and  Air  Conditioning  Con 
ing  Symbols  (1971) 
ing  Systems  (1970) 

ing  (1970)  Dimensiona 
ing,  and  Use  of  Commercial  Explosi_yes  and  Blasting 

Apa 


ITA 

ITA 

ITA 

NSA 

RMA 

CDA 

RMA 

CDA 

CDA 

AI 

CDA 

NCRPM 

RMA 

CDA 

CDA 

NACAB 

NACAB 

NACAB 

NACAB 
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NACAB 
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NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

SWA 

ASAE 

ASTM 

ASEP 

ITA 

MCA 

MCA 

MCA 

MCA 

MCA 

IMF 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

MCA 

CHI 

NFPA 

ITA 

CEMA 

NFPA 

FI 

AFS 

CHI 

NFPA 

LCATA 

ASTM 

NFPA 

CEMA 

SMACN 

ITA 

SMACN 

CEMA 

ANSI 

BHMA 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

RCSHS 

ITA 

NFPA 

UL 

SWA 

NFPA 
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AHA 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 
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ASTM 
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S-5 
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S-7 
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•3 

•2 

•1 

*1.3 

*1.4 

S-6 

•10 

S238 
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6E1-3 
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SD80 

SD97 

SD18 

SD38 

17 

SD39 

SD25 

SD22 

SD40 

SD96 

SD24 

SD37 

SD73 

SD75 

49 

82 
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61B 

Ml 

1 

43 
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•1 

D2286 

801 

405 

•3 
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601 
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T402 
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2J1 

410E 
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eel.  Low  Alloy  Heat  Resistant  195,  000  psi  Tensile  Strength 
hapes  (1/  Std.  Spec,  for  Hot  Rolled  and  Cold  Finished  Age 

Std.  Meth.  of  Test  for  Grindability  of  Coal  by  the 
ween  Brinell,  Vickers,  Rockwell  and  Rockwell  Superf/  Std, 

Test  Meth.  for 

ometer  (1970)  Std.  Meth.  of  Test  for  Indentation 

55.12  Std.  Meth.  of  Test  for 

Test  Meth.  for 

(1968)  Std.  Test  Meth.  for  Indentation 

53)  Meth.  for 

si  9.18  Std.  Meth.  of  Test  for 

Rec.  Pract.  for 
Uniform  Classification  for  Water 
ell,  Vickers,  Rockwell  and  Rockwell  Superficial,  and  Knoop 

Wood  Weights  and 
Rec.  Pract.  for  Deck 

systems  (1969)  Rec.  Application  and 

Rec.  Procedure  for 

d  in  Pairs  (1968)  ANSI  A133.1  Safety  Std.  for  Swinging 

ckaging  of  Close  Tolerance  Corrosive  Resistant  Cylindrical 
Rec.  Pract.  for  Ventilation 
Rec.  Pract.  for  Seat  Belt 
(1970)  Std.  for  Spring  Hinges; 

Cabinet 

Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Iron  and  Steel 
Std.  for  Exit  Devices  and  Auxiliary  Items 
Product  Std.  for  Butts  and  Hinges  for  Doors 
Rec.  Std.  for  Screen  Cloth  Wire  (Space  Cloth, 
Product  Std.  for  Auxiliary  Builders 
Product  Std.  for  Auxiliary  Builders 
Product  Std.  for  Auxiliary  Builders 
ts.  Coat  and  Hat  Hoo/  Product  Std.  for  Auxiliary  Builders 

Product  Std.  for  Auxiliary  Builders 
Product  Std.  for  Auxiliary  Builders 
Product  Std.  for  Auxiliary  Builders 
Product  Std.  for  Auxiliary  Builders 
Rules  for  the  Measurement  and  Inspection  of 

Std.  for 
Std.  Spec,  for 
Std.  for  Mosaic  Parquet 
Std.  for  Electrical 

mining  the  Cutting  Width  and  the  Designated  Weight  of  Disk 
Dimensions  for  Compatible  Operation  of  Forage 
Terminology  for  Combines  and  Grain 
Std.  for  Hi 

Door  Silencers,  Chain  Guards,  Handrail  Brackets,  Coat  and 

Std.  for  Hi 
Rec.  Std.  for 
Std.  and  Rec.  Pract.  Covering 
Rec.  Pract.  for  Fenders  for  Pneumatic  Tired  Earthmoving 
on  Grooved  and  Figure  8  Copper  Trolley  Wire  for  Industrial 
the  Road  Vehicles:  Earthmoving,  Mining  and  Logging  (Short 

Rec.  Std.  for 

A2.5  Test  Meth.  for  Fire 

Safety  Std.  for  Fire 
Std.  on  Airport  Ramp  Fire 
Fire 

Rec.  Pract.  for  Vehicular 
Std.  for  Vehicular 
Std.  Pract.  for  Instrument  Purging  for  Reduction  of 

Casting  (1970)  Fire  Prevention  Protection, 

Std.  Temperature  Requirements  and  Controls  (Potentially 
sically  Safe  and  Non  Incendive  Electrical  Instruments  (for 
afety  Std.  for  Portable  Electric  Lighting  Units  for  Use  in 
y  Std.  for  Electrical  Outlet  Boxes  and  Fittings  for  Use  in 
Std.  Snap  Switches  for  Use  in 
Std.  Industrial  Control  Equipment  for  Use  in 
Safety  Std.  for  Electrical  Heaters  for  Use  in 
Safety  Std.  for  Electric  Lighting  Fixtures  for  Use  in 
fety  Std.  for  Electric  Flashlights  and  Lanterns  for  Use  in 
ged  and  Pressurized  Enclosures  for  Electrical  Equipment  in 
nsically  Safe  Electrical  Circuits  and  Equipment  for  Use  in 
Safety  Std.  for  Electric  Motors  and  Generators  for  Use  in 
Safety  Std.  for  Electrically  Operated  Valves  for  Use  in 

70) 

Safeguards  Against  Radio  Frequency  Energy 
Std.  for  Control  of  Gas 
aning  Plants  (Prevention  and  Control  of  Fire  and  Explosion 
1)  Std.  Part  Bolt  100  Deg.  Flush  Tension 

t.  for  Seatback  Assembly  Laboratory  Impact  Test  Procedure, 
rs)  (1970)  Std.  for  Cap  Screws  and  Finished  Hexagon 

td.  Spec,  for  Alloy  Steel  Wire  for  Cold  Heading  of  Hexagon 
0)  Std.  for  Screws:  Machine,  Slotted 

Std.  for  Hi 

ts  (1968)  ANSI  B9/  Static  Pressure  Rating  Meth.  of  Square 


Hardened,  Tempered,  Roll  Threaded  (1970)  /D  Screws,  St 

Hardening  Stainless  and  Heat  Resisting  Steel  Bars  and  S 
Hardgrove  Machine  Meth.  (1971) 

Hardness  Conversion  Tables  for  Metals  (Relationship  Bet 
Hardness  of  Cured  Epoxy  Materials  (1968) 
Hardness  of  Elastomeric  Type  Sealants  by  Means  of  a  Dur 
Hardness  of  Electrical  Contact  Materials  (1970)  ANSI  Zl 
Hardness  of  Paper  Rolls  (1971) 

Hardness  of  Rubber  and  Plastics  by  Means  of  a  Durometer 
Hardness  of  Rubber  Covered  Rolls  (Plastometer  Test)  (19 
Hardness  of  Sintered  Metal  Friction  Materials  (1970)  An 
Hardness  Testing  of  Cemented  Carbides  (1970)  ANSI  H9.10 
Hardness  (1970) 

Hardness)  (1971)  ANSI  Z76.4  /Relationship  Between  Brin 

Hardnesses  for  Power  Chain  Saws  (1970) 

Hardware  and  Bow  Eye  on  Boats  (1962) 

Hardware  Definitions  for  Controlled  Mechanical  Storage 

Hardware  for  Aluminum  Doors  (1969) 

Hardware  for  Std.  Tin  Clad  Fire  Doors  Mounted  Singly  An 

Hardware  Items  (1971)  Std.  for  Pa 

Hardware  on  Boats  (1969) 

Hardware  Test  Procedure  (1970) 

Hardware  (Jamb,  Pivot,  Screen  and  Dwarf  Types  for  Door) 

Hardware  (1970) 

Hardware  (1971) 
(Hardware)  (1969) 
(Hardware)  (1970)  ANSI  A156.1 

Hardware,  Fly  and  Insect  and  Fine  Mesh)  (1970) 

Hardware;  Casement  and  Sash  (1970) 

Hardware;  Door  Holder  (1970) 

Hardware;  Door  Latches  and  Catches  (1970) 

Hardware;  Door  Silencers,  Chain  Guards,  Handrail  Bracke 

Hardware;  Door  Stops  (1970) 

Hardware;  Letter  Box  Plates  and  Mail  Boxes  (1970) 
Hardware;  Performance  Requirements  for  Finishes  (1970) 
Hardware;  (1970) 

Hardwood  and  Cypress  Lumber  (1971) 

Hardwood  and  Decorative  Plywood  (1971) 

Hardwood  Glued  Laminated  Timber  (1971) 

Hardwood  Slat  Flooring  (1970) 

Harness  Cable  Assemblies,  Packaging  of  (1971) 

Harrows  (1970)  Deter 

Harvesters,  Wagons  and  Blowers  (1970) 

Harvesting  (1971) 

Hat  Bearing  Wedge  (1970) 

Hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Viewers,  Ho 

Hat  Journal  Bearing  (1970) 

Hat  Pin  Wire  (1970) 

Hatches  and  Doors  (Boats  (1970) 

Haulage  Equipment  (1970) 

Haulage  (1969)  ANSI  C7.ll  /Ec.  for  Figure  9  Deep  Secti 

Hauls);  Road  Graders;  Mining  and  Logging  Trucks  (Highwa 

Hay  Baling  Wire  (Automatic)  (1970) 

Hazard  Classification  of  Building  Materials  (1971)  ANSI 

Hazard  Classification  of  Sweeping  Compounds  (1971) 

Hazard  Classifications  and  Precautions  (1970) 

Hazard  Protection  Rec.  for  Textile  Mills  (1971) 

Hazard  Warning  Signal  Flasher  (1968) 

Hazard  Warning  Signal  Switch  (1971) 

Hazardous  Area  Classification  (1970) 

Hazardous  Chemicals  Data  (1971) 

Hazardous  Conditions  and  Environmental  Control  in  Metal 
Hazardous  Food  Vending  Machines)  (1967) 

Hazardous  Housing  Areas)  (1965)  /Ec.  Pract.  for  Intrin 

Hazardous  Locations  Class,  Groups  C  and  D,  and  Class  II 
Hazardous  Locations  (1969)  ANSI  C33.27  Safet 
Hazardous  Locations  (1969)  ANSI  C33.29 
Hazardous  Locations  (1969)  ANSI  C33.30 
Hazardous  Locations  (1971) 
Hazardous  Locations  (1971) 

Hazardous  Locations  (1971)  Sa 

Hazardous  Locations  (1971)  Std.  for  Pur 

Hazardous  Locations  (1971)  Safety  Std.  for  Intri 

Hazardous  Locations  (1971)  ANSI  C33.72 

Hazardous  Locations,  Class  1,  Groups  A,  B,  C,  and  D,  An 

Hazardous  Materials  and  Processes;  Vapor  Degreasing  (19 

Hazards  in  the  Use  of  Electric  Blasting  Caps  (1970) 

Hazards  on  Vessels  (Ships)  to  be  Repaired  (1971) 

Hazards)  (1970)  Dry  Cle 

Head  .0312  Oversize  Shank  Alloy  Steel,  160  ,  000  psi  (197 

Head  Area  (1969)  Rec.  Prac 

Head  Bolts  for  Journal  Roller  Bearing  Boxes  (Railway  Ca 

Head  Bolts  (1968) 

Head  Cap,  Thumb  and  Wing,  Miniature  and  Wood  Types  (197 
Head  Finished  Hex  Bolts  (1969) 

Head  Fluid  Power  Cylinders  Pressure  Containing  Componen 


SAE 
ASTM 
ASTM 
ASTM 
SPl 
ASTM 
ASTM 
TAPPl 
ASTM 
TAPPI 
ASTM 
ASTM 
ASAE 
ASTM 
PSMA 
BIA 
MHI 

NAAMM 
UL 
NSA 
BIA 
SAE 
BHMA 
BHMA 
ASTM 
BHMA 
BHMA 
SWA 
BHMA 
BHMA 
BHMA 
BHMA 
BHMA 
BHMA 
BHMA 
BHMA 
NHLA 

use 

AITC 

use 

NSA 
ASAE 
ASAE 
ASAE 
AAR 
BHMA 
AAR 
SWA 
ABYC 
SAE 
ASTM 
TRA 
SWA 
UL 
UL 
NFPA 
EMS 
SAE 
SAE 
ISA 
NFPA 
AFS 
NAMA 
ISA 
UL 
UL 
UL 
UL 
UL 
UL 
UL 
NFPA 
UL 
UL 
UL 
FMS 
IME 
NFPA 
NFPA 
NSA 
SAE 
AAR 
ASTM 
IFI 
SAE 


AMS7459A 
A564 
D409 
E140 
ERF9 
C661 
B277 
UM-402 
D2240 
T640 
B347 
B294 
R339 
E140 
W2.1-65 
161 

CMSSl 

14 
14C 
3433 
146 
JI40 
1 101 
201 
A153 
701 
*1 
•77 
1201-5 
1201-1 
1201-7 
1201-3 
1201-2 
1201-6 
1201-8 
1201-4 
•1 

PS51 
119 

PS27 
3426 
S290 
S328T 
S343T 

MSRP-D-50B 
1201-3 

MSRP-D-50A 
*45 
H3 

J321A 
B116 

3 

*46 
723 
41 
411 
7-1 
J945 
J910B 
S12.4 
49 
6 

•1-700 
RP12.2 
781 
886 
894 
698 
823 
844 
783 
496 
913 
674(B) 
1002 
7-97 
20 
306 
32 

1603 
J346 

MSRP-L-28 
A547 
SECF 
J871A 
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1968)  Pipe  Plugs,  Size  and  Type  of 

Std.  Part  Bolt,  100  Deg.  Flush  Tension 
d.  Alloy  Steel,  1/  Std.  Part  Bolt,  100  Deg.  Flush  Tension 

d.  Alloy  Steel,  1/  Std.  Part  Boll,  100  Deg.  Flush  Tension 

Std.  for  Bolt,  100  Deg.  Flush  Tension 
0  psi  (1971)  Std.  Part  Bolt,  100  Deg.  Flush  Tension 

0)  Std.  for  Bolt  100  Deg.  Flush  Tension 

for  Fluid  Repellency  of  Disposable  Soft  Goods  Hydrostatic 
mbinations  and  Rod  End  Configurations  for  Cataloged  Square 
Mounting  Dimensions  for  Square 


(1971) 


71) 


Std.  Part  Screw,  Machine,  Pan 
Std.  Spec,  for  Reinforced  Concrete  Low 
Std.  Safety  Requirements  for  Industrial 
60  Deg.  Countersunk 
Punches;  Variable, 
Std.  Modification  of  Go  Gage  for  Brake 
Std.  for  Go  and  No  Go  Gage  for  Brake 
Std.  for  Go  Gage  for  Brake 
Std.  Part  Pin  Threaded  Shear  100  Deg.  Csk 
Std.  Part  Bolt,  Flat  Pan 
Std.  Part  Bolt,  100  Deg.  Flush  Tension 
Std.  Part  Bolt,  100  Deg.  Flush  Shear 
Std.  Part  Pin  (Threaded  Shear  Protruding 
Std.  Part  Bolt,  100  Deg.  Flush  Tension 
Bolt,  Hex 


Bolt,  Hex 
Bolt,  Hex 
Bolt,  Hex 
Flat  Filhster 


ocking  and  Nonlocking  (1970) 
locking  and  Nonlocking  (1970) 
eking  and  Nonlocking  (1970) 
eking  and  Nonlocking  (1970) 

Std.  Part  Screw  Machine 

Std.  Part  Screw,  Machine,  Pan 
Std.  Part  Screw,  Machine,  Flat  100  Deg. 
Hoy  Steel  Self  Locking  and  Nonlocking  (1970)  Bolt,  Pan 

286  CRES,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Pan 

itanium  Alloy  6al-4v,  Self  Locking  and  Nonlock/  Bolt,  Pan 

ad,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Hex 

read,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Hex 

Std.  Part  Screw,  Machine  Pan 
Std.  Part  Screw,  Self  Locking,  Flat  100  Deg. 

Std.  Part  Screw,  Self  Locking,  Pan 
Std.  Part  Screw,  Self  Locking,  Flat  Fillister 
Std.  Part  Bolt,  Flat  Pan 
Std.  Part  Bolt  100  Deg.  Flush  Tension 
Std.  Part  Screw,  Machine,  Pan 
Std.  Part  Screw,  Machine,  Flat  Fillister 
Std.  Part  Screw,  Machine,  Flat  100  Deg. 
Std.  Part  Screw,  Machine,  Flat  82  Deg. 
ocking  and  Nonlocking  (197/  Screw,  Machine  Flat  Fillister 

king  and  Nonlocking  (1970)  Screw,  Machine  Flat  Fillister 

-4v  Self  Locking  and  Nonlo/  Screw,  Machine  Flat  Fillister 

Std.  Part  Bolt  Flat  Pan 
Std.  Part  Bolt,  100  Deg.  Flush  Tension 
Std.  Part  Bolt  Flat  Pan 
Std.  Part  100  Deg.  Flush  Tension 
Std.  Part  Bolt,  Flat  Pan 
Std.  Part  Bolt  100  Deg.  Flush  Tension 
Std.  for  Round 
Sid.  Part  Screw,  Self  Locking,  Pan 
Std.  Part  Screw,  Self  Locking,  Flat,  100  Deg. 
Std.  Part  Screw,  Machine,  Flat  100  Deg. 

Std.  Part  Screw,  Machine,  Pan 
crews  (1970)  Std.  for  Square 

Sid.  Part  Bolt,  Self  Locking,  Flat  Fillister 
rt  Thread,  Nonlocking  (1970)  Bolt,  100  Deg.  Reduced 

king  (1970)  Screw,  Hex 

ocking  and  Nonlocking  (1970)  Screw,  100  Deg. 

g(1970)  Screw,  Hex 

ing  and  Nonlocking  (1970)  Screw,  100  Deg.  Oval 

king  and  Nonlocking  (1970) 
a  Alloy,  Long  Thread,  Self  Locking  and  No/ 
ng  Thread,  Self  Locking  and  Nonlocking  (1/ 
ort  Thread,  Self  Locking  and  Nonlocking  (/ 
Thread,  Self  Locking  and  Nonlocking  (197/ 
t  Thread,  Self  Locking  and  Nonlocking  (19/ 
t  Thread,  Nonlocking  (1970) 
Alloy,  Short  Thread,  Nonlocking  / 
ad,  Nonlocking  (1970) 
loy  Steel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket 

loy  Steel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket 

Screws,  Nickel  Alloy,  Corrosion  and  Heal  Resistant,  Upset 
lis  and  Screws,  Steel,  Corrosion  and  Heat  Resistant,  Upset 
Bolls  and  Screws,  Titanium  Alloy  6al-4v,  Upset 
Bolls  and  Screws,  Steel,  Corrosion  Resistant,  Upset 
Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Upset 

Std.  for  Protective 
Std.  Spec,  for  Alloy  Steel  Wire  for  Cold 
Sid.  Spec,  for  Aluminum  Alloy  Rivet  and  Cold 


Screw,  100  Deg 
Bolt,  100  Deg 
Boh,  100  Deg 
Bolt,  100  Deg 
Boll,  100  Deg 
Bolt,  100  Deg 
Boll,  100  Deg.  Reduced 
Boll,  100  Deg.  Reduced 
Screw,  Hex 


Head  for  Use  in  Construction  and  Industrial  Machinery 
Head  Hi  Torque  Recess  Alloy  Steel,  160,  000  psi  (1971) 
Head  Hi  Torque  Recess,  .0156  Oversize  Shank  Short  Threa 
Head  Hi  Torque  Recess,  .0312  Oversize  Shank  Short  Threa 
Head  Hi  Torque  Recess,  Long  Thread  Titanium  Alloy  (1970 
Head  Hi  Torque  Recess,  Short  Thread  Alloy  Steel,  160,  00 
Head  Hi  Torque  Recess,  Short  Thread  Titanium  Alloy  (197 
Head  in  Contact  with  a  Flat  Surface  (1970)  /Test  Meth. 

Head  Industrial  Fluid  Power  Cylinders  (1968)  ANSI  B93.8 
Head  Industrial  Fluid  Power  Cylinders  (19691  ANSI  B93.I 
Head  Modified,  Close  Tolerance,  Short  Thread,  Torq  Set 
Head  Pressure  Pipe  (1970) 
Head  Protection  (1969) 

Head  Rivet  for  Farm  Mower  Cutter  Bars  (1966) 

Head  Type  (1968) 

Head  (1970) 

Head  (1970) 

Head  (1970) 

Head  (1971) 

Head  (1971) 

Head  (19711 

Head  (1971) 

Head)  (1971) 

Head,  .0156  Oversize  Shank  Alloy  Steel,  160,000  psi  (19 

Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  L 

Head,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self 

Head,  Close  Tolerance,  A286  CRES,  Long  Threads,  Self  Lo 

Head,  Close  Tolerance,  A286  CRES,  Short  Thread,  Self  Lo  . 

Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 

Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 

Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 

Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  A 

Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  A 

Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  T 

Head,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Long  Thre 

Head,  Close  Tolerance,  6al-4v,  Titanium  Alloy,  Short  Th 

Head,  Cross  Recessed,  Full  Thread  (1971) 

Head,  Full  Thread  (1971) 

Head,  Full  Thread  (1971) 

Head,  Full  Thread  (1971) 

Head,  Full  Thread  (1971) 

Head,  Full  Thread  (1971) 

Head.  Full  Thread,  Torq  Set  (1971) 

Head,  Full  Thread,  Torq  Set  (1971) 

Head,  Full  Thread,  Torq  Set  (1971) 

Head,  Full  Thread,  Torq  Set  (1971) 

Head,  Full  Thread,  Tri  Wing  Recess,  Alloy  Steel,  Self  L 

Head,  Full  Thread,  Tri  Wing  Recess,  A286  CRES,  Self  Loc 

Head,  Full  Thread,  Tri  Wing  Recess.  Titanium  Alloy,  6al 

Head,  Hi  Torque  Recess,  Full  Thread  (1971) 

Head,  Hi  Torque  Recess,  Full  Thread  (1971) 

Head,  Hi  Torque  Recess,  Long  Thread  (1971) 

Head,  Hi  Torque  Recess,  Long  Thread  (1971) 

Head,  Hi  Torque  Recess,  Short  Thread  (1971) 

Head,  Hi  Torque  Recess,  Short  Thread  (1971) 

Head,  Plow  and  Track  Bohs  (1970) 

Head,  Shear  Torq  Set  (1971) 

Head,  Shear,  Torq  Set  (1971) 

Head,  Short  Thread,  Torq  Set  (1971) 

Head,  Short  Thread,  Torq  Set  (1971) 

Head,  Slotted  Headless,  Hexagon  and  Spline  Socket  Set  S 

Head,  Torq  Set,  Close  Tolerance  (1971) 

Head,  Tri  Wing  Recess  Close  Tolerance,  Alloy  Steel,  Sho 

Head,  Tri  Wing  Recess,  Alloy  Steel,  Full  Thread,  Nonloc 

Head,  Tri  Wing  Recess,  Alloy  Sleel,  Full  Thread,  Self  L 

Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Nonlockin 

Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Self  Lock 

Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Self  Lock 

Head,  Tri  Wing  Recess,  Close  Tolerance  6al-4v  Titanium 

Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy  Steel.  Lo 

Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy  Steel,  Sh 

Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Long 

Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Shor 

Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Shor 

Head,  Tri  Wing  Recess,  Close  Tolerance,  6al-4v  Titanium 

Head,  Tri  Wing  Recess,  6al-4v  Titanium  Alloy,  Full  Thre 

Head,  Undrilled  and  Drilled,  Plain  and  Self  Locking,  Al 

Head,  Undrilled  and  Drilled,  Plain  and  Self  Locking,  Al 

Headed,  Heat  Treated  Roll  Threaded,  2050f  (1121.1c)  Sol 

Headed,  Heat  Treated,  Roll  Threaded  1800f  (982.2c)  Solu 

Headed,  Heat  Treated,  Roll  Threaded  (1970) 

Headed,  Heat  Treated,  Roll  Threaded  (1970) 

Headed,  Heat  Treated,  Roll  Threaded,  1950f  (1065.6c)  So 

Headgear  (Helmets)  (1970) 

Heading  of  Hexagon  Head  Bolls  (1968) 

Heading  Wire  and  Rods  (1970)  ANSI  H38.12 


SAE 

J371 

NSA 

583 

NSA 

1243 

NSA 

1253 

NSA 

663 

NSA 

1503 

NSA 

1083 

DA 

80.9 

NFLDP 

T3.6.67.4 

NFLDP 

T3.6.7 

NSA 

II4I 

ASTM 

C361 

ANSI 

Z89.1 

ASAE 

S228.1 

ANSI 

B94.22 

AAR 

B9.2 

AAR 

MSRP-B-10 

AAR 

MSRP-B-9 

NSA 

1292 

NSA 

1578 

NSA 

1580 

NSA 

1581 

NSA 

1322 

NSA 

1703 

NSA 

6604-20 

NSA 

6203-20 

NSA 

6704-20 

NSA 

6303-20 

NSA 

1121 

NSA 

1131 

NSA 

1151 

NSA 

5000-6 

NSA 

5100-6 

NSA 

5200-06 

NSA 

6804-20 

NSA 

6403-20 

NSA 

1635 

NSA 

1189 

NSA 

1190 

NSA 

1191 

NSA 

1579 

NSA 

1582 

NSA 

1100 

NSA 

1101 

NSA 

1102 

NSA 

1393 

NSA 

5300-6 

NSA 

5400-6 

NSA 

5500-6 

NSA 

1216 

NSA 

1219 

NSA 

1218 

NSA 

1221 

NSA 

1217 

NSA 

1220 

IFI 

SEC. 

NSA 

1171 

NSA 

1161 

NSA 

1620 

NSA 

1630 

IFI 

SEC.H 

NSA 

1 181 

NSA 

4703-16 

NSA 

5900-3 

NSA 

5600-6 

NSA 

6000-3 

NSA 

6500-6 

NSA 

5700-6 

NSA 

4304-16 

NSA 

4104-16 

NSA 

4400-16 

NSA 

4204-16 

NSA 

4500-16 

NSA 

4803-16 

NSA 

4903-16 

NSA 

6100-3 

NSA 

1351 

NSA 

1352 

SAE 

AMS7469A 

SAE 

AMS7477B 

SAE 

AMS7461A 

SAE 

AMS7474A 

SAE 

AMS7471B 

SMF 

♦1 

ASTM 

A547 

ASTM 

B316 
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beam  (1970)  Std.  for 

Rec.  Pracl.  for  Semiautomatic 
Rec.  Pract.  for 
Std.  for  Square  Head,  Slotted 
for  Lighting  for  Regular  Bicycles,  Including  Reflectivity, 
Std.  for  Modified  Go  and  No  Go  Gage  for  Brake 
Std.  for  Modified  Go  Gage  for  Brake 
Reel  Packaging  of  Components  with  Axial 
Std.  Spec,  for  Carbon  Steel  Forgings  for  Seamless  Drums, 
locomotive)  (1954)  Std.  for  Bolt 

urn  (1969) 

orkshops  for  the  Blind  and  Visually  Handicapped  (Including 
erage  Vending  Machines  (1967)  Public 
std.  Meth.  for  Chemical  Analysis  of  Steel,  Cast  Iron,  Open 
Rec.  for  Lighting  for  Steel  Mills;  Open 
t)  (1968)  Std.  Test  Meth.  for  Effect  of 

t)  (1969)  ANSI  A37.140  Std.  Meth.  of  Test  for  Effect  of 

ivets,  Steel,  Corrosion  and  Heat  Resistant,  1650f  Solution 
Silicone  Rubber  Sheet,  Glass  Fabric  Reinforced 
Safely  Std.  for  Chimneys,  Factory  Built,  Medium 
Std.  Test  Meth.  for  Color  After  Heating  of  Drying  Oils 
Std.  Test  Meth.  for 
Tent.  Meth.  for  Calculation  of  Liquid 
.  Pract.  for  Eddy  Current  Test,  of  Copper  and  Copper  Alloy 
td.  Spec,  for  Seamless  Cold  Drawn  Intermediate  Alloy  Steel 
Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel 
Std.  Spec,  for  U-Bend  Seamless  Copper  and  Copper  Alloy 
Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 
.  Spec,  for  Copper  and  Copper  Alloy  Seamless  Condenser  and 
rritic  and  Austenitic  Alloy  Steel  Boiler,  Superheated,  and 
Id.  Spec,  for  Welded  Austenitic  Steel  Boiler,  Superheater, 

Std.  for  Air  Cooled 
Sanitary  Stds.  for  Plate  Type 
Sanitary  Stds.  for  Tubular 
Tent.  Std.  for  Tube  Dimensions  for 
for  the  Control  of  Dust  Emissions,  Combustion  for  Indirect 
ol  of  Emission  of  Oxides  of  Sulfur  Combustion  for  Indirect 
for  Aluminum  Alloy  Drawn  Seamless  Tubes  for  Condensers  and 
lest  for  Thermal  Conductivity  of  Materials  by  Means  of  the 
Std.  Meth.  for  Measuring 
Calculation  of 

eler  (High  Precision  Meth.)  (1970/  Sid.  Meth.  of  Test  for 

Tent.  Meth.  of  Test  for  Specific 
Meth.  for  Relative  Stability  of  Paper  (by  Effect  of 
malic  Pilot  Equipment,  Thermal  Relays  in  Domestic  Electric 
Std.  Graphical  Symbols  for 
Manual  on  Clearances  for 
ndilioning.  Blower  and  Exhaust/  National  Building  Code  of 

ndilionin/  National  Building  Code  for  the  Installation  of 

loys  (1971)  Spec,  for  Rings,  Flash  Welded,  Corrosion  and 

1/  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and 

Spec,  for  Alloy  Bars,  Forgings  and  Rings,  Corrosion  and 
la  (1971)  Spec,  for  Alloy  Wire,  Welding,  Corrosion  and 

3/  Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and 

)  (1970)  Spec,  for  Alloy  Wire,  Welding,  Corrosion  and 

60w  -  18./  Spec,  for  Alloy  Sheet  and  Plate,  Corrosion  and 

.4al  Consu/  Alloy  Bars,  Forgings  and  Rings,  Corrosion  and 

.4al  Consumable  Electrode  /  Alloy  Forgings,  Corrosion  and 

4al  Annealed,  Consum/  Alloy  Tubing,  Welded,  Corrosion  and 
4al  Consum/  Alloy  Bars,  Forgings  and  Rings,  Corrosion  and 

4al  Consumable  El/  Alloy  Bars  and  Forgings,  Corrosion  and 

4al  Consumable  El/  Alloy  Bars  and  Forgings,  Corrosion  and 

uum  Induction  Melted  (/  Alloy  Wire,  Welding  Corrosion  and 

70)  Alloy  Wire,  Welding  Corrosion  and 
Spec,  for  Aluminum  Coating,  Corrosion  and 

r  Steel  Bars,  Forgings,  and  Tubing,  Corrosion  and  Moderate 
Spec,  for  Steel  Wire,  Corrosion  and 
empered.  Roll  Threade/  Bolts  and  Screws,  Steel,  Low  Alloy 

Spec,  for  Steel  Bars,  Forgings,  and  Tubing,  Corrosion  and 
Spec,  for  Steel  Bars,  Forgings  and  Tubing.  Corrosion  and 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and 
Spec,  for  Steel  Wire,  Corrosion  and 
Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and 
Spec,  for  Steel  Tubing,  Welded,  Corrosion  and 
for  Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and 
Spec,  for  Steel  Tubing,  Welded,  Corrosion  and 
1)  Spec,  for  Steel  Welding  Wire,  Corrosion  and 

Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and 
Spec,  for  Steel  Tubing,  Welded,  Corrosion  and 
Spec,  for  Steel  Tubing,  Corrosion  and 

71)  Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and 
spec,  for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and 


Rec 


Std 


Headlamp  Aiming  Device  for  Mechanically  Aimable  Sealed 
Headlamp  Beam  Switching  Devices  (1969) 
Headlamp  Beam  Switching  for  Vehicles  (1971) 
Headless,  Hexagon  and  Spline  Socket  Set  Screws  (1970) 
Headlights  and  Taillights  (1970)  Safety  Std. 

Heads  for  Either  Metal  or  High  Friction  Shoes  (1970) 
Heads  for  Either  Metal  or  High  Friction  Shoes  (1970) 
Heads  (1970) 

Heads,  and  Other  Pressure  Vessel  Components  (1969)  ANSI 
Heads,  Nuts,  Castle  or  Slotted  Nuts  and  Screw  Threads 
Health  and  Safety  Pract.  for  Porcelain  Enameling  Alumin 
Health  and  Safety  Std.)  (1966)  Sheltered  W 

Health  and  Safety  Test,  and  Evaluation  for  Food  and  Bev 
Hearth  Iron,  and  Wrought  Iron  (1970) 
Hearth  (1952) 

Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven  Tes 
Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven  Tes 
Heat  and  Partially  Precipitation  Heal  Treated  (1971) 
Heat  and  Weather  Resistant,  60-80  (1965) 
Heat  Appliance  (1970)  ANSI  Z181.1 
(Heat  Bleach)  (1969) 

Heat  Bodying  Rate  of  Drying  Oils  (RI969) 
Heat  Capacity  of  Petroleum  Distillate  Fuels  (1970) 
Heat  Exchanger  and  Condenser  Tubes  ( 1 961 ) 
Heat  Exchanger  and  Condenser  Tubes  (1969) 
Heat  Exchanger  and  Condenser  Tubes  (1971)  ANSI  B125.il 
Heat  Exchanger  and  Condenser  Tubes  (1971a) 
Heat  Exchanger  Tube  (1970) 
Heat  Exchanger  Tubes  with  Integral  Fins  (1971) 
Heat  Exchanger  Tubes  (1971 )  /Td.  Spec,  for  Seamless  Fe 

Heat  Exchanger,  and  Condenser  Tubes  (1971) 
Heat  Exchangers  for  General  Refinery  Services  (1968) 
Heat  Exchangers  for  Milk  and  Milk  Products  (1971) 
Heat  Exchangers  for  Milk  and  Milk  Products  (1971) 
Heat  Exchangers  (1959) 

Heat  Exchangers  (1969)  Rec.  Guide 

Heat  Exchangers  (1970)  Rec.  Guide  for  the  Contr 

Heat  Exchangers  (1971)  ANSI  H38.6  Std.  Spec. 

Heat  Flow  Meter  (1970)  Std.  Meth.  of 

Heat  Flux  Using  a  Water  Cooled  Calorimeter  (1971) 
Heat  Gain  Through  Opaque  Walls  (Tech.  Notes)  (1969) 
Heat  of  Combustion  of  Hydrocarbon  Fuels  by  Bomb  Calorim 
Heal  of  Liquids  and  Solids  (1968) 
Heat  on  Folding  Endurance)  (1970) 

Heat  Panels,  Environmental  Requirements,  Enclosures  Mou 
Heat  Power  Apparatus  (1950) 
Heat  Producing  Appliances  (1971) 

Heat  Producing  Appliances,  Heating,  Ventilating,  Air  Co 
Heat  Producing  Appliances,  Heating,  Ventilating,  Air  Co 
Heat  Resistant  Austenitic  Steels  and  Auslenilic-Type  Al 
Heal  Resistant  Cobalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.07 
Heat  Resistant  Cobalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.07 
Heat  Resistant  Cobalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.07 
Heal  Resistant  Nickel  Base  -  19.5cr  -  13.5co  -  4.3mo  - 
Heal  Resistant  Nickel  Base  ■  21.5cr  -  9.0mo  -  3.7(Cb  +  la 
Heat  Resistant  Nickel  Base  -  22cr  -  1.50co  -  9.0mo  -  0. 
Heat  Resistant  Nickel  Base  -19.5cr-13.5co-4.3mo-3.0ti-l 
Heat  Resistant  Nickel  Base  19.5  Cr-13.5co-4.3mo-3.0ti-l 
Heat  Resistant  Nickel  Base  19.5cr-13.5co-4.3mo-2.9ti-l. 
Heat  Resistant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-l. 
Heat  Resistant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-l. 
Heat  Resistant  Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-l. 
Heat  Resistant  Nickel  Base,  Consumable  Electrode  or  Vac 
Heat  Resistant  Nickel  Base,  Vacuum  Induction  Melted  (19 
Heat  Resistant  Thermosetting,  Inorganic  Binder  (1971) 


Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 
Heat  Resistant 


2cr  Ferrite  Controlled  Premium  Quality, 
8cr  -  11.5ni  -  (Cb  +  ta)  (1971) 
95,  000  psi  Tensile  Strength  Hardened,  T 
5cr  ■  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Co 
5cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Co 
7cr  -  12.5ni  -  2.5mo)  (1971) 
8.5cr  -  Uni  -  Ti)  (1971) 
8.5cr  -  13ni  -  2.5mo)  Screen  (1971) 
8cr  -  10.5ni)  Free  Machining  (1971) 
8cr  -  lOni  -  Ti)  (1971) 
8cr  ■  lOni  -  Ti)  (1971) 
8cr  -  lOni  -  Ti)  (1971) 
8cr  -  llni  -  Cb  +  ta)  Melted  (1971) 
8cr  -  llni  -  Cb  +  ta)  Thin  Wall  (1971) 
8cr  -  llni  -  Cb  +  ta)  Wire,  Welding  (197 
8cr  -  llni  -  Cb  +  ta)  (1971) 
8cr  -  llni  -  Cb  +  ta)  (1971) 
8cr  -  llni  -  Ti)  Hydraulic  (1971) 
8cr  -  13ni  -  2.1mo)  Free  Machining  (19 
8cr  -  13ni  -  2.3mo)  (1971) 
8cr  -  13ni  -  2.5mo)  (1971) 
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t/ 


ta)  / 
(1970) 


for  Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and 
spec,  for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and 
spec,  for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and 
Spec,  for  Steel  Tubing.  Seamless,  Corrosion  and 
for  Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and 
Spec,  for  Steel  Tubing,  Welded,  Corrosion  and 
Spec,  for  Steel  Wire,  Corrosion  and 
Spec,  for  Rivets,  Alloy,  Corrosion  and 
Spec,  for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  and 
970)  Bolts  and  Screws,  Steel,  Low  Alloy, 

d  Precipitation  T/  Bolts  and  Screws,  Steel,  Corrosion  and 

Bolts  and  Screws,  Steel,  Corrosion  and  Moderate 
Treatment  (1970)  Bolts  and  Screws,  Steel,  Corrosion  and 

34fe.  CI  Spec,  for  Alloy  Bars  and  Forgings,  Corrosion  and 

Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and 
Spec,  for  Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and 
Spec,  for  Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and 
Spec,  for  Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and 
Spec,  for  Alloy  Sheet,  Strip  and  Plate,  Corrosion  and 
Spec,  for  Alloy  Castings,  Investment,  Corrosion  and 
Bolts  and  Screws,  Steel.  Low  Alloy 
Spec,  for  Steel  Wire.  Corrosion  and 
d,  2050f  (/  Bolts  and  Screws.  Nickel  Alloy.  Corrosion  and 

ed,  1950{  /  Bolls  and  Screws,  Nickel  Alloy,  Corrosion  and 

ed  1800f  (982.2c)/  Bolts  and  Screws,  Steel.  Corrosion  and 

for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  and  Moderate 
pitation  Heat  Tre/  Spec,  for  Rivets.  Steel.  Corrosion  and 

Spec,  for  Steel  Tubing.  Seamless,  Corrosion  and 
(1971)  Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and 

for  Steel  Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  and 
spec,  for  Steel  Tubing,  Seamless  and  Welded,  Corrosion  and 
for  Steel  Bars,  Forgings,  Tubes,  and  Rings,  Corrosion  and 
Spec,  for  Steel  Tubing,  Seamless  or  Welded.  Corrosion  and 
and  Tempered.  Roll  Th/  Bolts  and  Screws,  Steel,  Low  Alloy 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and 
.  Sheet,  and  Strip  for  Fusi/  Std.  Spec,  for  Stainless  and 

strip  (1969)  Std.  Spec,  for  Stainless  and 

969)  Std.  Spec,  for  High  Strength  Stainless  and 

1969)  Std.  Spec,  for  Stainless  and 

anese  Steel  Plate.  Sheet,  A/  Std.  Spec,  for  Stainless  and 

r  Hot  Rolled  and  Cold  Finished  Age  Hardening  Stainless  and 
ral  Requirements  for  Delivery  of  Flat  Rolled  Stainless  and 

Stainless  and 

ckel  Iron/  Std.  Meth.  for  Chemical  Analysis  of  Stainless. 

Std.  for  Plastic 
Std.  for 

rical  Insulation,  Resin  Bonded  Polyethylene  Terephthalate, 
al  Insulation  Noncrosslinked  Polyvinyl  Chloride,  Flexible, 
I  Insulation,  Thermally  Welded  Polyethylene  Terephthalate, 
I  Insulation  Irradiated  Polyolefin,  Pigmented,  Semi  Rigid, 
cal  Insulation  Irradiated  Polyolefin,  Pigmented,  Flexible, 
1  Insulation  Cross  Linked  Polyolefin,  Pigmented,  Flexible, 
Std.  for  Solder  Sleeves, 
gs  (1969)  ANSI  G55.16  Std.  Meth.  of  Test  for 

for  Photometric  and  Thermal  Test,  of  Air  and  Liquid  Cooled 
.  Meth.  of  Test  for  Corrosivlty  of  Water  in  the  Absence  of 
for  Aluminum  Sheet  and  Plate;  Mechanical  Property  Limits, 
c.  for  Titanium  Alloy  Bars  and  Forgings  6al  -  4v  Annealed, 
anium  Alloy  Bars,  Forgings,  and  Rings  6al-6v-25n  Annealed, 
Std.  Spec,  for  Carbon  Steel  Axles,  Non 
Titanium  Alloy  Forgings  8al-lmo-lv;  Solution 
.  for  Titanium  Alloy  Bars  and  Rings  8al  -Imo  -  Iv  Solution 
Nuts  (1969)  Spec,  for 

e  Flanges,  Forged  Fittings,  and  Valves  and  Parts  Specially 
Std.  Spec,  for  5%  Nickel  Alloy  Steel  Plate,  Specially 
Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Headed, 
(996. 1-1037. 8c)  Solution,  Stabilization  and  Precipitation 
nium  Alloy  Bars  6al-25n-4zr-2mo  Solution  and  Precipitation 
oy  Castings,  Investment  7.05.-0.3mg(356-T51 )  Precipitation 
y  Bars  and  Wire  1 1.5mo-6.0zr-4.5sn  1375f  (746.1c)  Solution 
Castings,  Sand  4.2zn-l  .2ce-0.7zr  (Ze41a-T5)  Precipitation 
(996. 1-1037. 8c)  Solution,  Stabilization,  and  Precipitation 
(996. 1-1037. 8c)  Solution,  Stabilization,  and  Precipitation 
1975f  (1079.4c)  Solution,  Stabilization  and  Precipitation 
gings,  and  Rings  6al  -  6v  -  2sn  Solution  and  Precipitation 
electrode  Vacuum  Induction  Melted  1975f  (1079.4c)  Solution 
pec.  for  Steel  Wire,  Safety,  Corrosion  Resistant,  Solution 
ec.  for  Steel  Wire,  Corrosion  and  Heal  Resistant,  Solution 
or  Aluminum  Alloy  Die  Forgings,  Solution  and  Precipitation 
and  Rings,  6al  -  2sn  -  4zr-2mo,  Solution  and  Precipitation 
Forgings,  and  Rings,  6al  -  4v.  Solution  and  Precipitation 
trode  or  Vacuum  Induction  Melted,  1525  F  (829.4c)  Solution 


Heat  Resistant  (18cr  -  13ni  -  2.5mo)  (1971)  /IFICation 

Heat  Resistant  (19.5cr  -  10.5ni  -  Cb  +  ta)  (1971) 

Heat  Resistant  (1971) 

Heat  Resistant  (1971) 

Heat  Resistant  (23cr  -  13,5ni)  (1971) 

Heat  Resistant  (23cr  -  13.5ni)  (1971)  Spec, 
Heat  Resistant  (25cr  -  20ni)  (1971) 
Heat  Resistant  (25cr  -  20ni)  (1971) 
Heat  Resistant  (25cr  -  20ni)  (1971) 
Heat  Resistant.  Cobalt  Base  -  20cr  -  lOni  -  I5w  (1971) 
Heat  Resistant,  Deep  Drawing  and  Spinning  (1971) 
Heat  Resistant,  Hardened  and  Tempered,  Roll  Threaded  (1 
Heat  Resistant,  Heat  Treated,  Roll  Threaded  Solution  An 
Heat  Resistant,  Heat  Treated.  Roll  Threaded  (1970) 
Heat  Resistant.  Heat  Treated.  Roll  Threaded.  I650f  Heat 
Heat  Resistant.  Nickel  Base 


Heat  Resistant,  Nickel  Base 
Heat  Resistant,  Nickel  Base 
Heat  Resistant,  Nickel  Base 
Heat  Resistant,  Nickel  Base 
Heat  Resistant,  Nickel  Base 
Heat  Resistant,  Nickel  Base 


12.5cr  -  6.0  Mo-2.7  Ti  - 
16.Cr  -  37fe  -  2.9cb  -  1. 
I6cr  -  37fe  -  2.9cb  -  1.8 
16cr  -  37fe  -  2.9cb  -  1.8 
16cr  -  37fe  -  2.9cb  -  1.8 
16cr  -  37fe  -  2  9cb  -  1.8 
7.0cr  -  16.5mo  (1971) 
Heat  Resistant,  Nickel  Base  12cr  -  4.5mo  -  2.0  (Cb  and 
Heat  Resistant.  Normalized  and  Tempered.  Roll  Threaded 
Heat  Resistant.  Solution  Heat  Treated  (1971) 
Heat  Resistant.  Upset  Headed.  Heat  Treated  Roll  Threade 
Heat  Resistant.  Upset  Headed.  Heat  Treated,  Roll  Thread 
Heat  Resistant,  Upset  Headed.  Heat  Treated.  Roll  Thread 
Heat  Resistant.  12cr  -  8.5ni  -  0.30  (Cb  +  Ta)  -  l.Iti  - 
Heat  Resistant,  1650f  Solution  Heat  and  Partially  Preci 
Heat  Resistant,  17cr  -  12.5ni  -  2.5mo  (SAE  30316)  (1971 
Heat  Resistant,  I8cr  -  lO.Sni  (303  +  Cb)  Free  Machining 
Heat  Resistant,  18cr  -  lOni  -  Ti  (SAE  30321)  (1971)  / 
Heat  Resistant,  18cr  -  llni  -  Ti  (SAE  30321)  Hydraulic 
Heat  Resistant.  18cr  -  llni  -  (Cb  -H  Ta)  (SAE  30347)  (19 
Heat  Resistant,  18cr-  llni  -  (Cb  +  ta)  (SAE  30347)  Hydrau 
Heat  Resistant,  220,  000  psi  Tensile  Strength,  Hardened 
Heat  Resistant,  23cr  -  I3.5ni  (309s)  (1971) 
Heat  Resistant;  Nickel  Base  15.5cr  -8.0  Fe  (1970) 
Heat  Resisting  Chromium  and  Chromium  Nickel  Steel  Plate 
Heat  Resisting  Chromium  Nickel  Steel  Plate,  Sheet,  and 
Heal  Resisting  Chromium  Nickel  Steel  Sheet  and  Strip  (1 
Heat  Resisting  Chromium  Steel  Plate,  Sheet,  and  Strip 
Heat  Resisting  Corrosion  Resisting  Chromium  Nickel  Mang 
Heat  Resisting  Steel  Bars  and  Shapes  (1971)  /  Spec.  Fo 

Heat  Resisting  Steel  Plate.  Sheet,  and  Strip  (1969)  /E 
Heat  Resisting  Steels  (1963) 

Heat  Resisting,  Maraging,  and  Other  Similar  Chromium  Ni 
Heat  Shrinkable  Film  (1970) 

Heat  Shrinkable  Fluorocarbon  Plastic  Tubing  (1971) 
Heat  Shrinkable  1.3  to  1  Shrink  Ratio  (1970)  /G,  Elect 

Heat  Shrinkable  1.6  to  1  Shrink  Ratio  (1970)  /Electric 
Heat  Shrinkable  1.6  to  1  Shrink  Ratio  (1970)  /Lectrica 
Heat  Shrinkable  (1971)  /  for  Plastic  Tubing,  Electrica 

Heat  Shrinkable  (1971)  /C.  for  Plastic  Tubing,  Electri 

Heat  Shrinkable  (1971)  /or  Plastic  Moldings,  Electrica 

Heat  Shrinkable,  Insulated  (1970) 

Heat  Stability  of  Steam  Turbine  Shafts  and  Rotor  Forgin 
Heat  Transfer  Luminaires  (1968)  Meth. 
Heat  Transfer  (Weight  Loss  Method)  (1970)  Std 
Heat  Treatable  Alloys  and  Brazing  Sheet  (1970)  Std. 
Heat  Treatable  (1970)  Spe 
Heat  Treatable  (1970)  Tit 
Heat  Treated  and  Heat  Treated,  for  Railway  Use  (1969a) 
Heat  Treated  and  Stabilized  (1970) 

Heat  Treated  and  Stabilized  (1970)  Spec 

Heal  Treated  Carbon  Steel  Track  Bolts,  and  Carbon  Steel 

Heat  Treated  for  High  Temperature  Service  (1968)  /  Pip 

Heat  Treated  for  Pressure  Vessels  (1971) 

Heat  Treated  Roll  Threaded,  2050f  (1121.1c)  Solution  An 


Heat  Treated  (1966) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1970) 
Heat  Treated  (1971) 
Heat  Treated  (1971) 
Heat  Treated  (1971) 
Heat  Treated  (1971) 
Heat  Treated  (1971) 
Heat  Treated  (1971) 


/Acuum  Induction  Melted  1825-1900f 
Tita 

Aluminum  All 
Titanium  Alio 
Magnesium  Alloy 
/Acuum  Induction  Melted  1825-1900 
/Acuum  Induction  Melted  1825-1900 
/Ctrode  or  Vacuum  Induction  Melted 
/Pec.  for  Titanium  Alloy  Bars,  for 
/5co-4.3mo-3.0ti-1.4al  Consumable 

Sp 

Spec.  F 

Spec,  for  Titanium  Alloy  Bars 
Spec,  for  Titanium  Alloy  Bars, 
/  -  l  .lti  -  2.0cu,  Consumable  Elec 
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SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 
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SAE 
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SAE 
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AISI 

ASTM 

use 
use 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

lES 

ASTM 

AA 

SAE 

SAE 

ASTM 

SAE 

SAE 

AREA 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 


AMS5648D 

AMS5681B 

AMS5522C 

AMS5695B 

AMS5574A 
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AMS5606 
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E353 
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Irode  or  Vacuum  Induction  Melted,  1800  F  (982.2c)  Solution 
trode  or  Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution 
trode  or  Vacuum  Induction  Melted,  1800  F  (982.5c)  Solution 
trode  or  Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution 
,  Corrosion  Resistant  (35ni  -  35co  -  20cr  -  lOmo)  Solution 
resistant,  1650f  Solution  Heat  and  Partially  Precipitation 
1750  F  (954.4c)  Solution,  Stabilization,  and  Precipitation 
melted  1650  F  (898.9  C)  Solution  Treated  and  Precipitation 
30v)  Consumable  Electrode  Melted,  1650  F  (898.9c)  Solution 
Std.  Spec,  for  Carbon  Manganese  Silicon  Steel  Plates, 
Std.  Spec,  for  Carbon  Steel  Axles,  Non  Heat  Treated  and 
e.  Corrosion  Resistant,  18cr  -  11.5ni  (SAE  30305)  Solution 
t/  Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 

screws.  Steel,  Corrosion  and  Heat  Resistant,  Upset  Headed, 
Bolts  and  Screws,  Steel,  Alloy 
Bolts  and  Screws,  Titanium  Alloy.  6al-4v, 
Bolls  and  Screws,  Titanium  Alloy  6al-4v,  Upset  Headed, 
oils  and  Screws,  Steel,  Corrosion  Resistant,  Upset  Headed, 
and  Screws,  Steel.  Corrosion  and  Moderate  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 
Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Headed, 
e.  Corrosion  Resistant,  18cr  -  11.5ni  (SAE  30305)  Solution 
Spec,  for  Steel  Bars  and  Forgings,  Nitriding 
ars  and  Forgings,  1.8ni  -  0.25mo  (0.38  -  0.43c)  (SAE  4640) 

Rec.  Pract.  for 
Rec.  Pract.  for 

arbon  and  Ferritic  Alloy  Steels  (1969)  Rec.  Pract.  for 

ion  and  Heat  Resistant,  Heat  Treated,  Roll  Threaded,  1650f 
2050f  (1121.1c)  Solution  and  1650f  (898.9c)  Precipitation 
ded,  Heat  Treated,  Roll  Threaded,  1950f  (1065.6c)  Solution 
n,  and  Ferritic  Steels  with  Tensile  Properties  Enhanced  by 
Test  Meth.  for  Colorfastness  of  Textiles  to  Dry 
th.  of  Test  for  Shrinkage  of  Yarns  in  Boiling  Water  or  Dry 
Resin,  Polyimide,  Thermosetting  High 
Safety  Std.  for  Electrically 
ments  for  Vending  Machines,  Including  Relief  Valves,  Water 
pec.  for  Electric  Resistance  Welded  Carbon  Steel  Feedwater 
d.  Spec,  for  Seamless  Medium  Carbon  Steel  Boiler  and  Super 

Safety  Std.  for  Electrical 
For)  the  Care  and  Maintenance  of  Steam  and  Hot  Water  Unit 
for  Piping,  Trapping  and  Venting  Steam  and  Hoi  Water  Unit 
Safety  Std.  for  Marine  Storage  Tank  Water 
Safety  Std.  for  Marine  Sealed  Combustion  Chamber 
matic  Temperature  Controls  for  Surface  Type  Electric  Water 
Household  Electric  Storage  Tank  Water 
Safety  Std.  for  Electric  Dry  Bath 
Std.  Residential  Controls  (Valves)  for  Gas  Water 
or  Safe  Installation  Requirements  of  Boilers  and  Hot  Water 
idenlial  Temperature  Limit  Controls  for  Electric  Baseboard 
Std.  Spec,  for  Sheathed  Electrical  Resistance 
Std.  for  Installation  of  Residence  Type  Warm  Air 
of  Metallic  Materials  at  Elevated  Temperatures  with  Rapid 
nd  Construction  Requirements  and  Installation  of  Plumbing, 
Rec.  Safe  Pract.  in  Maintenance, 
sion  Tests  of  Metallic  Materials  Under  Conditions  of  Rapid 
for  Chimneys,  Factory  Built,  Residential  Type  and  Building 
(1969)  ANSI  A147.1  Liquid  Fuel  Burning 

Meth.  of  Computation  of  Openings  in 
de  Requirements,  Quality  Control,  Inspection  and  Tests  for 
Code  Requirements  for 
Code  Requirements  for 
Code  Requirements  for 
I  Rec.  Rules  and  Description  for  the  Care  and  Operation  of 
Definitions  Relating  to  Design  and  Welding  of 
Material  Requirements  Code  for 
Code  for  Design  Stresses  and  Minimum  Thicknesses  for 

Design  Code  of 

Pressure  Code  for  Relieving  Devices  for  Safety  of 
Code  for  Safety  Tests,  Inspection,  Stamping  of 
Code  for  Instruments,  Fittings,  Controls  of 
Material  Requirements  Code  for 
Code  for  Welding  Processes  and  Quahfications  for 
Design  Code  of  Weldments  for 
Code  for  Fabrication  Requirements  for 
Inspection  Code  of 

e  for  Brazing  Processes,  Procedures  and  Qualifications  for 
al  Code  Requirements  for  All  Materials  of  Construction  for 
meth.  of  Calculating  a  Welded  Ring  Reinforced  Furnace  (for 
est.  and  Rating  Co/  Std.  for  Net  Load  Recommendations  for 

Std.  Safely  Requirements  for  Temporary  and  Portable  Space 
Safely  Std.  for  Marine  Electric 
el  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrical 

Std.  Test  Meth.  for 
Std.  Test  Meth.  for  Color  After 
Std.  Meth.  for  Loss  on 
Std.  Test  Meth.  for  Color  After 


Heat  Treated  (1971)  /  -  2.9cb  -  1.8li,  Consumable  Elec 

Heat  Treated  (1971)  /  -  2.9cb  -  l.Sti,  Consumable  Elec 

Heat  Treated  (1971)  /  -  2.9cb  -  l.Sti,  Consumable  Elec 

Heat  Treated  (1971)  /  -  2.9cb  -  l.Sti,  Consumable  Elec 

Heat  Treated  (1971)  /Ec.  for  Alloy  Bars,  High  Strength 

Heat  Treated  (1971)  /Ivets,  Steel,  Corrosion  and  Heat 

Heat  Treated  (1971)  /Rode  or  Vacuum  Induction  Melted, 

Heat  Treated  (1971)  /Ti  -  0.30v)  Consumable  Electrode 

Heat  Treated  (1971)  /(15cr  -  26ni  -  1.3mo  -  2. Hi  -  0. 

Heal  Treated,  for  Pressure  Vessels  (1969) 
Heal  Treated,  for  Railway  Use  (1969a) 

Heal  Treated,  Rivet  Wire  (1971)  Spec,  for  Steel  Wir 

Heat  Treated,  Roll  Threaded  Solution  and  Precipitation 

Heal  Treated,  Roll  Threaded  ISOOf  (982.2c)  Solution  and 

Heat  Treated,  Roll  Threaded  (1970) 

Heat  Treated,  Roll  Threaded  (1970) 

Heat  Treated,  Roll  Threaded  (1970) 

Heat  Treated,  Roll  Threaded  (1970) 

Heal  Treated,  Roll  Threaded  (1970)  Bolls 
Heat  Treated,  Roll  Threaded,  1650f  Heat  Treatment  (1970 
Heat  Treated,  Roll  Threaded,  1950f  (1065.6c)  Solution  H 
Heat  Treated,  Safety  Wire  (1971)  Spec,  for  Steel  Wir 

Heat  Treated,  Tensile  (1971) 

Heat  Treated,  125,  000  psi  (862  Mn/M(2))  Tensile  Slrengt 
Heat  Treatment  of  Aluminum  Alloy  Castings  (1965) 
Heat  Treatment  of  Magnesium  Alloy  Castings  (1965) 
Heat  Treatment  of  Pipe  Bends  and  Formed  Components  of  C 
Heat  Treatment  (1970)  Bolts  and  Screws,  Steel.  Corros 

Heat  Treatment  (1970)  /Ed,  Heat  Treated  Roll  Threaded, 

Heat  Treatment  (1970)  /N  and  Heal  Resistant,  Upset  Hea 

Heat  Treatment  (1971)  /Slant  Linings,  Cast  Ductile  Iro 

Heat  (Excluding  Pressing)  (1971) 

Heat  (1971)  ANSI  L14. 190  Std.  Me 

Heat  (29nc  (554f))  Resistant  (1970) 
Heated  Bedding  (1970) 

Heater  Tanks,  and  Gas  Appliances  (1967)  /Afety  Require 

Heater  Tubes  (1969)  ANSI  B36.59  Std.  S 

Heater  Tubes  (1971)  ANSI  B125. 10  St 
Healers  for  Use  in  Hazardous  Locations  (1971) 


Heaters  (1961) 
Heaters  (1963) 
Heaters  (1965) 
Heaters  (1966) 
Heaters  (1967) 
Heaters  (1970) 
Heaters  (1970) 
Heaters  (1971) 
Heaters  (1971) 
Heaters  (1971) 


(Application  Guide 
Application  Guide 


Code  F 
Std.  for  Res 


IN  A 


Co 


Heaters,  for  Nuclear  or  Other  Specialized  Service  (1971 
Heating  and  Air  Conditioning  Systems  (1971) 
Healing  and  Conventional  or  Rapid  Strain  Rates  (1969) 
Healing  and  Electrical  Systems  (1969)  ANSI  A119.1 
Heating  and  Illumination  in  Metal  Casting  (1970) 
Healing  and  Short  Times  (1968)  /  and  Creep  Rupture  Ten 

Healing  Appliance  (1971)  ANSI  A131.1  Safety  Std, 

Healing  Appliances  for  Mobile  Homes  and  Travel  Trailers 
Heating  Boiler  Shells  (1971) 
Healing  Boilers  Constructed  of  Cast  Iron  (1971) 
Heating  Boilers  Constructed  of  Wrought  Materials  (1971) 
Heating  Boilers  Fabricated  by  Brazing  (1971) 
Heating  Boilers  Fabricated  by  Welding  (1971) 
Heating  Boilers  (Firelube,  Watertube  and  Cast  Iron  Type 
Healing  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Healing  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers  (1971) 
Heating  Boilers)  (1971) 

Heating  Boilers;  Baseboard  and  Finned  Tube  Radiation;  T 
Heating  Devices  and  Equipment  Used  in  the  Construction 
Healing  Devices  (1967) 

Heating  Elements  (1971)  ANSI  Z155.17  /N  or  Rolled  Nick 

Healing  Loss  of  Carbon  Black  (R1969) 
Healing  of  Drying  Oils  (Heat  Bleach)  (1969) 
Heating  of  Drying  Oils  (R1969) 
Heating  of  Fatty  Acids  (R1969) 


Cod 
Gener 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

AFS 

AFS 

PFI 

SAE 

SAE 

SAE 

ASME 

AATCC 

ASTM 

SAE 

UL 

NAMA 
ASTM 
ASTM 
UL 

AMCA 
AMCA 
UL 
UL 

NEMA 

UL 

UL 

NEMA 

ASME 

NEMA 

ASTM 

NFPA 

ASTM 

NFPA 

AFS 

ASTM 

UL 

UL 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

MCAA 

ANSI 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


AMS5605 

AMS5606 

AMS5701 

AMS5702 

AMS5758 

AMS7235A 

AMS5703 

AMS5737E 

AMS5734C 

A537 

A21 

AMS5686C 

AMS7478G 

AMS7477B 

AMS7452J 

AMS7460B 

AMS7461 A 

AMS7474A 

AMS7470F 

AMS7479C 

AMS7471B 

AMS5685F 

AMS6472A 

AMS6317C 

NF656-13 

NF656-14 

ES6 

AMS7479C 
AMS7469A 
AMS747IB 
BPVC8-1-C 
117 

D2259 

AMS3618 

964 

•1-800 

A557 

A210 

823 

BUL-12 

BUL-15 

1126 

1117 

DC5 

174 

S75 

DC6 

BPVC 

DCIO 

E420 

90B 

E15I 

501B 

5 

E150 
103 
307A 
BPVC 

BPVCIVHC 

BPVCIVHF 

BPVCIVHB 

BPVCIVH\"4 

BPVCVI 

BPVCIVE 

BPVCIVHF2 

BPVCIVHF3 

BPVCIVHG3 

BPVC 

BPVCIVHG5 

BPVCIVHG6 

BPVCIVHW5 

BPVCIVHW6 

BPVCIVHW7 

BPVCIVHW8 

BPVCIVHW9 

BPVCIVHB12 

BPVCIVHG 

BPVC 

'1 

AlO.lO 

1131 

B344 

D1509 

D1967 

D1960 

D19S1 
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Std.  Terminology  and  Classification  for  Gasoline  and 
erials  at  Elevated  Temperatures  with  Conventional  or  Rapid 
Rec.  Pracl.  and  Std.  Covering  Boat 
Std.  for  Load  Control  for  Use  on  Central  Electric 
Std.  Test  Meth.  for  Weight  Loss  of  Plasticizers  on 
ance  with  Temperature  of  Metallic  Materials  for  Electrical 
el  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Electrical 
d  Fittings)  Handbook  Including  Std.  Types  for  Plumbing  and 
ers,  Truck  Campers,  Motor  Homes)  Installation  of  Plumbing, 
Safety  Std.  for  Limit  Controls  (Air  Conditioning, 
National  Building  Code  of  Heat  Producing  Appliances, 
ng  Code  for  the  Installation  of  Heat  Producing  Appliances, 
Std.  Graphical  Symbols  for 


shes  (1970) 
rs  (1969) 

d  Pumping  Units  (1969) 


Rec.  Std.  for 
Tent  Test  Meth.  for  Black 
Std.  Pract  for  Spur, 
Std.  Pract. 

Std.  for  Surface  Durability  (Pitting)  of 
Spec,  for  Measurement  of  Sound  on  High  Speed 
Std.  Pract.  for  High  Speed 
(1969)  Std.  Pract.  for 

mills.  Kilns  and  Dryers  (1970)  Std.  Design  Practice  for 

Manual  on  Design  and  Application  of 
d.  Meth.  of  Test  for  Thermal  Deflection  Rate  of  Spiral  and 

Rec.  Spec,  for 

ract.  for  Single  and  Double  Reduction  Cylindrical  Worm  and 
Geometry  Factors  for  Determining  the  Strength  of  Spur, 
Std.  Pract.  for  Gearmotors  Using  Spur, 
Std.  Spec,  for 
Air  Conditioning, 

aircraft  Rescue  and  Fire  Fighting  Services  at  Airports  and 
ct.  for  Determining  Hermeticity  of  Electron  Devices  with  A 
Rec.  Pract.  and  Std.  to  Assure  Good  Visibility  From  the 
Std.  for  Safety  Requirements  for  Industrial  Protective 
Spec,  for  Motorcycle  Safety 
Std.  for  Protective  Headgear 
and  Visually  Graded  Lumber  of  Douglas  Fir,  Southern  Pine, 
uggested  Meth.  for  the  Calibration  of  Reflectance  Std.  for 
rade  Stamps  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast 
ading  Rules  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast 
1969)  Std.  Meth.  for  Analysis  of  High  Purity  (N-) 

Std.  Test  Meth.  for 

nd  Refrigerating  Equipment  (1971/  Safely  Std  for  Sealed 

trometer  Leak  Detector/  Tent.  Rec.  Pract.  for  Determining 

Std.  for 

try  Factors  for  Determining  the  Strength  of  Spur,  Helical, 
Std.  Pract.  for  Gearmotors  Using  Spur,  Helical, 
Std.  Pract.  for  Spur,  Helical  and 
its  (1969)  Std.  Pract  Helical  and 

Std.  for  Surface  Durability  (Pitting)  of  Helical  and 
Spec,  for  Measurement  of  Sound  on  High  Speed  Helical  and 
Std.  Pract.  for  High  Speed  Helical  and 
Std.  Pract.  for  Helical  and 
and  Dryers  (1970)  Std.  Design  Practice  for  Helical  and 

al  Power  Unit,  Transportable  115/200  Volt  Ac  (Nominal)  400 
d  (1970)  Tent.  Meth.  of  Test  for  Yield  Stress  of 

Std.  for  Square  and 
Std.  for  Square  and 

Std.  for  Hi  Head  Finished 
Std.  for  Prevailing  Torque  Type  Steel 
Spec,  for 

If  Locking  and  Nonlocking  (1970)  Bolt, 
elf  Locking  and  Nonlocking  (1970)  Bolt, 
f  Locking  and  Nonlocking  (1970)  Bolt, 
f  Locking  and  Nonlocking  (1970)  Bolt, 
thread,  Self  Locking  and  Nonlocking  (1970)  Bolt, 
t  Thread,  Self  Locking  and  Nonlocking  (1970)  Bolt, 
nlocking  (1970)  Screw, 
eking  (1970)  Screw, 
thread,  Nonlocking  (1970)  Screw, 
ification  Marking  of  Grades  B  and  C  Prevailing  Torque  Type 
Std.  for  Prevailing  Torque  Type  Steel 
Square  and 

h.  of  Test  for  Nitrogen  and  Carbon  Tetrafluoride  in  Sulfur 
Std.  Test  Meth.  for  Acidity  of  Sulfur 
Std.  Spec  for  Sulfur 
Std,  for  Square  Head,  Slotted  Headless, 
Rec.  Pract.  for 

ilway  Cars)  (1970)  Std.  for  Cap  Screws  and  Finished 

Std.  Spec,  for  Alloy  Steel  Wire  for  Cold  Heading  of 

Std.  for 


Heating  Oil  Marketers  (1959)  API  '2 

Heating  Rates  and  Strain  Rates  (R1969)  /F  Metallic  Mat  ASTM  E209 

Heating  Systems  (1970)  ABYC  A7 

Heating  Systems  (1971)  EEI  71-43 

Heating  (1969)  ASTM  D2288 

Heating  (1970)  ANSI  Z155. 2  /  Test  for  Change  of  Resist  ASTM  B70 

Heating  (1970)  ANSI  Z155..1  /Elerated  Life  Test  of  Nick  ASTM  B76 

Heating,  Air  Conditioning  and  Refrigeration  (1965)  /An  CDA  405/9 

Heating,  and  Electrical  Systems  (1970)  /  Camping  Trail  NFPA  501C 

Heating,  Ventilating  and  Processing  Systems)  (1970)  UL  353 

Heating,  Ventilating,  Air  Conditioning,  Blower  and  Exha  AIA  CO-l-XI 

Heating,  Ventilating,  Air  Conditioning,  Blower  and  Exha  AIA  CO-8 

Heating,  Ventilating,  and  Air  Conditioning  (R1953)  ANSI  Z32.2,4 

Heddle  Bar  Wire  (1962)  SWA  *1I5 

Heddle  End  Brace  Wire  (1962)  SWA  *116 

Heddle  Wire  (Flat)  Drop  Wire  (1962)  SWA  '117 

Heddle  Wire  (1970)  SWA  '47 

Heel  Marking  Tendencies  of  Waxes  and  Polymer  Floor  Fini  ASTM  D2869 

Helical  and  Herringbone  Gear  Shaft  Mounted  Speed  Reduce  AGMA  480.04 

Helical  and  Herringbone  Gear  Speed  Reducers  tor  Oilfiel  AGMA  422.02 

Helical  and  Herringbone  Gear  Teeth  (1969)  AGMA  211.02 

Hehcal  and  Herringbone  Gear  Units  (1968)  AGMA  295.03 

Helical  and  Herringbone  Gear  Units  (1969)  AGMA  421.06 

Helical  and  Herringbone  Gearing  for  Oilfield  Mud  Pumps  AGMA  424.01 

Helical  and  Herringbone  Gears  for  Cylindrical  Grinding  AGMA  321.05 

Helical  and  Spiral  Springs  (Hs9)  (1968)  SAE  J795 

Helical  Coils  of  Thermostat  Metal  (1970)  ANSI  Z155. 20  ASTM  B389 

Helical  Spring  Lock  Washers  (1970)  HWI  *l 

Helical  Worm  Speed  Reducers  (1971)  Std.  P  AGMA  440.04 

Helical,  Herringbone  and  Bevel  Gear  Teeth  (1970)  AGMA  226.01 

Helical,  Herringbone  and  Spiral  Bevel  Gears  (1971)  AGMA  460.05 

Helically  Corrugated  Aluminum  Alloy  Culvert  Pipe  (1965)  AASHO  M211 

Helicopter,  General  Requirements  for  (1970)  SAE  ARP292B 

Heliports  (1971)  ANSI  Z213.1  Rec.  Pract.  for  NFPA  403 

Hehum  Mass  Spectrometer  Leak  Detector  (1970)  /Ec.  Pra  ASTM  F134T 

Helm  Position  for  Safe  Operation  (Boats)  (1970)  ABYC  HI 

Helmets  for  Electrical  Workers,  Class  B  (1971)  ANSI  Z89.2  . 

Helmets  (1967)  MIC  *\ 

(Helmets)  (1970)  SMF  *1 

Hem-Fir,  and  Lod^epole  Pine  (1971)  /Mber  Using  E  Rated  AITC  120 

Hemispherical  Geometry  (1971)  TAPPI  T679SU 

Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  Spruce)  WCLIB  »1 

Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  Spruce)  WCLIB  16 

Heptane  and  Isooctane  by  Capillary  Gas  Chromatography  ASTM  D2268 

Heptane  Miscibihty  of  Lacquer  Solvents  (RI968)  ASTM  DI476 

(Hermetic  Type)  Motor  Compressors  for  Air  Conditioning  A  UL  984 

Hermeticity  of  Electron  Devices  with  a  Helium  Mass  Spec  ASTM  F134T 

Hermeticity  Test,  of  Microelectronic  Devices  (1971)  SAE  AS1142 

Herringbone  and  Bevel  Gear  Teeth  (1970)  Geome  AGMA  226.01 

Herringbone  and  Spiral  Bevel  Gears  (1971)  AGMA  460.05 

Herringbone  Gear  Shaft  Mounted  Speed  Reducers  (1969)  AGMA  480.04 

Herringbone  Gear  Speed  Reducers  for  Oilfield  Pumping  Un  AGMA  422.02 

Herringbone  Gear  Teeth  (1969)  AGMA  211.02 

Herringbone  Gear  Units  (1968)  AGMA  295.03 

Herringbone  Gear  Units  (1969)  AGMA  421.06 

Herringbone  Gearing  for  Oilfield  Mud  Pumps  (1969)  AGMA  424.01 

Herringbone  Gears  for  Cylindrical  Grinding  Mills,  Kilns  AGMA  321.05 

Hertz,  3  Phase  4  Wire  (Grounded  Neutral)  Y  Connected  Sy  SAE  ARPl  148 

Heterogeneous  Propellants  by  the  Cone  Penetration  Metho  ASTM  D2884T 

Hex  and  Wing  Nuts  (1970)  IFI  SEC.D 

Hex  Bolts  and  Screws  (1970)  IFI  SEC. A 

Hex  Bolts  (1969)  SAE  J105 

Hex  Bolts  (1969)  SAE  J871A 

Hex  Flange  Locknuts  (1969)  IFI  107 

Hex  Flange  Screws  (1970)  IFI  111 

Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Se  NSA  6604-20 

Hex  Head,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  S  NSA  6203-20 

Hex  Head,  Close  Tolerance,  A286  CRES,  Long  Threads,  Sel  NSA  6704-20 

Hex  Head,  Close  Tolerance,  A286  CRES,  Short  Thread,  Sel  NSA  6303-20 

Hex  Head,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Long  NSA  6804-20 

Hex  Head,  Close  Tolerance,  6al-4v,  Titanium  Alloy,  Shor  NSA  6403-20 

Hex  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full  Thread,  No  NSA  5900-3 

Hex  Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Nonlo      NSA  6000-3 

Hex  Head,  Tri  Wing  Recess,  6al-4v  Titanium  Alloy,  Full  NSA  6100-3 

Hex  Locknuts  (1968)  Std.  for  Grade  and  Source  Ident  IFI  108 

Hex  Locknuts  (1969)  IFI  100 

Hex  Nuts  (1969)  SAE  J104 

Hexachlorophene  (1958)  CTFA  73 

Hexafluoride  by  Gas  Chromatography  (1971)  Std.  Met  ASTM  D2685 

Hexafluoride  (1968)  ANSI  C59.120  ASTM  D2284 

Hexafluoride  (1971)  ASTM  D2472 

Hexagon  and  Sphne  Socket  Set  Screws  (1970)  IFI  SEC. 

Hexagon  Bar  Sizes  for  Fluid  Fittings  (1970)  SAE  ARPl 201 

Hexagon  Head  Bolts  for  Journal  Roller  Bearing  Boxes  (Ra  AAR  MSRP-L-28 

Hexagon  Head  Bolts  (1968)  ASTM  A547 

Hexagon  High  Nuts  (1968)  SAE  J482A 
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Std.  Meth.  of  Test  for 
Std.  for  Cis-3 

Gas  Chromatographic  Procedure  for  Cis-3 
Gas  Chromatographic  Procedure  for  Cis-3 
Sid.  for  Methyl 
Spectrum  for  Methyl 
Std.  Pract.  for  Export  of  USA  Packer 
Std.  Test  Meth.  for 
Tent.  Test  Meth.  for 
cted  of  Carbon  and  Low  Alloy  Steels,  Nonferrous  Materials, 
mical  Analysis  of  Tool  Steels  and  Other  Similar  Medium  and 
Std.  Meth.  for  Chemical  Analysis  of  Fireclay  and 
Is  for  Line  Closing  Switching  Surge  Voltage  Control  for  Ac 
Contemporary  Bearing  Wall  (for 
Spec,  for 
Std.  Spec,  for  Hot  Worked 
Ball,  Low  Chromium 
Rec.  Std.  for  Hose  (Rubber  or  Synthetic)  Wire  (Round, 
Rec.  Std.  for  Reed  Wire 
Rec.  Std.  for  Spoke  Wire 

Test  Meth.  and  Performance  Requirements  for 
Std.  Meth.  of  Panel  Spalling  Test  for 
1B132.I  Safety  Std.  for 

Rec.  Pract.  for  Exposure  of  Adhesive  Specimens  to 

Std.  for 

Std.  Bullet  Proof  Door  for 
Std.  Magazine  (Brick)  for  Storage  of  Dynamite  and  Similar 
ne  (Sand  Filled  Walls)  for  Storage  of  Dynamite  and  Similar 
Oil;  Fluorescent  Penetrant, 
Std.  for  Limiting  Contour  of  Brake  Shoes; 
.  for  Modified  Go  Gage  for  Brake  Heads  for  Either  Metal  or 
fied  Go  and  No  Go  Gage  for  Brake  Heads  for  Either  Metal  or 
r  or  Goniophotome/  Std.  Meth.  for  Measurement  of  Gloss  of 

Std.  Spec,  for 
Std.  Meth.  of  Sampling  and  Test. 
Resin,  Polyimide,  Thermosetting 
test.  Procedure  for  Delamination  of  Adhesive  Bonds,  Due  to 

Safety  Std.  for 

s  (1970)  Safety  Std.  for 

Std.  Spec,  for 

Controls;  Electric  Industrial  Trucks, 
Brakes,  Electric  Truck, 
Rec.  Prac.  for  Supplemental 
Std.  for  Hexagon 
Std.  for 
Std.  for  Cartridge  and 
at  of  Combustion  of  Hydrocarbon  Fuels  by  Bomb  Calorimeter 
Std.  Spec,  for  Carbon  and  Alloy  Steel  Nuts  for  Bolts  for 
Std.  for  Fabrication  and  Installation  of 
ss  or  Welded,  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304) 

Std.  for 

(1971)  Std.  for  Valves, 

Tent.  Meth.  for 

Std.  Spec,  for  Seamless  Carbon  Steel  Boiler  Tubes  for 
Std.  Spec,  for  Electric  Fusion  Welded  Steel  Pipe  for 
tance  Welded  Carbon  Steel  Boiler  and  Superheater  Tubes  for 
Thread  Compounds  (for  Casing  and  Tubing  Connections  in 
ssemblies.  Aircraft  and  Missile,  High  Temperature  (400  F), 
Std.  Meth.  of  Test  for  Freezing  Points  of 
Std.  Meth.  for  Spectrochemical  Analysis  of 
Chromatography  (1969)  Std.  Meth  for  Analysis  of 

Meth.  for  Preparation  of  Reference 
Spec,  for  Measurement  of  Sound  on 
Std.  Pract.  for 

creen  Residue  of  Paper  Coating  Clays  and  Related  Pigments 
tterF(1971)  Std.  for  Drills, 

Std.  Spec,  for 

itive  Tape  (1970) 

Std.  Test.  Meth.  for  Tensile  Properties  of  Plastics  at 

Spec,  tor 

,  for  Pressure  Vessels  (1969a)  ANSI  G35.1/  Std.  Spec,  for 

essed  Concrete  (1965)  Std.  Spec,  for  Very 

ructural  QuaUty  (1968)  Std.  Spec,  for 

lied  /  Std.  Spec,  for  General  Requirements  for  Carbon  and 

teel  (1970a)  Std.  Spec,  for 

i  Minimum  Yield  Point  to  4  In.  Thick  (197/  Std.  Spec,  for 

i  Minimum  Yield  Point  to  4  In.  Thick  (197/  Std.  Spec,  for 

Spec,  for 

kel  Steel  Sheet  and  Strip  (1969)  Std.  Spec,  for 

including  Suitable  Nuts  and  Plain  Hardene/  Std.  Spec,  for 

971)  ANSI  G52.1  Std.  Spec,  for 

Std.  for  Cam  Follower,  Needle  Bearing, 


Hexane  Extractable  Matter  in  Water  (1969) 

Hexenol  (1968) 

Hexenol  (1968) 

Hexenyl  Acetate  (1968) 

Hexyl  Ketone  (1970) 

Hexyl  Ketone  (1970) 


des  (1961) 

ding  Power  of  Nonchromatic  Paints  (1969) 
ding  Power  of  Paints  (1969) 

gh  Alloy  Steel,  Cast  Iron,  Integrally  Clad  Plate  or  W 

gh  Alloy  Steels  (1970)  Std.  Meth.  for  Che 

gh  Alumina  Refractories  (1970) 

gh  and  Circuit  Breakers  Rated  on  a  Symmetrical  Curren 

gh  Buildings)  (Tech.  Notes)  (1970) 

gh  Carbon  Steel  Joint  Bars  (1969) 

gh  Carbon  Steel  Tie  Plates  (1968) 

gh  Carbon  Steel  (1970) 

gh  Carbon)  (1970) 

gh  Carbon)  (1970) 

gh  Carbon)  (1970) 

gh  Copper  Alloys  in  Foundry  Pract.  (1965) 
gh  Density  Polyethylene  Plastic  Bottles  (1969) 
gh  Duty  Fireclay  Brick  (1970) 

gh  Efficiency  Particulate  Air  Filter  Units  (1971)  ANS 

gh  Energy  Radiation  (1970) 

gh  Expansion  Foam  Systems  (1970) 

gh  Explosives  Magazines  (1968) 

gh  Explosives  (1968) 

gh  Explosives  (1968)  Std.  Magazi 

gh  Fluorescence,  Solvent  Soluble  (1970) 

gh  Friction  Composition  Type  (Railway  Cars)  (1970) 

gh  Friction  Shoes  (1970)  Std 

gh  Friction  Shoes  (1970)  Std.  for  Modi 

gh  Gloss  Metal  Surfaces  Using  Abridged  Goniophotomete 

gh  Gravity  Glycerin  (1969) 

gh  Gravity  Glycerin  (1969) 

gh  Heat  (290c  (554f))  Resistant  (1970) 

gh  Humidity,  of  Fibre  Tubes  and  Cores  (1968)  Std. 

gh  Interrupting  Capacity  Class  K  Fuses  (1970) 

gh  Interrupting  Capacity  Fuses;  Current  Limiting  Type 

gh  Leaded  Tin  Bronze  Sand  Castings  (1970) 

gh  Leaded  Tin  Bronzes  in  Foundry  Pract.  (1965) 

gh  Lift  Order  Picker  (1968) 

gh  Lift  Order  Picker  (1968) 

gh  Mounted  Stop  and  Turn  Signal  Lamps  (Rear)  (1970) 
gh  Nuts  (1968) 

gh  Performance  Thread  Rolling  Screws  (1970) 

gh  Permeability  Type  Filters  for  Swimming  Pools  (1971 

gh  Precision  Meth.)  (1970)  ANSI  Z11.192  /Test  for  He 

gh  Pressure  and  Temperature  Service  (1969)  ANSI  E38.1 

gh  Pressure  Decorative  Laminates  (1970) 

gh  Pressure  Hydraulic  (1971)  /R  Steel  Tubing,  Seamle 

gh  Pressure  Oxygen  System  Filler  Valve  (1971) 

gh  Pressure  Oxygen,  Line  Shut  Off,  Manually  Operated 

gh  Pressure  Pump  Test,  of  Hydraulic  Oils  (1970) 

gh  Pressure  Service  (1969)  ANSI  B125.7 

gh  Pressure  Service  (1971) 

gh  Pressure  Service  (1971)  ANSI  B125.I2  /Ctric  Resis 

gh  Pressure  Well  Service)  (1960) 

gh  Pressure  (4000  psi)  (1971)  Hose  A 

gh  Purity  Hydrocarbons  (1970)  ANSI  Z11.88 

gh  Purity  Iron  for  Silicon  and  Aluminum  (1971) 

gh  Purity  (N-)  Heptane  and  Isooctane  by  Capillary  Gas 

gh  Reflectance  White  Powder  Tablets  (1968) 

gh  Speed  Helical  and  Herringbone  Gear  Units  (1968) 

gh  Speed  Helical  and  Herringbone  Gear  Units  (1969) 

gh  Speed  Mixer  Meth.)  (1971)  Suggested  Meth.  for  S 

gh  Speed  Steel  Threaded  Shank,  Sizes  1/16  In.  Thru  Le 

gh  Speed  Tool  Steel  (1969) 

gh  Speed  Unwind  Adhesion  Test  Meth.  for  Pressure  Sens 
gh  Speeds  (1969) 

gh  Strength  Adhesive  Bonded  Units  of  Limestone  (1967) 
gh  Strength  Adhesives  Used  on  Limestone  (1967) 
gh  Strength  Alloy  Steel  Plates,  Quenched  and  Tempered 
gh  Strength  Alloy  Steel  Reinforcement  Bars  for  Prestr 
gh  Strength  Low  Alloy  Columbium  Vanadium  Steels  of  St 
gh  Strength  Low  Alloy  Steel  (1958) 
gh  Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Ro 
gh  Strength  Low  Alloy  Structural  Manganese  Vanadium  S 
gh  Strength  Low  Alloy  Structural  Steel  with  50,000  ps 
gh  Strength  Low  Alloy  Structural  Steel  with  50,000  ps 
gh  Strength  Seamless  Steel  Casing  and  Tubing  (1970) 
gh  Strength  Stainless  and  Heat  Resisting  Chromium  Nic 
gh  Strength  Steel  Bolts  for  Structural  Steel  Joints, 
gh  Strength  Steel  Castings  for  Structural  Purposes  (1 
gh  Strength  Stud  (1970) 
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r  High  Strength  Yellow  Brass  (Manganese  Bronze)  and  Leaded  H 

d  High  Strength  Yellow  Brass  (Leaded  Mang/  Std.  Spec,  for  H 

ings  (1970)  Std.  Spec,  for  Leaded  H 

H 

-  lOmo)  Solution  Heat  Treated  (197/  Spec,  for  Alloy  Bars,  H 

Rec  Pract.  for  H 

(1970)  H 

Pressure  Sensitive  Tape  Adhesion  Test  Meth.  Resistance  to  H 

nation  of  Water  Vapor  Transmission  Rate  Sheet  Materials  at  H 

Spec,  for  Brazing  Filler  Metal.  H 

pm  Type  70  -  /  Spec,  for  Rings,  Sealing,  Synthetic  Rubber  H 

se  Assembly,  Convoluted,  Tetrafluoroethylene,  for  Aircraft  H 

ethylene,  for  Aircraft  High  Temperature  Fluid  Systems  (1/  H 

itic  Stainless  Steel  Bars,  Forgings,  and  Forging  Stock  for  H 

Fittings,  and  Valves  and  Parts  Specially  Heat  Treated  for  H 

eel  Pipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for  H 

for  Carbon  Steel  Castings  Suitable  for  Fusion  Welding  for  H 

Steel  Castings  for  Pressure  Containing  Parts  Suitable  for  H 

Std.  Spec,  for  Alloy  Steel  Bolting  Materials  for  H 

Std.  Spec,  for  Ferritic  and  Austenitic  Steel  Castings  for  H 

langes.  Forged  Fittings  and  Valves  and  Parts  for  Corrosive  H 

Std.  Spec,  for  Austenitic  Steel  Forged  and  Bored  Pipe  for  H 

el  Pipe  Flanges,  Forged  Fittings,  and  Valves  and  Parts  for  H 

Test  Meth.  for  Autoclave  Corrosion  Test,  of  Metals  in  H 

esion  Test  Meth.  for  Pressure  Sensitive  Tape  Resistance  to  H 

1)  Hose  Assemblies,  Aircraft  and  Missile,  H 

ar  Iron,  Nickel,  And/  Std.  Meth.  for  Chemical  Analysis  of  H 

Spec,  for  Brazing  Filler  Metal,  H 

Spec,  for  H 

Spec,  for  H 

Std.  for  Electron  Beam  H 

ventilations  and  Air  Conditioning  Systems  (1969)  H 

Std.  Rated  Control  Voltages  and  Their  Ranges  for  H 

d  Total  Current  Basis  (1969)  Guide  Specifications  for  Ac  H 

rrent  Basis  (1970)  Supplement  to  Test  Procedure  for  Ac  H 

de  for  Calculation  of  Fault  Currents  for  Application  of  Ac  H 

basis  (19/  Std.  for  Schedules  of  Preferred  Ratings  for  Ac  H 

terrupting  Capability  Factors  for  Reclosing  Service  for  Ac  H 

Std.  for  H 
H 

Std.  for  H 

Std.  Wet  Process  Porcelain  Insulators  (H 

ec.  Pract.  for  Quality  Control  of  X-Radiation  Emitted  From  H 

Type,  Self  Cooled,  Three  Phase  Distribution  Transformers;  H 

Std.  for  Power  Steering  Pressure  Hose,  H 

late.  Suitable  for  Welding  (1969a)  ANSI  G/  Std.  Spec,  for  H 

eel  Bars,  Corrosion  Resistant  (18cr  -  9ni)  Free  Machining,  H 

or  Underground  Type  Single  Phase  Distribution  Transformers  H 

compartmental  Type  Single  Phase  Distribution  Transformers,  H 

bon  Steel  Plates  for  Pressure  Vessels  for  Intermediate  and  H 

Std.  Spec,  for  Steel  Castings  for  H 

he  Classification  of  Soils  and  Soil  Aggregate  Mixtures  for  H 

Std.  for  Pressure  Preserved  Wood  for  H 

Spec,  for  H 

y  Safety  (1967)  H 

Std.  Spec,  for  Wire  Rope  and  Fittings  for  H 

Std.  Spec,  for  Corrugated  Sheet  Steel  Beams  for  H 

a  Guide  for  H 

ec.  for  Design  and  Construction  of  Structural  Supports  for  H 

pling  Stone,  Slag,  Gravel,  Sand  and  Stone  Block  for  Use  As  H 

Std.  Spec,  for  Weights  and  Balances  Used  in  the  Test,  of  H 

Rec.  Use  of  Various  Types  of  H 

Highway  Design  and  Operational  Pract.  Related  to  H 

rucks.  School  Buses,  Trailers  and  Semitrailers,  for  Normal  H 

ng  (Short  Hauls);  Road  Graders;  Mining  and  Logging  Trucks  (H 

Rec.  Pract.  for  Off  H 

Spec,  for  H 

for  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  H 

Rec.  Pract.  for  Fusible  Links  for  H 

d  Plastics  /  Rec.  for  Single  Compartment  Pneumatic  Hopper  H 

eloading  Inspection  of  Single  Compartment  Pneumatic  Hopper  H 

ipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Pneumatic  Hopper  H 

r  Homogeneous  Perforated  Bituminous  Fiber  Pipe  Systems  for  H 

the  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  H 

for  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  H 

hickness  Design  Full  Depth  Asphalt  Pavement  Structures  for  H 

c.  for  Graded  Aggregate  Material  for  Bases  or  Subbases  for  H 

or  Vehicles,  Trailers,  and  Semitrailers  Operated  on  Public  H 

St  Areas  for  the  National  System  of  Interstate  and  Defense  H 

king  of  Agricultural  Equipment  and  Industrial  Equipment  on  H 

king  of  Agricultural  Equipment  and  Industrial  Equipment  on  H 

An  Informational  Guide  for  Physical  Maintenance  of  H 

Rec.  for  Public  Lighting  Needs  for  Streets,  H 

Performance  Test  for  Std.  Steel  Doors,  Frames,  Anchors,  H 

Rec.  Std.  for  Hood  H 

ents)  (1969/  Rec.  Pract.  for  Vehicle  (Car)  Passenger  Door  H 


gh  Strength  Yellow  Brass  (Leaded  Manganese  Bronze)  Sa 
gh  Strength  Yellow  Brass  (Manganese  Bronze)  and  Leade 
gh  Strength  Yellow  Brass  (Manganese  Bronze)  Sand  Cast 
gh  Strength  Yellow  Brasses  in  Foundry  Pract.  (1965) 
gh  Strength,  Corrosion  Resistant  (35ni  -  35co  -  20cr 
gh  Strength,  Low  Alloy  Steel  (1970) 
gh  Strength,  Quenched,  and  Tempered  Structural  Steels 
gh  Temperature  and  Humidity  (1970) 

gh  Temperature  and  Humidity  (1971)  /Vimetric  Determi 

gh  Temperature  Cobalt  Base  (1971) 

gh  Temperature  Fluid  Resistant,  Low  Compression  Set  F 

gh  Temperature  Fluid  Systems  (1971)  /  Temperature  Ho 

gh  Temperature  Hose  Assembly,  Convoluted,  Tetrafluoro 

gh  Temperature  Service  (1966)  /Td.  Spec,  for  Martens 

gh  Temperature  Service  (1968)  /  Pipe  Flanges,  Forged 

gh  Temperature  Service  (1968)  /R  Forged  or  Rolled  St 

gh  Temperature  Service  (1969)  ANSI  G37.2  Std.  Spec. 

gh  Temperature  Service  (1969)  ANSI  G37.3  /  for  Alloy 

gh  Temperature  Service  (1969)  ANSI  G38.4 

gh  Temperature  Service  (1969)  ANSI  G52.2 

gh  Temperature  Service  (1970)  /Abilized  Alloy  Pipe  F 

gh  Temperature  Service  (1971) 

gh  Temperature  Service  (1971)  ANSI  G37.1  /  Alloy  Ste 

gh  Temperature  Water  (1971) 

gh  Temperature  (1970)  Adh 

gh  Temperature  (400  F),  High  Pressure  (4000  psi)  (197 

gh  Temperature,  Electrical,  Magnetic,  and  Other  Simil 

gh  Temperature,  82au  -  18ni  (1971) 

gh  Test  Line  Pipe  (1971) 

gh  Test  Wrought  Welding  Fittings  (1970) 

gh  Vacuum  Welding  Machine  (1971) 

gh  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for 

gh  Voltage  Air  Switches  (1970) 

gh  Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  An 

gh  Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  Cu 

gh  Voltage  Circuit  Breakers  Rated  on  a  Total  Basis  (1 

gh  Voltage  Circuit  Breakers  Rated  on  a  Total  Current 

gh  Voltage  Circuit  Breakers  (1964)  Std.  in 

gh  Voltage  Connectors  for  Nuclear  Instruments  (1971) 

gh  Voltage  Fuses  (1971) 

gh  Voltage  Insulators  (1970) 

gh  Voltage  Line  Post  Type)  (1961) 

gh  Voltage  Rectifier  and  Shunt  Regulator  Receiving  Tu 

gh  Voltage,  16340  Volts  and  Below;  2500  kVa  and  Small 

gh  Volumetric  Expansion  Type  (1970) 

gh  Yield  Strength  Quenched  and  Tempered  Alloy  Steel  P 

gh  Yield  Strength  (1971)  Spec,  for  St 

gh  16  340  Grd  Y/9430  Volts  and  Below  Low  Voltage  240/ 

gh,  16340  Grd  Y/9430  Volts  and  Below,  and  Low  240/120 

gher  Temperature  Service  (1971)  ANSI  G35.9  /  for  Car 

ghway  Bridges  (1971)  ANSI  G52.3 

ghway  Construction  Purposes  (1966)  /Ec.  Pract.  for  T 

ghway  Construction  (1970) 

ghway  Crossing  Sign  4  Feet  90  Deg.  Types  (1969) 
ghway  Design  and  Operational  Pract.  Related  to  Highwa 
ghway  Guardrail  (1967) 
ghway  Guardrail  (1970) 

_  way  Landscape  and  Environmental  Design  (1970) 

ghway  Luminaires  (1970)  Sp 

ghway  Materials  (1968)  Std.  Meth.  of  Sam 

ghway  Materials  (1970) 

ghway  Railway  Grade  Crossing  Signs  (1969) 

ghway  Safety  (1967) 

ghway  Service  (1971)  /Tires;  Medium  and  Heavy  Duty  T 

ghway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovel 
ghway  Tire  and  Rim  Classification  (1970) 
ghway  Trailer  Hitches  for  Freight  Cars  (1970) 
ghway  Trucks  and  Wagons  (1971)  Rec.  Pract. 

ghway  Vehicle  Electrical  Wiring  Protection  (1970) 
ghway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  An 
ghway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  An 
ghway  Vehicles  (Tech.  Bui.)  (1970)  /Ilities  for  Rece 

ghway.  Airport,  and  Similar  Drainage  (1969)  /Pec.  Fo 

ghway.  Rubber  Tired,  Front  End  Loaders  and  Dozers  (19 
ghway.  Rubber  Tired,  Self  Propelled  Scrapers  (1971) 
ghways  and  Streets  (1970) 


ghways  or  Airports  (1971) 
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ghways  (1968) 
ghways  (1969)  SAE  J137 
ghways  (1970) 
ghways  (1971) 
ghways,  and  Freeways  (1966) 
nge  and  Exit  Device  Reinforcings  (1969) 
nge  Spring  Wire  (1970) 

nge  Systems  (Test  Procedures  and  Static  Load  Requirem 
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Std.  Mot 
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ARP620A 

A505 

A404 

A105 

A216 

A217 

A193 

A351 

B462 

A430 

A182 

TMOl-71 

10 

ARP614B 

E354 

AMS4787 

5LX 

SP75 

976 

•5 

C37.33 

C37.12 
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C37.5 

C37.6 

C37.07 
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SG2 

HVl 
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T2 
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SR-1 
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3 
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J166 
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Sid.  for  Hinged  Interior  Wood  Door  Units  (1970) 

Product  Std.  for  BuUs  and  Hinges  for  Doors  (Hardware)  (1970)  ANSI  A156.1 

or  Door)  (1970)  Std.  for  Spring  Hinges;  Hardware  (Jamb.  Pivot,  Screen  and  Dwarf  Types  F 

Model  Railroad  Hirail  (1969) 

Is  (1970)  Introduction  to  Asphalt;  Uses,  History,  Definitions,  Test  and  Spec,  for  Paving  Materia 

wagons  (1967)  Hitch  and  Box  Dimensions  for  Agricultural  (Farm)  Grain 

tractors  (1966)  Std.  for  Three  Point  Free  Link  Hitch  .Attachment  of  Implements  to  .Agricultural  Wheeled 

ped  with  Quick  Attaching  Coupler  for  Three  Point  Free  Link  Hitch  (1966)  /S  to  Agricultural  Wheeled  Tractors  Equip 

ped  with  Quick  Attaching  Coupler  for  Three  Point  Free  Link  Hitch  (1967)  SAE  J909a  /Icultural  Wheel  Tractors  Equip 

Spec,  for  Highway  Trailer  Hitches  for  Freight  Cars  (1970) 

Rec.  Pract.  for  Trailer  Couplings  and  Hitches  on  Boats  (1969) 

Spec,  for  Grease  for  Lubrication  of  Trailer  Hitches  on  Flat  (Railway)  Cars  (1969) 

Trailer  Couplings  and  Hitches;  Automotive  Type  (1969) 

1)  SAE  J715  Three  Point  Free  Link  Attachment  for  Hitching  Implements  to  .Agricultural  Wheel  Tractors  (197 

p  to  20  Hp  Categor>-  0  Three  Point  Free  Link  Attachment  for  Hitching  (1971)  /  to  Lawn  and  Garden  Riding  Tractors  U 

tative  Determination  of  Hog  Hair  in  Rubberized  Mixtures  of  Hog  and  Cattle  Hair,  or  Hog  and  Horse  Hair  (1968)  /Nti 

hog  Hair  in  Rubberized  Mixtures  of  Hog  and  Cattle  Hair,  or  Hog  and  Horse  Hair  (1968)  /Ntitative  Determination  of 

or  Hog  and  Horse  Hair  (19/  Quantitative  Determination  of  Hog  Hair  in  Rubberized  Mixtures  of  Hog  and  Cattle  Hair, 

Hog  Hair  Used  in  Filling  Materials  in  Bedding  (1970) 

Qualitative  Identification  of  Hog  Hair  (1968) 

Hydraulic  Hoist  and  Dump  Body  Classification  Chart  (1968) 

Hydraulic  Conversion  Hoist  Classification  Chart  (1969) 

Rec.  Pract.  Crane  Hoist  Line  Speed  and  Power  Test  Code  (1969) 

Spec,  for  the  Rating  of  Oil  Drilling  and  Production  Hoisting  Equipment  (1970) 

Safety  Requirements  for  Material  Hoists  (1969) 

for  Building  Construction  (Safety  Requirements  for  Workmens"  Hoists)  (1963)  Std.  Safety  Code 

Glossary  of  Terms  for  Hydraulic  Hoists,  Dump  Bodies  and  Elevating  Tailgates  (1967) 

Safety  Code  for  Crawler,  Locomotive  and  Truck  Cranes;  Derricks,  Hoists,  Jacks  and  Slings  ( 1 968) 

Safety  Code  for  Cranes,  Derricks,  Hoists,  Jacks  and  Slings  (1969) 

Std.  for  Performance  Requirement  Work  Holder  .Airframe  Spar  Milling  Machine  (1970) 

Std.  for  Diesel  Fuel  Injection  Nozzle  Holder  .Assemblies  (1969) 

Rec.  Pract.  for  Cahbrating  Nozzle  Holder  .Assembly  for  Diesel  Fuel  Injection  Systems  (1970) 

Diesel  Fuel  Injection  Nozzle  Holder  Assembly  (9.5MM)  (1968) 

Product  Std.  for  Auxiliary  Builders  Hardware;  Door  Holder  (1970) 

Tool  Holders  Basic  for  Numerically  Controller  Machine  Tools  (1970) 

Safety  Std,  for  Lampholders,  Starters,  and  Starter  Holders  for  Fluorescent  Lamps  (1969)  ANSI  C33.32 

Std.  Indexable,  Throw  Away,  Insert  Holders  (Clamp  and  Pin  Type)  (1969) 

Std.  on  Electric  Lamp  Bases  and  Holders  (1971) 

Product  Std.  for  Door  Controls;  (Overhead  Holders)  (1970) 

te  Systems)  (on  Boa/  Rec.  Pract.  and  Std.  Covering  Sewage  Holding  And/or  Treatment  Devices  for  Marine  Toilet  (Was 

Shear  Adhesion  Test  Meth.  (Holding  Power)  of  Pressure  Sensitive  Tape  (1966) 

ames  (1970)  Wood  Test  Meth.  for  Determining  the  Holding  Strength  of  Fastening  Devices  Used  in  Window  Fr 

Std.  for  Strut  Pin  Hole  Gage  (1970) 

Spec,  for  a  Copper  Plated  Through  Hole  Two  Sided  Boards,  Rigid  (1967) 

Insert  Molded  In,  Countersunk  and  Thru  Clearance  Hole,  Sandwich  Panel  (1970) 

ds  (1969)  Access  Holes  and  Plugs  for  Radiographic  Inspection  of  Pipe  Wei 

Std.  Spec,  for  Holland  Cloth  (1970)  ANSI  L14.20 

Std.  Hollerith  Punched  Card  Code  (1970) 

Spec,  for  Custom  Hollow  Metal  Doors  and  Frames  (1970) 

70)  Guide  Spec,  for  Custom  Hollow  Metal  Work  (for  Doors,  Frames,  and  Moldings)  (19 

Std,  Test  Meth.  for  Average  True  Particle  Density  of  Hollow  Microspheres  (1969) 

Std.  Meth.  for  Sampling  Hollow  Microspheres  (1969) 

Std.  for  Holocellulose  in  Wood  (1954) 

(Noise  Control)  (1970)  Tech.  Spec,  for  Quieter  Home  Basics,  Including  Partitions,  Acoustical  Ceilings 

Std.  Dimensions,  Tolerances,  and  Terminology  for  Home  Cooking  and  Baking  Utensils  (1970) 

Std.  for  Particleboard  for  Mobile  Home  Decking  ( 1971 ) 

(1970)  Dimensional  Changes  in  Automatic  Home  Laundering  of  Durable  Press  Woven  or  Knit  Fabrics 

meth.  for  Appearance  of  Seams  in  Wash  and  Wear  Items  After  Home  Laundering  (1970)  Test 

th.  for  Appearance  of  Creases  in  Wash  and  Wear  Items  ,After  Home  Laundering  (1970)  Test  Me 

Std.  Performance  Requirements  for  Home  Laundry  Equipment  (1970) 

Std.  for  Mobile  Home  Parks  (Trailer  Courts)  (1971)  ANSI  A119.3 

low  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Trailers;  Utihty,  Garden  Tractor;  Motor  Scooters 

of  Monophonic  and  Stereophonic  Disc  Phonograph  Records  for  Home  Use:  78,  45,  33-1/3  R.P.M.  (1971)  /Aracteristics 

Outdoor  Storage  of  Mobile  Homes  and  Travel  Trailers  (1968) 

Liquid  Fuel  Burning  Heating  Appliances  for  Mobile  Homes  and  Travel  Trailers  (1969)  ANSI  A147.1 

Safety  Std.  for  Roof  Jacks  for  Mobile  Homes  and  Travel  Trailers  (1970)  ANSI  A160.1 

ts  and  Installation  of  Plumbing.  Heating/  Std.  for  Mobile  Homes  Body  and  Frame  Design  and  Construction  Requiremen 

chicles  (Travel  and  Camping  Trailers,  Truck  Campers,  Motor  Homes)  Installation  of  Plumbing,  Heating,  and  Electrica 

Redwood  Plywood  Homes:  Std.  Sizes  and  Patterns  (1970) 

Std.  for  Magnetic  Recording  Instruments  for  the  Home;  Wire  Size,  Speed,  Spools  (1959) 

9)  Std.  Spec,  for  Homogeneous  Bituminized  Fiber  Drain  and  Sewer  Pipe  (196 

al  Drainage  (1969)  Std.  Spec,  for  Homogeneous  Perforated  Bituminized  Fiber  Pipe  for  Gener 

c  Tank  Disposal  Fields  (1969)  Std.  Spec,  for  Homogeneous  Perforated  Bituminized  Fiber  Pipe  for  Septi 

r  Highway,  Airport,  and  Similar  Drainage  /  Std.  Spec,  for  Homogeneous  Perforated  Bituminous  Fiber  Pipe  Systems  Fo 

6-H191)  (1970)  Honeycomb  Core,  Aluminum  Alloy  5.0mg-0.12mn-0.12cr  (505 

Std.  Test  Meth.  for  Delamination  Strength  of  Honeycomb  Type  Core  Material  (1970) 

Rec.  Std.  for  Hood  Hinge  Spring  Wire  (1970) 

Vehicle  Hood  Latch  Systems  (1969) 
Hook  Plate  Wire  (1962) 

(Powered  Industrial)  Truck  Hook  Type  Fork  Mounting  (1966) 

Rec.  Std.  for  Fish  Hook  Wire  (1970) 

Rec.  Std.  for  Belt  Lacer  (or  Belt  Hook)  Wire  (1970) 

r  Silencers,  Chain  Guards,  Handrail  Brackets,  Coat  and  Hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Viewers,  House 

Std.  Spec,  for  Copper  Conductors  for  Use  in  Hookup  Wire  for  Electronic  Equipment  (1970)  ANSI  C7.39 

Rec.  Pract.  for  General  Service  Freight  Equipment  Cars;  Hopper  Car  Type  (Definitions  and  Designation  Letters  of 

transport  of  Dry  Bulk  Chemicals  and  Pla/  Rec.  for  Covered  Hopper  Cars  Equipped  with  Vacuum  Pneumatic  Outlets  for 
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use  PS32 
BHMA  M 
BHMA  1101 
NMRA  S13 
AI 

ASAE 
SAE 
SAE 
ASAE 
AAR 
BIA 
AAR 
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ASAE 
ASAE 


MS5 
R239 
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J909A 
S278.2 
M928 
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MSRP-M-929 
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S217.7 
S320 
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ABFLO 

D-21 

ABFLO 

2E 

ABFLO 

E-1 

TBEA 

HH&DB9 

TBEA 

HCHl 

SAE 

J820 

■API 

8. A 

ANSI 

A10.5 

ANSI 

A10.4 

TBEA 

*2 

ANSI 

B30.5 

ANSI 

B30.6 

NSA 

929 

SAE 

J629B 

SAE 

J968B 

SAE 

J347 

BHMA 

1201-1 

NSA 

970 

UL 

542 

ANSI 

B94.26 

ANSI 

C81 

BHMA 

311 

ABYC 

A8 

PSTC 

7 

NWMA 

M-4 

AAR 

B12A 

IPC 

TC500 

NSA 

1834 

PFI 

ES16 

ASTM 

D376 

ANSI 

X3.26 

NAAMMCHM-1 

CSI 

08112 

ASTM 

D2840 

ASTM 

D2841 

TAPPI 

T9 

AIMA 

9 

ANSI 

Z61.1 

NPA 

1-71 

AATCC 

135 

AATCC 

88B 

AATCC 

88C 

ASSE 

1007 

NFPA 

501 A 

TRA 

5 

EIA 

RS211-C 

FMS 

10-38 

UL 

307A 

UL 

311 

NFPA 

501B 

NFPA 

501C 

CRA 

3A9-1 

ANSI 
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ASTM 

D1861 

ASTM 
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ASTM 
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ASTM 
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SAE 

AMS4176 

ASTM 

C363 
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SWA 

•118 

ITA 
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for  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Covered 
sties  (1970)  Rec.  for  Pressure  Differential 

f  Dry  Bulk  Chemicals  and  Plastics  in  Pressure  Differential 
cals  and  Plastics  /  Rec.  for  Single  Compartment  Pneumatic 

for  Preloading  Inspection  of  Single  Compartment  Pneumatic 
or  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Pneumatic 
Capacity  Designation  for  Fertilizer 
r  Center  Plate  (Railway  /  Std.  for  Application  of  2  Piece 

r  Center  Plate/  Alternate  Std.  for  Application  of  2  Piece 

Spindle  Noses  and  Tool  Shanks  for 
d  TV  (Television)  Receive/  Core  Laminations.  Vertical  and 

LP  Gas  Fuel  Container  Quickly  Demountable  Type  for 
Std.  Meth.  for  Calibrating  Stationary 
Flammability  of  Automotive  Interior  Trim  Materials; 
er  Journals  (Railway/  Std.  for  Truck  Bolster  Center  Plate 

in  Rubberized  Mixtures  of  Hog  and  Cattle  Hair,  or  Hog  and 

Rec.  Pract.  for  Boat 
Rec.  Pract.  for  Motor 

1970)  Rec.  Pract.  for  Determining  and  Stating  the 
(1970)  Rec.  Pract.  for  Determining  and  Stating  the 

Rec.  Pract.  for  Sailboat  Auxiliary 
Rec.  Pract.  for  Sailboat  Auxiliary 
Std.  for 

f  Test  for  Certain  Heavy  Cotton  Fabrics  for  Manufacture  of 

Packaging  Std.  for 
Packaging  Std.  for  Hose  and 
Spec,  for  Fittings  and 

(400  F),  High  Pressure  (4000  psi)  (1971) 

tic  Hose,  Low  Pressure  (1971)  Rec.  Pract.  for 

craft  High  Temperature  Fluid  Systems  (1/  High  Temperature 

Std.  for  Air 

Std.  Performance  Requirements  for 
Std.  for  Hydraulic  Flanged  Tube,  Pipe,  and 
Pigtails,  Expansion  Coils,  and  Flexible 
Std.  Air  Brake 
Std.  for  Air  Brake 
Std.  Air  Brake 
National  Std.  Screw  Threads  for  Fire 
Std.  for  Hydraulic 

t.  for  Coding  System  for  Identification  of  Tube,  Pipe,  and 

Component  Std.  for 

lication.  Fittings,  Storage,  Care  Maintenance  Std/  Rubber 

Std.  for  Air  Brake 
Std.  for  Mounting  New  Brake  Pipe 
Rec.  Std.  for 
Std.  for  Installation  of  Standpipe  and 
2.1  Safety  Std.  for 

962) 

Rec.  Std.  for 

Std  for  Mounting  of  Coupling  and  Nipple  to  Brake  Pipe 
970)  Rec.  Std.  for 

Spec,  for  Anhydrous  Ammonia 
Automotive  Air  Conditioning 
Tent.  Spec,  for  Copper  Alloy  Strip  for  Flexible  Metal 

Unlined  Fire 
Std.  for  Air  Brake 
Safety  Std.  for  Couplings  for  Rubber  Lined  Fire 
Safety  Std.  for  Flexible  Metallic 
or  Mounting  of  Coupling  and  Nipple  to  Air  Brake  and  Signal 
or  Mounting  of  Coupling  and  Nipple  to  Air  Brake  and  Signal 
f  Test  for  Extractable  Material  and  Permeability  of  LP  Gas 

Std.  for  Fire 

Safety  Std.  for  Woven  Jacketed  Rubber  Lined  Fire 
Std.  for  Power  Steering  Return 
hose  Assemblies;  Aircraft  and  Missile,  Lightweight  Plastic 

1971)  ANSI  Z119.I  Std.  for  Aircraft  Fuel  Servicing  of 

Std.  for  Power  Steering  Pressure 
Std.  for  Coolant  System 
Std.  for  Power  Steering  Pressure 
Std.  for  Power  Steering  Pressure 
Std.  Layouts  for  Electric  Traction 
Safety  Std.  for 
Lighting  Rec.  for 
Std.  for  Cabinetry  and  Laboratory  Furniture  for 
Std.  for  Essential  Electrical  Systems  for 
Rec.  Pract.  for  Selecting  and  Specifying 
el  Pipe  (19/  Spec,  for  External  Application  Procedures  of 

td.  Spec,  for  Steel  Sheet,  Zinc  Coated  (Galvanized)  by  the 
std.  Spec,  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the 
Ivanized)  Carbon  Steel  Sheets  of  Commercial  Quality  by  the 
ron  or  Steel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the 
anized)  Carbon  Steel  Sheets  of  Lock  Forming  Quality  by  the 
c.  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the 
Std.  Spec,  for  Zinc  Coating 


Hopper  Cars  Equipped  with  Vacuum  Pneumatic  Outlets  (197  MCA  TC17 

Hopper  Cars  for  Transport  of  Dry  Bulk<Chemicals  and  Pla  MCA  TCI5 

Hopper  Cars  (1971)  /Ments  for  Facilities  for  Receipt  O  MCA  TC16 

Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemi  MCA  TCIl 

Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemi  MCA  TC14 

Hopper  Highway  Vehicles  (Tech.  Bui.)  (1970)  /llities  F  MCA  TC12 

Hoppers  and  Containers  (1967)  ASAE  S28I  .1 

Horizontal  and  Vertical  Wear  Liners  to  the  Truck  Bolste  AAR  MSRP-D-14D 

Horizontal  and  Vertical  Wear  Liners  to  the  Truck  Bolste  AAR  MSRP-D-14E 

Horizontal  Boring  Machines  (1968)  ANSI  B5.40 

Horizontal  Channel  Frames  for  Transformers  for  Radio  An  EIA  RS393 

Horizontal  Mounting  Liquid  Withdrawal  Only  (1967)  ITA  6AI 

Horizontal  Tanks  (1970)  ANSI  AI  1.198.  ASTM  D1410  API  2551 

Horizontal  Test  Method  (1969)  SAE  J369 

Horizontal  Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larg  AAR  MSRP-D-14C 

Horn  Type  Spot  Welder  (1964)  RWMA  16-1.2 

Horse  Hair  (1968)  /Ntitative  Determination  of  Hog  Hair  ABFLO  D-21 

Horsepower  Capacity  (1969)  BIA  307 

Horsepower  on  Boats  (1963)  BIA  310 

Horsepower  Rating  of  Inboard  Gasoline  Engines  (Boats)  ABYC  S6 

Horsepower  Rating  of  Outboard  Gasoline  Engines  (Boats)  ABYC  S6A 

Horsepower  (1965)  BIA  115 

Horsepower  (1970)  ABYC  S15 

Horticultural  Grade  Perlite  (1970)  USC  PS23 

Hose  and  Belting  (1970)  Std.  Spec,  and  Meih.  O  ASTM  D181 

Hose  and  Hose  Assemblies  (1971)  NSA  3424 

Hose  Assemblies  (1971)  NSA  3424 

Hose  Assemblies,  Air,  Wire  Reinforced  (1970)  AAR  M927 

Hose  Assemblies,  Aircraft  and  Missile,  High  Temperature  SAE  ARP614B 

Hose  Assemblies;  Aircraft  and  Missile,  Lightweight  Plas  SAE  ARPI180 

Hose  Assembly,  Convoluted,  Tetrafluoroethylene,  for  Air  SAE  ARP620A 

Hose  Clamps  (1970)  AAR  MSRP-E-50 

Hose  Connection  Vacuum  Breakers  (1970)  ASSE  1011 

Hose  Connections,  4  Bolt  Split  Flange  Type  (1968)  SAE  J518B 

Hose  Connectors  for  Liquefied  Petroleum  Gas  (LPG)  (1970  UL  569 

Hose  Coupling  Gasket  Gage  (1970)  AAR  MSRP-B-3A 

Hose  Coupling  Pinless  Type  (1970)  AAR  MSRP-E-54 

Hose  Coupling  (1970)  AAR  MSRP-E-53 

Hose  Couplings  and  Fittings  (1958)  AIA  FS4 

Hose  Fittings  (1969)  SAE  J516A 

Hose  Fittings  (1969)  Rec.  Prac  SAE  J846A 

Hose  for  Vehicle  Air  Conditioners  (1967)  IMACA  306 

Hose  Handbook  (Materials,  Construction,  Tolerances,  App  RMA  *5 

Hose  Nipple  (1970)  AAR  MSRP-E-52 

Hose  Other  Than  Armored  Type  (1970)  AAR  MSRP-E-49 

Hose  Reinforcement  Wire  (1970)  SWA  '47.2 

Hose  Systems  (1971)  NFPA  14 

Hose  Valves  for  Fire  Protection  Service  (1970)  ANSI  Bll  UL  668 

Hose  Wire  (Low  Carbon)  Half  Round  Half  Oval  Crescent  (1  SWA  *119 

Hose  Wire  (Vacuum)  (1970)  SWA  '49.1 

Hose  with  Protection  Sleeve  (1970)  AAR  MSRP-E-51A 

Hose  (Rubber  or  Synthetic)  Wire  (Round,  High  Carbon)  (I  SWA  '50 

Hose  (Rubber)  Wire  Low  and  Medium  Carbon  (1970)  SWA  *49 

Hose  (1968)  FI  M5 

Hose  (1968)  SAE  J51B 

Hose  (1969)  ASTM  B508T 

Hose  (1969)  ANSI  A152.I  UL  18 

Hose  (1970)  SAE  J1402B 

Hose  (1970)  UL  236 

Hose  (1970)  UL  536 

Hose  (1970)  Std.  F  AAR  MSRP-E-51 

Hose  (1970)  Std.  F  AAR  MSRP-E-51'3 

Hose  (1970)  Std.  Meth.  0  ASTM  D2769 

Hose  (1971)  NFPA  196 

Hose  (1971)  UL  19 

Hose,  Low  Pressure  (1970)  SAE  J189 

Hose,  Low  Pressure  (1971)  Rec.  Pract.  for  SAE  ARP1180 

Hose,  Tank  Vehicles  and  Airport  Fixed  Fuehng  Systems  NFPA  407 

Hose,  Wire  Braid  (1970)  SAE  J190 

Hoses  (1970)  SAE  J20C 

Hose;  High  Volumetric  Expansion  Type  (1970)  SAE  J188 

Hose;  Low  Volumetric  Expansion  Type  (1970)  SAE  J191 

Hospital  Elevators  (1970)  NEI  *2-l01 

Hospital  Laboratories  (1970)  NFPA  56C 

Hospitals  (1966)  lES  CP29 

Hospitals  (1970)  NSF  30 

Hospitals  (1971)  NFPA  76A 

Hot  and  Cold  Rolled  Steel  Sheet  and  Strip  (1969)  SAE  J126 

Hot  Applied  Coal  Tar  and  Asphalt  Enamel  Coatings  to  Ste  NAPCA  BUL3 

Hot  Dip  Process  Drawing  Quality,  Special  Killed  (1971)  ASTM  A642 

Hot  Dip  Process  for  Roofing  (1971)  ASTM  A361 

Hot  Dip  Process  (1971)  Std.  Spec,  for  Zinc  Coated  (Ga  ASTM  A526 

Hot  Dip  Process  (1971)  /  of  Zinc  Coated  (Galvanized)  I  ASTM  A525 

Hot  Dip  Process  (1971)  /D.  Spec,  for  Zinc  Coated  (Galv  ASTM  A527 

Hot  Dip  Process,  Drawing  Quality  (1971)  Std.  Spe  ASTM  A528 

(Hot  Dip)  on  Assembled  Steel  Products  (1971)  ASTM  A386 
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Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Iron  and  Steel  Hardware  (1971)  ASTM  A153 

Steel  Pipe  for  Ordinary  Uses  (/  Std.  Spec,  for  Black  and  Hot  Dipped  Zinc  Coated  (Galvanized)  Welded  and  Seamless  ASTM  A120 

tubing  (1971)  ANSI  G24. 22  Std.  Spec,  for  Hot  Formed  Welded  and  Seamless  Carbon  Steel  Structural  ASTM  A501 

lied.  Pressed,  and  Forged  Steel  Sha/  Std.  Spec,  for  Zinc  (Hot  Galvanized)  Coatings  on  Products  Fabricated  From  Ro  ASTM  A123 

d.  Spec,  for  Requirements  for  Mixing  Plants  for  Hot  Mixed,  Hot  Laid  Bituminous  Paving  Mixtures  ( 1971 )  ANSI  A37.1 02  ASTM  D995 

Std.  Spec,  for  Hot  Mixed,  Hot  Laid  Emulsified  Asphalt  Paving  Mixtures  (1969)  ASTM  D2629 

Suggested.  Meth.  for  Evaluating  the  Peel  and  Shear  of  Hot  Melt  Bonds  at  Elevated  Temperatures  (1971)  TAPPI  T814SU 

nt  Viscosity  of  Petroleum  Waxes  Compounded  with  Additives  (Hot  Melts)  (1971)  /Ed  Meth.  for  Determining  the  Appare  TAPPI  T677SU 

Mix  Design  Meth.  for  Asphalt  Concrete  and  Other  Hot  Mix  Types  (1969)  AI  MS2 

NSI  a3/  Std.  Spec,  for  Requirements  for  Mixing  Plants  for  Hot  Mixed,  Hot  Laid  Bituminous  Paving  Mixtures  (1971)  A  ASTM  D995 

(1969)  Std.  Spec,  for  Hot  Mixed,  Hot  Laid  Emulsified  Asphalt  Paving  Mixtures  ASTM  D2629 

Std.  Approval  Requirements  for  Domestic  Gas  Hot  Plates  and  Laundry  Stoves  (1962)  ANSI  Z21.9 

Std.  Spec,  for  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Poured  Elastic  Type  (1969)  ASTM  D1854 

.  Meth.  of  Test.  Jet  Fuel  Resistant  Concrete  Joint  Sealer.  Hot  Poured  Elastic  Type  (1969)  ANSI  A37.117  Std  ASTM  D1855 

Std.  Spec,  for  Copper  and  Copper  Alloy  Die  Forgmgs  (Hot  Pressed)  (1969)  ASTM  B283 

d  Heat  Resisting  Steel  Bars  and  Shapes  (1/  Std.  Spec,  for  Hot  Rolled  and  Cold  Finished  Age  Hardening  Stainless  An  ASTM  A564 

oducts  Manual  for  Carbon  Steel,  Semifinished  for  Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed  C  AISI  1 

Steel  Products  Manual  for  Alloy  Steel,  Semifinished,  Hot  Rolled  and  Cold  Finished  Bars  (1970)  AISI  4 

Std.  Spec,  for  Nickel  Iron  Chromium  Silicon  Alloy  Hot  Rolled  and  Cold  Finished  Bars  (1970)  ASTM  B511 

mifinished  for  Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed  Concrete  Reinforcing  Bars  (1964)  AISI  1 

arbon  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold  Rolled  Sheet  (1971)  /  for  C  ASTM  A568 

requirements  for  Carbon  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold  Rolled  She  ASTM  A568 

Bleachability  of  Pulp  (Hot  Test  with  Bleach  Liquor)  (1971)  TAPPI  UM-207 

Std.  Approval  Requirements  for  Gas  Fired  Steam  and  Hot  Water  Boilers  (1967)  ANSI  Z21.13 

Tent.  Spec,  for  Chlorinated  Poly  (Vinyl  Chloride)  Plastic  Hot  Water  Distribution  Systems  (1969)  ASTM  D2846 

Code  for  Safe  Installation  Requirements  of  Boilers  and  Hot  Water  Heaters  (1971)  ASME  BPVCIVHG7 

ts  for  Relief  Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot  Water  Supply  Systems  (1964)  ID.  Listing  Requiremen  ANSI  Z2I.22 

plication  Guide  For)  the  Care  and  Maintenance  of  Steam  and  Hot  Water  Unit  Heaters  (1961)  (Ap  AMCA  BUL-12 

plication  Guide  for  Piping,  Trapping  and  Venting  Steam  and  Hot  Water  Unit  Heaters  (1963)  Ap  AMCA  BUL-15 

Std.  Spec,  for  Hot  Worked  High  Carbon  Steel  Tie  Plates  (1968)  ASTM  A241 

Rec.  for  Lighting  for  Hotels  (1958)  lES  CP20 

Rec.  Pract.  for  the  Selection  of  Glazing  Materials  for  House  Boats  (1970)  BIA  HEMIO 

Rec.  Pract.  for  the  Construction  of  Fuel  Tanks  for  House  Boats  (1970)  BIA  HEM2 

Rec.  Pract.  for  Direct  Current  Wiring  of  House  Boats  (1970)  BIA  HEM7 

c.  Pract.  for  Bottled  Gas  (L.P.G.)  System  Installation  for  House  Boats  (1970)  Re  BIA  HEM8 

.  Pract.  for  the  Installation  of  Potable  Water  Systems  for  House  Boats  (1970)  Rec  BIA  HEM3 

.  Pract.  for  the  Installation  of  Bilge  Pumping  Systems  for  House  Boats  (1970)  Rec  BIA  HEM6 

act.  for  Fuel  Systems  for  Gasoline  and  Diesel  Systems,  for  House  Boats  (1970)  Rec.  Pr  BIA  HEMl 

for  the  Installation  of  Toilet  Waste  Retention  Systems  for  House  Boats  (1970)  Rec.  Pract.  BIA  HEM4 

r  the  Installation  of  Rails,  Stanchions  and  Life  Lines  for  House  Boats  (1970)  Rec.  Pract.  Fo  BIA  HEM9 

Uniform  Building  Code  -  Dwelling  House  Construction  (1970)  ICBO  UBCVI 

t  and  Hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Viewers,  House  Numbers  (1970)  /N  Guards,  Handrail  Brackets,  Coa  BHMA  1201-3 

celerated  Test,  of  Moisture  Bhster  Resistance  of  Exterior  House  Paints  on  Wood  (1968)  Std.  Meth.  for  Ac  ASTM  D2366 

3.59  Safety  Std.  for  Household  and  Commercial  Waste  Disposers  (1970)  ANSI  C3         UL  430 

Performance  Std.  for  Household  Dishwashers  (1971)  ASSE  1006 

Safety  Std.  for  Household  Dishwashers  (1971)  ANSI  C33.69  UL  749 

Household  Electric  Storage  Tank  Water  Heaters  (1970)  UL  174 

Std.  Performance  Requirements  for  Household  Food  Waste  Disposer  Units  (1970)  ASSE  1008 

Safety  Std.  for  Household  Refrigerators  and  Freezers  (1971 )  ANSI  B97.1  UL  250 

Meth.  of  Test,  for  Household  Refrigerators,  and  Freezers  (1969)  ANSI  B38.1  ASHRA  13 

Std.  for  Melamine  Dinnerware  (Alpha  Cellulose  Filled)  for  Household  Use  (1970)  USC  PS24 

wavers;  Facial  Masks,  Caps,  Mitts,  Etc.)  for  Commercial  or  Household  Use  (1971)  ANSI  C33.33  /Nt  (Hair  Dryers  and  UL  859 

Std.  Household  Washer  Performance  Evaluation  Procedure  (1970         AHAM  HLW-I 

fe  and  Non  Incendive  Electrical  Instruments  (for  Hazardous  Housing  Areas)  (1965)  /Ec.  Pract.  for  Intrinsically  Sa  ISA  RP12.2 

Basic  Housing  Code  (1970)  BOCA  '4 

Uniform  Building  Code  -  Housing  (1970)  ICBO  UBCIII 

Std.  for  Particleboard  Decking  for  Factory  Built  Housing  (1970)  NPA  2-70 

s(1968)  Rec.  Pract.  for  Housings  for  Single  and  Two  Plate  Spring  Loaded  Clutche  SAE  J373 

Std.  for  Engine  Flywheel  Housings  (1969)  SAE  J617B 

Porosity  Measurement  of  Press  Felts  on  the  Paper  Machine  (Hspt)  (1971)  Suggested  Meth.  for  the  TAPPI  T680SU 

Std.  for  Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron  Soil  Pipe  and  Fittings  (1968)  CISPI  HSN-68T 

Std.  for  Hubless  Cast  Iron  Sanitary  System  with  C  No  Hub  Pipe  and  Fittings  (1969)  CISPI  301-69T 

Supplement  to  Std.  (for  the  Installation)  for  C  No  Hub  Pipe  and  Fittings  (1969)  CISPI  PAMIOO 

flow  of  Fine  Aggregate  Bituminous  Mixtures  by  Means  of  the  Hubbard  Field  Apparatus  (1968)  ANSI  37.106  /O  Plastic  ASTM  DI138 

d  Fittings  (1969)  Std.  for  Hubless  Cast  Iron  Sanitary  System  with  C  No  Hub  Pipe  An  CISPI  30I-69T 

on  Boats)  {/  Rec.  Pract.  for  Installing  Seacocks,  Through  Hull  Connections,  Outboard  Strainers  and  Water  Scoops  ABYC  A2 

Safety  Requirements  for  Marine  Through  Hull  Fittings  and  Sea  Valves  (1966)  UL  1121 

Rec.  Pract.  and  Std.  for  Installation  and  Protection  of  Hull  Openings  Between  Water  Line  and  Sheer  Line  (Boats)  ABYC  H15 

Trading  Rules  for  Cottonseed  Hulls  (1971)  NCPA  '4 

Rec.  Pract.  for  Operator  Enclosures  (Cabs);  Human  Factor  Design  Considerations  (1970)  SAE  J154 

r  Vehicle  Design  (1966)  Human  Tolerance  to  Impact  Conditions  as  Related  to  Moto  SAE  J885A 

Requirements  for  Marine  Recirculating  Assemblies  for  Human  Waste  (1969)  UL  1147 

zer  Compatibility  in  Poly  (Vinyl  Chloride)  Compounds  Under  Humid  Conditions  (1969)  /Ec.  Pract.  for  Test.  Plastici  ASTM  D2383 

Std.  for  Central  System  Humidifiers  (1970)  ART  610 

of  Test  for  Rust  Protection  by  Metal  Preservatives  in  the  Humidity  Cabinet  (1970)  Std.  Meth.  ASTM  D1748 

Rec.  Pract.  for  the  Control  of  Excess  Humidity  in  Avionics  Cooling  (1970)  SAE  ARP987 

Meth.  for  Equilibrium  Relative  Humidity  of  Paper  and  Paperboard  (1967)  TAPPI  T502 

rement  of  the  Time  Averaged  Vapor  Pressure  in  a  Controlled  Humidity  Space  (1971)  /.  Reference  Sheet  for  the  Measu  ASTM  C677 

d.  Meth.  for  Test.  Coated  Metal  Specimens  at  100%  Relative  Humidity  (1968)  St  ASTM  D2247 

ape  Adhesion  Test  Meth.  Resistance  to  High  Temperature  and  Humidity  (1970)  Pressure  Sensitive  T  PSTC  9 

Transmission  Rate  Sheet  Materials  at  High  Temperature  and  Humidity  (1971)  /Vimetric  Determination  of  Water  Vapor  TAPPI  T464SU 

Procedure  for  Delamination  of  Adhesive  Bonds,  Due  to  High  Humidity,  of  Fibre  Tubes  and  Cores  (1968)  Std.  Test.  CCTI  T1I7T 

Std.  Classification  of  Peats,  Mosses,  Humus  and  Related  Products  (1969)  ASTM  D2607 

Spec,  for  Double  Hung  Light  Type  Steel  Windows  (1969)  SWl  H.I 

Spec,  for  Continuous  (Steel)  Windows  Top  Hung  (1969)  SWI  F.l 

Std.  for  Wet  Barrel  Fire  Hydrants  for  Ordinary  Water  Works  Service  (1970)  AWWA  C503 
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ng  Sprinklers,  Water  Spray  and  Foam  Systems,  Yard  and  Roof 
Meth.  for  Properties  of  Alumina 

Std.  Meth.  of  Sampling 
Std.  Meth.  of  Physical  Test,  of  Quicklime  and 
Std.  Meth.  of  Test  for  Calcium  Sulfate  in 
Std.  Spec,  for  Yellow  Iron  Oxide, 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Fluid  Power, 

and  Test  Meth.  for  Rubber  Boots  for  Use  on  Drum  Type  Wheel 
AASHO  T154  Std.  Meth.  of  Test  for  Time  of  Setting  of 

Std.  Meth.  of  Test  for  Fineness  of 
HO  T131  Std.  Meth.  of  Test  for  Time  of  Setting  of 

Std.  Meth.  of  Test  for  Air  Content  of 
en  in  Fie/  Std.  Meth.  of  Test  for  Compressive  Strength  of 

Std.  Meth.  of  Test  for  Flexural  Strength  of 
Std.  Meth.  of  Test  for  Tensile  Strength  of 
ncy  (1970)  ANSI  A1.2/  Std.  Meth.  for  Mechanical  Mixing  of 

Std.  Meth.  for  Chemical  Analysis  of 
ec.  for  Processing  Additions  for  Use  m  the  Manufacture  of 
Std.  Definitions  of  Terms  Relating  to 
Std.  Spec,  for  Blended 

Mobile 
Mobile 

oil  Split  Flange  Type  (1968)  Std.  for 

Qualification  Test  tor  Steel  Separable  Tube  Fittings  for 
Rec.  Std.  Glossary  of  Terms  for 
Rec.  Std.  for  Graphic  Symbols  for 
Std.  for  Application  Information  Form  for 
Std.  Meth.  of  Measuring  Sound  Generated  by 
Meth.  of  Measuring  Sound  Generated  by 
presenting  Basic  Performance  Data  for  Positve  Displacement 
Std.  Test  Conditions  and  Procedures  for 
Rec.  Std.  for  Filtration  for 
Technical  Manual  for  Filtration  for 
Std.  Dimensions  for  Mounting  Surfaces  of  Sub  Plate  Type 
Std.  Meth.  of  Test  for  Insoluble  Contamination  of 
th.  for  Simulative  Recirculating  System  Test,  of  Aerospace 

Std.  Layouts  for 

8) 

Tent.  Meth.  for  High  Pressure  Pump  Test,  of 
Std,  Layouts  for 
Rec.  Pract.  for 

chinery  Equipment  (1970)  Std.  for 

tors  and  Trailing  Type  Agricultural  (Farm/  Application  of 

type  Farm  Implements  (1966)  Application  of 

Std.  for  Non  Integral  Industrial  Fluid  Power 

Std.  for 

970)  Large 
el  Tubing,  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Ti) 
corrosion  and  Heal  Resistant,  18cr  -  llni  -  Ti  (SAE  30321) 
osion  and  Heat  Resistant,  18cr-  llni  -  (Cb  +  ta)  (SAE  30347) 
corrosion  Resistant,  19cr  -  lOni  (SAE  30304)  High  Pressure 

Std.  for  Press 

s  and  Welded,  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304) 
Rec.  Pract.  for  the  Continuous 
eth.)  (1970/  Std.  Meth.  of  Test  for  Heat  of  Combustion  of 

Std.  Meth.  of  Test  for  Butadiene  Purity  and 
std.  Meth.  of  Test  for  Acidity  of  Distillation  Residues  or 

Std.  for 

St  for  Anihne  Point  (and  Mixed)  of  Petroleum  Products  and 
omatography  (1970)  Std.  Test  Meth.  for 

escent  Indicator  Absorption  (1970/  Std.  Meth.  of  Test  for 

Std.  Test  Meth.  for  Distillation  of  Industrial  Aromatic 
Std.  Test  Meth.  for  Aromatic  Traces  in  Light  Saturated 
Std.  Measurement  of  Liquid 
Std.  Spec,  for  Chlorinated  Aromatic 
Spec,  for  Chlorinated  Aromatic 
Std.  Test  Meth.  for  Color  of  Chlorinated  Aromatic 
or  Calculation  of  Volume  and  Weight  of  Industrial  Aromatic 
Std.  Meth.  of  Test  for  Freezing  Points  of  High  Purity 
rous  (1970)  Std.  for  Safe  Handling  and  Use  of 

Manual)  (1970)  Cast  Bronze 

Safe  Handling  and  Use  of 
Std.  Meth.  for  Analysis  of 
meth.  of  Test  for  Sulfur  in  Liquefied  Petroleum  Gases  (Oxy 
or  Safe  Handling  and  Use  of  Hydrochloric  Acid,  Aqueous  and 


Hydrants,  Monitor,  Standpipes)  (1970) 


/  Piping  Suppiyi 


Hydrate  Pigments  (1969) 
Hydrated  Chromic  Oxide  Colorant  (1966) 
Hydrated  Lime  (1966) 
Hydrated  Lime  (1969)  ANSI  K67,10 
Hydrated  Portland  Cement  Mortar  (1970)  ANSI  A1.29 
Hydrated  (R1969) 

Hydration  of  Pitch  Bearing  Basic  Brick  (1970) 
Hydration  of  Pitch  Bearing  Basic  Refractory  Brick  (1968 
Hydration  Resistance  of  Basic  Brick  (1968) 
Hydraulic  and  Pneumatic  (1964) 

Hydraulic  Brake  Actuating  Cylinders  (1971 )  Spec. 
Hydraulic  Cement  by  Gillmore  Needles  (1970)  ANSI  Ai.l7, 
Hydraulic  Cement  by  Vicat  Needle  (1970)  ANSI  AI.15.  AAS 
Hydraulic  Cement  by  Vicat  Needle  (1970)  ANSI  A1.15,  Aas 
Hydraulic  Cement  Mortar  (1971)  ANSI  A1.9,  AASHO  T137 
Hydraulic  Cement  Mortars  (Using  Portions  of  Prisms  Brok 
Hydraulic  Cement  Mortars  (1969) 

Hydraulic  Cement  Mortars  (1970)  ANSI  1.14,  AASHO  T132 
Hydraulic  Cement  Pastes  and  Mortars  of  Plastic  Consiste 
Hydraulic  Cement  (1969)  ANSI  A1.5 

Hydraulic  Cement  (1970)  Std,  Sp 

Hydraulic  Cement  (1971) 
Hydraulic  Cements  (1971) 

Hydraulic  Conversion  Hoist  Classification  Chart  (1969) 
Hydraulic  Crane  Std.  (1968) 
Hydraulic  Excavator  Std.  (1969) 

Hydraulic  Flanged  Tube,  Pipe,  and  Hose  Connections,  4  B 
Hydraulic  Fluid  Power  Applications  (1970) 
Hydraulic  Fluid  Power  Filters  and  Separators  (1967) 
Hydraulic  Fluid  Power  Filters  and  Separators  (1968) 
Hydraulic  Fluid  Power  Filters  and  Separators  (1969) 
Hydraulic  Fluid  Power  Motors  (1971) 
Hydraulic  Fluid  Power  Pump  (1970) 
Hydraulic  Fluid  Power  Pumps  and  Motors  (1971) 
Hydraulic  Fluid  Power  Quick  Disconnect  Couplings  (1970) 
Hydraulic  Fluid  Power  Systems  (1965) 
Hydraulic  Fluid  Power  Systems  (1965) 
Hydraulic  Fluid  Power  Valves  (1968)  ANSI  B93.7 
Hydraulic  Fluids  by  Gravimetric  Analysis  (1970) 
Hydraulic  Fluids  (1969)  Std 
Hydraulic  Freight  Elevators  (1970) 

Hydraulic  Hoist  and  Dump  Body  Classification  Chart  (196 

Hydraulic  Oils  (1970) 

Hydraulic  Passenger  Elevators  (1970) 

Hydraulic  Power  Pump  Test  Procedure  (1970) 

Hydraulic  Power  Pumps  on  Construction  and  Industrial  Ma 

Hydraulic  Remote  Control  Cylinders  to  Agricultural  Trac 

Hydraulic  Remote  Control  to  Farm  Tractors  and  Trailing 

Hydraulic  Reservoirs  (1969) 

Hydraulic  Tube  Fittings  (1970) 

Hydraulic  Turbine  Driven  Synchronous  Generators  Std.  (1 

Hydraulic  (1971)  Spec,  for  Ste 

Hydraulic  (1971)  /  Steel  Tubing,  Seamless  and  Welded, 

Hydraulic  (1971)  /Eel  Tubing,  Seamless  or  Welded,  Corr 

Hydraulic  (1971)  /R  Steel  Tubing,  Seamless  or  Welded, 

Hydraulic,  Direct  Acting  Internal  Expansion  (1970) 

Hydraulic,  Solution  Treated  (1971)  /El  Tubing,  Seamles 

Hydrocarbon  Analysis  of  Diesel  Emissions  (1971) 

Hydrocarbon  Fuels  by  Bomb  Calorimeter  (High  Precision  M 

Hydrocarbon  Impurities  by  Gas  Cromatography  (1970) 

Hydrocarbon  Liquids  (1970)  ANSI  ZU.77 

Hydrocarbon  Solvents  for  Oil  Borne  Preservatives  (1971) 

Hydrocarbon  Solvents  (1970)  ANSI  Zl  1.101  /  Meth.  of  Te 

Hydrocarbon  Traces  in  Propylene  Concentrates  by  Gas  Chr 

Hydrocarbon  Types  in  Liquid  Petroleum  Products  by  Fluor 

Hydrocarbons  and  Related  Materials  (1969) 

Hydrocarbons  by  Gas  Chromatography  (1969) 

Hydrocarbons  by  Turbine  Meter  Systems  (1970) 

Hydrocarbons  (Askarels)  for  Capacitors  (1970) 

Hydrocarbons  (Askarels)  for  Transformers  (1970a) 

Hydrocarbons  (Askarels)  (R1969)  ANSI  C59.114 

Hydrocarbons  (1968a)  ANSI  Z106.1  Std.  Meth.  F 

Hydrocarbons  (1970)  ANSI  ZI1.88 

Hydrochloric  Acid,  Aqueous  and  Hydrogen  Chloride,  Anhyd 
Hydrodynamic  Sleeve  Bearing  Performance  Tables;  (User's 
Hydrofluoric  Acid  (Anhydrous  and  Aqueous)  (1970) 
Hydrofluoric  Acid  (1968) 

Hydrogen  Burner  or  Lamp)  (1970)  Std. 
Hydrogen  Chloride,  Anhydrous  (1970)  Std.  F 
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D1093 
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.  Spec,  for  Apparatus  for  Microdetermination  of  Carbon  and 

Sid.  Test  Meth.  for 

raction  Meth.  (1968)  Meth.  for 

Meth.  for 

(1970)  Std.  Meth.  of  Test  for 

Std.  for  Liquefied 

tions  and  Meth.  for  Measuring  Soluble  Solids  with  a  Coffee 
1971)  Meth.  for 

NSI  Z143.1  Std.  Meth.  of  Test  for 

Std.  Test  Meth.  for 

Is  (1969)  Std.  Meth.  for  Obtaining 

Rec.  Meth.  for  Obtaining 
1)  Policies  and  Procedures  for  Developing  Recommended 

.  Test  Meth.  for  Fluid  Repellency  of  Disposable  Soft  Goods 
Water  Resistance  of  Textile  Fabrics: 
Stic  Pipe  Compounds  (1971 )  Rec. 

Shop 

e  Inspection  of  Nuclear  Reactor  Coolant  Systems  (Including 
Std.  for  Analysis  of  Sodium 
emical  Analysis  of  Caustic  Soda  and  Caustic  Potash  (Sodium 
Tent.  Std.  for  Solubility  of  Pulp  in  Sodium 
Spec,  for  Photographic  Grade  Sodium 
Std.  Meth.  of  Test  for  Maturity  of  Cotton  Fibers  (Sodium 
pec.  for  Photographic  KOH  (Caustic  Potash)  Grade  Potassium 
Std.  Analysis  of  Caustic  Soda  (Sodium 
ic  Soda  and  Caustic  Potash  (Sodium  Hydroxide  and  Potassium 

Butylated 
Std.  Meth.  of  Test. 

969)  Std.  Test.  Meth.  for 

ion  (1969)  ANSI  K71.1  Std.  Test.  Meth.  for 

Std.  Test  Meth.  for 
Std.  Specification  for  Photographic  Grade 
Std.  Meth.  of  Test 
Butylated 
Industrial 
Std.  for 

Space  Block  Steel  Wire 
Std.  for  Paper 
Std.  for  Automatic  Commercial 
Meth.  of  Test,  for  Automatic 
for  Package  Quantities  of  Cubed.  Sized,  Crushed,  and  Block 

Std.  for 

Std.  Pracl.  for  Standardization  Savings, 
aper  (1968)  Meth.  for 

Spec,  for 

SI  B93.1  Dimension 
hide  (1971)  Rec.  Pract.  for  Lighting 

Std.  for  Instrumentation  Symbols  and 
Slow  Moving  Vehicle 
Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle 
trial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv) 

Slow  Moving  Vehicle 

dvertisers  (1970)  Industry  Std  Coding 

Std.  for  Clearance,  Side  Marker  and 
que  Type  Hex  Locknuts  (1968)  Std.  for  Grade  and  Source 

Std.  for  Passenger  Car  Vehicle 
.  Pract.  for  Passenger  Car  Vehicle  Engine  and  Transmission 
Rec.  Pract.  for  Truck  Vehicle 
f  Motorcycles  (1970)  Rec.  Pract.  for  Vehicle 

9)  Std.  Meth.  for 

Std.  Colors  for 

Deposits  by  X-Ray  Diffraction  (1970)  Std.  Meth.  for 

Qualitative 
(Qualitative 
Test  Meth.  for 
Tent.  Std.  for  Microscopical 
Meth.  for  Qualitative 
(Qualitative 
Qualitative 
Std.  Meth.  for 
Qualitative 
Qualitative 
Std.  Meth.  of  Test  for 
Spec,  for  Shapes,  Sizes  and 
Spec,  for  Shapes,  Sizes  and 
r  Fining  Materials  by  Infrared  Spectroscopy  (1968) 

Tent.  Std.  for  Species 

Ivent  Type  Paints  (Gas  Chromatography)  (1/  Std.  Meth.  for 

Std.  for  Permanent 

Terms  and  Definition  for  the  Qualitative  and  Quantitative 
1969)  Std.  Meth.  for 

Qualitative 
Qualitative 

pe)(1968)  Qualitative 

Qualitative 
(Qualitative 


Wastewater  (1971) 
s (1968) 

aerospace  Fluids  (1970) 


Hydrogen  in  Organic  and  (^rgano  Metallic  Compounds  (1970 
Hydrogen  Ion  Concentration  of  Dry  Adhesive  Films  (1970) 
Hydrogen  Ion  Concentration  Ph  of  Paper  Extract  Cold  Ext 
Hydrogen  Ion  Concentration  (Ph)  of  Paper  Extracts  (1968 
Hydrogen  Sulfide  in  Natural  Gas  (Methylene  Blue  Meth.) 
Hydrogen  Systems  at  Consumer  Sites  (1971) 
Hydrometer  (1970) 

Hydrometric  Determination  of  Aerosol  Liquid  Densities 
Hydrophobic  Surface  Films  by  the  Atomizer  Test  (1970)  A 
Hydroquinone  in  Vinyl  Acetate  (1969) 
Hydrostatic  Design  Basis  for  Thermoplastic  Pipe  Materia 
Hydrostatic  Design  Basis  for  Thermoplastic  Pipe  (1968) 
Hydrostatic  Design  Stresses  for  Thermoplastic  Pipe  (197 
Hydrostatic  Head  in  Contact  with  a  Flat  Surface  (1970) 
Hydrostatic  Pressure  Test  Meth.  (1971) 
Hydrostatic  Strengths  and  Design  Stresses  for  Thermopla 
Hydrostatic  Test,  of  Fabricated  Piping  (1967) 
Hydrostatic  Tests)  (Boiler  and  Pressure  Vessel  Code)  (1 
Hydrosulfite  (1968) 

Hydroxide  and  Potassium  Hydroxide)  (1971)  /Eth.  (■ 

Hydroxide  at  20  Deg.  C  (1960) 
Hydroxide  NaOH  (Caustic  Soda)  (1970) 
Hydroxide  Swelling  Polarized  Light  Methods)  (1970)  ANSI 
Hydroxide  (1970) 
Hydroxide)  (1970) 

Hydroxide)  (1971)  /Eth.  for  Chemical  Analysis  of 

Hydroxyanisole  (1967) 
Hydroxyethyl  Cellulose  (1969) 

Hydroxyl  Groups  by  Phthalic  Anhydride  Esterification  (1 
Hydroxyl  Groups  by  Pyromellitic  Dianhydride  Esterificat 
Hydroxyl  Value  of  Fatty  Oils  and  Acids  (R1969) 
Hydroxyiamine  (1967) 
Hydroxypropyl  Methylcellulose  (1969) 
Hydroxytoluene  (1965) 

Hygiene  and  Safety  in  Foundry  Pract.  (1965) 
Hyperbaric  Facilities  (1970) 
I-Beam  Shape)  (1962) 
Ice  Bag  Sizes  (1971) 
Ice  Makers  (1970) 
Ice  Makers  (1971) 
Ice  (1971) 

Icing  and  Glazing  Machines  for  Bakery  Products  (1970) 
Identification  and  Calculation  (1971) 
Identification  and  Determination  of  Melamine  Resin  in  P 
Identification  and  Marking  Cargo  Containers  (1970) 
Identification  Code  for  Fluid  Power  Cylinders  (1964)  AN 
Identification  Code  Used  by  Manufacturer,  on  Product  Ve 
Identification  Code  (1968) 
Identification  Emblem  (1967)  ASAE  R276 
Identification  Emblem  (1967)  SAE  J725  /Ural  (Farm 

Identification  Emblem  (1968)  /for  Farm  and  Light 

Identification  Emblem  (1968)  SAE  J943a 
Identification  for  Television  Commercials  of  National  A 
Identification  Lamps  (1971) 

Identification  Marking  of  Grades  B  and  C  Prevailing  Tor 
Identification  Numbers  (1968) 
Identification  Numbers  (1969) 
Identification  Numbers  (1971) 

Identification  Numbers,  for  Visibility  and  Durability  O 
Identification  of  Carboxylic  Acids  in  Alkyd  Resins  (196 
Identification  of  Copper  Tube  (1968) 

Identification  of  Crystalline  Compounds  in  Water  Formed 
Identification  of  Damaged  Feathers  (1968) 
Identification  of  Duck  Plumage  (1968) 
Identification  of  Fibers  in  Textiles  (1971)  ANSI  LI4.I3 
Identification  of  Fillers  in  Paper  (1965) 
Identification  of  Glue  in  Paper  (1967) 
Identification  of  Goose  Plumage  (1968) 
Identification  of  Hog  Hair  (1968) 

Identification  of  Iron  and  Sulfur  Bacteria  in  Water  and 
Identification  of  Landfowl  (Chicken  and  Turkey)  Feather 
Identification  of  Latex  Foam  Rubber  (1968) 
Identification  of  Metallic  and  Fibrous  Contaminants  in 
Identification  of  Mounted  Wheel  Mandrels  (1970) 
Identification  of  Mounted  Wheels  (1970) 
Identification  of  Natural  and  Man  Made  Fibers,  and  Othe 
Identification  of  Nonwoody  Vegetable  Fibers  (1947) 
Identification  of  Oils  and  Oil  Acids  in  Solvent  From  So 
Identification  of  Piping  Materials  (1968) 
Identification  of  Plumage  (1968) 

Identification  of  Polyhydric  Alcohols  in  Alkyd  Resins 
Identification  of  Polyurethane  Foam  (Ester  Type)  (1968) 
Identification  of  Polyurethane  Foam  (Ester  Type)  (1968) 
Identification  of  Polyurethane  Foam  (Ether  and  Ester  Ty 
Identification  of  Polyvinyl  Chloride  Foam  (1968) 
Identification  of  Polyvinyl  Chloride  Foam  (1968) 


ASTM 

E191 

ASTM 

D1583 

TAPPI 

T509 

TAPPI 

T435 

ASTM 

D2725 

NFPA 

SOB 

Direc  CBC 

43 

CSMA 

AG'l  1 

ASTM 

F21 

ASTM 

D2193 

ASTM 

D2837 

SPI 

PPI-TR2 

SPI 

PPI-TR3 

DA 

80.9 

AATCC 

127 

SPI 

PPI-TR4 

PFI 

ES4 

ASME 

BPVCXIA 

TAPPI 

T622 

or  Ch  ASTM 

E291 

TAPPI 

T235 

ANSI 

PH4.225 

ASTM 

D1442 

ANSI 

PH4.226 

TAPPI 

T613 

Caust  ASTM 

E291 

CTFA 

99 

ASTM 

D2364 

ASTM 

E326 

ASTM 

E335 

ASTM 

D1957 

ANSI 

PH4.187 

ASTM 

D2363 

CTFA 

96 

AFS 

NF651 1-23 

NFPA 

56D 

SWA 

♦139 

use 

PS44 

ARI 

810 

ASHRA 

29 

Std.  use 

PS48 

BISSC 

32 

NSA 

1524 

TAPPI 

T498 

ANSI 

MH5.3 

NFLDP 

T3. 2.60.1 

SAE 

J759A 

ISA 

S5.1 

SAE 

J943A 

)  and  ASAE 

S277.1 

[ndus  .SAE 

J725B 

ASAE 

S276.2 

AAAA 

♦10 

SAE 

J592D 

IFI 

108 

SAE 

I853A 

Rec  SAE 

J129 

SAE 

J187 

SAE 

J364A 

ASTM 

D2455 

CDA 

101/8-41 

ASTM 

D934 

ABFLO 

B-9 

ABFLO 

B-7 

AATCC 

20 

TAPPI 

T488 

TAPPI 

T505 

ABFLO 

B-8 

ABFLO 

E-1 

APHA 

•2-500 

ABFLO 

B-10 

ABFLO 

C-10 

ASTM 

F314 

ANSI 

B74.9 

ANSI 

B74.7 

ABFLO 

D-25 

TAPPI 

TIO 

ASTM 

D2245 

PFI 

ESI  1 

ABFLO 

B-1 

ASTM 

D2456 

ABFLO 

C-5 

ABFLO 

C-7 

ABFLO 

C-11 

ABFLO 

C-4 

ABFLO 

C-9 

Office  of  Engineering  and  Information  Processing  Standards 


181 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


n  Aerospace  Fluids  (1970) 


Is  (1969) 


Std.  Melh.  of 
Meth.  for 

Rec.  Pract.  for  Coding  System  for 
Qualitative 
Std.  Meth.  for  Infrared 


Std.  for 
Meth.  for 

Rec.  Pract  and  Std.  Covering  Wiring 
Rec.  Pract.  for  Passenger  Car 
Std.  for  Plastics  Piping;  a  List  Used  for  Procurement  and 
Im  Camera  Cartridge  Notches  for  Exposure  Control  and  Stock 
rs)  (1971)  Std,  for  Instructions  for  Automatic  Car 

Is  (Leather  Tanning)  (1954)  Meth.  of 

(1970)  Std.  Markings  for 

Nomenclature  for  Spark 
Std,  for  the  Prevention  of  Dust 
Std,  Test  Meth.  for  Loss  on 
Std.  Meth.  of  Test  for  Minimum  Pressure  for  Vapor  Phase 
lastics  (1968/  Std.  Test  Meth.  for  Acetone  Extraction  and 

8)  External 

External 
External 
Std.  Test  Meth.  for 
Safety  Std.  for  Marine  Engine 
Rec.  Pract.  tor 

ion  (1971) 

st  Meth.  for  Silicon  in  Organic  Compounds  by  Peroxide  Bomb 
Timing  of  Power  Chain  Saw  Engine 
Std.  for  Engine  Rating  Code;  Spark 
Battery  Materials  Spec.  Vehicular, 
Storage  Battery  Spec  ,  Vehicular, 
Matching  of  Paper  with  an  Ultraviolet  Containing  Daylight 
g  and  Color  Matching  of  Paper  (1968)  Meth,  for 

Safety  Std,  for  Portable  Electrically 
Electrically 

Rec.  Colors  and  the  Use  of  Same  by  the 
Rec.  Safe  Pract.  in  Maintenance,  Heating  and 
Rec.  Pract.  for  Emergency  Evacuation 
Gaseous  Emissions  Equipment  Product  Definitions  and 
Std.  Dimensions  of  Projectable 
Std,  Dimensions  of  Projectable 
969)  Std,  Dimensions  of  Projectable 

Std,  Dimensions  of  Projectable 
Std.  Dimensions  of  Projectable 
Std.  Meth.  of  Test  for 
Std.  Dimensions  of  Camera  Aperture 
(1946)  Std.  16mm  Positive  Aperture  Dimensions  and 

positive  Prints  (1/  Std.  Negative  Aperture  Dimensions  and 

Guide  for  Loading  Oil 
Meth.  for  Water 

.  for  Pressure  Sensitive  Tape  Shear  Strength  After  Solvent 
edure  for  the  Delamination  of  Adhesive  Bonds,  Due  to  Water 
Test  Meth,  for  Resistance  to 
966)  Human  Tolerance  to 

ng  Materials  (1968)  Std.  Test  Meth.  for  Tensile 

Std.  Test.  Procedure  for  the  Guillotine 
Test  Meth.  for  Water  Resistance  of  Textile  Fabrics 
Passenger  Car  Wheels  (1970) 
ers  (1971) 


Means  of  a  Tup  (Falling  Weight)  (19/ 


Meth.  for 
Std.  Test  for  Drop 
Std.  Test  Meth.  for 
Pressure  Sensitive  Tape 
of  Test  for  Compatibility  of  Materials  with  Liquid  Oxygen 

Std,  Test,  Meth,  for 
Std.  Meth.  of  Incline 
Rec.  Pract.  for  Seatback  Assembly  Laboratory 
Incandescent  Lamp 
Rec.  Pract.  for  Instrumentation  for  Laboratory 
Std.  Test.  Procedure  tor  Guillotine 
on  Stale  of  the  Art  Measuring  Unbalanced  Transmission  Line 
Std.  Spec,  for  Stainless  Steel  Bars  and  Wire  for  Surgical 
td.  Spec,  for  Stainless  Steel  Sheet  and  Strip  for  Surgical 

Tractor  and 
Agricultural 
Tractor  and  Farm 

nd  Industrial  Vehicles:  Tractors,  Tangential  Pull  Factors, 
Full  Shielding  of  Power  Drivelines  for  Agricultural 
all  Shielding  of  Power  Drive  Lines  for  Agricultural  (Farm) 
Quick  Attaching  Coupler  for  Three  Point  F/  Attachment  of 

15  Three  Point  Free  Link  Attachment  tor  Hitching 

th  Quick  Attaching  Coupler  for  Three  Point/  Attachment  of 

Std.  for  Three  Point  Free  Link  Hitch  Attachment  of 
hp  Category  0  Three  Point  Free  Link  Attachment  for  Hitch/ 
lie  Remote  Control  to  Farm  Tractors  and  Trailing  Type  Farm 


(1968) 
70) 


dentification  of  Solder  and  Solder  Flux  Contaminants  I 
dentification  of  Specks  and  Spots  in  Paper  (1957) 
Identification  of  Tube,  Pipe,  and  Hose  Fittings  (1969) 
Identification  of  Urine  in  Cotton  Fibers  (1968) 
Identification  of  Vehicle  Solids  From  Solvent  Type  Pain 
Identification  of  Welding  Wire,  Color  Code  System  (1970 
Identification  of  Welding  Wire,  Line  Code  System  (1970) 
Identification  of  Wire  Side  of  Paper  (1968) 
Identification  of  Wood  and  Fibers  From  Conifers  (1961) 
Identification  on  Boats  (1970) 
Identification  Terminology  (1971) 
Identification  (1970) 

Identification  (1970)  /  for  Super  8  Motion  Picture  Fi 

Identification,  Permanent  Label  Application  (Railway  Ca 
Identifying  Analytical  Procedures  to  Examine  Mineral  Oi 
Identifying  Grinding  Wheels  and  Other  Bonded  Abrasives 
Igniter,  Gap  Types  (1971) 

Ignition  in  Spice  Grinding  Plants  (1971)  ANSI  ZI2.9 
Ignition  of  Electrical  Grade  Magnesium  Oxide  (1969) 
Ignition  of  Monopropellants  (1970) 

Ignition  of  Strands,  Yarns,  and  Roving  for  Reinforced  P 

Ignit'on  Proofing  of  Marine  Engine  Cranking  Motors  (196 

Ignition  Proofing  of  Marine  Engine  Distributors  (1968) 

Ignition  Proofing  of  Marine  Engine  Wiring  (1969) 

Ignition  Properties  of  Plastics  (1968) 

Ignition  System  Components  and  Systems  (1967) 

Ignition  System  Nomenclature  and  Terminology  (1970) 

Ignition  System  Test  Metering  and  Power  Supply  Regulat 

Ignition  (1968)  ANSI  K75.1  Std.  Te 

Ignition  (1970) 

Ignition  (1971) 

Ignition,  Lighting  and  Starting  (1970) 
Ignition.  Lighting,  and  Starting  (1970) 

Uluminant  (1970)  /  Meth.  for  Visual  Grading  and  Color 

Illuminants  (Wave  Lengths  400-700  Mm)  for  Visual  Gradin 
Illuminated  Counter  Scales  (1971)  ANSI  C33.16 
Illuminated  Frames  (1969)  ANSI  C3.V19 
Illuminating  Engineer  (1961) 
Illumination  in  Metal  Casting  (1970) 
Illumination  (1970) 
Illustrations  (1969) 

Image  Area  on  Super  8  Motion  Picture  Film  (1969) 

Image  Area  on  16mm  Motion  Picture  Film  (1969) 

Image  Area  on  35mm  Nonanamorphic  Motion  Picture  Film  (1 

Image  Area  on  70mm  Motion  Picture  Film  (1969) 

Image  Area  on  8mm  Motion  Picture  Film  (1969) 

Image  Gloss  of  Porcelain  Enamel  Surfaces  (1967) 

Image  on  Super  8  Motion  Picture  Film  (1971) 

Image  Size  for  Positive  Prints  Made  From  35mm  Negatives 

Image  Size  for  16mm  Duplicate  Negatives  Made  From  35mm 

Immersed  Distribution  and  Power  Transformers  (1962) 

Immersion  Test  of  Paperboard  (1963) 

Immersion  (1968)  Adhesion  Test  Meth 

Immersion,  of  Fibre  and  Cores  (1968)  Std.  Test.  Proc 

Impact  by  Falling  Ball  (1969) 

Impact  Conditions  as  Related  to  Motor  Vehicle  Design  (1 
Impact  Energy  to  Break  Plastics  and  Electrical  Insulati 
Impact  of  Composite  Cans  (1971) 

Impact  Penetration  Test)  (1971)  ANSI  L14.71,  Astm  D583 
Impact  Performance  Requirements  and  Test  Procedures  for 
Impact  Resistance  of  Loaded  Fiberboard  Shipping  Contain 
Impact  Resistance  of  Plastic  Containers  (1968) 
Impact  Resistance  of  Thermoplastic  Pipe  and  Fittings  by 
Impact  Resistance  Test  Meth,  (1962) 

Impact  Sensitivity  Threshold  Technique)  (1970)  /Meth. 

Impact  Strength  of  Adhesive  Bonds  (1970) 

Impact  Test  for  Shipping  Containers  (1968) 

Impact  Test  Procedure,  Head  Area  (1969) 

Impact  Test  (1966) 

Impact  Tests  (1970) 

Impact,  Filled  1  Qt.  Composite  Motor  Oil  Cans  (1971) 
Impedance  in  Distributed  Parameter  Coaxial  Waveguide  Sy 
Implants  (1971) 
Implants  (1971) 

Implement  Disc  Wheels  (1962) 

Implement  Power  Takeoff  and  Drive  Line  Pedestal  Shafts 
Implement  Power  Takeoff  Universal  Joint  Drive  Lines  (19 
Implement,  Log  Skidders,  Planter  Press,  Garden  Tractors 
Implements  and  Tractors  (1968) 
Implements  and  Tractors  (1970)  SAE  J955 
Implements  to  Agricultural  Wheel  Tractors  Equipped  with 
Implements  to  Agricultural  Wheel  Tractors  (1971)  SAE  J7 
Implements  to  Agricultural  Wheeled  Tractors  Equipped  Wi 
Implements  to  Agricultural  Wheeled  Tractors  (1966) 
Implements  to  Lawn  and  Garden  Riding  Tractors  Up  to  20 
Implements  (1966)  Application  of  Hydrau 
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ASTM 
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gricullural  Tractors  and  Trailing  Type  Agricultural  (Farm) 
c  Motors  to  Agricultural  Tractors  and  Trailing  Type  (Farm) 
logy  for  Traction  of  Agricultural  Tractors,  Self  Propelled 
Spec.  Criteria  of  Bulbs  and 
Std.  Spec,  for  Asphalt 
std.  Publication  for  Metallic  and  Associated  Coverings  for 
Glass  Roving,  Epoxy  Resin 
th.  for  Preparing  and  Electrical  Test,  of  Insulating  Paper 
Std.  Spec,  for  Iron  Base  Sintered  Bearings  (Oil 
Std.  Spec,  for  Copper  Base  Sintered  Bearings  (Oil 
Spec,  for  Dental 

9)  ANSI  G55.19  Std.  Spec,  for  Steel,  Closed 

Spec,  for  Elastomeric 
Spec,  for  Dental  Agar 
Spec,  for  Alginate 

Z156.16  Spec,  for  Dental 

Rec.  Pract.  for  Instrumentation  for  Measuring  Acoustic 
Std.  Meth.  of  Test  for  Butadiene  Purity  and  Hydrocarbon 
Std.  Spec,  for  Limits  on 
test  Meth.  for  Detection  and  Estimation  of  Water  Insoluble 
Std.  Test  Meth.  for  Organic 
97/  Tent.  Rec.  Pract.  for  Infrared  Absorption  Analysis  of 

Std.  for  Gate  Valves  (3  In.  Through  48 
t  Lamp  A-21  Bulb,  Medium  Screw  Base  (Overall  Length  5  5/16 
Medium  Screw  Base  Incandescent  Lamp  (Overall  Length  5  1/2 
edium  Screw  Base  Incandescent  Lamp  (Overall  Length  5  15/16 
car  Trucks  -  Single  Shoe  Brakes,  33  In.  Dia.  Wheels,  5X9 

Rec.  Pract  for 
Rec.  Pract.  for  Boat 
ract.  for  Determining  and  Stating  the  Horsepower  Rating  of 
Rec.  Pract.  for  Sailboat 
Rec.  Pract.  for  Sailboat 
nd  Std.  for  the  Design  and  Construction  of  Gasoline  Fueled 
Meth.  for  Photometric  Test,  of  Roadway  Luminaires  Using 
Length  5  5/16  In.)  (1971)  Std. 


etry  (1969) 
Areas)  (1965/ 

cedar,  Norlhem  White/ 


Std.  for  A-23  Bulb,  Double  Contact  Medium  Screw  Base 
Std.  for  A-21  Bulb,  Medium  Screw  Base 
Std.  for  Ps-30  Bulb,  Mogul  Screw  Base 
Std.  for  Simulated 
Std.  for  Semiconductor  Dimmers  for 
Rec.  Pract.  for  Intrinsically  Safe  and  Non 
Safely  Requirements  for  Marine  Sewage 
Std.  on 

Std.  for  Domestic  Gas  Fired 
Std.  for  Preservative  Treatment  of 
Std.  Meth.  of 

or  Coefficient  of  Static  Friction  of  Shipping  Sack  Papers 
iais  (1968)  Std.  Test  Meth.  for  Liquid  Contaminant, 

idth  Centrifugal  Fans,  Ventilating  Airfoils  and  Backwardly 
Rec.  Practice  for  Correcting  Gage  Tables  for 
ans  of  a  Durometer  (1970)  Std.  Meth.  of  Test  for 

a  Durometer  (1968)  Std.  Test  Meth.  for 

ulating  Liquids  (R1969)  A/  Std.  Test  Meth.  for  Refractive 

Std.  Color  Code  for  Service  Fixture 
.  Test  Meth.  for  Flammability  of  Plastics  Using  the  Oxygen 

Std.  Meth.  of  Test  for 

ngs(1969)  Std. 

Std.  Test  Meth.  for  Yellowness 
std.  Meth.  of  Determining  the  Plastic  Limit  and  Plasticity 
969)  Rec.  Pract.  for  the  Use  of  a  Melt 

Std.  Methods  for  the  Calculation  of  the  Articulation 
pe) (1969)  Std. 
iamond)  Inserts  for  Cutting  Tools  (1969)  Std. 

Grades  of 
Spec,  for  Cut 

Spec,  for  Setting,  Cleaning  and  Waterproofing  of 
ruments  and  Apparatus)  (1970)  Measurement  of 

Safety  Std.  for  Time 
Safety  Std.  for  Temperature 
Load 

Rec.  Pract.  for  Overload 
Rec.  Pract.  for  Aircraft  Visual  Warning 
s  (1970)  Meth.  for 

.  Pract.  for  Terminology.  Dimensions  and  Safety  Pract.  for 
rocarbon  Types  in  Liquid  Petroleum  Products  by  Fluorescent 
Std.  for  Water  Resistance  of  Paper  and  Paperboard  (Dry 

Safety  Std.  for 

roducts  (1970)  Std.  for  Total 

Std.  Test  Meth.  for  Saponification  Number  by  Color 
th.  for  Air  Content  of  Freshly  Mixed  Concrete  by  the  Chace 

Std. 

mail  Rec.  Pract.  and  Std.  for  Flammable  (Combustible)  Gas 

Safely  Std.  for  Marine  Combustible  Gas 
c.  Guide  for  the  Control  of  Dust  Emissions,  Combustion  for 
the  Control  of  Emission  of  Oxides  of  Sulfur  Combustion  for 


mplements  (1966)  SAE  J716  /Ote  Control  Cylinders  to  A 

mplements  (1970)  Application  of  Remote  Hydrauli 

mplements,  and  Other  Traction  and  Transport  Devices  (I 
mplosion  Panels  for  Television  Picture  Tubes  (1966) 
mpregnaled  Glass  Fiber  Mat  (Felt)  (1969) 
mpregnated  Paper  Insulated  Cables  (1967) 
mpregnated  Type"S"  glass  (1970) 

mpregnated  with  a  Liquid  Dielectric  (1969)  Std.  Me 

mpregnated)  (1970) 

mpregnated)  (1970)  ANSI  H9.27 

mpression  Compound  (1956)  ANSI  Z156.3 

mpression  Die  Forgings  for  General  Industrial  Use  (196 

mpression  Material  (Dental)  (1967) 

mpression  Material  (1968)  ANSI  Z156.ll 

mpression  Material  (1969)  ANSI  Z156.18 

mpression  Paste  (Zinc  Oxide  Eugenol  Type)  (1962)  ANSI 

mpulses  of  Passenger  Cars  (1971) 

mpurities  by  Gas  Cromatography  (1970) 

mpurities  in  Natural  Rubber  (1969) 

mpurities  in  Refined  Phenol  by  Cloud  Point  Depression 

mpurities  in  Sands  for  Concrete  (1968) 

mpurities  in  Single  Crystal  Semiconductor  Materials  (1 

n.)  for  Water  and  Other  Liquids  (1971) 

n.)  (1971)  Std.  Incandescen 

n.)  (1971)  Std.  for  A-21  Bulb, 

n.)  (1971)  Std.  for  A-23  Bulb,  Double  Contact  M 

n..  5  1/2  X  10  In.  and  6  X  1 1  In.  Journals  (Railway) 
nboard  Control  Cables  on  Boats  (1966) 
nboard  Engine  Installation  (1966) 

nboard  Gasoline  Engines  (Boats)  (1970)  Rec.  P 

nboard  Well  Dimensions  (1969) 
nboard  Well  Dimensions  (1970) 

nboard.  Liquid  Cooled  Marine  Engines  (Boats)  (1970) 
ncandescent  Filament,  or  Mercury  or  Sodium  Electric  Di 
ncandescent  Lamp  A-21  Bulb,  Medium  Screw  Base  (Overall 
ncandescent  Lamp  Impact  Test  (1966) 
ncandescent  Lamp  (Overall  Length  5  15/16  In.)  (1971) 
ncandescent  Lamp  (Overall  Length  5  1/2  In.)  (1971) 
ncandescent  Lamp  (1971) 

ncandescent  Tungsten  Sources  for  Photographic  Sensitom 
ncandesent  Lamps  (1970) 

ncendive  Electrical  Instruments  (for  Hazardous  Housing 
ncinerating  Devices  (1968) 

ncinerators  and  Rubbish  Handling  Chutes  (1971) 
ncinerators  (1969) 

ncised  Pole  Butts  by  the  Thermal  Process,  Western  Red 

ncline  Impact  Test  for  Shipping  Containers  (1968) 

nclined  Plane  Meth.)  (1967)  Meth.  F 

nclined  Plane  Tracking  and  Erosion  of  Insulating  Mater 

nclined  (1969)  /Td.  for  Operating  Limits  for  Single  W 

ncrustation  (of  the  Oil  Tank)  (1968) 

ndentation  Hardness  of  Elastomeric  Type  Sealants  by  Me 
ndentation  Hardness  of  Rubber  and  Plastics  by  Means  of 
ndex  and  Specific  Optical  Dispersion  of  Electrical  Ins 
ndex  Buttons;  Plumbing  (1966) 

ndex  Meth.  (1970)  Std 
ndex  of  Dustiness  of  Coal  and  Coke  (1969)  ANSI  K20.il 
ndex  of  Meth.  for  Test.  Architectural  Paints  and  Coati 
ndex  of  Plastics  (1970) 
ndex  of  Soils  (1970) 

ndex  Strand  for  Determining  Density  of  Polyethylene  (1 
ndex  (1969) 

ndexable.  Throw  Away,  Insert  Holders  (Clamp  and  Pin  Ty 
ndexable.  Throw  Away,  (Round,  Triangular,  Square  and  D 
ndiana  Limestone  Finishes  (Surfaces)  (1965) 
ndiana  Limestone  (1967) 
ndiana  Limestone  (1967) 

ndicated  Power  of  Piston  Engines  and  Compressors  (Inst 
ndicating  and  Recording  Apphances  (1970)  ANSI  C33.63 
ndicating  and  Regulating  Equipment  (1970) 
ndicating  Devices  in  Lifting  Crane  Services  (1968) 
ndicating  System  (1970) 
ndicating  Systems  (1970) 

ndicating  the  Blocking  Resistance  of  Gummed  Flat  Paper 
ndicating  Variable  Area  Meters  (Rotameters)  (Glass,  Me 
ndicator  Absorption  (1970)  /Td.  Meth.  of  Test  for  Hyd 

ndicator  Meth.)  (1944) 

ndicator  Posts  for  Fire  Protection  Service  (1971) 
ndicator  Readmg  Tolerances  of  Extruded  Solid  Rubber  P 
ndicator  Titration  (R1969)  ANSI  Z11.20 

ndicator  (1963)  Std.  Test  Me 

ndicators  for  Volumetric  Analysis  (1958) 
ndicators  Including  Their  Installation,  Operation  and 
ndicators  (1965) 

ndirect  Heat  Exchangers  (1969)  Re 
ndirect  Heat  Exchangers  (1970)  Rec.  Guide  for 
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(1959) 


Pressure  Sensitive  Electrical  Tape 
Guide  Spec,  for 
Std.  for 
Rec.  for  Lighting 
Sid.  Spec  for  Screen  Luminance  for 
Construction  of 

cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electrode  or  Vacuum 
cr-1 3.5co-4.3mo-3.0ti-l .4al  Consumable  Electrode  or  Vacuum 
cr-1 3.5co-4.3mo-3.0ti-l ,4al  Consumable  Electrode  or  Vacuum 
9.5cr-l3.5co-4.3mo-3.0ti-1.4al  Consumable  Electrode  Vacuum 
cr-1 3.5co-4,3mo-3,Oti-l .4al  Consumable  Electrode  or  Vacuum 
,  Welding  Corrosion  and  Heat  Resistant  Nickel  Base,  Vacuum 
heat  Resistant  Nickel  Base,  Consumable  Electrode  or  Vacuum 
4.3mo-2.9ti-l .4al  Annealed,  Consumable  Electrode  or  Vacuum 
5cr  -  6.0  Mo-2.7  Ti  -  34fe,  Consumable  Electrode  or  Vacuum 
eamless  Corrosion  Resistant  Consumable  Electrode  or  Vacuum 


Consumable  Electrode  or  Vacuum 


0  - 

3.0ti  - 

1.4al  - 

0.05cr, 

(Cb 

+  Ta) 

-  l.lti  - 

2.0cu, 

.Cr 

-  37fe 

-  2.9cb 

-  1.8ti, 

6c  r 

-  37fe 

-  2.9cb 

-  1.8ti. 

6cr 

-  37fe 

-  2.9cb 

-  1.8ti, 

6cr 

-  37fe 

-  2.9cb 

-  1.8ti, 

6cr 

-  37fe 

-  2.9cb 

-  I.8ti, 

(1969) 


ions  (1969)  ANSI  C33.30 


71) 


Consumable  Electrode  or  Vacuum 


.  Meth.  of  Test  for  Saturation  Magnetization  or  Saturation 
ngs.  Corrosion  Resistant  13cr  -  8ni  -  2.3mo  -  l.lal  Vacuum 

Std.  Step  Voltage  and 
Steel  Castings  Investment,  Electrical 
d.  for  the  Installation  of  Gas  Piping  and  Gas  Equipment  on 
Spec,  for  Electro  Magnetic  Relays  for 
Std.  Test  Melh.  for  Distillation  of 
Std.  Meth.  for  Calculation  of  Volume  and  Weight  of 
Rec.  Pract.  for  Sampling 
Agma  Std.  (System)  Design  of  General 
Std. 

Std.  Definitions  of  Electrical  Terms 
Std.  (System)  Design  of  General 
Rec.  Pract.  for  Instrument  Enclosures  for 
(1971)  Electronic  Std.  for  Mass  Production 

Lighting  and  Marking  of  Agricultural  Equipment  and 
td.  for  Lighting  and  Marking  of  Agricultural  Equipment  and 
Mounting  Brackets  and  Socket  for  Agncultural  (Farm)  and 
le  (Smv)/  Mounting  Brackets  and  Socket  for  Farm  and  Light 

Electrical  Std.  for  Mass  Production 
Flashing  Warning  Lamp  for  Farm  and  Light 
arning  Lamp  for  Remote  Mounting  on  Agricultural  (Farm)  and 
al  Symbols  for  Operator  Controls  on  Agricultural  and  Light 
Vehicular  Access  Systems  for  Construction  and 
Rec.  Pract.  for  Operator  Controls  on  Agricultural  and 
at  the  Operator  Station  for  Agricultural  and  Construction 
tions  and  Rod  End  Configurations  for  Cataloged  Square  Head 
Mounting  Dimensions  for  Square  Head 
Std.  for  Non  Integral 
Safety  Std.  for 
Controls;  Electric  Motorized 
Controls;  Electric  Motorized 
Deep  Section  Grooved  and  Figure  8  Copper  Trolley  Wire  for 
Std.  Safety  Requirements  for 

Std.  for 

Std.  for  Hydraulic  Power  Pumps  on  Construction  and 
engineering  Design  Serviceability  Review.  Construction  and 
Boll  and  Capscrew  Sizes  for  Use  in  Construction  and 
e  Plugs,  Size  and  Type  of  Head  for  Use  in  Construction  arid 
Rec.  Pract.  for  Lubrication  Intervals;  Construction  and 
racl.  for  Electrical  Charging  Systems  for  Construction  and 
safety  Considerations  for  the  Operator  of  Construction  and 
Tire  Selection  Tables  for  Agricultural  and  Light 
Meth.  of  Sampling  Dibasic  Acids 
ing  Purity  by  Total  Acidity  and  Acid  Value  (Dibasic  Acids, 
initial  and  Final  Melting  Points,  and  the  Melting  Range  of 
Std.  for  the  Prevention  of  Dust  Explosions  in 

ulure  Design  (1966) 
ure  Design  (1966) 

Std.  for  Analysis  of 

lass  B  (1971)  Sid.  for  Safety  Requirements  for 

structions  tor  Structures  Other  Than  Platforms  Adjacent  to 

Std.  for 

Std.  Definitions  for  Lead  Acid 
Std.  for  Liquid  in  Glass 
Rec.  Pract.  for  Agricultural  and 
Std.  for  Spec.  Definitions, 
d.  for  Operator  Protection  for  Wheel  Type  Agricultural  and 
Agricultural  (Farm)  and 
Performance  Ratings  of 
er  Take  Off  Definitions  and  Terminology  for  Farm  and  Light 
off  Definitions  and  Terminology  for  Agricultural  and  Light 


ndirect  Measurement  of  Electrolytic  Corrosion  Test  Met 
ndoor  and  Outdoor  Pipe  and  Tube  Railing  (1971 ) 
ndoor  General  Storage  of  Combustible  Products  (1970) 
ndoor  Locations  of  Central  Station  Properties  (1957) 
ndoor  Motion  Picture  Theaters  (1970) 
ndoor  Rifle  and  Pistol  Shooting  Ranges  (1971) 
nduction  Melted  1825-1900  (996.1 -1037.8c)  Solution,  St 
nduction  Melted  1825-1900  (996.1 -1037.8c)  Solution,  St 
nduction  Melted  1825-I900f  (996.l-1037.8c)  Solution,  S 
nduction  Melted  1975f  (1079.4c)  Solution  Heat  Treated 
nduction  Melted  1975f  (1079. 4c)  Solution,  Stabilizatio 
nduction  Melted  (1970)  Alloy  Wire 

nduction  Melted  (1970)  /  Wire,  Welding  Corrosion  and 

nduction  Melted  (1970)  /Nt  Nickel  Base  19.5cr-13.5co- 

nduction  Melted  (1971)  /  Resistant,  Nickel  Base  -  12. 

nduction  Melted  (1971)  (19cr  -  lOni)  (1971)  /Ubing,  S 

nduction  Melted,  Annealed  (1971)  /5cr  -  13.5co  -  4.3m 

nduction  Melted,  1525  F  (829.4c)  Solution  Heat  Treated 
nduction  Melted,  1750  F  (954.4c)  Solution  Heat  Treated 
nduction  Melted,  1750  F  (954.4c)  Solution  Heal  Treated 
nduction  Melted,  1750  F  (954.4c)  Solution,  Slabilizati 
nduction  Melted,  1800  F  (982.2c)  Solution  Heal  Treated 
nduction  Melted,  1800  F  (982.5c)  Solution  Heat  Treated 
nduction  of  Nonmetallic  Magnetic  Materials  (1970)  /Td 
nduction  Plus  Consumable  Electrode  Melted  (1970)  /  Ri 

nduction  Voltage  Regulators  (1968) 
nduction  Melted,  Annealed  (1970) 

and  Certain  Other  Premises  (1969)  ANSI  Z83.1 
And/or  Commercial  Application  (1969) 
Aromatic  Hydrocarbons  and  Related  Materials 
Aromatic  Hydrocarbons  (1968a)  ANSI  Z106.1 
Chemicals  (1969) 

Coarse  Pitch  Cylindrical  Wormgearing  (1970) 
Control  Equipment  for  Use  in  Hazardous  Local 
Control  Equipment)  (1956) 
Double  Enveloping  Wormgears  (1970) 
Environments  (1968) 

Equipment  and  General  Purpose  Machine  Tools 
Equipment  on  Highways  (1969)  SAE  J137 
Equipment  on  Highways  (1970) 
Equipment  Warning  Lamp  and  Slow  Moving  Vehic 
Equipment  Warning  Lamp  and  Slow  Moving  Vehic 
Equipment  (1967) 
Equipment  (1967) 

Equipment  ( 1967)  Flashing  W 

Equipment  (1969)  Univers 
Equipment  (1970) 
Equipment  (1970) 

Equipment  (1971)  /  Sound  Level  Measurements 

Fluid  Power  Cylinders  (1968)  ANSI  B93.8  /Na 
Fluid  Power  Cylinders  (1969)  ANSI  B93.15 
Fluid  Power  Hydraulic  Reservoirs  (1969) 
Furnaces;  Design,  Location  and  Equipment  (19 
Hand  Trucks  (1965) 
Hand/Rider  Trucks  (1965) 

Haulage  (1969)  ANSI  C7.ll  /Ec.  for  Figure  9 

Head  Protection  (1969) 

Hygiene  and  Safety  in  Foundry  Pract.  (1965) 
Laminated  Thermosetting  Products  (1971) 
Machinery  Equipment  (1970) 
Machinery  (Hs  39)  (1968) 
Machinery  (1968) 

Machinery  (1968)  Pip 
Machinery  (1970) 
Machinery  (1970) 


0) 


9) 


ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria^ 
ndustria' 
ndustria 
ndustria! 
ndustria! 
ndustria 
ndustria 
ndustria! 
ndustria! 
ndustria! 
ndustria! 
ndustria! 
ndustria! 
ndustria! 
ndustria 
ndustria 
ndustria! 
ndustria! 
ndustria 
nduslrial 
ndustria 
ndustria! 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria! 
ndustria! 
ndustria! 
ndustria! 
ndustria 
ndustrial 
ndustria 
ndustria! 
ndustrial 
ndustria! 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria 
ndustria! 


Rec.  P 

Machinery  (1970)  Rec.  Pract.  for 

Machines  of  Future  and  Design  (1968) 
Oils  and  Derivatives)  (1970) 

Oils  and  Derivatives)  (1970)  /Eth.  of  SampI 

Organic  Chemicals  (1969)  ANSI  K69.1  /ative 
Plants  (1971)  ANSI  Z12.21 
Pneumatic  Tire  List  (Trucks)  Preferred  and  F 
Pneumatic  Truck  Tire  List,  Preferred  and  Fut 
Process  Water  (1955) 

Protective  Helmets  for  Electrical  Workers,  C 

Side  Tracks  (1969)  /Ranee  Diagrams  Fixed  Ob 

Steel  Storage  Racks  (1964) 

Storage  Batteries  (1971) 

Thermometers  (1962) 

Tractor  Auxiliary  Power  Take  Off  Drives  (197 
Tractor  Front  End  Loader  (1968) 

Tractor (1970)  St 
Tractors  Auxiliary  Power  Takeoff  Drives  (196 
Tractors  (1961) 

Tractors  (1967)  Pow 
Tractors  (1967)  SAE  J722  Power  Take 
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54A 

NARM 

*1.12 

ASTM 

D850 

ASTM 

D1555 

ASTM 

E300 

AGMA 

341.02 

UL 

698 

ANSI 

C42.25 

AGMA 

342.02 

ISA 

RP8.1 

JIC 

EL-1-71 

ASAE 

S279.4 

SAE 

J137 

ASAE 

S277.1 

SAE 

J725B 

JIC 

EMP-1 

SAE 

J974 

ASAE 

S307 

SAE 

J389A 

SAE 

J185 

SAE 

J841D 

SAE 

J9I9A 

NFLDP 

T3.6.67.4 

NFLDP 

T3.6.7 

NFLDP 

T3. 16.69.2 

NFPA 

86B 

ITA 

2H1 

ITA 

2JI 

ASTM 

B116 

ANSI 

Z89.1 

AFS 

NF6511-23 

NEMA 

LIl 

SAE 

J744C 

SAE 

J817 

SAE 

J370 

SAE 

J371 

SAE 

J752A 

SAE 

J180 

SAE 

J153 

SAE 

J711B 

AOCS 

TA7E 

AOCS 

TE4A 

ASTM 

E324 

NFPA 

63 

ITA 

9F1-2 

ITA 

9F2 

TAPPI 

T620 

ANSI 

Z89.2 

AREA 

28-2-4 

RMI 

•1 

NEMA 

IBI 

SAMA 

PMC7-1 

SAE 

J717B 

SAE 

J732C 

SAE 

J333A 

ASAE 

R333 

ITA 

3A1-3A3 

SAE 

J722A 

ASAE 

S205.1 
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d  And/ 
4) 


Operator  Protection  for  Wheel  Type  Agricultural  and 
Operator  Protection  for  Wheel  Type  Agricultural  and 

Rec.  Pract.  for 

Stability  and  Safety,  Tilting  Platform  Tests  (Fork 
Rec.  Pract.  for 


Rec.  Pract.  for 
Load  Handling  Controls  for  Powered 
re  Prevention  Spec,  for  Internal  Combustion  Engine  Powered 
Safety  Std.  for  Internal  Combustion  Engine  Powered 
Safety  Std.  for  Electric  Battery  Powered 
ations,  Areas  of  Use,  Maintenance  and  Operation  of  Powered 
Floor  Loads  (of  Buildings  for 
Nickel  Iron  36  Volt  Batteries  (Dimensions)  (for  Electric 
ds.  Tilt  Mechanism,  Overtravel  Limits,  Warning  Devices,  of 
Designation  of  Right  Hand  and  Left  Hand  (for  Rider  Type 

Controls;  Electric 
Brakes,  Electric  and  Internal  Combustion  Powered 
Controls;  Electric 
Brakes,  Electric  and  Internal  Combustion  Powered 
Controls;  Electric 

IB93.13  Fluid  Power 

assenger  Cars,  Truck  Busses,  Off  the  Road  Agricultural  and 
Std.  Spec,  for  Mineral  Fiber  Blanket  and  Felt  Insulation 
ion  and  Blanket  Type  Pipe  Insulation  (Metal  Mesh  Covered) 
pec.  for  Steel,  Closed  Impression  Die  Forgings  for  General 
mobile)  (1968)  Std.  Meth.  of  Rating  Commercial  and 

(Portable  and  Mobil/  Std.  Meth.  of  Rating  Commercial  and 

for  Tires  (Pneumatic  Type  Including  Solid  and  Cushion)  for 
rims  (Steering  and  Drive  Wheel  Types)  for  Agricultural  and 
Manual  of  Rec.  Pract,  for 
69)  Brick  and  Tile  in  Sanitation  Structures, 

Std.  Meth.  of  Test  for  Evaluating  Acute  Toxicity  of 
Std.  Meth.  of  Test  for  Odor  in  Industrial  Water  and 
.  of  Test  for  Chlorine  Requirement  of  Industrial  Water  and 
Std.  Meth.  of  Test  for  Chlorine  Requirement  of 
Std.  Meth.  of  Test  for  Odor  in 
Std.  Spec,  for  Equipment  for  Sampling 
pectrophotometry  (1970)  Std.  Meth.  of  Test  for  Metals  in 

Std.  Meth.  of  Test  for  Ph  of 
Std.  Meth.  of  Test  for  Iron  Bacteria  in 
Std.  Meth.  of  Test  for  Sulfate  Reducing  Bacteria  in 
r  Method)  (1970)  ANSI  /  Std.  Meth.  of  Corrosivity  Test  of 

Std.  Meth.  of  Test  for  Dissolved  Oxygen  in 
Std.  Meth.  of  Test  for  Oxidation  Reduction  Potential  of 
Rec.  Pract.  for  Brake  Test  Procedure  for 
Operator  Controls  on  Agricultural  Equipment  and 
Safety  for  Farm  (Agricultural)  Equipment  and 
Rec.  Pract.  for  Safety  for  Agricultural  Equipment  and 
Safety  Std.  for  Medical,  Commercial  and 
Std.  for 

t.  for  Dry  Break  Fueling  Installation  for  Construction  and 

(Powered 

and  Construction  of  Masonry  Chimneys  (for  Residential  and 
Meth.  for  Viscosity  of  Starch  and  Starch  Products  (Corn 
.  for  Laboratory  Corrosion  Test,  of  Metals  for  the  Process 
ternally  Threaded  Fasteners  Used  in  Automotive  and  Related 
Accounts  Payable  and  Manufacturers/  Rec.  for  the  Grocery 

oth,  and  Multi  Ply  Types  (1964)  Corrugators  Box  Tape 

ercials  of  National  Advertisers  (1970) 

Rec.  Names  for  Gates  and  Risers  in  the  Foundry 
f  Communications  Circuits  for  Use  in  Automation  in  the  Oil 
Worth  Street  Rules;  for  the  Textile 
Rec.  Coupon  Sizes  and  Legends  for  the  Grocery 
Rec.  Invoice  Forms  for  the  Grocery 
Rec.  Purchase  Order  Forms  for  the  Grocery 
Rec.  Product  Code  Numbers  for  the  Grocery 
Rec.  Location  of  Spot  for  Price  Marking  for  the  Grocery 
shipping  Cases,  Markings  and  Construction,  for  the  Grocery 
ec.  Pract.  for  Mouse  Control  Meth.  (Sanitation)  for  Baking 
Sanitation  and  Safety  Check  List  for  the  Baking 
Rec.  Pallet  Spec,  for  the  Grocery 
Rec.  Pallet  Spec,  for  the  Grocery 
for  Electric  Welded  Low  Carbon  Steel  Pipe  for  the  Chemical 
Rec.  Basic  Sanitation  Principles  for  the  Baking 
Rec.  Cleaning  Procedures  for  Parts  Washers  of  the  Baking 
Std.  for  the  Dust  Explosion  Prevention  in  the  Plastics 
mercial  Explosives  and  Blasting  Agents  in  the  Construction 
ace  Heating  Devices  and  Equipment  Used  in  the  Construction 
Lighting  for  Dairy  Farms  and  the  Poultry 
Glossary  of  Terms  Used  in  the  Aerosol 
Lighting  for  the  Poultry 
Std.  for  End  Preparation  for  Manual 
Rec.  Std.  for  Field  Wire, 
0)  ANSI  G63.2  Std.  Spec,  for  Copper 


nduslrial  Tractors  (1970)                                            ,  ASAE  S305.2 

Industrial  Tractors  (1970)  SAE  J333  ASAE  S305.1 

Industrial  Truck  Load  Handling  Symbols  (1971)  ITA  2L2 

Industrial  Truck  Rider  Type,  Operation,  Stacking,  Loade  ITA  4CI7-51 

Industrial  Truck  Symbols  (1971)  ITA  2LI 

Industrial  Truck  Tire  Nomenclature  and  Rec.  Pract.  (196  ITA  9AI 

Industrial  Truck  Typical  Applications  (Symbols)  ( 1971 )  ITA  2L3 

Industrial  Trucks  and  Tractors  (1970)  ITA  2AI-2 

Industrial  Trucks  (1967)  Fi  ITA  6AI-E3 

Industrial  Trucks  (1970)  UL  558 

Industrial  Trucks  (1971)  UL  583 

Industrial  Trucks  (1971)  ANSI  B56.2                /.  for  Type  Design  NFPA  505 

Industrial  Trucks)  (1956)  ITA  llAl 

Industrial  Trucks)  (1965)  ITA  8G2 

Industrial  Trucks)  (1966-68)                  /Es,  Steering,  Wheel  Guar  ITA  4GI-4 

Industrial  Trucks)  (1968)  ITA  2C1-2 

Industrial  Trucks,  High  Lift  Order  Picker  (1968)  ITA  2K1 

Industrial  Trucks,  Sit  Down  Rider  Type  (1965)  ITA  3C1 

Industrial  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2F1 

Industrial  Trucks,  Stand  Up  Rider  Type  (1965)  ITA  3D1 

Industrial  Trucks,  Stand  Up  Rider  Type  (1966)  ITA  2GI 

Industrial  Type  Air  Line  Pressure  Regulators  (1970)  ANS  NFLDP  T3.12.3 

Industrial  Type  Vehicles  (1971)  /Ims  to  Motorcycles,  P  TRA  6 

Industrial  Type)  (1970)  ASTM  C553 

Industrial  Type)  (1970)                  /Mineral  Fiber  Blanket  Insulat  ASTM  C592 

Industrial  Use  (1969)  ANSI  G55. 19  Std.  S  ASTM  A521 

Industrial  Vacuum  Cleaners,  Suction  Type  (Portable  and  FVMMA  1 

Industrial  Vacuum  Cleaners,  Suction  with  Agitation  Type  FVMMA  2 

Industrial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks;  Recr  TRA  5 

Industrial  Vehicles:  Tractors,  Tangential  Pull  Factors,  TRA  4 

Industrial  Ventilation  Systems  (19701  SMACN  *8 

Industrial  Waste  Treatment  Facilities  (Tech.  Notes)  (19  SCPI  34B 

Industrial  Waste  Water  to  Fresh  Water  Fishes  (1970)  ASTM  D1345 

Industrial  Waste  Water  (1970)  ASTM  D1292 

Industrial  Waste  Water  (1970)                                   Std.  Meth  ASTM  D1291 

Industrial  Water  and  Industrial  Waste  Water  (1970)  ASTM  D1291 

Industrial  Water  and  Industrial  Waste  Water  (1970)  ASTM  D1292 

Industrial  Water  and  Steam  (1970)  ANSI  ZU  1.2  ASTM  D1192 

Industrial  Water  and  Waste  Water  by  Atomic  Absorption  S  ASTM  D2576 

Industrial  Water  and  Waste  Water  (1970)  ASTM  D1293 

Industrial  Water  and  Water  Formed  Deposits  (1970)  ASTM  D932 

Industrial  Water  and  Water  Formed  Deposits  (1970)  ASTM  D993 

Industrial  Water  (Bureau  of  Mines  Embrittlement  Detecto  ASTM  D807 

Industrial  Water  (1966)  ASTM  D888 

Industrial  Water  (1970)  ASTM  D1498 

Industrial  Wheel  Tractors  and  Equipment  (1970)  SAE  J181 

Industrial  Wheeled  Equipment  (1969)  ASAE  R335 

Industrial  Wheeled  Equipment  (1969)  SAE  J208  ASAE  R318.1 

Industrial  Wheeled  Equipment  (1970)  SAE  J208 

Industrial  X-Ray  Equipment  (1971)  ANSI  C33.67  UL  187 

Industrial  (Track  Type)  Tractor  Drawbars  (1970)  SAE  J749A 

Industrial  (1970)  Rec.  Prac  SAE  J176 

Industrial)  Truck  Hook  Type  Fork  Mounting  (1966)  ITA  7A-D1 

Industrial)  (Tech.  Notes)  (1964)  Design  SCPI  19B 

Industries  Viscometer  Test)  (1970)  TAPPI  T637 

Industries  (1969)                                                       Test  Meth  NACE  TMOl-69 

Industries  (1969)                 /Cal  and  Quality  Requirements  for  Ex  SAE  J429E 

Industry  Regarding  Std.  of  Procedures  for  Distributors'  NAFC  *4 

Industry  Spec,  for  Glass,  Nylon,  All  Purpose,  Paper,  CI  GIA  01-59B 

Industry  Std.  Coding  Identification  for  Television  Comm  AAAA  *10 

Industry  Std.  for  Hardboard  (1970)  AHA  ISl-70 

Industry  (1953)  AFS  GM530 

Industry  (1961)  Tent.  Bui.  on  a  Classification  O  API  BULI106 

Industry  (1964)  ATMI  1 

Industry  (1964)  GMA  M-S.l 

Industry  (1964)  GMA  *l-5.2 

Industry  (1964)  GMA  •1-5.3 

Industry  (1964)  GMA  '1-5.4 

Industry  (1964)  GMA  '1-5. 5 

Industry  (1964)  Rec.  for  GMA  •1-5.6 

Industry  (1967)  AIB  124 

Industry  (1967)  AIB  133 

Industry  (1967)  NAFC  '5 

Industry  (1968)  GMA  *l-5.7 

Industry  (1968)  ANSI  B36.60                                      Std.  Spec.  ASTM  A587 

Industry  (1969)  AIB  144 

Industry  (1970)  AIB  148 

Industry  (1970)  NFPA  654 

Industry  (1970)  /On,  Storage,  Handling,  and  Use  of  Com  ANSI  A10.7 

Industry  (1970)  /Rements  for  Temporary  and  Portable  Sp  ANSI  AlO.lO 

Industry  (1971)  ASAE  R344 

Industry  (1971)  CSMA  AG*I 

Industry;  Guide  and  Rec.  Pract.  (1969)  lES  CP36 

Inert  Gas  Tungsten  Arc  Root  Pass  Welding  (1Q69)  PFI  ES21 

Infantry  (1970)  SWA  ^37 

Infiltrated  Sintered  Carbon  Steel  Structural  Parts  (197  ASTM  B303 
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Design  (1968)  Lawn  and  Garden  Tractors  Load  and 

Agricultural  Tractor  Tire  Loadings,  Torque  Factors,  and 
Agricultural  Tractor  Tire  Loading  and 

71) 

1971)  Properties  and  Essential 

separators  (1969)  Std.  for  Application 

Std.  for  Magnetic  Tape  Labels  for 
corrections,  and  Tables  (1/  Asphalt,  Pocketbook  of  Useful 

Spec,  for  General  Purpose  Cards  for 
Std.  Vocabulary  for 
Std.  Flowchart  Symbols  and  Their  Usage  in 
c.  for  Electrostatic  Precipitators  (1968) 

General 

Rec.  Pract.  for  Flange  and  Emergency  Valve  Dimensional 

Std.  Reference 

s(1971)  An 
ystal  Semiconductor  Materials  (197/  Tent.  Rec.  Pract,  for 

Std.  Qualitative  Classification  of  Surfactants  by 
Test  for  Interstitial  Atomic  Oxygen  Content  of  Silicon  by 
test  for  Intersitial  Atomic  Oxygen  Content  of  Germanium  by 
est  for  Substitutional  Atomic  Carbon  Content  of  Silicon  by 

Installation  of  Electric 

type  Paints  (1969)  Std.  Meth.  for 

Rec.  Pract.  for  General  Techniques  of 
of  Components  in  Poly  (Vinyl  Chloride)  Compounds  Using  An 
atural  and  Man  Made  Fibers,  and  Other  Filling  Materials  by 
Std.  Spec,  for  Magnesium 
Std.  Spec,  for  Copper  Nickel  Alloys  in 
Std.  Spec,  for  Copper  Base  Alloys  in 
and  Die  Castings  (1971/  Std.  Spec,  for  Aluminum  Alloys  in 

f  Carbon  Steel,  Low  Alloy  Steel,  Silicon  Electrical  Steel, 
Std.  Spec,  for  Tantalum 
Std.  Spec,  for  Zirconium 
9)  Std.  Meth.  for  Separation  of  Active 

Meth.  for  Determming  Active 
f  Poly  (Vinyl  Chloride)  Compositions  by  Rubber  Compounding 
71)  Std.  for  Use  of 

ems  Having  Ferrous  Metal  Surfaces  Using  Volatile  Corrosion 
(1968)  Std.  Meth.  of  Test  for 

of  Industrial  Organic  Chem/  Std.  Test  Meth.  for  Relative 

h.  of  Test  for  Vapor  Pressure  Temperature  Relationship  and 

Rec.  Pracl.  for  Fuel 

for  Measuring  Volatile  Organic  Matter  in  Water  by  Aqueous 
Std.  Spec,  for  Reinforced  Polycarbonate 
Guide  for  Mold  Design  for 
Is  (1969)  ANSI  K66.7  Rec.  Pract.  for 

Std.  Spec,  for  Reinforced  Olefin  Polymers  for 
Std.  for  Diesel  Fuel 
Diesel  Fuel 
Std.  for  Diesel  Fuel 
Marine  Diesel  Engine  Combustion  Chambers  and  Fuel 
Rec.  Pract.  for  Calibrating  Oil  for  Diesel  Fuel 
Rec.  Pract.  for  Test  Techniques  for  Diesel  Fuel 
Rec.  Pract.  for  Test  Stands  for  Diesel  Fuel 
ct.  for  Calibrating  Nozzle  Holder  Assembly  for  Diesel  Fuel 

Std  for  Fuel 
Std.  for  Fuel 

ing  (Including  Cost)  and  Recording  Patron  and  Non  Employee 

Tent.  Std.  for 
Std.  Test  Meth.  for 

Treatment  of  Polyethylene  Containers  Using  the  Water  Dip, 
Std.  Print  Spec,  for  Magnetic 
Std.  Bank  Check  Spec,  for  Magnetic 
1462  Ts-63  Std.  Test  Meth.  for  Printing 

Tent.  Std.  for  Printing 
Spec,  for  Dental 

NSI  al07.1  Std.  Spec,  for 

minum  Coating,  Corrosion  and  Heat  Resistant  Thermosetting, 

Std.  Test  Meth.  for 
Meth.  for 

itumens  (1942)  Std.  Test  Meth.  for 

std.  for  Screen  Cloth  Wire  (Space  Cloth,  Hardware,  Fly  and 

Test  Meth.  for 

r  Determination  of  the  Particle  Size  Distribution  of  Space 
t  Meth.  for  Evaluating  Aerosol  and  Pressurized  Space  Spray 
Test  Meth.  for  Evaluating  Aerosol 
eth.  for  Determining  Pickup  Efficiency  of  Residual  Aerosol 
ol  and  Pressurized  Space  Spray  Insecticides  Against  Flying 
Test  Meth.  for  Resistance  of  Textiles  to 
(1971)  Design  Std.  for 

(1971)  Design  Std.  for 

Std.  Indexable,  Throw  Away, 

Locking,  Sandwich  Panel  (1970) 

Locking,  Lightweight,  Sandwich  Panel  (1970) 
g.  Sandwich  Panel  (1970) 
sandwich  Panel  (1970) 


nflation  Pressures  and  Tire  Selection  Table  for  Future 

nflation  Pressures  (1968) 

nflation  Pressures  (1970)  SAE  J709a 

nfo.  Sheet)  Drive  Shafts  for  Screw  Conveyor  Drives  (19 

nformation  for  Safe  Handling  and  Use  of  Diethylamine 

nformation  Form  for  Hydraulic  Fluid  Power  Filters  and 

nformation  Interchange  (1969) 

nformation  on  Unloading  Tank  Cars,  Temperature  Volume 
nformation  Processing  (1969) 
nformation  Processing  (1970) 
nformation  Processing  (1970) 

nformation  Required  for  the  Preparation  of  Bidding  Spe 
nformation  (Model  Railroad)  (1969) 
nformation  (1970) 

nformation.  Gear  Specification  Drawings  (1970) 
nformational  Guide  for  Physical  Maintenance  of  Highway 
nfrared  Absorption  Analysis  of  Impurities  in  Single  Cr 
nfrared  Absorption  (1969) 

nfrared  Absorption  (1970)  Tent.  Meth.  of 

nfrared  Absorption  (1970)  Tent.  Meth.  of 

nfrared  Absorption  (1970)  Tent.  Meth.  of  T 

nfrared  Brooding  Equipment  (1971) 

nfrared  Identification  of  Vehicle  Solids  From  Solvent 

nfrared  Microanalysis  (1968) 

nfrared  Spectrophotometric  Technique  (1970)  /Analysis 
nfrared  Spectroscopy  (1968)  Identification  of  N 

ngot  and  Stick  for  Remelting  (1971) 
ngot  Form  for  Castings  (1970) 
ngot  Form  for  Sand  Castings  (1970) 

ngot  Form  for  Sand  Castings,  Permanent  Mold  Castings, 

ngot  Iron,  and  Wrought  Iron  (1971)  /Emical  Analysis  0 

ngots  and  Flat  Mill  Products  (1970) 

ngots  for  Nonnuclear  Application  (1969) 

ngredient  From  Surfactant  and  Syndet  Compositions  (196 

ngredients  in  Sulfonated  or  Sulfated  Oil  (1954) 

ngredients  (1968)  Std.  Test  Meth.  for  Staining  O 

nhalalion  Anesthetics  (Flammable  and  Nonflammable)  (19 

nhibitor  Materials  (1971)  Packaging  Std.  for  It 

nhibitor,  4  Tertiary  Butylcatechol,  in  Styrene  Monomer 

nitial  and  Final  Melting  Points,  and  the  Melting  Range 

nitial  Decomposition  Temperature  of  Liquids  by  Isoteni 

njection  Equipment  Nomenclature  (19701 

njection  Gas  Chromatography  (1970)  Tent.  Rec.  Pract. 

njection  Molding  and  Extrusion  Materials  (1971) 
njection  Molding  of  Plastics  for  Plating  (1971) 
njection  Molding  of  Specimens  of  Thermoplastic  Materia 
njection  Molding  or  Extrusion  (1970) 
njection  Nozzle  Holder  Assemblies  (1969) 
njection  Nozzle  Holder  Assembly  (9.5mm)  (1968) 
njection  Pump  Mountings  (1970) 
njection  Systems  (Std.  Pract.)  (1971) 
njection  Systems  (1970) 
njection  System.s  (1970) 
njection  Systems  (1970) 
njection  Systems  (1970) 
njection  Tubing  Connections  (1970) 
njection  Tubing  (1969) 
njury  Statistics  (1968) 
nk  Absorbency  of  Blotting  Paper  (1965) 
nk  Absorption  of  Blotting  Paper  (1967) 
nk  and  Label  Adhesion  Tests  (1968) 
nk  Character  Recognition  (1970) 
nk  Character  Recognition  (1970) 
nk  Permeation  of  Paper  (Castor  Oil  Test)  (1969)  TAPPI 
nk  Receptivity  of  Paper  (R1963) 
nlay  Casting  Wax  (1961)  ANSI  Z156.4 
norganic  Aggregates  for  Use  in  Gypsum  Plaster  (1970)  A 
norganic  Binder  (1971)  Spec,  for  Alu 

norganic  Chlorides  in  Askarels  (1969)  ANSI  C59.55 
norganic  Color  Pigments  and  Pastes  (1966) 
norganic  Matter  or  Ash  in  Solid,  Semisolid  or  Liquid  B 
nsect  and  Fine  Mesh)  (1970)  Rec. 
nsect  Pest  Deterrents  on  Textiles  (1971)  ANSI  L14.65 
nsecticide  Aerosol  (1971)  Meth.  Fo 

nsecticides  Against  Flying  Insects  (1971)  Tes 
nsecticides  by  the  Cockroach  Method  (1971) 
nsecticides  (1971) 

nsects  (1971)  Test  Meth.  for  Evaluating  Aeros 

nsects  (1971)  ANSI  L14.64 

nsert  Arrangement,  Electrical  Connector,  Shell  Size  20 
nsert  Arrangement,  Electrical  Connector,  Shell  Size  8 
nsert  Holders  (Clamp  and  Pin  Type)  (1969) 
nsert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self 
nsert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self 
nsert  Molded  In,  Blind  Threaded,  Self  Locking,  Floatin 
nsert  Molded  In,  Countersunk  and  Thru  Clearance  Hole, 


Rec.  Pra 


Std.  Meth.  of  Measur 


/Valuating  Surface 


SAE 

SAE 

ASAE 

AGMA 

MCA 

NFLDP 

ANSI 

AI 

ANSI 

ANSI 

ANSI 

IGCI 

NMRA 

TTMA 

AGMA 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASAE 

ASTM 

ASTM 

ASTM 

ABFLO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ALCA 

ASTM 

NFPA 

NSA 

ASTM 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

ASEP 

ASTM 

ASTM 

SAE 

SAE 

SAE 

DEMA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ANSI 

TAPPI 

ASTM 

SPI 

ANSI 

ANSI 

ASTM 

TAPPI 

ADA 

ASTM 

SAE 

ASTM 

TAPPI 

AASHO 

SWA 

AATCC 

CSMA 

CSMA 

CSMA 

CSMA 

CSMA 

AATCC 

NSA 

NSA 

ANSI 

NSA 

NSA 

NSA 

NSA 


J344 

J709B 

S295.1 

481.01 

SD97 

T.3.10,6 

X3.27 

MS6 

X3.ll 

X3.12 

X3.5 

EP5 

SI 

RP28 

113.01 

PM-1 

F120T 

D2357 

F121T 

F122T 

F123T 

R258.2 

D2621 

E334 

D2124 

D-25 

B92 

B433 

B30 

B179 

E350 

B364 

B495 

D2358 

H46 

D2151 

56A 

3400 

D2120 

E324 

D2879 

J830A 

D2908T 

D2848 

2 

D1130 

D2853 

J629B 

J347 

J626B 

MD84 

J967A 

J969A 

J970A 

J968B 

J521A 

J529B 

Z108.1 

T431 

D2177 

PBD6 

X3.2 

X3.3 

D780 

T462 

4 

C35 

AMS3126 
D1821 
T668 
Tin 

*11 
28 

AG*25 

AG*26 

AG*27 

AG*28 

AG*  26 

24 

1659 

1685 

B94.26 

1832 

1836 

1835 

1834 
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Locking,  Sandwich  Panel  (1970) 

ele  Airfield  Pavements,  Saw/  Std.  Spec,  for  Nonbituminous 

Std.  Heavy  Duly  Carbide 
xable.  Throw  Away,  (Round,  Triangular,  Square  and  Diamond) 
Installation  Tab  and  Alignment  Tool  for  Molded  in 
(Including  Hydrostatic  Tests)  (Boiler  and  Pre/  Rules  for 

Meth.  for  Determining  the  Acid 
ric  Analysis  (1970)  Std.  Meth.  of  Test  for 

ep/  Std.  Test  Meth.  for  Detection  and  Estimation  of  Water 

Std.  Test  Meth.  for  Matter 
Std.  for  Acid 
Std.  Meth.  of  Test  for  Toluene 
Tent.  Test  Meth.  for 
Std.  Procedure  for  Installing  and 
Electromagnetic  Relay  Test,  and 
Rec.  Rules  for 
Spec,  for 
Spec,  for 
Rec.  Pract.  for 
Rec.  for  the 
Code  of  Alternative  Rules  for 
same  (Railway)  (1971)  Rules  Governing 

terchange  Railway  Freight  Car  Service)  (1971)  Laboratory 
Used  in  Construction  (1970)  Rec.  Pract.  for 

sels  (Mandatory  Appendices)  (1971) 


irt,  and  Bark)  (R1970)  AN/ 

n  Rigid  Printed  Circui/ 
69) 


Iding  (1969) 

king  Couplers,  Parts  and  Operating  Mechanisms  / 
ts  by  Car  Owners  (Railway)  (1952) 


Cast  Iron  (1971) 


Code  Requirements,  Quality  Control, 
Std.  for  Lighting 


inspectors  (1970) 
er  Piping  / 

71) 


SI  G60.3 
tive  Axles  (1970) 


(National  Board 
Quality  Std.  for  Steel  Castings;  Radiographic 
Manual  and  Spec,  for  Maintenance 
Spec,  for  Threading,  Gaging,  and  Thread 
Visual 

Instructions  for  the 
Rules  for  the  Measurement  and 
Std.  Meth.  of  Magnetic  Particle  Test,  and 
Std.  Spec,  for  Magnetic  Particle 
Spec,  for  Ultrasonic 
g  Hydrostatic  Tests)  (Boiler  and  Pre/  Rules  for  Inservice 

Access  Holes  and  Plugs  for  Radiographic 
1971)  Meth.  for  Magnetic  Particle 

s  (1965)  Quality  Control  and 

ay  Vehicles  for  Transport  of  Dry  Bui/  Rec.  for  Preloading 

Std.  for 

s  (R1969)  ANSI  G55.5  Std.  Meth.  of  Ultrasonic  Test,  and 

y  of  Copper  Clad  Epoxy  Glass  Laminates  (1/  Std.  Spec,  for 

Nondestructive 

Marine  Diesel  Engine  Classification  and  Marine 
Std.  Definitions  of  Terms  Relating  to  Magnetic  Particle 
Involute  SpUnes  and 
Std.  Reference  Photographs  for  Penetrant 
Rec.  Pract.  for  Tire  Rin) 
n  and  Control  of  Steel  Reference  Blocks  Used  in  Ultrasonic 
and  Other  Piping  Components  (Dry  Powder  Magnetic  Particle 
Fabrication  Requirements;  Relief  Devices;  Rules  for  Test, 
troleum  Refinery  Service  (1970)  Rec.  Pract.  for 

shipments  and  Transfers  of  Soybean  Oil  (1/  Tent.  Std.  for 

Code  for  Safety  Tests, 
ard  Inspection  Code)  Manual  for  Boiler  and  Pressure  Vessel 
burglar  Alarm  Systems  (1971)  Safety  Std.  for 

1958)  Guide  for 

ter  Line  and  Sheer  Line  (Boats)/  Rec.  Pract.  and  Std.  for 

eight  and  Passenger  Car/  Rec.  Pract.  Requirements  for  the 

nd  Gas  Turbines  (1970)  Std.  for 

onents  of  a  Concrete  Reinforcing  Steel  Material  Supply  and 
Rec.  Pract.  for  Dry  Break  Fueling 
Rec.  Pract.  for  Bottled  Gas  (L.P.G.)  System 

Rec.  Pract.  Covering  the  Design,  Construction  and 
s(l971)  Std.  for  the 

es  (Diesel  and  Gasolin/  Rec.  Pract.  and  Std.  Covering  the 

1970)  Rec.  Pract.  for  the 

Std.  for  the 
Std. 

971) 

ation  (1970)  Rec.  Pract.  for  the 

liary  Machinery  (Boats)  (1970)  Safe 

Rec.  Pract.  for 

ry  Machinery  (Boats)  /  Rec.  Pract.  and  Std:  Covering  Safe 

Rec.  Pract.  and  Std.  Covering  the  Design  Construction  and 
es  (1957)  Std.  Requirements  for 

ial  and  Certain  Other  Premises  (1969)  ANSI  /  Std.  for  the 

tilating,  Air  Conditionin/  National  Building  Code  for  the 

0)  Std.  for  Fabrication  and 


Insert  Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self 
Inserts  for  Contraction  Joints  in  Portland  Cement  Concr 
Inserts  for  Cutting  Tools  (1969) 

Inserts  for  Cutting  Tools  (1969)  Std.  Inde 

Inserts  (1970) 

Inservice  Inspection  of  Nuclear  Reactor  Coolant  Systems 
Insoluble  Ash  in  Pulp  (1970) 

Insoluble  Contamination  of  Hydraulic  Fluids  by  Gravimet 
Insoluble  Impurities  in  Refined  Phenol  by  Cloud  Point  D 
Insoluble  in  Chloroform  in  Oiticica  Oil  (R1969) 
Insoluble  Lignin  in  Wood  Pulp  (1954) 
Insoluble  Solid  Matter  in  Rosin  (Chiefly  Sand,  Chips,  D 
Insolubles  in  Casein  (1969) 

Inspecting  Clinched  Wire  Type  Interfacial  Connections  I 
Inspecting  Procedures  (1969)  Relay  Test.  Procedures  (19 
Inspection  and  Care  of  Power  Boilers  (1971) 
Inspection  and  Classification  of  Secondhand  Rail  for  We 
Inspection  and  Maintenance  of  Alternate  Std.  F  Inlerloc 
Inspection  and  Maintenance  of  Draft  Gears  and  Attachmen 
Inspection  and  Maintenance  of  Sprinkler  Systems  (1971) 
Inspection  and  Radiography  of  Pressure  Vessels  (1971) 
Inspection  and  Repairs  of  Foreign  Cars  and  Billing  for 
Inspection  and  Test  for  Roller  Bearing  Approval  (for  in 
Inspection  and  Test.  Agencies  for  Concrete  and  Steel  As 
Inspection  and  Test,  of  Steel  Castings  for  Pressure  Ves 
Inspection  and  Tests  for  Heating  Boilers  Constructed  of 
Inspection  Code  for  Motor  Vehicles  (1970) 
Inspection  Code  of  Heating  Boilers  (1971) 
Inspection  Code)  Manual  for  Boiler  and  Pressure  Vessel 
Inspection  Meth.  for  Valves,  Flanges,  Fittings,  and  0th 
Inspection  of  Bridges  (1970) 

Inspection  of  Casing,  Tubing,  and  Line  Pipe  Threads  (19 
Inspection  of  Chlorine  Ton  Containers  (1967) 
Inspection  of  Concrete  and  Masonry  Structures  (1970) 
Inspection  of  Hardwood  and  Cypress  Lumber  (1971) 
Inspection  of  Heavy  Steel  Forgings  (1968)  ANSI  G60.6 
Inspection  of  Large  Steel  Crankshaft  Forgings  (1971)  AN 
Inspection  of  New  Freight  Car,  Passenger  Car  and  Locomo 
Inspection  of  Nuclear  Reactor  Coolant  Systems  (Includin 
Inspection  of  Pipe  Welds  (1969) 

Inspection  of  Pressure  Vessels  (Mandatory  Appendices) 
Inspection  of  Sand  Casting  Aluminum  and  Magnesium  Alloy 
Inspection  of  Single  Compartment  Pneumatic  Hopper  Highw 
Inspection  of  Treated  Timber  Products  (1970) 
Inspection  of  Turbine  and  Generator  Steel  Rotor  Forging 
Inspection  Procedure  for  Chemical  Processing  Suitabilit 
Inspection  Procedures  for  Glass  Aerosols  (1971) 
Inspection  Std.  for  Bolts  and  Screws  (1970) 
Inspection  (Std.  Pract.)  (1971) 
Inspection  (1968)  ANSI  Z166.15 
Inspection  (1970)  SAE  J498c 
Inspection  ( 1971 ) 
Inspection  (1971) 

Inspection  (1971)  Rec.  Pract.  for  Fabricatio 

Inspection)  (1971)  IS  for  Valves,  Flanges  and  Fittings 

Inspection,  Marking.  Stamping  and  Reports;  and  Glossary 
Inspection,  Rating  and  Repair  of  Pressure  Vessels  in  Pe 
Inspection,  Sampling  and  Measuring  Procedures  for  Bulk 
Inspection,  Stamping  of  Heating  Boilers  (1971) 
Inspectors  (1970)  (National  Bo 

Installation  and  Classification  of  Mercantile  and  Bank 
Installation  and  Maintenance  of  Dry  Type  Transformers 
Installation  and  Protection  of  Hull  Openings  Between  Wa 
Installation  and  Use  of  Liquefied  Petroleum  Gases  on  Fr 
Installation  and  Use  of  Stationary  Combustion  Engines  A 
Installation  Contract  (1968)  Suggested  Comp 

Installation  for  Construction  and  Industrial  (1970) 
Installation  for  House  Boats  (1970) 
Installation  for  Residential  Aluminum  Siding  (1963) 
Installation  of  A  C.  Rectifiers  (on  Boats)  (1970) 
Installation  of  Air  Conditioning  and  Ventilating  System 
Installation  of  Air  Cooled  Marine  Engines  and  Auxiliari 
Installation  of  Bilge  Pumping  Systems  for  House  Boats 
Installation  of  Centrifugal  Fire  Pumps  (1971) 
Installation  of  Domestic  Gas  Conversion  Burners  (1965) 
Installation  of  Electric  Infrared  Brooding  Equipment  (1 
Installation  of  Engine  and  Fuel  Tank  Compartment  Venlil 
Installation  of  Exhaust  Systems  for  Propulsion  and  Auxi 
Installation  of  Fire  Alarm  Systems  (1971) 
Installation  of  Flexible  Membrane  Linings  (1970) 
Installation  of  Fuel  Systems  for  Propulsion  and  Auxilia 
Installation  of  Galley  Stoves  (Other  Than  Those  Using  L 
Installation  of  Gas  Conversion  Burners  in  Domestic  Rang 
Installation  of  Gas  Piping  and  Gas  Equipment  on  Industr 
Installation  of  Heat  Producing  Appliances,  Heating,  Ven 
Installation  of  High  Pressure  Decorative  Laminates  (197 


NSA 

1833 

ASTM 

D2828 

ANSI 

B94.24 

ANSI 

B94.25 

NSA 

1 837 

ASME 

BPVCXIA 

TAPPl 

T244 

ASTM 

F313 

ASTM 

D2147 

ASTM 

D1958 

TAPPl 

T222 

ASTM 

D269 

ASTM 

D2775 

IPC 

TC510 

NARM 

*1.8 

ASME 

BPVCVIIC3 

AREA 

4-2-6,5 

AAR 

M209B 

AAR 

MSRP-L-142 

EMS 

2-81 

ASME 

BPVC8-2A1 

AAR 

MSRP-L-95 

AAR 

MSRP-D-58 

ASTM 

E329 

ASME 

BPVC8-I-7 

ASME 

BPVCIVHC 

SAE 

J599B 

ASME 

BPVCIVHW9 

NBBPV 

•1 

MSS 

SP54 

AASHO 

MIB-1 

API 

5B 

CHI 

53 

AREA 

8-21-1 

NHLA 

•1 

ASTM 

A275 

ASTM 

A456 

AAR 

MSRP-MIOIA 

ASME 

BPVCXIA 

PFI 

ES16 

ASME 

BPVC8-1-6 

AFS 

NF656-I5 

MCA 

TC14 

AWPA 

M2-70 

ASTM 

A418 

IPC 

LI  20 

CSMA 

AG*13 

SAE 

ASl  177 

DEMA 

MD19 

ASTM 

E269 

ANSI 

B92.1 

ASTM 

E433 

TRA 

9 

ASTM 

E428 

MSS 

SP53 

ASME 

BPVCX 

API 

510 

NSPA 

•4 

ASME 

BPVCIVHG5 

NBBPV 

*1 

UL 

681 

ANSI 

C57.94 

ABYC 

H15 

AAR 

MSRP-L-63 

NFPA 

37 

CRSI 

•1.9.1 

SAE 

J176 

BIA 

HEM8 

AAMA 

•1 

ABYC 

E6 

NFPA 

90A 

ABYC 

PIO 

BLA 

HEM6 

NFPA 

20 

ANSI 

Z21 .8 

ASAE 

R258.2 

BIA 

HEMS 

ABYC 

PI 

NEMA 

SB4PT.5 

ASAE 

R340 

ABYC 

P2 

ABYC 

A3 

ANSI 

Z21.38 

NFPA 

54A 

AIA 

CO-8 

NEMA 

LD2 
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es  Body  and  Frame  Design  and  Construction  Requirements  and 
(Travel  and  Camping  Trailers,  Truck  Campers,  Motor  Homes) 

Sid.  for 

1970)  Rec.  Pracl.  for  the 

(1970)  Rec.  Pract.  and  Sid  for  the 

Rec.  Rules  for  Design  of 
Pavements  (1969)  Tent.  Spec,  for  I^ubricant  for 

0)  Rec.  Pract  and  Sid.  Covering  Materials,  Size  and 

pracl.  and  Std  Covering  the  Safe  Design.  Construction  and 
use  Boats  (1970)  Rec.  Pract.  for  the 

Conditioning  Systems  (1971)  Std.  for 

eive  Gypsumhoard  (1970)  Spec,  for 

Std.  for  the 
Std.  for 

Rec.  Pract  and  Std.  for  the  Location  and 
Tent.  Rec.  Pract.  for  Underground 
ements)  (1969)  Std.  Spec,  for  the 

e  Boats  (1970)  Rec  Pract.  for  the 

Rec.  Pract.  for  Compass 
Rec.  Pract.  for  Speedometer 
Rec.  Pract.  for  Shore  Power 
Rec  Pract.  for  Cable  and  Pulley  Steenng 
Rec.  Pract.  for  Mechanical  Steering 
Pressure  Reducing  and  Regulating  Valves  for 
Spec,  and 

rene  (ABS)  Plastic  Piping  (1969) 
ipe  (1968) 

ers(197l)  Code  for  Safe 

s  (1966)  Minimum 
e  Tubes  (1969) 

water  Service  and  Yard  Piping  (1969) 
Is  (1970) 

Marine  Diesel  Engine  Factory  and 
Rec  Pract.  for  Instrument  Panel  and  Speedometer 

Std.  of 

Rec.  Pract.  for  Compass 
Marine  Diesel  Engine  Erection  and 
Rec.  Pract.  for  Boat  Inboard  Engine 
Rec.  Pract.  for  Marine  Toilet 
Architectural  Sheet  Metal  Manual;  Meth.  of  Design  and 
Std.  for  Plastic  Utilities  Duct  for  Underground 
Polyvinyl  Chloride  (PVC)  Plastic  Piping  Design  and 
Supplement  to  Std.  (for  the 
Guide  for  Spec.  Fire  Dampers  (for  Bidding  and 
ks  Spec,  for  Ceramic  Veneer  (Sampling,  Testing,  Finishing, 
rops(197l)  Construction. 

Guide  Spec,  for  Temporary  Electrical  Facilities,  Their 
oteclive  Signaling  Systems  for  Guard,  Fire  Alar/  Std.  for 

Curtain  Wall  Spec  Manual  Including  Complete  Fabrication, 
for  Flammable  (Combustible)  Gas  Indicators  Including  Their 
Is  for  Tail  Bumpers  for  Piloted  /  Rec.  Pract.  for  Design, 

t/  Rec.  Pract.  for  Classification  of  Areas  for  Electrical 

Rec.  Pract.  for  Electric 
Spec,  for  Brass  and  Copper  Pipe  for  Plumbing 
Acoustical  Ceiling 
National  Building  Code  for  Electrical 
Rec.  Pract.  for  Galley 
oly  Vinyl  Chloride  Ducts,  and  Its  Fittings  for  Underground 
Rec.  Pract.  for  Motor  Vehicle  Seat  Belt  Assembly 
ct.  for  Flight  Test  Procedures  for  Static  Pressure  Systems 
Dimensioning  Std  and  Terminology  for  Permanently 
ing  and  Grouting  Epoxy  (1969)  Spec,  for  Ceramic  Tile 

1  Connections  in  Rigid  Printed  Circui/  Std.  Procedure  for 

Rec.  Pract.  for 
Std.  for  Meth  of 

Strainers  and  Water  Scoops  (on  Boats)  (/  Rec  Pract.  for 

Std.  for  Package  Quantities  of 
Std.  for  Package  Quantities  of 
Pract.  for 

Meth.  for  Folding  Endurance  of  Paper  by  the  Massachusetts 
Maintenance  Instructions  for  Chlorine 
Maintenance  Instructions  for  Chlorine 
Maintenance  Instructions  for  Chlorine 
Maintenance  Instructions  for  Chlorine 
Rec.  for  the  Radiation  Protection  in  Educational 
t  Label  Application  (Railway  Cars)  (1971)  Std.  for 

1  1/2  Jq  (1971)  Maintenance 
967)  Maintenance 
Ives  (1967)  Maintenance 
Type  4  Jq  (1967)  Maintenance 
Structures  (1970) 

or  Approved  Journal  Roller  Bearings  for  Interchange  Frei/ 
Performance  Test  Code  (General 
6)  Std.  for  Functional  Diagramming  of 

Rec.  Pract.  for 
Writing  and  Marking 


nstallation  of  Plumbing.  Heating  and  Electrical  System 

NFPA 

501B 

Installation  of  Plumbing.  Heating,  and  Electrical  Syste 

NFPA 

501C  - 

Installation  of  Portable  Fire  Extinguishers  (1970) 

NFPA 

10 

Installation  of  Potable  Water  Systems  for  House  Boats 

BIA 

HEM3 

Installation  of  Potable  Water  Systems  for  Use  on  Boats 

ABYC 

A13 

Installation  of  Power  Boilers  (1971) 

ASME 

BPVCVIIC5 

Installation  of  Preformed  Compression  Seals  in  Concrete 

ASTM 

D2835T 

Installation  of  Propeller  Shafting  Systems  (Boats)  (197 

ABYC 

P6 

Installation  of  Propulsion  Engine  Control  Systems  (Boat 

ABYC 

P14 

Installation  of  Rails,  Stanchions  and  Life  Lines  for  Ho 

BIA 

HEM9 

Installation  of  Residence  Type  Warm  Air  Heating  and  Air 

NFPA 

90B 

Installation  of  Screw  Type  Steel  Framing  Members  to  Rec 

GA 

•24 

Installation  of  Sprinkler  Systems  (1971) 

NFPA 

13 

Installation  of  Standpipe  and  Hose  Systems  (1971) 

NFPA 

14 

Installation  of  Storage  Batteries  (on  Boats)  (1970) 

ABYC 

ElO 

Installation  of  Thermoplastic  Pressure  Piping  (1969) 

ASTM 

D2774 

Installation  of  Tile  Lined  Shower  Receptors  (and  Replac 

lAPMO 

IS4 

Installation  of  Toilet  Waste  Retention  Systems  for  Hous 

BIA 

HEM4 

Installation  on  Boats  (1958) 

BIA 

164 

Installation  on  Boats  (1963) 

BIA 

165 

Installation  on  Boats  (1966) 

BIA 

126 

Installation  on  Boats  (1969) 

BIA 

157 

Installation  on  Boats  (1969) 

BIA 

158 

Installation  on  Domestic  Water  Supply  Tanks  (1966) 

lAPMO 

PS15 

Installation  Procedure  for  Glazing  Acrylic  Sheets  (1970 

FGMA 

♦2 

Installation  Procedures  for  Acrylonilrile  Butadiene  Sty 
Installation  Procedures  for  Polyethylene  (Pe)  Plastic  P 

SPI 

PPI-TR12 

SPI 

PPI-TR8 

Installation  Requirements  of  Boilers  and  Hot  Water  Heat 

ASME 

BPVC 

Installation  Spec,  for  Turf  Sprinkler  Irrigation  System 

SIA 

A66 

Installation  Std.  for  Copper  or  Red  Brass  Water  Drainag 

lAPMO 

IS3 

Installation  Std.  for  Polyethylene  Building  Supply  for 

lAPMO 

IS7 

Installation  Tab  and  Alignment  Tool  for  Molded  in  Inser 

NSA 

1837 

Installation  Test.  (1971) 

DEMA 

MD183 

Installation  (Boats)  (1970) 

ABYC 

S9 

Installation  (in  Electrical  Construction)  (1969) 

NECA 

'1 

Installation  (on  Boats)  (1970) 

ABYC 

S17 

Installation  (Std.  Pract.)  (1971) 

DEMA 

MD181 

Installation  (1966) 

BIA 

141 

Installation  (1966) 

BIA 

166 

Installation  (1968) 

SMACN 

*2 

Installation  (1971 ) 

NEMA 

TC6 

Installation  (1971 ) 

SPI 

PPI-TR13 

Installation)  for  C  No  Hub  Pipe  and  Fittings  (1969) 

CISPI 

PAMIOO 

Installation)  (1970) 

CSI 

15861 

Installation,  and  Definitions)  (1961)                            Public  Wor  SCPI 

•28 

Installation,  and  Rating  of  Equipment  for  Drying  Farm  C 

ASAE 

S248,l 

Installation.  Maintenance  and  Removal  (1970) 

CSI 

1511 

Installation,  Maintenance  and  Use  of  Central  Station  Pr 

NFPA 

71 

Installation.  Materials,  and  Waterproofing  (1968) 

/Tal  NAAMM*17 

Installation,  Operation  and  Maintenance  (on  Boats)  (197 

ABYC 

A14 

Installation,  Qualification,  and  Operational  Requiremen 

SAE 

ARPII07 

Installations  at  Petroleum  and  Gas  Pipe  Line  Transporta 

API 

RP500C 

Installations  on  Shipboard  (Merchant  Vessels)  (1971) 

IEEE 

45 

InslEllations  (1960) 

CDA 

7 

Installations  (1966) 

CISCA 

•1 

Installations  (1967) 

AIA 

CO-l-XV 

Installations  (1970) 

SAE 

ARP695A 

Installations  (1970)                                   Std.  for  Styrene 

and  P  NEMA 

TCI 

Installations  (1971) 

SAE 

J800B 

Installed  in  Subsonic  Transport  Aircraft  (1971) 

/.  Pra  SAE 

ARP921 

Installed  Screw  Conveyors  (1969) 

ASAE 

S334T 

Installed  with  Chemical  Resistant,  Water  Cleanable  Sett 

ANSI 

A108.6 

Installing  and  Inspecting  Clinched  Wire  Type  Interfacia 

IPC 

TC510 

Installing  Bituminized  Fiber  Drain  and  Sewer  Pipe  (1969 

ASTM 

D2316 

Installing  Glass  by  Sealants  (1970) 

FGMA 

♦1 

Installing  Seacocks,  Through  Hull  Connections,  Outboard 

ABYC 

A2 

Instant  Mashed  Potatoes  (1970) 

use 

PS41 

Instant  Nonfat  Dry  Milk  (1970) 

use 

PS37 

Instantizing  Systems  for  Dry  Milk  (1971) 

DFISA 

60800 

Institute  of  Technology  Tester  (1969)  Std 

.  Test  ASTM 

D2176 

Institute  Safety  Valves,  Type  1  1/2  Jq  (1971) 

CHI 

39 

Institute  Std.  Angle  Valve  (1967) 

CHI 

40 

Institute  Std.  Excess  Flow  Valves  (1967) 

CHI 

42 

Institute  Std.  Safety  Valves.  Type  4  Jq  (1967) 

CHI 

41 

Institutions  (1966) 

NCRPM 

R32 

Instructions  for  Automatic  Car  Identification.  Permanen 

AAR 

MSRP-ACI-1 

Instructions  for  Chlorine  Institute  Safety  Valves,  Type 

CHI 

39 

Instructions  for  Chlorine  Institute  Std.  Angle  Valve  (1 

CHI 

40 

Instructions  tor  Chlorine  Institute  Std.  Excess  Flow  Va 

CHI 

42 

Instructions  for  Chlorine  Institute  Std.  Safety  Valves, 

CHI 

41 

Instructions  for  the  Inspection  of  Concrete  and  Masonry 

AREA 

8-21-1 

Instructions  Regarding  Assignment  of  Approval  Numbers  F 

AAR 

MSRP-D-55 

Instructions)  (1970) 

ASME 

PTCl 

Instrument  and  Control  Systems;  Analog  and  Digital  (196 

SAMA 

PMC22-11 

Instrument  Enclosures  for  Industrial  Environments  (1968 

ISA 

RP8.1 

Instrument  Nomenclature  (1970) 

WIMA 

•1 
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1970) 

der  12,  500  Lb  (1970) 


sification  (1970) 

materials  (1968) 
port  Aircraft  (1971) 

enger  Cars  (1971) 


9) 


I) 


Rec.  Pracl.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Std.  Requirements  for 
Std.  Pract.  for 
Std  Requirements  for  Direct  Current 
Rec.  Std.  for  Covering  Wire  (Musical 
Std.  Meth.  for 
Rec.  Pract.  for  Flight  Deck 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 

c  Tape  and  14,  28  and  42  Tracks  on  1  In.  Magnetic  Tape  for 

Std.  for 

.  and  Tests  for  Strain  Gage  Pressure  Transducers  (Test  for 
raft  Gear  Reaction  Forces  (197/  Spec,  for  Requirements  of 

Sid.  for  Dynamic  Response  Test,  of  Process  Control 
Rec.  Pracl.  for  Air  Brake  Build  Up  Time 
ment  of  Indicated  Power  of  Piston  Engines  and  Compressors  ( 
nting  of  Airborne  Particles  in  Dust  Controlled  Areas  Using 
ling  for  Particulates  From  Reservoir  Type  Pressure  Sensing 
Std.  for  Magnetic  Recording 
Guide  for  the  Selection.  Care  and  Use  of  Electrical 
pracl.  for  Intrinsically  Safe  and  Non  Incendive  Electrical 
requirements  for  Spooling  Photographic  Paper  for  Recording 
Std.  for  Tubing  Connection  Markings  for  Pneumatic 
Std.  for  High  Voltage  Connectors  for  Nuclear 
racteristics  of  Metallic  Surfaces  Using  Integrating  Sphere 

Code  for 

Short  Circuit  Characteristics  of 
or  Metallic  and  Associated  Coverings  for  Impregnated  Paper 
Structural  Clay  (Properly  Constructed  Masonry) 

Fixed 

Std.  Meth.  for  Test.  Film 
Std.  Test  Meth.  for  Relative  Thermal  Endurance  of  Film 

Requirements  for 

(1970)  ANSI  C33.60  Safety  Sid.  for  Thermoplastic 

ibution  of  Elect/  Cross  Linked  Thermosetting  Polyethylene 

.  for  Poly  (Vinyl  Chloride)  Jacket  Compound  for  Electrical 
Std.  Spec,  for  Polyethylene  Jacket  for  Electrical 
Std.  Spec,  for  Polyethylene 
Safety  Std.  for  Rubber 
Safety  Sid.  for  Asbestos  and  Asbestos  Varnished  Cloth 
Std.  for  Solder  Sleeves.  Heat  Shrinkable, 
Std.  Spec,  for  Rubber 
Tent.  Std.  for  Thermal  Conductivity  of  Structural 
Meth.  for  Drainage  Time  of  Pulp  for 
Tent.  Std.  for  Flexural  Resistance  and  Deflection  of 
Meth.  for  Edge  Nail  Strength  of 
Meth.  for  Racking  Strength  of  Structural 
Std.  Spec,  for  Structural 
Tent.  Std.  for  Forming 
Structural  Deck  (Roofing); 

Vermiculite 

Rec.  Pracl.  for  Venting  Lightweight 
Non  Structural  Deck  (Roofing);  Thermo  Setting 
let  Loading  Pattern  and  Carloading  (for  Rail  Shipment)  for 
.  of  Test  for  Dielectric  Breakdown  Voltage  and  Strength  of 
Std.  Test  Meth.  for  Water  Vapor  Content  of  Electrical 
Glazing  Spec,  for  Sealed 
Spec,  for  Sealed 
Std.  Definitions  of  Terms  Relating  to  Electrical 
t  Meth.  for  Coefficient  of  Thermal  Expansion  of  Electrical 
Std.  Test  Meth.  for  Water  in 
th.  for  Power  Factor  and  Dielectric  Constant  of  Electrical 
active  Index  and  Specific  Optical  Dispersion  of  Electrical 
Meth.  for  Specific  Resistance  (Resistivity)  of  Electrical 
Std.  Meth.  of  Sampling  Electrical 
Std.  Spec,  for  Nitrogen  Gas  as  an  Electrical 
ec.  Pract.  for  Etching  and  Cleaning  Copper  Clad  Electrical 
ic  Breakdown  Voltage  and  Dielectric  Strength  of  Electrical 
th.  for  Differential  Wet  Tracking  Resistance  of  Electrical 
Std.  Meth.  for  Thermal  Evaluation  of  Rigid  Electrical 
for  Tensile  Impact  Energy  to  Break  Plastics  and  Electrical 
Voltage  Endurance  Under  Corona  Attack  of  Solid  Electrical 
dust  and  Fog  Tracking  and  Erosion  Resistance  of  Electrical 
liquid  Contaminant,  Inclined  Plane  Tracking  and  Erosion  of 
.  Test.  Meth.  for  Bond  Strength  of  Plastics  and  Electrical 
for  Thickness  and  Density  of  Blanket  or  Ball  Type  Thermal 
Std.  Spec,  for  Continuity  of  Quality  of  Electrical 
Std.  Spec,  for  Continuity  of  Quality  of  Electrical 
Std.  Test  Meth.  for  Water  in 
Std.  Meth.  of  Test  for  Copper  in  Electrical 
Std.  Test  Meth.  for  Mean  Molecular  Weight  of  Mineral 
Std.  Test  Meth.  for  Interfacial  Tension  of  Electrical 
Std.  Meth.  for  Visual  Examination  of  Used  Electrical 


1/ 


.53 


ries  / 
NSI  c/ 


e/ 


nstrument  Panel  and  Speedometer  Installation  (Boats)  ABYC 
nstrument  Panel  Arrangement  for  Fixed  Wing  Aircraft  Un  SAE 
nstrument  Panel  on  Boats  (1963)  BIA 
nstrument  Precision  Ball  Bearings  (1969)  ANSI  B3.10  AFBMA 
nstrument  Purging  for  Reduction  of  Hazardous  Area  Clas  ISA 
nstrument  Shunts  (1971)  IEEE 
nstrument  Siring)  (1970)  SWA 
nstrumental  Evaluation  of  Color  Differences  of  Opaque  ASTM 
nstrumentation  and  Display  Design  Objectives  for  Trans  SAE 
nstrumentation  for  Barrier  Collision  Tests  (1970)  SAE 
nstrumentation  for  Laboratory  Impact  Tests  (1970)  SAE 
nstrumentation  for  Measuring  Acoustic  Impulses  of  Pass  SAE 
nstrumentation  Recording  (1971)  /S  on  1/2  In.  Magneli  EIA 

nstrumentation  Symbols  and  Identification  Code  (1968)  ISA 
nstrumentation  Systems)  (1970)  Spec  ISA 

nstrumentation  to  be  Used  in  Measuring  and  Recording  D  AAR 
nstrumentation  (1968)  ISA 
nstrumentation  (1969)  SAE 
nslruments  and  Apparatus)  ( 1970)  Measure  ASME 

nstruments  Based  Upon  Light  Scattering  Principles  (196  ASTM 
nslruments  by  Fluid  Flushing  ( 1970)  ID.  Meth.  of  Samp  ASTM 

nstruments  for  the  Home;  Wire  Size,  Speed,  Spools  (195  ANSI 
nslruments  in  the  Photometric  Laboratory  (1968)  lES 
nslruments  (for  Hazardous  Housing  Areas)  (1965)  /Ec.  ISA 

nstruments  (1962)  Std.  ANSI 

nstruments  (1963)  SAMA 
nstruments  (1971 )  ANSI 
nstruments  (1971)  /  and  Calculation  of  Reflecting  Cha  ASTM 

nstruments.  Fittings,  Controls  of  Healing  Boilers  (197  ASME 
nsulated  Cable  (1969)  IPCEA 
nsulated  Cables  (1967)  Std.  Publication  F  IPCEA 

nsulated  Cavity  Walls  (1962)  SCPI 
nsulated  Composition  Resistors  (1969)  ANSI  C83.48  EIA 
nsulated  Magnet  Wire  (1970)  ASTM 
nsulated  Round  Magnet  Wire  (1968)  ANSI  C59.93  ASTM 
nsulated  Steel  Deck  (1971)  FMS 
nsulated  Underground  Feeder  and  Branch  Circuit  Cables  UL 
nsulated  Wire  and  Cable  for  the  Transmission  and  Distr  NEMA 
nsulated  Wire  and  Cable  (1967)  Std.  Spec  ASTM 

nsulated  Wire  and  Cable  (1968)  ASTM 
nsulated  Wire  and  Cable  (1970)  ASTM 
nsulated  Wires  and  Cables  (1969)  ANSI  C33.6  UL 
nsulated  Wires;  General  and  Switchboard  Type  (1970)  UL 
nsulated  (1970)  SAE 
nsulaling  Blankets  (1970)  ANSI  J6.4  ASTM 
nsulating  Board  (1960)  TAPPI 
nsulaling  Board  (1960)  TAPPI 
nsulating  Board  (1960)  TAPPI 
nsulaling  Board  (1966)  '  TAPPI 

nsulating  Board  (1966)  TAPPI 
nsulaling  Board,  Calcium  Silicate  (1970)  ASTM 
nsulaling  Boards  for  Physical  Tests  (1960)  TAPPI 
nsulating  Concrete  and  Fills  (1970)  NRCA 
nsulating  Concrete  Floors  on  Grade  (1961)  VI 
nsulating  Concrete  Roof  Fills  (1970)  NRCA 
nsulatmg  Fill  (1970)  NRCA 
nsulating  Firebrick,  Single  Tier  Solid  Load,  22  to  23  RI 
nsulating  Gases  at  Commercial  Power  Frequencies  (1969)  ASTM 
nsulating  Gases  by  Measurement  of  Dew  Point  (1968)  ANS  ASTM 
nsulating  Glass  Units  (1970)  SIGMA 
nsulating  Glass  Units  (1971)  SIGMA 
nsulating  Liquids  and  Gases  (1970)  ASTM 
nsulating  Liquids  of  Petroleum  Origin  and  Askarels  (Rl  ASTM 
nsulating  Liquids  (Kari  Fisher  Meth.)  (R1969)  ANSI  C59  ASTM 
nsulaling  Liquids  (R1969)  Std.  Test  Me  ASTM 

nsulaling  Liquids  (R1969)  ANSI  C59.105  /Eth.  for  Refr  ASTM 

nsulaling  Liquids  (R1969)  ANSI  C59.51  Std.  Test  ASTM 

nsulaling  Liquids  (1970)  ASTM 
nsulating  Material  (R1969)  ANSI  C59.108  ASTM 
nsulating  Materials  and  Thermosetting  Laminates  for  El  ASTM 
nsulating  Materials  at  Commercial  Power  Frequencies  (1  ASTM 
nsulating  Materials  with  Controlled  Water  to  Metal  Dis  ASTM 
nsulating  Materials  (1968)  ASTM 
nsulating  Materials  (1968)  Std.  Test  Meth.  ASTM 

nsulaling  Materials  (1968)  Std.  Test  Meth.  for  ASTM 

nsulaling  Materials  (1968)  Std.  Test  Meth.  for  ASTM 

nsulaling  Materials  (1968)  Std.  Test  Meth.  for  ASTM 

nsulaling  Materials  (1969)  Std  ASTM 

nsulaling  Materials  (1970)  ANSI  Z98.8  /  Meth.  of  Test  ASTM 

nsulaling  Mineral  Oil  for  Capacitors  and  Cable  Accesso  ASTM 
nsulating  Oil  for  Low  Pressure  Cable  Systems  (R1969)  A  ASTM 
nsulating  Oils  by  Extraction  (1969)  ASTM 
nsulating  Oils  by  Photometric  Analysis  (1970)  ASTM 
nsulating  Oils  by  the  Cryoscopic  Meth.  (1968)  ASTM 
nsulaling  Oils  of  Petroleum  Origin  Against  Water  by  Th  ASTM 
nsulating  Oils  of  Petroleum  Origin  in  the  Field  (1969)  ASTM 


S9 

ARPI 166 

154 

12 

S12.4 

316 

•34 

D2244 

ARP1068 

J211 

J977A 

J247 

RS394 

S5.1 

S37.3 

M901F 

S26 

J668 

PTC19.8 

F50 

F305 

Z57.4 

LM28 

RP12.2 

PHI. 27 

PMC19-10 

N42.4 

E429 

BPVCIVHG6 
P34-382 
S67-401 
*26 

RS172A 

DI676 

D2307 

LPDl-28 

493 

WC7 

D1047 

D2308 

D1351 

44 

115 

AS939 

D1048 

TIOOO 

T1002 

T1003 

TI004 

T1005 

C656 

TlOOl 

*2-I17 

•2 

*2-A2 

'2-123 

P223-I 

D2477 

D2029 

70-7-1 

65-7-2 

D2864 

D1903 

D1533 

D924 

D1807 

D1169 

D923 

D1933 

D1825 

D149 

D2302 

D2304 

D1822 

D2275 

D2132 

D2303 

D952 

C167 

D2297 

D1818 

D1315 

D2608 

D2224 

D2285 

D1524 
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ing  Disk  Method  (1970)  Std.  Test  Meth.  for  Copper  in  I 

(Modified  Pirelli  Meth.)/  Tent.  Test  Meth.  for  Gassing  of 

(1968)  ANSI  C59,124  Std.  Test  Meth.  for  Stability  of 

test  Meth.  for  Sediment  and  Soluble  Sludge  in  Service  Aged 
Std.  Meth.  of  Test  for  Gas  Content  of 
Std.  Test  Meth.  for  Peroxide  Number  of  Mineral 
Std.  Meth.  of  Test.  Electrical 
t  Meth.  for  2,  6  Ditertiary  Butyl  Para  Cresol  in  Electrical 
Std.  Test  Meth.  for  Gas  Content  of 
1969)  Std.  Meth  for  Preparing  and  Electrical  Test,  of 

NSI  C59.109  Std.  Melh.  for  Oxidative  Aging  of  Electrical 

9.122  Std.  Spec,  for  Continuity  of  Quality  of  Electrical 

Std.  Test  Meth.  for  Structural 
Rec.  Product  and  Application  Spec,  for  Structural 
for  Vinyl  Chloride  Plastic  Pressure  Sensitive  Electrical 
Safety  Std.  for  Thermoplastic  and  Rubber  Electrical 
ire  Retardant  Coatings  (On/  Rec.  Pract.  and  Std.  Covering 

Covered)  (Industrial  Ty/  Spec,  for  Mineral  Fiber  Blanket 

flooring  (1969)  Rec.  Product  and  Application  Spec. 

Std.  Spec,  for  Extruded 
,  Heat  Shrinkable/  Spec,  for  Plastic  Moldings.  Electrical 

Std.  Spec,  for  Amosite  Asbestos  Thermal 
Std.  Spec,  for  Crosslinked  Thermosetting  Polyethylene 
70/  Std.  Spec,  for  Crosslinked  Thermosetting  Polyethylene 

Std.  Spec,  for  Ozone  Resisting  Butyl  Rubber 
I  C8  4S  Std.  Spec,  for  Vinyl  Chloride  Plastic 

Std.  Spec,  for  Vinyl  Chloride  Plastic 
ngs  (1970)  Std.  Spec,  for  Mineral  Fiber  Blanket  Therma! 

Spec,  for  Preformed  Flexible  Elastomeric  Cellular  Therma 
heat  Shrinkable  (19/  Spec,  for  Plastic  Tubing,  Electrica 

,  Heat  Shrinkable  (/  Spec,  for  Plastic  Tubing,  Electrica 

Std.  Meth.  for  Oxyacetylene  Ablation  Test,  of  Therma 
Heal  Shrinkable  1/  Spec,  for  Plastic  Tubing,  Electrica 

eparation  of  Test  Procedures  for  the  Thermal  Evaluation  o 
temperatur/  Std.  Rec.  Pract.  for  Prefabricated  Reflective 

Rec.  Pract.  for  Low  Tension  Cable  Thermosetting 
Std.  Spec,  for  Mineral  Fiber  Blanket  and  Fel 
for  Mineral  Fiber  Blanket  Insulation  and  Blanket  Type  Pipe 
of  Test.  Bondable  Silicon  Rubber  Tapes  Used  for  Electrica 
licone  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrica 
Std.  Meth.  of  Test.  Silicon  Fluids  Used  for  Electrica 
ilicon  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrica 
Std.  Meth.  of  Test.  Polymeric  Films  Used  for  Electrica 
of  Test.  Flexible  Composite  Materials  Used  for  Electrica 
r  Properties  and  Tests  of  Mastics  and  Coatings  for  Therma 
h.  for  Chlorine  Content  of  Polybutenes  Used  for  Electrica 
d  Glass  Fabrics  and  Glass  Fabric  Tapes  Used  for  Electrica 
Std.  Spec,  for  Mineral  Fiber  Block  and  Board  Therma! 
Std.  Definitions  of  Terms  Relating  to  Electrica 
Std.  Spec,  for  Ozone  Resistant  Ethylene  Propylene  Rubber 
Spec,  for  Flexible  and  Performed  Fibrous  Glass 
d.  Spec,  for  Flexible  Treated  Sleeving  Used  for  Electrical 
th.  of  Test.  Adhesives  Relative  to  Their  Use  as  Electricai 
th.  of  Test.  Flexible  Treated  Sleeving  Used  for  Electrica 
of  Sampling  and  Test.  Untreated  Paper  Used  for  Electrica 
cotton  Fabrics  and  Cotton  Fabric  Tapes  Used  for  Electrica 
istance  of  Low  Density  Mineral  Fiber  Blanket  Type  Building 
conducting  Exterior  Exposure  Tests  of  Finishes  for  Therma' 
t  for  Compressive  Strength  of  Preformed  Block  Type  Therma 
essure  Sensitive  Adhesive  Coated  Tapes  Used  for  Electrica 
Std.  Spec,  for  Diatomaceous  Earth  Block  and  Pipe  Therma 
Std.  Spec,  for  Saturable  Papers  for  Laminated  Electrica 
est  Meth.  for  Self  Supporting  Plastic  Films  for  Electrica 
Test.  Rigid  Sheet  and  Plate  Materials  Used  for  Electrica 
ampling  and  Test.  Untreated  Mica  Paper  Used  for  Electrica 


nsulating  Oils  Spectrochemically  by  the  Solution  Rotat 


at  Shrinkable  1.3  to  1  Shrink/ 
,  Heat  Shrinkable  1.6  to  1  / 
Railroads  (1970) 

lass,  Urethane  and  Cork  (1970) 


Plastic  Tubing,  Electrica! 
Spec,  for  Tubing,  Electrica! 
Pole  Base,  Pole  Base 
Guide  Spec,  for  Building 
Roof 

Std.  Wet  Process  Porcelain 
Std.  Wet  Process  Porcelain 
Std.  for  High  Voltage 
Std.  for  Wet  Process  Porcelain 
Rec.  Pract.  for  the  Measurement  of 
Marine  Diesel  Engine  Air 
Std.  for  Electric  Motors  and 
per  Alloy  Seamless  Condenser  and  Heat  Exchange!-  Tubes  with 
2  In.  Journals  (R/  Rec.  Pract.  for  Body  Center  Plate  Cast 

969)  Std.  for  Non 

units  (1970)  Rec.  Pract.  for  the  Modification  of 

Std.  Design  Dimensions  for 
Std.  Design  Dimensions  for  Renewable  Wear  Plate  for 
steels,  Nonferrous  Materials,  High  Alloy  Steel,  Cast  Iron, 
Std.  for  Bolted  Pressure  Contact  Switches  ( 
Std.  for  Low  Voltage  Ac 
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ASTM  D2675 

ting  Oils  Under  Electrical  Stress  and  Ionization  ASTM  D2300 

ating  Oils  Under  Electrical  Stress  (Merrell  Test)  ASTM  D2298 

ating  Oils  (R1969)  ANSI  C59.103  Std.  ASTM  DI698 

ating  Oils  (R1969)  ANSI  C59. 23  ASTM  D831 

ating  Oils  (R1969)  ANSI  C59.65  ASTM  DI563 

atmg  Oils  (1969)  ASTM  D1I7 

ating  Oils  (1970)  Tes  ASTM  D1473 

ating  Oils,  Up  to  100  SUS  (1971)  ASTM  D2945 

ating  Paper  Impregnated  with  a  Liquid  Dielectric  ASTM  D2413 

ating  Petroleum  Oils  by  Open  Beaker  Meth.  (1968)  A  ASTM  D1934 

ating  Polybutene  Oil  for  Capacitors  (1968)  ANSI  C5  ASTM  D2296 

ating  Roof  Deck  (R1970)  ASTM  D2164 

ating  Roof  Deck  (1970)  AIMA  1 

ating  Tape  (1968)  ANSI  C59.91  Std.  Spec  ASTM  D2301 

atmg  Tapes  (1971)  ANSI  C33. 21  UL  510 

ating.  Soundproofing  and  Sheathing  Materials  and  F  ABYC  H17 

ation  and  Blanket  Type  Pipe  Insulation  (Metal  Mesh  ASTM  C592 

ation  Board  Underlayment  for  Laminated  Wood  Block  AIMA  8 

ation  Board  (Polystyrene)  (1970)  AASHO  M230 

ation  Cross  Linked  Polyolefin,  Pigmented,  Flexible 
alion  for  Pipes  (1971) 

ation  for  Wire  and  Cable  Rated  0  to  2000v  (1970) 
ation  for  Wire  and  Cable  Rated  2001  to  15,  OOOv  (19 
ation  for  Wire  and  Cable  (1970)  ANSI  C8.37 
ating  for  Wire  and  Cable,  60c  Operation  (1968)  ANS 
ation  for  Wire  and  Cable,  75c  Operation  (1968* 
ation  for  Wood  Frame  and  Light  Construction  Buildi 
ation  in  Sheet  and  Tubular  Form  (1970)  Std. 
ation  Irradiated  Polyolefin,  Pigmented,  Flexible, 
ation  Irradiated  Polyolefin,  Pigmented.  Semi  Rigid 
ation  Materials  (1970) 

ation  Noncrosslinked  Polyvinyl  Chloride.  Flexible, 
ation  Systems  for  Electric  Equipment  (1970)  IE  Pr 

ation  Systems  for  Equipment  and  Pipe  Operating  at 
ation  Used  in  Automotive  Electrical  Wiring  (1969) 
Industrial  Type)  (1970) 

Metal  Mesh  Covered)  (Industrial  Type)  (1970 
968)  Std.  Meth. 

968)  Std.  Meth.  of  Test.  Fully  Cured  Si 

968)  ANSI  C59.II8 
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ation 
ation 
ation 
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ation 
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alion 
alion 
alion 
ation 


968)  ANSI  C59.89 
968)  ANSI  C59.92 

968)  ANSI  C59.94 
969) 

969) 

969)  ANSI  C59.35 
970) 

970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 


Spec,  for  Fully  Cured  S 

Std.  Melh. 
Std.  Guide  Fo 
Std.  Test  Mel 
/T.  Flexible  Resin  Coate 


SAE 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
SAE 
SAE 
ASTM 
SAE 
IEEE 
ASTM 
SAE 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


AMS3674 
C391 
D2655 
D2656 
D1352 
D2219 
D2220 
C665 
C534 

AMS3636C 
AMS3638C 
E285 

AMS3579 
99 

C667 
J878A 
C553 
C592 
D2148 
DI458 
D2225 
D193I 
D2305 
D238I 
C647 
D2522 
D902 
C612 
D171I 
D2802 


St 

Std.  Me 
Std.  Me 
Std.  Meth. 
Std.  Melh.  of  Test.  Varnished 
970)  /or  Determination  of  the  Thermal  Res 

970)  ANSI  Z98.32  Sid.  Melh.  for 

970)  ANSI  Z98.6  Std.  Melh.  of  Tes 
970a)                                   Std.  Melh.  of  Test.  Pr 
971) 
971) 

971)  Sid.  T 
971)  Std.  Meth.  of 
971)  ANSI  C59.59                          Std.  Melh.  for  S 

ation.  Resin  Bonded  Polyethylene  Terephthalale,  He 
alion,  Thermally  Welded  Polyethylene  Terephthalale 
ation.  Wire  Height  and  Curvature  of  Model  Electric 
ation;  Fibrous  and  Reflective  (1968) 
ation;  Fiberboard,  Perlite,  Fibrous  and  Cellular  G 
ators  (High  Voltage  Line  Post  Type)  (1961) 
tors  (Suspension  Type)  (1962) 
ators  (1970) 

ators;  Low  and  Medium  Voltage  Pin  Types  (1969) 
:e  Air  or  Exhaust  Gas  Flow  of  Diesel  Engines  (1971) 
:e  and  Exhaust  Systems  (Std.  Pract.)  (1971) 
al  Drive  Units  for  Bakery  Equipment  (1970) 
ntegral  Fins  (1971)  Std.  Spec,  for  Copper  and  Cop 

ntegral  for  Freight  Cars  with  6  1/2  X  12  In.  and  7  X  1 
ntegral  Industrial  Fluid  Power  Hydraulic  Reservoirs  (I 
ntegral  Journal  Box  for  Application  of  Roller  Bearing 
ntegral  Journal  Boxes  (1970) 
ntegral  Journal  Boxes  (1970) 

ntegrally  Clad  Plate  or  with  Applied  Corrosion  Resista 
ntegrally  Fused  and  Manually  Operated)  (1971) 
ntegrally  Fused  Power  Circuit  Breakers  (1969) 


NAAMMSI-1 
ASTM  D372 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NEMA 

ASTM 

ASTM 

SAE 

SAE 

NMRA 

CSI 

NRCA 

ANSI 

ANSI 

NEMA 

ANSI 

SAE 

DEMA 

BISSC 

ASTM 

AAR 


DI304 

D350 

D202 

D295 

C653 

C488 

C165 

DIOOO 

C517 

D1080 

MX3 

D229 

D1677 

AMS3589 

AMS3591 

RP60 

7201 

•2-III 

C29.7 

C29.2 

HVl 

C29.5 

J244 

MD115 

29 

B359 

MSRP-C-28F 


NFLDP  T3. 16.69.2 


AAR 

AAR 

AAR 

ASME 

NEMA 

ANSI 


MSRP-D-62A 

MSRP-D-33 

MSRP-D-34 

BPVC8-1-C 

KS2 

C37.28 
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n  of  Reflecting  Characteristics  of  Metallic  Surfaces  Using 
Rec.  Pract.  for  Service  Brake  Structural 
Std.  for  Rating  Odor 
otting  Data  From  Sensitometric  Strips  Exposed  on  Type  Ib2 
ocedure  for  Flow  and  Grease  Retention  Capacities  of  Grease 
.  Spec,  for  Approved  Journal  Roller  Bearings  Applicable  to 
eptance  of  Approved  Side  Frames  and  Bolsters  Applicable  to 
Approval  Numbers  for  Approved  Journal  Roller  Bearings  for 
Rec.  Programming  Pract.  to  Facilitate  the 
Rec.  Pract.  for  Dimensions  Affecting 
atory  Inspection  and  Test  for  Roller  Bearing  Approval  (for 
Std.  for  Magnetic  Tape  Labels  for  Information 
m)  Equipment  Press  and  Gage  Wheels  (1970) 
ocks,  Spacer  (Feedthru)  (1971 )  Std.  Part 

bussing  Arrangement,  Blocks,  Non  Feedlhr/  Design  Std.  for 

bussing  Arrangement,  Blocks,  Feedthru,  CI  Design  Std.  for 

bussing  Arrangement,  Blocks,  Feedthru,  CI  Design  Std.  for 

Std.  Drafting  Practices  for  Electrical  and  Electronics 
Rec.  Pract.  for  Gas  Turbine  Engine 
procedure  for  Installing  and  Inspecting  Clinched  Wire  Type 
dure  for  the  Design,  Assembly,  and  Test,  of  Fused  in  Place 
troleum  Origin  Against  Water  by  the  /  Std.  Test  Meth.  for 

ts  (1970)  Std.  Test  Meth.  for  Surface  and 

Std.  for  Class  5 
Rec.  Pract.  for  Suggested  Electromagnetic 
stem  on  Boats  to  Minimize  Electrolytic  Corrosion  and  Radio 
d.  Meth.  for  Linear  Thermal  Expansion  of  Rigid  Solids  with 
(1971)  Test  for 

Rec.  Pract.  for  Detecting  Susceptibility  to 
d  (1959)  Floating 
(1970)  Std.  for 

ng  Blocks  for  Exposed  Platforms,  Pavements.  Driveways,  and 
Tent.  Test  Meth.  for  Scrub  Resistance  of 
Std.  Spec,  for  Bonding  Compounds  for 
ifficult  to  Palletiz/  Corrugated  or  Fiber  Board  Trays  for 

Flammability  of  Automotive 
std.  Spec,  for  Creosoted  End  Grain  Wood  Block  Flooring  for 
1971)  Spec,  for  Existing 

Std.  for  Hinged 

r  and  Its  Products  (1969)  Std.  for 

paper  Products  (1968)  Rec.  Pract.  for 

Rec.  Pract.  for 

View  Monochrome  Closed  Circuit  Television  Monitors  526/60 
Std.  for  Packaging  of  Multiple  Items  in 
Std.  F 
Std.  F 
Std.  F 

ear (1970)  Std.  for  F 

Std.  F 

Spec,  for  Inspection  and  Maintenance  of  Alternate  Std.  F 
ubes  (1969)  Std.  Spec,  for  Seamless  Cold  Drawn 

Spec,  for  Std.  Intermediate,  Heavy 
td.  Spec,  for  Carbon  Steel  Plates  for  Pressure  Vessels  for 
Rec.  Product  and  Application  Spec.  1/2  In. 
ressure  Vessels  (1969)  ANSI  G35.2  Std.  Spec,  for  Low  and 

Rec.  Spec,  for  Steel  Windows;  Semi 
Windows  (1969)  Spec,  for  Std. 

tex  System  to  Designate  Linear  Density  of  Fibers,  Yarn  and 

Rec.  Pract.  for 

red  by  a  Z-Directional  Tensile  Test  (1968)  Meth.  for 

Test  for  Interfiber  Bond  Using  the 
Std.  Test.  Procedure  for 
Rec.  Rules  for  the  Control  of 
Fire  Prevention  Spec,  for 
Safety  Std.  for 
Fire  Prevention  Spec,  for 
Safety  Fuel  Handling  and  Storage  (for 
Brakes,  Electric  and 
Brakes,  Electric  and 
Controls; 
Controls; 

Std.  for  Press  Hydraulic,  Direct  Acting 
Std.  Meth.  of 
Suggested  Good  Pract.  Regarding 
Std.  for  Boss  Fluid  Connection, 
Tent.  Std.  for 
Meth.  for  Cross  Directional 
Rec.  Pract.  Rules  for  the  Use  of  the 
Std.  Metric  Pract.  Guide,  Involving  the  Use  of  Si 
aled  Devices  (1971)  Std.  Rec.  Guide  to 

or  Ac  High  Voltage  Circuit  Breakers  (1964)  Std. 

Safety  Std.  for  High 

70)  Safety  Std.  for  High 

red  Absorption  (1970)  Tent.  Meth.  of  Test  for 

a  Guide  on  Safety  Rest  Areas  for  the  National  System  of 
ed  Absorption  (1970)  Tent.  Meth.  of  Test  for 


Integrating  Sphere  Instruments  (1971)  /  and  Calculatio 
ntegrity  Test  Procedure  (1971) 
ntensity  of  Petroleum  Wax  (1971) 

ntensity  Scale)  Sensitometers  (1970)  /.  Pract.  for  PI 

nterceptors  (1965)  Std.  for  Test  and  Rating  Pr 

nterchange  Freight  Cars  (Railway)  (1970)  Std 

nterchange  Freight  Cars  (1970)  /  the  Purchase  and  Ate 


1  Code)  (1971) 

%7) 

970) 


Rider  Type  (1965) 
Rider  Type  (1965) 
(1966) 
(1966) 


dices)  (1971) 


nterchange  Freight  Service  (Railway  Cars)  (1971) 
nterchange  of  Digital  Computer  Programs  (1971) 
nterchange  of  102  In.  Wide  Doubles  Trailers  (1970) 
nterchange  Railway  Freight  Car  Service)  (1971)  Labor 
nterchange  (1969) 

nterchangeability  of  Disk  Halves  for  Agricultural  (Far 
nterconnecting  Device,  Electrical,  Wire  Terminating  Bl 
nterconnecting  Devices,  Electrical,  Wire  Terminating, 
nterconnecting  Devices,  Electrical,  Wire  Terminating, 
nterconnecting  Devices,  Electrical,  Wire  Terminating, 
nterconnection  Diagrams  (1971) 

nterface  Test  Data  Reduction  Computer  Programs  (1971) 

nterfacial  Connections  in  Rigid  Printed  Circuit  Boards 

nterfacial  Connections  in  Rigid  Printed  Circuit  Boards 

nterfacial  Tension  of  Electrical  Insulating  Oils  of  Pe 

nterfacial  Tension  of  Solutions  of  Surface  Active  Agen 

nterference  Fit  Thread  (1963) 

nterference  (Emi)  Control  Plan  Outline  (1970) 

nterference  (1964)  Rec.  Pract.  for  Bonding  Sy 

nterferometry  (1970)  St 

nterfiber  Bond  Using  the  Internal  Bond  Tester  (Paper) 

ntergranular  Attack  in  Stainless  Steels  (1968) 

nterior  Angle  Meth.  of  Application  for  Gypsum  Wallboar 

nterior  Dunnage  Equipment,  Deck  Boards  (Railway  Cars) 

nterior  Floors  Exposed  to  Wet  and  Dry  Conditions  (1970 

nterior  Latex  Flat  Wall  Paints  (1969) 

nterior  Plastering  (1970) 

nterior  Protection  and  Stability  of  Shapes  Which  Are  D 
nterior  Trim  Materials;  Horizontal  Test  Method  (1969) 
nterior  Use  (1970)  ANSI  010.1 

nterior  Walls  and  Ceilings  with  Gypsumboard  Products 
nterior  Wood  Door  Units  (1970) 

nterlaboratory  Evaluation  of  Test  Meth.  Used  with  Pape 
nterlaboratory  Evaluation  of  Test  Used  with  Paper  and 
nterlaboratory  Testing  of  Textile  Materials  (1970) 
nterlaced  2:1  (1970)  /Cal  Performance  Std.  for  Direct 

nterleaved  Boxes  (1971) 

nierlocking  Coupler  for  Special  Car  Equipment  (1970) 
nterlocking  Coupler  Parts  (1970) 
nteriocking  Coupler  Yoke,  Cast  Steel  (1970) 
nterlocking  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  G 
nterlocking  Coupler  (1970) 

nterlocking  Couplers,  Parts  and  Operating  Mechanisms  O 

ntermediate  Alloy  Steel  Heat  Exchanger  and  Condenser  T 

ntermediate  and  Heavy  Custom  Steel  Windows  (1969) 

ntermediate  and  Higher  Temperature  Service  (1971)  ANSI 

ntermediate  Fiberboard  Sheathing  (1969) 

ntermediate  Tensile  Strength  Carbon  Steel  Plates  for  P 

ntermediate,  for  Residential  and  Commercial  Use  (1969) 

ntermediate.  Heavy  Intermediate  and  Heavy  Custom  Steel 

ntermediates,  and  Other  Textile  Materials  (1970)  /He 

ntermodal  Bulk  Liquid  Containers  (1970) 

nternal  Bond  Strength  of  Paper  and  Paperboard  as  Measu 

nternal  Bond  Tester  (Paper)  (1971) 

nternal  Bursting  of  Fibre  Tubes  and  Cores  (1963) 

nternal  Chemical  Conditions  (Boiler  and  Pressure  Vesse 

nternal  Combustion  Engine  Powered  Industrial  Trucks  (1 

nternal  Combustion  Engine  Powered  Industrial  Trucks  (1 

nternal  Combustion  Engine  Trucks  (1966-67) 

nternal  Combustion  Engine  Trucks)  (1966) 

nternal  Combustion  Powered  Industrial  Trucks,  Sit  Down 

nternal  Combustion  Powered  Industrial  Trucks,  Stand  Up 

nternal  Combustion  Powered  Trucks,  Sit  Down  Rider  Type 

nternal  Combustion  Powered  Trucks,  Stand  Up  Rider  Type 

nternal  Expansion  (1970) 

nternal  Pressure  Test  on  Glass  Containers  (1969) 

nternal  Pressure  Vessel  Structures  (Nonmandatory  Appen 

nternal  Straight  Thread,  Shallow  Tap  (1970) 

nternal  Tearing  Resistance  of  Paper  (1965) 

nternal  Tearing  Resistance  of  Paperboard  (1964) 

nternational  System  of  Units  (1971) 

nternational  System  of  Units)  (1970) 

nterpretation  of  Radiographs  of  Semiconductors  and  Rel 

nterrupling  Capability  Factors  for  Reclosing  Service  F 

nterrupting  Capacity  Class  K  Fuses  (1970) 

nterrupling  Capacity  Fuses;  Current  Limiting  Types  (19 

nterstitial  Atomic  Oxygen  Content  of  Germanium  by  Infra 

nterstate  and  Defense  Highways  (1968) 

nterstitial  Atomic  Oxygen  Content  of  Silicon  by  Infrar 
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•16 

MSRP-L-45 

D52 

D2486 

C63I 
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J369 
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PS32 
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D1749 

D990 

RS375 
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MSRP-C-61 
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MSRP-C-63 

MSRP-C-62 
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y  (1966)  Lubrication 

Rec.  Pract.  for  Lubrication 
Iding  and  Classing  Steel  Vessels  for  Service  on  Rivers  and 
Std.  Speed  Classifications  for 
Std.  Size  Designations  and  Dimensions  for 
Spec,  for 

St  and  Spec,  for  Paving  Materials  (1970) 

Cold  Weather  Masonry  Construction 


ng  Purposes  (1969) 

964)  ANSI  Z166.ll 
ted  (1970) 

2cr  -  4.5mo  ■  2.0  (Cb  and  Ta)  / 


Rec.  Pract.  for 
Spec,  for  Casting 
Std.  Reference  Radiographs  of 
Aluminum  Alloy  Castings, 
Spec,  for  Steel  Castings, 
Spec,  for  Alloy  Castings, 
Steel  Castings 
Spec,  for  Steel  Castings, 
Std.  Station 
Rec. 

Rec.  Pract.  for  Lever  Ends; 


Rec.  Pract.  for 

Test  Meth.  for  Sulphur  Loss  From  Acid  Towers 
std.  Test  Meth.  for  Total  Sulfur  in  Iron  Ore  by  Combustion 

Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 

9)  Std.  Test  Meth,  for  Total 

elh.  for  Tub  Size  Starch  on  Paper  (Extract  with  Water,  Add 
Sid.  Test  Meth.  for  Hydrogen 
eth.  (1968)  Meth.  for  Hydrogen 

Meth.  for  Hydrogen 

or  Test,  for  Leaks  Using  the  Halogen  Leak  Detector  (Alkali 
eth.  for  Analysis  of  Sodium  Triphosphate  by  the  Simplified 

Rec.  Pract.  for 
Std.  Meth.  for  Calibrating 
for  Gassing  of  Insulating  Oils  Under  Electrical  Stress  and 
Std.  Spec,  for  Welded  Nickel  Chromium 
Std.  Spec,  for  Welded  Nickel  Chromium 
c.  for  Drawn  or  Rolled  Nickel  Chromium  and  Nickel  Chromium 
celerated  Life  Test  of  Nickel  Chromium  and  Nickel  Chromium 
r  Chemical  Analysis  of  Nickel  Chromium  and  Nickel  Chromium 
eat  Resisting,  Maraging,  and  Other  Similar  Chromium  Nickel 
)  ANSI  A21.4  Std,  for  Cement  Mortar  Lining  for  Cast 

Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on 
Std.  Pract.  for  Spot  Facing  for  Bronze, 
Spec,  for 

Std.  Meth.  for  Identification  of 
Std. 

sits  (1970)  Std.  Meth.  of  Test  for 

Std.  Spec,  for 
Assembly  of  Large  Nickel 
Std.  Spec,  for 

Spark  Shields  to  Cars  Equipped  with  Wooden  Decks  and  Cast 
Std.  Spec,  for  Austenitic  Gray 
Std.  Spec,  for  Gray 
Std.  for  Automotive  Malleable 
Std.  for  Automotive  Ductile  (Nodular) 
Std.  Definitions  of  Terms  Relating  to 
Ductile  (Nodular) 
Ductile  (Nodular) 
Std.  Spec,  for  Welded  Nickel 
Std.  Spec,  for  Nickel 
Std.  Spec,  for  Welded  Nickel 
970)  Std.  Spec,  for  Nickel 

d  Bars  (1970)  Std.  Spec,  for  Nickel 

nd  Strip  (1970)  Std.  Spec,  for  Nickel  Chromium 

970)  Std.  Spec,  for  Nickel  Chromium 

Temperature  Electromotive  Force  Relation  for 
0)  ANSI  G63.1  Std.  Spec,  for 

Std.  for  Gray 

ed  Temperatures  (1968)  Std.  Spec,  for  Ductile 

Std.  Meth.  for  Spectrochemical  Analysis  of  High  Purity 
chromate  Titration  (1969)  Std.  Test  Meth.  for  Total 

Std.  Meth.  of  Test  for 
Std.  for  Acid  Soluble 
Meth.  for 
Std.  Test  Meth.  for 

Meth.  (1970)  Std.  Test  Meth.  for 

70)  Std.  Spec,  for  Chromium  Nickel 

nd  Wire  (1970)  Std.  Spec,  for  Chromium  Nickel 

ts  and  Bars  for  Reforging/  Std.  Spec,  for  Chromium  Nickel 

flanges,/  Std.  Spec,  for  Forged  or  Rolled  Chromium  Nickel 

,  Sheet,  and  Strip  (1970)  Std.  Spec,  for  Chromium  Nickel 

ronic  Applications  (1970) 

St  Meth.  for  Weight  of  Coating  on  Zinc  Coated  (Galvanized) 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  Corrugated 

Fencing  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanized) 


Intervals  for  Tractors  and  Agricultural  (Farm)  Machiner  ASAE  R231 

Intervals;  Construction  and  Industrial  Machinery  (1970)  SAE  J752A 

Intracoastal  Waterways  (1971)  Rules  for  Bui  ABS  *1 

Intraoral  Dental  Radiographic  Film  (1970)  ANSI  PH6.1 

Intraoral  Dental  Radiographic  Film  (1970)  ANSI  PH6.2 

Intraoral  Dental  Radiographic  Film  (1971)  ADA  22 

Introduction  to  Asphalt;  LJses,  History,  Definitions,  Te  AI  MS5 

Introduction  (Tech.  Notes)  (1967)  SCPI  I 

Investigating  and  Sampling  Soils  and  Rock  for  Engineeri  ASTM  D420 

Investment  for  Dental  Gold  Alloy  (1962)  ANSI  Z156. 2  ADA  2 

Investment  Steel  Castings  for  Aerospace  Applications  (1  ASTM  E192 

Investment  7. 05.-0. 3mg(356-T51)  Precipitation  Heat  Trea  SAE  AMS426IA 

Investment  (1971 )  SAE  AMS5333A 

Investment,  Corrosion  and  Heat  Resistant,  Nickel  Base  I  SAE  AMS5377 

Investment,  Electrical  Induction  Melted,  Annealed  (1970  SAE  AMS5210A 

Investment,  Maraging,  Vacuum  Melted  (1971)  SAE  AMS5337 

Invoice  Form  for  Spot  Television  Schedules  (1970)  AAAA  *7 

Invoice  Forms  for  the  Grocery  Industry  (1964)  GMA  *l-5.2 

Involute  Serrations  (1970)  SAE  ARP676 

Involute  Splines  and  Inspection  (1970)  SAE  ]498c  ANSI  B92.1 

Involute  Splines;  Wear  Limit,  Definition  of  (1971)  SAE  ARPI200 

(lodate  Absorption)  (1971)  TAPPI  UM-607 

lodate  Titration  (1970)  ASTM  E395 

Iodine  Adsorption  Number  of  Carbon  Black  (1970)  ASTM  D1510 

lodme  Value  of  Drying  Oils  and  Fatty  Acids  (1969)  ASTM  D1959 

Iodine  Value  of  Drying  Oils  and  Their  Derivatives  (R196  ASTM  D1.S4I 

Iodine)  (1971)  Test  M  TAPPI  UM-412 

Ion  Concentration  of  Dry  Adhesive  Films  (1970)  ASTM  D1583 

Ion  Concentration  Ph  of  Paper  Extract  Cold  Extraction  M  TAPPI  T509 

Ion  Concentration  (Ph)  of  Paper  Extracts  (1968)  TAPPI  T435 

Ion  Diode)  (1971)  Std.  Rec.  Pract.  F  ASTM  E427 

Ion  Exchange  Meth.  (1970)  Std.  M  ASTM  D2761 

Ionization  Gage  Application  to  Space  Simulators  (1970)  ASTM  E296 

Ionization  Vacuum  Gage  Tubes  (1970)  ASTM  E297 

Ionization  (Modified  Pirelli  Meth.)  (1968)  /Est  Meth.  ASTM  D2300 

Iron  Alloy  Pipe  (1970)  ASTM  B5I7 

Iron  Alloy  Tubes  (1970)  ASTM  B5I5 

Iron  Alloys  for  Electrical  Heating  Elements  (1971)  ANSI  ASTM  B344  ' 

Iron  Alloys  for  Electrical  Heating  (1970)  ANSI  Z155, 3  ASTM  B76 

Iron  Alloys  (1970)  Std.  Meth.  Fo  ASTM  E38 

Iron  Alloys  (1970)  /  Chemical  Analysis  of  Stainless,  H  ASTM  E353 

Iron  and  Ductile  Iron  Pipe  and  Fittings  for  Water  (1971  AWWA  C104 

Iron  and  Steel  Hardware  (1971)  ASTM  A153 

Iron  and  Steel  Pipe  Flanges  (1970)  MSS  SP9 

Iron  and  Steel  Scrap  (1968)  ISIS  M-l 

Iron  and  Sulfur  Bacteria  in  Water  and  Wastewater  (1971)  APHA  *2-500 

Iron  Back,  Lined  Journal  Bearings  (1970)  AAR  MSRP-D-47 

Iron  Bacteria  in  Industrial  Water  and  Water  Formed  Depo  ASTM  D932 

Iron  Base  Sintered  Bearings  (Oil  Impregnated)  (1970)  ASTM  B439 

Iron  Battenes  (for  Electnc  Trucks)  (196.M  ITA  8E2 

Iron  Blue  (R1955)  ANSI  K29  1,  AASHO  M131  ASTM  D261 

Iron  Brake  Shoes  (1970)  Std.  for  Application  of  AAR  MSRP-L-49 

Iron  Castings  (1969)  .  ASTM  A436 

Iron  Castings  (1970)  AASHO  M105 

Iron  Castings  (1970)  SAE  JI58 

Iron  Castings  (1970)  SAE  J434B 

Iron  Castings  (1971)  ASTM  A644 

Iron  Castings,  Sand  60,  000  psi  Tensile  (1970)  SAE  AMS5315A 

Iron  Castings,  Sand,  80,  000  psi  Tensile  (1970)  SAE  AMS5316A 

Iron  Chromium  Alloy  Pipe  (1970)  ASTM  B514 

Iron  Chromium  Alloy  Seamless  Pipe  and  Tube  (1971)  ASTM  B407 

Iron  Chromium  Alloy  Tubes  (1970)  ASTM  B516 

Iron  Chromium  Silicon  Alloy  Billets  and  Forging  Bars  (1  ASTM  B512 

Iron  Chromium  Silicon  Alloy  Hot  Rolled  and  Cold  Finishe  ASTM  B5I1 

Iron  Columbium  Molybdenum  Tungsten  Alloy  Plate,  Sheet  A  ASTM  B519 

Iron  Columbium  Molybdenum  Tungsten  Alloy  Rod  and  Bar  (1  ASTM  B5I8 

Iron  Constantan  Thermocouples  (1956)  SAMA  PMC9-1I 

Iron  Copper  Sintered  Metal  Powder  Structural  Parts  (197  ASTM  B222 

Iron  for  Automotive  Castings  (1970)  SAE  J431B 

Iron  for  Pressure  Containing  Castings  tor  Use  at  Elevat  ASTM  A395 

Iron  for  Silicon  and  Aluminum  (1971)  ASTM  E421 

Iron  in  Iron  Ores  by  Stannous  Chloride  Reduction  and  Di  ASTM  E277 

Iron  in  Manganese  Ore  (1971)  ASTM  E316 

Iron  in  Paper  (1968)  TAPPI  T434 

Iron  in  Pulp  (1969)  TAPPI  T242 

Iron  in  Rosin  (RI969)  ASTM  DI064 

Iron  in  Trace  Quantities  Using  the  1,  10  Phenanthroline  ASTM  E394 

Iron  Molybdenum  Copper  Columbium  Alloy  Weaving  Wire  (19       ASTM  B475 

Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Bar  A  ASTM  B473 

Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Bille  ASTM  B472 

Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Pipe  ASTM  B462 

Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Plate  ASTM  B463 

Iron  Nickel  Alloy  Wire,  Copper  Clad  56fe-4lni  for  Elect  SAE  AMS7734 

Iron  or  Steel  Articles  (1969)  Std.  Te  ASTM  A90 

Iron  or  Steel  Culverts  and  Underdrains  (1970)  AASHO  M36 

Iron  or  Steel  Farm  Field  and  Railroad  Right  of  Way  Wire  ASTM  A116 
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Sid.  Spec,  for  Zinc  Coaled  (Galvanized)  li 

eral  Requiremenls  for  Delivery  of  Zinc  Coated  (Galvanized)  1 

Sid.  Tesl  Meth.  for  Tolal  Sulfur  in  1 

Sid.  Melh.  of  Tesl  for  Silica  in  1 

Titration  (1969)  Sid.  Test  Melh.  for  Tolal  Iron  in  1 

Sid.  Melh.  of  Test  for  Phosphorus  in  1 

Sid.  Melh.  of  Test  for  Manganese  in  1 

Std.  Spec,  for  Red  and  Brown  1 

Std.  Spec,  for  Black  Synthetic  1 

Sid.  Spec,  for  Yellow  1 

Std.  for  Cement  Mortar  Lining  for  Cast  Iron  and  Ductile  1 

701  Sid.  for  Cast  1 

or  Other  Liquids  (1970)  ANSI  A21.6  Std.  for  Cast  1 

s  (1970)  Std.  for  Cast  1 

ater  or  Other  Liquids  (1970)  Std.  for  Cast  1 

Sid.  Threaded  Cast  1 

Std.  for  Wrought  Steel  and  ! 

Std.  for  the  Thickness  Design  of  Ductile  1 

s  (1971)  ANSI  A21.12  Std.  for  2  In.  and  2  1/4  In.  Cast  1 

ned  Molds,  for  Water  or  Other  Liquids  (/  Std.  for  Ductile  ] 

Std.  Spec,  for  Electric  Fusion  (Arch)  Welded  Wrought  1 

Std.  Spec,  for  Wrought  \ 

969)  Std.  for  Hubless  Cast  1 

Cast  : 

Std.  for  Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  1 

Std.  Spec,  for  Cast  ' 

Std.  Spec,  for  Rubber  Gaskets  for  Cast  : 

0)  Std.  Pract.  for  Cast  1 

Std.  for  Malleable  ; 

operation  of  Heating  Boilers  (Firetube,  Waterlube  and  Cast  1 

Std.  Pracl.  for  Cast  : 

)  (1965)  Nickel  1 

)  (1965)  Nickel  1 

trial  Trucks)  (1965)  Nickel  '. 

)  (1965)  Nickel  1 

Assembly  of  Small  Batteries  Lead  Acid  and  Nickel  '. 

Rec.  Std.  for  Mandrel  Wire,  ' 

elh.  for  Measuring  Fast  Neutron  Flux  by  Radioaclivation  of  : 

nalysis  of  Steel,  Cast  Iron,  Open  Hearth  Iron,  and  Wrought  : 

spection  and  Tests  for  Heating  Boilers  Constructed  of  Cast  : 

y  Steel,  SiUcon  Electrical  Steel,  Ingot  Iron,  and  Wrought  '. 

Std.  Meth.  for  Chemical  Analysis  of  Cast 

or  with  Applied  Corrosion  Resistant  Linings,  Cast  Ductile  '. 

ih.  for  Chemical  Analysis  of  Steel,  Cast  Iron.  Open  Hearth  '. 

on  Steel,  Low  Alloy  Steel,  Silicon  Electrical  Steel,  Ingot  '. 

alloy  Steels,  Nonferrous  Materials,  High  Alloy  Steel,  Cast  : 

High  Temperature,  Electrical,  Magnetic,  and  Other  Similar  ' 

Std.  Meth.  for  Chemical  Analysis  of  Steel,  Cast  '. 

aluminum.  Copper  Alloys,  Stainless  Steel;  Carbon  Steel  and  ' 

able  (19/  Spec,  for  Plastic  Tubing,  Electrical  Insulation  1 

nkable  (/  Spec,  for  Plastic  Tubing,  Electrical  Insulation  1 

Tent.  Rec.  Pracl.  for  Reporting  ' 
Minimum  Std.  for 

Std.  Spec,  for  Concrete  Pipe  for  ' 

Std.  Spec,  for  Nonreinforced  Concrete  ' 

aluminum  Irrigation  Tubing  (196/  Std.  and  Spec.  Guide  for  1 

Minimum  Installation  Spec,  for  Turf  Sprinkler  ' 

Guide  Spec,  for  Underground  Sprinkler  ' 

ation  Pipeline;  Underground,  Plastic  Tape  Coaled.  Aluminum  ] 

nufacture  and  Placement  of  Reinforced  Concrete  Casings  for  ; 

Sprinkler 

actices  for  Prevention  of  Mosquito  Sources  Associated  with  ] 

Designing  and  Constructing  Water  Wells  for  : 
Spectrum  for 
Std.  for  Linalyl 

Spectrum  for  Linalyl  '. 

Std.  Melh.  of  Test.  Urethane  Foam  ' 

Std.  for  : 

Std.  Test  Meth.  for  Ash  in  Casein  and  : 

Std.  Meth.  for  Fixed  Ash  in  Casein  and  ] 

Std.  Test  Melh.  for  Nitrogen  in  Casein  and  i 

Std.  Test  Melh.  for  Alkali  Requirement  of  Casein  and  i 

Std.  Test  Melh.  of  Tesl  for  Free  Acidity  in  Casein  and  1 

Std.  Test  Melh.  for  Oil  in  Casein  and  1 

Sid.  Meth.  for  Analysis  of  High  Purity  (N-)  Heptane  and  ] 

Std.  for  Common  Name  for  the  Pest  Control  Chemical  1 


Std.  for 
Spectrum  for 

onship  and  Initial  Decomposition  Temperature  of  Liquids  by 
%9)  Std.  for  the  Evaluation  of  Commercial  Solution, 

Packaging  Std.  for  Individual 
Std.  for  Packaging  of  a  Single 
Packaging  Std.  for  Single 


on  or  Steel  Sheets  for  Culverts  and  Underdrains  (1970 

ron  or  Steel  Sheets  in  Coils  and  Cut  Lengths  Coaled  by 

ron  Ore  by  Combustion  lodate  Titration  (1970) 

ron  Ores  and  Manganese  Ores  (1971) 

ron  Ores  by  Stannous  Chloride  Reduction  and  Dichromale 

ron  Ores  (1971) 

ron  Ores  (1971) 

ron  Oxide  Colorants  (1966) 

ron  Oxide  Pigments  (R1969) 

ron  Oxide  (R1969) 

ron  Oxide,  Hydraled  (R1969) 

ron  Pipe  and  Fittings  for  Water  (1971)  ANSI  A21.4 

ron  Pipe  Centrifugally  Cast  in  Metal  Molds  for  Gas  (19 

ron  Pipe  Centrifugally  Cast  in  Metal  Molds,  for  Water 

ron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds  for  Ga 

ron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds,  for  W 

Ton  Pipe  for  Drainage,  Vent,  and  Waste  Services  (1943) 

ron  Pipe  (1970) 

ron  Pipe  (1971)  ANSI  A21.50 

ron  Pipe,  Centrifugally  Cast  for  Water  or  Other  Liquid 
ron  Pipe,  Centrifugally  Cast  in  Metal  Molds  or  Sand  Li 
ron  Plate  Pipe  (R1968) 

ron  Rolled  or  Forged  Blooms  and  Forgings  (1966) 

ron  Sanitary  System  with  C  No  Hub  Pipe  and  Fittings  (1 

TOn  Soil  Pipe  and  Fittings  (1967) 

ron  Soil  Pipe  and  Fillings  (1968) 

TOn  Soil  Pipe  and  Fillings  (1969) 

ron  Soil  Pipe  and  Fillings  (1970) 

ron  Swing  Check  Valves,  Flanged  and  Threaded  Ends  (197 
ron  Threaded  Pipe  Unions  150,  250,  and  300  Lb.  (1970) 
ron  Types);  Controls,  Accessories  and  Room  Facilities; 
Ton  Valves,  Flanged  and  Threaded  Ends  (1970) 
ron  24  Volt  Batteries;  Dimensions  (for  Electric  Trucks 
ron  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks 
ron  36  Volt  Batteries  (Dimensions)  (for  Electric  Indus 
ron  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks 
ron  (for  Electric  Trucks)  (1965) 
Ton  (1970) 

ron  (1970)  Std.  M 

ron  (1970)  Std.  Meth.  for  Chemical  A 

ron  (1971)  Code  Requiremenls,  Quality  Control,  in 

ron  (1971)  /Emical  Analysis  of  Carbon  Steel,  Low  Alio 

ron.  All  Types  (1970) 

ron,  and  Ferritic  Steels  with  Tensile  Properties  Enhan 

ron,  and  Wrought  Iron  (1970)  Std.  Me 

ron,  and  Wrought  Iron  (1971)  /Emical  Analysis  of  Carb 

ron.  Integrally  Clad  Plate  or  with  Applied  Corrosion  R 

ron.  Nickel,  and  Cobalt  Base  Alloys  (1970)  /Alysis  of 

ron.  Open  Hearth  Iron,  and  Wrought  Iron  (1970) 

ron;  Organic,  Vitreous  and  Laminated  Coalings  (1969) 

rradialed  Polyolefin,  Pigmented.  Flexible,  Heat  Shrink 

rradiated  Polyolefin,  Pigmented,  Semi  Rigid,  Heat  Shri 

Tradialion  Results  on  Graphite  (19681 

Trigalion  Equipment  (1970) 

irrigation  or  Drainage  (1969) 

rrigalion  Pipe  with  Rubber  Gasket  Joints  (1970) 

rrigation  Pipeline;  Underground,  Plastic  Tape  Coated, 

rrigalion  Systems  (1966) 

rrigation  Systems  (1968) 

rrigation  Tubing  (1965)  ID.  and  Spec.  Guide  for  Irrig 

rrigation  Wells  (1967)  Ma 

irrigation  (for  Farms)  Technical  Data  Sheet  (1969) 

rrigation  (1968)  Principles  and  Pr 

rrigation  (1970) 

iso  Eugenyl  Acetate  (1969) 

isobulryale  (1969) 

isobulyrale  (1969) 

isocyanale  Raw  Materials  (1970) 

isoeugenol  Acetate  (1969) 

isolated  Soy  Protein  (R1968) 

solated  Soy  Protein  (R1968) 

solaled  Soy  Protein  (R1968) 

solated  Soy  Protein  (1968) 

solaled  Soy  Protein  (1968) 

solated  Soy  Protein  (1968) 

sooctane  by  Capillary  Gas  Chromatography  (1969) 

sopropalin  (1971) 

isopropyl  Myristale  (1967) 

isopropyl  Palmitate  (1967) 

sopulegol  (1970) 

sopulegol  (1970) 

soteniscope  (1970)  /Vapor  Pressure  Temperature  Relali 

sothiocyanates  Used  in  Fluorescent  Antibody  Studies  (1 

lem  Capped,  with  or  Without  Accessories  in  a  Bag  (1971 

tern  in  a  Bag,  Cushioned  (1971) 

lem  in  a  Plastic  Transparent  Bag  (1971) 


A  ASHO 

M218 

ASTM 

A525 

ASTM 

E395 

ASTM 

E247 

ASTM 

E277 

ASTM 

E278 

ASTM 

E314 

CTFA 

83 

ASTM 

D84 

ASTM 

D769 

ASTM 

D768 

AW  WA 

CI  04 

ANSI 

A21 .7 

AWWA 

CI  06 

ANSI 

A21 .9 

AWWA 

CI  08 

ANSI 

A40.5 

ANSI 

B36.10 

AWWA 

H3 

AWWA 

CI  12 

AWWA 

C151 

ASTM 

A419 

ASTM 

A73 

CISPI 

301-691 

CISPI 

HS67 

CISPI 

HSN-681 

ASTM 

A74 

ASTM 

C564 

MSS 

SP71 

MSS 

SP76 

ASME 

I3r  V  L  V  1 

MSS 

SP70 

ITA 

8E4 

ITA 

8F2 

ITA 

8G2 

TT  A 
1 1  A 
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ITA 

8CI 

SWA 

*55 

ASTM 

E263 

ASTM 

E30 

ASME 

BrVClV  HC 

ASTM 

E350 

ASTM 

E351 

ASME 

BrVCo-l  -L 

ASTM 

E30 

ASTM 

E350 

ASME 

BPVC8-1-C 

ASTM 

E354 

ASTM 

E30 

NAAMM'32 

SAE 

AMS3636C 

SAE 

AMS3638C 

ASTM 

C625T 

ASAE 

S263.1 

ASTM 

C118 

ASTM 

C505 

SIA 

•1 

SIA 

A66 

CSI 

2741 

SIA 

•1 

ASAE 

R266 

ASAE 

S262T 

ASAE 

R267.2 

ASAE 

R233T 

EOA 

276S 

EOA 

274 

EOA 

274S 

ASTM 

D1638 

EOA 

276 

ASTM 

D1797 

ASTM 

D1798 

ASTM 

D1803 

ASTM 

D1800 

ASTM 

D1801 

ASTM 

D1804 

ASTM 

D2268 

ANSI 

K62.96 

CTFA 

40 

CTFA 

61 

EOA 

282 

EOA 

282S 

ASTM 

D2879 

BSC 

•2 

NSA 

3431 

NSA 

3441 

NSA 

3402 
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ual  Box  (1971) 
(1971) 


osion  Inhibitor  Materials  (1971) 
ssories  (1971) 


1971) 


ages (1971) 
1971) 


box  (1971) 
1971) 


971)  Packaging  Std.  for  An  I 

Packaging  Sid.  for  An  1 
Packaging  Std.  for  An 
Std.  for  Packaging  of  An 
Packaging  Std.  for  An 
Test  Meth.  for  Appearance  of  Seams  in  Wash  and  Wear 
Test  Meth.  for  Appearance  of  Creases  in  Wash  and  Wear 
Std.  for  Packaging  of  Contoured 
Packaging  Std.  for 
Std.  for  Packaging  of 
Std.  for  Packaging  of 
Std.  for  Packaging  of 
Packaging  Std.  for  Individual 
Std.  for  Packaging  of 
Packaging  Std.  for 
Packaging  Std.  for 
Packaging  Std.  for  Multiple 
Std.  Packaging  for 
Std.  Packaging  of 
Std.  for  Packaging 
Packaging  Std.  for 
Packaging  Std.  for  Single 
Std.  for  Packaging  of  Multiple 
Std.  for  Packaging  of 
Packaging  Std.  for  Multiple 
Std.  for  Packaging  of 
Packaging  Std.  for 
Std.  for  Packaging  of 
Std.  for  Exit  Devices  and  Auxiliary 
Std.  for  Packaging  of  Precision  Machined 
Std.  for  Service  Time  Coding  of  Propulsion  Engine 
f  Close  Tolerance  Corrosive  Resistant  Cylindrical  Hardware 
(1967)  Std.  Spec,  for  Poly  (Vinyl  Chloride) 

Std.  Spec,  for  Polyethylene 
Sid.  Spec,  for  Extra  Heavy  Duty  Black  Neoprene 
ty  Acrylonitrile  Butadiene  Poly  (Vinyl  Chloride)  (NBR/PVO) 

Safety  Std.  for  Woven 
or  Crawler,  Locomotive  and  Truck  Cranes;  Derricks.  Hoists, 
Safely  Code  for  Cranes,  Derricks,  Hoists, 
al60.1  Safely  Std.  for  Roof 

Safety  Std.  for  Gas  Vents  and  Gas  Vent  Roof 
Std.  for  Spring  Hinges;  Hardware  ( 
ction  of  Polished  Coated  Floor  Surfaces  as  Measured  by  the 
Sid.  Meth.  of  Test  for  Existent  Gum  in  Fuels  by 
astic  Type  (1969)  Std.  Spec,  for 

astic  Type  (1969)  ANSI  A37.117  Std.  Meth.  of  Test, 

equipment  Cooling  by  the  Draw  Through  Method  in  Commercial 

Automotive  Metallurgical 
Spec,  for  High  Carbon  Steel 
pellent  Treatment  of  Limestone  Buildings  to  Prevent  Mortar 
Tractor  and  Farm  Implement  Power  Takeoff  Universal 
Std.  Spec,  for  Preformed  Expansion 
Std.  Test  Meth.  for  Preformed  Expansion 
uction  (Nonexlruding  /  Std.  Spec,  for  Preformed  Expansion 

Std.  for  Cast  Bronze  Solder 
act.  for  Silver  Brazing  Joints  for  Wrought  and  Cast  Solder 
e  the  Durability  of  Gummed  Tapes  Forming  the  Manufacturers 
Tensile  Test  for  the  Manufacturers 
Spec,  for  Narrow 
Std.  Spec,  for  Jet  Fuel  Resistant  Concrete 
17  Std.  Meth.  of  Test.  Jet  Fuel  Resistant  Concrete 

Std.  Spec,  for  Preformed  Polychloroprene  Elastomeric 
Std.  Spec  for  Preformed  Elastomeric  Compression 
1971)  Spec,  for  Narrow 

lures  (1970)  Std.  Meth.  of  Test  for  Lap 

Rec.  Pracl.  for  Atmospheric  Exposure  of  Adhesive  Bonded 
(1969)  Rec.  Pracl.  for  Welding  of  Transition 

ing  Rubber  Gaskets  (1970)  Std.  Spec,  for 

Std.  Spec,  for  Compression 
Std.  Pracl.  for  Silver  Brazing 
Std.  Test  Meth.  for  Permanence  of  Adhesive  Bonded 
saw/  Std.  Spec,  for  Nonbiluminous  Inserts  for  Contraction 

Meth.  for  Test.  Adhesives  Used  in  Glued  Lap 
ne,  Attachment  and  Support  of  Panels  and  Design  of  Sealant 
Sid.  Rec.  Pracl.  for  Determining  Durability  of  Adhesive 
Std.  Rec.  Pracl.  for  Determining  Durability  of  Adhesive 
70)  Rec.  Pracl.  for  Making  Solvent  Cemented 

itlings  (1969)  Rec.  Pracl.  for  Making  Solvent  Cemented 

Std.  and  Pracl.  for  Limestone  Walls  and  Expansion 
Nonreinforced  Concrete  Irrigation  Pipe  with  Rubber  Gasket 
hear  Block  Test  for  Quality  Control  of  Glue  Bonds  in  Scarf 
enched  and  Tempered  Alloy  Steel  Bolts  for  Structural  Steel 
design  and  Operating  Limits  (Drill  Pipes,  Strings  and  Tool 
of  Panels  and  Design  of  Sealant  Jo/  Rec.  Pracl.  of  Mortar 

Tent.  Test  Meth.  for 
.  Spec,  for  High  Strength  Steel  Bolls  for  Structural  Steel 


em  in  a  Transparent  Plastic  Bag  and  Individual  Box  (1  NSA  3404 

em  in  a  Tube,  Fiber  Papeboard,  Spiral  Wound  (1971)  NSA  3446 

tern  in  a  Wrap,  Greaseproof,  with  Preservative,  Individ  NSA  3422 

tem  in  Bag,  Water  Vaporproof  (1971)  NSA  3407 

tem  in  Box,  with  Desiccant,  Bag  Water  Vaporproof,  Box  NSA  3444 

terns  After  Home  Laundering  (1970)  AATCC  88B 

tems  After  Home  Laundering  (1970)  AATCC  88C 

terns  and  Waveguides  (1971 )  NSA  3423 

tems  Having  Ferrous  Metal  Surfaces  Using  Volatile  Corr  NSA  3400 

tems  in  a  Bag,  Flexible  Plastic  Transparent,  with  Acce  NSA  3405 

tems  in  a  Box,  Plastic,  Cushioned  (1971)  NSA  3409 

tems  m  a  Box,  Slotted  Partitions  (1971 )  NSA  3411 

tems  in  a  Box,  Unit,  Cushioned  (1971)  NSA  3408 

tems  in  a  Box,  with  Die  Cut  Support  Pads  and  Filters  NSA  3419 

tems  in  a  Box,  with  Fiberboard  Stiffener  (1971)  NSA  3416 

tems  in  a  Chemically  Neutral  Bag  (1971)  NSA  3418 

tems  in  a  Chemically  Neutral  Opaque  Bag  (1971)  NSA  3406 

tems  in  a  Plastic  Vial  or  Tube  (1971)  NSA  3438 

tems  in  a  Wrap,  with  Stiffener  (1971)  NSA  3401 

tems  in  Bag,  Anti  Static,  (1971)  NSA  3425 

tems  in  Cavities  or  Compartments  of  Multiple  Type  Pack  NSA  3440 

tems  in  Containers,  Water  Vaporproof,  with  Desiccant  NSA  3420 

tems  in  Interleaved  Boxes  (1971)  NSA  3442 

tems  in  Mailing  Tubes  (1971)  NSA  3413 

tems  in  Plastic  Transparent  Bag  (1971)  NSA  3403 

tems  in  Transparent  Plastic  Bags  with  Stiffener  (1971)  NSA  3415 

tems  on  a  Cylindrical  Core  in  a  Transparent  Bag  and  a  NSA  3436 

tems  with  Wrap,  Greaseproof,  Requiring  Preservatives  NSA  3421 

tems  (Hardware)  (1969)  BHMA  701 

tems  (1971)  NSA  3434 

tems  (1971)  SAE  AS1105 

tems  (1971)  Std.  for  Packaging  0  NSA  3433 

acket  Compound  for  Electrical  Insulated  Wire  and  Cable  ASTM  D1047 

acket  for  Electrical  Insulated  Wire  and  Cable  (1968)  ASTM  D2308 

acket  for  Wire  and  Cable  (1969)  ASTM  D2819 

acket  for  Wire  and  Cable  (1970)  /.  for  Extra  Heavy  Du  ASTM  D2708 

ackeled  Rubber  Lined  Fire  Hose  (1971)  UL  19 

acks  and  Slings  (1968)  Safety  Code  F  ANSI  B30.5 

acks  and  Slings  (1969)  ANSI  B30.6 

acks  for  Mobile  Homes  and  Travel  Trailers  (1970)  ANSI  UL  311 

acks  (1971)  ANSI  A131. 2  UL  441 

amb.  Pivot,  Screen  and  Dwarf  Types  for  Door)  (1970)  BHMA  1 101 

ames  Machine  (1969)  /H.  for  Sialic  Coefficient  of  Fri  ASTM  D2047 

et  Evaporation  (1970)  ANSI  Zl  1.36  ASTM  D381 

et  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Poured  El  ASTM  D1854 

et  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Poured  El  ASTM  D1855 

et  Transports  (1970)  Electronic  SAE  AIR64A 

oining  (Hs  836a)  (1970)  SAE  J836A 

oinl  Bars  (1969)  AREA  4-2-9 

oint  Damage  (1967)  Water  Re  ILIA  *8.26 

oinl  Drive  Lines  (1970)  ASAE  R331T 

oint  Filler  for  Concrete  (Bituminous  Type)  (1970)  AASHO  M33 

oint  Filler  for  Concrete  (1949)  AASHO  T42 

oint  Fillers  for  Concrete  Paving  and  Structural  Constr  ASTM  D1751 

oint  Fittings  for  Solvent  Drainage  Systems  (1970)  MSS  SP74 

oint  Fittings  (1970)  Std.  Pr  MSS  SP73 

oint  of  Corrugated  Fiberboard  Boxes  (1957)  /to  Measur  GIA  I 

oint  of  Fiberboard  Shipping  Containers  (1971)  TAPPI  T8130S 

oinl  Sealants  (Drying  Type,  Gun  Grade)  (1968)  NAAMMSS-ID 

oint  Sealer,  Hoi  Poured  Elastic  Type  (1969)  ASTM  D1854 

oint  Sealer,  Hot  Poured  Elastic  Type  (1969)  ANSI  A37.1  ASTM  D1855 

oint  Seals  for  Concrete  Pavements  (1969)  ASTM  D2628 

oint  Seals  for  Concrete  (1967)  AASHO  M220 

oint  Seam  Sealer  for  Use  with  Architectural  Aluminum  AAMA  803.2 

oinl  Strength  of  Refractory  Mortar  at  Elevated  Tempera  ASTM  C606 

oints  and  Structures  (1970)  ASTM  D1828 

oinls  Between  Ferritic  and  Austenitic  Stainless  Steels  PFI  ES23 

oints  for  Circular  Concrete  Sewer  and  Culvert  Pipe,  Us  ASTM  C443 

oints  for  Vitrified  Clay  Bell  and  Spigot  Pipe  (1971)  ASTM  C425 

oints  for  Wrought  and  Cast  Solder  Joint  Fillings  (1970  MSS  SP73 

oinls  in  Plywood  Under  Mold  Conditions  (1970)  ASTM  D1877 

oints  in  Portland  Cement  Concrete  Airfield  Pavements,  ASTM  D2828 

oinls  of  Corrugated  Fiberboard  Containers  (1969)  TAPPI  T674 

oints  Shown  in  Detailed  Plates  (1967)  /Ing  of  Limesto  ILIA  ♦8.35 

oints  Stressed  in  Peel  (1971)  ASTM  D2918 

oints  Stressed  in  Shear  by  Tension  Loading  (1971)  ASTM  D2919 

oints  with  Poly  (Vinyl  Chloride)  Pipe  and  Fillings  (19  ASTM  D2855 

oints  with  Polyvinyl  Chloride  Plastic  (PVC)  Pipe  and  F  SPI  PPI-TRIO 

oints  (1967)  ILIA  '8.20 

oints  (1970)  Sid.  Spec,  for  ASTM  C505 

oinls  (1970)  Std.  Meth.  of  Conducting  S  ASTM  D1759 

oints  (1971)  Std.  Spec,  for  Qu  ASTM  A490 

oinls)  (1971)  Rec.  Pracl.  for  Drill  Stem  API  RP7G 

oints.  Detailing  of  Limestone,  Attachment  and  Support  ILIA  ♦8.35 

oinls.  Fittings  and  Patches  in  Coated  Pipelines  (1971)  ASTM  G18 

oints,  Including  Suitable  Nuts  and  Plain  Hardened  Wash  ASTM  A325 
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ies.  Anchors  and  Test.  (1969)  Types  of  Expansion 

Design  Data  on  Concrete 
Span  Tables  for 
Working  Stresses  for 
Southern  Pine  Maximum  Spans  for 
Guide  Spec,  for  Steel 
Std.  Flat  Back 
Std.  Steeple  Back 
Std.  for  Hi  Hat 
Std.  Iron  Back,  Lined 
Std.  Flat  Back 
Std.  Spec,  for  Car  and  Tender 
70)  Rec.  Pract.  for  the  Modification  of  Integral 

Rec.  Pract.  for 
Spec,  for 
Spec,  for  Locomotive 
Std.  Design  Dimensions  for  Integral 
Std.  Design  Dimensions  for  Separable  Bolted 
Std.  Design  for  Mounting  Control  Devices  on 
d.  Design  Dimensions  for  Renewable  Wear  Plate  for  Integral 
.  Design  Dimensions  for  Renewable  Wear  Plate  for  Separable 
Spec,  for  Railway  Car  and  Locomotive 
ay)  (1970)  Spec,  for  Purchase  and  Acceptance  of 

Std.  for  Cap  Screws  and  Finished  Hexagon  Head  Bolts  for 
ht  Cars  (Railway)  (1970)  Std.  Spec,  for  Approved 

ions  Regarding  Assignment  of  Approval  Numbers  for  Approved 
Plates  for  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In. 
r  Plate  for  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In. 
tegral  for  Freight  Cars  with  6  1/2  X  12  In.  and  7  X  12  In. 
d  Steel  Body  Center  Plate  for  Freight  Cars  with  7  X  12  In. 
ingle  Shoe  Brakes,  38  In.  Dia.  One  Wear  Wheels,  7  X  12  In. 
r  Plate  for  Freight  Cars  with  6  X  1 1  In.  or  6  1/2  X  12  In. 
r  Plate  for  Freight  Cars  with  6  X  1 1  In.  or  6  1/2  X  12  In. 
Horizontal  Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger 
In.  Dia.  Wheels,  5X9  In.,  5  1/2  X  10  In.  and  6  X  11  In. 
ks  -  Single  Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/2  X  12  In. 
ks  -  Single  Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/2  X  12  In. 
rtical  Ring  Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger 
cation  of  Wear  Liners;  Cars  with  6  1/2  X  12  In.  and  Larger 
Steel  Body  Center  Plates  for  Freight  Cars  with  6  X  11  In. 

Projection  Conditions  for 
Rec.  Pract.  for 
Uniform  Credits  Toward  Star  Ratings  for 
Lighting  of  Photographic  Color  Reflection  Prints  for 
Safety  Std.  for  Electrical  Cabinets,  Cutout, 
Std.  Spec,  for  Burlap  Cloth  Made  From 
Std.  Tolerances  for  and  Meth.  of  Test.  Single 
etable  Fibers  (Akund,  Coco,  Coir,  Cotton,  Excelsior,  Flax, 

mination  of  Cotton  And/or  Content  in  Mixture  of  Cotton  and 
Fibers  (Akund,  Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jute, 

Tent.  Std.  for 

amic  Acid  Ester  with  3-(M-Hydroxyphenyl)-l ,  1  Dimethylurea 
Std.  Test  Meth.  for  Water  in  Insulating  Liquids 
Rec.  Pract.  for 
Std.  Spec,  for 

Std.  Spec,  for  Burlap  Cloth  Made  From  Jute  or 
Requirements  for  Marine  Alcohol  and 
meth.  for  Saturating  Property  of  Roofing  and  Flooring  Felt 
Std.  Test  Meth.  for  Purity  of  Methyl  Ethyl 
Std.  Spec,  for  Methyl  Ethyl 
Std.  for  Methyl  Hexyl 
Spectrum  for  Methyl  Hexyl 
Std.  for  Draft 
Valve  Stem 
Std.  for  Draft  Gear 
Std.  for 

alvanized)  by  the  Hot  Dip  Process  Drawing  Quality,  Special 
ical  and  Herringbone  Gears  for  Cylindrical  Grinding  Mills, 
.  of  Test  for  Viscosity  of  Transparent  and  Opaque  Liquids 
Meth.  for  Coefficient  of 
Std.  for  Fifth  Wheel 
Rec.  Pract.  for 

Rec,  Minimum  Construction  and  Performance  Std.  for 
Rec.  for  Lighting  for  Commercial 
Std.  Fatigue  Test  for  Front  End  Suspension  C  Type  Lift 
Std.  for  Packaging  of 
Spec,  for  Apparatus  for  Microdetermination  of  Nitrogen  by 
Tent.  Test  Meth.  for  Volatility  of  Oil  and  Resin  Based, 

Safety  Std.  for 

ges  in  Automatic  Home  Laundering  of  Durable  Press  Woven  or 
Std.  Meth.  of  Test,  and  Tolerances  for 
taxation  and  Felting  Shrinkage  in  Laundering  of  Stabilized 

Steel  Rotary  Slitting 
Std.  Part 

Safely  Std.  for  Porcelain  Cleats, 


Joints;  Their  Basic  Application,  Nomenclature,  Accessor 
Joist,  Filler  Block  Floors  (1948) 

oists  and  Rafters  (Lumber)  (1970) 

oists  and  Rafters  (Lumber)  (1970) 

oists  and  Rafters  (1970) 

oists  (1969) 

ournal  Bearing  Wedge  (1970) 

ournal  Bearing  Wedges  (1970) 

ournal  Bearing  (1970) 

ournal  Bearings  (1970) 

ournal  Bearings  (1970) 

ournal  Beanngs,  Lined  (1970)  ANSI  H29.I 

ournal  Box  for  Application  of  Roller  Bearing  Units  (19 

ournal  Box  Lid  Lug  and  Lid  Spring  Pad  Gage  (1970) 

ournal  Box  Mineral  Oil  for  Free  Oiling  (1970) 

ournal  Box  Oil  (1970) 

ournal  Boxes  (1970) 

ournal  Boxes  (1970) 

ournal  Boxes  (1970) 

ournal  Boxes  (1970) 

ournal  Boxes  (1970) 

ournal  Lubricating  Devices  (1970) 

ournal  Roller  Bearing  Adapters  for  Freight  Cars  (Railw 
ournal  Roller  Bearing  Boxes  (Railway  Cars)  (1970) 
ournal  Roller  Bearings  Applicable  to  Interchange  Freig 
ournal  Roller  Bearings  for  Interchange  Freight  Service 


St 
Std 


ournals  (Railway)  (l966) 
ournals  (Railway)  (1967) 
ournals  (Railway)  (1967) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (Railway)  (1970) 
ournals  (1970) 


/or  Forged  Steel  Body  Center 
/.  for  Cast  Steel  Body  Cenle 
/R  Body  Center  Plate  Cast  in 
Std.  for  Cast  or  Forge 
/  for  Freight  Car  Trucks  -  S 
/  or  Forged  Steel  Body  Cente 
/  or  Forged  Steel  Body  Cente 
/  Truck  Bolster  Center  Plate 
/Ks  -  Single  Shoe  Brakes,  33 
/Nsions  for  Freight  Car  True 
/Nsions  for  Freight  Car  True 
/Uck  Bolster  Center  Plate  Ve 
IS  of  Truck  Center  Plate  and  the  Appli 
/or  Forged 


ournals,  for  Repairs  Only  (Railway)  (1970) 
udging  Amateur  Slides  and  Movies  (1967) 
udging  Black  and  White  Toned  Prints  (1967) 
udging  of  Salons  (1969) 
udging  (1967) 

unction  and  Pull  Boxes  (1970)  ANSI  C33.65 

ute  or  Kenaf  (1960) 

ute  Yarn  (1971)  ANSI  L14.34 

ute.  Kapok,  Manila,  Milkweed,  Moss,  Palm,  Sisal,  Tula) 
Kaohn  (1966) 

Kapok  (1968)  Quantitative  Deter 

Kapok,  Manila,  Milkweed,  Moss,  Palm,  Sisal,  Tula)  (1968 
Kappa  Number  of  Pulp  (1960) 

Karbutiiate  (1970)  IT  Control  Chemical  Tert  Butylcarb 

(Karl  Fisher  Meth.)  (R1969)  ANSI  C59.53 
Keel  and  Trailer  Ties  on  Boats  (1962) 
Keenes  Cement  (1970)  ANSI  A66.1 
Kenaf  (1960) 

Kerosene  Cooking  Appliances  (1968) 

Kerosine  Number)  (1971 ) 

Ketone  by  Gas  Chromatography  (1969) 

Ketone  (1969) 

Ketone  (1970) 

Ketone  (1970)  ■ 

Key  Retainers  (Railway)  (1971) 

Key  Wire  (1962) 

Key,  Retainer  (1970) 

Keyways  for  Flexible  Couplings  (1971) 

Killed  (1971)  /.  Spec,  for  Steel  Sheet,  Zinc  Coated  (G 

Kilns  and  Dryers  (1970)  Std.  Design  Practice  for  Hel 

(Kinematic  and  Dynamic  Viscosities)  (1970)  ANSI  Z11.107 
Kinetic  Friction  for  Waxed  Coaling  (1967) 
Kingpin  for  Commercial  Trailers  and  Semitrailers  (1970) 
Kingpin  Performance  (1971) 
Kitchen  Cabinets  (1970) 
Kitchens  (1956) 

Kits  for  Accelerating  Vehicle  (1971) 
Kits  (1971) 

Kjeldahl  Method  (1970)  ANSI  ZlOO.l  Std. 
Knife  Grade,  Channel  Glazing  Compounds  (1971) 
Knife  Switches  (1971)  ANSI  C33.3I 

Knit  Fabrics  (1970)  Dimensional  Chan 

Knit  Goods  (1970)  ANSI  L14.67 

Knit  Wool  Fabrics  (1970)  ANSI  L14.130  /  of  Test  for  Re 

Knives  and  Steel  Spacing  Collars  (1969) 

Knob,  Hand,  Ground  Support  Equipment  (1971) 

Knobs,  and  Tubes  (1971)  ANSI  C33.21 


EJMA 
NCMA 
NFORP 
NFORP 
SFPA 
CSI 
AAR 
AAR 
AAR 
AAR 
AAR 
ASTM 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
PSA 
PSA 
PSA 
PSA 
UL 

AASHO 

ASTM 

ABFLO 

CTFA 

ABFLO 

ABFLO 

TAPPl 

ANSI 

ASTM 

BIA 

ASTM 

AASHO 

UL 

TAPPI 

ASTM 

ASTM 

EOA 

EOA 

AAR 

SWA 

AAR 

AGMA 

ASTM 

AGMA 

ASTM 

TAPPI 

SAE 

SAE 

ANSI 

IES 

SEMA 

NSA 

ASTM 

ASTM 

UL 

AATCC 

ASTM 

ASTM 

ANSI 

NSA 

UL 


•3 

TB2 

5202 

MSRP- 

MSRP- 

MSRP 

MSRP 

MSRP 

B67 

MSRP 

MSRP 

MSRP 

MSRP 

MSRP- 

MSRP- 

MSRP- 

MSRP 

MSRP 

MSRP 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP 

MSRP- 

MSRP 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

MSRP- 

*3 

♦1 


D-50 

D-49 

D-50A 

D-47 

D-48 

D-62A 

B-32 

M906A 

M-906 

D-33 

D-38 

D-82 

D-34 

D-37 

M-918 

M-924 

L-28 

D-53 

D-55 

C-27 

C28.2 

C-28F 

C-28C 

D-8B 

C-28A 

C-28B 

D-14C 

D-7 

D-8 

D-8A 

D-I4B 

D-14A 

C-28 


*6 
50 

M182 

D541 

X-3 

23 

D-5 

X-3 

T236 

K62.94 

D1533 

132 

C61 

Ml  82 

1100 

T427SU 

D2804 

D740 

284 

284S 

MSRP-C-30 
*146 

MSRP-C-33 

512.02 

A642 

321.05 

D445 

T664 

J700B 

J133 

A161.1 

CP19 

9-1 

3428 

E147 

C681 

363 

135 

D231 

D1284 

B94.31 

1553 

511 
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hy  the  Motor  Method  (1970)  ANSI  Z/  Sid.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  and  Aviation  Type  Fuels  ASTM  D2700 

n  Octane  Number  (Don)  Meth.  (197/  Tent.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  Fuels  hy  the  Distributio  ASTM  D2886T 

thod  (1970)  ANSI  Zl  1.245  Std.  Meth.  of  Test  for  Knock  Characteristics  of  Motor  Fuels  by  the  Research  Me  ASTM  D2699 

drail  Brackets,  Coat  and  Hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Viewers,  House  Numbers  (1970)  /N  Guards,  Han  BHMA  1201-3 

n  Brinell,  Vickers,  Rockwell  and  Rockwell  Superficial,  and  Knoop  Hardness)  (1971)  ANSI  Z76.4  /Relationship  Betwee  ASTM  E140 

Twine  for  Automatic  Tie  Balers  (Knotters)  (1968)  ASAE  S315 

Spec,  for  Secondhand  Std.  E  Couplers,  Knuckles,  Locks  and  Other  Parts  ( 1970)  AAR  M204A 

Spec,  for  Purchase  and  Acceptance  of  Std.  E  Couplers,  Knuckles,  Locks,  and  Other  Parts  (1970)  AAR  M204 

Spec,  for  Secondhand  A.A.R.  Std.  E  Couplers,  Knuckles;  Locks  and  Other  Parts  (Freight  Cars)  (1970)  AAR  MSRP-M204A 

Spec,  for  Photographic  KOH  (Caustic  Potash)  Grade  Potassium  Hydroxide  (1970)  ANSI  PH4.226 

Meth.  for  Laboratory  Processing  of  Pulp  (Kollergang  Meth.)  (1960)  TAPPI  T22.'i 

r  Direct  Application  Fireproofing  of  Vermiculite  Type  Mono  Kote;  Bond  Applied  to  Steel  and  Concrete  (1968)  /Ta  Fo  VI  *1 

Std.  Spec,  for  Kraft  Dielectric  Tissue,  Capacitor  Grade  (1970)  ASTM  D1930 

Test  Meth.  for  Primary  Air  to  Kraft  Furnaces  (1971)  TAPPI  UM-602 

oof  Vapor  Barriers;  Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  Laminates  and  Saturated  Felts  (1970)  NRCA  *2-II 

Test  Meth.  for  Analysis  of  Green  Kraft  Liquor  (1971)  TAPPI  UM-606 

Rec.  Pract.  for  Bottled  Gas  (L.P.G.)  System  Installation  for  House  Boats  (1970)  BIA  HEM8 

nt  of  Polyethylene  Containers  Using  the  Water  Dip,  Ink  and  Label  Adhesion  Tests  (1968)  /Valuating  Surface  Treatme  SPI  PBD6 

diation  From  Electron  Tubes  (1969)  Rec.  Warning  Label  and  Precautionary  Notes  in  Regard  to  Microwave  Ra  EIA  JED71 

r  Instructions  for  Automatic  Car  Identification,  Permanent  Label  Application  (Railway  Cars)  (1971)  Std.  Fo  AAR  MSRP-ACl-1 

Suggested  Warning  Label  for  Metal  Aerosol  (Pressurized)  Packages  ( 1971 )  CSMA  AG*4 

,  Buses  and  Trailers  (1971)  Rec.  Pract.  of  Labeling  for  Disc  Wheels  and  Demountable  Rims  of  Trucks  SAE  J179A 

Guide  for  Improved  and  Permanent  Care  Labeling  of  Consumer  Textile  Products  (1967)  NRMA  *1 

(1970)  Std.  Nomenclature  and  Labeling  of  Prepared  Photographic  Processing  Chemicals  ANSI  PH4.34 

Std.  for  Magnetic  Tape  Labels  for  Information  Interchange  (1969)  ANSI  X3.27 

(1968)  Rec.  Spec,  for  Gypsum  Plastering  (Includes  Labor,  Materials,  Services,  Equipment  and  Scaffolding)  GA  *4 

Safety  Std.  for  Hospital  Laboratories  (1970)  NFPA  56C 

Rec.  Safe  Pract.  in  Pattern  Shops,  Laboratories,  and  Offices  in  Metal  Casting  ( 1970)  AFS  7 

Std.  Test  Meth.  for  Resistance  of  Adhesives  to  Cyclic  Laboratory  Aging  Conditions  (1970)  ASTM  D1183 

Std.  Test  Meth.  for  Laboratory  Aging  of  Sandwich  Constructions  ( 1970)  ASTM  C481 

Std.  Spec,  of  General  Purpose  Laboratory  Cathode  Ray  Oscilloscopes  (1970)  IEEE  311 

dustries  ( 1969)  Test  Meth.  for  Laboratory  Corrosion  Test,  of  Metals  for  the  Process  in  NACE  TMOl-69 

Test  Meth.  of  Conducting  Controlled  Velocity  Laboratory  Corrosion  Tests  ( 1970)  NACE  TM02-70 

onic  Elastic  Constants  of  Rock  (1969)  Std.  Meth.  for  Laboratory  Determination  of  Pulse  Velocities  and  Ultras  ASTM  D2845 

Std.  Describing  Scope  of  Work  to  be  Performed  by  Laboratory  Equipment  Contractors  ( 1969)  SAMA  LF3 

962)  Laboratory  Fires  and  Explosions,  1952-1961  Inclusive  (1  FMS  10-19 

Std.  for  Cabinetry  and  Laboratory  Furniture  for  Hospitals  (1970)  NSF  30 

Rec.  Pract.  for  Seatback  Assembly  I-aboratory  Impact  Test  Procedure,  Head  Area  (1969)  SAE  J346 

Rec.  Pract.  for  Instrumentation  for  Laboratory  Impact  Tests  (1970)  SAE  J977A 

val  (for  Interchange  Railway  Freight  Car  Service)  (1971)  Laboratory  Inspection  and  Test  for  Roller  Bearing  Appro  AAR  MSRP-D-58 

Std.  for  Laboratory  Plumbing  Fittings  (1970)  SAMA  LF2 

Laboratory  Procedure  for  Testing  V-Belts  (1968)  ASAE  R212.1 

Std.  Simplified  Laboratory  Procedures  for  Wastewater  Examination  ( 1969)  WPCF  18 

.){1968)  Meth.  for  Laboratory  Processing  of  Pulp  (Ball  or  Pebble  Mill  Meth  TAPPI  T224 

Std.  for  Laboratory  Processing  of  Pulp  (Beater  Meth.)  (1970)  TAPPI  T200 

Meth.  for  Laboratory  Processing  of  Pulp  (Kollergang  Meth.)  {I960)  TAPPI  T225 

Std.  Meth.  of  Test.  Wood  Preservatives  by  Laboratory  Soil  Block  Cultures  (1970)  ASTM  D1413 

970)  Std.  Meth.  for  Accelerated  Laboratory  Test  of  Natural  Decay  Resistance  of  Woods  (1  ASTM  D2017 

Rec.  Spec,  for  General  Purpose  Glass  Laboratory  Thermometers  (1965)  SAMA  LAI 

Std.  Sizes  for  Plastic  and  Rubber  Laboratory  Tubing  (1968)  SAMA  LA3 

pore  Diameter  and  Permeability  of  Rigid  Porous  Filters  for  Laboratory  Use  (1969)  Std.  Test  Meth.  for  Maximum  ASTM  E128 

Chemical  Solutions  Commonly  Used  in  the  Filling  Materials  Laboratory  (1968)  ABFLO  X-1 

Care  and  Use  of  Electrical  Instruments  in  the  Photometric  Laboratory  (1968)  Guide  for  the  Selection,  lES  LM28 

ract.  for  Planning  and  Safe  Operation  of  a  Spectrochemical  Laboratory  (1971)  Rec.  P  ASTM  E416 

Rec.  Std.  for  Belt  Lacer  (or  Belt  Hook)  Wire  (1970)  SWA  *11 

Std.  Test  Meth.  for  Ester  Value  of  Lacquer  Solvents  and  Thinners  (1969)  ASTM  D1617 

Std.  Test  Meth.  for  Heptane  Miscibility  of  Lacquer  Solvents  (R1968)  ASTM  D1476 

aration  of  Aluminum  Alloy  Panels  for  Test.  Paint,  Varnish,  Lacquer,  and  Related  Products  (R1969)  /.  Meth.  of  Prep  ASTM  D1733 

g  and  Testing  Volatile  Solvents  for  Use  in  Paint,  Varnish,  Lacquer,  and  Related  Products  (1969)  /Meth.  of  Samplin  ASTM  D268 

tion  and  Tensile  Strength  of  Free  Films  of  Paint,  Varnish,  Lacquer,  and  Related  Products,  with  a  Tensile  Test.  App  ASTM  D2370 

Std.  Test  Meth.  for  Stam  Removal  From  Multicolor  Lacquers  (1968)  ASTM  D2198 

Std.  Test  Meth.  for  Freeze  Thaw  Stability  of  Multicolor  Lacquers  (1968)  ASTM  D2337 

Std.  Meth.  for  Determining  Particle  Size  of  Multicolor  Lacquers  (1968)  ASTM  D2338 

measurement  of  Plasticizer  Migration  From  Vinyl  Fabrics  to  Lacquers  (1968)  Std.  Meth.  for  ATSM  D2199 

Sodium  Aluminum  Lactate  Complex  40%  Aqueous  Solution  (1964)  CTFA  79 

Sodium  Aluminum  Chlorhydroxy  Lactate  Complex  (1964)  CTFA  77 

Safely  Std.  for  Portable  Metal  Ladders  (1971)  UL  184 

Lag  Screws  (1969)  SAE  J103 

Pract.  for  Test,  for  Leaks  in  the  Filters  Associated  with  Laminar  Flow  Clean  Rooms  and  Clean  Work  Stations  by  Use  ASTM  F91 

Std.  Spec,  for  Polyester  Glass  Mat  Sheet  Laminate  (1968)  ASTM  D1532 

Tent.  Meth.  of  Testing  Bonded  and  Laminated  Apparel  Fabrics  (1970)  ASTM  D2724 

Std.  Test  Meth.  for  Flexural  Strength  of  Adhesive  Bonded  Laminated  Assemblies  Loading  (1969)  ASTM  D1184 

inless  Steel;  Carbon  Steel  and  Iron;  Organic,  Vitreous  and  Laminated  Coatings  (1969)  /Luminum,  Copper  Alloys,  Sta  NAAMM*32 

Grading  Rules  for  Laminated  Decking  (Offset  Type)  (1963)  WWPA  *22 

Std.  Spec,  for  Structural  Glued  Laminated  Douglas  Fir  (Coast  Region)  Timber  (1962)  WCLIB  '3 

Std.  Spec,  for  Saturable  Papers  for  Laminated  Electrical  Insulation  (1971 )  ASTM  D1080 

Meth.  for  Water  Resistance  of  Adhesive  Bond  in  Laminated  Paper  and  Paperboard  ( 1969)  TAPPI  T510 

Spec.  Field  Apphed  Laminated  Plastic  Wall  Covering  (1971)  CSI  06242 

Std.  Test  Meth.  for  Punching  Quality  of  Phenolic  Laminated  Sheets  (1970)  ASTM  D6I7 

Std.  Spec,  for  Structural  Glued  Laminated  Southern  Pine  Timber  ( 1965)  AITC  *2 

Std.  for  Laminated  Thermosetting  Decorative  Sheets  (1971 )  NEMA  LDl 

Std.  for  Industrial  Laminated  Thermosetting  Products  ( 1971 )  NEMA  LIl 

n  Pine  and  California  Re/  Std.  Spec,  for  Structural  Glued  Laminated  Timber  of  Douglas  Fir,  Western  Larch,  Souther  AITC  117 

er  of  Douglas  Fir,  South/  Std.  Spec,  for  Structural  Glued  Laminated  Timber  Using  E  Rated  and  Visually  Graded  Lumb  AITC  120 

Std.  Spec,  for  Hardwood  Glued  Laminated  Timber  (1971 )  AITC  119 

rn  Pine  and  California  R/  Std.  Spec,  for  Structural  Glued  Laminated  Timber,  of  Douglas  Fir,  Western  Larch,  Southe  AITC  203 
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cl  and  Application  Spec.  Insulation  Board  Underlayment  for 
0)  Spec,  for  Vertical  Grain 

)  Exposure  Condi/  Std.  Spec,  fur  Adhesives  for  Structural 

inum  Foil;  Properties  and  Tolerances  (Including  Unmounted, 
Spec,  for  Aluminum  Sheet, 
Spec,  for  Steel  Sheet,  Corrosion  Resistant, 
Pract.  for  Classifying  Visual  Defects  in  Glass  Reinforced 
per  Barriers;  Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft 
per  Clad  Electrical  Insulating  Materials  and  Thermosetting 
Std.  Spec,  for  Copper  Clad  Thermosetting 
chemical  Processing  Suitability  of  Copper  Clad  Epoxy  Glass 
r  Fabrication  and  Installation  of  High  Pressure  Decorative 
er  Finished  with  Acrylic  Silane  Type  Finishes,  for  Plastic 
Test  Meth.  for  Coverage  of 
Test  Meth.  for  Edgewise  Compressive  Properties  of 
Transformers  for  Radio  and  TV  (Television)  Receive/  Core 
6  In.)  (1971)  Std.  Incandescent 

t  for  Agricultural  (Farm)  and  Industrial  Equipment  Warning 
and  Socket  for  Farm  and  Light  Industrial  Equipment  Warning 
Meth.  of  Measurement  of  Mercury 
Safety  Std.  for  Fluorescent 
Std.  on  Electric 

970)  Std.  for 

ehicles  (1970)  Std.  for 

Std.  for 

Std.  Meth.  of  Measurement  of  Mercury 
Flashing  Warning 

ustrial  Equipment  (1967)  Flashing  Warning 

Incandescent 
Rec.  Std.  for 

Std.  Meth.  of  Test  for  Sulfur  in  Petroleum  Products 

Spec,  for  Fluorescent 
r  A-23  Bulb,  Double  Contact  Medium  Screw  Base  Incandescent 
Std.  for  A-21  Bulb,  Medium  Screw  Base  Incandescent 
Characteristics  of  40  Watt  T  12  Preheat  Start  Fluorescent 
cal  Characteristics  of  30  Watt  T12  Rapid  Start  Fluorescent 
Std.  for  Ps-30  Bulb,  Mogul  Screw  Base  Incandescent 
ulfur  in  Liquefied  Petroleum  Gases  (Oxy  Hydrogen  Burner  or 
t  Meth.  for  Colorf astness  of  Textiles  to  Light:  Carbon  Arc 
colorfastness  of  Textiles  to  L;ght:  Water  Cooled  Xenon  Arc 
t  Meth.  for  Colorfastness  of  Textiles  to  Light:  Carbon  Arc 
colorfastness  of  Textiles  to  Light:  Water  Cooled  Xenon  Arc 

Std.  Spec,  for 
Safety  Std.  for  Edison  Base 
ent  Lamps  (1969)  ANSI  C33.32  Safety  Std.  for 

Std.  for  Turn  Signal 
Std.  for  Stop 
Std.  for  Backup 
Std.  for  Tail 

.  Prac.  for  Supplemental  High  Mounted  Slop  and  Turn  Signal 
Guide  for  Electrical  Measurement  of  Fluorescent 
Std.  Meth.  for  the  Designation  of  Mercury 
Meth.  for  the  Designation  of  Fluorescent  Glo\v 
Meth.  of  Measurement  of  Glow 
Guide  for  Photometric  Measurements  of  Reflector  Type 
Rec.  for  the  Effect  of  Temperature  on  Fluorescent 
ndescent  Filament,  or  Mercury  or  Sodium  Electric  Discharge 
Spec,  for  the  Chromaticity  of  Fluorescent 
Std,  License  Plate 

cal  and  Electrical  Characteristics  of  50  Watt  +46  Mercury 
lampholders.  Starters,  and  Starter  Holders  for  Fluorescent 
Std.  for  Semiconductor  Dimmers  for  Incandesent 
Portable  Electric 

Std.  Spec,  for  Tungsten  Wire  for  Electron  Devices  and 
Std.  for  Parking  (Position) 
Std.  for  Vehicle  Fog 
Std.  for  Clearance,  Side  Marker  and  Identification 
tt,  H45  and  50  Wat/  Method  for  the  Designation  of  Mercury 

Std.  for  Air 
Std.  for  Air 

onditions  Common  to  Frequency  Modulated  or  Phase  Modulated 


Meth.  of  Test  for  S 
Tes 

/  Meth.  for 
Tes 

Test  Meth.  for 


e(1968) 


Quantitative  Determination  of 
Qualitative  Identification  of 
A  Guide  for  Highway 
Brick  in 


Safety  Std.  for  Electric  Flashlights  and 
peratures  (1970)  Std.  Meth.  of  Test  for 

Meth.  for  Test.  Adhesives  Used  in  Glued 
structural  Glued  Laminated  Timber,  of  Douglas  Fir,  Western 
Structural  Glued  Laminated  Timber  of  Douglas  Fir,  Western 
Rec.  Std.  for  Shoe  Wire  (Slugging,  Staple 
Vehicle  Hood 


Laminated  Wood  Block  Flooring  (1969)  Rec.  Produ 

Laminated  Wood  Flooring  for  Freight  Cars  (Railway)  (197 
Laminated  Wood  Products  for  Use  Under  Exterior  (Wet  Use 
Laminated,  and  Printed  Types)  (1970)  Std.  for  Alum 

Laminated,  Edge  Bonded  (1970) 
Laminated,  Edge  Bonded  (1970) 

Laminates  and  Parts  Made  Therefrom  (1970)  Rec. 
Laminates  and  Saturated  Felts  (1970)  Roof  Va 

Laminates  for  Electrical  Testing  (1968)  /  Cleaning  Cop 

Laminates  for  Printed  Wiring  (1968) 

Laminates  (1968)  /  Spec,  for  Inspection  Procedure  for 

Laminates  (1970)  Std,  Fo 

Laminates  (1970)  /  Woven  Glass  Fabric,  Cleaned  and  Aft 

Laminating  Systems  (1969) 
Laminating  Systems  (1969) 

Laminations,  Vertical  and  Horizontal  Channel  Frames  for 
Lamp  A-21  Bulb,  Medium  Screw  Base  (Overall  Length  5  5/1 
Lamp  and  Slow  Moving  Vehicle  Identification  Emblem  (196 
Lamp  and  Slow  Moving  Vehicle  (Smv)  Identification  Emble 
Lamp  Ballasts  and  Transformers  (1971) 
Lamp  Ballasts  (1971)  ANSI  C33.68 
Lamp  Bases  and  Holders  (1971) 

Lamp  Bulb  Retention  System  for  Use  in  Motor  Vehicles  (1 
Lamp  Bulb  (Sockets)  Retention  System  for  Use  in  Motor  V 
Lamp  Bulbs  and  Sealed  Units  (1968) 
Lamp  Characteristics  (1971) 

Lamp  for  Farm  and  Light  Industrial  Equipment  (1967) 
Lamp  for  Remote  Mounting  on  Agricultural  (Farm)  and  Ind 
Lamp  Impact  Test  (1966) 
Lamp  Lead  Wire  (for  Electric  Bulbs)  (1970) 
(Lamp  Method)  (1970)  ANSI  Z11.108 
Lamp  Shade  Wire  (1962) 
Lamp  Starters  (1966) 

Lamp  (Overall  Length  5  15/16  In.)  (1971)  Std.  Fo 

Lamp  (Overall  Length  5  1/2  In.)  (1971) 

Lamp  (1961)  Std.  Dimensional  and  Electrical 

Lamp  (1969)  Std.  Dimensional  and  Electri 

Lamp  (1971) 

Lamp)  (1970)  Std 
Lamp,  Alternate  Light  and  Darkness  (1971) 
Lamp,  Alternate  Light  and  Darkness  (1971) 
Lamp,  Continuous  Light  (1971) 
Lamp,  Continuous  Light  (1971) 
Lampblack  (R1969)  ANSI  K26.I 
Lampholders  (1969)  ANSI  C33.17 

Lampholders,  Starters,  and  Starter  Holders  for  Fluoresc 
Lamps  for  Automobiles  (1970) 
Lamps  for  Vehicles  (1970) 
Lamps  of  Vehicles  (1971) 

Lamps  (Rear  Position  Light)  for  Vehicles  (1970) 
Lamps  (Rear)  (1970)  Rec 
Lamps  (1955) 
Lamps  (1957) 
Lamps  (1961) 
Lamps  (1961) 
Lamps  (1962) 
Lamps  (1963) 
Lamps  (1968) 
Lamps  (1969) 
Lamps  (1969) 
Lamps  (1969) 

Lamps  (1969)  ANSI  C33.32 
Lamps  (1970) 
Lamps  (1970) 
Lamps  (1971) 
Lamps  (1971) 
Lamps  (1971) 
Lamps  (1971) 

Lamps;  Physical  and  Electrical  Characteristics  of  40  Wa 
Land  Demountable  Cargo  Pallets  Nets  (1970) 
Land  Demountable  Cargo  Pallets  (1970) 

Land  Mobile  Communications  Equipment  25-470  Mhz  (1971) 

Land  Mobile  Selective  Signaling  Std.  (1970) 

Landfowl  (Chicken  and  Turkey)  Feather  Content  in  Plumag 

Landfowl  (Chicken  and  Turkey)  Feathers  (1968) 

Landscape  and  Environmental  Design  (1970) 

Landscape  Architecture  Garden  Walls  (Tech.  Notes)  (1968 

Lanolin  Oils  (1965) 

Lanolin.  Anhydrous  (1959) 

Lanterns  for  Use  in  Hazardous  Locations  (1971) 

Lap  Joint  Strength  of  Refractory  Mortar  at  Elevated  Tern 

Lap  Joints  of  Corrugated  Fiberboard  Containers  (1969) 

Larch,  Southern  Pine  and  California  Redwood  (1970)  /R 

Larch,  Southern  Pine  and  California  Redwood  (1971)  /or 

Lasting,  and  Toe  Wire)  (1970) 

Latch  Systems  (1969) 


/C  Test,  of  Roadway  Luminaires  Using  Inca 


Std.  Physi 
Safety  Std.  for 


AIMA 
AAR 
ASTM 
AA 
SAE 
SAE 
ASTM 
NRCA 
ASTM 
ASTM 
IPC 
NEMA 
ASTM 
SPI 
SPI 
EIA 
ANSI 
ASAE 
SAE 
ANSI 
UL 
ANSI 
SAE 
SAE 
SAE 
ANSI 
SAE 
ASAE 
SAE 
SWA 
ASTM 
SWA 
ANSI 
ANSI 
ANSI 
ANSI 
ANSI 
ANSI 
ASTM 
AATCC 
AATCC 
AATCC 
AATCC 
ASTM 
UL 
UL 
SAE 
SAE 
SAE 
SAE 
SAE 
ANSI 
ANSI 
ANSI 
ANSI 
lES 
lES 
lES 
ANSI 
SAE 
ANSI 
UL 

NEMA 
UL 

ASTM 
SAE 
SAE 
SAE 
ANSI 
SAE 
SAE 
EIA 
EIA 

ABFLO 
ABFLO 
AASHO 
SCPI 
CTFA 
CTFA 
UL 

ASTM 
TAPPI 
AITC 
AITC 
SWA 
SAE 
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MSRP-M907A 

D2559 

•289 

AMS4012C 

AMS5600A 

D2563 

•2-II 

D1825 

D1867 

LI  20 

LD2 

D2660 

ERF16 

ERF18 

RS393 

C78.216 

S277.1 

J725B 

C82.6 

935 

C81 

J567C 

J567B 

J573D 

C78.386 

J974 

S307 

J603C 

*51 

D1266 

•120 

C78.180 

C78.227 

C78.262 

C78.408 

C78.708 

C78.222 

D2784 

16D 

16F 

16A 

16E 

D209 

496 

542 

J588E 

J586C 

J593D 

J585D 

J186 

C78.375 

C78.380 

C78.381 

C78.385 

LM20 

CP25 

LM31 

C78.376 

J587D 

C78.1324 

542 

WD2 

153 

F288 

J222 

J583C 

J592D 

C78.1323 

AS1131 

AS1130 

RS388 

RS374 

B-5 

B-10 

HLED-I 

29A 

70 

29 

783 

C606 

T674 

203 

117 

•79.1 

J362 
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Product  Sid.  for  Auxiliary  Builders  Hardware;  Door 
Pressure  Sensitive  Tape 
forced  Brick  Masonry  Curtain  and  Panel  Walls  (in  Resisting 
Sid.  Melh.  of  Test  for  Freeze  Thaw  Resistance  of 
ions  (R1970)  SAE  J19  Std.  Spec,  for 

Tent.  Test  Meth.  for  Scrub  Resistance  of  Interior 
tion  of  Shredded  Latex  Foam  Rubber  in  Mixtures  of  Shredded 
pads  (1968)  Determination  of 

d  Polyurelhane  Fo/  Quantitative  Determination  of  Shredded 

Qualitative  Identification  of 
nd  Definitions  for  Qualitative  Determination  of  Defects  in 

Std.  Spec  for 
Buyers  Spec,  for 

9)  Std.  Test  Meth.  for  Evaluating  the  Ability  of  A 

Ammonia  Preserved.  Creamed  and  Centrifuged  Natural  Rubber 
ract.  for  Construction  of  Ceilings  with  Gypsum  Lath,  Metal 
Rec.  for  the  Performance  of 
ng  Rec  (1965)  Gypsum 

Std.  Spec,  for  Gypsum 
Rec.  Pract.  for  Construction  of  Ceilings  with  Gypsum 
Glossary  of  Terms  for  Molded,  Extruded, 
Std.  for  Length  Tolerances  for  Solid 
0)  Quality  Conformance  Std.  for  Molded,  Extruded, 

General  Spec  for  Metal 
Gypsum 
Rec.  Spec,  for 
Std.  Meth.  of  Testing  Synthetic  Rubber 
Rec.  Pract.  for  Nomenclature  for  Rubbers  and  Rubber 
Std.  Meth.  for  Measurement  of 
Dimensional  Changes  in  Automatic  Home 
std.  Meth.  of  Test  for  Relaxation  and  Felting  Shrinkage  in 
for  Appearance  of  Seams  in  Wash  and  Wear  Items  After  Home 
or  Appearance  of  Creases  in  Wash  and  Wear  Items  After  Home 

Std.  Spec,  for  Ordinary 
Std.  Performance  Requirements  for  Home 
std  Approval  Requirements  for  Domestic  Gas  Hot  Plates  and 
rs  in  the  Frequency  Range  of  100  to  1000  Mhz  Using  the  EIA 

Sodium 
Triethanolammonium 
Sodium 
Cultured  Marble 

d  Riding  Lawn  Mower  (1971)  Definition  of 

three  Point  Free  Link  Attachment  for  Hitch/  Implements  to 

nd  Tire  Selection  Table  for  Future  Design  (1968) 

and  Garden  Riding  Tractor,  Lawn  Riding  Tractor,  and  Riding 

Safety  Spec,  for  Power 
Definition  of  Lawn  and  Garden  Riding  Tractor, 
Accrediting  Std.  for  Diaper  Plant 
ronic  Devices  to  be  Designated  on  Cable  Television  Systems 
n  Pumps  or  Remote,  and  Two  Produc/  Rec.  Std.  for  the  Base 

Spec,  of  Full  Scale 
Design, 
Design, 
Std. 
Std. 
Std. 
Std. 
Std. 

y  Magnetic  Tape  Recorders  Operatmg  at  15  In./S  and  Pract. 
cy  Magnetic  Tape  Recorders  Operating  at  15in./S  and  Pract. 
Magnetic  Tape  Recorders  Operating  at  7.5  In./S  and  Pract. 

Assembly  of  Small  Batteries 
Assembly  of  Large 
Std.  Definitions  for 

rucks)  (1965) 
rucks) (1965) 
rucks)  (1965) 
rucks) (1965) 

ng  Std.  Including  Guarantee  Policy  for  Motor  Vehicle  Type 
ses  (1969)  ANSI  C7.15  Std.  Spec,  for  Lead  and 

cal  Purposes  (1969)  ANSI  C7.I5  Std.  Spec,  for 

Std.  for  Individual  Packaging  of  Axial/Radial 
Std.  for  Multiple  Packaging  of  Axial/Radial 
Std.  Meth.  of  Test  for  Determination  of 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 

i  Zl  1 .223  Std.  Meth.  of  Test  for 

Std.  Meth.  for  Determination  of 
Std.  Meth.  for  Determination  of  Low  Concentrations  of 

Std.  Spec,  for  Red 


/TV  Broadcast  Receive 


of (1971) 


Std.  Spec,  for  Basic 
Multiple 
Rec.  Std.  for  Lamp 
Std.  Spec,  for  Blue 
Std.  Spec,  for  Red 


Latches  and  Catches  (1970) 

Latent  Staining  Test  of  Surface  Finishes  (1961) 

Lateral  Forces)  (Tech.  Notes)  (1968)  Four  Inch  Rein 

Latex  and  Emulsion  Paints  (1968) 

Latex  Dipped  Goods  and  Coatings  for  Automotive  Applical 
Latex  Flat  Wall  Paints  (1969) 

Latex  Foam  and  Polyurethane  Foam  (1968)  /Ive  Determina 

Latex  Foam  Rubber  Content  in  Rubber  Bonded  Animal  Hair 
Latex  Foam  Rubber  in  Mixtures  of  Shredded  Latex  Foam  An 
Latex  Foam  Rubber  (1968) 

Latex  Foam  Rubber  (1968)  Terms  A 

Latex  Foam  Rubbers  (1969)  SAE  J17 
Latex  Foam  (1960) 

Latex  Paint  to  Resist  Efflorescence  From  Substrate  (196 
Latex  (1971)  Std.  Spec,  for  Concentrated, 

Lath  and  Plaster  (1966)  Rec.  P 

Lath  and  Plaster  (1967) 

Lath  Floating  Angle  Construction  and  Nailing  and  Stapli 

Lath  (1969)  ANSI  A67.1 

Lath.  Metal  Lath  and  Plaster  (1966) 

Lathe  Cut  and  Cellular  Rubber  Products  (1970) 

Lathe  Cut  Extruded  Solid  Rubber  Products  (1970) 

Lathe  Cut,  and  Sponge  and  Expanded  Rubber  Products  (197 

Lathing  and  Furring  (1970) 

Lathing  and  Plastering  Manual  (1965) 

Lathing,  Furring  and  Plastering  (1964) 

Lalices  (Slyrene  Butadiene  Copolymers)  (1969) 

Latices  (1971) 

Lattice  Spacing  of  Nuclear  Graphite  (1969) 
Laundermg  of  Durable  Press  Woven  or  Knit  Fabrics  (1970 
Laundering  of  Stabilized  Knit  Wool  Fabrics  (1970)  ANSI 
Laundering  (1970)  Test  Meth. 

Laundering  (1970)  Test  Meth.  F 

Laundry  Bar  Soap  (1969)  ANSI  K60.2 
Laundry  Equipment  (1970) 
Laundry  Stoves  (1962) 
Laurel  Broad  Band  Antenna  (1970) 
LauroyI  Diethanolamide  (1960) 
Lauryl  Sulfate  30  Percent  (1959) 
Lauryl  Sulfate  (1960) 
Lauryl  Sulfate,  Dental  Grade  (1966) 
Lavatory  (1966) 

Lawn  and  Garden  Riding  Tractor,  Lawn  Riding  Tractor,  An 
Lawn  and  Garden  Riding  Tractors  Up  to  20  Hp  Category  0 
Lawn  and  Garden  Tractors  Load  and  Inflation  Pressures  A 
Lawn  Mower  (1971)  Definition  of  Lawn 

Lawn  Mowers  (1968) 

Lawn  Riding  Tractor,  and  Riding  Lawn  Mower  (1971) 
Layout  and  Equipment  (1971) 

Layout  Drawings  (1968)  /Mhols  for  Electrical  and  Elect 

Layout  of  Single  and  Single  Product  Twin  Service  Statio 
Layout  of  the  Words"School  Bus"  (1965) 
Layout.  Construction  and  Maintenance  of  Terraces  (1970) 
Layout,  Construction  and  Maintenance  of  Terraces  (1970) 
Layouts  for  Electric  Traction  Freight  Elevators  (1970) 
Layouts  for  Electric  Traction  Hospital  Elevators  (1970) 
Layouts  for  Electric  Traction  Passenger  Elevators  (1970 
Layouts  for  Hydraulic  Freight  Elevators  (1970) 
Layouts  for  Hydraulic  Passenger  Elevators  (1970) 
Lbc  of  SMPTE  Rp6  (1968)  /for  Quadruplex  Video  Frequenc 

Lbm  of  SMPTE  Rp6  (1968)         /  for  Quadruplex  Video  Frequen 
Lbm  of  SMPTE  Rp6  (1968)        /or  Quadruplex  Video  Frequency 
Lead  Acid  and  Nickel  Iron  (for  Electric  Trucks)  (1965) 
Lead  Acid  Batteries  (for  Electric  Trucks)  (1965) 
Lead  Acid  Industrial  Storage  Batteries  (1971) 
Lead  Acid  30  Volt  Batteries;  Dimensions  (for  Electric  T 
Lead  Acid  36  Volt  Batteries;  Dimensions  (for  Electric  T 
Lead  Acid  48  Volt  Batteries;  Dimensions  (for  Electric  T 
Lead  Acid  72  Volt  Batteries;  Dimensions  (for  Electric  T 
(Lead  Acid)  Storage  Batteries  (1970)  /  Domestic  Marketi 

Lead  Alloy  Coated  Soft  Copper  Wire  for  Electrical  Purpo 
Lead  and  Lead  Alloy  Coated  Soft  Copper  Wire  for  Electri 
Lead  Components  (1971) 
Lead  Components  (1971) 

Lead  Extracted  From  Glazed  Ceramic  Surfaces  (1971) 

Lead  in  Gasoline  by  X-Ray  Spectrometry  (1970) 

Lead  in  Gasoline,  Gravimetric  Method  (1970)  ANSI  Z11.48 

Lead  in  Gasoline,  Volumetric  Chromate  Method  (1970)  Ans 

Lead  in  Paint  Driers  by  EDTA  Meth.  (1968) 

Lead  in  Paint  (1968) 

Lead  Ready  Mixed  Paint  (1970) 

Lead  Silico  Chromate,  Ready  Mixed  Primer  (1970) 

Lead  Std.  for  Electronic  Devices,  Individual  Packaging 

Lead  Wire  (for  Electric  Bulbs)  (1970) 

Lead  (Basic  Sulfate)  (R1969)  ANSI  K48 

Lead  (R1955)  ANSI  K24 


BHMA 

PSTC 

SCPI 

ASTM 

ASTM 

ASTM 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ASTM 

RMA 

ASTM 

ASTM 

GA 

GA 

GA 

ASTM 

GA 

RMA 

RMA 

RMA 

MLA 

GA 

lAWCC 

ASTM 

ASTM 

ASTM 

AATCC 

ASTM 

AATCC 

AATCC 

ASTM 

ASSE 

ANSI 

EIA 

CTFA 

CTFA 

CTFA 

CTFA 

lAPMO 

ASAE 

ASAE 

SAE 

ASAE 

ANSI 

ASAE 

DSAC 

NCTA 

API 

NEA 

ASAE 

ASAE 

NEI 

NEI 

NEI 

NEI 

NEI 

SMPTE 

SMPTE 

SMPTE 

ITA 

ITA 

NEMA 

ITA 

ITA 

ITA 

ITA 

BCI 

ASTM 

ASTM 

NSA 

NSA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

NSA 

SWA 

ASTM 

ASTM 


1201-7 

22 

17L 

D2243 

D1764 

D2486 

C-6 

D-2 

C-6 

C-IO 

C-8 

DI055 

*4 

D2831 

D1076 

»9 

•5 

'6 

C37 

•9 

»8.59 
»8.35 
•8.52 
♦I 

*2.2 
•1 

D1417 
D1418 
C558 
135 

D1284 

88B 

88C 

D497 

1007 

Z2I.9 

RS378 

80 

59 

62 

60 

PSI8 

S323 

S320 

J344 

S323 

B71.1 

S323 

•2 

003-0668 

BUL16I0 

*2 

R263 

R268 

*2-200 

•2-101 

•2-100 

•2-400 

•2--300 

RP31 

RP29 

RP30 

8C1 

8E1 

IBl 

8F1 

8G1 

8H1 

8J! 

•1.15 

B189 

B189 

3429 

3430 

C555 

D2599 

D526 

D2547 

D2374 

D2088 

M72 

M229 

3427 

•51 

D405 

D83 
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Sid.  Spec,  for  Basic  Carbonate  While 
Solder.  Tin 
Std.  Spec,  for 

ressure  and  General  Service  (1968)  Std.  Spec,  for 

pec.  for  High  Strength  Yellow  Brass  (Manganese  Bronze)  and 

nd  Castings  (1970)  Std.  Spec,  for 

(Manganese  Bronze)  and  Leaded  High  Strength  Yellow  Brass 

. (1965) 

Std.  Spec,  for 
Leaded  Red  and 
Std.  Spec,  for  Tin  Bronze  and 
Std.  Spec,  for  High 
High 

(1970)  Std.  Spec,  for 

Tin  (and 

ANSI  G35.6  Spec,  for 

onization  of  Motion  Picture  Film  Relative  to  the  Universal 
Symbols  for  Marking  Electrical 
Rec.  Cable  Sizes  for  Battery 
Std.  for 

Rec.  Pract.  Meth.  for  Test,  and  Comparing  Trailer 
Tent.  Std.  Meth.  for  Vacuum 
Water  and  Steam  in  the  Power  Cycle  (Purity  and  Quality. 
Std.  Rec.  Pract.  for  Test,  for  Leaks  Using  the  Halogen 
ticity  of  Electron  Devices  with  a  Helium  Mass  Spectrometer 
Std.  Rec.  Guide  for  the  Selection  of 
Std.  Definitions  of  Terms  Relating  to 
nondestructive  Examination  of  Boiler  and  Pressure  Vessels; 

Std.  Maximum  Electrical 
QuaUty  Control  Std.  for  Control  Valve  Seat 
Sprinkler  Systems 

Rooms  and  Clean  Work  Sta/  Std.  Rec.  Pract.  for  Test,  for 

)  (1971)  Std.  Rec.  Pract.  for  Test,  for 

Std.  Meth.  of  Conditioning 
Tent.  Meth.  for  Measuring  the  Relative  Stiffness  of 
Std.  Test  Meth.  for  Bursting  Strength  of 
Std.  Test  Meth.  for  Breaking  Strength  of 
Std.  Meth.  of  Test  for  Grain  Crack  and  Extension  of 
Std.  Meth.  for  Sampling 
13  Meth.  of  Sampling 

Std.  Meth.  of  Conditioning  Leather  and 
identifying  Analytical  Procedures  to  Examine  Mineral  Oils 
Std.  Meth.  of  Measuring  Area  of 
est  Meth.  for  Resistance  of  Chrome  Tanned  White  Shoe  Upper 
termining  the  Resistance  of  Chrome  Tanned  White  Shoe  Upper 
std.  Test  Meth.  for  Estimating  the  Thermal  Conductivity  of 
Tent.  Test  Meth.  for  Chromic  Oxide  in 
Std.  Test  Meth.  for  Tensile  Strength  of 
Std.  Test  Meth.  for  Slit  Tear  Resistance  of 
Std.  Test  Meth.  for  Apparent  Density  of 
Std.  Test  Meth.  for  Total  Ash  in 
Tent.  Test  Meth.  for  Ph  of 
for  Colorfastness  and  Transfer  of  Color  in  the  Washing  of 
Std.  Test.  Meth.  for  Cold  Crack  Resistance  of  Upholstery 
Std.  Meth.  of  Flex  Test,  of  Finish  on  Upholstery 
Meth.  for  Determining  Total  Ash  in 
Meth.  for  Determining  Ph  in  All  Types  of 
Std.  Test  Meth.  for  Compressibility  of 
Std.  Test  Meth.  for  Resistance  to  Welting  of  (jarment  Type 

Tent.  Soybean 
Designation  of  Right  Hand  and 
Caliper 

Rec.  Coupon  Sizes  and 
Std.  for 
Sid.  for 
Rec.  Pract.  for  Boat 
Meth.  of  Measuring  the 
Tent.  Meth.  of  Test  for 
rete  (1970/  Spec,  for  Apparatus  for  Use  in  Measurement  of 

gle  /  Std.  Location  of  Angle  Cocks  on  Freight  Cars  of  Any 

Std.  Focal 

Meth.  of  Measurement  for  Determining 
Std. 

Meth.  Fiber 
Meth.  for  Fiber 
Meth.  for  Zero  Span  Breaking 
n  Red  Cedar  and  Alaska  Yellow  Cedar  Poles  (1971)  Full 
Lodgepole  Pine  Poles  Preservative  Treatment  by  the  Full 
Rubber  Products)  (1970)  Std.  for  Cut 

bber  Products  (1970)  Std.  for 

ose  Nitrates  (1963)  Meth.  for  Cellulose  Chain 

ouble  Contact  Medium  Screw  Base  Incandescent  Lamp  (Overall 
or  A-21  Bulb,  Medium  Screw  Base  Incandescent  Lamp  (Overall 
d.  Incandescent  Lamp  A-21  Bulb,  Medium  Screw  Base  (Overall 
racl.  Covering  Steering  Systems  on  Vessels  Under  26  Ft.  in 


Lead  (R1969)  AASHO  M122.  ANSI  K23.1  ASTM  D81 

Lead,  Eutectic  63sn-37ph  (1970)  SAE  AMS4751 

Leaded  Brass  Plate.  Sheet,  Strip,  and  Rolled  Bar  (197i)  ASTM  BI21 

Leaded  Brasses  in  Foundry  Pract.  (1965)  AFS  NF651 1-10 

Leaded  Carbon  Steel  Forged  Pipe  Flanges  and  Parts  for  P  ASTM  A465 

Leaded  High  Strength  Yellow  Brass  (Leaded  Manganese  Bro  ASTM  BI47 

Leaded  High  Strength  Yellow  Brass  (Manganese  Bronze)  Sa  ASTM  B132 

(Leaded  Manganese  Bronze)  Sand  Castings  (1971)  /W  Brass  ASTM  B147 

Leaded  Red  and  Leaded  Semi  Red  Brasses  in  Foundry  Pract  AFS  NF6511-9 

Leaded  Red  (and  Semi  Red)  Brass  Sand  Castings  (1970)  ASTM  BI45 

Leaded  Semi  Red  Brasses  in  Foundry  Pract.  (1965)  AFS  NF651 1-9 

Leaded  Tin  Bronze  Sand  Castings  (1970)  ASTM  B143 

Leaded  Tin  Bronze  Sand  Castings  (1970)  ASTM  B144 

Leaded  Tm  Bronzes  in  Foundry  Pract.  (1965)  AFS  NF6511-13 

Leaded  Yellow  Brass  Sand  Castings  for  General  Purposes  ASTM  B146 

Leaded)  Bronzes  in  Foundry  Pract.  (1965)  AFS  NF651 1-12 

Leaded,  Carbon  Steel  Plates  for  Pressure  Vessels  (1969)  ASTM  A433 

Leader  for  Magnetic  and  Photographic  Tracks  (1968)  /Hr  SMPTE  RP25 

Leads  and  Ports  on  Fluid  Power  Valves  (1968)  ANSI  B93.9  NFLDP  T3.5.68.2 

Leads  (for  Electric  Trucks)  (1970)  ITA  8L8 

Leaf  Springs  for  Motor  Vehicle  Suspension  (1970)  SAE  J510B 

Leaf  Springs  (1970)  TTMA  RP32-70 

Leak  Calibration  (1968)  AVS  2.2 

Leak  Detection  and  Measurement)  (1970)  ASME  PTC19.11 

Leak  Detector  (Alkali  Ion  Diode)  (1971)  ASTM  E427 

Leak  Detector  (1970)  /Ec.  Pract.  for  Determining  Herme  ASTM  F134T 

Leak  Test.  Meth.  (1971)  ASTM  E432 

Leak  Test.  (1971)  ASTM  E425 

Leak  Test.  (1971)  Code  for  ASME  BPVCVIO 

Leakage  of  Dictating  Machines  (1954)  ANSI  X2.5.17 

Leakage  (1970)  FCI  70-2 

Leakages  (1961)  FMS  10-24 

Leaks  in  the  Filters  Associated  with  Laminar  Flow  Clean  ASTM  F91 

Leaks  Using  the  Halogen  Leak  Detector  (Alkali  Ion  Diode  ASTM  E427 

Leather  and  Leather  Products  for  Test  (1969)  ASTM  D1610 

Leather  by  Means  of  a  Torsional  Wire  Apparatus  (1969)  ASTM  D2821 

Leather  by  the  Ball  Method  (1969)  ANSI  Z109.16  ASTM  D2207 

Leather  by  the  Grab  Meth.  (1969)  ANSI  Z109.17  ASTM  D2208 

Leather  by  the  Mullen  Test  (R1969)  ANSI  Z109.19  ASTM  D2210 

Leather  for  Physical  and  Chemical  Tests  (1969)  ASTM  D2813 

Leather  for  Physical  and  Chemical  Tests  (1969)  ASTM  D28  ALCA  Jl 

Leather  Products  for  Test  (1969)  ASTM  D16I0 

(Leather  Tanning)  (1954)  Meth.  of  ALCA  H8 

Leather  Test  Specimens  (1968)  ASTM  D2347 

Leather  to  Artificial  Perspiration  (1969)  Std.  T  ASTM  D2322 

Leather  to  Artificial  Perspiration  (1969)  ASTM  D2322-69  ALCA  E61 

Leather  with  the  Cenco  Fitch  Apparatus  (1970)  ASTM  D22I4 

Leather  (Perchloric  Acid  Oxidation)  (1969)  ASTM  D2807 

Leather  (R1969)  ANSI  Z109.18  ASTM  D2209 

Leather  (R1969)  ANSI  Z109.21  ASTM  D2212 

Leather  (1968)  ASTM  D2346 

Leather  (1969)  ASTM  D2617 

Leather  (1969)  ASTM  D2810 

Leather  (1969)  Std.  Test  Meth.  ASTM  D2096 

Leather  (1969)  ANSI  ZI09.10  ASTM  D1912 

Leather  (1969)  ANSI  ZI09.13  ASTM  D2097 

Leather  (1969)  ASTM  D2617  ALCA  B15 

Leather  (1969)  ASTM  D2810t  ALCA  B20 

Leather  (1970)  ASTM  D2213 

Leathers  (Spray  Test)  (1969)  ANSI  Z109.ll  ASTM  D1913 

Lecithin  Spec.  (1970)  NSPA  *3 

Left  Hand  (for  Rider  Type  Industrial  Trucks)  (1968)  ITA  2C1-2 

Leg  Wire  (1962)  SWA  '99 

Legends  for  the  Grocery  Industry  (1964)  GMA  *l-5.l 

Lemon  Oil  Arizona  (1968)  EOA  272 

Lemongrass  Oil  (1963)  EOA  7 

Length  and  Weight  (1964)  BIA  131 

Length  and  Width  of  Mattress  Pads  (1968)  ABFLO  J-4 

Length  Change  of  Cement  Mortar  and  Concrete  (1969)  ASTM  C157T 

Length  Change  of  Hardened  Cement  Paste,  Mortar  and  Cone  ASTM  C490 

Length  Having  Floating  Sills  with  the  Train  Line  and  An  AAR  MSRP-E-32A 

Length  Markings  of  Lenses  (1970)  ANSI  PH3.13 

Length  of  Bed  Pillows  (1968)  ABFLO  J-2 

Length  of  Cable  for  Office  Dictating  Machines  (1954)  ANSI  X2.5.19 

Length  of  Pulp  by  Classification  (1964)  TAPPI  T233 

Length  of  Pulp  by  Projection  (1968)  TAPPI  T232 

Length  of  Pulp  (1970)  TAPPI  T231 

Length  Thermal  Process  Preservative  Treatment  of  Wester  AWPA  C8-71 

Length  Thermal  Process  (1971)  AWPA  ClO-71 

Length  Tolerances  for  Normal  Extrusions  (Extruded  Solid  RMA  *8.32 

Length  Tolerances  for  Sohd  Lathe  Cut  Extruded  Solid  Ru  RMA  '8.35 

Length  Uniformity  by  Fractional  Precipitation  of  Cellul  TAPPI  T238 

Length  5  15/16  In.)  (1971)  Std.  for  A-23  Bulb.  D  ANSI  C78.227 

Length  5  1/2  In.)  (1971)  Std.  F  ANSI  C78.262 

Length  5  5/16  In.)  (1971)  St  ANSI  C78.216 

Length  (Boats)  (1970)  Rec.  P  ABYC  H16A 
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Std.  E  Coupler,  Swivel  Shank  43  In.  Coupler 
E  Coupler,  Swivel  Shank.  60  Inch 
omparlment  Ventilation  for  Vessels  (Boats)  Under  26  Ft.  in 
Std.  E  Coupler.  6  1/4X8  In.  Rigid  Shank  (25  In. 
Coated  (Galvanized)  Iron  or  Steel  Sheets  in  Coils  and  Cut 
8)  Std.  Test.  Procedure  for  Measuring 

ng  of  Paper  (1968)  Meth.  for  Illuminants  (Wave 

vanized)  Steel  Sheets  of  Structural  Quality  Coils,  and  Cut 
eel  Products  Manual  for  Carbon  Steel  Sheets  (Coils  and  Cul 
cc.  Pract.  for  Plastic  Materials  for  Use  in  Optical  Parts 
hod  for  Determining  Aperture  Calibration  of  Motion  Picture 
Std.  Distance  Scales  for  Focusing  Camera 
Std.  Focal  Length  Markings  of 
Std.  Rec.  Values  for  Color  Contribution  of  Photographic 
Product  Std.  for  Auxiliary  Builders  Hardware; 
ills,  High  Speed  Steel  Threaded  Shank,  Sizes  1/16  In.  Thru 
Std.  Nomenclature,  Definitions,  and 

(1969) 

r  Semiconductor  Device  Data  Sheets  and  Spec.  (1/  Rec.  for 

Rec.  Pract.  for 

eight  Cars/  Classification,  Definition  and  Designation  of 

uipment  Cars;  Hopper  Car  Type  (Definitions  and  Designation 
Magnetic  Recorders  Operating  at  15  1/  Spec,  for  an  Audio 

Rec.  Pract.  for 

Std.  for  Direct  Contact  Barometric  and  Low 
Exterior  Sound 
Exterior  Sound 

Rec.  Pract.  for  the  Test  Procedure  for  Exterior  Sound 

Std.  Noise 
Noise 

ural  and  Construction  Industrial  E/  Rec.  Pract.  for  Sound 

Safety  Std.  for  Constant 
rders  Operating  at  1/  Spec,  for  a  Primary  Audio  Reference 

de  Spec,  for  Clearing  and  Grubbing  (Above  and  Below  Ground 
1969)  Std.  Test  Meth.  for 

rred  Reference  Quantities  (and  Definitions)  for  Acoustical 

Rec.  Pract.  for 
Std.  for  Binding  Used  in 
cial  Volumes)  (1971)  Std.  for 

Minimum  Spec,  for  Class  "A" 
Std.  for  Reinforced  (Pre 
Rec.  Pract.  for  Protection  of 
(1966)  Std.  for 

Rec.  Pract.  for 
Std 

Rec.  Pract.  for  Journal  Box 
Rec  Pract  for  Journal  Box  Lid  Lug  and 
cants  (1969)  Std.  Meth.  for  Determining  Endurance  (Wear) 

Rec.  Pract.  for  the  Installation  of  Rails.  Stanchions  and 

Test  Meth.  for  Pot 

s  (1967)  Safely  to 

Std.  for 
Rec  Pract.  for 

5.9  Stand.  Meth.  of 

Hoys  for  Electrical  Heating  (/  Std.  Meth.  of  Accelerated 

d.  for  Polarized  Aluminum  Electrolytic  Capacitors  for  Long 
Std.  Fatigue  Test  for  Front  End  Suspension  C  Type 
Controls;  Electric  Industrial  Trucks,  High 
Brakes,  Electric  Truck,  High 
Principal  Dimensions  for  Low 
Principal  Dimensions  for  Low 
d  Graders;  Mining  and  Logging  Trucks  (Highway  Speed);  Fork 
lid  and  Cushion)  for  Industrial  Vehicles:  Slow  Speed;  Fork 

Rec.  Std.  for  Gas 
Load  Indicating  Devices  in 
Rec.  Pract.  for 

s  for  Aerial  Passenger  Tramways;  Including  Ski  and  Surface 
Rec.  Pract.  for  Determining  Light  Dosage  in  Carbon  Arc 
rfastness  of  Textiles  to  Light:  Carbon  Arc  Lamp,  Alternate 
Textiles  to  Light:  Water  Cooled  Xenon  Arc  Lamp,  Alternate 

Exposure  of  Nonmetallic  Mater/  Rec.  Pract.  for  Operating 

ineral  Fiber  Blanket  Thermal  Insulation  for  Wood  Frame  and 
Rec.  Pract.  for  Determining 
Pract.  for  Service  Brake  System  Performance  Requirements; 
Pract.  for  Brake  System  Road  Test  Code  (Passenger  Car  and 
ract.  for  Operating  Enclosed  Carbon  Arc  Type  Apparatus  for 
Simplified  Span  Tables  for 
Design  of 

ill  Screws  for  the  Application  of  Gypsum  Sheet  Material  to 
nels  (1970)  Std.  Spec,  for 

Vehicle  (Smv)/         Mounting  Brackets  and  Socket  for  Farm  and 
Flashing  Warning  Lamp  for  Farm  and 
niversal  Symbols  for  Operator  Controls  on  Agricultural  and 
Tire  Selection  Tables  for  Agricultural  and 
Power  Take  Off  Definitions  and  Terminology  for  Farm  and 


Length  (1970)  AAR 
Length  (1970)  AAR 
Length  (1970)  Rec.  Pract.  Covering  C  ABYC 

Length)  (1969)  AAR 
Lengths  Coated  hv  the  Hot  Dip  Process  (1971)  /  of  Zinc  ASTM 

Lengths  or  Heights  of  Fibre  Cans,  Tubes,  and  Cores  ( 1 96  CCTI 
Lengths  400-700  Mm)  for  Visual  Grading  and  Color  Matchi  TAPPI 
Lengths  (1969)  ANSI  G8.27  /  Spec,  for  Zinc  Coated  (Gal  ASTM 

Lengths)  (1970)  St  AISI 

(Lenses  and  Reflectors)  of  Motor  Vehicle  Lighting  Device  SAE 
Lenses  (1964)  Std.  Met  ANSI 

Lenses  (1968)  ANSI 
Lenses  (1970)  ANSI 
Lenses  (1970)  ANSI 
Letter  Box  Plates  and  Mail  Boxes  (1970)  BHMA 
Letter  F  (1971)  Std.  for  Dr  NSA 

Letter  Symbols  for  Screw  Threads  (1965)  ANSI 
Letter  Symbols  for  Units  Used  in  Science  and  Technology  ANSI 
Letter  Symbols,  Abbreviations,  Terms  and  Definitions  Fo  EIA 
Letters  Cut  in  Limestone  (1967)  ILIA 
Letters  of  Class  L.  N.  T  and  Y,  Special  Type  Railway  Fr  AAR 


Letters  of  Classification)  (1970) 


/  Service  Freight  Eq  AAR 


Level  and  Multifrequency  Test  Tape  for  Quadruplex  Video 
Level  Boat  Flotation  Stability  (1969) 
Level  Condensers  (1970) 
Level  for  Heavy  Trucks  and  Buses  (1969) 
Level  for  Heavy  Trucks  and  Buses  (1969) 
Level  for  Snowmobiles  (1970) 
Level  in  Cable  Television  Systems  (1969) 
Level  Measurement  of  Power  Chain  Saws  (1970) 
Level  Measurements  at  the  Operator  Station  for  Agricult 
Level  Oil  Valves  (1970)  ANSI  B127.1 

Level  Recording  for  Quadruplex  Video  Magnetic  Tape  Reco 
Level)  (1970) 

I^eveling  Characteristics  of  Paints  by  Draw  Down  Meth. 
Levels  (1969)  Std. 
Lever  Ends;  Involute  Serrations  (1970) 
Libraries  (1966) 

Library  Binding  (Books,  Magazines,  Periodicals,  and  Spe 
Library  Binding  (1950) 
Library  Bound)  New  Books  (1939) 
Library  Collections  From  Fire  (1970) 
Library  Services  for  the  Blind  and  Visually  Handicapped 
License  Plate  and  Tie  Downs  for  Boats  (1961) 
License  Plate  Lamps  (1969) 
Lid  Lug  and  Lid  Spring  Pad  Gage  (1970) 
Lid  Spring  Pad  Gage  (1970) 

Life  and  Load  Carrying  Capacity  of  Dry  Solid  Film  Lubri 
Life  Lines  for  House  Boats  (1970) 
Life  of  Epoxy  Compounds  (1970) 

Life  Requirements  Code  (National)  for  Existing  Building 
Life  Saving  Equipment  and  Its  Stowage  (Boats)  (1970) 
Life  Test  for  Automotive  Storage  Batteries  (1971) 
Life  Test  of  Electric  Contact  Matenals  (1970)  ANSI  Z15 
Life  Test  of  Nickel  Chromium  and  Nickel  Chromium  Iron  A 
Life  (Type  1)  and  for  General  Purpose  Application  (Type 
Lift  Kits  for  Accelerating  Vehicle  (1971) 
Lift  Order  Picker  (1968) 
Lift  Order  Picker  (1968) 
Lift  Pallet  Trucks  (1966) 
Lift  Platform  Trucks  (1966) 

Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mining  Cars  (5 
Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Trailer 
Lift  Wire  (1970) 
Lifting  Crane  Services  (1968) 
Lifting  System  on  Boats  (1964) 
Lifts  and  Tows  (1970) 
Light  Aging  Apparatus  (1969) 
Light  and  Darkness  (1971) 
Light  and  Darkness  (1971) 

Light  and  Ventilation  (National  Building  Code)  (1967) 
Light  and  Water  Exposure  Apparatus  (Xenon  Arc  Type)  for 


ANSI 
BIA 
HEI 
SAE 
SAE 
SAE 
NCTA 
PSMA 
SAE 
UL 
ANSI 
Gui  CSI 
ASTM 
Prefe  ANSI 
SAE 
ALA 
LBI 
ALA 
ALA 
NFPA 
NACAB 
BIA 
SAE 
AAR 
AAR 
ASTM 
BIA 
SPI 
AIA 
ABYC 
SAE 
ASTM 
ASTM 
EIA 
SEMA 
ITA 
ITA 
ITA 
ITA 
TRA 
TRA 
SWA 
SAE 
BIA 

Std.  Safety  Requirement  ANSI 
ASTM 

Test  Meth.  for  Colo  AATCC 
/  Meth.  for  Colorfastness  of  AATCC 
AIA 
ASTM 


Light  Construction  Buildings  (1970)  Std.  Spec,  for  M  ASTM 

Light  Dosage  in  Carbon  Arc  Light  Aging  Apparatus  (1969)  ASTM 
Light  Duty  Truck  (1971)  Rec.  SAE 

Light  Duty  Truck)  (1971)  Rec.  SAE 

Light  Exposure  of  Nonmetallic  Materials  (1970)  Rec.  P  ASTM 

Light  Frame  Construction  (1971)  WCLIB 
L  ight  Gage  Steel  Diaphragms  (1967)  AISI 
Light  Gage  Steel  Studs  (1970)  Std.  Spec,  for  Steel  Dr  ASTM 

Light  Gage  Steel  Studs,  Runners,  and  Rigid  Furring  Chan  ASTM 
Light  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  SAE 
Light  Industrial  Equipment  (1967)  SAE 
Light  Industrial  Equipment  (1969)  SAE 
Light  Industrial  Machines  of  Future  and  Design  (1968)  SAE 
Light  Industrial  Tractors  (1967)  SAE 


MSRP-C-38A 
MSRP-C-38B 
H2A 

MSRP-C-39 

A525 

CT104 

T508 

A446 

5 

J576C 

PH22.90 

PH3.20 

PH3.13 

PH3.44 

1201-6 

965 

B1.7 

Y10.19 

JED77 

*8.29B 

MSRP-L-17 

MSRP-L-9 

C98.8 

305 

*1 

J  3  36 
J366 
J192 

005-0669 

Nl.l-66 

J9I9A 

352 

C98.7 

02130 

D2801 

SI. 8 

ARP676 

*\ 

»1 

*2 

•3 

910 

S-2 

208 

J587D 

MSRP-B-32 

MSRP-B-32 

D2625 

HEM9 

ERF13 

CO-l-XVH 

H9 

J240 

B182 

B76 

RS395 

9-1 

2K1 

3G1 

lOAl 

lOBl 

3 

5 

♦42 

J376 

163 

B77.1 

D1920 

16D 

16F 

CO-l-V 

E239 

C665 

D1920 

J155 

J843D 

E188 

•2 

21 

C646 

C645 

J725B 

J974 

J389A 

J711B 

J722A 
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r  Takeoff  Definitions  and  Terminology  for  Agricultural  and 

Design  Spec,  for 
Rec.  Pract.  for  Codification  of 
rity  of  Cotton  Fibers  (Sodium  Hydroxide  Swelling  Polarized 
Rec.  Pract.  for  Operating  Xenon  Arc  Type  Apparatus  for 
General  Test  Meth.  of  Colorfastness  to 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
9)  Sid.  Test  Meth.  for  Aromatic  Traces  in 

cles  in  Dust  Controlled  Areas  Using  Instruments  Based  Upon 
Rubber  (R1970)  Std.  Meth.  of  Calibrating  A 

Rec.  for  Choosing 

orative  Emissions  From  Gasoline  Powered  Passenger  Cars  and 
orative  Emissions  From  Gasoline  Powered  Passenger  Cars  and 

Spec,  for  Double  Hung 
meth.  for  45  Deg.,  0  Deg.  Directional  Reflectance  for  Blue 
aring  Coal  Samples  for  Microscopical  Analysis  by  Reflected 
eth.  for  Foreign  Particulate  Matter  in  Pulp  by  Transmitted 
Dirt  in  Pulp  Measured  by  Transmitted 
fastness  of  Textiles  to  Light;  Carbon  Arc  Lamp,  Continuous 
textiles  to  Light:  Water  Cooled  Xenon  Arc  I,amp,  Continuous 
Std.  for  Tail  Lamps  (Rear  Position 
Tent.  Test  Meth.  for 
Std.  for  6  and  12  Volt  Cigar 
Rec.  for 

strial  Equipment  on  Highways  (1969)  SAE  J137 
strial  Equipment  on  Highways  (1970)  Std  for 

Battery  Materials  Spec,  Vehicular,  Ignition, 
Guide  for 

Std.  for  Tests  for  Motor  Vehicle 
is  (1971)  Rec.  Pract.  for  Positioning 

in  Optical  Parts  (Lenses  and  Reflectors)  of  Motor  Vehicle 
Safety  Std,  for  Electric 
Requirements  for  Marine 
Safety  Std.  for  Marine  Type  Electric 
Rec,  for 


headlights  and  Taillights  (1970) 


. (1969) 

d  Community  Proscenium  Type  Stages  (1968) 
roduct  Vehicle  (1971) 
nd  Railway  Trains  (1952) 
(1957) 


Rec. 
Rec.  for 
Safety  Std.  for 
Rec.  for 

Rec. 


6) 

dging  (1967) 


Rec. 

Rec.  Pract.  for 
Rec.  for  Transportation 
Rec.  for 
Std.  for 
Rec.  for  Public 


Rec.  Pract.  for  Trailer 
Safety  Std.  for  Christmas  Tree  and  Decorative 


Photometric  Test,  of  Filament  Type  Luminaires  for  General 
pe)  (1970)  Rec.  Pract.  for  Heavy  Duty 

form  for  Accumulation  of  Maintenance  Test  Data  of  Electric 
oups  C  and  D,  and  Clas/  Safety  Std.  for  Portable  Electric 

Rec.  for  Church 
Rec.  Railroad  Yard 
Rec.  for  Choosing  Light  Sources  for  General 
Terminology  Pertaining  to  Motor  Vehicle 
Storage  Battery  Spec,  Vehicular,  Ignition, 

Rec  Pract.  for 
Guides  for 
Self  Powered  Electric  Warning 
Rec  Pract.  for  Running 
Rec.  Pract.  for  Navigation 
t.  and  Std.  Covering  Location  and  Visibility  of  Navigation 
Safety  Std.  for  Marine  Navigation 
Rec.  Pract.  for  Sailboat  Running 
Std.  Spec,  for 

(1970)  Std.  E  Coupler  Yoke, 

r  (1970)  Std.  E  Coupler  Yoke, 

Rec.  Pract.  for  Venting 
Rec  Pract.  for  Hose  Assemblies;  Aircraft  and  Missile, 

Std.  Spec  for 

Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Locking, 
St  Meth.  for  Colorfastness  of  Textile  Fabrics  to  Water  and 
971)  Test  Meth.  for  Colorfastness  of  Textiles  to 

Test  Meth.  for  Colorfastness  of  Textiles  to 
Test  Meth.  for  Colorfastness  to 
Darkness  (1/  Test  Meth.  for  Colorfastness  of  Textiles  to 

971)  Test  Meth.  for  Colorfastness  of  Textiles  to 


Light  Industrial  Tractors  (1967)  SAE  J722  Powe  ASAE  S205.1 

Light  Metal  Plate  Connected  Wood  Trusses  (1970)  TPI  70 

Light  Metals  and  Alloys,  Cast  and  Wrought  (1969)  ASTM  B275 

Light  Methods)  (1970)  ANSI  L14.93              /H.  of  Test  for  Malu  ASTM  D1442 

Light  of  Nonmetallic  Materials  (1970)  ASTM  E240 

Light  of  Textiles  (1971)  AATCC  16 

Light  Petroleum  Solvent  Penta  Solution  for  Above  Ground  AWPB  LP-3 

Light  Petroleum  Solvent  Penta  Solution  for  Ground  Conta  AWPB  LP-33 

Light  Saturated  Hydrocarbons  by  Gas  Chromatography  (196  ASTM  D2600 

Light  Scattering  Principles  (1969)                     /  of  Airborne  Parti  ASTM  F50 

Light  Source  Used  for  Accelerating  the  Deterioration  of  ASTM  D749 

Light  Sources  for  General  Lighting  (1967)  lES  CP32 

Light  Trucks  Using  the  Enclosure  Technique  (1970)  /Vap  SAE  J17I 

Light  Trucks  (1970)               /  for  the  Measurement  of  Fuel  Evap  SAE  J170 

Light  Type  Steel  Windows  (1969)  SWI  H.I 

Light  (Brightness)  of  Paper  (1969)  TAPPI  T452m-58  /St  A.STM  D985 

Light  (1969)  Tent.  Meth.  of  Prep  ASTM  D2797T 

Light  (1970)  Test  M  TAPPI  T246 

Light  (1971)  TAPPI  UM-205 

Light  (1971)                                               Test  Meth.  for  Color  AATCC  16A 

Light  (1971)  Test  Meth.  for  Colorfastness  of  AATCC  16E 

Light)  for  Vehicles  (1970)  SAE  J585D 

Lightability  of  Barbecue  Briquets  (1967)  A,STM  D2677T 

Lighter  Receptacles  (1969)  SAE  J563A 

Lighting  and  Air  Conditioning  (1965)  lES  CP28 

Lighting  and  Marking  of  Agricultural  Equipment  and  Indu  ASAE  S279.4 

Lighting  and  Marking  of  Agricultural  Equipment  and  Indu  SAE  J137 

Lighting  and  Starting  (1970)  BCI  '1.41 

Lighting  Audiovisual  Areas  in  Schools  (1966)  lES  CP30 

Lighting  Devices  and  Components  (1970)  SAE  J575E 

Lighting  Devices  for  Truck  Trailers  and  Container  Chass  TTMA  RP9 

Lighting  Devices  (1970)  /for  Plastic  Materials  for  Use  SAE  J576C 

Lighting  Fixtures  for  Use  in  Hazardous  Locations  (1971)  UL  844 

Lighting  Fixtures  (1968)  UL  1149 

Lighting  Fixtures  (1969)  ANSI  C33.57  UL  595 

Lighting  for  Commercial  Kitchens  (1956)  lES  CP19 

Lighting  for  Dairy  Farms  and  the  Poultry  Industry  (1971  ASAE  R344 

Lighting  for  Dairy  Farms  (1967)  lES  CP33 

Lighting  for  Hotels  (1958)  lES  CP20 

Lighting  for  Regular  Bicycles,  Including  Reflectivity ,  BMA  6/6 

Lighting  for  Steel  Mills;  Open  Hearth  (1952)          '  lES  CPIO 

Lighting  for  the  Manufacturing  of  Men's  Clothing  (1962)  lES  CP23 

Lighting  for  the  Poultry  Industry;  Guide  and  Rec.  Pract  lES  CP36 

Lighting  for  Theatrical  Presentations  on  Educational  An  lES  CP34 

Lighting  Identification  Code  Used  by  Manufacturer,  on  P  SAE  J759A 

Lighting  Including  Busses,  Street  Cars,  Rapid  Transit  A  lES  CP12 

Lighting  Indoor  Locations  of  Central  Station  Properties  lES  CP9 

Lighting  Inspection  Code  for  Motor  Vehicles  (1970)  SAE  J599B 

Lighting  Needs  for  Streets,  Highways,  and  Freeways  (196  lES  CP31 

Lighting  of  Photographic  Color  Reflection  Prints  for  Ju  PSA  *6 

Lighting  on  Boats  (1969)  BIA  210 

Lighting  Outfits  (1969)  ANSI  C33. 25  UL  588 

Lighting  Rec.  for  Hospitals  (1966)  lES  CP29 

Lighting  Rec.  for  the  Vidicon  Camera  (1963)  lES  CP26 

Lighting  Service  (1967)  Meth.  for  lES  LM27 

Lighting  Systems  for  Truck  Trailers  (Other  Than  Tank  Ty  TTMA  RP14-67 

Lighting  Systems  (1963)  Rec.  lES  CP27 

Lighting  Units  for  Use  in  Hazardous  Locations  Class,  Gr  UL  781 

Lighting  (1960)  lES  CP21 

Lighting  (1962)  lES  CP22 

Lighting  (1967)  lES  CP32 

Lighting  (1969)  SAE  J387 

Lighting,  and  Starting  (1970)  BCI  *1.48 

Lightning  Arresters  Std.  (1970)  NEMA  LAI 

Lightning  Protection  on  Boats  (1965)  BIA  123 

Lightning  Protection  (on  Boats)  (1970)  ABYC  E4 

Lights  for  Farms  (1970)  ASAE  S216 

Lights  on  Boats  (1967)  BIA  167 

Lights  on  Boats  (1968)  BIA  308 

Lights  (Boats)  (1970)                                                  Rec.  Prac  ABYC  H6 

Lights  (1964)  UL  1104 

Lights  (1967)  BIA  168 

Lightweight  Aggregates  for  Structural  Concrete  (1962)  AASHO  M195 

(Lightweight  Cans)  (1971)  ASMA  AGM6 

Lightweight  Design,  Cast  Steel,  for  Rigid  Shank  Coupler  AAR  MSRP-C-54 

Lightweight  Design,  Cast  Steel,  for  Swivel  Shank  Couple  AAR  MSRP-C-52 

Lightweight  Insulating  Concrete  Roof  Fills  (1970)  NRCA  *2-A2 

Lightweight  Plastic  Hose,  Low  Pressure  (1971 )  SAE  ARP1180 

Lightweight  Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR  MSRP-L-79 

Lightweight.  Sandwich  Panel  (1970)  Insert  NSA  1836 

Light;  Alternate  Exposure  (1971)  Te  AATCC  125 

Light;  Carbon  Arc  Lamp,  Alternate  Light  and  Darkness  (1  AATCC  16D 

Light;  Carbon  Arc  Lamp,  Continuous  Light  (1971)  AATCC  16A 

Light;  Determination  of  Fastness  Above  L-7  (1971 )  AATCC  16G 

Light;  Water  Cooled  Xenon  Arc  Lamp,  Alternate  Light  and  AATCC  16F 

Light;  Water  Cooled  Xenon  Arc  Lamp,  Continuous  Light  (1  AATCC  16E 
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Permanganate  Number  (for  Highly 
Std.  for  Acid  Insoluble 
Std.  for 
Std.  Meth.  of  Test. 
Std.  Spec,  for 

Std.  Test  Meth,  for  Determination  of  the  Strength  of  Soil 
Std.  Meth.  of  Sampling  Hydrated 
Std.  for  Analysis  of 
Std.  Spec,  for  Fly  Ash  and  Other  Pozzolans  for  Use  with 
Std.  Meth.  of  Physical  Test,  of  Quicklime  and  Hydrated 

Rec.  Sizes  of 
Flashing  and  Metalwork  Used  on 
7)  Water  Repellent  Treatment  of 

Grades  of  Indiana 

Safe  Loads  in  Pounds  Per  Inch  in  Width  and  Spans  of 
Std.  and  Pract.  for 
Test  Meth.  for  Determination  of  the  Ph  of  Ground 
Spec,  for  Cut  Indiana 
Spec,  for  Setting,  Cleaning  and  Waterproofing  of  Indiana 
Spec,  for  High  Strength  Adhesive  Bonded  Units  of 
Anchors  Used  with 
Rec.  Pract.  for  Letters  Cut  in 
High  Strength  Adhesives  Used  on 
est  Meth.  for  Sieve  Determination  of  325  Mesh  Pulverized 
lets;  Metal  Cap  Flashing  Fastened  in  the  Reglet  Cut  in  the 
Std.  Tolerances  for  Cut 
Std.  for  Analysis  of 

st  Meth.  for  Determination  of  Dry  Brightness  of  Pulverized 
Fire  Endurance  Test  of 
Test  Meth.  for  Particle  Size  of  Pulverized 
analyses  of  Calcium  and  Magnesium  Carbonates  in  Pulverized 

Ashlar  Stone 
Random  Ashlar  or  Veneer  Stone 
of  Sealant  Sol  Rec.  Pract.  of  Mortar  Joints,  Detailing  of 

Spec,  for  Agricultural 
Std.  Meth.  of  Determining  the  Plastic 
Std.  for  Residential  Temperature 
and  Processing  Systems)  (1970)  Safety  Std.  for 

urns  (1968)  Rec.  Rebore 

Std.  Meth.  of  Determining  the  Liquid 
Iway  Cars)  (1970)  Std.  for 

Iway  Cars)  (1956)  Std.  for 

Rec.  Pract.  for  Involute  Splines;  Wear 
or  Total  Moisture  in  Coal  Reduced  to  No.  8  Top  Sieve  Size 
spec,  for  Woven  Goods  Solid  for  Coating,  Including  But  Not 
ion  Type  (Railway  Cars)  (1970)  Std.  for 

(Railway  Cars)  (1970)  Std.  for 

omatic  Slack  Adjuster;  Freight  Cars  (1970)  Std. 
car  Roller  Bearings  (Rail/  Std.  for  Clearance  Outline  and 

ks  -  Single  Shoe  Brakes,  33  In.  Dia.  Wheels,  5  /  Std.  for 

ks  -  Single  Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/  Std,  for 

ks  ■  Single  Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/  Std.  for 

ks  -  Single  Shoe  Brakes,  38  In.  Dia.  One  Wear  W/  Std.  for 

70)  Std.  for  Automatic  Field  Size 

Safety  Std.  for  High  Interrupting  Capacity  Fuses;  Current 
d  Regulating  Transformers,  and  Reactors  Other  Than  Current 
n  Fuse  Disconnecting  Switches,  Fuses:  Supports  and  Current 
um  A/  Std.  for  Chemical  Compositions,  Mechanical  Property 

Property 

ors(1970)  Property 
aluminum  Sheet  and  Plate;  Tread  Plate;  Mechanical  Property 
g  /  Std.  for  Chemical  Composition  and  Mechanical  Property 

Std.  Product  Definitions  for  Operating 
irfoils  and  Backwardly  Inclined  (1969/  Std.  for  Operating 

Std.  Spec,  for 

Rec.  Pract.  for  Drill  Stem  Design  and  Operating 
for  Aluminum  Castings;  Composition  and  Mechanical  Property 
cial  Roofing  and  Siding;  Finishes,  Mechanical  and  Property 
eration.  Removal,  Demolition,  Equ/  National  Code  for  Fire 

std.  for  Aluminum  Sheet  and  Plate;  Duct  Sheet;  Composition 
Std.  for  Aluminum  Sheet  and  Plate;  Mechanical  Property 
hmen/  National  Building  Code  Restrictions  Within  the  Fire 

(1970)  Std.  for  Mechanical  Properties  and 

cables.  Steering,  Wheel  Guards,  Tilt  Mechanism,  Overtravel 

Std.  for 
Spectrum  for 
Std.  for 
Spectrum  for 

test  for  Research  and  Motor  Method  Octane  Ratings  Using  on 
hi  Cars  of  Any  Length  Having  Floating  Sills  with  the  Train 
installation  and  Protection  of  Hull  Openings  Between  Water 
Std.  for  Cold  Water  Meters,  Propeller  Type  for  Main 
h  and  Circuit  Breakers  Rated  on  a  /  Std.  Requirements  for 

Identification  of  Welding  Wire, 
anized  Ferrous  Ground  Rods  Used  in  Overhead  or  Underground 

Std.  Steel  Pipe 


Lignified  Pulps)  (1971) 
Lignin  m  Wood  Pulp  (1954) 
Lignin  in  Wood  (1954) 


Tent.  T 
Std.  Reg 


.Tent.  Te 


Test  Meth.  for  Chemical 
Patterns  (1967) 


me  for  Chemical  Constituents  and  Particle  Sizes  (1966 
me  for  Soil  Stabilization  (1968) 
me  Mixtures  (1966) 
me  (1966) 
me  (1968) 
me  (1969) 

me  (1969)  ANSI  K67.10 
mestone  Ashlar  (1967) 
mestone  Building  (1967) 

mestone  Buildings  to  Prevent  Mortar  Joint  Damage  (196 
mestone  Finishes  (Surfaces)  (1965) 
mestone  Lintels  (1967) 
mestone  Walls  and  Expansion  Joints  (1967) 
mestone  (1965) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1967) 
mestone  (1968) 
mestone  (1968) 
mestone  (1968) 
mestone  (1969) 
mestone  (1970) 
mestone  (1970) 
mestone)  Veneer  Std.  Wa 
mestone)  (1967) 

mestone.  Attachment  and  Support  of  Panels  and  Design 

ming  Materials  (1969) 

mit  and  Plasticity  Index  of  Soils  (1970) 

mit  Controls  for  Electric  Baseboard  Heaters  (1971) 

mit  Controls  (Air  Conditioning,  Heating,  Ventilating 

mit  for  Passenger  Car  and  Commercial  Vehicle  Brake  Dr 

mit  of  Soils  (1968) 

mit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Rai 
mit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Rai 
mit.  Definition  of  (1971 ) 

mited  Purpose  Meth.)  (1971)  Tent.  Test  Meth.  F 

mited  to  Rubber  and  Vinyl  (1969) 

miting  Contour  of  Brake  Shoes;  High  Friction  Composit 
miting  Design  Dimensions  for  Hand  Brake  Sheave  Wheel 
miting  Design  Dimensions  Mechanical  Double  Acting  Aut 
miting  Dimensions  for  Seals  and  Seal  Fit  for  Freight 
miting  Nominal  Design  Dimensions  for  Freight  Car  True 
miting  Nominal  Design  Dimensions  for  Freight  Car  True 
miting  Nominal  Design  Dimensions  for  Freight  Car  True 
miting  Nominal  Design  Dimensions  for  Freight  Car  True 
miting  Systems  Used  in  Diagnostic  X-Ray  Equipment  (19 
miting  Types  (1970) 

miting  (1964)  /Test  Code  for  Distribution,  Power,  An 

miting  (1969)  Spec,  for  Distributio 

mits  and  Dimensional  Tolerances  of  SAE  Wrought  Alumin 
mits  and  Std.  Tolerances  of  Aluminum  Fin  Stock  (1970) 
mits  and  Std.  Tolerances  of  Electric  Aluminum  Conduct 
mits  and  Weights,  and  Tolerances  (1970)  Std.  for 

mits  for  Aluminum  Wrought  and  Cast  Products,  Includin 
mits  for  Centrifugal  Fans  (1969) 

mits  for  Single  Width  Centrifugal  Fans,  Ventilating  A 

mits  on  Impurities  in  Natural  Rubber  (1969) 

mits  (Drill  Pipes,  Strings  and  Tool  Joints)  (1971) 

mits  (1970)  Std. 

mits  (1970)  ID.  for  Aluminum  Sheet  and  Plate;  Commer 

mits,  and  Regulations  Governing  the  Construction,  Alt 

mits,  and  Tolerances  (1970) 

mits.  Heat  Treatable  Alloys  and  Brazing  Sheet  (1970) 
mits.  Height  and  Area  Restrictions  and  Street  Encroac 
mits,  of  Extruded  Aluminum  Wire,  Rod,  Bar  and  Shapes 
mits,  Warning  Devices,  of  Industrial  Trucks)  (1966-68 
nalyl  Formate  (1969) 
nalyl  Formate  (1969) 
nalyl  Isobutryate  (1969) 
nalyl  Isobutyrate  (1969) 

ne  Analyzers  (1970)  Tent.  Meth.  of 

ne  and  Angle  Cock  Secured  to  Floating  Sills  (1970) 
ne  and  Sheer  Line  (Boats)  (1970)  /Act.  and  Std.  for 

ne  Applications  (1970) 

ne  Closing  Switching  Surge  Voltage  Control  for  Ac  Hig 
ne  Code  System  (1970) 

ne  Construction  (1971)  NEMA  Ph30  Std.  for  Galv 

ne  Flanges  (1970) 


TAPPI 
TAPPI 
TAPPI 
AASHO 
AASHO 
AASHO 
AASHO 
TAPPI 
ASTM 
ASTM 
ILIA 
ILIA 
ILIA 
ILIA 
ILIA 
ILIA 
PLA 
ILIA 
ILIA 
ILIA 
ILIA 
ILIA 
ILIA 
PLA 
ILIA 
ILIA 
TAPPI 
PLA 
ILIA 
PLA 
PLA 
ILIA 
ILIA 
ILIA 
ASTM 
AASHO 
NEMA 
UL 

NWRA 
AASHO 
AAR 
AAR 
SAE 
ASTM 
ATMI 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
AAR 
NEMA 
UL 
ANSI 
ANSI 
SAE 
AA 
AA 
AA 
AA 

AMCA 
AMCA 
ASTM 
API 
AA 
AA 
AlA 
AA 
AA 
AIA 
AA 
ITA 
EOA 
EOA 
EOA 
EOA 
ASTM 
AAR 
ABYC 
AWWA 
ANSI 
SAE 
EEI 
MSS 


UM-201 
T222 

T13 

T219 

M216 

T220 

T218 

T617 

C593 

Clio 

•8.29A 

•8.27B 

♦8.26 

•6 

•8.31 

*8.20 

2 

•I 

*2 

•4 

•8.25 

•8.29B 

•8.30 

lA-T 

•8.27A 

•5 

T618 

5 

•7 

3 

4 

•8.51 
•3 

•8.35 

C602 

T90 

DCIO 

353 

D-47X 
T89 

MSRP-B-II3 

MSRP-B-114 

ARP1200 

D2961 

P.l 

MSRP-E-94A 

MSRPE22B.2 

MSRP-E-63 

MSRP-D-58B 

MSRP-D-7 

MSRP-D-8 

MSRP-D-8A 

MSRP-D-8B 

XR4 

198.2 

C57.1220 

C37.47 

J457H 

•288.1 

•2816 

•287.36 

•286 

1 

2408 

D2227 

RP7G 

•2817 

•287.21 

CO-l-APP.Q 

•287.32 

•287 

CO-l-IV 

•2811 

4G1-4 

275 

275S 

274 

274S 

D2885T 

MSRP-E-32A 

H15 

C704 

C37.071 

AMS2815K 

TDJ30 

SP44 
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port  on  State  of  the  Art  Measuring  Unbalanced  Transmission 

Tape 

Agricultural  Implement  Power  Takeoff  and  Drive 
1  Products  Manual  for  Carbon  Steel  Pipe;  Structural  Tubing 
rmulas  and  Calculations  for  Casing,  Tubing,  Drill  Pipe  and 
ding.  Gaging,  and  Thread  Inspection  of  Casing,  Tubing,  and 

Spec,  for 

Tent.  Spec,  for  Reinforced  Thermosetting  Resin 
Spec,  for  Spiral  Weld 
Spec,  for  High  Test 
Std.  Wet  Process  Porcelain  Insulators  (High  Voltage 
Fluid  Power  Industrial  Type  Air 
Meth.  of  Test,  for  Discharge 
or  Alternating  Cur/  Std.  for  Automatic  Circuit  Reclosers, 

69)  Std.  Requirements  for  Automatic 

Safety  Std.  for  Marine  Flexible  Fuel 
Std.  for  Deep  Well  Vertical  Turbine  Pumps 
Std.  for  Valves,  High  Pressure  Oxygen, 
Rec.  Pract.  Crane  Hoist 
eas  for  Electrical  Installations  at  Petroleum  and  Gas  Pipe 

Safety  Std.  for  Fuel 
Std.  Electric  Resistance  Welded  Mandrel  Drawn  Hydraulic 
Std.  for  Seamless  Low  Carbon  Steel  Hydraulic 
d  Protection  of  Hull  Openings  Between  Water  Line  and  Sheer 
Quick  Disconnect  Demountable  LP  Gas  Cylinder  Fuel 
Std.  Meth.  of  Test  for  Permanent 
ther  /  Rec.  Pract.  for  Use  of  the  Tex  System  to  Designate 

th.  of  Test  for  Nonmetallic  Magnetic  Cores  to  be  Used  in  A 


Line  Impedance  in  Distributed  Parameter  Coaxial  Wavegui 
Line  Measuring  Steel  Wire  (1962) 


969) 
g  Cure  (1969) 


metry  (1970) 


1/ 
Iway/ 


Test  Meth.  for 
Std.  Test  Meth.  for 
Test  Meth.  for  Coefficient  of 
Std.  Test  Meth.  for  Coefficient  of 
Std.  Meth.  for 
Safety  Std.  for  Couplings  for  Rubber 
Safety  Std.  for  Woven  Jacketed  Rubber 
Std.  Iron  Back, 

Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Sand 
Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Sand 
ctile  Iron  Pipe,  Centrifugally  Cast  in  Metal  Molds  or  Sand 
Std.  Spec,  for  the  Installation  of  Tile 
Std.  for  Polytetrafluoroethylene  (Ptfe)  Plastic 
Std.  for  Fluorinated  Ethylene  Propylene  (Fep)  Plastic 
Std.  for  Poly  (Vinylidene  Fluoride)  (Pvf  2)  Plastic 
Std.  Spec,  for  Car  and  Tender  Journal  Bearings, 
Std.  for  Truck  Bolster  Center  Plate  Vertical  Ring  Wear 
Std.  for  Truck  Bolster  Center  Plate  Horizontal  Wear 
ilive  Tape  at  180  Deg.  Angle  (1970) 

std.  Spec,  for  Prefabricated  Asphalt  Canal,  Ditch,  or  Pond 
Meth.  for  Bursting  Strength  of  Paperboard  and 
d.  for  Application  of  2  Piece  Horizontal  and  Vertical  Wear 
d.  for  Application  of  2  Piece  Horizontal  and  Vertical  Wear 
Spec,  for  Casing,  Tubing,  and  Drill  Pipe 
surfaces  of  Truck  Center  Plate  and  the  Application  of  Wear 

1970)  SAE  J955  Full  Shielding  of  Power  Dnve 

Pract.  for  the  Installation  of  Rails,  Stanchions  and  Life 

Std.  Pract.  Guide 
Spec,  for  Clearance  Diagrams  Fixed  Obstructions 
Spec,  for  Asphalt  Protective  Coatings  for  Pipe 
tor  and  Farm  Implement  Power  Takeoff  Universal  Joint  Drive 
Std.  for  Metal  Crossarm  Braces  in  Overhead 
resistance  Welded  Coiled  Steel  Tubing  for  Gas  and  Fuel  Oil 
Rec.  Pract.  for  Vehicle  Fiducial  Marks  (Reference  Grid 
c  Materia/  Std.  Meth.  of  Test  for  Ferrimagnetic  Resonance 

Rec.  Pract.  for  Test  Procedures  for  Brake  Shoe  and 
for  Water  (1971)  ANSI  A2I.4  Std.  for  Cement  Mortar 

Specific  Gravity  of  Brake 
waterproof  Membrane  Construction  for  Canal,  Ditch,  or  Pond 

Std.  for  Rivets  for  Brake 

1971)  Suggested  Good  Pract.  Regarding 
Installation  of  Flexible  Membrane 

Concrete  Slip  Form  Canal  and  Ditch 
electing  Swell,  Growth,  and  Dimensional  Stability  of  Brake 
Integrally  Clad  Plate  or  with  Applied  Corrosion  Resistant 
Wheel  Tractors  (1971)  SAE  J715  Three  Point  Free 

en  Riding  Tractors  Up  to  20  Hp  Category  0  Three  Point  Free 
Spec,  for  Distribution  Enclosed,  Open,  and  Open 
distribution  Fuse  Links  for  Use  in  Enclosed,  Open  and  Open 
vanized)  (1970)  Rec.  Std.  for 

Spec,  for  Galvanized  Steel  Chain 
Std.  Spec,  for  Chain 

eled  Tractors  (1966)  Std.  for  Three  Point  Free 

equipped  with  Quick  Attaching  Coupler  for  Three  Point  Free 
equipped  with  Quick  Attaching  Coupler  for  Three  Point  Free 
Spec,  for  Plastic  Moldings,  Electrical  Insulation  Cross 
ble  for  the  Transmission  and  Distribution  of  Elect/  Cross 
(1970)  Rec.  Pract.  for  Fusible 


IEEE 
SWA 
ASAE 
Stee  A  IS  I 
Bui.  on  Fo  API 
Spec,  for  Threa  API 
API 


ne  Pedestal  Shafts  (1968) 
ne  Pipe  Oil  Country  Tubular  Goods  (1964) 
ne  Pipe  Properties  (1971) 
ne  Pipe  Threads  (1971) 
ne  Pipe  (Seamless  and  Welded  Steel)  (1971 

ne  Pipe  (1971)  API 

ne  Pipe  (1971)  API 

ne  Pipe  (1971)  -  API 

ne  Post  Type)  (1961)  ANSI 

ne  Pressure  Regulators  (1970)  ANSI  B93.13  NFLDP 

ne  Refngerant  Oil  Separators  (1971)  ASHRA 

ne  Sectionalizers  and  Oil  Filled  Capacitor  Switches  F  NEMA 

ne  Sectionalizers  for  Alternating  Current  Systems  (19  ANSI 

ne  Sections  (1966)  UL 

ne  Shaft  and  Submersible  Types)  (1971)  ANSI  B58.1  AWWA 

ne  Shut  Off,  Manually  Operated  (1971)  SAE 

ne  Speed  and  Power  Test  Code  (1969)  SAE 
ne  Transportation  Facilities  (1966)                     /ification  of  Ar  API 

ne  Tube  Fittings  for  Marine  Use  (1964)  UL 

ne  Tubing  (1967)  ANSI  B93.4  NFLDP 

ne  Tubing  (1969)  ANSI  B93.il  NFLDP 
ne  (Boats)  (1970)                    /Act.  and  Std.  for  Installation  An  ABYC 


ne  (1960) 

near  Change  on  Firing  of  Castable  Refractories  (1970) 
near  Density  of  Fibers,  Yarn  and  Intermediates,  and  O 
near  Select  Memory  with  a  Non  Symmetrical  Ratio  Opera 
near  Shrinkage  of  Epoxy  Casting  Resins  During  Cure  (1 
near  Shrinkage  of  Thermosetting  Casting  Systems  Durin 
near  Thermal  Expansion  of  Epoxy  Casting  Systems  (1969 
near  Thermal  Expansion  of  Plastics  (1970) 
near  Thermal  Expansion  of  Rigid  Solids  with  Interfero 
ned  Fire  Hose  (1970) 
ned  Fire  Hose  (1971) 
ned  Journal  Bearings  (1970) 
ned  Molds  for  Gas  (1970) 
ned  Molds,  for  Water  or  Other  Liquids  (1970) 
ned  Molds,  for  Water  or  Other  Liquids  (1971)  ANSI  A21 
ned  Shower  Receptors  (and  Replacements)  (1969) 
ned  Steel  Pipe  and  Fittings  (1970) 
ned  Steel  Pipe  and  Fittings  (1970) 
ned  Steel  Pipe  and  Fittings  (1970) 
ned  (1970)  ANSI  H29.1 

ner  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (Rai 
ner  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (Rai 
ner  Removal  Peel  Adhesion  Test  Meth.  of  Pressure  Sens 
ner  (Exposed  Type)  (1969) 
nerboard  (1966) 

ners  to  the  Truck  Bolster  Center  Plate  (Railway  Cars) 
ners  to  the  Truck  Bolster  Center  Plate  (Railway  Cars) 
ners  (1971) 

ners.  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (1 
nes  for  Agricultural  (Farm)  Implements  and  Tractors 
nes  for  House  Boats  (1970) 

nes  for  Pipe  Support  Contractual  Relationships  (1971) 
nes  for  Third  Rail  Territory  (1969) 
nes  (1958) 
nes  (1970) 

nes  (1970)  NEMA  Ph6 
nes  (1971)  Std.  Spec,  for  Electric  ASTM 

nes)  (1970)  SAE 
newidth  and  Gyromagnetic  Ratio  of  Nonmetallic  Magneti  ASTM 
ning  Adhesives  and  Bonds  (1971)  SAE 
ning  for  Cast  Iron  and  Ductile  Iron  Pipe  and  Fittings  AWWA 
ning  (1969)  SAE 
ning  (1971)  Std.  Spec,  for  Asphalt  for  Use  in  ASTM 

nings  and  Bolts  for  Brake  Blocks  (1968)  SAE 
nings  of  Pressure  Vessels  (Nonmandatory  Appendices)  ASME 
nings  (1970)  ASAE 
nings  (1970)  ASAE 
nings  (1970)  Rec.  Pract.  for  D  SAE 

nings,  Cast  Ductile  Iron,  and  Ferritic  Steels  with  Te  ASME 
nk  Attachment  for  Hitching  Implements  to  Agricultural  ASAE 
nk  Attachment  for  Hitching  (1971)  /  to  Lawn  and  Gard  ASAE 

nk  Cutouts  (1969)  ANSI 
nk  Cutouts  (1969)  Spec,  for  ANSI 

nk  Fabric  (Bedding  or  Furniture)  Wire  (Bright  and  Gal  SWA 
nk  Fence  Fabric  (1970)  CLFMI 
nk  Fence  (1960)  AASHO 
nk  Hitch  Attachment  of  Implements  to  Agricultural  Whe  SAE 
nk  Hitch  (1966)  IS  to  Agricultural  Wheeled  Tractors  SAE 

nk  Hitch  (1967)  SAE  J909a  /Icultural  Wheel  Tractors  ASAE 

nked  Polyolefin,  Pigmented,  Flexible,  Heat  Shrinkable  SAE 
nked  Thermosetting  Polyethylene  Insulated  Wire  and  Ca  NEMA 
nks  for  Highway  Vehicle  Electrical  Wiring  Protection  SAE 


ITA 
ASTM 
ASTM 
ASTM 
SPI 
ASTM 
SPI 
ASTM 
ASTM 
UL 
UL 
AAR 
ANSI 
AWWA 
AWWA 
lAPMO 

use 
use 
use 

ASTM 
AAR 
AAR 
PSTC 
ASTM 
TAPPI 
AAR 
AAR 
API 
AAR 
ASAE 
BIA 
MSS 
AREA 
AI 

Trac  ASAE 
EEI 


Rec 


314 
•141 
R314 
18 

BUL5C3 

5B 

5L 

5LR 

5LS 

5LX 

C29.7 

T3.12.3 

69 

SGI  3 

C37.63 

1114 

ElOl 

AS1214 

J820 

RP500C 

1108 

T3.15.1 

T3. 15.67.2 

H15 

6A3 

C269 

D861 

F125T 

ERF12 

D2566 

ERFll 

D696 

E289 

236 

19 

MSRP-D-47 

A21,9 

C108 

CI51 

IS4 

PS33 

PS34 

PS35 

B67 

MSRP-D-I4B 
MSRP-D-14C 
4 

D2643 
T807 

MSRP-D-14D 
MSRP-D-14E 
5A 

MSRP-D-14A 

S297T 

HEM9 

SP77 

28-2-7 

SS7 

R331T 

TDJ6 

A539 

J182 

F130 

J840C 

C104 

J380 

D2521 

J663B 

BPVC8-1-F 

R340 

S289 

J160 

BPVC8-1-C 

S217.7 

S320 

C37.42 

C37.43 

»51.1 

•5 

M181 

J715C 

J909A 

S278.2 

AMS3674 

WC7 

J156 
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1969)  Spec,  for  Distribution  Fuse  Links  for  Use  in  Enclosed,  Open  and  Open  Link  Cutouts              ANSI  C37.43 
Spec,  for  Distribution  Oil  Cutouts  and  Fuse  Links  (1969)                                                                            ANSI  C37.44 

nditions  and  Definitions  for  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  ANSI  C37.40 

air  Switches,  Di/  Guide  for  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  ANSI  C37.48 

le  Air  Sw/  Design  Tests  for  Distribution  Cutouts  and  Fuse  Links,  Secondary  Fuses,  Distribution  Enclosed  Single  Po  ANSI  C37.41 

Std.  Spec,  for  Distilled  Linseed  Fatty  Acids  (R1969)  ASTM  D1538 

Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Meal  (Flaxseed)  (1972)  NFP  *1 

Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Oil  (Flaxseed)  (1972)  NFP  '2 

Std.  Test  Meth.  for  Foots  in  Raw  Linseed  Oil  (Gravimetric  Method)  (1969)  ASTM  D1966 

Std.  Spec,  for  Boiled  Linseed  Oil  (R1969)  ANSI  K35. 1  ASTM  D260 

Std.  Test  Meth.  for  Fools  in  Raw  Linseed  Oil  (Volumetric  Method)  (R1969)  ASTM  D1954 

Std.  Test  Meth.  for  Non  Lint  Content  of  Cotton  (1969)  ASTM  D2812 

Structural  Steel  Lintels  (Tech.  Notes)  (1969)  SCPI  31B 

e  Loads  in  Pounds  Per  Inch  in  Width  and  Spans  of  Limestone  Lintels  ( 1967)  Saf  ILIA  •8.31 

Trading  Rules  for  Cotton  Linters  ( 1971 )  NCPA  ♦S 

Std.  Meth,  for  Measuring  Dimensions  of  Multiple  Lip  Packing  Sets  ( 1 971 )  NFLDP  T3.19.5 

Std.  for  Liquefied  Hydrogen  Systems  at  Consumer  Sites  (1971)  NFPA  503 

Std.  for  the  Production,  Storage  and  Handling  of  Liquefied  Natural  Gas  ( 1971 )  NFPA  59A 

Safety  Std.  for  Marine  Liquefied  Petroleum  Gas  Cooking  Appliances  (1967)  UL  1125 

and  Installation  of  Galley  Stoves  (Other  Than  Those  Using  Liquefied  Petroleum  Gas  Fuel)  (on  Boats)  (1 970)  /ction  ABYC  A3 

Rec.  Pract.  and  Std.  Covering  the  Marine  Use  of  Liquefied  Petroleum  Gas  Systems  (on  Boats)  (1970)  ABYC  Al 

iglails.  Expansion  Coils,  and  Flexible  Hose  Connectors  for  Liquefied  Petroleum  Gas  (LPG)  (1970)  UL  569 

Safety  Std.  for  Pipe  Connectors  for  Flammable  Liquids  and  Liquefied  Petroleum  Gas  (1971)  UL  567 

Safely  Std.  for  Container  Assemblies  for  liquefied  Petroleum  Gas  (1971 )  UL  644 

Safety  Std.  Pressure  Regulators  for  Liquefied  Petroleum  Gas  (1971 )  ANSI  Z217.1  UL  144 

Rec.  Pract.  Requirements  for  the  Installation  and  Use  of  Liquefied  Petroleum  Gases  on  Freight  and  Passenger  Cars  AAR  MSRP-L-63 

graphy(1970)  Tent.  Meth.  for  Analysis  of  Liquefied  Petroleum  Gases  (LPG)  by  Process  Gas  Chromato  ASTM  D2888T 

(1970)  Std.  Meth.  of  Test  for  Sulfur  in  Liquefied  Petroleum  Gases  (Oxy  Hydrogen  Burner  or  Lamp)         ASTM  D2784 

es  by  Gas  Chromatography  (197/  Std.  Meth.  for  Analysis  of  Liquefied  Petroleum  (Lp)  Gases  and  Propylene  Concentrat  ASTM  D2163 

Std.  Spec,  for  Liquefied  Petroleum  (Lp)  Gases  (1969)  ASTM  D1835 

Std.  Meth.  of  Test  for  Residues  in  I, iquefied  Petroleum  (Lp)  Gases  ( 1970)  ANSI  Zl  1 .1 84  ASTM  D2158 

Std.  Meth.  of  Sampling  Liquefied  Petroleum  (Lp)  Gases  (1970)  ANSI  Zl  1.91  ASTM  D1265 

laps  of  Fiherboa/  Std.  Spec,  for  Water  or  Solvent  Soluble  Liquid  Adhesives  for  Automatic  Machine  Sealing  of  Top  F  ASTM  D1874 

Std.  for  Preparation  of  Liquid  Analytical  Reagents  (1958)  TAPPI  T606 

Tent.  Meth.  of  Test  for  Reaction  Threshold  Temperature  of  Liquid  and  Solid  Materials  (1970)  ASTM  D2883T 

Std.  Spec,  for  Liquid  Asphalt  (Slow  Curing  Type)  (1969)  ASTM  D2026 

Std.  Spec,  for  Slow  Curing  Liquid  Asphaltic  Road  Material  (1970)  AASHO  M14I 

Spec,  for  Asphalt  Cements  and  Liquid  Asphalts  (1970)  AI  SS2 

I  Meth.  for  Inorganic  Matter  or  Ash  in  Solid,  Semisolid  or  Liquid  Bitumens  (1942)  Std.  Tes  AASHO  Till 

1406  Std.  Meth.  for  Liquid  Calibration  of  Tanks  (1970)  ANSI  Zll. 202,  ASTM  D       API  2555 

Std.  Spec,  for  Drycleaning  Detergent,  Liquid  Charge  Type  (1970)  ASTM  D2763 

19/  Rec.  Pract.  for  55  Gallon  Single  Trip  Metal  Drums  for  Liquid  Chemicals  (Directions  for  Handling  and  Storing  MCA  D33 

Std.  Test  Meth.  for  Fatty  Acid  Composition  by  Gas  Liquid  Chromatography  of  Methyl  Esters  (1969)  ASTM  D1983 

for  Analysis  of  Oil  Soluble  Sodium  Petroleum  Sulfonates  by  Liquid  Chromatography  (1969)  ANSI  Zl  1.276  Std.  Meth.  ASTM  D2548 

for  Analysis  of  Calcium  and  Barium  Petroleum  Sulfonates  by  Liquid  Chromatography  (1970)  Tent.  Meth.  ASTM  D2894T 

Rec.  Pract.  for  Intermodal  Bulk  Liquid  Containers  ( 1970)  TTMA  RP22-70 

of  Insulating  Materials  (1968)  Std.  Test  Meth.  for  Liquid  Contaminant,  Inclined  Plane  Tracking  and  Erosion  ASTM  D2303 

Meth.  for  Photometric  and  Thermal  Test,  of  Air  and  Liquid  Cooled  Heat  Transfer  Luminaires  (1968)  lES  LM30 

or  the  Design  and  Construction  of  Gasoline  Fueled  Inboard,  Liquid  Cooled  Marine  Engines  (Boats)  (1970)  /Nd  Sld.  F  ABYC  P4 

Meth.  for  Hydrometric  Determination  of  Aerosol  Liquid  Densities  (1971 )  CSMA  AG*11 

nd  Electrical  Test,  of  Insulating  Paper  Impregnated  with  A  Liquid  Dielectric  U969)  Std.  Meth.  for  Preparing  A  ASTM  D2413 

lectric  Constant  and  Dissipation  Factor  of  Polyethylene  by  Liquid  Displacement  Procedure  (R1970)  ANSI  C59.60  /Die  ASTM  D1531 

Sampling  and  Analysis  of  Liquid  Fertilizers  (1961 )  FI  2 

Tent.  Meth.  of  Test  for  Liquid  Flow  Rate  of  Membrane  Filters  (1968)  ASTM  F317T 

and  Travel  Trailers  (1969)  ANSI  A147.1  Liquid  Fuel  Burning  Heating  Appliances  for  Mobile  Homes  UL  307A 

ns  of  the  Terms  Gross  and  Net  Calorific  Value  of  Solid  and  Liquid  Fuels  (1969)  ANSI  Z67.1  Std.  Definitio  ASTM  D407 

0)  Tent.  Meth.  for  Calculation  of  Liquid  Heat  Capacity  of  Petroleum  Distillate  Fuels  (197  ASTM  D2890T 

Std.  Measurement  of  Liquid  Hydrocarbons  by  Turbine  Meter  Systems  (1970)  API  2534 

Std.  for  Liquid  in  Glass  Industrial  Thermometers  (1962)  SAMA  PMC7-1 

Std.  Meth.  of  Determining  the  Liquid  Limit  of  Soils  (1968)  AASHO  T89 

Std.  Meth.  of  Test  for  Shock  Sensitivity  of  Liquid  Monopropellants  by  the  Card  Gap  Test  (1970)  ASTM  D2539 

Std.  Meth.  of  Test  for  Drop  Weight  Sensitivity  of  Liquid  Monopropellants  (1970)  ASTM  D2540 

.  of  Test  for  Critical  Diameter  and  Detonation  Velocity  of  Liquid  Monopropellants  (1970)  Std.  Meth  ASTM  D2541 

Std.  Meth.  of  Test  for  Water  in  Liquid  Naval  Stores  (R1969)  ASTM  D890 

Std.  Spec,  for  A  Liquid  Optical  Adhesive  (1970)  ASTM  D2851 

(/  Std  Meth.  of  Test  for  Compatibility  of  Materials  with  Liquid  Oxygen  (Impact  Sensitivity  Threshold  Technique)  ASTM  D25I2 

tory  Appendices)  ( 1971 )  Meth.  for  Liquid  Penetrant  Examination  of  Pressure  Vessels  (Manda  ASME  BPVC8-1-8 

ract.  for  the  Training,  Qualification  and  Certification  of  Liquid  Penetrant  Test.  Personnel  (1968)  Rec.  P  ASNT  TCIA/D 

for  Nondestructive  Examination:  Radiographic,  Ultrasonic;  Liquid  Penetrant;  Magnetic  Particle;  Eddy  Current  (of  T  ASME  BPVCV 

rption  (1970/  Std.  Meth.  of  Test  for  Hydrocarbon  Types  in  Liquid  Petroleum  Products  by  Fluorescent  Indicator  Abso  ASTM  D1319 

Rec.  Pract.  for  Liquid  Phase  Evaluation  of  Activated  Carbon  (1970)  ASTM  D2355 

tent.  Test  Meth  for  Determining  Freeze  Thaw  Resistance  of  Liquid  Polishes  (1968)  CSMA  60 

trainers.  Temperature  and  Density  Sensors  for  Milk  and  Its  Liquid  Products  (1970)  /.  for  Flow  Meters,  Including  S  DFISA  2800 

sing  Membrane  Filter/  Std.  Meth.  for  Processing  Aerospace  Liquid  Samples  for  Particulate  Contamination  Analysis  U  ASTM  F311 

1970)  Std.  Meth.  of  Liquid  Sampling  of  Noncryogenic  Aerospace  Propellants               ASTM  F309 
Rec  Pract.  for  Specifying  Properties  of  Paint  From  the  Liquid  State  Through  the  Curing  Stage  for  Factory  Appli              ASTM  D2336 

Std.  Spec,  for  Liquid  Toilet  Soap  (1969)  ANSI  K60.14  ASTM  D799 

1  Container  Quickly  Demountable  Type  for  Vertical  Mounting  Liquid  Withdrawal  Only  (1967)  LP  Gas  Fue  ITA  6B1 

container  Quickly  Demountable  Type  for  Horizontal  Mounting  Liquid  Withdrawal  Only  (1967)  LP  Gas  Fuel  ITA  6A1 

Std  for  Aluminum  Sulfate  (Lump,  Ground,  or  Liquid)  (1970)  AWWA  B403 

Std.  on  the  Control  of  Flammable  and  Combustible  Liquids  and  Gases  in  Manholes  and  Sewers  (1970)  NFPA  328 

td.  Definitions  of  Terms  Relating  to  Electrical  Insulating  Liquids  and  Gases  (1970)  ASTM  D2864 

Safety  Std.  for  Pipe  Connectors  for  Flammable  Liquids  and  Liquefied  Petroleum  Gas  (1971)  UL  567 

Tent.  Meth.  of  Test  for  Specific  Heat  of  Liquids  and  Solids  (1968)  ASTM  D2766T 

drums,  Steel  (Dot  5  a  Unlined)  Used  for  Shipping  Corrosive  Liquids  as  Defined  by  DOT  Regulations  (1970)  /Ct.  for  MCA  D30 

ture  Relationship  and  Initial  Decomposition  Temperature  of  Liquids  by  Isoteniscope  (1970)  /Vapor  Pressure  Tempera  ASTM  D2879 
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Coefficient  of  Thermal  Expansion  of  Electrical  Insulating 
Std.  Test  Meth.  for  Water  in  Insulating 
std.  Meth.  of  Test  for  Viscosity  of  Transparent  and  Opaque 
Std.  Test  Meth.  for  Color  of  Clear 
er  Factor  and  Dielectric  Constant  of  Electrical  Insulating 
X  and  Specific  Optical  Dispersion  of  Electrical  Insulating 
specific  Resistance  (Resistivity)  of  Electrical  Insulating 
Safety  Std.  for  Metal  Safety  Cans  for  Flammable 
Marine  Electrically  Operated  Shutoff  Valves  for  Flammable 
glass  Fiber  Reinforced  Plastic  Storage  Tanks  for  Flammable 
.  for  Marine  Electrically  Operated  Pumps  for  Non-Flammable 
for  Marine  Manually  Operated  Valves  for  Use  with  Flammable 
Std.  Meth.  of  Test  for  Solubility  of  Fixed  Gases  in 
.  Meth.  for  Estimation  of  Solubility  of  Gases  in  Petroleum 
Std.  Meth.  of  Sampling  Electrical  Insulating 
for  Portable  Shipping  Tanks  for  Flammable  and  Combustible 
pract.  and  Std.  Covering  Portable  Containers  for  Flammable 
centrifugally  Cast  in  Sand  Lined  Molds,  for  Water  or  Other 
pipe  Centrifugally  Cast  in  Metal  Molds,  for  Water  or  Other 
f  Test  for  Acidity  of  Distillation  Residues  or  Hydrocarbon 
Std.  for  Dip  Tanks  Containing  Flammable  or  Combustible 
for  Gate  Valves  (3  In.  Through  48  In.)  for  Water  and  Other 
atory  Std.  for  Tank  Vehicles  for  Flammable  and  Combustible 
In.  Cast  Iron  Pipe,  Centrifugally  Cast  for  Water  or  Other 
ast  in  Metal  Molds  or  Sand  Lined  Molds,  for  Water  or  Other 
y  Std.  for  Power  Operated  Dispensing  Devices  for  Flammable 
.  for  Absorption  (Disposable  Soft  Goods  in  the  Presence  of 
Terms  Relating  to  Density  and  Specific  Gravity  of  Solids, 
Test  Meth.  for  Sulphates  in  Sulphite  Cooking 
Std.  for  Analysis  of  Spent  Sulfite 
Tent.  Std.  for  Analysis  of  Soda  and  Sulfate  Black 
Meth.  of  Analysis  of  Sulfur  Dioxide  in  Sulfite  Cooking 
Test  Meth.  for  Analysis  of  Green  Kraft 
ested  Meth.  for  the  Measurement  of  Solids  Content  of  Black 
Bleachability  of  Pulp  (Hot  Test  with  Bleach 
Std.  for  Analysis  of  Bleaching  Powder,  Bleach 
Meth.  for  Total  Water  in  Pulp  Mill  Spent 
Std.  for  Analysis  of  Soda  and  Sulfate  White  and  Green 
n  of  Free  Available  Chlorine  Residual  in  Pulp  Chlorination 

Pre  Marketing  Check 
Pre  Marketing  Check 
Sanitation  and  Safety  Check 
Std.  for  Plastics  Piping;  A 
Industrial  Pneumatic  Tire 
Pressed  on  Hi  Load  Cushion  Solid  Truck  Tire 
Cured  on  Solid  Truck  Tire 
Industrial  Pneumatic  Truck  Tire 
han  All  Metal  Construction  for  Gas  Appliances  (1964/  Std, 
3)  Std. 
estic  Ranges  (1957)  Std. 
se  with  Gas  Fuel  (1962)  Std. 
s  Shutoff  Devices  for  Hot  Water  Supply  Systems  (196/  Std. 

uniform  Pract.  for  Nonmembership  Requirement  for  Who's  Who 
9)  Std.  Definitions  of  Terms  Relating  to 

Design  of  Ventilation  Systems  for  Poultry  and 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 
184  Std.  Meth.  of  Test  for  Breaking 

or  Future  Design  (1968)  Lawn  and  Garden  Tractors 

Spec,  for  the  Design  and  Construction  of 
Std.  Spec,  for  Structural  Clay  Non 
the  Application  of  Reinforced  Concrete  Masonry 
the  Application  of  Non  Reinforced  Concrete  Masonry 

Truck  Floor 
Rec.  Pract.  for  Tire 
Rec.  Pract.  for  Boat 
Rec.  Pract,  for  Boat 

959)  End  Gate  Single  Tier  Floating 

959)  End  Gale  Double  Tier  Floating 

69)  Std.  Meth.  for  Determining  Endurance  (Wear)  Life  and 


Liquids  of  Petroleum  Origin  and  Askarels  (R1969)  ANSI  C 


quids  (Karl  Fisher  Meth.)  (R1969)  ANSI  C59.53 
quids  (Kinematic  and  Dynamic  Viscosities)  (1970)  ANSI 
quids  (Platinum  Cobalt  Scale)  (1969) 

quids  (R1969)  Std.  Test  Meth  for  Pow 

quids  (R1969)  ANSI  C59.105  /Elh.  for  Refractive  Inde 

quids  (R1969)  ANSI  C59.51  Std.  Test  Meth.  for 

quids  (1  to  5  Gal.  Containers)  (1971) 


Safety  Std.  for 
Std.  for 
Safety  Std 
Safety  Std. 

Std 

Std. 
Rec. 

Std.  for  Cast  Iron  Pipe 
Std.  for  Cast  Iron 
Std.  Meth.  O 

Std. 
Rec.  Regul 
Std.  for  2  In.  arid  2  1/4 
/Iron  Pipe,  Centrifugally  C 
Safet 

Rec.  Test  Meth 
Std.  Definitions  of 


uplings  (1971) 
lers  (1970) 
s  (1971) 

products  (1970) 
d  Tractors  (1970) 


Rec. 
Std.  for 

Rec.  Pract.  Permissible 
Std.  for 
Pressed  on  Hi 
Std.  for  Static  and  Dynamic 
Spec,  for  Aircraft  Cargo  Unit 

Rec.  Pract.  for  Industrial  Truck 


Radius  of 
Std.  Test  Meth.  for  Bearing 
Std.  Test  Meth.  for  Transverse 
ed  Hand  Trucks  (Walkie)  (Operation  of  Tractor  Controls  for 
d  Refractories  Packaged  in  Cartons  Type  X-1  (1962)  Pallet 
d  Refractories  Packaged  iri  Cartons  Type  X-2  (1962)  Pallet 


quids  (1964) 
quids  (1965) 
quids  (1968) 
quids  (1968) 
quids  (1969) 
quids  (1969) 
quids  (1970) 
quids  (1970) 
quids  (1970) 
quids  (1970) 

quids  (1970)  ANSI  A21.6 
quids  (1970)  ANSI  Z11.77 
quids  (1971) 
quids  (1971) 
quids  (1971) 

quids  (1971)  ANSI  A21.12 
quids  (1971)  ANSI  A2I.51 
quids  (1971)  ANSI  Z216.1 
quids)  (1970) 
quids,  and  Gases  (1970) 
quor  (Gravimetric)  (1971) 
quor  (1953) 
quor  (1964) 
quor  (1970) 
quor  (1971) 

quor  (1971 )  '  Sugg 

quor)  (1971) 

quor,  and  Bleach  Sludge  (1947) 

quors(1954) 

quors  (1968) 

quors  (1971)  Suggested  Meth.  for  the  Determinatio 

St  for  Aerosol  and  Aerated  Products  (1971) 

St  for  Food  Aerosols  Only  (1971) 

St  for  the  Baking  Industry  (1967) 

St  Used  for  Procurement  and  Identification  (1970) 

St  (Trucks)  Preferred  and  Future  Design  (1966) 

St  (1964) 

St (1964) 

St,  Preferred  and  Future  Design  (1966) 
sting  Requirements  for  Flexible  Connectors  of  Other  T 
sting  Requirements  for  Gas  Appliance  Thermostats  (196 
sting  Requirements  for  Gas  Conversion  Burners  for  Dom 
sting  Requirements  for  Quick  Disconnect  Devices  for  U 
sting  Requirements  for  Relief  Valves  and  Automatic  Ga 
sting  (1969) 

thologic  Classes  and  Physical  Components  of  Coal  (196 

vestock  Shelters  (1970) 
Load  Anchored  with  Steel  Strapping  20  Pallets  (1959) 
Load  and  Elongation  of  Textile  Fabrics  (1970)  ANSI  LI4. 
Load  and  Inflation  Pressures  and  Tire  Selection  Table  F 
Load  Bearing  Concrete  Masonry  (1969) 
Load  Bearing  Tile  (1971)  ANSI  A76.1 
Load  Bearing  Walls  in  Mulli  Storied  Structures  (1968) 
Load  Bearing  Walls  in  Multi  Storied  Structures  (1969) 
Load  Calculations  (1965) 
Load  Capacities  on  Boats  (1969) 
Load  Capacity  (1964) 
Load  Capacity  (1970) 

Load  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  (1 
Load  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  (1 
Load  Carrying  Capacity  of  Dry  Solid  Film  Lubricants  (19 
Load  Cell  Terminology  and  Definitions  (1962) 
Load  Cell  Test  Procedures  (1964) 

Load  Classification  and  Service  Factors  for  Flexible  Co 
Load  Concentration  for  Tandem  Axle  General  Purpose  Trai 
Load  Control  for  Use  on  Central  Electric  Heating  System 
Load  Cushion  Solid  Truck  Tire  List  (1964) 
Load  Deflection  Characteristics  of  Molded  Solid  Rubber 
Load  Devices  (1971) 

Load  Handling  Controls  for  Powered  Industrial  Trucks  An 
Load  Handling  Symbols  (1971) 

Load  Indicating  Devices  in  Lifting  Crane  Services  (1968 

Load  Measuring  Devices  (1968) 

Load  of  Corrugated  Plastic  Panels  (1969) 

Load  of  Corrugated  Reinforced  Plastics  Panels  (1969) 

Load  Pick  Up)  (1968)  Motoriz 

Load  Protection  for  Export  Shipments,  Rec.  for  Brick  An 

Load  Protection  for  Export  Shipments,  Rec.  for  Brick  An 


ASTM 
ASTM 
ASTM 
ASTM 
A.STM 
ASTM 
ASTM 
UL 
UL 
FMS 
UL 
UL 

ASTM 

ASTM 

ASTM 

NFPA 

ABYC 

AWWA 

AWWA 

ASTM 

NFPA 

AWWA 

NFPA 

AWWA 

AWWA 

UL 

DA 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

CSMA 

CSMA 

AIB 

SPI 

ITA 

ITA 

ITA 

ITA 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

PSA 

ASTM 

ASAE 

RI 

ASTM 

SAE 

NCMA 

ASTM 

NCMA 

NCMA 

ITA 

BIA 

BIA 

ABYC 

RI 

RI 

ASTM 

SAMA 

SAMA 

AGMA 

TTMA 

EEI 

ITA 

RMA 

NSA 

ITA 

ITA 

SAE 

SAE 

ASTM 

ASTM 

ITA 

RI 

RI 


D1903 
D1533 
D445 
DI209 
D924 
D1807 
D1169 
30 
1115 
7-88 
1113 
1106 
D2780 
D2779 
D923 
386 
P12 
C108 
C106 
D1093 
34 

C500 

385 

CI12 

C15I 

87 

10.0 

E12 

UM-600 

T629 

T625 

T604 

UM-606 

T650SU 

UM-207 

T611 

T641 

T624 

T678SU 

AG*29 

AG*30 

133 

PPI-TR5 
9F1-2 
904 
9D1 

9F2 

Z21.45 

Z21.23 

Z21.39 

Z21.41 

Z2I.22 

9 

D2796 

D270.3 

P209-2 

D1682 

J344 

7 

C56 

10 

9 

11 

204 

303 

H5A 

P217-2 

P220-2 

D2625 

MITl 

MIT2 

514.02 

RPl-62 

71-43 

9C4 

*8.22 

3610 

2A1-2 

2L2 

J376 

J375 

D1602 

D1502 

2C3 

P238 

P239 
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ry  Bulk  Materials  Packaged  in  Bags  Type  X-3  (1962)  Pallet 
ry  Bulk  Materials  Packaged  in  Bags  Type  X-4  (1962)  Pallet 
Finned  Tube  Radiation;  Test,  and  Rating  Co/  Std.  for  Net 

)  Passenger  Door  Hinge  Systems  (Test  Procedures  and  Static 
les  Under  Static  Axial  Load  (1969/  Std.  Meth.  of  Test  for 

Rec.  Pracl.  for  Crane 
Meth  for  Static 

ing  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
oading  Pattern  (for  Rail  Shipment)  Single  Tier  Wood  Braced 
ment)  for  Bulk  Materials  Packed  in  Bags,  Single  Tier  Solid 
ing  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
Meth.  for  Determining  the  Compressive  Yield 
n.  Ends  (1969)  Pallet 
(1969)  Pallet 
tion  4  Slides  and  Top  (1969)  Pallet 
es(1961)  Pallet 
es  (1969)  Pallet 
es  (1969)  Pallet 
s  (1969)  Pallet 

Pallet 

th.  for  Deflection  Temperature  of  Cured  Epoxy  Resins  Under 
rupture  of  Type  Three  Polyethylenes  Under  Constant  Tensile 
ationship  for  Individual  Vertical  Piles  Under  Static  Axial 
type"C"  Carloading  Pattern  (for  Rail  Shipment;  Anchored 

quirements  for  Regular  Bicycles  Including  Tests  for  Static 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Solid 
arloadmg  Pattern  (for  Rail  Shipment)  Single  Tier  Floating 
arloading  Pattern  (for  Rail  Shipment)  Single  Tier  Floating 
rail  Shipment)  for  Insulating  Firebrick,  Single  Tier  Solid 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Solid 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Solid 
ing  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
Pattern  (for  Rail  Shipment  of  Brick)  Double  Tier  Floating 
t)  for  Bulk  Materials  in  Steel  Drums,  Double  Tier  Floating 
Structural  Design  of  Serpentine  Walls,  Non 
ts  (Fork  Industrial  Truck  Rider  Type,  Operation,  Stacking, 
Rec.  Pract.  for  Housings  for  Single  and  Two  Plate  Spring 
Flywheels  for  Single  Plate  Spring 
Flywheels  for  Two  Plate  Spring 
Meth.  for  Impact  Resistance  of 
Std.  for  Front  End 
Front  End  Agricultural  (Farm) 
Std.  for  Spec.  Definitions,  Industrial  Tractor  Front  End 
for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Front  End 

Agricultural  Tractor  Tire 
956)  Suggested  Pallet 

.  for  Strength  Properties  of  Adhesives  in  Shear  by  Tension 
Rec.  Criteria  for  the  Safe 
s(1962)  Guide  for 

insulating  Firebrick,  Single  Tier  Solid  Load,  22  /  Pallet 
ngth  Properties  of  Metal  to  Metal  Adhesives  by  Compression 
eth.  for  Creep  Properties  of  Adhesives  in  Shear  by  Tension 
for  Creep  Properties  of  Adhesives  in  Shear  by  Compression 
Spec,  for  Design  of  Wood  Bridges  and  Trestles  for  Railway 
Flexural  Strength  of  Adhesive  Bonded  Laminated  Assemblies 
d  Construction  of  Reinforced  Concrete  Trestles  for  Railway 
adhesives  in  Two  Ply  Wood  Construction  in  Shear  by  Tension 
durability  of  Adhesive  Joints  Stressed  in  Shear  by  Tension 
Construction  of  Prestressed  Concrete  Trestles  for  Railway 
.  or  Cushion  Solid  Rubber  Tires  (19/  Rec.  Pract.  for  Axle 

Basis  for  Permissible  Tire 
Agricultural  Tractor  Tire 
1967)  Design 
stress  Relaxation  of  Plastics  Under  Tension  or  Compression 

Std.  for  Design  Wind 
Std.  Building  Code  Requirements  for  Minimum  Design 
e  Lintels  (1967)  Safe 
Rec.  Pract.  to  Prevent  Roof  Collapse  Caused  by  Snow 

Floor 

Designing  (Farm)  Buildings  to  Resist  Snow  and  Wind 
dows,  Curtain  Walls,  and  Doors  Under  the  Influence  of  Wind 
d  Bank  Safes  and  Vaults  (1970)  Safety  Std.  for 

anual)  (1971)  Definitions  for 

Geometric  Design  Guide  for 
and  Water  Treatment,  Quality  and  Management  (/  a  Guide  to 
ercial  Transport  Type  Aircraft  (1971)  Rec.  Pract.  for 

Safety  Std.  for  Industrial  Furnaces;  Design, 
Std.  for  Ovens  and  Furnaces  (Design, 
Safeguards  for  Construction, 
s)(1970)  Rec.  Pract.  and  Std.  for  the 

ration,  Removal,  Demolition,  Equipment,  Use  and  Occupancy, 
970)  Rec.  Pract.  and  Std.  Covering 

aving  Floating  Sills  with  the  Train  Line  and  Angle  /  Std. 
stry  (1964)  Rec. 
f  Telephone  Control  Offices  (1971)  Rec.  for 

for  Portable  Electric  Lighting  Units  for  Use  in  Hazardous 


Load  Protection  for  Export  Shipments,  Rec.  for  Refracto 
Load  Protection  for  Export  Shipments,  Rec.  for  Refracto 
Load  Recommendations  for  Heating  Boilers;  Baseboard  and 
Load  Requirements)  (1969)  /Ec.  Pract.  for  Vehicle  (Car 

Load  Settlement  Relationship  for  Individual  Vertical  Pi 
Load  Stability  Test  Code  (1969) 

Load  Strength  of  Flexible  Barrier  Material  Seals  (1969) 

Load  Tilted  Pallets  26  to  27  Pallets  (1959)  Cadoad 

Load  20  Pallets  (1959)  Carl 

Load  22  to  23  Pallets  (1959)  /Ading  Pattern  (Rail  Ship 

Load  26  to  27  Pallets  (1959)  Carioad 

Load  (Crush  Test)  of  Plastic  Containers  (1968) 

Load  (of  Brick)  Protection  Type'  A"  protection  Two  36  I 

Load  (of  Brick)  Protection  Type"C"  protection  3  Slides 

Load  (of  Brick)  Protection  Type  'C"  weatherproof  Protec 

Load  (of  Brick)  Protection  Type"C-l"  protection  4  Slid 

Load  (of  Brick)  Protection  Type"C-2"  protection  4  Slid 

Load  (of  Brick)  Protection  Type"C-6"  protection  4  Slid 

Load  (of  Brick)  Protection  Type"D',  on  Two  48  In.  Side 

Load  (of  Brick)  Protection  Type"P"  shrink  Wrap  (1969) 

Load  (1969)  Test  Me 

Load  (1969)  Std.  Test  Meth.  for  Environmental  Stress 

Load  (1969)  /Td.  Meth.  of  Test  for  Load  Settlement  Rel 

Load)  Single  Tier  with  Skid  Retarders,  20  Pallets  with 

Load,  Frame,  Fork,  Steering  Assembly  and  Tire  Blowout 

Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Brick  in 

Load,  20  Pallets  (1959) 

Load,  20  Pallets,  End  Gates  Only  (1959) 

Load,  22  to  23  Pallets  in  40  Ft.-6  In.  Car,  28  to  29  Pa 

Load,  22  to  23  Pallets,  Loose  Bnck  in  Door  Area  (1959) 

Load,  22  to  23  Pallets,  Wood  Braced  in  Place  of  Loose  B 

Load,  24  to  25  Pallets  (1959)  Carload 

Load,  28,  32,  or  36  Pallets,  End  Gates  Only  (1959)  /Ing 

Load,  4  Units  Per  Car,  24  to  40  Pallets  (1954)  /Hipmen 

Loadbeanng  (Tech.  Notes)  (1968) 

Loaded  and  Unloaded,  Travel  Speed)  (1964-69)  /Form  Tes 

Loaded  Clutches  (1968) 

Loaded  Clutches;  Rec.  Pract.  (1969) 

Loaded  Clutches;  Rec.  Pract.  (1969) 

Loaded  Fiberboard  Shipping  Containers  (1971) 

Loader  Bucket  Rating  (1969) 

Loader  Ratings  (1969) 

Loader  (1968) 

Loaders  and  Dozers  (1971)  /Nimum  Performance  Criteria 

Loading  and  Inflation  Pressures  (1970)  SAE  J709a 
Loading  Arrangement  for  Plastic  Firebrick  in  Cartons  (1 
Loading  at  Elevated  Temperatures  (Metal  to  Metal)  (1969 
Loading  of  Small  Boats  (1970) 

Loading  Oil  Immersed  Distribution  and  Power  Transformer 
Loading  Pattern  and  Carloading  (for  Rail  Shipment)  for 
Loading  (Disk  Shear)  (1969)  Std.  Test  Meth.  for  Stre 

Loading  (Metal  to  Metal)  (1969)  Std.  Test  M 

Loading  (Metal  to  Metal)  (1969)  Std.  Test  Meth. 

Loading  (1969) 

Loading  (1969)  Std.  Test  Meth.  for 

Loading  (1970)  Spec,  for  Design  An 

Loading  (1970)  /Test  Meth.  for  Strength  Properties  of 

Loading  (1971)  Std.  Rec.  Pracl.  for  Determining 

Loading,  Using  Box  Beams  (1970)  Spec,  for  Design  and 

Loadings  for  Counterbalanced  Rider  Fork  Trucks  with  Std 
Loadings  (1965) 

Loadings,  Torque  Factors,  and  Inflation  Pressures  (1968 

Loads  and  General  National  Building  Code  Requirements 

Loads  at  Various  Temperatures  (1969)  /  Time  Creep  and 

Loads  for  Walls  of  Rectangular  Buildings  (1967) 

Loads  in  Buildings  and  Other  Structures  (1955) 

Loads  in  Pounds  Per  Inch  in  Width  and  Spans  of  Limeston 

Loads  (Construction)  (1971) 

Loads  (of  Buildings  for  Industrial  Trucks)  (1956) 

Loads  (1969) 

Loads  (1970)  /R  Structural  Performance  of  Exterior  Win 

Local  Burglar  Alarm  Units  and  Systems  for  Mercantile  An 
Local  Fire  Protective  Signalling  Systems  (in  Training  M 
Local  Roads  and  Streets  (1971) 

Locating  and  Constructing  Wells,  Sizing  Water  Systems, 
Location  and  Actuation  of  Flight  Deck  Controls  for  Comm 
Location  and  Equipment  (1971) 
Location  and  Equipment)  (1971) 
Location  and  Fire  Protection  of  Clean  Rooms  (1971) 
Location  and  Installation  of  Storage  Batteries  (on  Boat 
Location  and  Maintenance  of  Buildings  and  Structures  (1 
Location  and  Visibility  of  Navigation  Lights  (Boats)  (1 
Location  of  Angle  Cocks  on  Freight  Cars  of  Any  Length  H 
Location  of  Spot  for  Price  Marking  for  the  Grocery  Indu 
Location,  Construction,  Occupancy  and  Fire  Protection  O 
Locations  Class,  Groups  C  and  D,  and  Class  li.  Group  G 


RI 
RI 

MCAA 
SAE 
ASTM 
SAE 
TAPPI 
RI 
RI 
RI 
RI 
SPI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
SPI 
ASTM 
ASTM 
RI 

BMA 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 

SCPI 
ITA 
SAE 
SAE 
SAE 
TAPPI 
SAE 
ASAE 
SAE 
SAE 
ASAE 
RI 

ASTM 
ABYC 
ANSI 
RI 

ASTM 
ASTM 
ASTM 
AREA 
ASTM 
AREA 
ASTM 
ASTM 
AREA 
ITA 
ITA 
SAE 
AIA 
ASTM 


P240 
P241 
M 

J934A 
Dl  143 
J765A 
T518 
P232-1 
P208-2 
P225-2 
P210-2 
PBD3 
P202-1 
P204-1 
P243 
P235 
P236 
P246 
P229-1 
P247 
ERF17 
D2552 
D1143 
P212-1 
6/4 

P230-1 
P233-1 
P214-2 
P223-1 
P205-2 
P207-2 
P231-1 
P216-2 
P227 
33 

4C 17-51 
J373 
J618C 
J6I9C 
T80I 
J742B 
S301 
J732C 
J237 
S295.I 
P228-1 
D2295 
H5 

C57.92 
P223-1 
D2182 
D2294 
D2293 

7-  2-1 
D1184 

8-  9-1 
D2339 
D2919 
8-17-25 
IIBI 
9B1 
J709B 
CO-l-IX 
D674 

NAAMMWL-IO-T 


ANSI 

ILIA 

EMS 

ITA 

ASAE 

ASTM 

UL 

NEMA 

AASHO 

WSC 

SAE 

NFPA 

NFPA 

FMS 

ABYC 

AIA 

ABYC 

AAR 

GMA 

FMS 

UL 


A58.1 

•8.31 

1-54 

UAl 

R288.2 

E330 

609 

SB4 

•5 

•1 

ARP268E 

86B 

86A 

LPDl-56 
ElO 

CO-l-APP.Q 
H6 

MSRP-E-32A 
•1-5.5 
LPD14-18 
781 
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70)  Rec.  Pract.  for  Connection  and  Accessory 

Rec.  for  Lighting  Indoor 
Application  of  Gypsum  Wallhoard  on  Exterior 
ements  for  the  Application  of  Gypsum  Wallboard  on  Exterior 
Rec.  for  the  Application  of  Gypsum  Plaster  on  Exterior 
Electrical  Outlet  Boxes  and  Fittings  for  Use  in  Hazardous 
Std.  Snap  Switches  for  Use  in  Hazardous 
Std.  Industrial  Control  Equipment  for  Use  in  Hazardous 
Safety  Std.  for  Electrical  Heaters  for  Use  in  Hazardous 
y  Std.  for  Electric  Lighting  Fixtures  for  Use  in  Hazardous 
for  Electric  Flashlights  and  Lanterns  for  Use  in  Hazardous 
essurized  Enclosures  for  Electrical  Equipment  in  Hazardous 
afe  Electrical  Circuits  and  Equipment  for  Use  in  Hazardous 
d.  for  Electric  Motors  and  Generators  for  Use  in  Hazardous 
std.  for  Electrically  Operated  Valves  for  Use  in  Hazardous 
Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of 

Door  Lock  Wire 
Product  Std.  for  Locks  and 
Rec.  Std.  for 
Rec.  Spec,  for  Helical  Spring 
Door 

Std.  for  Die  Buttons;  Basic  Ball 
Std.  for  Plain, 

tional  (Wetted)  Surfaces  for  Use  Around  Swimming  Pools  and  Locker  Rooms  (1971) 

g  Recess,  Close  Tolerance,  Alloy  Steel,  Short  Thread.  Self  Lock 
,  Hex  Head,  Close  Tolerance,  A286  CRES,  Short  Thread,  Self  Lock 
,  Hex  Head,  Close  Tolerance,  A286  CRES,  Long  Threads,  Self  Lock 
Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Lock 
hex  Head,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Lock 
0  Deg.  Head,  Tri  Wing  Recess,  A286  CRES.  Full  Thread,  Self  Lock 
deg.  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full  Thread,  Self  Lock 
g.  Oval  Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Self  Lock 
Tri  Wing  Recess,  6al-4v  Titanium  Alloy,  Full  Thread  Self  Lock 
Close  Tolerance,  6al-4v  Titanium  Alloy.  Long  Thread,  Self  Lock 
lose  Tolerance,  6al-4v,  Titanium  Allov,  Short  Thread,  Self  Lock 
Tolerance,  Short  Thread,  Tri  Wing  Recess,  A286  CRES,  Self  Lock 
tolerance.  Short  Thread,  Tri  Wing  Recess,  Alloy  Steel  Self  Lock 
lister  Head,  Full  Thread,  Tri  Wing  Recess,  A286  CRES,  Self  Lock 
ng  Recess,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Lock: 
short  Thread,  Tri  Wing  Recess,  Titanium  Alloy  6al-4v,  Self  Lock 
close  Tolerance  6al-4v  Titanium  a  Alloy,  Long  Thread,  Self  Lock 
wing  Recess,  Close  Tolerance,  A286  CRES,  Long  Thread,  Self  Lock 
Full  Thread,  Tri  Wing  Recess,  Titanium  Alloy,  6al-4v  Self  Lock 
ster  Head,  Full  Thread,  Tri  Wing  Recess,  Alloy  Steel,  Self  Lock 
ing  Recess.  Close  Tolerance,  A286  CRES,  Short  Thread,  Self  Lock: 
Close  Tolerance,  6al-4v  Titanium  Alloy  Short  Thread,  Self  Lock 
Screw  Machine,  Flathead  100  Deg.  Plain  and  Self  Lock 
w,  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Lock 
w.  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Lock: 

Std.  Part  Screw.  Self  Lock 
(1971)  Std.  Part  Bolt,  Self  Lock 

Std.  Part  Screw,  Self  Lock 
Std.  Part  Screw,  Self  Lock 
Insert  Molded  In,  Blind  Threaded,  Self  Lock: 
Std.  Part  Nut  Assembly,  Self  Locki 
Insert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Lock 
(1970)  Insert  Molded  in  Bhnd  Threaded,  Self  Lock 

Insert  Molded  in  Blind  Threaded,  Self  Lock: 
Insert  Molded  In,  Thru  Threaded,  Self  Lock: 
Std.  Part  Screw,  Self  Lock 
Sid.  Part  Screw,  Self  Lock 
Std.  Part  Nut,  Self  Lock: 
971)  Std.  Part  Nut,  Self  Lock 

Std.  Part  Nut,  Self  Locki 
Std.  Part  Nut,  Self  Lock 
Insert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Lock 
Insert  Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self  Lock 

Std.  Part 

ation  Marking  of  Grades  B  and  C  Prevailing  Torque  Type  Hex 
Std.  for  Prevailing  Torque  Type  Steel  Hex 
Std.  for  Prevailing  Torque  Type  Steel  Hex  Flange 
Product  Std.  for 

Spec,  for  Secondhand  A.A.R.  Std.  E  Couplers,  Knuckles; 
Spec,  for  Secondhand  Std.  E  Couplers.  Knuckles, 
for  Purchase  and  Acceptance  of  Std.  E  Couplers,  Knuckles, 

Std.  Part 

d  Slings  (1968)  Safety  Code  for  Crawler, 

Itrasonic  Inspection  of  New  Freight  Car,  Passenger  Car  and 
Tester  Test  Apparatus  (for  Nonturbocharged  Diesel  Railroad 
Std.  Spec,  for  Copper  Plates  for 
Spec,  for 
Spec,  for  Railway  Car  and 
1970)  Spec,  for 

Rec.  Pract.  Recommendations  on  Radio  Controlled 
Std.  Spec,  for  Bronze  Castings  in  the  Rough  for 
olt  Heads.  Nuts,  Castle  or  Slotted  Nuts  and  Screw  Threads 


Locations  for  Towing  Doubles  and  Multiaxle  Trailers  (19 
Locations  of  Central  Station  Properties  (1957) 
Locations  (Metal  Frame  Construction)  (1968) 
Locations  (Wood  Frame  Construction)  (1968) 
Locations  (1967) 
Locations  (1969)  ANSI  C33.27 
Locations  (1969)  ANSI  C33.29 
Locations  (1969)  ANSI  C33.30 
Locations  (1971) 
Locations  (1971) 
Locations  (1971) 
Locations  (1971) 
Locations  (1971) 
Locations  (1971)  ANSI  C33.72 

Locations,  Class  1,  Groups  A,  B,  C,  and  D,  and  Class  II 
Lock  Forming  Quality  by  the  Hot  Dip  Process  (1971) 
(Lock  Spring  Wire)  (1962) 
Lock  Trim  for  Doors  (1970) 
Lock  Washer  Wire  (1970) 
Lock  Washers  (1970) 
Lock  Wire  (Lock  Spring  Wire)  (1962) 
Lock  (1970) 

Lock,  Beveled  and  Test  Washers  (1970) 


SAE 
lES 

GA 

Requir  GA 
GA 

Safety  Std.  for  UL 
UL 
UL 
UL 
Safet  UL 
Safety  Std.  UL 
Std.  for  Purged  and  Pr  NFPA 
Safety  Std.  for  Intrinsically  S  UL 
Safety  St  UL 
UL 


ID. 


ASTM 

SWA 

BHMA 

SWA 

HWI 

SWA 

ANSI 

IFI 


ng  and  Nonlocking  (1967) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 
ng  and  Nonlocking  (1970) 


/.  for  Resilient  Artificial  Recrea  NSF 
/  100  Deg.  Head,  Tri  Win  NSA 
Bolt  NSA 
Bolt  NSA 
Bolt,  NSA 
Bolt,  NSA 
Screw,  10  NSA 
Screw,  100  NSA 
Screw,  100  De  NSA 
Screw,  100  Deg  NSA 
Bolt,  Hex  Head,  NSA 
Bolt,  Hex  Head,  C  NSA 
Bolt,  Pan  Head,  Close  NSA 
Bolt,  Pan  Head,  Close  NSA 
Screw,  Machine  Flat  Fil  NSA 
/,  100  Deg.  Head,  Tri  Wi  NSA 
/Head,  Close  Tolerance.  NSA 
/Head.  Tri  Wing  Recess,  NSA 
/Lt.  100  Deg.  Head.  Tri  NSA 
/Ne  Flat  Fillister  Head,  NSA 
/Rew,  Machine  Flat  Filli  NSA 
/T,  100  Deg.  Head,  Tri  W  NSA 
10  Deg.  Tri  Wing  Recess,  NSA 
NSA 


ng  (1970) 

ng.  Alloy  Steel  and  Corrosion  Resisting  Steel,  Uni  NSA 

ng.  Alloy  Steel  and  Corrosion  Resisting  Steel,  Uni  NSA 

ng.  Flat  Fillister  Head,  Full  Thread  (1971)  NSA 

ng.  Flat  Fillister  Head,  Torq  Set,  Close  Tolerance  NSA 

ng.  Flat  100  Deg.  Head,  Full  Thread  (1971)  NSA 

ng.  Flat,  100  Deg.  Head,  Shear,  Torq  Set  (1971)  NSA 

Locking,  Floating,  Sandwich  Panel  (1970)  NSA 

Locking,  Gang  Channel,  Low  Height.  C-Bored  (1971)  NSA 

ng.  Lightweight,  Sandwich  Panel  (1970)  NSA 

ng,  Non  Self  Locking,  Lightweight,  Sandwich  Panel  NSA 

ng,  Non  Self  Locking,  Sandwich  Panel  (1970)  NSA 

ng,  Non  Self  Locking,  Sandwich  Panel  (1970)  NSA 

ng.  Pan  Head,  Full  Thread  (1971)  NSA 

ng.  Pan  Head.  Shear  Torq  Set  (1971)  NSA 

ng.  Plate  Corner,  Low  Height,  Csk  ( 1 97 1 )  NSA 

ng,  Plate  One  Lug.  Low  Height.  C-Bore,  Floating  (1  NSA 

ng,  Plate  One  Lug,  Low  Height,  Csk  (1971)  NSA 

ng,  Plate  Two  Lug.  Low  Height,  Csk  (1971)  NSA 

ng.  Sandwich  Panel  (1970)  NSA 

ng.  Sandwich  Panel  (1970)  NSA 

Locknut  (Bearing  Retaining)  (1971)  NSA 

Locknuts  (1968)                    Std.  for  Grade  and  Source  Identific  IFI 

Locknuts  (1969)  IFI 

Locknuts  (1969)  IFI 

Locks  and  Lock  Trim  for  Doors  (1970)  BHMA 

Locks  and  Other  Parts  (Freight  Cars)  (1970)  AAR 

Locks  and  Other  Parts  (1970)  AAR 

Locks,  and  Other  Parts  (1970)  Spec.  AAR 

Lockwasher  (Bearing  Retaining)  (1971)  NSA 

Locomotive  and  Truck  Cranes;  Derricks,  Hoists,  Jacks  An  ANSI 
Locomotive  Axles  (1970)                                       Spec,  for  U  AAR 

Locomotive  Engines)  (1971)                           Std.  for  Spark  Ar  AAR 

Locomotive  Fireboxes  (1969)  ASTM 

Locomotive  Journal  Box  Oil  (1970)  AAR 

Locomotive  Journal  Lubricating  Devices  (1970)  AAR 

Locomotive  Unions  and  Pipe  Fittings,  300  Lb.  Pressure  AAR 

Locomotive  Unit  Operation  (Railway)  (1970)  AAR 

Locomotive  Wearing  Parts  (1970)  ANSI  H28.1  ASTM 
(Locomotive)  (1954)                                                Std.  for  B  AAR 


J849B 

CP9 

'15 

•15.1 

•7 

886 

894 

698 

823 

844 

783 

496 

913 

674(B) 

1002 

A527 

*107 

601 

*52 

*1 

•107 
B94.29 
SEC.K 
39 

4400-16 

6303-20 

6704-20 

6604-20 

6203-20 

5700-6 

5600-6 

6500-6 

5800-6 

6804-20 

6403-20 

5100-6 

5000-6 

5400-6 

4104-16 

5200-06 

4304-16 

4204-16 

5500-6 

5300-6 

4500-16 

4600-16 

662 

1351 

1352 

1191 

1181 

1189 

1161 

1835 

688 

1836 

1836 

1832 

1833 

1190 

1171 

685 

687 

683 

681 

1832 

1833 

1493 

108 

100 

107 

601 

MSRP-M204A 

M204A 

M204 

1443 

B30.5 

MSRP-MIOIA 

MSRP-F-253 

Bll 

MSRP-M-906 

MSRP-M-918 

MSRP-M-404 

MSRP-F-II 

B66 

MSRP-L-27 
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for  Body  Marking  for  All  Valves  (Globe  and  Angle  for  Steam 
Nul  (Outside  Screw)  (for  Globe  and  Angle  Valves  for  Steam 
Spec,  for  Wrought  Carbon  Steel  Wheels  for 
Spec,  for  Wheels,  Cast  Carbon  Steel  for 
Rec  Pract.  for  Main  Reservoir  and  Radiation  System  for 
Spec,  for  Brake  Cylinder  Lubricant  (Grease)  for 
esters  for  Nonturbocharged  Diesel  Engines  Used  in  Railroad 
rec.  Pract.  for  Pipe  Unions  of  the  Nut  and  Nipple  Type  for 
I,ength  Thermal  Process  (1971 ) 

Graded  Lumber  of  Douglas  Fir,  Southern  Pine,  Hem-Fir,  and 
al  Vehicles:  Tractors,  Tangential  Pull  Factors,  Implement, 
mining  and  Logging  (Short  Hauls);  Road  Graders,  Mining  and 
Tires,  for  Off  the  Road  Vehicles:  Earthmoving,  Mining  and 
Procedure  for  Noise  Margin  Measurements  for  Semiconductor 
Rec.  Safe  Pract.  for  Outside  Storage  of 
Std  for  Polarized  Aluminum  Electrolytic  Capacitors  for 
Std.  Spec,  for  Steel,  Sheet,  Cold  Rolled, 
d  for  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess, 
Std.  Part  Bolt  Flat  Pan  Head,  Hi  Torque  Recess, 
Std.  Part  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess, 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel, 
Bolt,  Hex  Head,  Close  Tolerance,  6al-4v  Titanium  Alloy, 
Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy  Steel, 
Tri  Wing  Recess,  Close  Tolerance  6al-4v  Titanium  a  Alloy 
00  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  ORES, 
Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES, 
Tension  or  Compression  Loads  at  V/  Rec.  Pract  for  Test 

Test  Meth.  for 

cimens  (1/  Std.  Meth.  of  Test  for  Fundamental  Transverse, 

Rec.  Pract.  for  Nonmetallic 
Std.  Part  Clamp 

r  Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets, 
Single  Tier  Solid  Load,  Tilted  Pallets,  22  to  23  Pallets, 
tier  Solid  Load,  22  to  23  Pallets,  Wood  Braced  in  Place  of 
iameter.  Sanitary  Style  (1969)  Rec.  Std. 

ans,  610  Diameter,  Deep  Drawn  Profile  (196/  Rec.  Std.  for 

ns  401  Diameter,  Flat  Panel  Profile  (1969)  Rec.  Std.  for 

ns  401  Diameter,  Deep  Drawn  Profile  (1969)  Rec.  Std.  for 

,  211  Diameter  (1968)  Rec.  Std.  for 

02  Diameter)  (1970)  Rec.  Std.  for 

Std.  Test.  Procedure  for  Measunng 
Single  Sample  Test  Method  of  Textile  Tensile 
Multiple  Sample  Test  Meth.  of  Textile  Tensile 
Electronic  Computer 
Test  Meth.  for  Sulphur 
rrosivity  of  Water  in  the  Absence  of  Heat  Transfer  (Weight 
Std.  Test  Meth.  for  Heating 
Std.  Meth.  of  Test  for  Evaporation 
Tent.  Std  for  Abrasion 
Std.  Test  Meth.  for  Weight 
Test  Meth.  for  Alkali 
Std.  Meth.  for 
Std.  Test  Meth.  for 
Residual 
Residual 

Tent.  Std.  for  Sampling  a  Single 
Std.  Meth.  of  Sampling  Finished 
Std.  Meth.  of  Sample  Reweighing  of 
Spec.  Asphalt  Concrete  Paving  Used  for  Parking 
Std.  for  Exterior 
Application  (Guide)  of  Sone 
Gravity, 

Std.  Spec,  for  High  Strength 
Bolts  and  Screws,  Steel, 
Bolts  and  Screws,  Steel, 
Bolls  and  Screws,  Steel, 
Std.  Spec,  for 

Std.  Meth.  for  Spectrochemical  Analysis  of 
Std.  Spec,  for  Seamless  and  Electric  Welded 
Std.  Meth.  for  Spectrochemical  Analysis  of  Carbon  and 

High  Strength 
Rec.  Pract.  for  High  Strength, 
pec.  for  General  Requirements  for  Carbon  and  High  Strength 
and  Wr/  Std.  Meth.  for  Chemical  Analysis  of  Carbon  Steel, 

Quality  Assurance  Sampling  of  Carbon  and 
equirements  for  Pressure  Vessels  Constructed  of  Carbon  and 
Std.  Spec,  for  High  Strength 
d  Point  to  4  In.  Thick  (197/  Std.  Spec,  for  High  Strength 

d  Point  to  4  In.  Thick  (197/  Std.  Spec,  for  High  Strength 

threaded  (1970)  Bolts  and  Screws,  Steel, 

.  for  Static  Determination  of  Young's  Modulus  of  Metals  al 
es  for  Pressure  Vessels  (1969)  ANSI  G35.2  Std.  Spec,  for 

Hose  (Rubber)  Wire 
Std.  Spec,  for  Solid  Soap  for  Low  Temperature  Washing 
ec.  for  Chip  or  Granular  Soap  for  Low  Temperature  Washing 
Std.  for  Wet  Process  Porcelain  Insulators; 


Spec. 
Spec,  for  Gland 


Rec.  Pract.  for  Spark  Arr 


Locomotives  -  Railway)  (1970) 
Locomotives  -  Railway)  (1971) 
Locomotives  and  Railway  Cars  (1970) 
Locomotives  and  Railway  Cars  (1970) 
Locomotives  (1970) 
Locomotives  (1970) 
Locomotives  (1970) 
Locomotives;  300  Lb.  Pressure  (1970) 
Lodgepole  Pine  Poles  Preservative  Treatment  by  the  Full 
Lodgepole  Pine  (1971)  /Mber  Using  E  Rated  and  Visually 

Log  Skidders,  Planter  Press,  Garden  Tractors  (1971)  /I 
Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobil 
Logging  (Short  Hauls);  Road  Graders;  Mining  and  Logging 
Logic  Gating  Microcircuits  (1971)  Std.  Test 

Logs  (1971) 

Long  Life  (Type  1)  and  for  General  Purpose  Application 
Long  Terne  Coated  (1969)  ANSI  G8.20 

Long  Thread  Titanium  Alloy  (1970)  St 
Long  Thread  (1971) 
Long  Thread  (1971) 


(1970) 


969) 

ng  (1970) 
ct  (1970) 


5) 


ty  (1968) 

ardened.  Tempered,  Roll  Threade/ 
Threaded  (1970) 

Hardened  and  Tempered,  Roll  Th/ 
(1971)  ANSI  G52.5 
on  Technique  / 


Long  Thread,  Self  Locking  and  Nonlocking  (1970) 
Long  Thread,  Self  Locking  and  Nonlocking  (1970) 
Long  Thread,  Self  Locking  and  Nonlocking  (1970)  /,  100 

Long  Thread,  Self  Locking  and  Nonlocking  (1970)  /Head, 
Long  Thread,  Self  Locking  and  Nonlocking  (1970)  /Lt,  1 

Long  Threads,  Self  Locking  and  Nonlocking  (1970) 
Long  Time  Creep  and  Stress  Relaxation  of  Plastics  Under 
Long  Time  Creep  of  Epoxy  Compounds  (R1969)  ASTM  D674 
Longitudinal,  and  Torsional  Frequencies  of  Concrete  Spe 
Loom  (1968) 
(Loop,  Nylon)  (1971) 

Loose  Brick  in  Door  Area  (1959)  /Arloading  Pattern  (Fo 

Loose  Brick  in  Doorway  (1959)  /Em  (for  Rail  Shipment) 

Loose  Brick  (1959)  /Attern  (for  Rail  Shipment)  Single 

Loose  Metal  End  Dimensions  for  Fibre  Citrus  Cans,  401  D 
Loose  Metal  End  Dimensions  for  1  Gal.  Fibre  Motor  Oil  C 
Loose  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Ca 
Loose  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Ca 
Loose  Metal  End  Dimensions  for  12  Oz.  Fibre  Citrus  Cans 
Loose  Metal  End  Dimensions  (6  Ounce  Fibre  Citrus  Cans  2 
Loose  Metal  Ends  and  Seaming  Chucks  of  Fibre  Cans  (1968 
Loss  by  Retained  Chlorine  (1971)  ANSI  L14.126 
Loss  by  Retained  Chlorine  (1971)  ANSI  L14.180 
Loss  Experience  (1969) 

Loss  From  Acid  Towers  (lodate  Absorption)  (1971) 

Loss  Method)  (1970)  Std.  Meth.  of  Test  for  Co 

Loss  of  Carbon  Black  (R1969) 

Loss  of  Lubricating  Greases  Over  Wide  Temperature  Range 

Loss  of  Packaging  Materials  (1963)  PI  T3628p 

Loss  of  Plasticizers  on  Heating  (1969) 

Loss  of  Washed  Brown  Stock  (Volumetric)  (1971) 

Loss  on  Heating  of  Drying  Oils  (R1969) 

Loss  on  Ignition  of  Electrical  Grade  Magnesium  Oxide  (1 

Loss  Table  of  Fibers  Used  as  Filling  Materials  in  Beddi 

Loss  Table  (Fibers)  (1968) 

Lot  of  Paper,  Paperboard,  Fiber  Bciard,  or  Related  Produ 

Lots  of  Metal  Powders  (1970)  ANSI  H9.4 

Lots  of  Packaged  Raw  Wool  (1970) 

Lots,  Roads,  Streets  and  Driveways  (1971) 

Loudness  Evaluation  of  Heavy  Trucks  and  Buses  (1970) 

Loudness  Ratings  for  Non  Ducted  Air  Moving  Devices  (196 

Louver  and  Dynamic  Mechanical  Collector  Criteria  (1970) 

Low  Alloy  Columbium  Vanadium  Steels  of  Structural  Quali 

Low  Alloy  Heat  Resistant  195,  000  psi  Tensile  Strength  H 

Low  Alloy  Heat  Resistant,  Normalized  and  Tempered,  Roll 

Low  Alloy  Heal  Resistant,  220,  000  psi  Tensile  Strength, 

Low  Alloy  Steel  Castings  Suitable  for  Pressure  Service 

Low  Alloy  Steel  for  Acid  Soluble  Aluminum  by  the  Soluti 

Low  Alloy  Steel  Tubes  (1971)  ANSI  B125.19 

Low  Alloy  Steel  Using  a  Vacuum  Spectrometer  (1971) 

Low  Alloy  Steel  (1958) 

Low  Alloy  Steel  (1970) 

Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  An 
Low  Alloy  Steel,  Silicon  Electrical  Steel,  Ingot  Iron, 
Low  Alloy  Steels,  Forgings  and  Stock  (1970) 
Low  Alloy  Steels,  Nonferrous  Materials,  High  Alloy  Stee 
Low  Alloy  Structural  Manganese  Vanadium  Steel  (1970a) 
Low  Alloy  Structural  Steel  with  50,  000  psi  Minimum  Yiel 
Low  Alloy  Structural  Steel  with  50,  000  psi  Minimum  Yiel 
Low  Alloy,  Heat  Resistant,  Hardened  and  Tempered,  Roll 
Low  and  Elevated  Temperatures  (1969)  Std.  Meth 

Low  and  Intermediate  Tensile  Strength  Carbon  Steel  Plat 
Low  and  Medium  Carbon  (1970) 
(Low  and  Medium  Titer)  (1969) 

(Low  and  Medium  Titer)  (1969)  Std.  Sp 

Low  and  Medium  Voltage  Pin  Types  (1969) 


AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AW  PA 

AITC 

TRA 

TRA 

TRA 

EIA 

NFPA 

EIA 

ASTM 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

ASTM 

SPI 

ASTM 

SAE 

NSA 

RI 

RI 

RI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

AATCC 

AATCC 

FMS 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

TAPPI 

ASTM 

ASTM 

ABFLO 

ABFLO 

TAPPI 

ASTM 

ASTM 

CSI 

SAE 

AMCA 

IGCI 

AASHO 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

AISI 

SAE 

ASTM 

ASTM 

SAE 

ASME 

ASTM 

AASHO 

ASTM 

SAE 

ASTM 

ASTM 

SWA 

ASTM 

ASTM 

ANSI 


MSRP-F-174 

MSRP-F-173 

MSRP-M-107 

MSRP-M-208 

MSRP-F-276 

MSRP-M-914 

MSRP-F-251 

MSRP-L-26F 

ClO-71 

120 

4 

3 

3 

RS390 

46B 

RS395 

A308 

663 

1218 

1221 

6604-20 

6804-20 

4104-16 

4304-16 

4204-16 

6704-20 

D674 

ERF4 

C2I5 

J562A 

1397 

P205-2 

P230-1 

P207-2 

E401.3 

E610.1 

E401.1 

E401 .2 

CT211.1 

E202.1 

C105 

92 

114 

10-1 

UM-607 

D2688 

D1509 

D2595 

T476 

D2288 

UM-604 

D1960 

D2773 

2L 

L-1 

T400 

B215 

D1771 

02612 

J672A 

302 

M3 

M223 

AMS7459A 

AMS7454E 

AMS7464A 

A487 

E293 

A423 

E415 

17 

14  IOC 

A  568 

E350 

AMS2372 

BPVC8-1-C 

A441 

M222 

A588 

AMS7455 

E231 

A285 

•49 

D1112 

Dim 

C29.5 
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1970) 


70) 

0) 

70) 


Sid.  for  Air  Spaced  I,ow  Capacitance  Coaxial  Cahles  (1971) 

refinery  Service  (1969)  Std.  Spec,  for  Seamless  Low  Carbon  and  Carbon  Molybdenum  Sleel  Still  Tubes  for 

II  Std.  for  Seamless  Low  Carbon  Steel  Hydraulic  Line  Tubing  (1969)  ANSI  B93. 

aNSI  b36.60  Std.  Spec,  for  Electric  Welded  Low  Carbon  Steel  Pipe  for  the  Chemical  Industry  (1968) 

Hose  Wire  (Low  Carbon  )  Half  Round  Half  Oval  Crescent  (1962) 

Rec.  Std.  for  Reed  Wire  (Low  Carbon)  (1970) 

Rec.  Std.  for  Ball  Bearing  Wire  (Low  Carbon)  (1970) 

Std.  Spec,  for  Steel  Tubes.  Low  Carbon,  Tapered  Structural  Use  (1969) 

Ball.  Low  Chromium  High  Carbon  Steel  (1970) 

ealing.  Synthetic  Rubber  High  Temperature  Fluid  Resistant,  Low  Compression  Set  Fpm  Type  70  -  80  (1970)  /  Rings,  S 

Std.  Meth.  for  Determination  of  Low  Concentrations  of  Lead  in  Paint  (1968) 

rec.  Pract.  for  Determination  of  the  Thermal  Resistance  of  Low  Density  Mineral  Fiber  Blanket  Type  Building  Insulat 

Std.  Spec,  for  Reinforced  Concrete  Low  Head  Pressure  Pipe  (1970) 

Std.  Part  Nut,  Self  Locking,  Plate  One  Lug,  Low  Height.  C-Bore,  Floating  (1971) 

Std.  Part  Nut  Assembly,  Self  Locking,  Gang  Channel,  Low  Height.  C-Bored  (1971) 

Std.  Part  Nut,  Self  Locking,  Plate  Two  Lug,  Low  Height,  Csk  (1971) 

Std.  Part  Nut.  Self  Locking,  Plate  One  Lug,  Low  Height,  Csk  (1971)  •  , 

Std.  Part  Nut.  Self  Locking.  Plate  Corner,  Low  Height.  Csk  (1971) 

Std.  for  Direct  Contact  Barometric  and  Low  Level  Condensers  (1970) 
Principal  Dimensions  for  Low  Lift  Pallet  Trucks  (1966) 
Principal  Dimensions  for  Low  Lift  Platform  Trucks  (19661 

Guide  for  Pulse  Rating  Low  Power  Vacuum  Tubes  (1963) 

for  Continuity  of  Quality  of  Electrical  Insulating  Oil  for  Low  Pressure  Cable  Systems  (R1969)  ANSI  C59.69  /Spec. 

Std.  for  Low  Pressure  Carbon  Dioxide  Systems  at  Consumer  Sites 

Std.  for  Power  Steering  Return  Hose.  Low  Pressure  (1970) 

ssemblies;  Aircraft  and  Missile.  Lightweight  Plastic  Hose,  Low  Pressure  (1971)  Rec.  Pract.  for  Hose  A 

Std.  Test  Meth.  for  Low  Quantities  of  Mercury  in  Paint  (1968) 

Meth.  for  Measurement  of  Viscosity  of  Adhesives  by  A  Low  Shear  Rotating  Spindle  Apparatus  (1968) 

Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated  Felt,  Smooth  Surface  (1970) 

Roof  Spec.  Plate  for  Low  Slope,  Asbestos  I^t.  Wt.  Felt,  Aggregate  Surface  (19 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt,  Aggregate  Surface  (197 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Fells,  Aggregate  Surface  (19 

ace  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Aggregate  Surf 

eet.  Aggregate  Surface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Coaled  Base  Sh 

Roof  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate,  Smooth  Surface  (1970) 

e  (1970)  Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coaled  Sheet,  Aggregate  Surfac 

Like  Materials  by  A  Tempera/       Std.  Test  Meth.  for  Evaluating  Low  Temperature  Characteristics  of  Rubber  and  Rubber 

(1968)  Low  Temperature  Properties  of  Ferrous  Materials  (HS  169) 
Nickel  Alloy  Steel  Flanges.  Fittings.  Valves,  and  Parts  for  Low  Temperature  Service  (1968)  ANSI  G38.13         /oiled  9% 

Std.  Spec,  for  Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Service  ( 1969) 

Std.  Spec.  forSeamless  and  WeldedCarbon  and  Alloy  SteelTubesfor  Low  Temperature  Service  (1969) 

Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperature  Service  (1971)  ANSI  G46.2        /Tory  Made 

5.1  Safely  Std.  for  Low  Temperature  Venting  Systems.  Type  L  (1970)  ANSI  Z12 

Std.  Spec,  for  Chip  or  Granular  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  (1969) 

Std.  Spec,  for  Solid  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  (1969) 

motive  Electrical  Wiring  (1969)  Rec.  Pract.  for  Low  Tension  Cable  Thermosetting  Insulation  Used  in  Auto 

struction  and  Air  Conditioning  Systems  (1969)  Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal  Con 

(1969)  Std.  for  Low  Voltage  Ac  Integrally  Fused  Power  Circuit  Breakers 

Std.  for  Low  Voltage  Ac  Power  Service  Protectors  (1969) 

Protecto/  Preferred  Ratings  and  Related  Requirements  for  Low  Voltage  Power  Circuit  Breakers  and  Ac  Power  Service 

ices  (Opening  Releases)  for  Alternating  and  Direct  Current  Low  Voltage  Power  Circuit  Breakers  (1970)  /or  Trip  Dev 

Std.  for  Low  Voltage  Power  Circuit  Breakers  (1971) 

bution  Transformers  High  16  340  Grd  Y/9430  Volts  and  Below  Low  Voltage  240/120,  100  kVa  and  Smaller  (1969)  /Istri 

Std.  for  Power  Steering  Pressure  Hose;  Low  Volumetric  Expansion  Type  (1970) 

rs  (1970)  Low  Water  Fuel  Cutoffs  and  Automatic  Feedwater  Regulalo 

Transformers;  High.  16340  Grd  Y/9430  Volts  and  Below,  and  Low  240/120,  kVa  and  Smaller,  Voltage  (1969)  /Ribution 

Tent.  Meth.  for  Analysis  of  l^iquefied  Petroleum  Gases  (LPG)  by  Process  Gas  Chromatography  (1970) 

Tent.  Spec,  for  Volatile  Petroleum  Solvent  (LPG)  for  Preparing  Pentachlorophenol  Solutions  (1968) 

Plywood  Pressure  Treated  with  Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for  Above  Ground  Use  (1971)  /R  and 

Plywood  Pressure  Treated  v/ilh  Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for  Ground  Contact  Use  (1971)  /and 

and  Flexible  Hose  Connectors  for  Liquefied  Petroleum  Gas  (LPG)  (1970)  Pigtails.  Expansion  Coils. 

Lube  Oil  Filter  Performance  Test  (Hs  160)  (1968) 

Std.  for  Lubricant  Fitting  (1970) 

Is  in  Concrete  Pavements  (1969)  Tent.  Spec,  for  Lubricant  for  Installation  of  Preformed  Compression  Sea 

Spec,  for  Brake  (Cylinder  Lubricant  (Grease)  for  Locomotives  (1970) 

om  Woolen  Yarns)/  Test  Meth.  for  Scourability  of  Spinning  Lubricant  (to  Test  the  Removability  of  Spinning  Oils  Fr 

e  (Wear)  Life  and  Load  Carrying  Capacity  of  Dry  Solid  Film  Lubricants  (1969)  Std.  Meth.  for  Determining  Enduranc 

Std.  Meth.  of  Test  for  Adhesion  of  Dry  Solid  Film  Lubricants  (1969)  ANSI  Zl  1.272 

h.  of  Test  for  Thermal  Shock  Sensitivity  of  Dry  Solid  Film  Lubricants  ( 1 969)  ANSI  Zl  1 .273  Std.  Met 

std.  Meth.  for  Measuring  Frictional  Properties  of  Slideway  Lubricants  (1970) 

or  Determining  Corrosion  Characteristics  of  Dry  Solid  Film  Lubncants  (1970)  Std.  Meth.  F 

haracteristics  of  Sintered  Metal  Friction  Materials  Run  in  Lubricants  (1970)  ANSI  H9.31  /of  Test  for  Frictional  C 

Spec,  for  Railway  Car  and  Locomotive  Journal  Lubncating  Devices  (1970) 

SI  Zl  1.65  Std.  Meth.  of  Oxidation  Stability  of  Lubricating  Greases  by  the  Oxygen  Bomb  Method  (1970)  AN 

Std.  Meth.  of  Test  for  Evaporation  Loss  of  Lubricating  Greases  Over  Wide  Temperature  Range  (1970) 

Marine  Diesel  Engine  Lubricating  Oil  Characteristics  and  General  Spec.  (1971 

y  Machinery  (1969)  Rec.  Pract.  for  the  Purification  of  Lubricating  Oil  in  Marine  Steam  Turbine  Driven  Auxiliar 

Marine  Diesel  Engine  Lubricating  Oil  Systems  (Std.  Pract.)  (1971) 

timating  Apparent  Vapor  Pressures  and  Molecular  Weights  of  Lubncating  Oils  (1970)  Std.  Meth.  for  Es 

various  Ships  Services  (19/  Rec.  Pract.  for  the  Design  of  Lubncating  Systems  for  Marine  Steam  Turbine  Pumps  for 

rm)  Machinery  (1966)  Lubrication  Intervals  for  Tractors  and  Agricultural  (Fa 

inery  (1970)  Rec.  Pract.  for  Lubrication  Intervals;  Construction  and  Industrial  Mach 

1969)  Spec,  for  Grease  for  Lubrication  of  Trailer  Hitches  on  Flat  (Railway)  Cars 

Rec.  Pract.  for  Journal  Box  Lid  Lug  and  Lid  Spring  Pad  Gage  (1970) 

Std.  Part  Nut,  Self  Locking,  Plate  One  Lug.  Low  Height.  C-Bore,  Floating  (1971) 

Std.  Part  Nut,  Self  Locking.  Plate  Two  Lug.  Low  Height,  Csk  (1971) 
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NEMA 
ASTM 
NFLDP 
ASTM 
SWA 
SWA 
SWA 
ASTM 
SAE 
SAE 
A,STM 
ASTM 
ASTM 
NSA 
NSA 
NSA 
NSA 
NSA 
HEI 
ITA 
ITA 
EIA 
ASTM 
CGA 
SAE 
SAE 
ASTM 
TAPPI 
NRCA 
NRCA 
NRCA 
NRCA 
NRCA 
NRCA 
NRCA 
NRCA 
ASTM 
SAE 
ASTM 
ASTM 
ASTM 
ASTM 
UL 
ASTM 
ASTM 
SAE 
SMACN 
ANSI 
ANSI 
ANSI 
ANSI 
NEMA 
ANSI 
SAE 
FMS 
ANSI 
ASTM 
ASTM 
AWPB 
AWPB 
UL 
SAE 
AAR 
ASTM 
AAR 
AATCC 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
AAR 
ASTM 
ASTM 
DEMA 
ASME 
DEMA 
ASTM 
ASME 
ASAE 
SAE 
AAR 
AAR 
NSA 
NSA 


WC40 
A16I 

T3. 15. 67.2 

A  5  87 

M19 

♦73 

•8 

A595 

AMS7440A 

AMS7280 

D2088 

C653 

C361 

687 

688 

681 

683 

685 

•1 

lOAl 

lOBl 

JED41 

D1818 

G6.1 

J189 

ARP1180 
D2206 
T666 
•2-V6 
*2-V5 
*2-V2 
*2-Vl 
*2-V4 
*2-V3 
*2-V10 
*^A^7&A 
D1329 
J794 
A522 
A333 
A334 
A420 
641 

Dim 

DI112 
J878A 
•4 

C37.28 
C37.29 
C37.16 
C37.17 
SG3 

C57.1223 

J191 

12-37 

C57.I221 

D2888T 

D2605 

LP-4 

LP-44 

569 

J806 

MSRP-D-60A 

D2835T 

MSRP-M-914 

77 

D2625 
D2510 
D2511 
D2877 
D2649 
B461 

MSRP-M-918 

D942 

D2595 

MD163 

121 

MD138 

D2878 

115D 

R231 

J752A 

MSRP-M-929 

MSRP-B-32 

687 

681 
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Std,  Part  Nut,  Self  Locking,  Plate  One 
National  Design  Spec,  for  Stress  Grade 
Western  Red  Cedar  Grade  Guide;  Spec,  for  Clear 
1970)  Std.  for  Structural 

Suggested  Span  Allowances  for  Nonslress  Graded  Redwood 
1  Glued  Laminated  Timber  Using  E  Rated  and  Visually  Graded 

Std.  Redwood 

orne  Preservatives  for  Above  Ground  Us/  Sid.  for  Softwood 

dar.  White  Fir  and  Sitka  Spr/  Grade  Stamps  for  West  Coast 

dar.  White  Fir  and  Sit/  Std.  Grading  Rules  for  West  Coast 

Std  Spec  for  Grades  of  California  Redwood 
Std.  Spec  for  Grades  of  California  Redwood 
Std.  Grading  Rules  for  Southern  Pine 
Std.  Gradmg  Rules  for  Western 
for  the  Measurement  and  Inspection  of  Hardwood  and  Cypress 
Span  Tables  for  Joists  and  Rafters 
Working  Stresses  for  Joists  and  Rafters 
Std.  Spec,  for  Structural  Timber, 
te  Coal  Tar  Solutions  for  Above  Ground/  Std.  for  Softwood 

te  Coal  Tar  Solutions  for  Ground  Conta/  Std.  for  Softwood 

petroleum  Solvent  Penta  Solution  for  A/  Std.  for  Softwood 

petroleum  Solvent  Penta  Solution  for  01  Std.  for  Softwood 

petroleum  Solvent  Penta  Solution  for  A/  Std.  for  Softwood 

petroleum  Solvent  Penta  Solution  for  G/  Std.  for  Softwood 

le  Petroleum  Solvent  (LPG)  Penta  Solut/  Std.  for  Softwood 

le  Petroleum  Solvent  (LPG)  Penta  Solut/  Std.  for  Softwood 

borne  Preservatives  for  Above  Ground  U/  Std.  for  Softwood 

borne  Preservatives  for  Ground  Contact/  Std.  for  Softwood 

Treatment  by  Pressure  Processes  (1970)  Std.  for 

Meth.  for  Photometric  Test,  of  Filament  Type 
odium  Electric  Di/  Meth.  for  Photometric  Test,  of  Roadway 

c  and  Thermal  Test,  of  Air  and  Liquid  Cooled  Heat  Transfer 
design  and  Construction  of  Structural  Supports  for  Highway 
od  (1968)  Rec.  for  the  Calculation  of 

Std.  Spec,  for  Screen 

(1969)  Std.  Method  for  Measuring  the  Screen 
levision  Prints  (1970)  Rec.  Pract  for  Color  and 

Std.  for  Aluminum  Sulfate 
hed  Stone.  Crushed  Slag,  and  Crushed  Gravel  for  Bituminous 
Std.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous 
Asphalt  Surface  Treatments  and  Penetration 

Rec.  for 
Rec.  Std.  for  Tabulating 
Std.  Vending 
Std.  for 
Vending 
Std.  for  Vending 

ss.  Alloy  Steel,  Self  Locking  and  Nonlocking  (197/  Screw, 
ss,  A286  CRES,  Self  Locking  and  Nonlocking  (1970)  Screw, 
ss.  Titanium  Alloy,  6al-4v  Self  Locking  and  Nonlo/  Screw. 

(1970)  ANSI  L14.222  Std.  Meth.  for  Operating 

Std.  for 
Std.  for 

d.  Meth.  of  Test  for  Grindability  of  Coal  by  the  Hardgrove 
nted  Wheels  (1969) 

Std.  for  Vending 
Std.  Part  Screw, 

or  Water  or  Solvent  Soluble  Liquid  Adhesives  for  Automatic 
Terminology  for  Mechanical  Milking 
Manual  for 
Modular 

Electrical  Std.  for  General  Purpose 
Tool  Holders  Basic  for  Numerically  Controlled 
Electrical  Std.  for  Metalworking 
r  Mass  Production  Industrial  Equipment  and  General  Purpose 
(1967)  Std.  for  Vending 

for  the  Porosity  Measurement  of  Press  Felts  on  the  Paper 
std.  Test  Meth.  for  Abrasion  of  Gravel  by  Use  of  the  Deval 
t  Meth.  for  Abrasion  of  Stone  and  Slag  by  Use  of  the  Deval 
of  Polished  Coated  Floor  Surfaces  as  Measured  by  the  James 
Performance  Requirement  Work  Holder  Airframe  Spar  Milling 
Std.  for  Electron  Beam  High  Vacuum  Welding 
single  Rip)  Meth.  (Constant  Rale  of  Traverse  Tensile  Test, 

Std.  Part  Screw 
Std.  Part  Screw. 
Std.  Part  Screw, 
Std.  Part  Screw. 
Std.  Part  Screw, 
Std.  Part  Screw, 
Screw 
Part  Screw, 
Part  Screw, 
Part  Screw, 
Part  Screw, 


read,  Torq  Set  (1971) 
71) 

ead,  Torq  Set  (1 97 1) 

1) 

71) 


ad.  Torq  Set  (1971) 
set  (1971) 


d  Wood  Types  (1970) 


Std 
Std 
Std 
Std 


Std.  for  Screws: 


Lug,  Low  Height,  Csk  (1971)  NSA  683 

Lumber  and  Its  Fastenings  (1968)  NFORP  *4 

Lumber  and  Siding  Products  (1970)  WWPA  *21 

Lumber  Fire  Retardant  Treatment  by  Pressure  Processes  AWPA  C20-70 

Lumber  for  Redwood  Deck  Construction  (1971)  CRA  3C2-5 

Lumber  of  Douglas  Fir,  Southern  Pine,  Hem-Fir,  and  Lodg  AITC  120 

Lumber  Patterns  (1971)  CRA  2C8 

Lumber  Timber  and  Plywood  Pressure  Treated  with  Water  B  AWPI  LP2 

Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Ce  WCLIB  *1 

Lumber  (Douglas  Fir.  West  Coast  Hemlock,  Western  Red  Ce  WCLIB  16 

Lumber  (1970)  CRA  2B2 

Lumber  (1970)  RIS  M 

Lumber  (1970)  SPIB  I 

Lumber  (1970)  WWPA  '23 

Lumber  (1971)  Rules  NHLA  M 

(Lumber)  (1970)  NFORP  *2 

(Lumber)  (1970)  NFORP  '3 

Lumber,  and  Piling  (1965)  AASHO  M168 

Lumber.  Timber  and  Plywood  Pressure  Treated  with  Creoso  AWPB  LP-5 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Creoso  AWPB  LP-55 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy  AWPB  LP-7 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy  AWPB  LP-77 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Light  AWPB  LP-3 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Light  AWPB  LP-33 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Volati  AWPB  LP-4 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Volati  AWPB  LP-44 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water  AWPB  LP-2 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water  AWPB  LP-22 

Lumber,  Timbers,  Bridge  Ties  and  Mine  Ties  Preservative  -  AWPA  C2-70 

Luminaires  for  General  Lighting  Service  (1967)  lES  LM27 

Luminaires  Using  Incandescent  Filament,  or  Mercury  or  S  lES  LM31 

Luminaires  (1968)  Meth.  for  Photometri  lES  LM30 

Luminaires  (1970)  Spec,  for  AASHO  SSL-1 

Luminance  Coefficients  Based  Upon  the  Zonal  Cavity  Meth  lES  LM29 

I^uminance  for  Indoor  Motion  Picture  Theaters  ( 1970)  ANSI  PH22.124 

Luminance  of  Microform  Readers  with  1  ranslucent  Screens  ANSI  PH5.10 

Luminance  of  Review  Room  Screens  Used  for  16mm  Color  Te       SMPTE  RP41 

(Lump,  Ground,  or  Liquid)  (1970)  AWWA  B403 

Macadam  Base  and  Surface  Courses  of  Pavements  (1971)  ASTM  D693 

Macadam  Surface  Course  (1964)  AASHO  M78 

Macadam  (1969)  AI  MS13 

Machinabihty  of  Ordnance  Steels  (Hs  123)  (1968)  SAE  J791 

Machine  Applied  Gypsum  Plaster  ( 1964)  GA  *I0 

Machine  Control  Wire  (1970)  SWA  *87 

Machine  Definitions  (1967)  NAMA  •1-200 

Machine  Direction  of  Paper  (1961)  TAPPI  T409 

Machine  Evaluation  Manual  (1967)  NAMA  *1 

Machine  Exterior  Cabinets  (1967)  NAMA  '1-300 

Machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wing  Rece  NSA  5300-6 

Machine  Flat  Fillister  Head.  Full  Thread.  Tri  Wing  Rece  NSA  5400-6 

Machine  Flat  Fillister  Head.  Full  Thread,  Tri  Wing  Rece  NSA  5500-6 

Machine  for  Test.  Abrasion  Resistance  of  Textile  Yarns  ASTM  D1379 

Machine  Gas  Metal  Arc  Fusion  Welding  Equipment  (1971)  NSA  964 

Machine  Gas  Tungsten  Arc  Fusion  Welding  Equipment  (1971  NSA  962 

Machine  Meth.  (1971)  St  ASTM  D409 

Machine  Mounting  Spec,  for  Abrasive  Discs  and  Plate  Mou  ANSI  B5.35 

Machine  Noncontact  Surfaces  and  Components  (1967)  NAMA  *l-500 

Machine  Pan  Head.  Cross  Recessed.  Full  Thread  (1971)  NSA  1635 

Machine  Sealing  of  Top  Flaps  of  Fiberboard  Shipping  Cas  ASTM  D1874 

Machine  Systems  (1970)  ASAE  R300 

Machine  Tool  Gearing  (1971)  AGMA  360.02 

Machine  Tool  Stds.  (1971)  ANSI  B5.43 

Machine  Tools  (1967)  JIG  EGP-1 

Machine  Tools  (1970)  NSA  970 

Machine  Tools  (1971)  NFPA  79 

Machine  Tools  (1971)  Electronic  Std.  Fo  JIC  EL-1-71 

Machine  Water  Supply,  Backflow  Protection  and  Plumbing  NAMA  *l-600 

Machine  (Hspt)  (1971)  Suggested  Meth  TAPPI  T680SU 

Machine  (1935)  AASHO  T4 

Machine  (1935)  Std.  Tes  AASHO  T3 

Machine  (1969)  /H.  for  Static  Coefficient  of  Friction  ASTM  D2047 

Machine  (1970)  Std.  for  NSA  929 

Machine  (1971)  NSA  976 

Machine)  (1971)  /Ngth  of  Woven  Fabrics  by  the  Tongue  ASTM  D2262 

Machine,  Flat  Fillister  Head,  Close  Tolerance,  Short  Th  NSA  1121 

Machine,  Flat  Fillister  Head.  Full  Thread,  Torq  Set  (19  NSA  HOI 

Machine.  Flat  100  Deg  Head,  Close  Tolerance.  Short  Thr  NSA  1151 

Machine,  Flat  100  Deg.  Head,  Full  Thread,  Torq  Set  (197  NSA  1102 

Machine,  Flat  100  Deg.  Head,  Short  Thread,  Torq  Set  (19  NSA  1620 

Machine,  Flat  82  Deg.  Head,  Full  Thread,  Torq  Set  (1971  NSA  1393 

Machine,  Flathead  100  Deg.  Plain  and  Self  Locking  (1970  NSA  662 

Machine.  Pan  Head  Modified,  Close  Tolerance,  Short  Thre  NSA  1141 

Machine.  Pan  Head.  Close  Tolerance,  Short  Thread,  Torq  NSA  1131 

Machine,  Pan  Head,  Full  Thread,  Torq  Set  (1971)  NSA  1100 

Machine,  Pan  Head,  Short  Thread,  Torq  Set  (1971)  NSA  1630 

Machine,  Slotted  Head  Cap,  Thumb  and  Wing,  Miniature  An  IFI  SEC. 
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malic  Pilot  Equipm/  Specifying  a  Relay;  Spec,  for  Vending 

Std.  for  Resistance  Spot  Welding 
Std.  for  End  Preparation  and 
Sid.  for  Packaging  of  Precision 
971)  Marine  Diesel  Engine 

.  for  Hydraulic  Power  Pumps  on  Construction  and  Industrial 
Uniform  Terminology  for  Agricultural 
stallation  of  Exhaust  Systems  for  Propulsion  and  Auxiliary 
Installation  of  Fuel  Systems  for  Propulsion  and  Auxiliary 
Design  Serviceability  Review.  Construction  and  Industrial 
lubrication  Intervals  for  Tractors  and  Agricultural  (Farm) 
and  Capscrew  Sizes  for  Use  in  Construction  and  Industrial 
ze  and  Type  of  Head  for  Use  in  Construction  and  Industrial 
f  Lubricating  Oil  in  Marine  Steam  Turbine  Driven  Auxiliary 
symbols  for  Operator  Controls  on  Agricultural  Tractors  and 
ct.  for  Lubrication  Intervals;  Construction  and  Industrial 
lectrical  Charging  Systems  for  Construction  and  Industrial 
iderations  for  the  Operator  of  Construction  and  Industrial 
Std.  for  Icing  and  Glazing 
tires  (1969)  Testing 
ire  Selection  Tables  for  Agricultural  and  Light  Industrial 
Tire  Selection  Tables  for  Agricultural  (Farm) 
Std.  Operating  Voltage  Range  of  Office  Dictating 
Std.  Maximum  Electrical  Leakage  of  Dictating 
Std,  Length  of  Cable  for  Office  Dictating 
Std.  for  Food  Contact  Surfaces  and  Parts  of  Vending 
Safety  Test,  and  Evaluation  for  Food  and  Beverage  Vending 
Spindle  Noses  and  Tool  Shanks  for  Horizontal  Boring 
V-Belt  Drives  for  Farm  (Agricultural) 
Std.  for  Food  and  Beverage  Vending 
Std  Brushes  for  Electrical 
std.  Exposure  Time  Designations  for  Timers  of  Dental  X-Ray 
Safety  Std.  for  Vending  and  Amusement 
Std.  Brushes  for  Electrical 
r  Free  Cutting  Brass  Rod,  Bar,  and  Shapes  for  Use  in  Screw 
Std.  for  Rotary  Table  Surface  Grinding 
uirements  and  Controls  (Potentially  Hazardous  Food  Vending 

Vending 

and  Gas  Appliances  /  Std.  Safety  Requirements  for  Vending 

External  Cylindrical  Grinding 
External  Cylindrical  Grinding 
External  CyHndrical  Grinding 
ty  Steel  Products  (1971)  Std. 

Std.  Meth.  of  Conducting 
I  Bars  and  Forgings,  Corrosion  Resistant  (18cr  -  9ni)  Free 
orgings.  Corrosion  and  Heat  Resistant  (18cr  -  10.5ni)  Free 
s,  Corrosion  and  Heat  Resistant  (18cr  -  13ni  -  2.1mo)  Free 
s.  Corrosion  Resistant  (17cr  -  5.8mn  -  5.8ni  -  2.0cu)  Free 
orrosion  and  Heat  Resistant,  18cr  -  lO.Sni  (303  +  Cb)  Free 
esistant,  I8cr  -  9.0ni  (SAE  30303,  30303se,  30303mod)  Free 
pec.  for  Steel  Bars,  Corrosion  Resistant  (18cr  -  9ni)  Free 
ars  and  Forgings,  Corrosion  Resistant  (18.5cr  -  lOni)  Free 
ampling  and  Analysis  of  Plankton,  Periphyton,  Macrophyton, 
Biological  Sampling  and  Analysis  of  Plankton,  Periphyton, 
and  Caps  (1968)  Std. 

Std. 

gh  Explosives  (1968)  Std. 
d  Similar  High  Explosives  (1968)  Std. 
d(1968)  Meth.  of  Ceihng 

Std. 

Std.  Bullet  Proof  Door  for  High  Explosives 
Std.  Fire  Resistant  Door  for  Powder  and  Blasting  Supply 
Std.  for  Library  Binding  (Books, 
Std.  Meth.  of  Chemical  Analysis  of 
Std.  Classification  of  Brick,  Chrome  Magnesite, 
fication  of  Brick,  Chrome  Magnesite,  Magnesite  Chrome,  and 
Std.  Classification  of  Brick,  Chrome 
Rec.  Pracl.  for  Heat  Treatment  of 
-T5)  Precipitation  Heat  Treated  (1970) 

Spec,  for  the  Tolerances  of  Aluminum  and 
.  for  Quality  Assurance  Sampling  and  Test,  of  Aluminum  and 
Characteristics  and  Casting  Design  for  Aluminum  and 
uality  Control  and  Inspection  of  Sand  Casting  Aluminum  and 
Casting  Defects  of  Aluminum  and 
Sand  Pract.  for 
Complex  Colloidal 

Test  Meth.  for  Chemical  Analyses  of  Calcium  and 
Metallography  of  Aluminum  and 
Rec.  Pract.  for  Finishing  Operations  on 
Rec.  Pract.  for 
Std.  Spec,  for 
Rec.  Pract.  for 

std.  Test  Meth.  for  Compaction  Density  of  Electrical  Grade 
Std.  Meth.  for  Sieve  Analysis  of  Electrical  Grade 


Bolt 

Pipe  Plugs,  Si 
Rec.  Pract.  for  the  Purification  O 

Rec.  Pra 
Rec.  Pract.  for  E 
Rec.  Pract.  for  Safety  Cons 


Machine,  Thermal  Relay  in  Model  1234  Airborne  Gyro  Auto 
Machine,  3  Phase  (1971) 

Machined  Backing  Rings  for  Butt  Welds  (1966) 
Machined  Items  (1971) 

Machinery  and  Engine  Room  Arrangements  (Std.  Pract.)  (1 
Machinery  Equipment  (1970)  Std 
Machinery  Management  (1969) 

Machinery  (Boats)  (1970)  Safe  in 

Machinery  (Boats)  (1970)  /Ract.  and  Std;  Covering  Safe 

Machinery  (Hs  39)  (1968)  Engineering 
Machinery  (1966) 
Machinery  (1968) 
Machinery  (1968) 
Machinery  (1969) 
Machinery  (1970) 
Machinery  (1970) 
Machinery  (1970) 
Machinery  (1970) 

Machines  for  Bakery  Products  (1970) 
Machines  for  Measuring  the  Uniformity  of  Passenger  Car 
Machines  of  Future  and  Design  (1968) 
Machines  of  Future  Design  (1970)  SAE  J71 1 
Machines  (1954) 
Machines  (1954) 
Machines  (1954) 
Machines  (1967) 

Machines  (1967)  Public  Health  and 

Machines  (1968) 

Machines  (1968) 

Machines  (1969) 

Machines  (1970) 

Machines  (1970) 

Machines  (1970) 

Machmes  (1970)  ANSI  C64.1 

Machines  (1970)  ANSI  H8.1  Std.  Spec.  Fo 

Machines  (1971) 

Machines)  (1967)  Std.  Temperature  Req 

Machines,  Coin  Operated,  Refrigerated  (1970) 
Machines,  Including  Relief  Valves,  Water  Heater  Tanks. 
Machines;  Centerless  (1970) 
Machines;  Plain  (1970) 
Machines;  Universal  (1970) 

Machining  Allowance.  Aircraft  Quality  and  Premium  Quali 
Machining  Tests  of  Wood  and  Wood  Base  Materials  (1970) 
Machining  (1971 )  Spec,  for  Stee 

Machining  (1971)  Spec,  for  Steel  Bars  and  F 

Machining  (1971)  Spec,  for  Steel  Bars  and  Forging 

Machining  (1971)  Spec,  for  Steel  Bars  and  Forging 

Machining  (1971)  Spec,  for  Steel  Bars  and  Forgings,  C 

Machining  (1971)  /Steel  Bars  and  Forgings,  Corrosion  R 

Machining,  High  Yield  Strength  (1971) 

Machining;  Swaging  or  Upsetting  (1971)  Spec,  for  B 

Macroinvertebrates,  Fishes,  and  Types  of  Aquatic  Organi 
Macrophyton,  Macroinvertebrates,  Fishes,  and  Types  of  A 
Magazine  for  Storage  of  Small  Quantities  of  Explosives 
Magazine  Ventilation  (1968) 

Magazine  (Brick)  for  Storage  of  Dynamite  and  Similar  Hi 
Magazine  (Sand  Filled  Walls)  for  Storage  of  Dynamite  An 
Magazines  Where  Bullet  Proofing  of  Roofs  is  Not  Require 
Magazines  (Not  Bullet  Proof)  (1968) 
Magazines  (1968) 
Magazines  (1968) 

Magazines,  Periodicals,  and  Special  Volumes)  (1971) 
Magnesite  and  Dolomite  Refractories  (1970) 
Magnesite  Chrome,  and  Magnesite  (1962) 

Magnesite  (1962)  Std.  Classi 

Magnesite,  Magnesite  Chrome,  and  Magnesite  (1962) 
Magnesium  Alloy  Castings  (1965) 

Magnesium  Alloy  Castings,  Sand  4.2zn-l.2ce-0.7zr  (Ze41a 

Magnesium  Alloy  Sheet  and  Plate  (1971) 

Magnesium  Alloys  (Wrought  Products  Except  Forgings)  (19 

Magnesium  Alloys  (1965) 

Magnesium  Alloys  (1965) 

Magnesium  Alloys  (1965) 

Magnesium  Alloys  (1965) 

Magnesium  Aluminum  Silicate  (1965) 

Magnesium  Carbonate  (1959) 

Magnesium  Carbonates  in  Pulverized  Limestone  (1970) 

Magnesium  Casting  Alloys  (1965) 

Magnesium  Castings  (1965) 

Magnesium  Gating  and  Risering  (1965) 

Magnesium  Ingot  and  Stick  for  Remelting  (1971) 

Magnesium  Melting  and  Pouring  (1965) 

Magnesium  Oxide  (1959) 

Magnesium  Oxide  (1969) 

Magnesium  Oxide  (1969) 


WARM 

NSA 

PFI 

NSA 

DEMA 

SAE 

ASAE 

ABYC 

ABYC 

SAE 

ASAE 

SAE 

SAE 

ASME 

ASAE 

SAE 

SAE 

SAE 

BISSC 

SAE 

SAE 

ASAE 

ANSI 

ANSI 

ANSI 

NAMA 

NAMA 

ANSI 

ASAE 

NSF 

ANSI 

ANSI 

UL 

NEMA 

ASTM 

ANSI 

NAMA 

UL 

NAMA 

ANSI 

ANSI 

ANSI 

SAE 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

APHA 

APHA 

IMF 

IME 

IMF 

IME 

IME 

IME 

IME 

IME 

LB  I 

ASTM 

ASTM 

ASTM 

ASTM 

AFS 

SAE 

SAE 

SAE 

AFS 

AFS 

AFS 

AFS 

CTFA 

CTFA 

PLA 

AFS 

AFS 

AFS 

ASTM 

AFS 

CTFA 

ASTM 

ASTM 


*1.7 

967 

ESI 

3434 

MD69 

J744C 

S322 

PI 

P2 

J817 

R231 

J370 

J371 

121 

S304.3 

J752A 

J180 

J153 

32 

J332 

J71IB 

R220.2 

X2.5.I6 

X2.5.17 

X2.5.19 

*  1  -400 
*2 

B5.40 
S211.3 
25 

C64.I 

PH6.4 

751 

CBl 

B16 

B5.44 

» 1-700 

541 

*  1-800 
B5.37 
B5.3J 
B5.42 
AS1182 
D1666 
AMS5635A 
AMS5642D 
AMS5649A 
AMS5762 
AMS5642E 
AMS5640K 
AMS5738A 
AMS564IB 
'2-600 
•2-600 

1.8 
1.5 
1.1 
1.2 
1.3 
1.4 
1.6 
1.7 
♦I 

C574 

C455 

€455 

C455 

NF656-14 

AMS4439 

AMS2202J 

AMS2355B 

NF656-1-4 

NF656-15 

NF656-16 

NF656-8 

82 

15 

4 

NF656-17 
NF656-12 
NF656-6 
B92 

NF656-10  ■ 
28 

D2771 
D2772 
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Std.  Test  Meth.  for  Loss  on  Ignilion  of  Electrical  Grade 
d.  Test  Meth.  for  Thermal  Conductivity  of  Electrical  Grade 

Std.  Spec,  for 

th.  for  Soundness  of  Aggregate  hy  Use  of  Sodium  Sulfate  or 
St  for  Soundness  of  Aggregates  hy  Use  of  Sodium  Sulfate  or 
ffness  of  Bare  Soft  Square  and  Rectangular  Copper  Wire  for 
th.  for  Relative  Thermal  Endurance  of  Film  Insulated  Round 
Std.  Meth.  for  Test  Film  Insulated 
by  the  Magnetic  Meth.:  Electrodeposited  Nickel  Coatings  on 
f  Motion  Picture  Film  Relative  to  the  Universal  Leader  for 
Thicknesses  by  the  Magnetic  Meth.  Nonmagnetic  Coatings  on 
Std.  Spec,  for  Carbon  Steel  Forgings  with  Special 
Component  Std  for  Electro 
y  with  a  Two  to  One  Se/  Std.  Meth.  of  Testing  Nonmetallic 

h  a  Non  Symmetrical  /  Tent.  Meth.  of  Test  for  Nonmetallic 

eth.  (196/  Rec.  Pract.  for  Measuring  Coating  Thickness  by 

Std.  Print  Spec,  for 
Std.  Bank  Check  Spec,  for 
th.  of  Test  for  Complex  Dielectric  Constant  of  Nonmetallic 
Resonance  Linewidth  and  Gyromagnetic  Ratio  of  Nonmetallic 
ation  Magnetization  or  Saturation  Induction  of  Nonmetallic 
Std.  Meth.  for  Measurement  of  Coating  Thicknesses  by  the 
Std.  Meth.  for  Measurement  of  Coating  Thicknesses  by  the 
forgings  (1971 )  ANSI  G60.3  Std.  Spec,  for 

tory  Appendices)  (1971 )  Meth.  for 

Std.  Definitions  of  Terms  Relating  to 
anges  and  Fittings  and  Other  Piping  Components  (Dry  Powder 
orgings  (1968)  ANSI  G60.6  Std.  Meth.  of 

ract.  for  the  Training,  (Qualification  and  Certification  of 
e  Examination:  Radiographic,  Ultrasonic;  Liquid  Penetrant; 
io  Level  and  Multifrequency  Test  Tape  for  Quadruplex  Video 
Speed,  Spools  (1959)  Std.  for 

ation  (1969)  Spec,  for  Electro 

ms  Symbols,  Conventions  and  References  Relating  to  Nuclear 
aNSI  /  Std.  Spec,  for  Carbon  and  Alloy  Steel  Forgings  for 

rforated  Ir  1667  (1969)  Std.  Dimensions  for 

gnetic  Striping  of  35mm  Motion  Picture  Film  for  Four  Track 
d  Super  8,  2r  1667  (1-3)  (1969)  Std.  Dimensions  of 

track  Magnetic  Sound  Release  Prints  (/  Std.  Dimensions  of 

Recorded  Tape  Formats  for  7,  14,  and  21  Tracks  on  1/2  In. 
on  1/2  In.  Magnetic  Tape  and  14,  28  and  42  Tracks  on  1  In. 

Std.  for 

Pract.  for  Video  Test  Tape  for  Quadruplex  Video  Frequency 
imary  Audio  Reference  Level  Recording  for  Quadruplex  Video 
Pract.  for  Video  Test  Tape  for  Quadruplex  Video  Frequency 
Pract.  for  Video  Test  Tape  for  Quadruplex  Video  Frequency 
Std.  Speed  of  2  In.  Tape  for  Quadruplex  Video 
Std.  for  4  Channel  Sound 
Std.  Dimensions  of  2  In.  Video 
2  In.  Video 

Rec.  Test  Meth.  Tensile  Properties  of 
Spec,  for  35mm  3  Record  Azimuth  Alignment  Test  Film, 
for  16mm  Azimuth  Alignment  Test  Film,  Perforated  One  Edge, 
th.  for  Chemical  Analysis  of  High  Temperature,  Electrical, 
gnetic  Materials  (1970/  Std.  Meth.  of  Test  for  Saturation 

(1971)  Std.  on 

td.  for  Auxiliary  Builders  Hardware;  Letter  Box  Plates  and 
Std.  for  Packaging  of  Items  in 
Std.  for  Thyrislor  Power  Supplies  for  Metal  Rolling  Mill 
Std.  for  Cold  Water  Meters,  Propeller  Type  for 
70)  Rec.  Pract.  for 

lease  Prints  (1970)  Rec.  Pract.  Spec,  for 

Rec.  Rules  for  Operating  and 
Rec.  Rules  for  Operating  and 
(1971)  ANSI  B5/  Std.  for  Type  Designations,  Areas  of  Use, 

.  for  Temporary  Electrical  Facilities,  Their  Installation, 
gular  Bicycles  Including  Selection,  Purchase,  Preparation, 

Std.  for  Installation, 
Rec.  Pract.  for 
Preventive 
Manual  and  Spec,  for 


Magnesium  Oxide  (1969) 
Magnesium  Oxide  (1970) 
Magnesium  Silicate  Pigment  (1969) 
Magnesium  Stearale  (1960) 
Magnesium  Sulfate  (1968) 
Magnesium  Sulfate  (1971)  AASHO  T104 
Magnet  Wire  Fabrication  (1970a)  ANSI  C7.41 
Magnet  Wire  (1968)  ANSI  C59.93 
Magnet  Wire  (1970) 


Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet: 
Magnet: 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet: 
Magnet 
Magnet: 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet 
Magnet: 
Magnet 


c  and  Nonmagnetic  Substrates  (1970) 
c  and  Photographic  Tracks  (1968) 


Std.  Test  Me 
Std.  Meth.  of  Te 
/St  for  Sti 
Std.  Test  Me 

/Icknesses 
/Hronization  O 
/R  Measurement  of  Coating 


/S 


ling  Systems  for  Guard,  Fire  Alar/ 
0) 


valves.  Type  I  1/2  Jq  (1971) 
gle  Valve  (1967) 
cess  Flow  Valves  (1967) 
fety  Valves,  Type  4  Jq  (1967) 

parts  and  Operating  Mechanisms  /  Spec,  for  Inspection  and 

(1968) 

al,  Demolition,  Equipment.  Use  and  Occupancy,  Location  and 
s  (Railway)  (1952)  Rec.  Pract.  for  Inspection  and 

Testing  and 
Guide  for  Installation  and 
Operation  and 
Rec.  Pract.  for  the  Proper 
an  Informational  Guide  for  Physical 
Rec.  for  the  Inspection  and 


Basis  Metals  (1969) 
c  Characteristics  (1969) 

c  Clutches  for  Vehicle  Air  Conditioners  (1968) 
c  Cores  to  be  Used  in  a  Coincident  Current  Memor 
c  Cores  to  be  Used  in  a  Linear  Select  Memory  Wit 
c  Field  or  Eddy  Current  (Electromagnetic)  Test  M 
Ink  Character  Recognition  (1970) 
Ink  Character  Recognition  (1970) 
c  Materials  at  Microwave  Frequencies  (1970)  /Me 
Materials  (1970)  /.  of  Test  for  Ferrimagnetic 

c  Materials  (1970)  /Td.  Meth.  of  Test  for  Satur 

Meth,  Nonmagnetic  Coatings  on  Magnetic  Basis  M 
Meth.:  Electrodeposited  Nickel  Coatings  on  Mag 
c  Particle  Inspection  of  Large  Steel  Crankshaft 
c  Particle  Inspection  of  Pressure  Vessels  (Manda 
c  Particle  Inspection  (1968)  ANSI  Z166.15 
c  Particle  Inspection)  (1971)  IS  for  Valves,  Fl 

c  Particle  Test,  and  Inspection  of  Heavy  Steel  F 
c  Particle  Test.  Personnel  (1968)  Rec.  P 

c  Particle;  Eddy  Current  (of  Tubular  Products); 
c  Recorders  Operating  at  15  In./S  (1969)  /N  Aud 

c  Recording  Instruments  for  the  Home;  Wire  Size, 
c  Relays  for  Industrial  And/or  Commercial  Applic 
c  Resonance  Spectroscopy  (1969)  /Nitions  of  Ter 

c  Retaining  Rings  for  Turbine  Generators  (1968) 
c  Sound  Record  on  Super  8  Motion  Picture  Film  Pe 
c  Sound  Release  Prints  (1970)  /Dimensions  of  Ma 

c  Striping  of  16mm  Motion  Picture  Film  Perforate 
c  Striping  of  35mm  Motion  Picture  Film  for  Four 
c  Tape  and  14,  28  and  42  Tracks  on  1  In.  Magneti 
c  Tape  for  Instrumentation  Recording  (1971) 
c  Tape  Labels  for  Information  Interchange  (1969) 
c  Tape  Recorders  Operating  at  15  In./S  and  Pract 
c  Tape  Recorders  Operating  at  15  In./S  (1969) 
c  Tape  Recorders  Operating  at  15in./S  and  Pract. 
c  Tape  Recorders  Operating  at  7.5  In./S  and  Prac 
c  Tape  Recording  (1970) 
c  Tape  Records  (1971) 
c  Tape  Reels  (1970) 
c  Tape  (1965) 

c  Tape  (1969)  ANSI  C83.56 
c  Type  (1969) 
c  Type  (1969) 

c,  and  Other  Similar  Iron,  Nickel,  and  Cobalt  Ba 
zalion  or  Saturation  Induction  of  Nonmetallic  Ma 
strictive  Materials;  Piezomagnetic  Nomenclature 
Man  Boxes  (1970)  Products 
Mailing  Tubes  (1971) 
Main  Drives  (1971 ) 
Main  Line  Applications  (1970) 

Main  Reservoir  and  Radiation  System  for  Locomotives  (19 
Maintaining  an  Emulsion  in  Orientation  on  Theatrical  Re 
Maintaining  Power  Boiler  Appliances  (1971) 
Maintaining  Power  Boiler  Auxiliaries  (1971) 
Maintenance  and  Operation  of  Powered  Industrial  Trucks 
Maintenance  and  Removal  (1970)  Guide  Spec 

Maintenance  and  Rules  of  the  Road  (1970)  /  Std.  for  Re 

Maintenance  and  Use  of  Central  Station  Protective  Signa 
Maintenance  and  Use  of  Portable  Fire  Extinguishers  (197 
Maintenance  for  Rock  Drills  (1963) 
Maintenance  Inspection  of  Bridges  (1970) 
Maintenance  Instructions  for  Chlorine  Institute  Safety 
Maintenance  Instructions  for  Chlorine  Institute  Std.  An 
Maintenance  Instructions  for  Chlorine  Institute  Std.  Ex 
Maintenance  Instructions  for  Chlorine  Institute  Std.  Sa 
Maintenance  of  Alternate  Std.  F  Interlocking  Couplers, 
Maintenance  of  Automotive  Engine  Cooling  Systems  (Hs40) 
Maintenance  of  Buildings  and  Structures  (1967)  /  Remov 

Maintenance  of  Draft  Gears  and  Attachments  by  Car  Owner 
Maintenance  of  Dry  Pipe  Valves  (1968) 
Maintenance  of  Dry  Type  Transformers  (1958) 
Maintenance  of  Fabric  Dust  Collectors  (1969) 
Maintenance  of  Fire  Alarm  Systems  (1971) 
Maintenance  of  Highways  (1971) 
Maintenance  of  Sprinkler  Systems  (1971) 


Spec 
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FMS 
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Rec.  Pract.  for  the  Care  and 
(Application  Guide  For)  the  Care  and 
Design,  Layout,  Construction  and 
Design.  Layout,  Construction  and 
Rec.  on  Safeguarding  Aircraft  Breathing  Oxygen  System 
Iruction,  Tolerances.  Application.  Fittings.  Storage,  Care 
3)  Rec.  Form  for  Accumulation  of 

Safety, 

gas  Indicators  Including  Their  Installation,  Operation  and 
Marine  Diesel  Engine  Operation  and 
Std.  Manual  of  Pract.  for  Sewer 
Asphalt  in  Pavement 
y  Requirements  for  Powered  Platforms  for  Exterior  Building 
Rec.  on  Safeguarding  Aircraft  Fuel  System 
vice  Manual;  Rec.  Pract.  for  Shop  Organization.  Repair  and 
(1970)  Rec.  Safe  Pract.  in 

Std.  for  Automatic  Commercial  Ice 
Melh.  of  Test,  for  Automatic  Ice 
sting  Paint  Finishes  (R1969)  Std.  Meth.  of 

Evaluation  and  Examination  of  Coffee 
zation  Measurem/  Rec.  Pract.  for  Std.  Reference  Meth.  for 

e)  Pipe  and  Fittings  (1970)  Rec.  Pract.  for 

plastic  (PVC)  Pipe  and  Fittings  (1969)  Rec.  Pract.  for 

Std.  Test  Meth.  for 
Std.  for  Automotive 

b. (1970)  Std.  for 

vacuum  Entrainm/  Std.  Meth.  of  Sampling  Particulates  From 

nd  Cotton  (1968)  Quantitative  Determination  of  Total 

termination  of  Total  Man  Made  Fiber  Content  in  Mixtures  of 
determination  of  Moisture  Content  of  Animal,  Vegetable  and 
Determination  of  Cleanliness  of  Animal,  Vegetable  and 
ive  Determination  of  Wool  in  Mixtures  of  Wool,  Cotton,  and 
ve  Determination  of  Polyester  Fiber  Content  in  Mixtures  of 
of  Oil,  Grease,  and  Fat  Content  of  Animal,  Vegetable,  and 
d  Spectroscopy  (1968)  Identification  of  Natural  and 

tative  Determination  of  Nylon  Fiber  Content  in  Mixtures  of 
tive  Determination  of  Acetate  Fiber  Content  in  Mixtures  of 
tative  Determination  of  Rayon  Fiber  Content  in  Mixtures  of 

Rec.  Pract.  for 

ounts  of  Radionuclides  (1970)  Rec.  Precautions  in  the 

Is.  Sizing  Water  Systems,  and  Water  Treatment,  Quality  and 
Uniform  Terminology  for  Agricultural  Machinery 
Uniform  Terminology  for  Rural  Waste 
Rec.  Pract.  for  Training  Reports  and 
Definitions  for  Pressure  Vessels 
eth.  for  Magnetic  Particle  Inspection  of  Pressure  Vessels 
eth.  for  Liquid  Penetrant  Examination  of  Pressure  Vessels 
spection  and  Test,  of  Steel  Castings  for  Pressure  Vessels 

Rec.  Std.  for 

exibility  of  Resilient  Flooring  Materials  with  Cylindrical 
Std.  for  Structural  Self  Plugging  Pull 
Std.  for  Break 
Std.  for  Pull  Through 
Std.  for  Tolerances  for 
Std.  Electric  Resistance  Welded 
Rec.  Std.  for 
Rec.  Std.  for 
Rec.  Pract.  for  Processing  of 
pec.  for  Shapes,  Sizes  and  Identification  of  Mounted  Wheel 
(Leaded  Mang/  Std.  Spec,  for  High  Strength  Yellow  Brass 

Std.  Spec,  for  Leaded  High  Strength  Yellow  Brass 
nese  Bronze)  and  Leaded  High  Strength  Yellow  Brass  (Leaded 

Std.  Meth.  of  Test  for 
Std.  Meth.  for  Determination  of 
Meth.  for 
Std.  Spec,  for  Electrolytic 
loy  Steel  Plates  for  Pressure  Vessels  (19/  Std.  Spec,  for 

loy  Steel  Plates,  Quenched  and  Tempered,  /  Std.  Spec,  for 

sure  Vessels  (19/  Std.  Spec,  for  Manganese  Molybdenum  and 
d  and  Tempered,  /       Std.  Spec,  for  Manganese  Molybdenum  and 

Std.  Meth.  of  Test  for  Iron  in 
Std.  Meth.  of  Test  for  Sihca  in  Iron  Ores  and 
Is  (1971)  ANSI  G32.1  Std.  Spec,  for  Chromium 

71)  ANSI  G35.14  Std.  Spec,  for  Carbon 

ure  Vessels  (1969)  Std.  Spec,  for  Carbon 

ess  and  Heat  Resisting  Corrosion  Resisting  Chromium  Nickel 
035.8  Std.  Spec,  for  Carbon 

els  (1971)  Std.  Spec,  for 

Std.  Spec,  for  High  Strength  Low  Alloy  Structural 
for  Chemical  Analysis  of  Silicomanganese  and  Ferrosilicon 
Aluminum  Alloy  Tubing,  Seamless,  Drawn  1.25 
0.1  Std.  Spec,  for  Sewer  and 

Std.  Spec,  for  Precast  Reinforced  Concrete 
Control  of  Flammable  and  Combustible  Liquids  and  Gases  in 
Rec.  Pract.  for  Air  Supply 
(Akund,  Coco,  Coir,  Cotton.  Excelsior,  Flax,  Jute,  Kapok, 


Maintenance  of  Sprinkler  Systems  (1971)  NFPA 
Maintenance  of  Steam  and  Hot  Water  Unit  Heaters  (1961)  AMCA 
Maintenance  of  Terraces  (1970)  ASAE 
Maintenance  of  Terraces  (1970)  ASAE 
Maintenance  Operations  (1971)  NFPA 
Maintenance  Std.  and  Spec.)  (1970)  /K  (Materials,  Cons  RMA 

Maintenance  Test  Data  of  Electric  Lighting  Systems  (196  lES 
Maintenance  (of  Trucks)  (1964)  ITA 
Maintenance  (on  Boats)  (1970)  /Lammable  (Combustible)  ABYC 

Maintenance  (Std.  Pract.)  (1971)  DEMA 
Maintenance  (1966)  WPCF 
Maintenance  (1967)  AI 
Maintenance  (1970)  Std.  Safet  ANSI 

Maintenance  (1971 )  NFPA 
Maintenance,  Fitting  and  Rigging  (1969)  Marine  Ser  BIA 

Maintenance,  Heating  and  Illumination  in  Metal  Casting  AFS 
Makers  (1970)  ARI 
Makers  (1971)  ASHRA 
Making  and  Preparing  Concrete  and  Masonry  Panels  for  Te  ASTM 
Making  Equipment  (1966)  CBC 
Making  Potentiostatic  and  Potentiodynamic  Anodic  Polari  ASTM 
Making  Solvent  Cemented  Joints  with  Poly  (Vinyl  Chlorid  ASTM 
Making  Solvent  Cemented  Joints  with  Polyvinyl  Chloride  SPI 
Maleic  Diene  Value  of  Drying  Oils  (R1969)  ASTM 
Malleable  Iron  Castings  (1970)  SAE 
Malleable  Iron  Threaded  Pipe  Unions  150.  250,  and  300  L  MSS 
Man  Accessible  Storage  Vessels  for  Aerospace  Fluids  by  ASTM 
Man  Made  Fiber  Content  in  Mixtures  of  Man  Made  Fibers  A  ABFLO 
Man  Made  Fibers  and  Cotton  (1968)  Quantitative  De  ABFLO 

Man  Made  Fibers  by  the  Oven  Meth.  Technique  (1968)  ABFLO 
Man  Made  Fibers  (Sludge  Meth.)  (1968)  ABFLO 
Man  Made  Fibers  (1968)  Quantitat  ABFLO 

Man  Made  Fibers  (1968)  Quantitati  ABFLO 

Man  Made  Fibers  (1968)  Determination  ABFLO 

Man  Made  Fibers,  and  Other  Filling  Materials  by  Infrare  ABFLO 
Man  Made  Fibers,  Cotton  and  Wool  (1968)  Quanti  ABFLO 

Man  Made  Fibers,  Cotton  and  Wool  (1968)  Quantita  ABFLO 

Man  Made  Fibers,  Cotton,  and  Wool  (1968)  Quanti  ABFLO 

Man  Rated  Space  Facilities  (1969)  ASTM 
Management  of  Patients  Who  Have  Received  Therapeutic  Am  NCRPM 
Management  (1965)  /De  to  Locating  and  Constructing  Wei  WSC 

Management  (1969)  ASAE 
Management  (1970)  ASAE 
(Management)  Records  (1970)  NFPA 
(Mandatory  Appendices)  (1971)  ASME 
(Mandatory  Appendices)  (1971)  ASME 
(Mandatory  Appendices)  (1971)  ASME 
(Mandatory  Appendices)  (1971)  in  ASME 

Mandolin  Wire  (1970)  SWA 
Mandrel  Apparatus  (1971)  Std.  Test  Meth.  for  Fl  ASTM 

Mandrel  Blind  Rivets  (Type  2b)  (1971)  IFI 
Mandrel  Blind  Rivets  (1971)  IFI 
Mandrel  BUnd  Rivets  (1971)  IFI 
Mandrel  Cured  Extruded  Solid  Rubber  Products  (1970)  RMA 
Mandrel  Drawn  Hydraulic  Line  Tubing  (1967)  ANSI  B93.4  NFLDP 
Mandrel  Wire  for  Bhnd  Rivets  (1970)  SWA 
Mandrel  Wire,  Iron  (1970)  SWA 
Mandrels  for  Electroforming  (1969)  ASTM 
Mandrels  (1970)  ANSI 
(Manganese  Bronze)  and  Leaded  High  Strength  Yellow  Brass  ASTM 
(Manganese  Bronze)  Sand  Castings  (1970)  ASTM 
Manganese  Bronze)  Sand  Castings  (1971)  /W  Brass  (Manga  ASTM 

Manganese  in  Iron  Ores  (1971)  ASTM 
Manganese  in  Paint  Driers  by  EDTA  Meth.  (1968)  ASTM 
Manganese  in  Pulp  (1969)  TAPPI 
Manganese  Metal  (1969)  ASTM 
Manganese  Molybdenum  and  Manganese  Molybdenum  Nickel  Al  ASTM 
Manganese  Molybdenum  and  Manganese  Molybdenum  Nickel  Al  ASTM 
Manganese  Molybdenum  Nickel  Alloy  Steel  Plates  for  Pres  ASTM 
Manganese  Molybdenum  Nickel  Alloy  Steel  Plates,  Quenche  ASTM 
Manganese  Ore  (1971)  ASTM 
Manganese  Ores  (1971 )  ASTM 
Manganese  Silicon  Alloy  Steel  Plates  for  Pressure  Vesse  ASTM 
Manganese  Silicon  Steel  Plates  for  Pressure  Vessels  (19  ASTM 
Manganese  Silicon  Steel  Plates,  Heat  Treated,  for  Press  ASTM 
Manganese  Steel  Plate,  Sheet,  and  Strip  (1969)  /Stainl  ASTM 

Manganese  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  ASTM 
Manganese  Vanadium  Alloy  Steel  Plates  for  Pressure  Vess  ASTM 
Manganese  Vanadium  Steel  (1970a)  ASTM 
Manganese  (1970)  Tent.  Meth.  ASTM 

Manganese  (3003-0)  (1970)  SAE 
Manhole  Brick  (Made  From  Clay  or  Shale)  (1969)  ANSI  AlO  ASTM 
Manhole  Sections  (1969)  ASTM 
Manholes  and  Sewers  (1970)  Std.  on  the  NFPA 

Manifold  for  Unloading  Tank  Trailers  (1971)  TTMA 
Manila,  Milkweed,  Moss,  Palm,  Sisal,  Tula)  (1968)  /Ers  ABFLO 
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A14 
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MS16 
A120.I 
4I0C 
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29 
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F137 

116 
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B147 
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B147 

E314 
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A601 
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associated  Telemetering  Equipments  (1970)  Sid.  for  Manual  and  Automatic  Station  Control,  Supervisory,  and  ANSI  C37.2 

(1970)  Manual  and  Spec,  for  Maintenance  Inspection  of  Bridges  AASHO  MIB-I 

Steel  Products  Manual  for  Alloy  Steel  Plates  (1970)  AISI  3 

Steel  Products  Manual  for  Alloy  Steel  Sheets  and  Strip  (1969)  AISI  12 

Steel  Products  Manual  for  Alloy  Steel  Wire  and  Rods  (1967)  AISI  15 

Id  Finished  Bars  (1970)  Steel  Products  Manual  for  Alloy  Steel.  Semifinished.  Hot  Rolled  and  Co  AISI  4 

Safety  Manual  for  Anhydrous  Ammonia  (1964)  FI  M2 

(National  Board  Inspection  Code)  Manual  for  Boiler  and  Pressure  Vessel  Inspectors  (1970)  NBBPV  *1 

Steel  Products  Manual  for  Carbon  Steel  Flat  Wire  (1959)  AISI  9 

pe  Oil  Country  Tubular  Goods  (1964)  Steel  Products  Manual  for  Carbon  Steel  Pipe;  Structural  Tubing  Line  Pi  AISI  18 

lied  Floor  Plates.  Steel  Sheet  Piling  (19/  Steel  Products  Manual  for  Carbon  Steel  Plates,  Structural  Sections.  Ro  AISI  2 

(1970)  Steel  Products  Manual  for  Carbon  Steel  Sheets  (Coils  and  Cut  Lengths)  AISI  5 

Steel  Products  Manual  for  Carbon  Steel  Strip  ( 1964)  AISI  6 

Rolled  and  Cold  Finished  Bars  Hot  Rolled/  Steel  Products  Manual  for  Carbon  Steel,  Semifinished  for  Forgings,  Hot  AISI  I 

Soils  Manual  for  Design  of  Asphalt  Pavement  Structures  (1969)  AI  MSIO 

(1965)  Technical  Manual  for  Filtration  for  Hydraulic  Fluid  Power  Systems  NFLDP  T3.10.65.2 

Steel  Products  Manual  for  Flat  Rolled  Electrical  Steel  (1968)  AISI  16 

Manual  for  Machine  Tool  Gearing  (1971)  AGMA  360.02 

ames.  Spring  Assemblies,  and  Covering  Materials;/  Seating  Manual  for  Motor  Vehicles;  Including  Seat  Adjusters,  Fr  SAE  J782A 

lion  Systems  for  the  Construction  of  Air  Distribution  Sy/  Manual  for  the  Balancing  and  Adjustment  of  Air  Distrihu  SMACN  *7 

Steel  Products  Manual  for  Tool  Steels  (1970)  .  AISI  14 

Steel  Products  Manual  for  Wrought  Steel  Wheels  (1961)  AISI  11 

Std.  for  Manual  Gas  Metal  Arc  (Gma)  Welding  Equipment  (1971)  NSA  959 

(1971)  Std.  for  Manual  Gas  Tungsten  Arc  (Gta)  Fusion  Welding  Equipment  NSA  961 
terials,  and  Waterproofing  (196/  Metal  Curtain  Wall  Spec.  Manual  Including  Complete  Fabrication.  Installation,  Ma  NAAMM*17 
and  Spiral  Types  (1971 )  Metal  Stairs  Manual  Including  Spec,  for  Straight,  Circular.  Curved,  NAAMM*33 
niess  Steel;  Carbon  Steel  and  Iron;  Organ/               Metal  Finishes  Manual  Including  Std.  for  Aluminum,  Copper  Alloys,  Stai  NAAMM*32 

Std.  for  End  Preparation  for  Manual  Inert  Gas  Tungsten  Arc  Root  Pass  Welding  (1969)  PFI  ES21 

uction  (1958)  Manual  of  Accident  Prevention  and  Safe  Pract.  in  Constr  AGCA  *1 

Std.  Manual  of  Pract.  for  Anaerobic  Sludge  Digestion  (1968)  WPCF  16 

plants  (1970)  Std.  Manual  of  Pract.  for  Operation  of  Wastewater  Treatment  WPCF  II 

Wastewater  Treatment  Facilities  (1969)  Std.  Manual  of  Pract.  for  Paints  and  Protective  Coatings  for  WPCF  17 

Std.  Manual  of  Pract.  for  Regulation  of  Sewer  Use  (1968)  WPCF  3 

Std.  Manual  of  Pract.  for  Safety  in  Wastewater  Works  (1969)  WPCF  1 

7)  Std.  Manual  of  Pract.  for  Sewage  Treatment  Plant  Design  (196  WPCF  8 

Std,  Manual  of  Pract.  for  Sewer  Maintenance  (1966)  WPCF  7 

eristics  and  Treatment  (1967)  Std.  Manual  of  Pract  Units  of  Expression  for  Wastes  Charact  WPCF  6 

Format  for  Construction  Spec.  Manual  of  Pract.  (1970)  CSI  MP2A 

Std.  Manual  of  Practice  for  Sludge  Dewatering  (1969)  WPCF  20 

.  of  Preparation  (1970)  Manual  of  Practice  on  Construction  Spec,  and  Their  Meth  CSI  MP 

d  Storm  Sewers  (1970)  Std.  Manual  of  Pract;  Design  and  Construction  of  Sanitary  An  WPCF  9 

s  (1970)  Manual  of  Rec.  Pract.  for  Industrial  Ventilation  System  SMACN  *» 

Deck  Dryness  (1970)  Manual  of  Roofing  Practice;  Corps  of  Engineers  Test  for  NRCA  *2-A 

Manual  of  Roofing  Practice;  Guidelines  and  Std.  (1970)  NRCA  *2 

Manual  on  Blast  Cleaning  (Hs  124)  (1968)  SAE  J792A 

cnts  (1970)  Manual  on  Classification  of  Motor  Vehicle  Traffic  Accid  ANSI  D16.I 

1)  Manual  on  Clearances  for  Heat  Producing  Appliances  (197  NFPA  89M 

springs  (Hs9)  (1968)  Manual  on  Design  and  Application  of  Helical  and  Spiral  SAE  J795 

r  Belleville  Springs  (Hs  63)  (1968)  Manual  on  Design  and  Manufacture  of  Coned  Disk  Spring  O  SAE  J798 

(Hs  26)  (1970)  Manual  on  Design  and  Manufacture  of  Torsion  Bar  Springs  SAE  J796A 

Manual  on  Roof  Coverings  (1970)  NFPA  203M 

Manual  on  Shot  Peening  (Hs  84)  (1967)  SAE  J808A 

Safety  Std.  for  Marine  Manual  Steering  Components  and  Systems  (1966)  UL  1139 

Automotive  Safety  Glazing  Manual  (HSJ906)  (1968)  SAE  J906 

Ride  and  Vibration  Data  Manual  (Hs6a)  (1965)  SAE  J6A 

Principles  of  Clay  Masonry  Construction;  Student's  Manual  (1960)  SCPI  *44 

Gypsum  Lathing  and  Plastering  Manual  (1965)  GA  '2.2 

Agriculture  Anhydrous  Ammonia  Operators  Manual  (1966)  FI  M7 

Spec,  for  Aluminum  Structures;  Aluminum  Construction  Manual  (1967)  AA  '27 

Asphalt  Plant  Manual  (1967)  AI  MS3 

Vending  Machine  Evaluation  Manual  (1967)  NAMA  *1 

Chlonne  Manual  (1969)  CHI  1 

Aluminum  Std.  and  Data;  Manual  (1970)  AA  *28 

(Steel  Products  Manual)  Wire  and  Rods,  Carbon  Steel  (1963)  AISI  8 

ze  Hydrodynamic  Sleeve  Bearing  Performance  Tables;  (User's  Manual)  (1970)  Cast  Bron  CBBI  •) 

for  Local  Fire  Protective  Signalling  Systems  (in  Training  Manual)  (1971 )  Definitions  NEMA  SB4 

Std.  for  Manually  Operated  Gas  Valves  (1969)  ANSI  Z21.15 

(1968)  Safety  Std.  for  Marine  Manually  Operated  Valves  for  Use  with  Flammable  Liquids  UL  1106 

Std.  for  Valves,  High  Pressure  Oxygen,  Line  Shut  Off,  Manually  Operated  (1971)  SAE  AS1214 

for  Bolted  Pressure  Contact  Switches  (Integrally  Fused  and  Manually  Operated)  ( 1971 )  Std.  NEMA  KS2 

Rec.  Pract.  for  the  Preparation  of  Owner's  Manuals  (Boats)  (1970)  ABYC  S2 

Format  for  Construction  Equipment  Manuals  (Hs  39)  ( 1968)  SAE  J920 

Spec.  Manual;  Certified  Oak  Floors  (1969)  NOFMA  '2 

Architectural  Sheet  Metal  Manual;  Meth.  of  Design  and  Installation  (1968)  SMACN  '2 

aintenance,  Fitting  and  Rigging  (1969)  Marine  Service  Manual;  Rec.  Pract.  for  Shop  Organization,  Repair  and  M  BIA  MSM 

s  for  Irrigation  Wells  (1967)  Manufacture  and  Placement  of  Reinforced  Concrete  Casing  ASAE  R266 

(Hs  63)  (1968)  Manual  on  Design  and  Manufacture  of  Coned  Disk  Spring  oi  Belleville  Springs  SAE  J798 

ec.  and  Meth.  of  Test  for  Certain  Heavy  Cotton  Fabrics  for  Manufacture  of  Hose  and  Belting  (1970)  Std.  Sp  ASTM  D181 

Std.  Spec,  for  Processing  Additions  for  Use  in  the  Manufacture  of  Hydraulic  Cement  (1970)  ASTM  C465 

Manual  on  Design  and  Manufacture  of  Torsion  Bar  Springs  (Hs  26)  (1970)  SAE  J796A 

Sid.  for  the  Manufacture  of  (Flammable)  Organic  Coatings  (1971)  NFPA  35 

ve  Material/  Suggested  Code  of  Safety  Regulations  for  the  Manufacture,  Transportation,  Storage  and  Use  of  Explosi  IME  3 

ives  and  Blasting  Agents  (1970)  Code  for  the  Manufacture,  Transportation,  Storage,  and  Use  of  Explos  NFPA  495 

easurements  (19/  Sid.  Meth.  of  Test  for  Density  in  Air  of  Manufactured  Carbon  and  Graphite  Articles  by  Physical  M  ASTM  C559 

Std.  Publication  for  Manufactured  Electrical  Mica  (1970)  NEMA  MEl 

Std.  Meth.  of  Samphng  Manufactured  Gas  (1970)  ANSI  Z77.7  ASTM  D1247 
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Std.  for 

1967)  ANSI  A140.1  Rec.  Pracl  for 

ield  Test  Requirements  for  Materials,  Devices  and  Products 
ield  Test  Requirements  for  Materials,  Devices  and  Products 
Rec.  Pracl.  for  Lighting  Identification  Code  Used  by 
ests  to  Measure  the  Durability  of  Gummed  Tapes  Forming  the 
1971)  Tensile  Test  for  the 

s) (1970)  Std.  for 

Std.  of  Procedures  for  Distributors  accounts  Payable  and 

Rec.  Lighting  for  the 
Requirements  for  Safely  and  Wooden  Match 
revention  of  Dust  Explosions  in  Woodworking  and  Wood  Flour 

9) 

Volumetric  Capacity  of  Box  Type 
Volumetric  Capacity  of  Open  Tank  Type 
Volumetric  Capacity  of  Closed  Tank  Type 
ge  Wagons,  Wagon  Boxes,  and  Forage  Handling  Adaptations  of 
Flooring  Grading  Rules,  Oak,  Pecan,  Beech,  Birch,  Hard 

Std.  Test  Meth.  for 

Meth.  for  Chemical  Analysis  of  Stainless,  Heat  Resisting. 

Spec,  for  Steel  Castings,  Investment, 
Cultured 

ocircuits  (1971)  Std.  Test  Procedure  for  Noise 

Requirements  for 
Safety  Std.  for 
Safety  Std.  for 

Std.  for  Pressure  Treated  Piles  and  Timbers  in 

d.  Pract.)  (1971) 
.)(1971) 

on  (Std.  Pract.)  (1971) 

lion  Systems  (Std.  Pracl.)  (1971) 

) (1971) 

.)  (1971) 
act.)  (1971) 
71) 

ct.)  (1971) 
cl.)  (1971) 
71) 

s  (Std.  Pract.)  (1971) 
d  General  Spec.  (1971) 
I.)  (1971) 

ents  (Std.  Pract.)  (1971) 
act.)  (1971) 
t.)(1971) 
Pract.)  (1971) 
71) 

.  Pract.)  (1971) 

Requirements  for 
Safety  Requirements  for 
Safety  Std.  for 
Safety  Sid.  for 

d  Alternators  (1964)  Safety  Std.  for 

Safety  Std.  for  Design,  Construction  and  Operation  of 
quids  (1968)  Safety  Std.  for 

le  Liquids  (1964)  Safety  Std.  for 

External  Ignition  Proofing  of 
External  Ignition  Proofing  of 
Safety  Std.  for 

%7)  Safety  Std.  for 

External  Ignition  Proofing  of 
c.  Pract.  and  Std.  Covering  the  Installation  of  Air  Cooled 
and  Consiruction  of  Gasoline  Fueled  Inboard,  Liquid  Cooled 

Safety  Std.  for 
Safety  Std.  for 

Environmental  Exposure  Test,  of  Sample  Model 
Safety  Std,  for  Non-Integral 
Marine  Diesel  Engine  Classificalion  and 
Requirements  for 
Safety  Std.  for 
Safety  Std.  for 

liquids  (1968)  Safety  Sid.  for 

Safety  Std.  for 
Requirements  for 

ces  (19681)  Safety  Std.  for 

Requirements  for 
Safety  Std.  for 
Safety  Std.  for 
n.  Repair  and  Maintenance,  Fitting  and  Rigging  (1969) 

Meth.  of  Accelerated  Evaluation  of  Wood  Preservatives  for 
Safety  Requirements  for 
Safely  Std.  for 
Safety  Std.  for 


Manufactured  Graphite  Electrodes  (1970) 
Manufactured  Reinforced  Concrete  Floor  and  Roof  Units 
Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous  Ser 
Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous  Ser 
Manufacturer,  on  Product  Vehicle  (1971) 
Manufacturers  Joint  of  Corrugated  Fiberhoard  Boxes  (195 
Manufacturers  Joint  of  Fiberboard  Shipping  Containers 
Manufacturers  Spec,  for  Geared  Hand  Brakes  (Railway  Car 
Manufacturers  accounts  Receivable  (1970)  /Y  Regarding 

Manufacturing  of  Men's  Clothing  (1962) 
Manufacturing  Plants  (1971) 

Manufacturing  Plants  (1971)  ANSI  Z12.20  /Td.  for  the  P 

Manufacturing  Std.  and  Spec,  for  Textbooks  (Books)  (196 
Manure  Spreaders  (Dual  Rating  Method)  (1971) 
Manure  Spreaders  (1969) 
Manure  Spreaders  (1969) 

Manure  Spreaders  (1970)  Volumetric  Capacity  of  Fora 

Maple  (1968) 

Mar  Resistance  of  Plastics  (1969) 

Maraging,  and  Other  Similar  Chromium  Nickel  Iron  Alloys 
Maraging,  Vacuum  Melted  (1971) 
Marble  Lavatory  (1966) 

Margin  Measurements  for  Semiconductor  Logic  Gating  Micr 

Marine  Alcohol  and  Kerosene  Cooking  Appliances  (1968) 

Marine  Battery  Chargers  (1963) 

Marine  Combustible  Gas  Indicators  (1965) 

Marine  Construction  (1971) 

Marine  Diesel  Engine  Air  Intake  and  Exhaust  Systems  (St 
Marine  Diesel  Engine  Applications  (Std.  Pracl.)  (1971) 
Marine  Diesel  Engine  Assembly  and  Equipment  (Std.  Pract 
Marine  Diesel  Engine  Classification  and  Marine  Inspecti 
Marine  Diesel  Engine  Combustion  Chambers  and  Fuel  Injec 
Marine  Diesel  Engine  Control  Rooms  (Std.  Pract.)  (1971) 
Marine  Diesel  Engine  Cooling  Water  Systems  (Std.  Pract. 
Marine  Diesel  Engine  Definitions  (1971) 
Marine  Diesel  Engine  Electric  Drive  Systems  (Std.  Pract 
Marine  Diesel  Engine  Erection  and  Installation  (Std.  Pr 
Marine  Diesel  Engine  Factory  and  Installation  Test.  (19 
Marine  Diesel  Engine  Foundations  and  Seatings  (Std.  Pra 
Marine  Diesel  Engine  Fuel  Oil  Characteristics  (Sid.  Pra 
Marine  Diesel  Engine  Fuel  Oil  Systems  (Std.  Pract.)  (19 
Marine  Diesel  Engine  Governors  and  Speed  Control  System 
Marine  Diesel  Engine  Lubricating  Oil  Characteristics  An 
Marine  Diesel  Engine  Lubricating  Oil  Systems  (Std.  Prac 
Marine  Diesel  Engine  Machinery  and  Engine  Room  Arrangem 
Marine  Diesel  Engine  Operation  and  Maintenance  (Std.  Pr 
Marine  Diesel  Engine  Ratings  and  Performance  (Std.  Prac 
Marine  Diesel  Engine  Scavenging  and  Supercharging  (Std. 
Marine  Diesel  Engine  Starting  Systems  (Std.  Pract.)  (19 
Marine  Diesel  Engine  Vibration  (Std.  Pract.)  (1971) 
Marine  Diesel  Engines  for  Auxiliary  Power  Services  (Std 
Marine  Electric  Blowers  (1967) 
Marine  Electric  Cooking  Appliances  (1965) 
Marine  Electric  Healing  Devices  (1967) 
Marine  Electric  Power  Switches  (1964) 
Marine  Electric  Starters,  Generators  and  Diode  Rectifie 
Marine  Electrical  or  Mechanical  Fuel  Pumps  (1966) 
Marine  Electrically  Operated  Pumps  for  Non-Flammable  Li 
Marine  Electrically  Operated  Shutoff  Valves  for  Flammab 
Marine  Engine  Cranking  Motors  (1968) 
Marine  Engine  Distributors  (1968) 
Marine  Engine  Exhaust  Components  (1965) 
Marine  Engine  Ignition  System  Components  and  Systems  (1 
Marine  Engine  Wiring  (1969) 

Marine  Engines  and  Auxiliaries  (Diesel  and  Gasoline)  (B 

Marine  Engines  (Boats)  (1970)  /Nd  Std.  for  the  Design 

Marine  Flexible  Fuel  Line  Sections  (1966) 

Marine  Fuel  Filters,  Strainers  and  Separators  (1964) 

Marine  Fuel  Tanks  (1965) 

Marine  Fuel  Tanks  (1965) 

Marine  Inspection  (Std.  Pract.)  (1971) 

Marine  Lighting  Fixtures  (1968) 

Marine  Liquefied  Petroleum  Gas  Cooking  Appliances  (1967 
Marine  Manual  Steering  Components  and  Systems  (1966) 
Marine  Manually  Operated  Valves  for  Use  with  Flammable 
Marine  Navigation  Lights  (1964) 

Marine  Recirculating  Assemblies  for  Human  Waste  (1969) 
Marine  Requirements  for  Alternating  Current  Wiring  Devi 
Marine  Retention  Assemblies  for  Sewage  (1969) 
Marine  Rigid  and  Flexible  Air  Ducting  (1966) 
Marine  Sealed  Combustion  Chamber  Heaters  (1966) 
Marine  Service  Manual;  Rec.  Pract.  for  Shop  Organizatio 
Marine  Services  by  Means  of  Small  Size  Specimens  (1970) 
Marine  Sewage  Incinerating  Devices  (1968) 
Marine  Signal  Alarm  Equipment  (1964) 
Marine  Solidified  Fuel  Cooking  Apphances  (1965) 


NEMA 

CGI 

ACI 

512 

AAR 

MSRP-C-3 

AAR 

MSRP-D-3 

SAE 

J759A 

GIA 

1 

TAPPI 

T8130S 

AAR 

MSRP-E-1 1 

NAFC 

•4 

lES 

CP23 

FMS 

LPD7-5 

NFPA 

664 

NASTA 

*1 

ASAE 

S324 

ASAE 

S325 

ASAE 

S326 

ASAE 

S238 

NOFMA 

*1 

ASTM 

D673 

ASTM 

E353 

SAE 

AMS5337 

lAPMO 

PS18 

EIA 

RS390 

UL 

1 100 

UL 

1 103 

UL 

1 1 10 

AWPA 

C18-71 

DEMA 

MDl  15 

DEM  A 

MD26 

DEMA 

MD12 

DEMA 

MD19 

DEMA 

MD84 

DEMA 

MDlOl 

DEMA 

MD131 

DEMA 

MDl 

DEMA 

MD43 

DEMA 

MD18I 

DEMA 

MD183 

DEMA 

MDl  1 1 

DEMA 

MDI71 

DEMA 

MD153 

DEMA 

MD88 

DEMA 

MDI63 

DEMA 

MDl  38 

DEMA 

MD69 

DEMA 

MD186 

DEMA 

MD8 

DEMA 

MD73 

DEMA 

MD122 

DEMA 

MD103 

DEMA 

MD61 

UL 

1128 

UL 

1122 

UL 

1131 

UL 

1107 

UL 

1112 

UL 

1130 

UL 

1113 

UL 

1 115 

SAE 

J355 

SAE 

J354 

UL 

1129 

UL 

1120 

SAE 

J378 

ABYC 

PIO 

ABYC 

P4 

UL 

1114 

UL 

1105 

UL 

MARINER6 

UL 

1102 

DEMA 

MD19 

UL 

1149 

UL 

1125 

UL 

1139 

UL 

1106 

UL 

1104 

UL 

1147 

UL 

1142 

UL 

1143 

UL 

1136 

UL 

1 117 

BIA 

MSM 

ASTM 

D2481 

UL 

1150 

UL 

1127 

UL 

1101 
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Rec.  Pract.  for  the  Purification  of  Lubricating  Oil  in 
19/  Rec.  Pract.  for  the  Design  of  Lubricating  Systems  for 

Safety  Std.  for 
Safety  Requirements  for 
Rec.  Pract.  for 

Std.  Covering  Sewage  Holding  And/or  Treatment  Devices  for 
57  Safety  Std.  for 

)  (1970)  Rec.  Pracl.  and  Std.  Covering  the 

Safety  Std.  for  Fuel  Line  Tube  Fittings  for 
Requirements  for 
Safety  Std.  for  Special  Purpose 
ted  with  Water  Borne  Preservatives  and  Creosote  for  Use  in 

Std.  for  Clearance,  Side 
970)  Minimum  Performance  Std.  of  Airborne  Radio 

erminology  and  Classification  for  Gasoline  and  Heating  Oil 
19711  Pre 

Pre 

Accrediting  Std.  for  Diaper 
icle  Type  (Lead  Acid)  Storage  Batteries  (1/  Rec.  Domestic 

essels  (1971)  Code  of  Alternative  Rules  for 

0)  Rec.  Pract.  Meth.  of 

Spec,  for  Identification  and 
Std. 

s  (1968)  ANSI  B93.9  Symbols  for 

otives  -  Railway)  (1970)  Spec,  for  Body 

Rec.  Location  of  Spot  for  Price 
Writing  and 

ent  on  Highways  (1969)  SAE  J137  Lighting  and 

ent  on  Highways  (1970)  Std.  for  Lighting  and 

cknuts  (1968)  Std.  for  Grade  and  Source  Identification 

(1970)  Tent.  Test  Meth.  for  Black  Heel 

Nameplates  and 
Electric  Truck  and  Battery 
Paint, 

Requirements;  Relief  Devices;  Rules  for  Test,  Inspection, 
641  Rec.  for  Shipping  Cases, 

(1965)  Std.  for 

ed  Abrasives  (1970)  Std. 

Std.  for  Tubing  Connection 
Std.  Focal  Length 
Spec,  for  Reporting 
Rec.  Pract.  for  Vehicle  Fiducial 
or  Resistance  to  Plastic  Flow  of  Bituminous  Mixtures  Using 
Slock  for  High  Temperature  Service  (1966/  Std.  Spec,  for 

Std.  for  Package  Quantities  of  Instant 
or  Beauty  Parlor  Equipment  (Hair  Dryers  and  Wavers;  Facial 
Structural  Design  of  Semicircular  Bnck 
Structural  Design  of  Brick 
Std.  Spec,  for 

.  Notes)  (1964)  Design  and  Construction  of 

Reinforced  Brick 
Cold  Weather 
Principles  of  Clay 

Forces)  (Tech.  Notes)  (1968)  Four  Inch  Reinforced  Brick 

Design  and  Construction  of  Plain  and  Reinforced  Concrete 
Std.  Spec,  for  Aggregates  for 
Use  of  Concrete 
The  Application  of  Reinforced  Concrete 
The  Application  of  Non  Reinforced  Concrete 
Std.  Spec,  for  Aggregate  for 
Std.  Meth.  of  Making  and  Preparing  Concrete  and 
Reinforced  Brick 
Concrete 
Concrete 

Instructions  for  the  Inspection  of  Concrete  and 
Std.  Spec,  for  Building  Brick  (Solid 
Std.  Spec,  for  Facing  Brick  (Solid 
Safety  Std.  for  Concrete 
lazed  Structural  Clay  Facing  Tile,  Facing  Brick,  and  Solid 

Nominal  Height  of 
a  Guide  to  Selecting  Concrete 
Std.  Safety  Requirements  for  Concrete  Construction  and 
Guide  Spec,  for  Engineered  Brick 
Early  Strength  of  Brick 
Estimating  Modular  Brick 
Guide  Spec,  for  Autoclave  Concrete 
Rec.  Pract.  for  Engineered  Brick 
.  for  the  Design  and  Construction  of  Load  Bearing  Concrete 
the  Exterior  Surfaces  of  Brick,  Stone,  and  Concrete  Block 
Std.  Spec,  for  Mortar  and  Grout  for  Reinforced 
Structural  Clay  (Properly  Constructed 
e  Machine  Tools  (1971)  Electronic  Std.  for 

Electrical  Std.  for 

c.  Pract.  for  Use  and  Evaluation  of  Mass  Spectrometers  for 


Marine  Steam  Turbine  Driven  Auxiliary  Machinery  (1969) 
Marine  Steam  Turbine  Pumps  for  Various  Ships  Services 
Marine  Storage  Tank  Water  Heaters  (19651 
Marine  Through  Hull  Fittings  and  Sea  Valves  (1966) 
Marine  Toilet  Installation  (1966) 

Marine  Toilet  (Waste  Systems)  (on  Boats)  (1970)  /.  and 

Marine  Type  Electric  Lighting  Fixtures  (1969)  ANSI  C33. 
Marine  Use  of  Liquefied  Petroleum  Gas  Systems  (on  Boats 
Marine  Use  (1964) 

Marine  Waste  Treatment  and  Disposal  Devices  (1968) 
Marine  Water  Safety  Buoyant  Devices  (1964) 

Marine  Waters  (1968)  /Ent  of  Wood  Piling  Pressure  Trea 

Marker  and  Identification  Lamps  (1971) 
Marker  Receiving  Equipment  Operating  on  75  Megahertz  (1 
Marketers  (1959)  Std.  T 

Marketing  Check  List  for  Aerosol  and  Aerated  Products 
Marketing  Check  List  for  Food  Aerosols  Only  (1971) 
Marketing  Practices  (1971) 

Marketing  Std.  Including  Guarantee  Policy  for  Motor  Veh 
Marking  and  Stamping,  Reports  and  Records  of  Pressure  V 
Marking  Box  Cars  Equipped  with  Removable  Crossbars  (197 
Marking  Cargo  Containers  (1970) 
Marking  Diagram  tor  Truck  Bolster  (1970) 
Marking  Electrical  Leads  and  Ports  on  Fluid  Power  Valve 
Marking  for  All  Valves  (Globe  and  Angle  for  Steam  Locom 
Marking  for  the  Grocery  Industry  (1964) 
Marking  Instrument  Nomenclature  (1970) 
Marking  Nameplates  for  Enclosed  Gear  Drives  (1971) 
Marking  of  Agricultural  Equipment  and  Industrial  Equipm 
Marking  of  Agricultural  Equipment  and  Industrial  Equipm 
Marking  of  Grades  B  and  C  Prevailing  Torque  Type  Hex  Lo 
Marking  Tendencies  of  Waxes  and  Polymer  Floor  Finishes 
Marking  (for  Trucks)  (1965) 
Marking  (1957) 
Marking,  Epoxy  (1970) 

Marking,  Stamping  and  Reports;  and  Glossary  (1971)  /on 
Markings  and  Construction,  for  the  Grocery  Industry  (19 
Markings  for  Adjustment  Means  in  Automatic  Controllers 
Markings  for  Identifying  Grinding  Wheels  and  Other  Bond 
Markings  for  Pneumatic  Instruments  (1963) 
Markings  of  Lenses  (1970) 
Marks  (for  Railway  Cars)  (1971) 
Marks  (Reference  Grid  Lines)  (1970) 

Marshall  Apparatus  (1971 1  Std.  Meth.  of  Test  F 

Martensitic  Stainless  Steel  Bars,  Forgings,  and  Forging 
Mashed  Potatoes  (1970) 

Masks,  Caps,  Mitts,  Etc.)  for  Commercial  or  Household  U 
Masonry  Arches  (Tech.  Note)  (1971) 
Masonry  Arches  (Tech.  Notes)  (1967) 
Masonry  Cement  (197U) 

Masonry  Chimneys  (for  Residential  and  Industrial)  (Tech 
Masonry  Columns  and  Pilasters  (Tech.  Notes)  (1965) 
Masonry  Construction,  Introduction  (Tec.  Notes)  (1967) 
Masonry  Construction;  Student's  Manual  (1960) 
Masonry  Curtain  and  Panel  Walls  (In  Resisting  Lateral 
Masonry  Foundation  Walls  (1961) 
Masonry  Grout  (1970) 

Masonry  in  Small  Swimming  Pool  Construction  (1953) 
Masonry  Load  Bearing  Walls  in  Multi  Storied  Structures  (1968) 
Masonry  Load  Bearing  Walls  in  Multi  Storied  Structures  (1969) 
Masonry  Mortar  (1970) 

Masonry  Panels  for  Testing  Paint  Finishes  (R1969) 
Masonry  Retaining  Walls  (Tech.  Notes)  (1964-65) 
Masonry  Shrinkage  Spec,  and  Tests  (1969) 
Masonry  Slope  Paving  Under  Bridges  (1958) 
Masonry  Structures  (1970) 

Masonry  Units  Made  From  Clay  or  Shale)  (1969)  ANSI  A98. 
Masonry  Units  Made  From  Clay  or  Shale)  (1971)  ANSI  A99. 
Masonry  Units  (1970) 

Masonry  Units  (1971)  ANSI  AlOl.l  /  Spec,  for  Ceramic  G 

Masonry  Walls  by  Courses  for  Brick  and  Block  (1967) 
Masonry  Walls  for  Noise  Reduction  (1970) 
Masonry  Work  (1970) 
Masonry  (Tech.  Notes)  (1969) 
Masonry  (Tech.  Notes)  (1969) 
Masonry  (Tech.  Notes)  (1971) 
Masonry  (1969) 
Masonry  (1969) 

Masonry  (1969)  Spec 
Masonry  (1970)  /One  Dampproofing;  Water  Repellents  for 

Masonry  (1971 ) 

Masonry)  Insulated  Cavity  Walls  (1962) 
Mass  Production  Industrial  Equipment  and  General  Purpos 
Mass  Production  Industrial  Equipment  (1967) 
Mass  Spectrochemical  Analysis  of  Solids  (1968)  Re 
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Determining  Hermeticity  of  Electron  Devices  with  a  Helium 
natural  Gases  and  Related  Types  of  Gaseous  Mixtures  by  the 
Solids  (1968)  Rec.  Pract.  for  Use  and  Evaluation  of 

Std.  Test  Meth.  for  Folding  Endurance  of  Paper  by  the 
ckness.  Height  and  Throat  Radius/  Rec.  Pract.  for  Maximum 
ckness.  Height  and  Throat  Radius/  Rec.  Pract.  for  Minimum 
ckness.  Height  and  Throat  Radius/  Rec.  Pract.  for  Minimum 
,  and  /  Test  Method  for  Determmmg  Visual  Color  Match  to 

Std.  Guide  for  Properties  and  Tests  of 
Std.  Spec,  for  Polyester  Glass 
Std.  Spec,  for  Asphalt  Impregnated  Glass  Fiber 
Requirements  for  Safety  and  Wooden 
berboards,  and  /  Test  Method  for  Determining  Visual  Color 

ht  Illuminant  (1/  Test  Meth.  for  Visual  Grading  and  Color 

nts  (Wave  Lengths  400-700  Mm)  for  Visual  Grading  and  Color 
Std.  Meth.  of  Test  for  Extractable 
ter  Service  and  Yard  Piping  (1970) 

71)  Identical  with  or  Similar  to  Astm  Ferrous 
71)  Identical  with  or  Similar  to  Astm  Nonferrous 
Her  Metals  for  Boiler  and  Pressure  Vessels  (1971)  Ident/ 
Rec.  Pract.  for  Foreign 
Std.  Test  Meth.  for  Amount  of 
(1971)  Tent.  Spec,  for  Graded  Aggregate 

Safety  Requirements  for 
Bags  (1971)  Packaging  Std.  for  Sheet 

Packaging  Std.  for  Raw  Stock 


Meth.  for  Dynamic  Strength  of  Flexible  Barrier 
Meth.  for  Static  Load  Strength  of  Flexible  Barrier 
Meth.  for  Creasing  of  Flexible  Packaging 
Suggested  Components  of  a  Concrete  Reinforcing  Steel 

Std.  Fissile 

63)  Std.  Spec,  for  Granular 

for  Steel  Drill  Screws  for  the  Application  of  Gypsum  Sheet 
Spec,  for  Elastomeric  Impression 
Std.  Spec,  for  Nitrogen  Gas  as  an  Electrical  Insulating 
Spec,  for  Dental  Duplicating 
Spec,  for  Dental  Agar  Impression 
Spec,  for  Alginate  Impression 
Std.  Spec,  for  Slow  Curing  Liquid  Asphaltic  Road 
pec.  for  Cellular  Elastomeric  Preformed  Gasket  and  Sealing 
est  Meth.  for  Delamination  Strength  of  Honeycomb  Type  Core 
Specifying:  Resilient  Flooring,  Including  Tile  and  Sheet 
aschig  Rings  as  a  Neutron  Absorber  in  Solutions  of  Fissile 
and  Accuracy  as  Applied  to  Measurement  of  a  Property  of  A 
re  Vessels  (1971)  Code  of  Alternative  Rules  for 

r  Fiberglass  Reinforced  Plastic  Pressure  Vessels  Including 
s/  Std.  Meth.  of  Calculation  of  Neutron  Dose  to  Polymeric 

ctures  (1969)  Spec,  for  Design, 

Std.  for  Pipe  Hangers  and  Supports 
on  of  Dragster  Chassis  (1971)  Rec.  Spec,  for  the  Design, 

and  Std.  Covering  Insulating,  Soundproofing  and  Sheathing 
led  Gears  (1971)  Gear  Classification,  Definitions, 

Hazardous 

Std.  Pract.  for  Fabrication  of  Reinforcing  Steel  Bar 
Std.  Pract.  for  Estimating  Reinforcing  Steel  Bar 
r  Motor  Vehicles  Transporting  Explosives.  Blasting  Agents, 
for  Etching  and  Cleaning  Copper  Clad  Electrical  Insulating 
n  Voltage  and  Dielectric  Strength  of  Electrical  Insulating 
Rapid  Hea/  Rec.  Pract.  for  Compression  Tests  of  Metallic 

nd  Conventiona/  Rec.  Pract.  for  Tension  Tests  of  Metallic 

etric  Determination  of  Water  Vapor  Transmission  Rate  Sheet 
St  for  Complex  Dielectric  Constant  of  Nonmetallic  Magnetic 
Meth.  for  Water  Vapor  Transmission  Rate  of  Sheet 
Std.  Meth.  of  Compression  Test,  of  Metallic 
Tent.  Std.  for  Water  Vapor  Permeability  of  Sheet 
fic  Gravity  of  Drying  Oils,  Varnishes,  Resins,  and  Related 
Low  Temperature  Characteristics  of  Rubber  and  Rubber  Like 
Test  for  Water  in  Petroleum  Products  and  Other  Bituminous 
fication  of  Natural  and  Man  Made  Fibers,  and  Other  Filling 
Std.  Meth.  of  Test  for  Thermal  Conductivity  of 
Test  for  Bulk  Density  and  Porosity  of  Granular  Refractory 
Meth.  of  Determining  and  Expressing  Fineness  of  Feed 
st  Meth.  for  Abrasion  Resistance  of  Rubber  and  Elastomeric 
and  Surface  Courses  (1965)  Std.  Spec,  for 

Classification  System  for  Elastomeric 
Std.  Spec,  tor  Sheet 
test  for  Change  of  Resistance  with  Temperature  of  Metallic 

Std.  Spec,  for 
Std.  Spec,  for  Alloy  Steel  Bolting 
Rec.  Pract.  for  the  Selection  of  Glazing 
Std.  Definitions  of  Terms  Relating  to 
eth.  of  Test  for  Temperature  Resistance  Constants  of  Sheet 
Is  Using  Conventional  Spot  Welding  (1963)  Electrode 
Std.  Test  Meth.  for  Density  of  Core 


Mass  Spectrometer  Leak  Detector  (1970)  /Ec.  Pract.  for 

Mass  Spectrometer  (1970)  ANSI  Z77.2  /  for  Analysis  of 

Mass  Spectrometers  for  Mass  Spectrochemical  Analysis  of 
Massachusetts  Institute  of  Technology  Tester  (1969) 
Master  Gage  for  Checking  A.A.R.  Std.  Maximum  Flange  Thi 
Master  Gage  for  Checking  A.A.R.  Std.  Maximum  Flange  Thi 
Master  Gage  for  Checking  A.A.R.  Std,  Minimum  Flange  Thi 
Master  Specimen  for  Fabrics.  Vinyls,  Coated  Fiberboards 
Mastics  and  Coatings  for  Thermal  Insulation  (1969) 
Mat  Sheet  Laminate  (1968) 
Mat  (Felt)  (1969) 

Match  Manufacturing  Plants  (1971) 

Match  to  Master  Specimen  for  Fabrics,  Vinyls,  Coated  Fi 
ng  of  Paper  with  an  Ultraviolet  Containing  Daylig 
ng  of  Paper  (1968)  Meth.  for  Illumina 

and  Permeability  of  LP  Gas  Hose  (1970) 
and  Property  Std.  for  Polyethylene  Pipe  for  Wa 
Code  Spec,  for  Boiler  and  Pressure  Vessels  (19 
Code  Spec,  for  Boiler  and  Pressure  Vessels  (19 
Code  Spec,  for  Welding  Rods,  Electrodes  and  Fi 
Control  in  Commercial  Baking  Areas  (1969) 
Finer  Than  0.075  mm  Sieve  in  Aggregate  (1970) 
for  Bases  or  Subbases  for  Highways  or  Airports 
Hoists  (1969) 

in  a  Box,  with  Multiple  Individual  Transparent 
on  Spools  (1971) 

Requirements  Code  for  Heating  Boilers  (1971) 
Requirements  Code  for  Heating  Boilers  (1971) 
Seals  (1969) 
Seals  (1969) 

Specimens  for  Test.  (1969) 
Supply  and  Installation  Contract  (1968) 
Symbol  (1971) 

to  Control  Pumping  Under  Concrete  Pavement  (19 
to  Light  Gage  Steel  Studs  (1970)  Std.  Spec. 

(Dental)  (1967) 
(R1969)  ANSI  C59,108 

(Thermo-Reversible  and  Nonreversible)  (1968) 

(1968)  ANSI  Z156.ll 

(1969)  ANSI  Z156.18 
(1970) 

(1970)  Std.  S 

(1970)  Std.  T 
(1971) 

(1971)  Std.  for  Use  of  Borosilicate  Glass  R 
(1971)                   /Pract,  for  Use  of  the  Terms  Precision 

Design  and  Fabrication  Requirements  of  Pressu 
Design,  and  Fabrication  Requirements;  Relief 
s  and  Application  of  Threshold  Foil  Measurement 
s  and  Construction  of  Prestressed  Concrete  Stru 
s  and  Design)  (1967) 

s  and  Fabrication  Meth.  in  Roll  Cage  Constructi 
s  and  Fire  Retardant  Coatings  (on  Boats  (1970) 
s  and  Measuring  Meth.  (and  Pract.)  for  Unassemb 
s  and  Processes;  Vapor  Degreasing  (1970) 
s  and  Service  (1968) 
s  and  Service  (1970) 

s  and  Supplies  (1968)  Rec.  Safety  Std.  Fo 

s  and  Thermosetting  Laminates  for  Electrical  Te 
s  at  Commercial  Power  Frequencies  (1970)  /Kdow 
s  at  Elevated  Temperatures  with  Conventional  or 
s  at  Elevated  Temperatures  with  Rapid  Heating  A 
s  at  High  Temperature  and  Humidity  (1971) 


Match 
Match 
Materi 
Materi 
Mater 
Mater 
Mater 
Mater: 
Mater: 
Materi 
Mater 
Materi 
Mater: 
Materi 
Mater 
Mater 
Mater: 
Mater: 
Mater: 
Materi 
Mater 
Mater: 
Mater: 
Mater: 
Materi 
Mater 
Materi 
Materi 
Mater 
Mater: 
Mater 
Mater: 
Mater: 
Mater: 
Mater: 
Mater: 
Mater 
(Materi 
Mater 
Mater: 
Mater: 
Maten 
Mater: 
Mater 
Mater: 
Mater: 
Mater: 
Mater 
Mater 
Mater 
Mater: 
Mater: 
Mater 
Mater 
Mater: 
Mater: 
Mater 
Mater 
Mater 
Mater 
Mater: 
Mater 
Materi 
Mater: 
Mater 
Mater 
Mater 
Mater: 
Mater: 
Mater: 
Maten 
Materi 
Mater 


/Vim 

s  at  Microwave  Frequencies  (1970)  /Meth.  of  Te 

s  at  Normal  Temperature  (1971) 
s  at  Room  Temperature  (1970) 
s  at  0  Deg.  F  (1952) 

s  at  25/25C  (R1969)  Std.  Test  Meth.  for  Speci 

s  by  a  Temperature  Retraction  Procedure  (R1970) 

s  by  Distillation  (1970)  ANSI  Z11.9,  AASHO  T55 

s  by  Infrared  Spectroscopy  (1968)  Identi 

s  by  Means  of  the  Heat  Flow  Meter  (1970) 

s  by  Mercury  Displacement  (1970)  /Td.  Meth.  of 

s  by  Sieving  (1968) 

s  by  the  Pico  Meth.  (1969)  Std.  Te 

s  for  Aggregate  and  Soil  Aggregate  Subbase  Base 

s  for  Automotive  Applications  (1970)  SAE  J200 

s  for  Curing  Concrete  (1969)  ANSI  A37.79 

s  for  Electrical  Heating  (1970)  ANSI  Z155.2  / 

s  for  Embankments  and  Subgrades  (1964) 

s  for  High  Temperature  Service  (1969)  ANSI  G38. 

s  for  House  Boats  (1970) 

s  for  Roads  and  Pavements  (1970)  ANSI  A37.33 
s  for  Shunts  and  Precision  Resistors  (1970)  Ans 
s  for  Spot  Welding,  Similar  and  Dissimilar  Meta 
s  for  Structural  Sandwich  Constructions  (1970) 


ASTM 
ASTM 
ASTM 
ASTM 
AAR 
AAR 
AAR 
SAE 
ASTM 
ASTM 
ASTM 
FMS 
SAE 
TAPPI 
TAPPI 
ASTM 
lAPMO 
ASME 
ASME 
ASME 
AIB 

AASHO 

A,STM 
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Dl  137 
E304 
D2176 
MSRP-B-96 
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Sid.  Test  Melh,  for  Water  Absorption  of  Core  Mater: 

Std.  for  Production  of  Reading  Mater 

Std.  for  Production  of  Recorded  Mater 

rs)  of  Motor  Vehicle  Lighting  De/  Rec.  Pract.  for  Plastic  Mater 

of  Formaldehyde  in  Undyed  Cotton  Battings  Used  as  Filling  Mater 

Feathers  and  Down  Used  as  Filling  Mater 

Foams  Used  as  Filling  Mater 

Determination  of  Mixtures  Used  in  Filling  Mater 

Hog  Hair  Used  in  Filling  Mater 

Residual  Loss  Table  of  Fibers  Used  as  Filling  Mater 

Rec.  Pracl.  for  Safe  Handling  of  Bulk  Mater 

nuclear  Power  Plant  Guide  to  Sampling  Airborne  Radioactive  Mater 

Std.  for  Proteinaceous  Nitrogenous  Mater 

Palletloading  Binding  and  Protection  for  Bulk  Materi 

units  Pel  Carloading  Pattern  (for  Rail  Shipment)  for  Bulk  Mate 

Chemical  Solutions  Commonly  Used  in  the  Filling  Maten 

General  Code  Requirements  for  All  Mate 

Molding  Meth.  and  Materi 

Code  Requirement  Meth.  of  Construction  and  All  Mater 

d.  Test  Meth.  for  Corrosive  and  Adhesive  Effects  of  Gasket  Mater 

Nuclear  Criticality  Safety  in  Operations  with  Fissionable  Mater 

Protection  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Mater 

Protection  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Mater 

23  Pallets  (/  Carloading  Pattern  (Rail  Shipment)  for  Bulk  Mater 

for  Frictional  Characteristics  of  Sintered  Metal  Friction  Mater 

ting  (1970)  Battery  Materi 

Powder  Metallurgy  Materi 

.  Pract.  for  Determining  Resistance  of  Synthetic  Polymeric  Mate 

nducting  Creep  and  Creep  Rupture  Tension  Tests  of  Metallic  Mate 

efficient  of  Friction  and  Wear  of  Sintered  Metals  Friction  Materi 

oefficient  of  Friction  and  Wear  of  Sintered  Metal  Friction  Mater 

9.94  Std.  Meth.  of  Test.  Flexible  Composite  Mater 

Std.  Meth,  of  Test.  Rigid  Sheet  and  Plate  Mater 

Nomenclature  for  Filling  Materi 

Cleanliness  of  Filling  Mater: 

Moisture,  Density  and  Buoyancy  of  Filling  Materi 

Sterilization  of  Filling  Mate 

ferential  Wet  Tracking  Resistance  of  Electrical  Insulating  Mate 

Std.  Test  Meth.  for  Flexibility  of  Resilient  Flooring  Materi 

old  Technique)  (/  Std.  Meth.  of  Test  for  Compatibility  of  Materi 

Std.  for  Silicones,  Polyacrylates  and  Other  Post  Cured  Materi 

Low  Temperature  Properties  of  Ferrous  Male 

re  Electrical  Resistance  Characteristics  (Emf)  of  Metallic  Mate 

Rec.  Pract.  for  Probability  Sampling  of  Materi 

St.  Battery  Containers  Made  From  Hard  Rubber  or  Equivalent  Mater 

Std.  Test  Melh.  tor  Effect  of  Heal  and  Air  on  Asphaltic  Mater 

std,  Meth.  of  Test  for  Effect  of  Heat  and  Air  on  Asphaltic  Mater 

Tent.  Std.  for  Blocking  Resistance  of  Paper  and  Flexible  Mater 

Melh.  for  Odor  of  Packaging  Mater 

Railway  Track  Mater 

Std.  Pallet  for  Export  Shipments  of  Refractory  Mater 

Tent.  Std.  for  Abrasion  Loss  of  Packaging  Mater 

Std.  Meth,  of  Spot  Test  of  Asphaltic  Materi 

Std.  Test  Meth.  for  Ductility  of  Bituminous  Mater 

td.  Test  Meth.  for  Rheological  Properties  of  Non  Newtonian  Mater 

std.  Test  Meth.  for  Creep  Properties  of  Package  Cushioning  Maten 

Std.  Definitions  of  Terms  Relating  to  Flexible  Barrier  Materi 

Std.  for  Permanent  Identification  of  Piping  Mater 

Handbook  for  Sheet  Rubber  Gasket  and  Packing  Mater 

Method  of  Testing  Resistance  to  Scuffing  of  Trim  Mater 

Test  Meth.  for  Sag  Flow  of  Highly  Viscous  Mater 

Test  Meth.  for  Hardness  of  Cured  Epoxy  Mater 

Meth.  for  Greaseproofness  of  Flexible  Packaging  Mater 

eth.  for  Thermal  Evaluation  of  Rigid  Electrical  Insulating  Mater 

t  Meth.  for  Rate  of  Grease  Penetration  of  Flexible  Barrier  Mater: 

for  Instrumental  Evaluation  of  Color  Differences  of  Opaque  Mate 

n)  Factors  for  Pressure  Applications  of  Thermoplastic  Pipe  Mater: 

one.  Slag,  Gravel,  Sand  and  Stone  Block  for  Use  as  Highway  Mater: 

Impact  Energy  to  Break  Plastics  and  Electrical  Insulating  Mater: 

durance  Under  Corona  Attack  of  Solid  Electrical  Insulating  Mate 

g  Tracking  and  Erosion  Resistance  of  Electrical  Insulating  Mate 

aminant,  Inclined  Plane  Tracking  and  Erosion  of  Insulating  Mate 

ng  of  Specimens  of  Styrene  Butadiene  Molding  and  Extrusion  Materi 

ics.  Vinyls,  Coated  Fiberboards,  and  Other  Automotive  Trim  Mater 

Point  in  Accelerated  and  Outdoor  Weathering  of  Bituminous  Mater 

Meth.  for  Determining  the  Resolving  Power  of  Photographic  Maten 

Spec,  for  Agricultural  Liming  Mate 

Std.  Test  Meth.  for  Resistance  to  Abrasion  of  Plastic  Materi 

Std.  Spec,  for  Propylene  Plastic  Molding  and  Extrusion  Mate: 

std.  Test  Meth.  for  Specific  Gravity  of  Wood  and  Wood  Base  Maten 

Std.  Meth.  of  Test.  Urethane  Foam  Polyol  Raw  Mater 

Std.  Meth.  of  Tension  Test,  of  Metallic  Mater 

Rec  Pract.  for  Color  Coding  of  Piping  Mater 

Definitions  of  Terms  Relating  to  Wax  Polishes  and  Related  Materi 

meth.  for  Visual  Evaluation  of  Color  Differences  of  Opaque  Mate 

ract.  for  Short  Time  Elevated  Temperature  Tension  Tests  of  Mater 


St 
Std. 


/of  Test 


Rec 


als  for  Structural  Sandwich  Constructions  (1970) 
for  the  Blind  and  Visually  Handicapped  (1970) 
for  the  Blind  and  Visually  Handicapped  (1970) 
for  Use  in  Optical  Parts  (Lenses  and  Reflecto 
in  Articles  of  Upholstered  Furniture  and  Bedd 
in  Bedding  (1970) 
in  Bedding  (1970) 
in  Bedding  (1970) 
in  Bedding  (1970) 
in  Bedding  (1970) 
in  Metal  Casting  (1970) 

in  Nuclear  Facilities  (1969)  /D  Training  of 

in  Paper  (Qualitative)  (1968) 
in  Steel  Drums  (1959) 

in  Steel  Drums,  Double  Tier  Floating  Load,  4 
Laboratory  (1968) 

of  Construction  for  Heating  Boilers  (1971) 
of  Copper  Base  Alloys  in  Foundry  Pract.  (1965 
of  Pressure  Vessels  (1971) 
on  Metal  Surfaces  (1969) 
Outside  Reactors  (1969) 

Packaged  in  Bags  (1962)  Pallet  Load 

Packaged  in  Bags  (1962)  Pallet  Load 

Packed  in  Bags,  Single  Tier  Solid  Load  22  to 
Run  in  Lubricants  (1970)  ANSI  H9.31 
Spec,  Vehicular,  Ignition,  Lighting  and  Star 
Std.  and  Spec.  (1969) 
to  Fungi  (1970) 

Under  Conditions  of  Rapid  Heating  and  Short  T 
Under  Dry  Clutch  Conditions  (1970)  /.  for  Co 

Under  Dry  Conditions  (1970)  ANSI  H9.30  /Ic  C 

Used  for  Electrical  Insulation  (1968)  ANSI  C5 
Used  for  Electrical  Insulation  (1971) 
Used  in  Bedding  Furniture  (1964) 
Used  in  Bedding  (1970) 
Used  in  Bedding  (1970) 
Used  in  Bedding  (1970) 

with  Controlled  Water  to  Metal  Discharges  (19 
with  Cylindrical  Mandrel  Apparatus  (1971) 
with  Liquid  Oxygen  (Impact  Sensitivity  Thresh 
Extruded  Rubber  Products)  (1970) 
Hs  169)  (1968) 

R1969)  ANSI  Z30.ll  /R  Determining  Temperatu 

R1970) 

R1970)  Std.  Meth.  of  Te 

Thin  Film  Oven  Test)  (1968) 
Thin  Film  Oven  Test)  (1969)  ANSI  A37.140 
1947) 
1953) 
1961) 
1962) 

1963)  PI  T3628p 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 
1968) 


1968)  ANSI  A109.41 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 
1969) 


Std.  M 
Std.  Tes 
Std.  Meth. 
Rec.  Service  (Desig 
Std.  Meth.  of  Sampling  St 
Std.  Test  Meth.  for  Tensile 
Std.  Test  Meth.  for  Voltage  En 
Std.  Test  Meth.  for  Dust  and  Fo 
Std.  Test  Meth.  for  Liquid  Cont 
Rec.  Pract.  for  Compression  Moldi 
/or  Match  to  Master  Specimen  for  Fabr 
/of  Test  for  Failure  End 


Std. 
Std. 
Rec  P 


ASTM 
NACAB 
NACAB 
SAE 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
AFS 
ANSI 
TAPPI 
RI 
RI 

ABFLO 

ASME 

AFS 

ASME 

ASTM 

ANSI 

RI 

RI 

RI 

ASTM 

BCI 

MPIF 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ABFLO 

ABFLO 

ABFLO 

ABFLO 

ASTM 

ASTM 

ASTM 

RMA 

SAE 

ASTM 

ASTM 

ASTM 

AASHO 

ASTM 

TAPPI 

TAPPI 

AISI 

RI 

TAPPI 

AASHO 

AASHO 

ASTM 

ASTM 

ASTM 

PFI 

RMA 

SAE 

SPI 

SPI 

TAPPI 

ASTM 

ASTM 

ASTM 

SPI 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

ASTM 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

PFI 

ASTM 

ASTM 

ASTM 


C272 
•1 

*1.3 

J576C 

K-1 

2B 

2C 

2D 

2E 

2L 

1 

N13.I 

T417 

P226-1 

P227 

X-1 

BPVCIVHG 

NF65I1-7 

BPVC8-I-A 

F64 

N16.1 

P240 

P241 

P225-2 

B461 

*1.41 

35-69 

D1924 

E150 

B526 

B460 

D238I 

D229 

•I 

2A 

2F-H 

2K 

D2302 

FI37 

D2512 

*8.38A 

J794 

E189 

E105 

D639 

T179 

D1754 

T477 

T483 

10 

P237 

T476 

T102 

T51 

D2196 

D2221 

FI7 

ESI  I 

•2 

J365 

ERF24 

ERF9 

T507 

D2304 

F87 

D2244 

PPI-TR9 

T2 

D1822 

D2275 

D2132 

D2303 

D2292 

J361 

D1670 

PH2.33 

C602 

DI242 

D2I46 

D2395 

D2849 

E8 

ES22 

D2825 

D1729 

E2I 
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ct.  for  Determining  Nonvolatile  Content  of  Paint  and  Paint  Materials 

for  Conducting  Creep  and  Time  for  Rupture  Tension  Tests  of  Mater 

Obtaining  Hydrostatic  Design  Basis  for  Thermoplastic  Pipe  Ma 

h.  for  Bond  Strength  of  Plastics  and  Electrical  Insulating  Maten 

e  Test  Meth.  for  Wicking  of  Automotive  Fabrics  and  Fibrous  Maten 

or  Atmospheric  Environmental  Exposure  Test,  of  Nonmetallic  Ma 

Apparent  Density,  Bulk  Factor,  and  Pourability  of  Plastic  Ma 

stiliation  of  Industrial  Aromatic  Hydrocarbons  and  Related  Ma 

No.  4  Sieve  and  Coarser  for  Metal  Bearing  Ores  and  Related  Ma 

Std.  Meth.  of  Test  for  Ductility  of  Bituminous  Ma 

pract.  for  Injection  Molding  of  Specimens  of  Thermoplastic  Ma 

Rec.  Pract.  for  Dilatometric  Analysis  of  Metallic  Ma 

Std.  Test  Meth.  for  Shear  Fatigue  of  Sandwich  Core  Ma 

Std.  Definitions  of  Terms  Relating  to  Textile  Ma 

std.  Spec,  for  Polyethylene  Plastics  Molding  and  Extrusion  Ma 

Std.  Meth.  of  Sampling  Bituminous  Ma 

Std.  Meth.  of  Test.  Urethane  Foam  Isocyanate  Raw  Ma 

Tent.  Classification  for  Metal  Working  Fluids  and  Related  Ma 

Rec.  Pract.  for  Interlaboratory  Testing  of  Textile  Ma 

Rec.  Pract.  for  Goniophotometry  of  Reflecting  Objects  and  Ma 

Std.  Meth.  of  Test  for  Resistivity  of  Semiconductor  Ma 

Classification  and  Definitions  of  Bulk  Ma 

Std.  Pract.  for  Detailing  Reinforcing  Ma 

Spec,  for  Dense  Rubber  Like  Compression  Gasket  Ma 

Rec.  Pract.  for  Nonmetallic  Automotive  Gasket  Ma 

Safety  Std.  for  Fire  Tests  of  Building  Construction  and  Ma 

oved  Fire  Resistance  Ratings  of  Assemblies  of  Construction  Ma 

Meth.  of  Conducting  Machining  Tests  of  Wood  and  Wood  Base  Ma 

fire  Protection  Pract.  for  Facilities  Handling  Radioactive  Ma 

eth.  for  Oxyacetylene  Ablation  Test,  of  Thermal  Insulation  Ma 

pec.  for  Weights  and  Balances  Used  in  the  Test,  of  Highway  Ma 

test  Meth.  for  Plane  Strain  Fracture  Toughness  of  Metallic  Ma 

.  Test  Meth.  for  Wind  Resistance  of  Prepared  Roof  Covering  Ma 

f  Test  for  Flammability  of  Finished  Textile  Floor  Covering  Ma 

ns  of  Terms  Relating  to  Subgrade,  Soil  Aggregate,  and  Fill  Ma 

Dynamic  Measurement  of  Water  Vapor  Transfer  Through  Sheet  Ma 

est  for  Reaction  Threshold  Temperature  of  Liquid  and  Solid  Ma 

perating  Xenon  Arc  Type  Apparatus  for  Light  of  Nonmetallic  Ma 

anically  Deposited  Coatings  of  Cadmium  and  Zinc  on  Ferrous  Ma 

alt;  Uses,  History,  Definitions,  Test  and  Spec,  for  Paving  Ma 

tements  on  Precision  and  Accuracy  in  Test  Meth.  of  Textile  Ma 

arbon  Arc  Type  Apparatus  for  Light  Exposure  of  Nonmetallic  Ma 

ure  Apparatus  (Xenon  Arc  Type)  for  Exposure  of  Nonmetallic  Ma 

e  Linewidth  and  Gyromagnetic  Ratio  of  Nonmetallic  Magnetic  Ma 

Manufacture,  Transportation,  Storage  and  Use  of  Explosive  Ma' 

nsity  of  Fibers.  Yarn  and  Intermediates,  and  Other  Textile  Ma 

ion  Analysis  of  Impurities  in  Single  Crystal  Semiconductor  Ma 

netization  or  Saturation  Induction  of  Nonmetallic  Magnetic  Ma 

ated  and  Coated  Felts,  Prepared  Roofings,  and  Plastic  Roll  Ma 

Std.  Meth.  of  Test  for  Water  Retention  by  Concrete  Curing  Ma 

Std.  Meth.  of  Test  for  Density  of  Sintered  Metal  Friction  Ma 

for  Transverse  Rupture  Strength  of  Sintered  Metal  Friction  Ma 

Std.  Meth.  for  Measuring  Thickness  of  Textile  Ma 

istivity  of  Metallically  Conducting  Resistance  and  Contact  Ma 

Std.  Meth.  of  Test  for  Hardness  of  Electrical  Contact  Ma 

Stand.  Meth.  of  Life  Test  of  Electric  Contact  Ma 

ess  and  Density  of  Blanket  or  Batt  Type  Thermal  Insulating  Ma 

std.  Meth.  of  Test  for  Hardness  of  Sintered  Metal  Friction  Ma 

Std.  Meth.  for  Flexural  Properties  of  Ceramic  Whiteware  Ma 

Std.  Definitions  of  Terms  for  Rubber  and  Rubber  Like  Ma 

Std.  Meth.  of  Sampling  Peat  Ma 

Std.  for  Rack  Storage  of  Ma 

Test  Meth.  for  Brightness  of  Powdered  Ma 

de  Requirements  for  Heating  Boilers  Constructed  of  Wrought  Ma 

r  Reinforced  Polycarbonate  Injection  Molding  and  Extrusion  Ma 

palletized  and  Rack  Storage  of  Ordinary  and  Noncombustible  Ma 

aring  Precision  Statements  for  Test  Meth.  for  Construction  Ma 

nergy  Transmittance  and  Reflectance  (Terrestrial)  of  Sheet  Ma 

Ferrous  Metal  Surfaces  Using  Volatile  Corrosion  Inhibitor  Ma 

Std.  Meth.  of  Fire  Tests  of  Building  Construction  and  Mai 

Test  Meth.  for  Fire  Hazard  Classification  of  Building  Mai 

etermination  of  Buoyancy  Factor  (Plumage  and  Other  Filling  Ma 

for  Criticality  Accidents  (in  Operations  with  Fissionable  Ma 

Safety  Std.  for  Metal  Waste  Cans  (for  Combustible  Ma 

spec.  Manual  Including  Complete  Fabrication,  Installation,  Ma 

ped  (1970)  Std.  for  Production  of  Tactile  Ma 

ngs,  Storage,  Care  Maintenance  Std/         Rubber  Hose  Handbook  (Ma 

spec.  But  Having  No  Previous/  Field  Test  Requirements  for  Ma 

spec.  But  Having  No  Previous/  Field  Test  Requirements  for  Ma 

1970)  Steel  Grain  Storage  Tanks  -  Ma 

els  Constructed  of  Carbon  and  Low  Alloy  Steels,  Nonferrous  Ma 

Rec.  Spec,  for  Gypsum  Plastering  (Includes  Labor,  Ma 

systems  (Boats)  (1970)  Rec.  Pract.  and  Std.  Covering  Ma 

meth.  for  Determination  of  Triaxial  Classification  of  Base  Ma 

Flammability  of  Automotive  Interior  Trim  Ma 

ng  Seat  Adjusters,  Frames,  Spring  Assemblies,  and  Covering  Ma 


969) 
969) 
969) 
969) 
969) 
969) 
969) 
969) 
969) 


969)  ANSI  A37.il,  AASHO  T51 
969)  ANSI  K66.7 
969)  ANSI  Z30.6 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 


Rec.  Pra  ASTM 
Rec.  Pract.  ASTM 
Std.  Meth.  for  ASTM 
Std.  Test.  Met  ASTM 
Rec.  Pract.  for  Th  SAE 
Tent.  Rec.  Pract.  F  ASTM 
Std.  Test.  Meth.  for  ASTM 
Std.  Test  Meth.  for  Di  ASTM 
/Particle  Size  or  Screen  Analysis  at  ASTM 


ASTM 
Rec.  ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
CEMA 
CRSI 


D2832 
EI39 
D2837 
D952 
J9I3 
G7T 
DI895 
D850 
E389 
DIB 
D1130 
E80 
C394 
D123 
D1248 
DUO 
D1638 
D2881T 
D990 
E167 
F43 
550 
•1.6.1 


NAAMMSG-1 
J90B 

263 
*6 

D1666 
801 
E285 


SAE 
UL 
Appr  BOCA 
Std.  ASTM 
Rec.  NFPA 
Std.  M  ASTM 
Std.  S  AASHO  M231 
Tent.  ASTM  E399 
Safety  Std  UL  997 
Tent.  Meth.  O  ASTM  D2859T 
Std.  Definitio  AASHO  M146 
Test  Meth.  for  TAPPI  T523 
Tent.  Meth.  of  T  ASTM 
Rec.  Pract.  for  O  ASTM 
Std.  Spec,  for  Mech  ASTM 
Introduction  to  Asph  AI 
Tent.  Rec.  Pract.  for  Sta  ASTM 
Rec.  Pract.  for  Operating  Enclosed  C  ASTM 
/  for  Operating  Light  and  Water  Expos  ASTM 
/.  of  Test  for  Ferrimagnetic  Resonanc  ASTM 
ID  Code  of  Safety  Regulations  for  the  IME 
/He  Tex  System  to  Designate  Linear  De  ASTM 
/Nt.  Rec.  Pract.  for  Infrared  Absorpt  ASTM 
/Td.  Meth.  of  Test  for  Saturation  Mag  ASTM 
/;  Aggregates,  Saturated  Felts,  Satur  NRCA 


/D. 


970)  ANSI  A37.77,  AASHO  T155 
970)  ANSI  H9.19 
970)  ANSI  H9.21 
970)  ANSI  L14,137 
970)  ANSI  Z155.1 
970)  ANSI  Z155.12 
970)  ANSI  Z155.9 
970)  ANSI  Z98.8 

970)  ANSI  9.18 
971) 
971) 
971) 
971) 
971) 
971) 
971) 
971) 
971) 
971) 
971) 

971)  ANSI  A2.I 
971)  ANSI  A2.5 
1968) 
1969) 
1970) 


ASTM 
ASTM 

Std.  Meth.  of  Test  ASTM 
ASTM 

Meth.  of  Test  for  Res  ASTM 
ASTM 
ASTM 

/  Meth.  of  Test  for  Thickn  ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
NFPA 
TAPPI 
Co  ASME 
Std.  Spec.  Fo  ASTM 
Requirements  for  FMS 
Tent.  Rec.  Pract.  for  Prep  ASTM 
Std.  Test  Meth.  for  Solar  E  ASTM 
Packaging  Std.  for  Items  Having  NSA 
ASTM 
UL 

Technique  for  the  D  ABFLO  H-1 
Std.  Dosimetry  ANSI  N13.3 
UL  32 

and  Waterproofing  (1968)  /Tal  Curtain  Wall  NAAMM*17 

Braille,  for  the  Blind  and  Visually  Handicap  NACAB  •1.4 

Construction,  Tolerances,  Application,  Fitti  RMA  ^5 

Devices  and  Products  Manufactured  to  A. A. R.  AAR  MSRP-C-3 

Devices  and  Products  Manufactured  to  A  A  R.  AAR  MSRP-D-3 

Fabrication,  and  Erection  Responsibilities  ASAE  R287 

High  Alloy  Steel,  Cast  Iron,  Integrally  Clad  ASME  BPVC8-1-C 

Services,  Equipment  and  Scaffolding)  (1968)  GA  *4 

Size  and  Installation  of  Propeller  Shafting  ABYC  P6 

Soils,  and  Soil  Mixtures  (1965)  Std.  Test  AASHO  T212 

i  Horizontal  Test  Method  (1969)  SAE  J369 

Pad  Supports  and  Padding;  and  Trim  Fastening  SAE  J782A 


D2883T 
E240 
B454 
MS5 
D2906T 
E188 
E239 
F130 
3 

D861 
F120T 
F133 
•2-IV 
C156 
B376 
B378 
D1777 
B63 
B277 
B182 
C167 
B347 
C674 
D1566 
D2944 
231C 
UM-605 
BPVCIVHF 
D2848 
LPD8-25S 
C670 
E424 
3400 
E119 
723 
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Std.  on  Magnetoslrictive 
0)  Tent.  Meth.  for  Removal  of  Organic 

Sid.  Meth.  of  Test  for  Solvent  Extraction  of  Organic 
Std.  Test  Meth.  for  Amylaceous 
Std.  Test  Meth.  for  Settlement  Ratio  of  Mineral 
ures  (1971)  Std.  Meth.  of  Test  for  Nonvolatile 

Test  Meth.  for  Foreign  Particulate 
rl970)  An/  Std.  Meth.  of  Test  for  Toluene  Insoluble  Solid 

Std.  Test  Meth.  for  Unsaponifiable 
Std.  Test  Meth.  for  Determination  of  Organic 
(1970)  Tent.  Rec.  Pract.  for  Measuring  Volatile  Organic 

Std.  Meth.  of  Test  for  Hexane  Extractahle 
Std.  Test  Meth.  for 

942)  Std.  Test  Meth.  for  Inorganic 

and  Polymer  Emulsion  F/  Tent.  Test  Meth.  for  Nonvolatile 

Std.  Meth.  for  Sampling  Stacks  for  Particulate 
Measuring  of  Bed  Pillows  and 
Meth.  of  Measuring  the  Length  and  Width  of 
Meth.  of  Measurement  for  Determining  Width  of 
Rec.  Std.  for 

larized  Light  Methods)  (1970)  ANS/  Std.  Meth.  of  Test  for 

Std.  Test  Meth.  for  Bauer 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed 
Trading  Rules  for  the  Purchase  and  Sale  of  Soybean 
Trading  Rules  for  Cottonseed  Slab  and  Sized  Cake, 
Cryoscopic  Meth.  (1968)  Std.  Test  Meth.  for 

Std.  for  Markings  for  Adjustment 
Std.  Test  Meth.  for  Determination  of  Moisture  in  Soils  by 
t  Meth.  for  Indentation  Hardness  of  Rubber  and  Plastics  by 
t  for  Indentation  Hardness  of  Elastomeric  Type  Sealants  by 
est  Meth.  for  Thermal  Conductivity  of  Cellular  Plastics  by 
est  Meth.  for  Dynamic  Mechanical  Properties  of  Plastics  by 
.  Meth.  for  Measuring  the  Relative  Stiffness  of  I^eather  by 
or  Impact  Resistance  of  Thermoplastic  Pipe  and  Fittings  by 
Std.  Test  Meth.  for  Tensile  Strength  of  Adhesives  by 

ed  Evaluation  of  Wood  Preservatives  for  Marine  Services  by 
td.  Meth.  of  Test  for  Thermal  Conductivity  of  Materials  by 
e  to  Plastic  Flow  of  Fine  Aggregate  Bituminous  Mixtures  by 

Meth.  of 

facturers  Joint  of  Corrugated  Fi/  Revolving  Drum  Tests  to 

sure  for  the  Flaps  of  Corrugated/  Revolving  Drum  Tests  to 

eth.  for  Internal  Bond  Strength  of  Paper  and  Paperboard  As 
efficient  of  Friction  of  Polished  Coated  Floor  Surfaces  As 

Dirt  in  Pulp 

cs  of  Metallic  Surfaces  Using  Integrating/  Std.  Meth.  for 

Process 

er(1971)  Rules  for  the 

Rec.  Pract.  for  Turbine  Nozzle  Area 
Meth.  of 
Meth.  of 

8)  Meth.  of 

Rec.  Std.  Meth.  of  Floor 
Std. 

Meth.  for  Pressure 
Rec. 

for  Use  of  the  Terms  Precision  and  Accuracy  as  Applied  to 
itrogen  in  Diesel  Exhaust  (1970)  Rec.  Pract.  for  the 

test  Meth.:  Nonconductive  Coatings  on  Non/  Std.  Meth.  for 

.  Nonmagnetic  Coalings  on  Magnetic  Basis  /  Std.  Meth.  for 

.:  Electrodeposited  Nickel  Coatings  on  Ma/  Std.  Meth.  for 

ing  Disk  Cure  Meter  (1971)  Tent.  Meth.  for 

s  in  Nuclear  Reactor  Coolant  Water  During/  Std.  Meth.  for 

Meth.  of  Test  for  Water  Vapor  Content  of  Gaseous  Fuels  by 
for  Water  Vapor  Content  of  Electrical  Insulating  Gases  by 
Pressure  Sensitive  Electrical  Tape  Indirect 
icles  (20-lOOOmhz)  (1968) 

Guide  for  Electrical 


Powered  Passenger  Cars  and  Light  Tr/ 
Powered  Passenger  Cars  and  Light  Tr/ 

Abridged  Goniophotometer  or  Goniophotome/ 


Rec.  Pract.  for  the 
Rec.  Pract.  for  the 
Std.  Meth.  for 
Std.  Meth.  for 
Meth.  of 


mpressors  (Instruments  and  Apparatus)  (1970) 
Engines  (1971) 
9) 

mortar  and  Concrete  (1970/ 
tems  (1970) 
1971) 


to  Lacquers  (1968) 


(1971) 


Rec.  Pract.  for  the 
Std.  Meth.  for 
Spec,  for  Apparatus  for  Use  in 
Std. 
Meth.  of 
Std.  Meth.  of 
Std.  Meth.  for 
Noise  Level 
Noise  Octave  Band 
Suggested  Meth.  for  the  Porosity 
Meth.  for  the 
Evaluation  of  Meth.  for 


Materials;  Piezomagnetic  Nomenclature  ( 1 971 )  IEEE  319 

Matter  From  Water  by  Activated  Charcoal  Adsorption  (197  ASTM  D2910T 

Matter  From  Water  (1970)  ASTM  D2778 

Matter  in  Adhesives  (1970)  ASTM  D1488 

Matter  in  Bituminous  Filler  (1942)  AASHO  T109 

Matter  in  Halogenated  Organic  Solvents  and  Their  Admixt  ASTM  D2109 

Matter  in  Pulp  by  Transmitted  Light  (1970)  TAPPI  T246 

Matter  in  Rosin  (Chiefly  Sand,  Chips,  Dirt,  and  Bark)  ASTM  D269 

Matter  in  Rosin  (Riy69)  ASTM  D1065 

Matter  in  Soils  by  Wet  Combustion  (1970)  AASHO  T194 

Matter  in  Water  by  Aqueous  Injection  Gas  Chromatography  ASTM  D2908T 

Matter  in  Water  (1969)  ASTM  D1891 

Matter  Insoluble  in  Chloroform  in  Oiticica  Oil  (R1969)  ASTM  D1958 

Matter  or  Ash  in  Solid ,  Semisolid  or  Liquid  Bitumens  ( 1  AASHO  Till 

Matter  (Total  Solids)  in  Water  Emulsion,  Solvent  Based,  ASTM  D2834 

Matter  (1971)  ASTM  D2928 

Mattress  Pads  (Bedding)  (1970)  ABFLO  2J 

Mattress  Pads  (1968)  ABFLO  J-4 

Mattress  Pads  (1968)  ABFLO  J-5 

Mattress  Wire  (1970)  SWA  '56 

Maturity  of  Cotton  Fibers  (Sodium  Hydroxide  Swelling  Po  ASTM  D1442 

McNett  Wet  Classification  of  Asbestos  Fiber  (1970)  ASTM  D2589 

Meal  (Flaxseed)  (1972)  NFP  •! 

Meal  (1970)  NSPA  *l 

Meal,  Screenings,  Pellets  and  Flakes  (1971)  NCPA  *3 

Mean  Molecular  Weight  of  Mineral  Insulating  Oils  by  the  ASTM  D2224 

Means  in  Automatic  Controllers  (1965)  '  SAMA  PMC18-10 

Means  of  a  Calcium  Carbide  Gas  Pressure  Moisture  Tester  AASHO  T217 

Means  of  a  Durometer  (1968)  Std.  Tes  ASTM  D2240 

Means  of  a  Durometer  (1970)  Std.  Meth.  of  Tes  ASTM  C661 

Means  of  a  Probe  (1970)  Std.  T  ASTM  D2326 

Means  of  a  Torsional  Pendulum  (1969)  Std.  T  ASTM  D2236 

Means  of  a  Torsional  Wire  Apparatus  (1969)  Tent  ASTM  D2821 

Means  of  a  Tup  (Falling  Weight)  (1970)  /.  Test  Meth.  F  ASTM  D2444 

Means  of  Bar  and  Rod  Specimens  (1969)  ASTM  D2095 

Means  of  Egress  (National  Building  Code)  (1967)  AIA  CO-l-VI 

Means  of  Small  Size  Specimens  (1970)  /Th.  of  Accelerat  ASTM  D2481 

Means  of  the  Heat  Flow  Meter  (1970)  ASTM  C518 

Means  of  the  Hubbard  Field  Apparatus  (1968)  ANSI  37.106  ASTM  D1138 

Measure  for  Diffuse  Opacity  of  Paper  (Backing)  (1970)  TAPPI  T519 

Measure  the  Durability  of  Gummed  Tapes  Forming  the  Manu  GIA  1 

Measure  the  Durability  of  the  Two  Strip  Gummed  Tape  Clo  GIA  2 

Measured  by  a  Z-Directional  Tensile  Test  (1968)  TAPPI  T506 

Measured  by  the  James  Machine  (1969)  /H.  for  Static  Co  ASTM  D2047 

Measured  by  Transmitted  Light  (1971)  TAPPI  UM-205 

Measurement  and  Calculation  of  Reflecting  Characteristi  ASTM  E429 

Measurement  and  Control  Terminology  ( 1970)  SAMA  PMC20-2 

Measurement  and  Inspection  of  Hardwood  and  Cypress  Lumb       NHLA  '1 

Measurement  by  Airflow  Meth.  (1971)  SAE  ARP1195 

Measurement  for  Determining  Length  of  Bed  Pillows  (1968  ABFLO  J-2 

Measurement  for  Determining  Width  of  Bed  Pillows  (1968)  ABFLO  J-3 

Measurement  for  Determining  Width  of  Mattress  Pads  (196  ABFLO  J-5 

Measurement  for  Office  Buildings  (1956)  BOMAI  *1 

Measurement  for  the  Stiffness  of  Paperboard  (1970)  TAPPI  T489 

Measurement  in  Metal  Aerosol  Containers  ( 197 1 )  CSMA  AG*16 

Measurement  Meth.  for  Phonograph  Rumble  (1971)  EIA  RS386 

Measurement  of  a  Property  of  a  Matenal  (1971)  /Pract.  ASTM  E177 

Measurement  of  Carbon  Dioxide  and  Monoxide;  Oxides  of  N  SAE  J177 

Measurement  of  Coating  Thicknesses  by  the  Eddy  Current  ASTM  B529 

Measurement  of  Coaling  Thicknesses  by  the  Magnetic  Meth  ASTM  B499 

Measurement  of  Coating  Thicknesses  by  the  Magnetic  Meth  ASTM  B530 

Measurement  of  Curing  Characteristics  with  the  Oscillal  ASTM  D2084 

Measurement  of  Delayed  Neulron  Emitting  Fission  Product  ASTM  D2470 

Measurement  of  Dew  Point  Temperature  (1970)  ANSI  Z77. 3  ASTM  D1142 

Measurement  of  Dew  Point  (1968)  ANSI  C59.1 12  /St  Meth.  ASTM  D2029 

Measurement  of  Electrolytic  Corrosion  Test  Meth.  (1959)  PSTC  52 

Measurement  of  Electromagnetic  Radiation  From  Motor  Veh  SAE  J55IA 

Measurement  of  Fluorescent  Lamps  (1955)  ANSI  C78.375 

Measurement  of  Fuel  Evaporative  Emissions  From  Gasoline  SAE  JI70 

Measurement  of  Fuel  Evaporative  Emissions  From  Gasoline  SAE  J171 

Measurement  of  Gaseous  Fuel  Samples  (1970)  ANSI  Z77. 5  ASTM  D1071 

Measurement  of  Gloss  of  High  Gloss  Metal  Surfaces  Using  ASTM  E430 

Measurement  of  Glow  Lamps  (1961)  ANSI  C78.385 

Measurement  of  Indicated  Power  of  Piston  Engines  and  Co  ASME  PTC19.8 

Measurement  of  Intake  Air  or  Exhaust  Gas  Flow  of  Diesel  SAE  J244 

Measurement  of  Lattice  Spacing  of  Nuclear  Graphite  (196  ASTM  C558 

Measurement  of  Length  Change  of  Hardened  Cement  Paste,  ASTM  C490 

Measurement  of  Liquid  Hydrocarbons  by  Turbine  Meter  Sys  API  2534 

Measurement  of  Mercury  Lamp  Ballasts  and  Transformers  ANSI  C82.6 

Measurement  of  Mercury  Lamp  Characteristics  ( 1971 )  ANSI  C78.386 

Measurement  of  Plasticizer  Migration  From  Vinyl  Fabrics  ATSM  D2199 

Measurement  of  Power  Chain  Saws  (1970)  PSMA  Nl.1-66 

Measurement  of  Power  Chain  Saws  (1970)  PSMA  N2.1-67 

Measurement  of  Press  Felts  on  the  Paper  Machine  (Hspt)  TAPPI  T680SU 

Measurement  of  Pressure  in  Glass  Bottle  Aerosols  (1971)  CSMA  AG'17 

Measurement  of  Residual  Stress  (Hs  147)  (1968)  SAE  J793 
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rcuil  Forward  Current  Transfer  Ratio  (1970)  Std.  for 

ce  Parameters  (1970)  Std.  for  the 

Suggested  Meth.  for  the 
one  Gear  Units  (1968)  Spec,  for 

ast  Receivers  in  the  Frequency  Range  of  100  to  1000/  Std. 

std.  Rec.  Pracl.  for  Use  of  a  Std,  Reference  Sheet  for  the 

Std,  Meth.  for 

tating  Spindle  Apparatus  (1968)  Meth.  for 

ials  (1970)  Test  Meth.  for  Dynamic 

Volume 

es  (1969)  Rec.  Pract.  for 

Rec,  Pract.  for 
Rubber  Microhardness 
Std.  ASTM  Butadiene 
Suggested  Guidelines  for  Artwork  Generation  and 
urbines  (1969)  Guidance  for  Evaluation  of 

Meth,  of  Residual  Stress 
tor  of  Epoxy  Compounds  Using  the  Null  Meth.  Three  Terminal 
Rec.  Pract.  for  Aircraft  Gas  Turbine  Engine  Exhaust  Smoke 
ensitometers  Used  for  Black  and  White  Photographic  Density 
std.  for  Meth.  of  (Voltage  Variable  Capacitance)  Diode  'Q' 
in  the  Power  Cycle  (Purity  and  Quality.  Leak  Detection  and 

Rec.  Pract.  for  Boat 

nd  Construction  Industrial  El  Rec.  Pract.  for  Sound  Level 

Range  of  Anthropometric 
Rec.  Pract.  on  X-Radiation  Detection  and 
ts  (1971)  Std.  Test  Procedure  for  Noise  Margin 

tudents)  (1971)  Std.  for  Body 

Std.  for  Body 

rel(1970)  Std.  for  Body 

d.  Safety  in  Conducting  Subcritical  Neutron  Multiplication 
and  Criteria  for  Multi  Angle  Two  Parameter  Specular  Gloss 
Tent.  Std.  for  Weight  Volume 
Guide  for  Photometric 
acteristics  of  Auxiliary  Equipment  for  Shock  and  Vibration 
e  to  Polymeric  Materials  and  Application  of  Threshold  Foil 
r  of  Manufactured  Carbon  and  Graphite  Articles  by  Physical 
State  Devices;  Varactor  Measurements.  Part  I  Small  Signal 
ing  Potentiostatic  and  Potentiodynamic  Anodic  Polarization 
Reference  Std.  Electrical  Resistors  (for  Direct  Current 
Trial  Use  Std.  Guide  on  Solid  State  Devices;  Varactor 
Rec.  Pract.  for  Instrumentation  for 
faces  (1970)  ANSI  Z146.1  Std.  Meth.  for 

Spec,  for  Requirements  of  Instrumentation  to  be  Used  in 

Std.  Meth.  of 

urrent  (Electromagnetic)  Test  Meth.  (196/  Rec.  Pract.  for 

Radius  of  Load 

Z151.I  Std.  Meth.  for 

Std.  Meth.  for 
Std.  Test.  Procedure  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Std.  Meth.  for 
Test.  Procedure  for 
Std.  Meth.  for 
Std.  Meth.  for 
Test.  Procedure  for 
Test.  Procedure  for 
Test.  Procedure  for 


num  (1970) 
(1970) 
1  (1970) 
r (1970) 
es  (1970) 
NSI  k65.18 

tubes  and  Cores  (1968) 
(1970) 
971) 

es  (1968)  Std 
cores  (1968)  Std 
cans  (1968)  Std 

Meth.  of  Checking  Safety  Valves  (and  Relief  Capacity)  by 
Gear  Classification.  Definitions,  Materials  and 


Std. 


1) 

es  (1966) 

970) 

970) 

res  (1968) 
971) 

f  Soybean  Oil  (1/ 
r  4  Probe  Array  (1970) 


Sid.  Test.  Procedure  for 
Std.  Meth.  for 


Std.  Test.  Procedure  for 
Meth.  for 

Tent.  Std.  for  Inspection,  Sampling  and 
Std.  Meth.  for 
Tape  Rule  Steel  Wire  (for  Push  Pull 
calibrations  and  Tests  for  Electrical  Transducers  Used  for 
tics  (R1969)  ANSI  K66.3  Std.  Meth.  of 

Directions  and  Meth.  for 
rs  (1971)  Std.  Meth.  of 

(1970)  Meth.  of 

Std.  Test.  Procedure  for 
Tape  Line 

sh  Portable  Tester  (1969)  Std  Meth  of  Test  for 

or  Electrical  Transducer  Nomenclature  and  Terminology  (for 

Tent.  Meth.  for 

mposition  of  Plastics  (1970)  Std.  Meth.  for 

tland  Cement  (1970)  Std.  Meth.  of 

Meth.  of 


Measurement  of  Small  Signal  VHF-UHF  Transistor  Short  Ci  EIA  RS.171 

Measurement  of  Small  Signal  VHF-UHF  Transistor  Admittan  EIA  RS372 

Measurement  of  Solids  Content  of  Black  Liquor  (1971)  TAPPl  T650SU 

Measurement  of  Sound  on  High  Speed  Helical  and  Herringb  AGMA  295.03 

Measurement  of  Spurious  Radiation  From  FM  and  TV  Broadc  EIA  RS378 

Measurement  of  Stress  by  X-Ray  (Hs784a)  (1970)  SAE  J784A 

Measurement  of  the  Time  Averaged  Vapor  Pressure  in  a  Co  ASTM  C677 

Measurement  of  Thickness  of  Sandwich  Cores  ( 1 970)  ASTM  C366 

Measurement  of  Viscosity  of  Adhesives  by  a  Low  Shear  Ro  TAPPI  T666 

Measurement  of  Water  Vapor  Transfer  Through  Sheet  Mater  TAPPI  T523 

Measurement  of  Wood  Power  Chain  Saws  (1970)  PSMA  W3.I-66 

Measurement  of  X-Radiation  From  Display  Cathode  Ray  Tub  EIA  JED64A 

Measurement  of  X-Radiation  From  Receiving  Tubes  (1970)  EIA  JED67A 

Measurement  on  Shaft  Oil  Seals  (1965)  RMA  '6 

Measurement  Tables  (1968)  ANSI  Zll. 144  ASTM  D1550 

Measurement  Techniques  for  Printed  Circuits  (1969)  IPC  D310 

Measurement  Uncertainty  in  Performance  Tests  of  Steam  T  ASME  PTC6RPT 

Measurement  (Hs  J936)  (1968)  SAE  J936 

Measurement  ( 1969)  /(Permittivity)  and  Dissipation  Fac  SPI  ERF26 

Measurement  (1970)  SAE  ARP1179 

Measurement  (1970)  Rec.  Pract.  for  Calibration  of  D  SMPTE  RP15 

Measurement  (1971 )  EIA  RS381 

Measurement)  (1970)  Water  and  Steam  ASME  PTC19.11 

Measurements  and  Weight  (1970)  ABYC  S8 

Measurements  at  the  Operator  Station  for  Agricultural  A  SAE  J919A 

Measurements  for  Asian  Populations  (HSJ31 7)  (1968)  SAE  J317 

Measurement'  for  Microwave  Tubes  (1969)  EIA  JED70 

Measurements  for  Semiconductor  Logic  Gatmg  Microcircui  EIA  RS390 

Measurements  for  the  Sizing  of  Apparel  for  Young  Men  (S  USC  PS45 

Measurements  for  the  Sizing  of  Boys  Apparel  (1970)  USC  PS36 

Measurements  for  the  Sizing  of  Womens  Patterns  and  Appa  USC  PS42 

Measurements  in  Situ  (1969)  St  ANSI  N16.3 

Measurements  of  Color  Television  Safety  Panels  (1969)  EIA  JED66A 

Measurements  of  Pulpwood  (1959)  TAPPI  T7 

Measurements  of  Reflector  Type  Lamps  (1962)  lES  LM20 

Measurements  (1960)  /Td.  Meth.  for  Specifying  the  Char  ANSI  S2.4 

Measurements  (1968)  /Th.  of  Calculation  of  Neutron  Dos  ASTM  D2365 

Measurements  (1969)  /.  Meth.  of  Test  for  Density  in  Ai  ASTM  C559 

Measurements  (1971)  Tnal  Use  Std.  Guide  on  Solid  IEEE  318 

Measurements  (1971)  /  for  Std.  Reference  Meth.  for  Mak  ASTM  G5 

Measurements)  (1969)  ANSI  C100.3 

Measurements,  Part  I  Small  Signal  Measurements  (1971)  IEEE  318 

Measuring  Acoustic  Impulses  of  Passenger  Cars  (1971 )  SAE  J247 

Measuring  and  Counting  Particulate  Contamination  of  Sur  ASTM  F24 

Measuring  and  Recording  Draft  Gear  Reaction  Forces  (197  AAR  M901F 

Measuring  Area  of  Leather  Test  Specimens  (1968)  ASTM  D2347 

Measuring  Coating  Thickness  by  Magnetic  Field  or  Eddy  C  ASTM  E376 

Measuring  Devices  (1968)  SAE  J375 

Measuring  Diameter  of  Fine  Wire  by  Weighing  (1970)  ANSI  ASTM  F205 

Measuring  Dimensions  of  Multiple  Lip  Packing  Sets  (1971  NFLDP  T3.19.5 

Measuring  End  Seams  of  Fibre  Cans  (1968)  CCTI  C106 

Measuring  Fast  Neutron  Flux  by  Radioactivation  of  Alumi  ASTM  E266 

Measuring  Fast  Neutron  Flux  by  Radioactivation  of  Iron  ASTM  E263 

Measuring  Fast  Neutron  Flux  by  Radioactivation  of  Nicke  ASTM  E264 

Measuring  Fast  Neutron  Flux  by  Radioactivation  of  Sulfu  ASTM  E265 

Measuring  Fast  Neutron  Flux  by  Radioactivation  Techniqu  ASTM  E262 

Measuring  Flatness  of  Plastics  Sheet  or  Tubing  (1969)  A  ASTM  D1604 

Measuring  Flexure  Under  Side  to  Side  Compression  Fibre  CCTI  T128T 

Measuring  Frictional  Properties  of  Slideway  Lubricants  ASTM  D2877 

Measuring  Heat  Flux  Using  a  Water  Cooled  Calorimeter  (1  ASTM  E422 

Measuring  Inside  Diameters  of  Fibre  Cans.  Tubes  and  Cor  CCTI  CT102 

Measuring  Lengths  or  Heights  of  Fibre  Cans,  Tubes,  and  CCTI  CT104 

Measuring  Loose  Metal  Ends  and  Seaming  Chucks  of  Fibre  CCTI  C105 

Measuring  Maximum  Amount  of  Fuel  that  Can  be  Burned  (Bo  ASME  BPVCIVB 

Measuring  Meth.  (and  Pract.)  for  Unassembled  Gears  (197  AGMA  390.03 

Measuring  Moisture  Content  of  Fibre  Cans,  Tubes  and  Cor  CCTI  CTIU 

Measuring  Neutron  Flux  by  Radioactivation  Techniques  (1  ASTM  E261 

Measuring  of  Bed  Pillows  and  Mattress  Pads  (Bedding)  (1  ABFLO  2J 

Measuring  Outside  Diameters  of  Fibre  Cans,  Tubes  and  Co  CCTI  CT103 

Measuring  Particle  Size  of  Aerosols  (Spray  Patterns)  (1  CSMA  AG*10 

Measuring  Procedures  for  Bulk  Shipments  and  Transfers  O  NSPA  *4 

Measuring  Resistivity  of  Silicon  Slices  with  a  Collinea  ASTM  F84 

Measuring  Rules)  (1962)  SWA  '142 

Measuring  Shock  and  Vibration  (1969)  /He  Selection  of  ANSI  S2.ll 

Measuring  Shrinkage  From  Mold  Dimensions  of  Molded  Plas  ASTM  D955 

Measuring  Soluble  Solids  with  a  Coffee  Hydrometer  (1970  CBC  43 

Measuring  Sound  Generated  by  Hydraulic  Fluid  Power  Moto  NFLDP  T3.9.14 

Measuring  Sound  Generated  by  Hydraulic  Fluid  Power  Pump  NFLDP  T3.9.70.12 

Measuring  Spindle  Fit  Composite  Tubes  and  Cores  (1971)  CCTI  T115 

Measuring  Steel  Wire  (1962)  SWA  'HI 

Measuring  Surface  Frictional  Properties  Using  the  Briti  ASTM  E303 

Measuring  Systems)  (1969)  Std.  F  ISA  S37.1 

Measuring  the  A-D  Dimension  of  Aerosol  Can  Valves  (1971  CSMA  AG*8 

Measuring  the  Density  of  Smoke  From  the  Burning  or  Deco  ASTM  D2843 

Measuring  the  Drying  Shrinkage  of  Mortar  Containing  For  ASTM  C596 

Measuring  the  Finished  Size  of  Bed  Pillows  (1968)  ABFLO  J-1 
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ics  by  the  Air  Pycnometer  (1970) 
a  Torsional  Wire  Apparatus  (1969) 
h  Translucent  Screens  (1969) 
68)  ANSI  Zl  1.172,  ASTM  D1086 
lometric  Meth,  (1970) 

4.137 

Iributed  Parameter  Coaxi/ 


o/Amylo/Ciraph  Test)  (1970) 
njection  Gas  Chromatography  (1970) 
es  (1968) 


Employee  Injury  Statistics  (1968) 


Meth.  of 
Std.  Meth.  for 
Tent.  Meth.  for 
Std.  Method  for 
Std.  Meth.  of 
Std.  Meth.  for 
Testing  Machines  for 
Std.  Meth.  for 
Std.  Report  on  State  of  the  Art 
Std.  for  Devices  for  Use  in  Defining  and 


Meth.  for 
Tent.  Rec.  Pract.  for 
Std.  Test.  Procedure  for 
Std.  Test.  Procedure  for 
Rec.  Std.  for  Well 
Std.  Meth.  for 
Std.  Meth  of 
Std.  for 
Std.  Test  Meth.  for 
Std.  Meth,  of 
Std.  for 
Std.  for 


Measuring  the  Length  and  Width  of  Mattress  Pads  (1968) 
Measuring  the  Open  Cell  Content  of  Rigid  Cellular  Plast 
Measuring  the  Relative  Stiffness  of  Leather  by  Means  of 
Measuring  the  Screen  Luminance  of  Microform  Readers  Wit 
Measuring  the  Temperature  of  Petroleum  and  Products  (19 
Measuring  the  Thickness  of  Metallic  Coatings  by  the  Cou 
Measuring  the  Uniformity  of  Passenger  Car  Tires  (1969) 
Measuring  Thickness  of  Textile  Materials  (1970)  ANSI  LI 
Measuring  Unbalanced  Transmission  Line  Impedance  in  Dis 
Measuring  Vehicle  Seating  Accommodation  (1970) 
Measuring  Viscosity  of  Starch  and  Starch  Products  (Vise 
Measuring  Volatile  Organic  Matter  in  Water  by  Aqueous  I 
Measuring  Wall  Thicknesses  of  Fibre  Cans,  Tubes  and  Cor 
Measuring  Warpage  Fibre  Tubes  and  Cores  (1966) 
Measuring  Wire  (1970) 
Measuring  Zipper  Dimensions  (1970) 

Measuring  (Including  Cost)  and  Recording  Patron  and  Non 
Measuring,  Sampling,  and  Analyzing  White  Waters  (1961) 


charts  (1954) 
ing  Alloys  (1968) 

Sheet  and  Plate;  Commercial  Roofing  and  Siding;  Finishes, 
aded  Fasteners  Used  in  Automotive  and  Related  In/  Std.  of 

and  Nonferrous  Bolts,  Screws,  Studs  and  Nu/  Spec,  on  the 

0)  Std.  for 

(1970)  Rec.  Pract.  for  the 

Basic 

Gravity,  Louver  and  Dynamic 
ght  Cars  (1970)  Std.  Limiting  Design  Dimensions 

ght  Cars  (1970)  Std.  Typical  Top  Rod  Application 

(1970)  Meth.  of  Test,  for  Rating  Remote 

0)  Std.  for  Remote 

Std.  for  Multistage  Steam  Turbines  for 
Std.  for  Single  Stage  Steam  Turbines  for 
Cyclonic 

design.  Construction  and  Operation  of  Marine  Electrical  or 

Terminology  for 

s  of  Plastic  Consistency  (1970)  ANSI  A1.2/  Std.  Meth.  for 

Surface  Rolling  and  Other  Meth.  for 
wire,  Rod,  Bar  and  Shapes  (1970)  Std.  for 

nd  Hand  Forgings;  Rolled  Rings  (1970)  Std. 
Tube  (1970) 


ng  Stock  (1970) 
exchanger  Tube  (1970) 
(1970) 

num  Tube  (1970) 

minum  Shapes  (1970) 

lied  or  Cold  Finished  (1970) 

al  Pendulum  (1969) 

f  SAE  Wrought  Aluminum  A/ 


Std. 
Std. 
Std. 

Std. 

Std.  Test  Meth.  for  Dynamic 
Std.  for  Chemical  Compositions, 
(1970)  Std.  for  Aluminum  Sheet  and  Plate;  Tread  Plate; 

t  Products,  Including  /  Std.  for  Chemical  Composition  and 

Std.  for  Aluminum  Castings;  Composition  and 
razing  Sheet  (1970)  Std.  for  Aluminum  Sheet  and  Plate; 

est.  for  Rating  Drinking  Water  Coolers  with  Self  Contained 

Safety  Code  for 

trie  Toys  Including  Phonographs  with  Driven  Turntables  and 
Rec.  Pract.  for  Hard  Drawn 
Std.  Spec,  for  Steel  Wire,  Hard  Drawn  for 
Rec.  Pract.  for 

Rec.  Application  and  Hardware  Definitions  for  Controlled 
Guide  for  Test,  Adjust  and  Balance  of 
Std.  Meth.  and  Definitions  for 
tal  (1970)  ANSI  Z155.18  Std.  Meth.  of  Test  for 

pec.  for  Electric  Resistance  Welded  Carbon  and  Alloy  Steel 
Std.  Spec,  for  Seamless  Stainless  Steel 
Std.  Spec,  for  Seamless  Carbon  and  Alloy  Steel 
Meth.  of  Rating  for 
Rec.  Std.  for  Spring  Wire 
4337)  (1971)  Spec,  for  Steel  Tubing, 

Std.  for  Headlamp  Aiming  Device  for 
ferrous  Materials  (1970)  Std.  Spec,  for 

Std.  for  Drinking  Fountains  and  Self  Contained, 
Rest,  Moving  Chains,  Cables,  Steering,  Wheel  Guards,  Tilt 
Iternate  Std.  F  Interlocking  Couplers,  Parts  and  Operating 
emographic  Characteristics  in  Surveys  of  Data  for  Consumer 

Std.  Dimensions  for 

to  10  Mev;  Structural  Shielding  Design  and  Eval/  Rec.  for 

to  10  Mev  Equipment  Design  and  Use  (196/  Requirements  for 
1)ANSIC33.67  Safety  Std.  for 

Rec.  for  the  Radiation  Protection  in  Veterinary 
.  Test  Meth.  for  Filler  Content  of  Phenol,  Resorcinol,  and 
t  Meth.  for  Nonvolatile  Content  of  Phenol,  Resorcinol,  and 
old  Use  (1970)  Std.  for 

Std.  Spec,  for 


Mechanical  Analysis  of  Extracted  Aggregate  (1970) 
Mechanical  Analysis  of  Soils  (1970) 
Mechanical  and  Electric  Chart  Drive  Speeds  of  Circular 
Mechanical  and  Physical  Properties  of  SAE  Aluminum  Cast 
Mechanical  and  Property  Limits  (1970)  ID.  for  Aluminum 

Mechanical  and  Quality  Requirements  for  Externally  Thre 
Mechanical  and  Quality  Requirements  for  Stainless  Steel 
Mechanical  and  (Quality  Requirements  for  Steel  Nuts  (197 
Mechanical  and  (Quality  Requirements  for  Tapping  Screws 
Mechanical  Code  (1971) 
Mechanical  Collector  Criteria  (1970) 

Mechanical  Double  Acting  Automatic  Slack  Adjuster;  Frei 
Mechanical  Double  Acting  Automatic  Slack  Adjuster;  Frei 
Mechanical  Draft  Air  Cooled  and  Refrigerant  Condensers 
Mechanical  Draft  Air  Cooled  Refngerant  Condensers  (197 
Mechanical  Drive  Service  (1970) 
Mechanical  Drive  Service  (1970) 
Mechanical  Dust  Collector  Criteria  (1969) 

Mechanical  Fuel  Pumps  (1966)  Safety  Std.  for 

Mechanical  Milking  Machine  Systems  (1970) 
Mechanical  Mixing  of  Hydraulic  Cement  Pastes  and  Mortar 
Mechanical  Prestressing  of  Metals  (Hs  3)  (1968) 
Mechanical  Properties  and  Limits,  of  Extruded  Aluminum 
Mechanical  Properties  and  Tolerances  for  Aluminum  Die  A 
Mechanical  Properties  and  Tolerances  for  Aluminum  Drawn 
Mechanical  Properties  and  Tolerances  for  Aluminum  Forgi 
Mechanical  Properties  and  Tolerances  for  Aluminum  Heat 
Mechanical  Properties  and  Tolerances  for  Aluminum  Pipes 
Mechanical  Properties  and  Tolerances  for  Extruded  Alumi 
Mechanical  Properties  and  Tolerances  for  Structural  Alu 
Mechanical  Properties  for  Aluminum  Wire,  Rod  and  Bar  Ro 
Mechanical  Properties  of  Plastics  by  Means  of  a  Torsion 
Mechanical  Property  Limits  and  Dimensional  Tolerances  O 
Mechanical  Property  Limits  and  Weights,  and  Tolerances 
Mechanical  Property  Limits  for  Aluminum  Wrought  and  Cas 
Mechanical  Property  Limits  (1970) 

Mechanical  Property  Limits,  Heat  Treatable  Alloys  and  B 
Mechanical  Refrigeration  Systems  (1970)  Meth.  of  T 

Mechanical  Refrigeration  (1970)  ANSI  B9.1 

Mechanical  Sound  Reproduction  (1971)  /Ty  Std.  for  Elec 

Mechanical  Spring  Wire  and  Springs  (1969) 

Mechanical  Spnngs  (1971)  ANSI  G54.1 

Mechanical  Steering  Installation  on  Boats  (1969) 

Mechanical  Storage  Systems  (1969) 

Mechanical  Systems  (1969) 

Mechanical  Test,  of  Steel  Products  (1971)  ANSI  G60.1 
Mechanical  Torque  Rate  of  Spiral  Coils  of  Thermostat  Me 
Mechanical  Tubing  (1969)  ANSI  G62.3  Std.  S 

Mechanical  Tubing  (1971) 
Mechanical  Tubing  (19711 

Mechanical  Vacuum  Pumps  (1969)  ANSI  B93.12 
(Mechanical)  (1970) 

Mechanical,  0.80cr  -  1.8ni  -  O.25mo  (0.35  -  0.40c)  (Sae 
Mechanically  Aimable  Sealed  Beam  (1970) 
Mechanically  Deposited  Coatings  of  Cadmium  and  Zinc  on 
Mechanically  Refrigerated  Drinking  Water  Coolers  (1971) 
Mechanism,  Overtravel  Limits,  Warning  Devices,  of  Indus 
Mechanisms  on  Freight  and  Passenger  Equipment  Cars  (196 
Media  Audiences  (1970)  Rec.  Std.  Breakdowns  for  D 

Medical  X  Ray  Sheet  Film  (Metric  and  Non  Metnc)  (1969) 
Medical  X-Ray  and  Gamma  Ray  Protection  for  Energies  Up 
Medical  X-Ray  and  Gamma  Ray  Protection  for  Energies  Up 
Medical,  Commercial  and  Industrial  X-Ray  Equipment  (197 
Medicine  (1970) 

Melamine  Adhesives  (1970)  Std 
Melamine  Adhesives  (1970)  Std.  Tes 

Melamine  Dinnerware  (Alpha  Cellulose  Filled)  for  Househ 
Melamine  Formaldehyde  Molding  Compounds  (1969) 
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Meth.  for  Identification  and  Determination  of 
Sid.  for  Heavy  Duty  Alpha  Cellulose  Filled 
Suggested.  Meth.  for  Evaluating  the  Peel  and  Shear  of  Hot 
ne  (1969)  Rec.  Pract.  for  the  Use  of  A 

(15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Consumable  Electrode 
4.3mo-3.0ti-l  .4al  Consumable  Electrode  oi  Vacuum  Induction 
4.3mo-3.0ti-l  .4al  Consumable  Electrode  or  Vacuum  Induction 
4.3mo-3.0ti-l  .4al  Consumable  Electrode  or  Vacuum  Induction 
co-4.3mo-3.0ti-l.4al  Consumable  Electrode  Vacuum  Induction 
4.3mo-3.0ti-l  .4al  Consumable  Electrode  or  Vacuum  Induction 
corrosion  and  Heat  Resistant  Nickel  Base,  Vacuum  Induction 
d  Tubing  0.75si-l .Ocr-0.58mo(0.80-0.90c)  Vacuum  Consumable 
17cr-0.50mo  (0.951.20c)  (SAE  51440c)  Consumable  Electrode 
-  2.3mo  -  l.lal  Vacuum  Induction  Plus  Consumable  Electrode 
tant  Nickel  Base,  Consumable  Electrode  or  Vacuum  Induction 
o-0.07v  (0.40-0. 45c)  Premium  Quality,  Consumable  Electrode 
mo-0.07v  (0.38-0. 43c)  Premium  Quality  Consumable  Electrode 
i-1.4al  Annealed.  Consumable  Electrode  or  Vacuum  Induction 
r  Ferrite  Controlled  Premium  Quality,  Consumable  Electrode 
(0.08-0. 15c)  Premium  Quality,  Vacuum  Consumable  Electrode 
Spec,  for  Steel  Castings,  Investment,  Maraging,  Vacuum 
and  Forgings  Premium  Quality,  Consumable  Electrode  Vacuum 
ng,  0.65si  -  I.25cr  -  O.SOmo  -  0.30v  (0.28  ■  0.33c)  Vacuum 
s,  and  Tubing  Premium  Quality,  Consumable  Electrode  Vacuum 
0.07v  (0.23  -  0.33c)  Premium  Quality,  Consumable  Electrode 
mo-2.7  Ti  -  34fe,  Consumable  Electrode  or  Vacuum  Induction 
dified  51100)  Premium  Quality,  Consumable  Electrode  Vacuum 
Rings,  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb-i-ta) 
se  12cr  -  4.5mo  -  2.0  (Cb  and  Ta)  -  0.70li  -  6.0al.  Vacuum 
rrosion  Resistant  Consumable  Electrode  or  Vacuum  Induction 
Steel  Castings  Investment,  Electrical  Industion 
8ni  -  7.8co  -  4.9mo  -  0.40ti  -  O.lOal  Consumable  Electrode 
O-0.09V  (0.29-0. 34c)  Premium  Quality,  Consumable  Electrode 
8.5ni  -  9.0co  -  4.9mo  -  O.65ti-0.10al  Consumable  Electrode 
O-0.09V  (0.17-0. 23c)  Premium  Quality,  Consumable  Electrode 
O-0.09V  (0.17-0. 23c)  Premium  Quality,  Consumable  Electrode 
-  I.4al  -  O.OScr,  Consumable  Electrode  or  Vacuum  Induction 
e,  Welding  1 .05cr-0.55ni-l  .0mo-0.07v  (0.34  -  0.40c)  Vacuum 
ding  1.05cr  -  0.55ni  -  l.Omo  -  0.07v  (0.26  -  0.32c)  Vacuum 

-  I.Iti  -  2.0cu,  Consumable  Electrode  or  Vacuum  Induction 
(I5cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Consumable  Electrode 

-  2.9cb  -  1.8ti,  Consumable  Electrode  or  Vacuum  Induction 

-  2.9cb  -  1.8ti,  Consumable  Electrode  or  Vacuum  Induction 

-  2.9cb  -  1.8ti,  Consumable  Electrode  or  Vacuum  Induction 

-  2.9cb  -  1.8ti,  Consumable  Electrode  or  Vacuum  Induction 

-  2.9cb  -  1.8ti,  Consumable  Electrode  or  Vacuum  Induction 

Rec.  Pract.  for 


Melamine  Resin  in  Paper  (1968) 
Melamine  Tableware  (1970) 


act.  (1965) 


t.  (1965) 
970) 


Rec.  Safe  Pract.  in 
Rec.  Pract.  for  Magnesium 


Std.  Drop 
Std.  for 

anic  Chem/  Std.  Test  Meth.  for  Relative  Initial  and  Final 

th.  for  Relative  Initial  and  Final  Melting  Points,  and  the 
iscosity  of  Petroleum  Waxes  Compounded  with  Additives  (Hot 
A.A.R.  Spec.  But  Having  No  Previous  Service  Experience  on 
A.A.R.  Spec.  But  Having  No  Previous  Service  Experience  on 
Spec,  for  Installation  of  Screw  Type  Steel  Framing 
Spec,  for  the  Design  of  Cold  Formed  Steel  Structural 
Spec,  for  Design  of  Plain  and  Reinforced  Concrete 
Rope  Lay  Stranded  Copper  Conductors  Having  Bunch  Stranded 
Lay  Stranded  Copper  Conductors  Having  Concentric  Stranded 

Uniform  Pract.  for 

(1971)  Std.  Spec,  for  Asphalt  for  Use  in  Waterproof 

NSI  /  Std.  Meth.  of  Test  for  Pore  Size  Characteristics  of 

Tent.  Meth.  of  Test  for  Liquid  Flow  Rate  of 
pic  Sizing  and  Counting  Particles  From  Aerospace  Fluids  on 
iquid  Samples  for  Particulate  Contamination  Analysis  Using 

Installation  of  Flexible 
Spec,  for 

Gated  Felts,  Prepared  Roofings,  and  Plast/  Spec,  for  Roof 

Spec,  for  Ring, 

Is  Relating  to  Use  and  Testing  of  Ferrite  Memory  Cores  and 
Tent.  Meth.  of  Test  for  Coincident  Current 
f  Terms  and  Symbols  Relating  to  Use  and  Testing  of  Ferrite 
r  Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Linear  Select 
metallic  Magnetic  Cores  to  be  Used  in  a  Coincident  Current 
for  Body  Measurements  for  the  Sizing  of  Apparel  for  Young 
Rec.  Lighting  for  the  Manufacturing  of 
Safety  Std.  for  Installation  and  Classification  of 
Safety  Std.  for  Local  Burglar  Alarm  Units  and  Systems  for 

Tent.  Test  Meth.  for 

(1971)  ANSI  L14. 124  Test  Meth.  for 

Test  Meth.  for  Wetting  Agents  for 
Std.  for 


/5 


t  Bonds  at  Elevated  Temperatures  (1971) 
t  Index  Strand  for  Determining  Density  of  Polyethyle 
ted  1650  F  (898.9  Cl  Solution  Treated  and  Precipitat 
ted  1825-1900  (996.1-1037. 8c)  Solution,  Stabilizatio 
ted  1825-1900  (996. 1 -1 037.8c)  Solution,  Stabili/utio 
ted  1825-1900f  {996.l-1037.8c)  Solution,  Stabilizati 
ted  1975f  (1079.4c)  Solution  Heat  Treated  (1970) 
ted  1975f  (1079.4c)  Solution,  Stabilization  and  Prec 
ted  (1970)  Alloy  Wire,  Welding 

ted  (1970)  Steel  Bars,  Forgmgs,  An 

ted  (1970)  /  Bars  and  Forgings,  Corrosion  Resistant 

ted  (1970)  /  Rings,  Corrosion  Resistant  13cr  -  8ni 

ted  (1970)  /  Wire,  Welding  Corrosion  and  Heat  Resis 

ted  (1970)  /Gs,  and  Tubing  1 .6si-0.82cr-l  .8ni-0.40m 

ted  (1970)  /Ngs,  and  Tubing  1 .6si-0.82cr-l  .8ni-0.40 

ted  (1970)  /Nt  Nickel  Base  19.5cr-13.5co-4.3mo-2.9t 

ted  (1970)  /Rrosion  and  Moderate  Heat  Resistant  12c 

ted  (1970)  /Sion  Resistant  1 1 .8cr-2.5ni-l .8mo-0.33v 

ted  (1971) 

ted  (1971)  •  Spec,  for  Steel  Bars, 

ted  (1971)  Spec,  for  Steel  Wire,  Weldi 

ted  (1971)  Spec,  for  Steel  Bars,  Forging 

ted  (1971)  /  and  Tubing  (0.85cr  -  1.8ni  -  0.40mo  - 

ted  (1971)  /  Resistant.  Nickel  Base  -  I2.5cr  -  6.0 

ted  (1971)  /Bing.  l.OScr  -  l.Imn  (0.92  -  1.02c)  (Mo 

ted  (1971)  /C.  for  Steel  Bars,  Forgings.  Tubing  and 

ted  (1971)  /Corrosion  and  Heat  Resistant,  Nickel  Ba 

ted  (1971)  (19cr  -  lOni)  (1971)  /Ubing,  Seamless  Co 

ted.  Annealed  (1970) 
ted.  Annealed  (1970) 
ted.  Annealed  (1970) 
ted,  Annealed  (1970) 
ted.  Annealed  (1970) 
ted.  Annealed  (1970) 
ted.  Annealed  (1971) 


/  Forgings,  Tubing  and  Rings  1 
/Plate  1.0cr-7.5ni-4.6co-1.0m 
/Forgings.  Tubing,  and  Rings  1 
/Plate  0.75cr-9.0ni-4,5co-l.0m 
/Ubing  0.75cr-9.0ni-4.5co-l.0m 
/5cr  -  13.5CO  -  4.3mo  -  3.0ti 


ted.  Environment  Controlled  (1970)  /.  for  Steel  Wir 

ted.  Environment  Controlled  (1970)  /Steel  Wire.  Wei 

ted.  1525  F  (829.4c)  Solution  Heat  Treated  (1971) 
ted.  1650  F  (898.9c)  Solution  Heat  Treated  (1971) 
ted,  1750  F  (954.4c)  Solution  Heat  Treated  (1971) 
ted,  1750  F  (954.4c)  Solution  Heat  Treated  (1971) 
ted,  1750  F  (954.4c)  Solution,  Stabilization,  and  Pr 
ted.  1800  F  (982.2c)  Solution  Heat  Treated  (1971) 
ted,  1800  F  (982.50  Solution  Heat  Treated  (1971) 
ting  Aluminum  (1965) 

ting  and  Pouring  of  Copper  Base  Alloys  in  Foundry  Pr 
ting  and  Pouring  Operations  in  Metal  Casting  (1970) 
ting  and  Pouring  (1965) 

ting  Equipment  of  Copper  Base  Alloys  in  Foundry  Prac 
ting  Point  of  Petroleum  Wax,  Including  Petrolatum  (1 
ting  Point  (Cooling  Curve)  of  Petroleum  Wax  (1971) 
ting  Points,  and  the  Melting  Range  of  Industrial  Org 
ting  Range  of  Industrial  Organic  Chemicals  (1969)  An 
ts)  (1971)  /Ed  Meth.  for  Determining  the  Apparent  V 

Member  Roads  (Railway)  (1971)  /Roducts  Manufactured  to 

Member  Roads  (1971)  /Ices  and  Products  Manufactured  to 

Members  to  Receive  Gypsumboard  (1970) 
Members  (1968) 
Members  (1970) 

Members,  for  Electrical  Conductors  (1971)  ANSI  C7.12 
Members,  for  Electrical  Conductors  (1971)  ANSI  C7.13 
Membership  Requirement  for  Star  Ratings  (1969) 
Membrane  Construction  for  Canal,  Ditch,  or  Pond  Lining 
Membrane  Filters  for  Use  with  Aerospace  Fluids  (1970)  A 
Membrane  Filters  (1968) 

Membrane  Filters  (1969)  ANSI  Z11.265  /Th.  for  Microsco 

Membrane  Filters  (1970)  ANSI  Z1I.266  /Sing  Aerospace  L 

Membrane  Linings  (1970) 
Membrane  Waterproofing  (1970) 

Membranes;  Aggregates.  Saturated  Felts.  Saturated  and  C 
Memo  and  Post  Binder  Sheet  Sizes  and  Data  (1956) 
Memory  Core  Arrays  (1970)  /Initions  of  Terms  and  Symbo 

Memory  Core  Stacks  (1970) 

Memory  Cores  and  Memory  Core  Arrays  (1970)  /Initions  O 

Memory  with  a  Non  Symmetrical  Ratio  Operating  Under  Ful 
Memory  with  a  Two  to  One  Selection  Ratio  Operating  Unde 
Men  (Students)  (1971)  Std. 
Men's  Clothing  (1962) 

Mercantile  and  Bank  Burglar  Alarm  Systems  (1971) 
Mercantile  and  Bank  Safes  and  Vaults  (1970) 
Mercaptan  Content  of  the  Atmosphere  (1970) 
Mercerization  in  Dyed  and  Dyed  Cotton  Yarns  and  Fabrics 
Mercerization  of  Cotton  Yarns  (1971)  ANSI  L14.79 
Merchandise  Vaults  and  Safes  (1948) 


TAPPI 

T498 

use 

PS25 

TAPPI 

T8I4SU 

ASTM 

D2839 

SAE 

AMS5737E 

SAE 

AMS5706D 

SAE 

AMS5707C 

SAE 

AMS5704A 

SAE 

AMS5708 

SAE 

AMS5709A 

SAE 

AMS5828A 

SAE 

AMS6426A 

SAE 

AMS5618 

SAE 

AMS5629A 

SAE 

AMS5832A 

SAE 

AMS6419 

SAE 

AMS6417 

SAE 

AMS5586A 

SAE 

AMS561 1 

SAE 

AMS5719 

SAE 

AMS5337 

SAE 

AMS6443C 

SAE 

AMS6458D 

SAE 

AMS6444C 

SAE 

AMS641 1 A 

SAE 

AMS5660E 

SAE 

AMS6445B 

SAE 

AMS5654 

SAE 

AMS5377 

SAE 

AMS5560E 

SAE 

AMS5210A 

SAE 

AMS6512 

SAE 

AMS6524 

SAE 

AMS6514 

SAE 

AMS6523 

SAE 

AMD62CF 

SAE 

AMS5544B 

SAE 

AMS5028 

SAE 

AMS5027 

SAE 

AMS5860 

SAE 

AMS5734C 

SAE 

AMS5606 

SAE 

AMS5702 

SAE 

AMS5703 

SAE 

AMS5605 

SAE 

AMS5701 

AFS 

NF656-9 

AFS 

NF651 1-3 

AFS 

3 

AFS 

NF656-I0 

AFS 

NF651 1-2 

TAPPI 

T634 

TAPPI 

T630OS 

ASTM 

E324 

ASTM 

E324 

TAPPI 

T677SU 

AAR 

MSRP-C-3 

AAR 

MSRP-D-3 

GA 

•24 

AISI 

20 

AREA 

8-2-1 

ASTM 

B172 

ASTM 

B173 

PSA 

10 

ASTM 

D2521 

ASTM 

F3I6 

ASTM 

F317T 

ASTM 

F312 

ASTM 

F311 

ASAE 

R340 

AREA 

29-2-1 

NRCA 

•2-IV 

ANSI 

X2.4.3 

ASTM 

F126T 

ASTM 

F124T 

ASTM 

F126T 

ASTM 

F125T 

ASTM 

F132 

use 

PS45 

lES 

CP23 

UL 

681 

UL 

609 

ASTM 

D2913T 

AATCC 

89 

AATCC 

43 

AIA 

RS84 
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Rec,  Pract.  for  Electric  Installations  on  Shipboard  (Merchant  Vessels)  (1971) 

k  Density  and  Porosity  of  Granular  Refractory  Materials  by  Mercury  Displacement  (1970)  /Td. 

Sid.  for  Clinical  Thermometers  (Maximum  Self  Registering.  Mercury  in  Glass)  (1970) 

Std.  Test  Melh.  for  Low  Quantities  of  Mercury  in  Paint  (1968) 

Melh.  of  Measurement  of  Mercury  Lamp  Ballasts  and  Transformers  (1971) 

Std.  Meth.  of  Measurement  of  Mercury  Lamp  Characteristics  (1971) 

Std.  Meth.  for  the  Designation  of  Mercury  Lamps  (1957) 

d.  Physical  and  Electrical  Characteristics  of  50  Watt  +46  Mercury  Lamps  (1969) 

of  40  Watt,  H45  and  50  Wat/  Method  for  the  Designation  of  Mercury  Lamps;  Physical  and  Electrical  Characteristics 

est.  of  Roadway  Luminaires  Using  Incandescent  Filament,  or  Mercury  or  Sodium  Electric  Discharge  Lamps  (1968) 

Spec,  for  Dental  Mercury  (1960)  ANSI  Z156.6 

Std.  Acceptable  Concentrations  of  Organo,  Alkyl.  Mercury  (1969) 

for  Stability  of  Insulating  Oils  Under  Electrical  Stress  (Merrell  Test)  (1968)  ANSI  C59.124 

blanket  Insulation  and  Blanket  Type  Pipe  Insulation  (Metal  Mesh  Covered)  (Industrial  Type)  (1970) 

Rec.  Std.  for  Aerospace  Filter  Element  Fine  Wire  Mesh  (1971) 
Tent.  Test  Meth.  for  Sieve  Determination  of  325 
cloth  Wire  (Space  Cloth.  Hardware,  Fly  and  Insect  and  Fine 


IEEE 

Meth.  of  Test  for  Bui  ASTM 

use 


Mesh  pulverized  Limestone  (1967) 
Mesh)  (1970) 


Std.  Spec,  for  Zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figure  8  Cable  (1971) 


69) 


Meta 
Meta 
Meta 
Meta 
Mela 
Mela 
Mela 


Meta 
Meta 
Meta 
Meta 


Spec,  for  Photographic  Grade  Sodium 

Std.  for  Rubber  to  Mela 
Std.  Test  Meth.  for  Strength  Properties  of  Metal  to  Meta 
Meth.  for  Pressure  Measurement  in  Meta 
Suggested  Warning  Label  for  Metal 
Air  Handling  Spec,  for  Sheet  Mela 
Std.  for  Machine  Gas  Mela 
Std.  for  Manual  Gas  Meta 
Sid.  Spec,  for  While  Metal 
cle  Size  or  Screen  Analysis  at  No.  4  Sieve  and  Coarser  for 
Rec.  Guide  Spec,  for  Pre  Engineered 
mestone  (1967)  Std.  Reglels; 

Rec.  Pract  for  Safe  Handling  of  Bulk  Materials  in 
Rec.  Safe  Pracl.  in  Melting  and  Pouring  Operations  in 
Rec.  Safe  Pract.  in  Cleaning.  Test,  and  Finishing  in 
c.  Safe  Pracl.  in  Maintenance,  Healing  and  Illumination  in 
Safe  Pracl.  in  Sand  Preparation  Molding  and  Coremaking  in  Metal 
safe  Pracl.  in  Pattern  Shops,  Laboratories,  and  Offices  in  Meta 
lection.  Hazardous  Conditions  and  Environmental  Control  in 
Std-  Spec,  for  Composition  Bronze  or  Ounce 
Low  Velocity  Duct  Construction  Std.  for  Sheet 
ing  Requirements  for  Flexible  Connectors  of  Other  Than  All 

Std.  for  Mela 
Sid.  Melh.  for  Determining  the  Orientation  of  A  Metal 
Std.  Spec,  for  Bituminous  Coated  Corrugated  Metal 
icalion,  Installation,  Materials,  and  Waterproofing  (196/  Metal 

Std.  for  Test.  Mela 
Saw  Steel  Wire,  Band,  Mela 
f  Electrical  Insulating  Materials  with  Controlled  Water  to  Metal 
Spec,  for  Custom  Hollow  Metal 
Std.  for  Fire  Rated  Custom 
ng  and  Storing  (19/  Rec.  Pract.  for  55  Gallon  Single  Tnp 

r,  Sanitary  Style  (1969)  Rec.  Std.  Loose 

10  Diameter,  Deep  Drawn  Profile  (196/  Rec.  Sid.  for  Loose 

Diameter,  Flat  Panel  Profile  (1969)  Rec.  Std.  for  Loose 

Diameter,  Deep  Drawn  Profile  (1969)  Rec.  Std.  for  Loose 

diameter  (1968)  Rec.  Std.  for  Loose 

meter)  (1970)  Rec,  Std.  for  Loose 

Std.  Test.  Procedure  for  Measuring  Loose 

Std.  for  Meta 

er  Alloys,  Stainless  Steel;  Carbon  Steel  and  Iron;  Organ/  Metal 
Safely  Std.  for  Cellular  Metal 
Application  of  Gypsum  Wallboard  on  Exterior  Locations  (Metal 
.  Melh.  of  Test  for  Frictional  Characteristics  of  Sintered  Metal 
I  for  Dynamic  Coefficient  of  Friction  and  Wear  of  Sintered  Mela 
Std.  Melh.  of  Test  for  Density  of  Sintered  Meta 
Melh.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Meta 
Sid.  Melh.  of  Test  for  Hardness  of  Sintered  Metal 
Tent.  Spec,  for  Copper  Alloy  Strip  for  Flexible  Metal 
Safely  Std.  for  Portable  Metal 
rec.  Pract.  for  Construction  of  Ceilings  with  Gypsum  Lath.  Metal 

General  Spec,  for  Meta 
Architectural  Sheet  Meta 
fiber  Blanket  Insulation  and  Blanket  Type  Pipe  Insulation  (Meta 
Sid  for  Cast  Iron  Pipe  Cenlrifugally  Cast  in  Mela 
uids  (/  Std.  for  Ductile  Iron  Pipe,  Cenlrifugally  Cast  in  Mela 

.6  Sid.  for  Cast  Iron  Pipe  Cenlrifugally  Cast  In  Mela 

Std.  for  Modified  Go  Gage  for  Brake  Heads  for  Either  Mela 
for  Modified  Go  and  No  Go  Gage  for  Brake  Heads  for  Either  Mela 

Design  Spec,  for  Light  Meta 
Std.  Test  Meth  for  the  Peel  Strength  of  Metal 
Std.  Meth.  of  Test  for  Particle  Distribution  of  Tungsten  Metal 
Std.  Melh.  of  Test  for  Green  Strength  of  Compacted  Metal 
Meth.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal 
Std.  Spec  for  Iron  Copper  Sintered 
Std.  Melh.  for  Subsieve  Analysis  of  Granular  Metal 
Std.  Meth.  of  Test  for  Apparent  Density  of  Metal 
Std.  Meth.  of  Test  for  Compressibility  of 


ASTM 
ANSI 
ANSI 
ANSI 
St  ANSI 
ANSI 
/C  T  lES 
ADA 
ANSI 

Std.  Test  Melh.  ASTM 
/Mineral  Fiber  ASTM 
SAE 
PLA 

Rec.  Sid.  for  Screen  SWA 
ASTM 

Metaborale,  Octahydrate  (1970)  ANSI 
'     "  Adhesions  of  Molded  Solid  Rubber  Products  (1970)  RMA 
Adhesives  by  Compression  Loading  (Disk  Shear)  (19  ASTM 
Aerosol  Containers  (1971)  CSMA 
Aerosol  (Pressurized)  Packages  (1971)  CSMA 
and  Air  Conditioning  Contractors  (1968)  SMACN 
Arc  Fusion  Welding  Equipment  (1971)  NSA 
Arc  (Gma)  Welding  Equipment  (1971)  NSA 
Beanng  Alloys  (1966)  ANSI  H39.1  ASTM 
Bearing  Ores  and  Related  Materials  (1969)  /Parli  ASTM 

Buildings  (1969)  MBMA 
Cap  Flashing  Fastened  in  the  Reglet  Cut  in  the  Li  ILIA 
Casting  (1970)  AFS 
Casting  (1970)  AFS 
Casting  (1970)  AFS 
Casting  (1970)  Re  AFS 

Casting  (1970)  Rec.  AFS 

Casting  (1970)  Rec.  AFS 

Casting  (1970)  Fire  Prevention  Pro  AFS 

Castings  (1970)  ASTM 
Construction  and  Air  Conditioning  Systems  (1969)  SMACN 
Construction  for  Gas  Appliances  (1964)  /Td.  List  ANSI 


Mela 
Mela 
Metal 
Mela 
Mela 
Mela 
Metal 
Meta 
Meta 


Metal 


45 

C493 
PS39 
D2206 
C82.6 
C78.386 
C78.380 
C78.1324 
C78.1323 
LM31 
6 

Z37.30 
D2298 
C592 
AIR888 
lA-T 
•77 
A640 
PH4.231 
*8.20 
D2I82 
AGM6 
AG*4 
•3 
964 
959 
B23 
E389 
♦1 

•8.27A 
1 
3 
4 
5 
2 
7 
6 

B62 
•4 

Z21.45 
TDJ6 
E82 


EEI 
ASTM 

AASHO  M190 
NAAMMM7 
NAAMMTM-l-T 
SWA  '133 


NAAMM*34 


Crossarm  Braces  in  Overhead  Lines  (1970)  NEMA  Ph6 
Crystal  (1969)  ANSI  Z30.8 
Culvert  Pipe  and  Pipe  Arches  (1970) 
Curtain  Wall  Spec.  Manual  Including  Complete  Fabr 
Curtain  Walls  (1968) 
Culling  Alloy  (1962) 
Discharges  (1969)  /lal  Wet  Tracking  Resistance  O  ASTM  D2302 

Doors  and  Frames  (1970)  NAAMMCHM-1 
Doors  and  Frames  (1970) 

Drums  for  Liquid  Chemicals  (Directions  for  Handli 
End  Dimensions  for  Fibre  Citrus  Cans,  401  Diamete 
End  Dimensions  for  I  Gal.  Fibre  Motor  Oil  Cans,  6 
End  Dimensions  for  I  Qt.  Fibre  Motor  Oil  Cans  401 
End  Dimensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401 
End  Dimensions  for  12  Oz.  Fibre  Citrus  Cans,  211 
End  Dimensions  (6  Ounce  Fibre  Citrus  Cans  202  Dia 
Ends  and  Seaming  Chucks  of  Fibre  Cans  (1968) 
Fastenings  in  Wooden  Vessels  (Boats)  (1970) 
Finishes  Manual  Including  Std.  for  Aluminum,  Copp 
Floor  Raceways  and  Fittings  (1969)  ANSI  C33.58 
Frame  Construction)  (1968) 

Friction  Materials  Run  in  Lubricants  (1970)  ANSI 
Friction  Materials  Under  Dry  Conditions  (1970)  An 
Friction  Materials  (1970)  ANSI  H9.19 
Friction  Materials  (1970)  ANSI  H9.21 
Friction  Materials  (1970)  ANSI  9.18 
Hose  (1969) 
Ladders  (1971) 
Lath  and  Plaster  (1966) 
Lathing  and  Furring  (1970) 

Manual;  Melh.  of  Design  and  Installation  (1968) 
Mesh  Covered)  (Industrial  Type)  (1970) 


MCA 
CCTI 
CCTI 
CCTI 
CCTI 
CCTI 
CCTI 
CCTI 
ABYC 


D33 
E401.3 
E610.1 
E40I.1 
E401.2 
CT211.1 
E202.1 
CI05 
H7 


Std. 


Molds  for  Gas  (1970) 

Molds  or  Sand  Lined  Molds,  for  Water  or  Other  Liq 
Molds,  for  Water  or  Other  Liquids  (1970)  ANSI  A2I 
or  High  Friction  Shoes  (1970) 
or  High  Friction  Shoes  (1970) 
Plate  Connected  Wood  Trusses  (1970) 
Plated  Plastics  (1971) 

Powder  by  Turbidimelry  (1970)  ANSI  H9.25 
Powder  Specimens  (1970) 
Powder  Specimens  (1970) 
Powder  Structural  Paris  (1970)  ANSI  G63.1 
Powders  by  Air  Classification  (1970)  ANSI  H9.9 
Powders  (1970)  ANSI  H9.1 
Powders  (1970)  ANSI  H9.17 


UL 
GA 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
UL 
GA 
MLA 
SMACN 
/Mineral  ASTM 


NAAMM*32 
209 
♦15 
B461 
B460 
B376 
B378 
B347 
B508T 
184 
•9 
•I 
*2 


Std. 


ANSI 
AWWA 
AWWA 
AAR 
AAR 
TPl 
ASEP 
ASTM 
ASTM 
Std.  Test  ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C592 
A21.7 
C151 
C106 
B9,l 
BlO.l 
70 
5B 
B430 
B312 
B528 
B222 
B293 
B212 
B331 
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Std.  Meth.  of  Test  for  Flow  Rale  of  Metal 
Std.  Meth.  of  Test  for  Sieve  Analysis  of  Granular  Metal 

Id.  Meth.  of  Test  for  Apparent  Density  of  Non  Free  Flowing  Meta 

Std.  Meth.  of  Sampling  Finished  Lots  of  Metal 

Std.  Meth.  of  Test  for  Rust  Protection  by  Metal 

Safety  Std.  for  Surface  Metal 

Std.  for  Thyristor  Power  Supplies  for  Metal 

ntainers)  (1971)  Safely  Std.  for  Mela 

eel  of  Weathering  on  Face  Glazing  and  Bedding  Compounds  on  Mela 

Architectural  Sheet  Mela 

Std.  Meth.  for  Test.  Coated  Mela 

Rec.  Std.  for  Mela 

lar.  Curved,  and  Spiral  Types  (1971)  Metal 

Spec,  for  Straight  Mela 

Spec,  for  Circular  Mela 

Spec,  for  Curved  Mela 

Spec,  for  Spiral  Meta 

Rec.  Std.  for  Meta 

hotome/  Std.  Meth.  for  Measurement  of  Gloss  of  High  Gloss  Metal 

ials(1971)  Packaging  Std.  for  Items  Having  Ferrous  Metal 

for  Corrosive  and  Adhesive  Effects  of  Gasket  Materials  on  Meta! 

hear)  (1969)  Std.  Test  Meth.  for  Strength  Properties  of  Metal 

Test  Meth.  for  Tensile  Shear  Strength  of  Adhesives  (Metal 
creep  Properties  of  Adhesives  in  Shear  by  Tension  Loading  (Metal 
p  Properties  of  Adhesives  in  Shear  by  Compression  Loading  (Metal 
ives  in  Shear  by  Tension  Loading  at  Elevated  Temperatures  (Metal 

Safety  Std.  for  Meta 

Spec,  for  Meta 

Guide  Spec,  for  Custom  Hollow  Meta 

Tent.  Classification  for  Meta 

Safely  Std.  for  Flexible  Meta 

Std.  Spec,  for  Electrolytic  Manganese  Meta 

Std.  Spec,  for  Cadmium  Meta 

.  for  Filiform  Corrosion  Resistance  of  Organic  Coatings  on  Mela 

Tent.  Meth.  for  Chemical  Analysis  of  Cadmium  Mela 

t.  Meth.  for  Chemical  Analysis  of  Ferrosilicon  and  Silicon  Mela 

Meth.  for  Chemical  Analysis  of  Ferrochromium  and  Chromium  Mela 

Safety  Std.  for  Septic  Tanks,  Bituminous  Coated  Meta 

t  for  Mechanical  Torque  Rate  of  Spiral  Coils  of  Thermostat  Meta 

Deflection  Rate  of  Spiral  and  Helical  Coils  of  Thermostat  Meta 

conditioning  Systems  (1969)  High  Velocity  (Sheet  Meta 

St  Meth.  for  Tensile  Shear  Strength  of  Adhesives  (Metal  to  Meta 

perties  of  Adhesives  in  Shear  by  Tension  Loading  (Metal  to  Meta 

ies  of  Adhesives  in  Shear  by  Compression  Loading  (Metal  to  Meta 

hear  by  Tension  Loading  at  Elevated  Temperatures  (Metal  to  Meta 

.  for  Indicating  Variable  Area  Meters  (Rotameters)  (Glass,  Meta 

Spec,  for  Brazing  Filler  Meta 

Spec,  for  Brazing  Filler  Metal 

Std.  Spec,  for  Metal 

Insulated  Cables  (1967)  Std.  Publication  for  Metal 

1970)  Std  Meth.  of  Test  for  Identification  of  Meta 

ication  (19/  Std.  for  Metallized  Dielectric  Capacitors  in  Meta 

cation  (197/  Std.  for  Fixed  Film  Dielectric  Capacitors  in  Meta 

Std.  Spec,  for  Metal 

.  for  Metallized  Dielectric  Capacitors  in  Metallic  and  Non  Meta 

Std.  Meth.  for  Measuring  the  Thickness  of  Meta 

determination  of  Carbon  and  Hydrogen  in  Organic  and  Organo  Meta 

Std.  Definitions  of  Terms  Relating  to  Uninsulated  Meta 

Std.  Meth.  of  Tension  Test,  of  Meta 

Safely  Std.  for  Flexible  Mela 

tional  or  Rapid  Hea/  Rec.  Pracl.  for  Compression  Tests  of  Meta 

heating  and  Conventiona/  Rec  Pracl.  for  Tension  Tests  of  Mela 

Std.  Meth.  of  Compression  Test,  of  Metal 

meth.  of  Test  for  Change  of  Resistance  with  Temperature  of  Metal 

t.  for  Conducting  Creep  and  Creep  Rupture  Tension  Tests  of  Meta 

temperature  Electrical  Resistance  Characteristics  (Emf)  of  Meta 

Std.  Meth.  of  Tension  Test,  of  Meta 

Rec.  Pract.  for  Dilatometric  Analysis  of  Meta 

Tent.  Test  Meth.  for  Plane  Strain  Fracture  Toughness  of  Meta 

Control  of  External  Corrosion  on  Underground  or  Submerged  Meta 

asurement  and  Calculation  of  Reflecting  Characteristics  of  Meta 

s  (1970)  ANSI  ZI55/  Std.  Meth.  of  Test  for  Resistivity  of  Meta 

tallic  Cases  for  Direct  Current  Apphcation  (19/  Std.  for  Mela 


D2881T 
1 

A601 

B440 

D2803 

E396 

E360 

E363 

70 

B362 
B389 


(1965)  Meta 

1965)  Metal 

Std.  Definitions  of  Terms  Relating  to  Mela 

Automotive  Meta 

Powder  Metal 

Std.  Definitions  of  Terms  Used  in  Powder  Metal 

Rec.  Pract.  for  Thermal  Analysis  of  Mela 

Rec.  Pract.  for  Codification  of  Light  Meta 

Std.  Test  Meth.  for  Tap  Density  of  Refractory  Metal 

std.  Meth.  of  Test  for  Average  Particle  Size  of  Refractory  Metal 

Std.  Meth.  of  Test  for  Apparent  Density  of  Refractory  Metal 

Std.  Meth.  for  Static  Determination  of  Young's  Modulus  of  Metal 

aterial  Code  Spec,  for  Welding  Rods,  Electrodes  and  Filler  Meta 


Powders  (1970)  ANSI  H9.2  ASTM  B213 

Powders  (1970)  ANSI  H9. 3  ASTM  B214 

1  Powders  (1970)  ANSI  H9.32  ASTM  B4I7 

1  Powders  (1970)  ANSI  H9.4  ASTM  B215 

1  Preservatives  in  the  Humidity  Cabinet  (1970)  ASTM  D1748 

I  Raceways  and  Fittings  (1969)  UL  5 

1  Rolling  Mill  Main  Drives  (1971)  NEMA  PVl 

1  Safely  Cans  for  Flammable  Liquids  (I  to  5  Gal.  Co  UL  30 

1  Sash  (1967)  Std.  Meth.  of  Predicting  the  Eff  ASTM  D2249 

1  Spec.  (1968)  SMACN  M 

1  Specimens  at  100%  Relative  Humidity  (1968)  ASTM  D2247 

1  Spray  Wire  (1970)  SWA  *57 

I  Stairs  Manual  Including  Spec,  for  Straight,  Circu  NAAMM*33 
1  Stairs  (for  Public  Use)  (1971)  NAAMM*33.1 
1  Stairs  (for  Public  Use)  (1971)  NAAMM*33.2 
1  Stairs  (for  Public  Use)  (1971)  NAAMM*33.3 
I  Stairs  (for  Public  Use)  (1971)  NAAMM*33.4 

1  Stitching  Wire  (1970)  SWA  '58 

I  Surfaces  Using  Abridged  Goniophotomeler  or  Goniop  ASTM  E430 

1  Surfaces  Using  Volatile  Corrosion  Inhibitor  Mater  NSA  3400 

,1  Surfaces  (1969)  Std.  Test  Meth.  ASTM  F64 

1  to  Metal  Adhesives  by  Compression  Loading  (Disk  S  ASTM  D2182 

1  to  Metal)  (1969)  SPI  ERF15 

f  to  Metal)  (1969)  Std.  Test  Meth.  for  ASTM  D2294 

1  to  Metal)  (1969)  Std.  Test  Meth.  for  Cree  ASTM  D2293 

1  to  Metal)  (1969)  /R  Strength  Properties  of  Adhes  ASTM  D2295 

1  Waste  Cans  (for  Combustible  Materials)  (1970)  UL  32 

1  Windows  (for  Commercial  Construction)  (1971)  NAAMMSW-1 

1  Work  (for  Doors,  Frames,  and  Moldings)  (1970)  CSI  08112 

I  Working  Fluids  and  Related  Materials  (1970)  ASTM 
1  (Steel  and  Aluminum)  Conduit  (1971)  UL 
1  (1969)  ASTM 
1  (1969)  ASTM 
1  (1969)  Tent.  Test  Meth  ASTM 

1  (1970)  ASTM 
1(1970)  Ten  ASTM 

1  (1970)  Tent.  ASTM 

1  (1970)  ANSI  A162.1  UL 
I  (1970)  ANSI  Zl  55.18  Std.  Meth.  of  Tes  ASTM 

I  (1970)  ANSI  Z155.20  /.  Meth.  of  Test  for  Thermal  ASTM 

1)  Duct  Construction  Std.  for  Ventilations  and  Air  SMACN  *5 

I)  (1969)  Te  SPI  ERF15 

I)  (1969)  Std.  Test  Meth.  for  Creep  Pro  ASTM  D2294 

I)  (1969)  Std.  Test  Meth.  for  Creep  Propert  ASTM  D2293 

1)  (1969)  /R  Strength  Properties  of  Adhesives  in  S  ASTM  D2295 

1,  Extension  Type  Glass  Tubes)  (1959)  /Afety  Pract  ISA  RP16.1-3 

1,  High  Temperature  Cobalt  Base  (1971)  SAE  AMS4783 

1,  High  Temperature,  82au  -  18ni  (1971)  SAE  AMS4787 

lized  Surfaces  on  Ceramic  (1968)  ANSI  Z173. 12  ASTM  F44 

llic  and  Associated  Coverings  for  Impregnated  Paper  IPCEA  S67-401 

llic  and  Fibrous  Contaminants  in  Aerospace  Fluids  ASTM  F314 

llic  and  Non  Metallic  Cases  for  Direct  Current  AppI  EIA  RS377 

llic  and  Nonmetallic  Cases  for  Direct  Current  Appli  EIA  RS376 

the  Antimony  (1969)  ASTM  B237 

Hie  Cases  for  Direct  Current  Application  (1970)  EIA  RS377 

llic  Coatings  by  the  Coulometric  Meth.  (1970)  ASTM  B504 

llic  Compounds  (1970)  ANSI  Zl  15.12  /Atus  for  Micro  ASTM  E191 

llic  Electrical  Conductors  (1970)  ASTM  B354 

llic  Foil  (1969)  ASTM  E345 

llic  Hose  (1970)  UL  536 

llic  Materials  at  Elevated  Temperatures  with  Conven  ASTM  E209 

llic  Materials  at  Elevated  Temperatures  with  Rapid  ASTM  E151 

llic  Materials  at  Room  Temperature  (1970)  ASTM  E9 

llic  Materials  for  Electrical  Heating  (1970)  ANSI  Z  ASTM  B70 

llic  Materials  Under  Conditions  of  Rapid  Heating  An  ASTM  E150 

llic  Materials  (R1969)  ANSI  Z30.ll  /R  Determining  ASTM  E189 

llic  Materials  (1969)  ASTM  E8 

llic  Materials  (1969)  ANSI  Z30.6  ASTM  E80 

llic  Materials  (1970)  ASTM  E399 

llic  Piping  Systems  (1969)  Rec.  Pract.  for  N ACE  RPOl-69 

llic  Surfaces  Using  Integrating  Sphere  Instruments  ASTM  E429 

llically  Conducting  Resistance  and  Contact  Material  ASTM  B63 

llized  Dielectric  Capacitors  in  Metallic  and  Non  Me  EIA  RS377 

Uography  of  Aluminum  and  Magnesium  Casting  Alloys  AFS  NF656-17 

llography  of  Copper  Base  Alloys  in  Foundry  Pract.  AFS  NF651I-20 

Uography  (1969)  ANSI  Z30.4  ASTM  E7 

llurgicalJoining  (Hs  836a)  (1970)  SAE  J836A 

llurgy  Materials  Std.  and  Spec.  (1969)  MPIF  35-69 

llurgy  (1970)  ANSI  H9.5  ASTM  B243 

Is  and  Alloys  (1969)  ANSI  Z30.2  ASTM  E14 

Is  and  Alloys,  Cast  and  Wrought  (1969)  ASTM  B275 

Is  and  Compounds  by  Tap  Pak  Volumeter  (1970)  ASTM  B527 

Is  and  Compounds  by  the  Fisher  Sub  Sieve  Sizer  (197  ASTM  B330 

Is  and  Compounds  by  the  Scott  Volumeter  (1970)  ASTM  B329 

Is  at  Low  and  Elevated  Temperatures  (1969)  ASTM  E231 

Is  for  Boiler  and  Pressure  Vessels  (1971)  Identical  ASME  BPVC 
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Test  Meth.  for  Laboratory  Corrosion  Test,  of 
est  Meth.  for  Coefficient  of  Friction  and  Wear  of  Sintered 
Test  Meth.  for  Autoclave  Corrosion  Test,  of 
sorption  Spectrophotometry  (1970)  Std.  Meth.  of  Test  for 

ectrode  Materials  for  Spot  Welding,  Similar  and  Dissimilar 
ace  Rolling  and  Other  Meth.  for  Mechanical  Prestressing  of 
Prevention  of  Corrosion  of 
and  Rockwell  Superf/  Std.  Hardness  Conversion  Tables  for 

the  Magnetic  Meth.  Nonmagnetic  Coatings  on  Magnetic  Basis 
Std.  Meth.  for  Preparing  Quantitative  Pole  Figures  of 
nt  Test  Meth.:  Nonconductive  Coatings  on  Nonmagnetic  Basis 

Flashing  and 
Electrical  Std.  for 
Std.  Spec,  for  Sodium 
Std.  Measurement  of  Liquid  Hydrocarbons  by  Turbine 
hermal  Conductivity  of  Materials  by  Means  of  the  Heat  Flow 
t  of  Curing  Characteristics  with  the  Oscillating  Disk  Cure 
Ignition  System  Test. 
Dimensions  and  Safety  Pract.  for  Indicating  Variable  Area 
Requirements  for  Automatic  Digital  Voltmeters  and  Ratio 

Std.  for  Cold  Water 
Std.  for  Cold  Water 

nsors  for  Milk  and  Its  Liquid  Pro/  Sanitary  Std.  for  Flow 

Std.  for  Cold  Water 
Std.  for  Cold  Water 
d.  Test  Meth.  for  Water  in  Insulating  Liquids  (Karl  Fisher 
or  Water  Resistance  of  Paper  and  Paperboard  (Dry  Indicator 
Meth.  for  Laboratory  Processing  of  Pulp  (Kollergang 
of  Static  Friction  of  Shipping  Sack  Papers  (Inclined  Plane 
Determination  of  Oxygen  Number  of  Plumage  (Titration 
th.  for  Laboratory  Processing  of  Pulp  (Ball  or  Pebble  Mill 
eanliness  of  Animal,  Vegetable  and  Man  Made  Fibers  (Sludge 
s  Under  Electrical  Stress  and  Ionization  (Modified  Pirelli 
Test  Meth.  for  Dryness  of  Propane  (Valve  Freeze 
Std.  for  Laboratory  Processing  of  Pulp  (Beater 
Std.  for  Surface  Wettability  of  Paper  (Angle  of  Contact 
n  Oil  Conductivity  Meth.  (Commercial  Fats  and  Oils)  (Tent 
f  Test  for  Hydrogen  Sulfide  in  Natural  Gas  (Methylene  Blue 
.  for  Sulfur  Dioxide  Content  of  the  Atmosphere  (West  Gaeke 
on  by  Gas  Chromatography  (Commercial  Fats  and  Oils)  (Tent. 
Water  Resistance  of  Fiberboard  Shipping  Containers  (Spray 
ulates  From  Aerospace  Components  or  Systems  (Gas  Blow  Down 
Aerospace  Fluids  by  Vacuum  Entrainment  Technique  (General 
ntibacterial  Activity  of  Fabrics,  (Detection  of  Agar  Plate 
n  of  Hydrocarbon  Fuels  by  Bomb  Calorimeter  (High  Precision 
Meth.  for  Smoothness  of  Paper  (Bekk 
e  in  Coal  Reduced  to  No.  8  Top  Sieve  Size  (Limited  Purpose 
paper  Coating  Clays  and  Related  Pigments  (High  Speed  Mixer 
Halogenated  Organic  Solvents,  Degreasing  Grade  (Nonreflux 
conditioners  Air  Quantity  Certification  Definitions,  Test. 
SI  K66.6  Std.  Spec,  for 

Tent.  Test  Meth.  for 

for  Use  in  Automotive  Cooling  Systems,  Ethylene  Glycol  and 
Std.  for  Safe  Handling  and  Use  of 
Std.  Acceptable  Concentrations  of 
mon  Name  for  the  Pest  Control  Chemical  3  (P  Bromophenyl)  I 

Meth.  for 
Std.  for 

Std.  for  Acceptable  Concentrations  of 
Std.  Acceptable  Concentrations  of 
Std.  for  Safe  Handling  and  Use  of 
Std.  for  Acceptable  Concentrations  of 
Std.  for 
Spectrum  for 

Composition  by  Gas  CI  Std.  Test  Meth.  for  Preparation  of 

for  Fatty  Acid  Composition  by  Gas  Liquid  Chromatography  of 
Std.  Test  Meth.  for  Purity  of 
Std.  Spec,  for 

Std.  Test  Meth.  for  Absorbance  of  Polyethylene  Due  to 

Std.  for 
Spectrum  for 

d.  Common  Name  for  the  Pest  Control  Chemical  5,  6  Dihydro  2 

Std.  Meth.  of  Test  Hydroxypropyl 
Std.  Meth.  of  Test  for  Hydrogen  Sulfide  in  Natural  Gas 
Std.  Acceptable  Concentrations  of 

or  the  Pest  Control  Chemical  3  (P  Bromophenyl)  1  Methoxy  1 
Std.  Dimensions  for  Medical  X  Ray  Sheet  Film 
bearings)  Conforming  to  Basic  Boundary  Plans  (1/  Std.  for 

tubes  And/  Rec.  Pract.  for  Conversion  of  United  States  to 

onal  System  of  Units)  (1970)  Std. 

Use  of  English  and 
Std.  for  Dual  Dimensioning,  U.S.  and 


Metals  for  the  Process  Industries  (1969)  NACE 
Metals  Friction  Materials  Under  Dry  Clutch  Conditions  ASTM 
Metals  in  High  Temperature  Water  (1971 )  NACE 
Metals  in  Industrial  Water  and  Waste  Water  by  Atomic  Ab  ASTM 
Metals  Using  Conventional  Spot  Welding  (1963)  El  RWMA 

Metals  (Hs  3)  (1968)  Surf  SAE 

Metals  (Hs447a)  (1970)  SAE 
Metals  (Relationship  Between  Brinell,  Vickers,  Rockwell  ASTM 
Metals  (1969)  /R  Measurement  of  Coating  Thicknesses  by  ASTM 

Metals  (1969)  ANSI  Z30.7  ASTM 
Metals  (1970)  /F  Coating  Thicknesses  by  the  Eddy  Curre  ASTM 

Metalwork  Used  on  Limestone  Building  (1967)  ILIA 
Metalworking  Machine  Tools  (1971 )  .  '  NFPA 

Metasilicate  (1970)  ANSI  K60.18  ASTM 
Meter  Systems  (1970)  API 
Meter  (1970)  Std.  Meth.  of  Test  for  T  ASTM 

Meter  (1971)  Tent.  Meth.  for  Measuremen  ASTM 


SAE 
ISA 
ANSI 
AWWA 
AWWA 
DFISA 
AWWA 
AWWA 
St  ASTM 
Std  F  TAPPI 
TAPPI 

Meth  for  Coefficient  TAPPI 

ABFLO  A-7 
Me  TAPPI  T224 
Determination  of  CI  ABFLO  A-4 
/Est  Meth.  for  Gassing  of  Insulating  Oil  ASTM  D2300 

ASTM  D27I3 
TAPPI  T200 
TAPPI  T458 
Soap  I  AOCS  CC15 
Std.  Meth.  O  ASTM  D2725 
Tent.  Test  Meth  ASTM  D2914T 
Fatty  Acid  Compositi  AOCS  CEl 
Meth.  for  Determining  TAPPI  T805 
Std.  Meth.  of  Sampling  for  Partic  ASTM  F308 
/From  Man  Accessible  Storage  Vessels  for  ASTM  F306 
Test  Meth.  for  A  AATCC  90 
/Test  for  Heal  of  Combustio  ASTM  D2382 
TAPPI 

Tent.  Test  Meth.  for  Total  Moistur  ASTM 


Metering  and  Power  Supply  Regulation  (1971) 
Meters  (Rotameters)  (Glass,  Metal,  Extension  Type  Glass 
Meters  (1969) 

Meters,  Compound  Type  (1970) 
Meters,  Fire  Service  Type  (1970) 

Meters,  Including  Strainers,  Temperature  and  Density  Se 
Meters,  Propeller  Type  for  Main  Line  Applications  (1970 
Meters,  Turbine  Type,  for  Customer  Service  (1970) 
Meth.)  (R1969)  ANSI  C59.53 
Meth.)  (1944) 
Meth.)  {I960) 
Meth.)  (1967) 
Meth.)  (1968) 
Meth.)  (1968) 
Meth.)  (1968) 
Meth.)  (1968) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 
Meth.)  (1970) 

Meth.)  (1970)  ANSI  L14.I25 
Meth.)  (1970)  ANSI  Zl  1.192 
Meth.)  (1971) 
Meth.)  (1971) 

Meth.)  (1971)  Suggested  Meth.  for  Screen  Residue  of  TAPPI 

Meth.)  (1971)  /T  Meth.  for  Nonamine  Acid  Acceptance  of  ASTM 

Meth.,  Calculations  and  Rating  Requirements  (1967)  /R  IMACA 

Methacrylate  Molding  and  Extrusion  Compounds  (1969a)  AN  ASTM 
Methanol  Content  of  Formaldehyde  Solutions  (1969)  ASTM 
Methanol  Types  (1970)  /Election  of  Engine  Antifreezes  ASTM 

Methanol  (1970)  MCA 
Methanol  (1971)  ANSI 
Methoxy  1  Methvlurea"Metobromuron"  (1969)  Std.  Com  ANSI 

Methoxyl  Group'in  Pulp  (1969)  TAPPI 
Methoxyl  Groups  in  Wood  (1960) 
Methyl  Bromide  (Monobromomethane)  (1970) 
Methyl  Chloride  (1969) 
Methyl  Chloride  (1970) 

Methyl  Chloroform  (1,1,1  Trichloroethane)  (1970) 
Methyl  Diphenyl  Ether  (1970) 
Methyl  Diphenyl  Ether  (1970) 

Methyl  Esters  From  Oils  for  Determination  of  Fatty  Acid 
Methyl  Esters  (1969)  Std  " 

Methyl  Ethyl  Ketone  by  Gas  Chromatography  (1969) 
Methyl  Ethyl  Ketone  (1969) 
Methyl  Groups  at  1,  378  Cm  (1968) 
Methyl  Hexyl  Ketone  (1970) 
Methyl  Hexyl  Ketone  (1970) 
Methyl  Parahydroxybenzoate  (1960) 
Methyl  1,  4  Oxathiin  3  Carboxanilide"Carboxin"  (1970) 
Methylcellulose  (1966) 
Methylcellulose  (1969) 
(Methylene  Blue  Meth.)  (1970) 
Methylene  Chloride  (Dichloromethane)  (1969) 
Methylphenyl  Silicone  (1959) 

Methylurea"Metobromuron'"  (1969)  Std.  Common  Name  F  ANSI 

(Metric  and  Non  Metric)  (1969)  ANSI 
Metric  Ball  and  Roller  Bearings  (Except  Tapered  Roller 
Metric  Dimensions  for  Color  and  Monochrome  Cathode  Ray 
Metric  Pract.  Guide,  Involving  the  Use  of  Si  (Internati 
Metric  Units  (1970) 
Metric  Units  (1970) 


TMOl-69 
B526 
TMOl-71 
D2576 
16-1.10 
J811 
J447A 
E140 
B499 
E81 
B529 
•8.27B 
79 

D537 
2534 
C518 
D2084 
ARP504A 
RP16.1-3 
C39.6 
C702 
C703 
2800 
C704 
C701 
D1533 
T433 
T225 
T503 


TAPPI 
ANSI 
ANSI 
MCA 
ANSI 
EOA 
EOA 
ASTM 
Test  Meth.  ASTM 
ASTM 
ASTM 
ASTM 
EOA 
EOA 
CTFA 
ANSI 
CTFA 
ASTM 
ASTM 
ANSI 
CTFA 


T479SU 
D2961 
T681SU 
D2942 
100 
D788 
D2380 
D1880 
SD22 
Z37.14 
K62.82 
T209 
T2 

Z37.24 
Z37.I8 
SD40 

Z37.26 
285 
285S 
D2800 
D1983 
D2804 
D740 
D2238 
284 
284S 
66 

K62.97 
30 

D2363 
D2725 
Z37.23 
75 

K62.82 
PHI. 17 
AFBMA  20 
EIA  JED72 
ASTM  E380 
ASAE  R285 
SAE  J390 
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d.  Dimensions  for  Medical  X  Ray  Sheet  Film  (Metric  and  Non 
dical  X-Ray  and  Gamma  Ray  Protection  for  Energies  Up  to  10 
27  Std.  Spec,  tor  Natural  Muscovite 

Spec,  for 

59.59  Std.  Meth.  for  Sampling  and  Test.  Untreated 

Std.  Spec,  for  Natural  Muscovite 
Std.  Publication  for  Manufactured  Electrical 
Petroleum  Wax, 
Std.  Spec,  for 

Rec.  Pract.  for  General  Techniques  of  Infrared 

Std.  for 

Std.  Spec,  for  Weighing  and  Drying  Apparatus  for 
r  Noise  Margin  Measurements  for  Semiconductor  Logic  Gating 
d  Organo  Metallic  Compounds/  Std.  Spec,  for  Apparatus  for 

NSI  z99.1  Std.  Spec,  for  Apparatus  for 

)  ANSI  ZlOO.l  Std.  Spec,  for  Apparatus  for 

Std.  for  Hermeticity  Test,  of 
meth.  of  Test.  Physical  Properties  of  Photoresists  Used  in 
finitions  of  Terms  Relating  to  Photomasking  Technology  for 
Std.  for  Miniature  Resistors,  Fixed  Film 
Spec,  for 

Std.  Pract.  for  Storage  of  Processed  Silver  Gelatin 
Std.  Method  for  Measuring  the  Screen  Luminance  of 

Rubber 
Std.  Spec,  for 

0)  Tent.  Test  Meth.  for 

e  Fluids  on  Membrane  Filters  (1969)  ANSI  /  Std.  Meth.  for 

Tent.  Meth.  of  Preparing  Coal  Samples  for 
ponents  of  Coal  (1969)  Tent.  Meth.  for 

Tent.  Std.  for 

ts  in  a  Polished  Specimen  Of/  Tent.  Meth.  for  Determining 

meth.  for  Examination  of  Water  Formed  Deposits  by  Chemical 
td.  Test  Meth.  for  Average  True  Particle  Density  of  Hollow 
Std.  Meth.  for  Sampling  Hollow 
Anechoic  Chambers  (Used  for  Testing 
X  Dielectric  Constant  of  Nonmetallic  Magnetic  Materials  at 
Rec.  Warning  Label  and  Precautionary  Notes  in  Regard  to 
Rec.  Pract.  on  X-Radiation  Detection  and  Measurements  for 
Std.  Meth.  for  Measurement  of  Plasticizer 
al  Apphcation  (1971)  ANSI  G50.1  Std.  Spec,  for 

uation  on  Textiles  (1971)  Test  Meth.  for 

Sanitary  Stds.  for  Air  Eliminators  for 
,  Including  Strainers,  Temperature  and  Density  Sensors  for 
Sanitary  Std.  for  Storage  Tanks  for 
Accepted  Pract.  for  Spray  Drying  Systems  for 
Sanitary  Stds.  for  Plate  Type  Heat  Exchangers  for 
Sanitary  Stds.  for  Tubular  Heat  Exchangers  for 
Refrigeration  Equipment  Capacity  for  Bulk 
ct.  for  Supplying  Air  Under  Pressure  in  Contact  with  Milk, 
sanitary  Stds.  for  Plate  Type  Heat  Exchangers  for  Milk  and 
Sanitary  Stds.  for  Tubular  Heat  Exchangers  for  Milk  and 
Sanitary  Stds.  for  Air  Eliminators  for  Milk  and  Fluid 
Pick  Up  Se/  Sanitary  Std.  for  Stainless  Steel  Automotive 

Std.  for  Package  Quantities  of  Instant  Nonfat  Dry 
Pract.  for  Instantizing  Systems  for  Dry 
ed  Pract.  for  Supplying  Air  Under  Pressure  in  Contact  with 
Terminology  for  Mechanical 
Coco,  Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Manila, 
Std.  for  Thyristor  Power  Supplies  for  Metal  Rolling 
Meth.  for  Laboratory  Processing  of  Pulp  (Ball  or  Pebble 

Tin 

Std.  Dimensional  Tolerances  for  Aluminum 
Std.  Spec,  for  Tantalum  Ingots  and  Flat 
Std.  for  Dimensional  Tolerances  for  Aluminum 
d  Pi/  Std.  Tolerances  for  Wrought  Copper  and  Copper  Alloy 

Terminology  for  Wrought  Copper  and  Copper  Alloy 
Meth.  for  Total  Water  in  Pulp 
std.  for  Performance  Requirement  Work  Holder  Airframe  Spar 
radioactive  Wastes  From  the  Operation  of  Uranium  Mines  and 
Std.  Safety  Requirements  for  Pulp,  Paper  and  Paperboard 
Fire  Hazard  Protection  Rec.  for  Textile 
d.  for  the  Prevention  of  Dust  Explosions  in  Flour  and  Feed 
for  Helical  and  Herringbone  Gears  for  Cylindrical  Grinding 
Rec.  for  Lighting  for  Steel 
ater  Repellent  Preservative  Non  Pressure  Treatment  of  Wood 
(1970)  Std.  for  Lumber,  Timbers,  Bridge  Ties  and 

Std.  for  Qualitative  Analysis  of  Mineral  Filler  and 
meth.  for  Quantitative  Determination  of  Mineral  Filler  and 
ype)(1970)  Std.  Spec,  for 

msulation  (Metal  Mesh  Covered)  (Industrial  Ty/  Spec,  for 

and  Light  Construction  Buildings  (1970)  Std.  Spec,  for 

for  Determination  of  the  Thermal  Resistance  of  Low  Density 

Std.  Spec,  for 
Std.  for  Qualitative  Analysis  of 
Meth.  for  Quantitative  Determination  of 
Std.  Spec,  for 


Metric)  (1969) 

Mev;  Structural  Shielding  Design  and  Evaluation  Handboo 


St  ANSI 
NCRPM 

ca  and  Thins  Based  on  Visual  Quality  (1971)  ANSI  C59.  ASTM 

ca  Bridges  for  Electron  Tubes  (1968)  ANSI  Z173.4  ASTM 

ca  Paper  Used  for  Electrical  Insulation  (1971)  ANSI  C  ASTM 

ca  Splittings  (1971)  ANSI  C59.71  ASTM 

ca(1970)  NEMA 

cro  Crystalline  (1965)  CTFA 

cro  Opaque  Readers  (1964)  ANSI 

croanalysis  (1968)  ASTM 

crobial  Control  Coatings  (1971)  NSF 

crochemical  Analysis  (1970)  ANSI  ZlOl.I  ASTM 
crocircuits  (1971)                               Std.  Test  Procedure  Fo  EIA 

crodetermination  of  Carbon  and  Hydrogen  in  Organic  An  ASTM 

crodetermination  of  Nitrogen  by  Dumas  Method  (1970)  A  ASTM 

crodetermination  of  Nitrogen  by  Kjeldahl  Method  (1970  ASTM 

croelectronic  Devices  (1971)  SAE 

croelectronic  Fabrication  (1971)  Std.  ASTM 
croelectronics  (1970)                                                Tent.  De  ASTM 

croelement  (1971)  EIA 

crofiches  (1970)  ANSI 

crofilm  (1970)  ANSI 

croform  Readers  with  Translucent  Screens  (1969)  ANSI 

crohardness  Measurement  on  Shaft  Oil  Seals  (1965)  RMA 

cropipets  (1970)  ANSI  Z115. 13  ASTM 

croquantities  of  Uranium  in  Water  by  Fluorometry  (197  ASTM 

croscopic  Sizing  and  Counting  Particles  From  Aerospac  ASTM 

croscopical  Analysis  by  Reflected  Light  (1969)  ASTM 

croscopical  Determination  of  Volume  %  of  Physical  Com  ASTM 

croscopical  Identification  of  Fillers  in  Paper  (1965)  TAPPI 

croscopically  the  Reflectance  of  the  Organic  Componen  ASTM 

croscopy  (1970)  Std.  ASTM 

crospheres  (1969)  ASTM 

crospheres  (1969)  ASTM 

crowave  Equipment)  (1970)  EMS 
crowave  Frequencies  (1970)             /Meth.  of  Test  for  Comple  ASTM 

crowave  Radiation  From  Electron  Tubes  (1969)  EIA 

crowave  Tubes  (1969)  EIA 

gration  From  Vinyl  Fabrics  to  Lacquers  (1968)  ATSM 

Id  to  Medium  Strength  Carbon  Steel  Castings  for  Gener  ASTM 

Idew  and  Rot  Resistance  of  Textiles:  Fungicides,  Eval  AATCC 

Ik  and  Fluid  Milk  Products  (1971)  DFISA 
Ik  and  Its  Liquid  Products  (1970)                /.  for  Flow  Meters  DFISA 

Ik  and  Its  Products  (1971 )  DFISA 

Ik  and  Its  Products  (1971)  DFISA 

Ik  and  Milk  Products  (1971)  DFISA 

Ik  and  Milk  Products  (1971)  DFISA 

Ik  Coohng  Systems  (1968)  ASAE 

Ik  Products  and  Product  Contact  Surfaces  (1971)  /Pra  DFISA 

Ik  Products  (1971)  DFISA 

Ik  Products  (1971)  DFISA 

Ik  Products  (1971)  DFISA 

Ik  Transportation  Tanks  for  Bulk  Delivery  And/or  Farm  DFISA 

Ik  (1970)  use 

Ik  (1971)  DFISA 

Ik,  Milk  Products  and  Product  Contact  Surfaces  (1971)  DFISA 

Iking  Machine  Systems  (1970)  ASAE 
Ikweed,  Moss,  Palm,  Sisal,  Tula)  (1968)               /Ers  (Akund,  ABFLO 

II  Main  Drives  (1971)  NEMA 

II  Meth.)  (1968)  TAPPI 

Products  (1968)  AISI 

11  Products  (1969)  ANSI 

II  Products  (1970)  ASTM 

11  Products  (1970)  ANSI  H35.2  AA 

11  Products;  Including  Flat  Products,  Rod  and  Wire  An  CDA 

11  Products;  Std.  Handbook  (1968)  CDA 

II  Spent  Liquors  (1954)  TAPPI 

lling  Machine  (1970)  NSA 
Us  (Nuclear  Reactor)  (1964)                    /T.  in  the  Disposal  of  AICE 

lis  (1969)  ANSI 

lis  (1971)  EMS 

lis  (1971)  ANSI  Z12. 3  St  NFPA 
lis,  Kilns  and  Dryers  (1970)                     Std.  Design  Practice  AGMA 

lis;  Open  Hearth  (1952)  lES 
llwork  (1970)                                                    Std.  for  W  NWMA 

ne  Ties  Preservative  Treatment  by  Pressure  Processes  AWPA 

neral  Coating  of  Paper  (1961)  TAPPI 

neral  Coating  of  Paper  (1967)  TAPPI 

neral  Fiber  Blanket  and  Felt  Insulation  (Industrial  T  ASTM 

neral  Fiber  Blanket  Insulation  and  Blanket  Type  Pipe  ASTM 

neral  Fiber  Blanket  Thermal  Insulation  for  Wood  Frame  ASTM 

neral  Fiber  Blanket  Type  Building  Insulation  (1970)  ASTM 

neral  Fiber  Block  and  Board  Thermal  Insulation  (1970)  ASTM 

neral  Filler  and  Mineral  Coating  of  Paper  (1961)  TAPPI 

neral  Filler  and  Mineral  Coating  of  Paper  (1967)  TAPPI 

neral  Filler  for  Bituminous  Paving  Mixtures  (1970)  AASHO 


PHI. 17 
R34 
D351 
F12 
DI677 
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MEl 
8 

PH5.7 

E334 

46 

El  24 

RS390 

E191 

E148 

EI47 

AS1142 
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FI27T 

RS396 

PH5.9 

PH5.4 

PH5.10 

*6 

E193 

D2907T 

F312 

D2797T 

D2799T 

T488 

D2798T 
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D2840 

D2841 

1-53 

El  31 

JED71 

JED70 
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2900 

2800 

0104 

60700 

1103 
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60403 

1103 

1204 

2900 

0511 

PS37 

60800 

60403 

R300 

X-3 
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T224 

7 

H35.2 

B364 

*23 
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T641 

929 

*13 
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Std.  Test  Meth.  for  Sieve  Analysis  of 
Std.  Test  Meth.  for  Mean  Molecular  Weight  of 
Std.  Test  Meth.  for  Peroxide  Number  of 
Std.  Test  Meth.  for  Settlement  Ratio  of 
.  Spec,  for  Continuity  of  Quality  of  Electrical  Insulating 
Spec,  for  Journal  Box 

Meth.  of  Identifying  Analytical  Procedures  to  Examine 
ec.  Plate  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt, 
steep  Slope,  Asphalt;  No.  15  Asbestos  Felts,  Non  Nailable, 
spark  T/  Std.  Meth.  for  Spectrochemical  Analysis  of  Ores, 

sposal  of  Radioactive  Wastes  From  the  Operation  of  Uranium 
.  Meth.  of  Corrosivity  Test  of  Industrial  Water  (Bureau  of 
td.  for  Screws:  Machine,  Slotted  Head  Cap,  Thumb  and  Wing, 

Code  Requirements  for 
Std.  for 

Fabricating  Tolerances, 
Rec.  Pract.  for 

abinets  (1970)  Rec. 
(1955)  Std.  Building  Code  Requirements  for 

Ids  and  Bellhousings  (1971)  Test  Procedures  and 

ions  (1971)  Test  Procedures  and 

(1968)  Std.  Test  Meth.  for 

c.  Pract.  for  Minimum  Master  Gage  for  Checking  A.A.R.  Std. 
n  Systems  (1966) 

ange  Thickness.  Height  and  Throat  Radius/ 
ange  Thickness,  Height  and  Throat  Radius/ 
ansponder  Systems  (1970) 
highway  Trucks  and  Wagons  (1971) 
highway.  Rubber  Tired,  Front  End  Loa/ 
highway.  Rubber  Tired,  Self  Propelled  Sc/ 
er  Tired,  Self  Propelled  Graders  (1971) 
tructure  for  Rubber  Tired,  Self  Propelle/ 
structures  (1971) 
ving  Equipment  Operating  on  75  Megahertz  (1970) 
lants(l970)  Std.  Meth.  of  Test  for 

stems  (1970) 

1)  Pressure  Altimeter  System 


Mineral  Filler  (1970) 

Mineral  Insulating  Oils  by  the  Cryoscopic  Meth.  (1968) 


Rec.  Pract.  for 
Rec.  Pract.  for 

Rec.  Pract.  for 
Rec.  Pract.  for  the 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 


ion  Safety  Shield  (1971) 

rating  in  the  27  Mh(Z)  Band  (1971) 


Suggested 


Code  for  Design  Stresses  and 
r  High  Strength  Low  alloy  Structural  Steel  with  5().000  psi 
r  High  Strength  Low  Alloy  Structural  Steel  with  50,000  psi 
rthmoving,  Mining  and  Logging  (Short  Hauls);  Road  Graders; 

Std.  for  Tires,  for  Off  the  Road  Vehicles:  Earthmoving, 
ghway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and 
Brick  and  Tile  in  Sanitation  Structures, 
Std.  Test  Meth.  for  Heptane 
psi)  (1971)  Hose  Assemblies,  Aircraft  and 

Rec.  Pract.  for  Hose  Assemblies;  Aircraft  and 
Meth.  for  Folding  Endurance  of  Paper 
lor  Equipment  (Hair  Dryers  and  Wavers;  Facial  Masks,  Caps, 
s  (Bulk  /  Rec.  Std.  for  Safe  and  Proper  Operation  of  Bulk 

es  or  Blasting  Agen/  Rec.  Std.  for  Safe  Operation  of  Bulk 

Types  (1969) 

Rec.  Std.  for  the  Safe  Operation  of  Field  Anfo 
rushed  Stone,  Slag  Gravel  for  Dense  Graded  Bituminous  Road 
d  Slag,  and  Crushed  Gravel  for  Open  Graded  Bituminous  Road 
Mix  Design  Meth,  for  Asphalt  Concrete  and  Other  Hot 
Construction  Spec,  for  Asphalt  Concrete  and  Other  Plant 
Std.  Test  Meth.  for  Air  Content  of  Freshly 
Tent.  Meth.  of  Test  for  Air  Content  of  Freshly 
.80  Std.  Meth.  of  Test  for  Air  Content  of  Freshly 

Std.  Spec,  for  Ready 
Std.  Spec,  for  Ready 
Std.  Spec,  for  White  and  Tinted  Ready 
Std.  Spec,  for  Red  Lead  Ready 
Std.  Spec,  for  Basic  Lead  Silico  Chromate,  Ready 

1970)  ANSI  ZU/  Std.  Meth.  of  Test  for  Aniline  Point  (and 

a3/  Std.  Spec,  for  Requirements  for  Mixing  Plants  for  Hot 

9)  Std.  Spec,  for  Hot 

ue  of  Paper  Coating  Clays  and  Related  Pigments  (High  Speed 
a  Torque  Rheometer  (Brabender  Plasti  Corder)  at  a  Constant 
Test  Procedure  for  Solids 
c  Consistency  (1970)  ANSI  A1.2/  Std.  Meth.  for  Mechanical 

Mixtures  (1971)  ANSI  A3/  Std.  Spec  for  Requirements  for 

Spec,  for  Aluminum  Paint,  Pigment  Paste,  and 

Fuel 

Quantitative  Determination  of  Cotton  And/or  Content  in 
Determination  of  Wool  Content  in 
Std.  Meth.  for  Analysis  of  Commercial  Butane  Butylene 


neral  Insulating  Oils  (R1969)  ANSI  C59.65 
neral  Matter  in  Bituminous  Filler  (1942) 
neral  Oil  for  Capacitors  and  Cable  Accessories  (1968) 
neral  Oil  for  Free  Oiling  (1970) 
neral  Oil  (1948) 

neral  Oils  (Leather  Tanning)  (1954) 
neral  Surface  (1970) 


AASHO 
ASTM 
ASTM 
AASHO 
ASTM 
AAR 
CTFA 
ALCA 
Roof  Sp  NRCA 


neral  Surface  (1970)  Roof  Spec.  Plate  for  NRCA 

nerals,  and  Rocks  by  the  Fire  Assay  Preconcentration  ASTM 
nes  and  Mills  (Nuclear  Reactor)  (1964)  /T.  in  the  Di  AICE 


nes  Embrittlement  Detector  Method)  (1970)  ANSI  Z111.6 
niature  and  Wood  Types  (1970) 
niature  Power  Boilers  (1971) 

niature  Resistors,  Fixed  Film  Microelement  (1971) 
nimum  Bending  Radii  and  Tangents  (1969) 
nimum  Boat  Flotation  (1969) 

nimum  Construction  and  Performance  Std.  for  Kitchen  C 
nimum  Design  Loads  in  Buildings  and  Other  Structures 
nimum  Evaluation  Std.  for  Clutch  Flywheel  Safety  Shie 
nimum  Evaluation  Std.  for  2  Speed  Planetary  Transmiss 
nimum  Film  Formation  Temperature  of  Emulsion  Vehicles 
nimum  Flange  Thickness,  Height  and  Throat  Radius  Gage 
nimum  Installation  Spec,  for  Turf  Sprinkler  Irrigatio 
nimum  Master  Gage  for  Checking  A.A.R.  Std.  Maximum  Fl 
nimum  Master  Gage  for  Checking  A.A.R.  Std.  Minimum  Fl 
nimum  Operational  Characteristics  for  Airborne  ATC  Tr 
nimum  Performance  Criteria  for  Brake  Systems  for  Off 
nimum  Performance  Criteria  for  Brake  Systems  for  Off 
nimum  Performance  Criteria  for  Brake  Systems  for  Off 
nimum  Performance  Criteria  for  Brake  Systems  for  Rubb 
nimum  Performance  Criteria  for  Roll  Over  Protective  S 
nimum  Performance  Std.  for  Single  Wall  Air  Supported 
nimum  Performance  Std.  of  Airborne  Radio  Marker  Recei 
nimum  Pressure  for  Vapor  Phase  Ignition  of  Monopropel 
nimum  Requirements  for  Non  Water  Carriage  Disposal  Sy 
nimum  Safe  Performance  Std.  on  Subsonic  Aircraft  (197 
nimum  Spec,  for  Class"A"  library  Binding  (1950) 
nimum  Spec,  for  Woven  Polyolefin  Wool  Bags  (1969) 
nimum  Std.  and  Test  Procedure  for  Automatic  Transmiss 
nimum  Std.  Citizens  Radio  Service  Am  Transceivers  Ope 
nimum  Std.  for  Irrigation  Equipment  (1970) 
nimum  Std.  for  School  Buses  (1964) 
nimum  Thicknesses  for  Heating  Boilers  (1971) 
nimum  Yield  Point  to  4  In.  Thick  (1970)  ID.  Spec.  Fo  AASHO 

nimum  Yield  Point  to  4  In.  Thick  (1971)  /D.  Spec.  Fo  ASTM 

ning  and  Logging  Trucks  (Highway  Speed);  Fork  Lift  Tr 
ning  and  Logging  (Short  Hauls);  Road  Graders;  Mining 
ning  Cars  (5  MPH);  Selection  Procedure  and  Nomenclatu 
scellaneous  Sanitary  Structures  (Tech.  Notes)  (1969) 
scibility  of  Lacquer  Solvents  (R1968) 
ssile.  High  Temperature  (400  F),  High  Pressure  (4000 
ssile.  Lightweight  Plastic  Hose.  Low  Pressure  (1971) 


ASTM 
IFI 

ASME 

EIA 

PFI 

BIA 

ANSI 

ANSI 

SEMA 

SEMA 

ASTM 

AAR 

SIA 

AAR 

AAR 

RTCA 

SAE 

SAE 

SAE 

SAE 

SAE 

CPAI 

RTCA 

ASTM 

ANSI 

SAE 

ALA 

ATMI 

SEMA 

EIA 

ASAE 

NEA 

ASME 


T37 
D2224 
D1563 
T109 
D2297 

MSRP-M906A 

lA 

H8 

•2-Vll 

•2-V12 

E400 

»13 

D807 

SEC.F 

BPVCIPMB 

RS396 

ES3 

304 

AI6I.1 

A58.1 

6-1 

12-1 

D2354 

MSRP-B-96B 
A66 

MSRP-B-96A 

MSRP-B-96B 

DO- 144 

J166 

J237 

J319B 

J236 

J320A 

*1 

DO- 1 43 
D2389 
Z4.3 

AS942  ■ 

*2 

*23 

4-1 

RS382 
S263.1 

BPVCIVHF3 

M222 
A588 


(MIT  Tester)  (1969) 


TRA 

3 

TRA 

3 

TRA 

3 

SCPI 

34C 

ASTM 

D1476 

SAE 

ARP614B 

SAE 

ARP1180 

TAPPI 

T511 

UL 

859 

IME 

6.III 

IMF 

6.V 

AI 

MS2 

IME 

6.IV 

tts,  Etc.)  for  Commercial  or  Household  Use  (1971)  ANS 
X  and  Delivery  Equipment  (Anfo)  and  Related  Facilitie 
X  Delivery  Equipment  for  Water  Gel  or  Slurry  Explosiv 
X  Design  Meth.  for  Asphalt  Concrete  and  Other  Hot  Mix 
X  Plant  (1968) 

x  Surface  Course  (1964)  Std.  Spec,  for  C  AASHO  M62 

X  Surface  Course  (1964)  /.  for  Crushed  Stone,  Crushe  AASHO  M63 

X  Types  (1969)  AI  MS2 

X  Types  (1969)  AI  SSI 

xed  Concrete  by  the  Chace  Indicator  (1963)  AASHO  T199 

xed  Concrete  by  the  Pressure  Method  (1971t)  ASTM  C231 

xed  Concrete  by  the  Volumetric  Method  (1971)  ANSI  A37  ASTM  C173 

xed  Concrete  (1967)  AASHO  M157 

xed  Concrete  (1971)  ASTM  C94 

xed  Paint  (1970)  AASHO  M70 

xed  Paint  (1970)  AASHO  M72 

xed  Primer  (1970)  AASHO  M229 

xed  Tocopherols  Concentrate,  Antioxidant  (1965)  CTFA  97 

xed)  of  Petroleum  Products  and  Hydrocarbon  Solvents  ASTM  D611 

xed.  Hoi  Laid  Bituminous  Paving  Mixtures  (1971)  ANSI  ASTM  D995 

xed,  Hot  Laid  Emulsified  Asphalt  Paving  Mixtures  (196  ASTM  D2629 
xer  Meth.)  (1971)                 Suggested  Meth.  for  Screen  Resid  TAPPI  T681SU 
xer  Temperature  (1968)                  /Pparent  Viscosity  UtiHzing  SPI  VDT19 

xing  Equipment  for  Animal  Feeds  (1969)  ASAE     S303  1 

xing  of  Hydraulic  Cement  Pastes  and  Mortars  of  Plasti  ASTM  C305 

xing  Plants  for  Hot  Mixed,  Hot  Laid  Bituminous  Paving  ASTM  D995 

xing  Varnish  for  Steel  Structures  (1970)  AASHO  M69 

xture  for  Power  Chain  Saws  (1970)  PSMA  Fl.1-65 

xture  of  Cotton  and  Kapok  (1968)  ABFLO  D-5 

xture  of  Wool  and  Cotton  (1968)  ABFLO  D-1 

xtures  by  Gas  Chromatography  (1970)  ANSI  Zll. 175  ASTM  D1717 
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or  Resistance  to  Plastic  Flow  of  Fine  Aggregate  Bituminous 
Std.  Meth.  of  Test  for  Time  of  Setting  of  Concrete 
for  Analysis  of  Natural  Gases  and  Related  Types  of  Gaseous 
oating  and  Resistance  to  Stripping  of  Bituminous  Aggregate 
Pract.  for  the  Classification  of  Soils  and  Soil  Aggregate 
Quantitative  Determination  of  Animal  Hair  Content  in 
Quantitative  Determination  of  Cotton  Content  in 
Quantitative  Determination  of  Cotton  Content  in 
(19/  Quantitative  Determination  of  Hog  Hair  in  Rubberized 

ntitative  Determination  of  Total  Man  Made  Fiber  Content  in 
Quantitative  Determination  of  Polyester  Fiber  Content  in 
Quantitative  Determination  of  Nylon  Fiber  Content  in 
Quantitative  Determination  of  Acetate  Fiber  Content  in 
Quantitative  Determination  of  Rayon  Fiber  Content  in 
uantitalive  Determination  of  Shredded  Latex  Foam  Rubber  in 
Quantitative  Determination  of 
Quantitative  Determination  of  Wool  in 
Determination  of 

meth.  of  Test  for  Resistance  to  Plastic  Flow  of  Bituminous 
of  Test  for  Bulk  Specific  Gravity  of  Compacted  Bituminous 
of  Test  for  Bulk  Specific  Gravity  of  Compacted  Bituminous 
triaxial  Classification  of  Base  Materials,  Soils,  and  Soil 
Test  Meth.  for  Determination  of  the  Strength  of  Soil  Lime 
Expansion  Pressure  and  Resistance  Value  of  Soils  and  Soil 
Quantitative  Separation  of  Acrylic  Fibers  From  Fiber 
Std.  Test  Meth.  for  Phenol  Content  of  Phenol  Water 
of  Test  for  Traces  of  Volatile  Chlorides  in  Butane  Butene 
Std.  Meth.  of  Test  for  Alpha  Acetylenes  in  Butadiene,  and 
Std.  Spec,  for  Fine  Aggregate  for  Bituminous  Paving 
Std.  Spec,  for  Coarse  Aggregate  for  Bituminous  Paving 
d.  Spec,  for  Hot  Mixed.  Hot  Laid  Emulsified  Asphalt  Paving 
Std.  Spec,  for  Mineral  Filler  for  Bituminous  Paving 
.  Test  Meth.  for  Moisture  Density  Relations  of  Soil  Cement 
Meth.  of  Wetting  and  Drying  Test  of  Compacted  Soil  Cement 
th.  of  Freezing  and  Thawing  Tests  of  Compacted  Soil  Cement 
for  Moisture  or  Volatile  Distillates  in  Bituminous  Paving 
Quantitative  Extraction  of  Bitumen  From  Bituminous  Paving 
of  Test  for  Maximum  Specific  Gravity  of  Bituminous  Paving 
or  Mixing  Plants  for  Hot  Mixed,  Hot  Laid  Bituminous  Paving 
o  (0.38  -  0.43c)  (SAE  4640)  Heat  Treated.  125,  000  psi  (862 

Spec,  for 

ions  Common  to  Frequency  Modulated  or  Phase  Modulated  Land 
ning  and  Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks, 

Std.  for  Particleboard  for 
Std.  for 

cles:  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and 

Outdoor  Storage  of 
Liquid  Fuel  Burning  Heating  Appliances  for 
Safety  Std.  for  Roof  Jacks  for 
uirements  and  Installation  of  Plumbing,  Heating/  Std.  for 


Mixtures  by  Means  of  the  Hubbard  Field  Apparatus  (1968) 
'    xtures  by  Penetration  Resistance  (1970)  ANSI  A37.I34 

xlures  by  the  Mass  Spectrometer  (1970)  ANSI  Z77.2  / 
xtures  Containing  Adhesive  Promoting  Agents  (1971) 
xtures  for  Highway  Construction  Purposes  (1966)  /Ec. 
xtures  of  Animal  Hair  and  Sisal  Fiber  (1968) 
xtures  of  Cotton  and  Wool  (1968) 

xtures  of  Cotton  And/or  Rayon,  Acetate,  Nylon  (1968) 
xtures  of  Hog  and  Cattle  Hair,  or  Hog  and  Horse  Hair 
xtures  of  Man  Made  Fibers  and  Cotton  (1968)  Qua 
xtures  of  Man  Made  Fibers  (1968) 
xtures  of  Man  Made  Fibers,  Cotton  and  Wool  (1968) 
xtures  of  Man  Made  Fibers.  Cotton  and  Wool  (1968) 
xtures  of  Man  Made  Fibers.  Cotton,  and  Wool  (1968) 
xtures  of  Shredded  Latex  Foam  and  Polyurethane  Foam 
xtures  of  Shredded  Urethane  Foam  and  Feathers  (1968) 
xtures  of  Wool.  Cotton,  and  Man  Made  Fibers  (1968) 
xtures  Used  in  Filling  Materials  in  Bedding  (1970) 
xtures  Using  Marshall  Apparatus  (1971)  Std. 
xlures  Using  Paraffin  Coated  Specimens  (1971)  ANSI  37 
xtures  Using  Saturated  Surface  Dry  Specimens  (1971t) 


Test  Meth,  for  Determination  of 
Std. 

Test  Meth.  for  Determination  of 


Std.  Meth. 


Std 
Std. 
Std.  Me 
Std.  Test  Meth. 
Std.  Test  Meth.  for 
Std.  Meth. 
/Spec,  for  Requirements  F 
/Gings,  1.8ni  -  0.25m 

/Dit 


Land 

and  Industrial  Vacuum  Cleaners,  Suction  Type  (Portable  and 
vacuum  Cleaners,  Suction  with  Agitation  Type  (Portable  and 

Off  Road  Vehicle 

and  Visually  Handicapped  (1966/  Std.  for  Orientation  and 

Std. 
Std. 

e  Base,  Pole  Base  Insulation,  Wire  Height  and  Curvature  of 
Environmental  Exposure  Test,  of  Sample 


Glossary  of 


t  Centers  (1963) 


961) 


General  Information 
Gas  Flow 

fying  a  Relay;  Spec,  for  Vending  Machine,  Thermal  Relay  in 

Pilot  (Working 
Std. 

Roller  Bearing  Units  (1970)  Rec.  Pract.  for  the 

Std.  Meth.  of  Test  for  Coking  Value  of  Tar  and  Pitch 
etal  or  High  Friction  Shoes  (1970)  Std.  for 

gh  Friction  Shoes  (1970)  Std.  for 

of  Insulating  Oils  Under  Electrical  Stress  and  Ionization 

Std.  Spec,  for 


xlures  (1965)  Std. 
xtures  (1966) 

xtures  (1966)  Std. 
xtures  (1968) 

xtures  (1968)  ANSI  Z107.3 
xtures  (1968)  ANSI  Zl  1.231 
xtures  (1968)  ANSI  Z11.74 
xtures  (1969) 
xtures (1969) 
xtures  (1969) 
xtures  (1970) 
xtures  (1970) 
xtures  (1970) 
xtures  (1970) 
xtures  (1970) 
xtures  (1970) 
xtures  (1971) 

xtures  (1971)  ANSI  A37.102 
Mn/M(2))  Tensile  Strength  (1971) 
Mo-Sai  (Precast  Concrete)  (1970) 

Mobile  Communications  Equipment  25-470  Mhz  (1971) 
Mobile  Cranes,  Shovels  and  Mining  Cars  (5  MPH);  Select) 
Mobile  Home  Decking  (1971) 
Mobile  Home  Parks  (Trailer  Courts)  (1971)  ANSI  A119.3 
Mobile  Home  Trailers;  Utility,  Garden  Tractor;  Motor  Sc 
Mobile  Homes  and  Travel  Trailers  (1968) 
Mobile  Homes  and  Travel  Trailers  (1969)  ANSI  A147.1 
Mobile  Homes  and  Travel  Trailers  (1970)  ANSI  A160.1 
Mobile  Homes  Body  and  Frame  Design  and  Construction  Req 
Mobile  Hydraulic  Crane  Std.  (1968) 
Mobile  Hydraulic  Excavator  Std.  (1969) 
Mobile  Selective  Signahng  Std.  (1970) 

Mobile)  (1968)  Std.  Meth.  of  Rating  Commercial 

Mobile)  (1969)  /.  of  Rating  Commercial  and  Industrial 

Mobility  Evaluation  (Hs  J939)  (1967) 

Mobility  Services  (Cane  and  Dog  Programs)  for  the  BUnd 

Model  a  Accelerator  for  Sprinkler  System  (1971) 

Model  A,  6  In.  Dry  Pipe  Valve  (1971) 

Model  Electric  Railroads  (1970)  Pol 
Model  Marine  Fuel  Tanks  (1965) 

Model  Railroad  Abbreviations  for  Use  on  Drawings  (1957) 
Model  Railroad  Curvature  and  RoUing  Stock  (1970) 
Model  Railroad  Electric  and  Traction  Clearance  and  Trac 
Model  Railroad  Hirail  (1969) 
Model  Railroad  Standards  Gage  (1963) 
Model  Railroad  Terms  and  Words  (1970) 
Model  Railroad  Track  Work  (1969) 
Model  Railroad  Turnout  Dimensions,  Ho  Scale  (1961) 
Model  Railroad  Turnout  Dimensions,  Hon3  Scale  (1961) 
Model  Railroad  Turnout  Dimensions,  Oo  and  On3  Scales  (1 
Model  Railroad  Turnout  Dimensions,  S  Scale  (1961) 
Model  Railroad  Turnout  Dimensions,  Tt  Scale  (1961) 
Model  Railroad  Turnout  Dimensions,  0  Scale  (1961) 
Model  Railroad  Wheels  (1969) 
(Model  Railroad)  (1969) 
Model  Studies  (1969) 

Model  1234  Airborne  Gyro  Automatic  Pilot  Equipment,  the 
Model)  Electrostatic  Precipitators  (1968) 
Modification  of  Go  Gage  for  Brake  Head  (1970) 
Modification  of  Integral  Journal  Box  for  Application  of 
(Modified  Conradson)  (1968) 

Modified  Go  and  No  Go  Gage  for  Brake  Heads  for  Either  M 
Modified  Go  Gage  for  Brake  Heads  for  Either  Metal  or  Hi 
(Modified  Pirelli  Meth.)  (1968)  /Est  Meth.  for  Gassing 

Modified  Soda  (Sesquicarbonate  Type)  (1970)  ANSI  K60.17 


ASTM 
ASTM 
ASTM 
ASTM 
AASHO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ASTM 
ASTM 
ASTM 
AASHO 
AASHO 
AASHO 
ABFLO 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
AASHO 
AASHO 
AASHO 
AASHO 
AASHO 
AASHO 
ASTM 
ASTM 
SAE 
MOSAI 
EIA 
TRA 
NPA 
NFPA 
TRA 
FMS 
UL 
UL 
NFPA 
CIMA 
CIMA 
EIA 

FVMMA 

FVMMA 

SAE 

NACAB 

FMS 

FMS 

NMRA 

UL 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

IGCI 

NARM 

IGCI 

AAR 

AAR 

ASTM 

AAR 

AAR 

ASTM 

ASTM 


D1138 
C403 
D1137 
D2727 
M145 
D-20 
D-16 
D-17 
D-21 
D-10 
D-3 
D-7 
D-9 
D-14 
C-6 
D-18 
D-13 
2D 

D1559 
D1188  ■ 
D2726 
T212 
T220 
TI90 
D-24 
D2145 
D2384 
D1020 
D1073 
D692 
D2629 
M17 
T134 
T135 
T136 
TllO 
TI64 
D2041 
D995 

AMS6317C 
•I 

RS388 
3 

1-  71 
501A 
5 

10-38 
307A 
311 
501B 
PCSA2 
PCSA 
RS374 
1 
2 

J939 
S-3 

2-  80 
2-75 
RP60 

MARINER6 
RPl 
RPU 
S6 
S13 
RP6 
•1 
S3 

RP12.3 
RP12.6 
RP12.4 
RP12.2 
RP12.5 
RP12.1 
S4 
SI 
EP7 
•1.7 
EP6 
B9.2 

MSRP-D-62A 
D2416 
BlO.l 
B9.1 
D2300 
D457 
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Std.  Spec,  for 

bars.  Forgings,  and  Tubing,  1.05cr  -  l  imn  (0.92  -  1.02c)  ( 
Std  Part  Screw,  Machine,  Pan  Head 
Estimating 

for  Test  Conditions  Common  to  Frequency  Modulated  or  Phase 
Equipment  /         Std.  for  Test  Conditions  Common  to  Frequency 
td.  Meth.  of  Flexure  Testing  of  Slate  (Modulus  of  Rupture, 
Meth.  of  Determining  Modulus  of  Uniformity  and 
9)  Std.  Meth.  for  Static  Determination  of  Young's 

(1970)  Std.  Meth.  of  Test  for 

Std 
Std 
Std 


Feed  (1968) 
cs  by  Res/ 


Meth.  of  Test  for 
Meth.  of  Test  for 
Meth.  of  Test  for 
Std. 

Std.  Meth.  of  Flexure  Testing  of  Slate 
Std.  Test  Meth.  for  Shear  Strength  and  Shear 
Meth.  of  Determining 
Tent.  Meth.  of  Test  for  Young's  Modulus,  Shear 


nd  Glass  Ceramics  by  Res/  Tent.  Meth.  of  Test  for  Young's 

Std.  for  Ps-30  Bulb, 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for  Effect  of 
Wood  (1968)  Std.  Meth.  for  Accelerated  Test  of 

rs  by  the  Oven  Meth.  Technique  (1968)  Determination  of 

Std.  Test.  Procedure  for  Measuring 

Std.  for  Specific  Gravity  (Density)  and 
nd  Methods  for  Determining  Specific  Weight,  Durability  and 
(Tech.  Notes)  (1965) 

0)  Std.  Test  Meth.  for 

er  and  an  18  In.  Drop  (1970)  Std.  Test  Meth.  for 

er  and  an  18  In.  Drop  (1970)  AASH/  Std.  Meth.  of  Test  for 

mer  and  a  12  In.  Drop  (1970)  Std  Test  Meth.  for  the 

mer  and  a  12  In.  Drop  (1970)  Std.  Meth.  of  Test  for  the 

Std.  Test  Meth.  for  Determining  the  Field 
Std.  Meth.  of  Test  for  Centrifuge 
Std.  Test  Meth.  for 
Procedure  for  Determining 
ed  Purpose  Meth.)  (1971)  Tent.  Test  Meth.  for  Total 

Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for 
Test  Meth.  for 

n  (1968)  Std.  Test  Meth.  for 

n(1958)  Tent.  Std. 

Meth.  for 
Meth,  for  Free 
Std.  for 

ssure  Moisture  Test/  Std.  Test  Meth.  for  Determination  of 

ion  (1960)  Std.  for 

Std.  Meth.  of  Test  for 

ixtures  (1970)  Std.  Test  Meth.  for 

ed  Soils  (1969)  Std.  Meth.  of  Test  for 

ween  0.1  and  I  Atmosphe/  Std.  Meth.  of  Test  for  Capillary 

h.  of  Test  for  Capillary  Moisture  Relationships  for  Soils 
isture  in  Soils  by  Means  of  a  Calcium  Carbide  Gas  Pressure 
Std.  for  Weighing,  Sampling  and  Test.  Pulp  for 

d  in  Bedding  (1970) 

Std.  for  Aluminum  Sand  and  Permanent 
aluminum  Alloys  in  Ingot  Form  for  Sand  Castings,  Permanent 
for  Permanence  of  Adhesive  Bonded  Joints  in  Plywood  Under 
ng(1971)  Guide  for 

Std.  Meth.  of  Measuring  Shrinkage  From 
Spec,  for 

cs  (1969)  Rec.  Pract.  for  Determining 

Std.  for 
Std.  Meth.  of  Test. 

g.  Sandwich  Panel  (1970)  Insert 
g.  Lightweight,  Sandwich  Panel  (1970)  Insert 
Installation  Tab  and  Alignment  Tool  for 
wich  Panel  (1970)  Insert 
h  Panel  (1970)  Insert 
g,  Sandwich  Panel  (1970)  Insert 
for  Classifying  Visual  Defects  in  Compression  and  Transfer 
Guide  to  Handling  and  Packaging  of 
Std.  Meth.  of  Measuring  Shrinkage  From  Mold  Dimensions  of 

Std.  for  Tolerances  of 
Std.  for  Finish  and  Appearance  of 
Std.  for  Flash  of 
Std.  for  Rubber  to  Metal  Adhesions  of 
for  Static  and  Dynamic  Load  Deflection  Characteristics  of 
s  (1970)  Glossary  of  Terms  for 

bber  Products  (1970)  Quality  Conformance  Std.  for 

Rec.  Safe  Pract.  in  Sand  Preparation 
Std,  Spec,  for  Methacrylate 
Std.  Spec,  for  Cellulose  Propionate 


Modified  Wood  (1970)  ANSI  012.1  ASTM 

Modified  51100)  Premium  Quality,  Consumable  Electrode  V  SAE 

Modified,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971  NSA 

Modular  Brick  Masonry  (Tech.  Notes)  (1971)  SCPI 

Modular  Machine  Tool  Stds.  (1971)  ANSI 
Modulated  Land  Mobile  Communications  Equipment  25-470  M  EIA 

Modulated  or  Phase  Modulated  Land  Mobile  Communications  EIA 

Modulus  of  Elasticity)  (1970)  ASTM 

Modulus  of  Fineness  of  Ground  Feed  (1968)  ASAE 

Modulus  of  Metals  at  Low  and  tlevated  Temperatures  (196  ASTM 

Modulus  of  Rupture  of  Air  Setting  Plastic  Refractories  ASTM 

Modulus  of  Rupture  of  Castable  Refractories  (1970)  ASTM 

Modulus  of  Rupture  of  Natural  Building  Stone  (1970)  ASTM 

Modulus  of  Rupture  of  Petroleum  Wax  (1970)  TAPPI  T655  S  ASTM 

Modulus  of  Rupture  of  Petroleum  Waxes  (1970)  TAPPI 

(Modulus  of  Rupture,  Modulus  of  Elasticity)  (1970)  ASTM 

Modulus  of  Structural  Adhesives  (1970)  ASTM 

Modulus  of  Uniformity  and  Modulus  of  Fineness  of  Ground  ASAE 

Modulus,  and  Poisson's  Ratio  for  Glass  and  Glass  Cerami  ASTM 

Modulus,  Shear  Modulus,  and  Poisson's  Ratio  for  Glass  A  ASTM 

Mogul  Screw  Base  Incandescent  Lamp  (1971)  ANSI 

Moisture  and  Creosote  Type  Preservative  in  Wood  (1970)  ASTM 

Moisture  and  Temperature  on  Adhesive  Bonds  (1969)  ASTM 

Moisture  Blister  Resistance  of  Exterior  House  Paints  on  ASTM 

Moisture  Content  of  Animal,  Vegetable  and  Man  Made  Fibe  ABFLO 

Moisture  Content  of  Fibre  Cans,  Tubes  and  Cores  (1966)  CCTI 

Moisture  Content  of  Pulp  Fluff  Dry  (1971)  TAPPI 

Moisture  Content  of  Pulpwood  (1953)  TAPPI 
Moisture  Content  (1970)                /  and  Crumbles  -  Definitions  A  ASAE 

Moisture  Control  in  Brick  and  Tile  Walls,  Condensation  SCPI 

Moisture  Density  Relations  of  Soil  Cement  Mixtures  (197  AASHO 

Moisture  Density  Relations  of  Soils  Using  a  10  Lb.  Ramm  AASHO 

Moisture  Density  Relations  of  Soils  Using  a  10  Lb.  Ramm  ASTM 

Moisture  Density  Relations  of  Soils  Using  a  5.5  Lb.  Ram  AASHO 

Moisture  Density  Relations  of  Soils  Using  a  5.5  Lb.  Ram  ASTM 

Moisture  Equivalent  of  Soils  (1968)  AASHO 

Moisture  Equivalent  of  Soils  (1969)  ANSI  A37.46  ASTM 

Moisture  in  Activated  Carbon  (1970)  ASTM 

Moisture  in  Aerosol  Containers  (1971)  CSMA 

Moisture  in  Coal  Reduced  to  No.  8  Top  Sieve  Size  (Limit  ASTM 

Moisture  in  Cotton  by  Oven  Drying  (1970)  ASTM 

Moisture  in  Graphite  (1969)  ASTM 

Moisture  in  Paper  and  Coated  Paperboard  (1971)  TAPPI 

Moisture  in  Paper  and  Paperboard  by  Toluene  Distillatio  ASTM 

Moisture  in  Paper  and  Paperboard  by  Toluene  Distillatio  TAPPI 

Moisture  in  Paper  and  Paperboard  (1969)  TAPPI 

Moisture  in  Pigments  and  Fillers  (1967)  TAPPI 

Moisture  in  Pulp  by  Toluene  Distillation  (1960)  TAPPI 

Moisture  in  Soils  by  Means  of  a  Calcium  Carbide  Gas  Pre  AASHO 

Moisture  in  Wood  Chips  and  Sawdust  by  Toluene  Distillal  TAPPI 

Moisture  in  Wool  by  Oven  Drying  (1970)  ANSI  L14.202  ASTM 

Moisture  or  Volatile  Distillates  in  Bituminous  Paving  M  AASHO 

Moisture  Penetration  Resistance  Relations  of  Fine  Grain  ASTM 

Moisture  Relationships  for  Soils  (Moisture  Tensions  Bet  ASTM 

(Moisture  Tensions  Between  0.1  and  1  Atmosphere)  (1968)  ASTM 
Moisture  Tester  (1967)                /  Meth.  for  Determination  of  Mo  AASHO 

Moisture  (1958)  TAPPI 

Moisture,  Density  and  Buoyancy  of  Filling  Materials  Use  ABFLO 

Mold  Castings  (1970)  AA 
Mold  Castings,  and  Die  Castings  (1971)  ANSI  H38.1               /or  ASTM 
Mold  Conditions  (1970)                                    Std,  Test  Meth.  ASTM 

Mold  Design  for  Injection  Molding  of  Plastics  for  Plati  ASEP 

Mold  Dimensions  of  Molded  Plastics  (R1969)  ANSI  K66.3  ASTM 

Mold  Release  Agent  (1971)  SAE 

Mold  Surface  Temperature  of  Commercial  Molds  for  Plasti  ASTM 

Molded  Flare  Criteria  and  Outlines  (1964)  EIA 

Molded  Flexible  Urethane  Foam  (1968)  ASTM 

Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Lockin  NSA 

Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Lockin  NSA 

Molded  in  Inserts  (1970)  NSA 

Molded  In,  Blind  Threaded,  Self  Locking,  Floating,  Sand  NSA 

Molded  In,  Countersunk  and  Thru  Clearance  Hole,  Sandwic  NSA 

Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self  Lockin  NSA 
Molded  Parts  (1970)                                                 Rec.  Pract,  ASTM 

Molded  Plastic  Parts  for  Plating  (Electroplating)  (1971  ASEP 

Molded  Plastics  (R1969)  ANSI  K66.3  ASTM 

Molded  Solid  Rubber  Products  (1970)  RMA 

Molded  Solid  Rubber  Products  (1970)  RMA 

Molded  Solid  Rubber  Products  (1970)  RMA 

Molded  Solid  Rubber  Products  (1970)  RMA 
Molded  Solid  Rubber  Products  (1970)                                 Std.  RMA 

Molded,  Extruded,  Lathe  Cut  and  Cellular  Rubber  Product  RMA 

Molded,  Extruded,  Lathe  Cut,  and  Sponge  and  Expanded  Ru  RMA 

Molding  and  Coremaking  in  Metal  Casting  (1970)  APS 

Molding  and  Extrusion  Compounds  (1969a)  ANSI  K66.6  ASTM 

Molding  and  Extrusion  Compounds  (1970)  ASTM 


DI324 
AM,S6445£ 
1141 
10 

B5.43 

RS388 

RS388 

C120 

R246.1 

E23I 

C491 

C268 

C99 

D2004 

T655 

C120 

E229 

R246.1 

C623T 

C623T 

C78.222 

DI860 

D115I 

D2366 

F-1 

CTlll 

UM-202 

T18 

S269.1 

7C 

T134 

TI80 

D1557 

T99 

D698 

T93 

D425 

D2867 

AG'9 

D2961 

D2495 

C562 

UM-414 

D2044 

T484 

T412 

T671 

T208 

T217 

T3 

D1576 

TllO 

D1558 

D2325 

D2325 

T2I7 

T2I0 

2F-H 

•9 

B179 

D1877 

2 

D955 

AMS309I 

D957 

JED30 

D2406 

832 

836 

837 

835 

834 

833 
D2562 

D955 
8,10 
8.17 
8.18 
8.20 
8.22 
8.59 
8.52 

2 

D788 
D1562 
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Sid.  Spec,  for  Ethyl  Cellulose 
Std.  Spec,  for  Cellulose  Acetate  Butyrate 
for  Compression  Molding  of  Specimens  of  Styrene  Butadiene 
Std.  Spec,  for  Propylene  Plastic 
Std.  Spec,  for  Polyethylene  Plastics 
Std.  Spec,  for  Reinforced  Polycarbonate  Injection 
Std.  Spec,  for  Polyester 
Std.  Spec,  for  Melamine  Formaldehyde 
Std.  Spec,  for  Urea  Formaldehyde 
Test  Meth.  for  Compressive  Properties  of  Epoxy  Casting  or 

Std.  Spec,  for  Allyl 

undry  Pract.  (1965) 

Guide  for  Mold  Design  for  Injection 
xtrusion  Materials  (1968)  Rec.  Pract.  for  Compression 

aNSI  k66.7  Rec.  Pract.  for  Injection 

Std.  Spec,  for  Reinforced  Olefin  Polymers  for  Injection 
Characteristics.  Properties  of  Commercial  Thermoplastics; 

Rec.  Pract.  for 

spec,  for  Custom  Hollow  Metal  Work  (for  Doors,  Frames,  and 
.  Pigmented,  Flexible,  Heal  Shrinkable/  Spec,  for  Plastic 

ompression  Test  Cylinders  (19/  Tent.  Spec,  for  Single  Use 

Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Metal 
Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined 
ct.  for  Determining  Mold  Surface  Temperature  of  Commercial 
Rec.  Pracl.  for  Determining  Temperatures  of  Std.  ASTM 
Std.  for  Ductile  Iron  Pipe,  Centrifugally  Cast  in  Metal 
Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined 
Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in  Metal 
iron  Pipe,  Centrifugally  Cast  in  Metal  Molds  or  Sand  Lined 
Std.  Definitions  of  Terms  and  Symbols  Relating  to 
scopic  Meth.  (1968)  Std.  Test  Meth.  for  Mean 

Std.  Meth.  for  Estimating  Apparent  Vapor  Pressures  and 
Std.  Spec,  for  Molybdenum  and 
Std.  Spec,  for  Molybdenum  and 
Std.  Spec,  for  Molybdenum  and 
69)  Std.  Spec,  for  Seamless  Carbon 

71)  ANS  Std.  Spec,  for  Electric  Resistance  Welded  Carbon 

9)  ANSI  G35.4  Std.  Spec,  for  Chromium 

1)  ANSI  G34.1  Std.  Spec,  for 

or  Pressure  Vessels  (1969a)  ANSI/  _  Std.  Spec,  for  Chromium 
or  Pressure  Vessels  (1969/ 


Guide 


Rec  Pra 


plates  for  Pressure  Vessels  (19/ 
plates.  Quenched  and  Tempered, 
9) 

1969) 

Plate  (1969) 


Std.  Spec,  for  Nickel  Chromium 
Std.  Spec,  for  Molybdenum  and 
Std.  Spec,  for  Manganese 
/  Std.  Spec,  for  Manganese 

Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Chromium  Nickel  Iron 
re  (1970)  Std.  Spec,  for  Chromium  Nickel  Iron 

d  Bars  for  Reforging/  Std.  Spec,  for  Chromium  Nickel  Iron 

es,/  Std.  Spec,  for  Forged  or  Rolled  Chromium  Nickel  Iron 

et,  and  Strip  (1970)  Std.  Spec,  for  Chromium  Nickel  Iron 

Is  (19/        Std.  Spec,  for  Manganese  Molybdenum  and  Manganese 
ered,  /        Std.  Spec,  for  Manganese  Molybdenum  and  Manganese 
Std.  Spec,  for  Seamless  Low  Carbon  and  Carbon 
Std.  Spec,  for  Nickel  Chromium  Iron  Columbium 
Std.  Spec,  for  Nickel  Chromium  Iron  Columbium 
Tent.  Meth.  for  Chemical  Analysis  of 
ers.  Water  Spray  and  Foam  Systems,  Yard  and  Roof  Hydrants, 
Guide  for  Administrative  Pract.  in  Radiation 
Std.  for  Direct  View  Monochrome  Closed  Circuit  Television 
.  Pract.  for  Color  Temperature  for  Color  Television  Studio 
ta  for  Direct  Application  Fireproofing  of  Vermiculite  Type 
Std.  Meth.  for  Test,  for 
Std.  for  Acceptable  Concentrations  of  Methyl  Bromide 
ersion  of  United  States  to  Metric  Dimensions  for  Color  and 
terlaced  2:1/  Electrical  Performance  Std.  for  Direct  View 

graphy  (1969)  Std.  Meth.  for  Determining  the  Speeds  of 

Dehydroacetic  Acid  Sodium  Dehydroacetate 
Tent.  Spec,  for  Styrene 
Tent.  Spec,  for  Styrene 
Std.  Test  Meth.  for  Aldehydes  in  Styrene 
Std.  Test  Meth.  for  Polymer  Content  of  Styrene 
f  Test  for  Inhibitor,  4  Tertiary  Butylcatechol,  in  Styrene 
Std.  Test  Meth.  for  Peroxides  in  Styrene 
Safe  Handling  and  Use  of  Styrene 
Home  Use:  78,  45,  3/  Std.  Dimensional  Characteristics  of 

Std.  Meth.  of  Test  for  Shock  Sensitivity  of  Liquid 
Std.  Meth.  of  Test  for  Drop  Weight  Sensitivity  of  Liquid 
.  of  Test  for  Minimum  Pressure  for  Vapor  Phase  Ignition  of 
St  for  Critical  Diameter  and  Detonation  Velocity  of  Liquid 

Propyleneglycol 
Ethyleneglycol 
Diethyleneglycol 
Glyceryl 


Molding  and  Extrusion  Compounds  (1970)  ANSI  K64.1 
Molding  and  Extrusion  Compounds  (1970)  ANSI  K66.5 

Molding  and  Extrusion  Materials  (1968)  Rec.  Pract 

Molding  and  Extrusion  Materials  (1969) 

Molding  and  Extrusion  Materials  (1970) 

Molding  and  Extrusion  Materials  (1971) 

Molding  Compounds  (1969) 

Molding  Compounds  (1969) 

Molding  Compounds  (1969) 

Molding  Compounds  ( 1 969)  ASTM  D695 

Molding  Compounds  (1970) 

Molding  Meth.  and  Materials  of  Copper  Base  Alloys  in  Fo 
Molding  of  Plastics  for  Plating  (1971) 

Molding  of  Specimens  of  Styrene  Butadiene  Molding  and  E 
Molding  of  Specimens  of  Thermoplastic  Materials  (1969) 
Molding  or  Extrusion  (1970) 

Molding  Rec;  Annealing  of  Parts;  and  Chemical  Tests  (1 
Molding  Specimens  of  Amino  Plastics  (1969) 
Moldings)  (1970) 

Moldings,  Electrical  Insulation  Cross  Linked  Polyolefin 
Molds  for  Forming  6  by  12  In.  (152  by  305mm)  Concrete  C 
Molds  for  Gas  (1970) 
Molds  for  Gas  (1970) 
Molds  for  Plastics  (1969) 
Molds  for  Test  Specimens  of  Plastics  (1969) 
Molds  or  Sand  Lined  Molds,  for  Water  or  Other  Liquids 
Molds,  for  Water  or  Other  Liquids  (1970) 
Molds,  for  Water  or  Other  Liquids  (1970)  ANSI  A2I.6 
Molds,  for  Water  or  Other  Liquids  (1971)  ANSI  A2I.5I 
Molecular  Spectroscopy  (1971) 

Molecular  Weight  of  Mineral  Insulating  Oils  by  the  Cryo 
Molecular  Weights  of  Lubricating  Oils  (1970) 
Molybdenum  Alloy  Bar,  Rod,  and  Wire  (1969) 
Molybdenum  Alloy  Billets  for  Reforging  (1969) 
Molybdenum  Alloy  Forgings  (1969) 

Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tubes  (19 
Molybdenum  Alloy  Steel  Boiler  and  Superheater  Tubes  (19 
Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (196 
Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (197 
Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  F 
Molybdenum  Alloy  Steel  Plates,  (Juenched  and  Tempered,  F 
Molybdenum  Alloy  Strip,  Sheet,  Foil,  and  Plate  (1969) 
Molybdenum  and  Manganese  Molybdenum  Nickel  Alloy  Steel 
Molybdenum  and  Manganese  Molybdenum  Nickel  Alloy  Steel 
Molybdenum  and  Molybdenum  Alloy  Bar,  Rod,  and  Wire  (196 
Molybdenum  and  Molybdenum  Alloy  Billets  for  Reforging 
Molybdenum  and  Molybdenum  Alloy  Forgings  (1969) 
Molybdenum  and  Molybdenum  Alloy  Strip,  Sheet,  Foil,  and 
Molybdenum  Copper  Columbium  Alloy  Weaving  Wire  (1970) 
Molybdenum  Copper  Columbium  Stabilized  Alloy  Bar  and  Wi 
Molybdenum  Copper  Columbium  Stabilized  Alloy  Billets  An 
Molybdenum  Copper  Columbium  Stabilized  Alloy  Pipe  Flang 
Molybdenum  Copper  Columbium  Stabilized  Alloy  Plate,  She 
Molybdenum  Nickel  Alloy  Steel  Plates  for  Pressure  Vesse 
Molybdenum  Nickel  Alloy  Steel  Plates,  Quenched  and  Temp 
Molybdenum  Steel  Still  Tubes  for  Refinery  Service  (1969 
Molybdenum  Tungsten  Alloy  Plate,  Sheet  and  Strip  (1970) 
Molybdenum  Tungsten  Alloy  Rod  and  Bar  (1970) 
Molybdenum  (1970) 

Monitor,  Standpipes)  (1970)  /  Piping  Supplying  Sprinkl 

Monitoring  (1969) 

Monitors  526/60  Interfaced  2:1  (1970)  /Cal  Performance 

Monitors  (1969)  Rec 
Mono  Kote;  Bond  Applied  to  Steel  and  Concrete  (1968) 
Monobasic  Organic  Acids  (1968)  ANSI  159.6 
(Monobromomethane)  (1970) 

Monochrome  Cathode  Ray  Tubes  and  Their  Component  Parts 
Monochrome  Closed  Circuit  Television  Monitors  526/60  in 
Monochrome  Photographic  Negative  Films  for  Aerial  Photo 
Monohydrate  (1965) 
Monomer  993  (1969) 
Monomer  996  (1969) 
Monomer  (1968) 
Monomer  (1968) 

Monomer  (1968)  Std.  Meth.  0 

Monomer  (1968)  ANSI  Z163.1 
Monomer  (1971 ) 

Monophonic  and  Stereophonic  Disc  Phonograph  Records  for 
Monopropellants  by  the  Card  Gap  Test  (1970) 
Monopropellants  (1970) 

Monopropellants  (1970)  Std.  Meth 

Monopropellants  (1970)  Std.  Meth.  of  Te 

Monostearate,  Non  Self  Emulsifying  (1952) 
Monostearate,  Non  Self  Emulsifying  (1952) 
Monostearate,  Non  Self  Emulsifying  (1953) 
Monostearate,  Non  Self  Emulsifying  (1958) 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
SPI 
ASTM 
AFS 
ASEP 
ASTM 
ASTM 
ASTM 
ASEP 
ASTM 
CSI 
SAE 
ASTM 
ANSI 
ANSI 
ASTM 
ASTM 
AWWA 
AWWA 
AWWA 
AWWA 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
FI 

ANSI 
EIA 
SMPTE 
VI 

ASTM 

ANSI 

EIA 

EIA 

ANSI 

CTFA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

MCA 

EIA 

ASTM 

ASTM 

ASTM 

ASTM 

CTFA 

CTFA 

CTFA 

CTFA 


D787 
D707 
D2292 
D2146 
D1248 
D2848 
D1201 
D704 
D705 
ERF8 
DI636 
NF651I-7 
2 

D2292 
D1130 
D2853 
3 

D956 

08112 

AMS3674 

C470 

A21.7 

A2I.9 

D957 

D958 

C151 

C108 

C106 

CI51 

E13I 

D2224 

D2878 

B387 

B385 

B384 

A209 

A250 

A387 

A  204 

A542 

A543 

B386 

A302 

A533 

B387 

B385 

B384 

B386 

B475 

B473 

B472 

B462 

B463 

A  302 

A533 

A161 

B519 

B5I8 

E315 

24 

N13.2 
RS375 
RP37 
•1 

E302 

Z37.24 

JED72 

RS375 

PH2.34 

93 

D2826 

D2827 

D2119 

D2121 

D2120 

D2340 

SD37 

RS211-C 

D2539 

D2540 

D2389 

D2541 

41 

42 

43 

22 


Office  of  Engineering  and  Information  Processing  Standards 


231 


National  B  ureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Rec.  Pract.  for  the  Measurement  of  Carbon  Dioxide  and 
Spec,  for  Aluminum  Sliding  Glass  Doors  for  Commercial  and 
Tent  Meth.  of  Test  for  Length  Change  of  Cement 
in  Measurement  of  Length  Change  of  Hardened  Cement  Paste, 

Sid.  Spec,  for 
Setting  Stone:  Without 
Std  Meth.  of  Test  for  Lap  Joint  Strength  of  Refractory 
Std,  Meth.  of  Measuring  the  Drying  Shrinkage  of 
ater  Repellent  Treatment  of  Limestone  Buildings  to  Prevent 
upport  of  Panels  and  Design  of  Sealant  Jo/  Rec.  Pract.  of 

ittings  for  Water  (1971)  ANSI  A21.4  Std.  for  Cement 

Std.  Meth.  of  Test  for  False  Set  of  Portland  Cement 
Std.  Spec,  for  Aggregate  for  Masonry 
h.  of  Test  for  Calcium  Sulfate  in  Hydrated  Portland  Cement 
Std.  Meth.  of  Test  for  Air  Content  of  Hydraulic  Cement 
meth.  for  Mechanical  Mixing  of  Hydraulic  Cement  Pastes  and 
meth.  of  Test  for  Compressive  Strength  of  Hydraulic  Cement 
d.  Meth.  of  Test  for  Flexural  Strength  of  Hydraulic  Cement 
Std  Meth.  of  Test  for  Bleeding  of  Cement  Pastes  and 
td.  Meth.  of  Test  for  Tensile  Strength  of  Hydraulic  Cement 

Std.  and  Pract.  for 
Std.  for 

Principles  and  Practices  for  Prevention  of 
r.  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Manila,  Milkweed, 
Std.  Classification  of  Peats, 
mm  Unperforated  and  Perforated  Film  for  Cameras  Other  Than 
re  Control  and  Stock  Identification  (1/  Spec,  for  Super  8 

se  Prints  (/  Std.  Dimensions  of  Magnetic  Striping  of  35mm 

(1969)  Std.  Dimensions  of  Cemented  Splices  on  8mm 

(1969)  Std.  Dimensions  of  Tape  Splices  on  8mm 

1969)  Std.  Dimensions  for  35  Mm 

1969)  Std.  Dimensions  of  Magnetic  Striping  of  16mm 

Std.  Dimensions  for  Magnetic  Sound  Record  on  Super  8 
r  M/  Rec.  Pract.  for  Sound  and  Picture  Synchronization  of 

Std.  Dimensions  for  35mm 
Std.  Dimensions  of  Projectable  Image  Area  on  70mm 
Std.  Dimensions  of  Projectable  Image  Area  on  Super  8 
Std.  Dimensions  for  Projection  Reels  for  Super  8 
Std.  Dimensions  of  Projectable  Image  Area  on  8mm 
Std.  Dimensions  of  Projectable  Image  Area  on  16mm 
dimensions  of  Projectable  Image  Area  on  35mm  Nonanamorphic 
Std.  Dimensions  of  Camera  Aperture  Image  on  Super  8 
Std.  Dimensions  for  35mm 
Std.  Dimensions  for  8mm 
Std.  Method  for  Determining  Aperture  Calibration  of 
Std.  Dimensions  of  Photographic  Sound  Record  on  16mm 
Rec.  Pract.  Spec,  for  Theater  Test  Film  for 
Rec.  Pract.  for  Dimensions  for  16mm 
Std.  Designation  of  A  and  B  Windings  for 
Std.  for  1 ,  000  Cycle  Balancing  Test  Film  for  35mm 
Spec,  for  Scanning  Beam  Uniformity  Test  Film  for  35mm 
Std.  Spec,  for  Screen  Luminance  for  Indoor 
Uniform  Pract.  for  Tape  (Sound)  and  Film 
Meth.  of  Test  for  Knock  Characteristics  of 
Rec.  Pract.  for 
Safety  Std.  for  Sealed  (Hermetic  Type) 
Safety  Std.  for 
Rec.  Pract.  for 
Rec.  Pract.  for  Outboard 
ice  Brake  System  Performance  Requirements,  Motorcycles  and 

Std.  for 

h.  (197/  Tent.  Meth.  of  Test  for  Knock  Characteristics  of 

Std.  Meth.  of  Test  for  Knock  Characteristics  of 
onal  Vehicles  (Travel  and  Camping  Trailers,  Truck  Campers, 

Rec.  Pract.  for 

70)  Tent.  Meth.  of  Test  for  Research  and 

ck  Characteristics  of  Motor  and  Aviation  Type  Fuels  by  the 

Rec.  Pract.  for 
Rec.  Pract.  for  Outboard 
Rec.  Pract.  Starting 

Rec.  Std.  for  Loose  Metal  End  Dimensions  for  I  Qt.  Fibre 
Rec.  Std.  for  Loose  Metal  End  Dimensions  for  1  Ql.  Fibre 
td.  Test.  Procedure  for  Filled  Case  Flat  Bottom  Drop  Fibre 
rec.  Std.  for  Factory  Finished  Can  Dimensions;  1  Qt.  Fibre 
Std.  Test.  Procedure  for  Oil  Wicking  Fibre 
t.  Procedure  for  Guillotine  Impact,  Filled  1  Qt.  Composite 
Rec.  Std.  for  Loose  Metal  End  Dimensions  for  I  Gal.  Fibre 
ec.  Std.  for  Factory  Finished  Can  Dimensions;  1  Gal.  Fibre 
I,  Boat  and  Mobile  Home  Trailers;  Utility,  Garden  Tractor; 

Rec.  Pract.  for  Precision 
Rec.  Pract.  for  Hydraulic 
nc  Conditions  (1970)  Std.  for 

ns)(1970)  Std.  for 

Human  Tolerance  to  Impact  Conditions  as  Related  to 
Std.  for  Tests  for 

erials  for  Use  in  Optical  Parts  (Lenses  and  Reflectors)  of 


69) 


)  ANSI  Z/  Std. 
Protection  (1970) 
g  Equipment  (1971/ 


Monoxide;  Oxides  of  Nitrogen  in  Diesel  Exhaust  (1970)  SAE  J177 

Monumental  Type  Buildings  (1970)  ANSI  A134. 2  AAMA  402.7 

Mortar  and  Concrete  (1969)  ASTM  C157T 

Mortar  and  Concrete  (1970)  ANSI  A1.33  /Paratus  for  Use  ASTM  C490 

Mortar  and  Grout  for  Reinforced  Masonry  (1971 )  ASTM  C476 

Mortar  and  in  Cold  Weather  (1967)  ILIA  '8.24 

Mortar  at  Elevated  Temperatures  (1970)  ASTM  C606 

Mortar  Containing  Portland  Cement  (1970)  ASTM  C596 

Mortar  Joint  Damage  (1967)  ILIA  '8.26 

Mortar  Joints,  Detailing  of  Limestone,  Attachment  and  S  ILIA  '8.35 

Mortar  Lining  for  Cast  Iron  and  Ductile  Iron  Pipe  and  F  AWWA  CI04 

(Mortar  Method)  (1969)  ANSI  Al. 31,  AASHO  T185  ASTM  C359 

Mortar  (1970)  ASTM  CI44 

Mortar  (1970)  ANSI  Al. 29  Std.  Met  ASTM  C265 

Mortar  (1971)  ANSI  A1.9,  AASHO  T137  ASTM  C185 

Mortars  of  Plastic  Consistency  (1970)  ANSI  Al. 23,  AASHO  ASTM  C305 

Mortars  (Using  Portions  of  Prisms  Broken  in  Flexure)  (I  ASTM  C349 

Mortars  (1969)  St  ASTM  C348 

Mortars  (1970)  ANSI  A1.34  ASTM  C243 

Mortars  (1970)  ANSI  1.14,  AASHO  T132  ASTM  CI90 

Mortars;  Including  Pointing  (1967)  ILIA  '8.22 

Mosaic  Parquet  Hardwood  Slat  Flooring  (1970)  USC  PS27 

Mosquito  Sources  Associated  with  Irrigation  (1968)  ASAE  R267.2 

Moss,  Palm,  Sisal,  Tula)  (1968)  /Ers  (Akund.  Coco,  Coi  ABFLO  X-3 

Mosses,  Humus  and  Related  Products  (1969)  ASTM  D2607 

Motion  Picture  Cameras  (1970)  Std.  Dimensions  for  70  ANSI  PHI. 20 

Motion  Picture  Film  Camera  Cartridge  Notches  for  Exposu  ANSI  PH22.166 

Motion  Picture  Film  for  Four  Track  Magnetic  Sound  Relea  ANSI  PH22.177 

Motion  Picture  Film  Perforated  Super  8,  Projection  Type  ANSI  PH22. 172.1 

Motion  Picture  Film  Perforated  Super  8,  Projection  Type  ANSI  PH22. 172.2 

Motion  Picture  Film  Perforated  Super  8,  2r  1664  (1-0)  ANSI  PH22.169 

Motion  Picture  Film  Perforated  Super  8,  2r  1667  (1-3)  ANSI  PH22.176 

Motion  Picture  Film  Perforated  Ir  1667  (1969)  ANSI  PH22.164 

Motion  Picture  Film  Relative  to  the  Universal  Leader  Fo  SMPTE  RP25 

Motion  Picture  Film  Splices  (1971)  ANSI  PH22.178 

Motion  Picture  Film  (1969)  ANSI  PH22.152 

Motion  Picture  Film  (1969)  ANSI  PH22.I54 

Motion  Picture  Film  (1969)  ANSI  PH22.I60 

Motion  Picture  Film  (1969)  ANSI  PH22.20 

Motion  Picture  Film  (1969)  ANSI  PH22.8 

Motion  Picture  Film  (1969)  Std.  ANSI  PH22.58 

Motion  Picture  Film  (1971)  ANSI  PH22.157 

Motion  Picture  Film,  Bhl866  (1964)  ANSI  PH22.93 

Motion  Picture  Film,  Perforated  Super  8,  Ir-1667  (1967)  ANSI  PH22.149 

Motion  Picture  Lenses  (1964)  ANSI  PH22.90 

Motion  Picture  Prints  (1969)  ANSI  PH22.4I 

Motion  Picture  Projection  Sound  Reproducing  Systems  (19  SMPTE  RP35 

Motion  Picture  Projector  Reel  Spindles  (1968)  SMPTE  RP34 

Motion  Picture  Raw  Stock  (1969)  ANSI  PH22.75 

Motion  Picture  Sound  Reproducers  (1960)  ANSI  PH22.67 

Motion  Picture  Sound  Reproducers  (1969)  ANSI  PH22.65 

Motion  Picture  Theaters  (1970)  ANSI  PH22.124 

(Motion  Picture)  Synchronization  (1969)  PSA  7 

Motor  and  Aviation  Type  Fuels  by  the  Motor  Method  (1970  ASTM  D2700 

Motor  Carrier  Safety  Regulation  in  DOT  Bumper,  Rear  End  TTMA  RPlO-64 

Motor  Compressors  for  Air  Conditioning  and  Refrigeratin  UL  984 

Motor  Control  Centers  (1971)  UL  845 

Motor  Dimensions  of  Boats  (1969)  BIA  111 

Motor  Dimensions  (Boats)  (1970)  ABYC  Sll 

Motor  Dnven  Cycles  (1971)  Rec.  Pract.  for  Serv  SAE  J109A 

Motor  Freight  Terminals  (1971)  NFPA  513 

Motor  Fuels  by  the  Distribution  Octane  Number  (Don)  Mel  ASTM  D2886T 

Motor  Fuels  by  the  Research  Method  (1970)  ANSI  Zl  1.245  ASTM  D2699 

Motor  Homes)  Installation  of  Plumbing,  Heating,  and  Ele  NFPA  501C 

Motor  Horsepower  on  Boats  (1963)  BIA  310 

Motor  Method  Octane  Ratings  Using  on  Line  Analyzers  (19  ASTM  D2885T 

Motor  Method  (1970)  ANSI  Zl  1.246  /Eth.  of  Test  for  Kno  ASTM  D2700 

Motor  Mounting  Areas  of  Boats  (1969)  BIA  113 

Motor  Mounting  Areas  (Boats)  (1970)  ABYC  S13 

Motor  Mountings  (1968)  SAE  J542B 

Motor  Oil  Cans  401  Diameter,  Deep  Drawn  Profile  (1969)  CCTI  E401.2 

Motor  Oil  Cans  401  Diameter,  Flat  Panel  Profile  (1969)  CCTI  E401.I 

Motor  Oil  Cans  (1967)  CCTI  C125.1T 

Motor  Oil  Cans  (1968)  CCTI  B401.1 

Motor  Oil  Cans  (1970)  CCTI  CI 24 

Motor  Oil  Cans  (1971)  Std.  Tes  CCTI  CI09.1 

Motor  Oil  Cans,  610  Diameter,  Deep  Drawn  Profile  (1968)  CCTI  E610.1 

Motor  Oil  (1968)  CCTI  B610.1 

Motor  Scooters  (1971)  /;  Fork  Lift  Trucks;  Recreationa  TRA  5 

Motor  Tachometer  Generator  (1970)  SAE  ARP667 

Motor  Test  Procedure  (1970)  SAE  J746B 

Motor  Vehicle  Brake  Fluid  for  Use  Under  Arctic  Atmosphe  SAE  J1702B 

Motor  Vehicle  Brake  Fluid  (Used  Under  Nonartic  Conditio  SAE  J1703B 

Motor  Vehicle  Design  (1966)  SAE  J885A 

Motor  Vehicle  Lighting  Devices  and  Components  (1970)  SAE  J575E 

Motor  Vehicle  Lighting  Devices  (1970)  /for  Plastic  Mat  SAE  J576C 
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Terminology  Pertaining  to 
Sid.  for 
Std.  for 
Rec.  Pracl.  for 
Std.  for  Leaf  Springs  for 
Manual  on  Classification  of 
ec.  Domestic  Marketing  Std.  Including  Guarantee  Policy  for 

Std.  for  Explosives 
Rec.  Pract.  for  Passenger  Car 
,  Materials  and  Supplies  (1968)  Rec.  Safety  Std.  for 

Handling  Chlorine  in  Tank 
Std.  for  Lamp  Bulb  (Sockets)  Retention  System  for  Use  in 
Std.  for  Lamp  Bulb  Retention  System  for  Use  in 
Std.  for  Lighting  Inspection  Code  for 
Measurement  of  Electromagnetic  Radiation  From 
Std.  for  Storage  Batteries  for 
public  Highways  (1968)  Std. 
g  Assemblies,  and  Covering  Materials;/  Seating  Manual  for 

Rec.  Pract.  for 
Rec.  Pract.  for  Outboard 
Std.  for  Storage  Batteries  for  Motor  Vehicles, 

Spec,  for 

Pract.  for  Service  Brake  System  Performance  Requirements, 
Series)  for  Passenger  Vehicles,  Vehicles,  Station  Wagons, 

Operator  Controls  on 
Rec.  Pract.  of  Definitions  for 
e  Identification  Numbers,  for  VisibiUty  and  Durability  of 
Rec.  Pract.  for  Brake  System  Road  Test  Code, 
Agricultural  and  Industrial  Type  /  Std.  for  Tire  Rims  to 

ntrols  for  Load  Pick  Up)  (1968) 

Brakes,  Electric 
Controls;  Electric 
Controls;  Electric 
Safety  Std.  for  Electric 
Std.  for  Electric 
Single  Phase  Rural  Distribution  Service  for 
Component  Std.  for  D.  C. 
Application  of  Remote  Hydraulic 
Test,  and  Rating  Nonsubmersible  Pump 
Test,  and  Rating  Submersible  Pump 
and  Shafts  for  Positive  Displacement  Fluid  Power  Pumps  and 
External  Ignition  Proofing  of  Marine  Engine  Cranking 
eth.  of  Measuring  Sound  Generated  by  Hydraulic  Fluid  Power 
a  for  Positve  Displacement  Hydraulic  Fluid  Power  Pumps  and 

Test  Meth.  for 

ansformers;  High,  16340  Grd  Y/9430  /  Requirements  for  Pad 

slribution  Transformers;  High  Volta/  Requirements  for  Pad 

Std.  for  Vehicle 

Rec.  Pract.  for  Flywheels  for  Single  Bearing  Engine 
ty  Std.  for  Swinging  Hardware  for  Std.  Tin  Clad  Fire  Doors 
Std.  Pract.  for  Spur,  Helical  and  Herringbone  Gear  Shaft 
Rec.  Prac.  for  Supplemental  High 
Flywheels  for  Engine 
Spec,  for  Shapes,  Sizes  and  Identification  of 
Machine  Mounting  Spec,  for  Abrasive  Discs  and  Plate 
Spec,  for  Shapes,  Sizes  and  Identification  of 
Rec.  Pract.  for  Motor 
Rec.  Pract.  for  Outboard  Motor 
d  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehi/ 
iai  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)/ 

Std.  Design  for 

wer  Cylinders  (1969)  ANSI  B93.15 

k  Wheels  (1970)  SAE  J714a  Wheel 

Wheel 

luid  Power  Pumps  and  Motors  (1966)  A/  Std.  Dimensions  for 

Extra  Wide  Single  Tire  Rim  and  Wheel 
p  Gas  Fuel  Container  Quickly  Demountable  Type  for  Vertical 
gas  Fuel  Container  Quickly  Demountable  Type  for  Horizontal 


971)  ANSI  C33.72 
970) 


)  Implements  (1970) 


/Nsions  for  Mounting  Flanges 


Std.  for 
Std.  for 
Std.  for 
Std.  for 

Flashing  Warning  Lamp  for  Remote 
Rec.  Pract.  for  Remote  Controls 
Rec.  Pract.  for  Remote  Controls 
Machine 
Std.  Dimensions  for 
Flange  (Thermocouple  for 
(Powered  Industrial)  Truck  Hook  Type  Fork 
Guidelines  for  Printed  Circuit  Board  Component 
Brake  Flange 

bulk  Handling  Equipment;  Elevator  Bucket  Punching  for  Belt 
ectric  Heat  Panels,  Environmental  Requirements,  Enclosures 

Filter  Base 
Rec.  Pract.  Starting  Motor 


970) 

Hose  (1970) 
Hose  (1970) 

Protection  Sleeve  (1970) 
t (1967) 


els  (1969) 

er  Valves  (1968)  ANSI  B93.7 
nes) (1971) 


Motor  Vehicle  Lighting  (1969) 

Motor  Vehicle  Seal  Belt  Anchorage  (1966) 

Motor  Vehicle  Seat  Bell  Assemblies  (1965) 

Motor  Vehicle  Seat  Bell  Assembly  Installations  (1971) 

Motor  Vehicle  Suspension  (1970) 

Motor  Vehicle  Traffic  Accidents  (1970) 

Motor  Vehicle  Type  (Lead  Acid)  Storage  Batteries  (1970) 

Motor  Vehicle  (Parking)  Terminals  (1970) 
(Motor  Vehicle)  Drivers  Eye  Range  (1969) 

Motor  Vehicles  Transporting  Explosives,  Blasting  Agents 

Motor  Vehicles  (1968) 

Motor  Vehicles  (1970) 

Motor  Vehicles  (1970) 

Motor  Vehicles  (1970) 

Motor  Vehicles  (20-lOOOmhz)  (1968) 

Motor  Vehicles,  Motorboals,  and  Tractors  (1970) 

Motor  Vehicles,  Trailers,  and  Semitrailers  Operated  on 

Motor  Vehicles;  Including  Seat  Adjusters,  Frames,  Sprin 

Motor  Well  Dimensions  of  Boats  (1969) 

Motor  Well  Dimensions  (Boats)  (1970). 

Motorboals,  and  Tractors  (1970) 

Motorcycle  Safety  Helmets  (1967) 

Motorcycles  and  Motor  Driven  Cycles  (1971) 

Motorcycles  and  Scooters,  and  Trailers  (1971)  , 

Motorcycles  (1969) 

Motorcycles  (1970) 

Motorcycles  (1970)  Rec.  Pract.  for 

Motorcycles  (1971) 

Motorcycles,  Passenger  Cars,  Truck  Busses,  Off  the  Road 
Motorized  Hand  Trucks  (Walkie)  (Operation  of  Tractor  Co 
Motorized  Hand  Trucks  (1965) 
Motorized  Industrial  Hand  Trucks  (1965) 
Motorized  Industrial  Hand/Rider  Trucks  (1965) 
Motors  and  Generators  for  Use  in  Hazardous  Locations  (1 
Motors  and  Integral  Drive  Units  for  Bakery  Equipment  (1 
Motors  and  Phase  Converters  (1969) 
Motors  for  Vehicle  Air  Conditioners  (1967) 
Motors  to  Agricultural  Tractors  and  Trailing  Type  (Farm 
Motors  (Water  Systems)  (1971) 
Motors  (Water  Systems)  (1971) 
Motors  (1966)  ANSI  B93.6 
Motors  (1968) 

Motors  (1971)  Si 

Motors  (1971)  /T.  and  Presenting  Basic  Performanci 

Mottle  and  Fuzz  on  Paperboard  (Visual)  (1971) 

Mounted  Compartmental  Type  Single  Phase  Distribution  Tr 

Mounted  Compartmental  Type,  Self  Cooled,  Three  Phase  Di 

Mounted  Elevating  and  Rotating  Work  Platforms  (1969) 

Mounted  Power  Generators  (1970) 

Mounted  Singly  and  in  Pairs  (1968)  ANSI  A133.1 

Mounted  Speed  Reducers  (1969) 

Mounted  Slop  and  Turn  Signal  Lamps  (Rear)  (1970) 

Mounted  Torque  Converters  (1968) 

Mounted  Wheel  Mandrels  (1970) 

Mounted  Wheels  (1969) 

Mounted  Wheels  (1970) 

Mounting  Areas  of  Boats  (1969) 

Mounting  Areas  (Boats)  (1970) 

Mounting  Brackets  and  Socket  for  Agricultural  (Farm)  An 
Mounting  Brackets  and  Socket  for  Farm  and  Light  Industr 
Mounting  Control  Devices  on  Journal  Boxes  (1970) 
Mounting  Dimensions  for  Square  Head  Industrial  Fluid  Po 
Mounting  Elements  for  Agricultural  (Farm)  Equipment  Dis 
Mounting  Elements  for  Farm  Equipment  Disc  Wheels  (1966) 
Mounting  Flanges  and  Shafts  for  Positive  Displacement  F 
Mounting  Flanges  for  Engine  Accessory  Drives  (1964) 
Mounting  for  Rear  Axles  for  Vehicles;  Rec.  Pract.  (1968 
Mounting  Liquid  Withdrawal  Only  (1967) 
Mounting  Liquid  Withdrawal  Only  (1967) 
Mounting  New  Brake  Pipe  Hose  Other  Than  Armored  Type  ( 
Mounting  of  Coupling  and  Nipple  to  Air  Brake  and  Signal 
Mounting  of  Couphng  and  Nipple  to  Air  Brake  and  Signal 
Mounting  of  Coupling  and  Nipple  to  Brake  Pipe  Hose  with 
Mounting  on  Agricultural  (Farm)  and  Industrial  Equipmen 
Mounting  Pad  on  Boats  (1962) 
Mounting  Pads  (on  Boats)  (1970) 

Mounting  Spec,  for  Abrasive  Discs  and  Plate  Mounted  Whe 
Mounting  Surfaces  of  Sub  Plate  Type  Hydraulic  Fluid  Pow 
Mounting  Temperature  Sensing  Probes  in  Gas  Turbine  Engi 
Mounting  ( i966) 
Mounting  (1968) 
Mounting  (1968) 

Mounting  (1970)  St( 
Mounting,  Termination  and  Size,  Coil  or  Thermal  Actuato 
Mountings  (1968) 
Mountings  (1968) 


SAE 

J387 

SAE 

J787B 

SAE 

J4C 

SAE 

J800B 

SAE 

J510B 

ANSI 

D16.1 

BCI 

*1.I5 

NFPA 

498 

SAE 

J941B 

IME 

6. II 

CHI 

49 

SAE 

J567B 

SAE 

J567C 

SAE 

J599B 

SAE 

J551 A 

SAE 

J537F 

ANSI 

D7.I 

SAE 

J782A 

BIA 

112 

ABYC 

S12 

SAE 

J537F 

MIC 

*1 

Rec.  SAE 

J 109  A 

8  In.  TRA 

1 

SAE 

J107 

SAE 

J213 

ehicl  SAE 

J364A 

SAE 

J108A 

TRA 

6 

ITA 

2C3 

ITA 

3E1 

ITA 

2H1 

ITA 

2J1 

UL 

674(B) 

BISSC 

29 

ASAE 

R329 

IMACA 

302 

ASAE 

S3I6T 

WSC 

*5 

WSC 

*6 

nges  NFLDP 

T3.9.65.1 

SAE 

J355 

d.  M  NFLDP 

T3.9.14 

Dal  NFLDP 

T3.9.17 

TAPPI 

UM-400 

ANSI 

C57.1221 

ANSI 

C57.1222 

ANSI 

A92.2 

SAE 

J 162 

Safe  UL 

14C 

AGMA 

480.04 

SAE 

J186 

SAE 

J927A 

ANSI 

B74.9 

ANSI 

B5.35 

ANSI 

B74.7 

BIA 

113 

ABYC 

S13 

ASAE 

S277.1 

SAE 

J725B 

AAR 

MSRP-D-82 

NFLDP 

T3.6.7 

ASAE 

R218.1 

SAE 

J714A 

NFLDP 

T3.9.65.1 

SAE 

J896 

SAE 

J876A 

ITA 

6B1 

LP  ITA 

6A1 

1  AAR 

MSRP-E-49 

AAR 

MSRP-E-51 

AAR 

MSRP-E-51B 

AAR 

MSRP-E-51A 

ASAE 

S307 

BIA 

152 

ABYC 

S16 

ANSI 

B5.35 

NFLDP 

T3. 5.65.1 

SAE 

ARP465A 

ITA 

7A-D1 

IPC 

CM770 

SAE 

J337 

.  for  CEMA 

503 

NARM 

•1.7 

SAE 

J363 

SAE 

J542B 
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Std.  for  Generator 
Std,  for  Diesel  Fuel  Injection  Pump 
967)  Rec.  Pract.  for 

Projection  Conditions  for  Judging  Amateur  Slides  and 


hanism.  Over/         Safety  Features  (Overhead  Guard,  Back  Rest, 
Application  (Guide)  of  Sound  Power  Ratings  for  Ducted  Air 
cation  (Guide)  of  Sone  Loudness  Ratings  for  Non  Ducted  Air 
Std.  Test  Code  for  Sound  Rating  Air 
Slow 

ural  (Farm)  and  industrial  Equipment  Warning  Lamp  and  Slow 

Slow 

Farm  and  Light  Industrial  Equipment  Warning  Lamp  and  Slow 
Safety  Code  for  Elevators,  Dumbwaiters,  Escalators  and 
60  Deg.  Countersunk  Head  Rivet  for  Farm 
arden  Riding  Tractor,  Lawn  Riding  Tractor,  and  Riding  Lawn 
Safety  Spec,  for  Power  Lawn 
d.  Pract.  for  Helical  and  Herringbone  Gearing  for  Oilfield 
Rec.  Pract.  tor  Drilling 
h.  of  Test  for  Grain  Crack  and  Extension  of  Leather  by  the 
Test  Meth.  for  Wet  Strength  of  Paper 
Std.  Test  Procedure  for  Geiger 
f  Color  Television  Safety  Pa/  Test  Meth.  and  Criteria  for 

try  Spec,  for  Glass,  Nylon,  All  Purpose,  Paper,  Cloth,  and 
ation  of  Reinforced  Concrete  Masonry  Load  Bearing  Walls  in 
n  of  Non  Reinforced  Concrete  Masonry  Load  Bearing  Walls  in 
Connection  and  Accessory  Locations  for  Towing  Doubles  and 
Std.  Test  Meth.  for  Stain  Removal  From 
Std.  Test  Meth.  for  Freeze  Thaw  Stability  of 
Std.  Meth.  for  Determining  Particle  Size  of 
recorders  Operating  at  15  1/  Spec,  for  an  Audio  Level  and 

d.  Spec,  for  Preimpregnated,  B-Stage  Epoxy  Glass  Cloth  for 
Std.  Performance  Spec,  for 
Design  and  End  Product  Spec,  for  Rigid 
End  Product  Spec,  for 
td.  for  Prevention  of  Furnace  Explosions  in  Fuel  Oil  Fired 
for  Prevention  of  Furnace  Explosions  in  Natural  Gas  Fired 
Prevention  of  Furnace  Explosions  in  Pulverized  Coal  Fired 

Std.  for 

Safety  Std.  for  Nonrenewable,  Renewable  and 
Packaging  Std.  for  Sheet  Material  in  a  Box,  with 
Packaging  Std.  for 
Std.  for  Packaging  of 
Packaging  Std.  for 

ackaging  of  (1971 ) 

Std.  Meth.  for  Measuring  Dimensions  of 
Agreement  Between  Architect  and  Engineer  (on  a  Basis  of  A 
of  Agreement  Between  Owner  and  Architect  (on  a  Basis  of  A 
1)  Std.  for 

Tent.  Rec.  Pract.  for  Determining 
Packaging  Std.  for  Box, 

etamed  Chlorine  (1971)  ANSI  L14.180 

Packaging  Std.  for  Items  in  Cavities  or  Compartments  of 
Rec.  Pract.  for  Witness  Groove  for 
widths  (1970)  Time  Division 

Std.  Safety  in  Conducting  Subcritical  Neutron 
ms.  Bias  and  Radial  Ply)  for  Trucks,  Busses,  Trailers,  and 

eld  Defrosting  Systems  Test  Procedure  of  Trucks,  Buses  and 
Pract.  for  Windshield  Wiper  Systems  for  Trucks,  Buses  and 
ing  Systems  Performance  Requirements  for  Trucks,  Buses  and 
(1970)  Std.  for 

Std.  for  Oil  Bath,  Oil  Wetted,  Dry, 
ANSI  C59.27  Std.  Spec,  for  Natural 

Std.  Spec,  for  Natural 
Rec.  Pract.  for 
Rec.  Std.  for  Covering  Wire 
Isopropyl 

Std.  Meth.  for  Assay  of 
holographic  Grade  Sodium  Formaldehyde  Bisulfite,  Anhydrous 
Spec,  for  Photographic  Grade  Sodium  Acid  Sulfate 
Rec  Product  and  Application  Spec.  1.2  In.  Fiberboard 

Meth.  for  Edge 
Roof  Spec.  Plate  for  Steep  Slope,  Asbestos 
Roof  Spec.  Plate  for  Steep  Slope,  Asbestos 
Roof  Spec.  Plate  for  Steep  Slope,  Asbestos  Non 
plate  for  Steep  Slope,  Asphalt:  No.  15  Asbestos  Felts,  Non 

Rec.  for 

Gypsum  Lath  Floating  Angle  Construction  and 
(1968)  Rec.  for 

Std.  for  Nails  and 
Rec.  Std.  for 
Std.  for 
Std.  Spec,  for 
Std.  for  Aluminum 


Mountings  (1970)  SAE 

Mountings  (1970)  SAE 

Mouse  Control  Meth.  (Sanitation)  for  Baking  Industry  (I  AIB 

Movies  (1967)  PSA 

Moving  Barrier  Collision  Tests  (1966)  SAE 

Moving  Chains,  Cables,  Steering,  Wheel  Guards,  Tilt  Mec  ITA 

Moving  Devices  (1965)  AMCA 

Moving  Devices  (1965)  Appli  AMCA 

Moving  Devices  (1967)  AMCA 

Moving  Vehicle  Identification  Emblem  (1967)  ASAE  R276  SAE 

Moving  Vehicle  Identification  Emblem  (1967)  SAE  J725  ASAE 

Moving  Vehicle  Identification  Emblem  (1968)  SAE  J943a  ASAE 

Moving  Vehicle  (Smv)  Identification  Emblem  (1968)  /for  SAE 

Moving  Walks  (1971)  ANSI 

Mower  Cutter  Bars  (1966)  ASAE 

Mower  (1971)                                     Definition  of  Lawn  and  G  ASAE 

Mowers  (1968)  ANSI 

Mud  Pumps  (1969)  St  AGMA 

Mud  Report  Form  (1969)  API 


Mu 
(Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 
Mu 

Mu: 


len  Test  (R1969)  ANSI  Z109.19  Std.  Met  ASTM 

len  Tester)  (1971)  TAPPI 
ler  Counters  (1970)  IEEE 

ti  Angle  Two  Parameter  Specular  Gloss  Measurements  O  EIA 

ti  Ply  Types  (1964)  Corrugators  Box  Tape  Indus  GIA 
ti  Storied  Structures  (1968)  the  Applic  NCMA 

ti  Storied  Structures  (1969)  the  Applicatio  NCMA 

tiaxle  Trailers  (1970)  Rec.  Pract.  for  SAE 


ticolor  Lacquers  (1968) 
ticolor  Lacquers  (1968) 
ticolor  Lacquers  (1968) 

tifrequency  Test  Tape  for  Quadruplex  Video  Magnetic 
tilayer  Printed  Circuit  Boards  (1970) 
tilayer  Printed  Circuit  Wiring  Boards  (1970) 
tilayer  Printed  Wiring  Boards  (1968) 
tilayer  Printed  Wiring  Boards  (1969) 
tiple  Burner  Boiler  Furnaces  (1971) 
tiple  Burner  Boiler  Furnaces  (1971) 
tiple  Burner  Boiler  Furnaces  (1971) 
tiple  Disc  Clutches  (1971) 
tiple  Fuses  (1971)  ANSI  C33.42 
tiple  Individual  Transparent  Bags  (1971) 
tiple  Items  in  a  Chemically  Neutral  Opaque  Bag  (1971 
tiple  Items  in  Interleaved  Boxes  (1971) 
tiple  Items  in  Plastic  Transparent  Bag  (1971) 
tiple  Lead  Std.  for  Electronic  Devices,  Individual  P 
tiple  Lip  Packing  Sets  (1971) 


ASTM 
ASTM 
ASTM 
ANSI 
St  IPC 
IPC 
IPC 
IPC 
NFPA 
Std.  NFPA 
Std.  for  NFPA 
SEMA 
UL 
NSA 
NSA 
NSA 
NSA 
NSA 
NFLDP 
/  Form  of  AIOA 
/Td.  Form  AIOA 


tiple  of  Direct  Personnel  Expense)  (1970) 
tiple  of  Direct  Personnel  Expense)  (1970) 

tiple  Packaging  of  Axial/Radial  Lead  Components  (197  NSA 
tiple  Photomask  Registration  (1969)  ASTM 
tiple  Quantities,  Tightly  Packed  (1971)  NSA 
tiple  Sample  Test  Meth  of  Textile  Tensile  Loss  by  R  AATCC 
tiple  Type  Packages  (1971)  NSA 
tiple  Wear  Diesel  Wheels  (Railway  Cars)  (1970)  AAR 
tiplex  Equipment  Std.  for  Nominal  4  kHz  Channel  Band  EIA 
tiplication  Measurements  in  Situ  (1969)  ANSI 
tipurpose  Passenger  Vehicles  (1971)  /R  Tires  and  Ri  TRA 

tipurpose  Petroleum  Base  Fluids  (Hs73)  (1968)  SAE 
tipurpose  Vehicles  (1969)  Windshi  SAE 

tipurpose  Vehicles  (1971)  Rec.  SAE 

tipurpose  Vehicles  (1971)  /.  for  Windshield  Defrost  SAE 


tislage  Steam  Turbines  for  Mechanical  Drive  Service  NEMA 

tistage  (Vehicle)  Air  Cleaner  Test  Code  (1970)  SAE 

Muscovite  Mica  and  Thins  Based  on  Visual  Quality  (1971)  ASTM 

Muscovite  Mica  Splittings  (1971)  ANSI  C59.71  ASTM 

Music  Steel  Spring  Wire  and  Springs  (1970)  SAE 

(Musical  Instrument  String)  (1970)  SWA 

Myristate  (1967)  CTFA 

Myristyl  Alcohol  (1960)  CTFA 

(N-)-Butyllithium  Solutions  (1968)  ASTM 
NaHSO3,HCHO(l970)                                        Spec,  for  P  ANSI 

(NaHS04)  (1969)  ANSI 

Nail  Base  Sheathing  (1969)  AIMA 

Nail  Strength  of  Insulating  Board  (1966)  TAPPI 

Nailable  Lt.  Wt.  Felt,  Mineral  Surface  (1970)  NRCA 

Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970)  NRCA 

Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970)  NRCA 
Nailable,  Mineral  Surface  (1970)                                Roof  Spec.  NRCA 

Nailing  and  Stapling  Gypsum  Sheathing  (1966)  GA 

Nailing  and  Staphng  Rec.  (1965)  GA 

Nailing  Gypsum  Wallboard  Single  and  Two  Ply  Application  GA 

Nailing  of  Exterior  Redwood  (1970)  CRA 

Nailing  Wire,  Automatic  (1970)  SWA 

Nails  and  Nailing  of  Exterior  Redwood  (1970)  CRA 

Nails  for  the  Application  of  Gypsum  Wallboard  (1970)  ASTM 

Nails  (1970)  AA 


J545B 
J626B 

124 

•3 

J972 

4G1-4 

303 

302 

300 

J943A 

S277.1 

S276.2 

J725B 

A17.1 

S228.1 

S323 

B71.1 

424.01 

RP47 

D2210 

UM-401 

309 

JED66A 
01-59B 
10 
9 

J849B 

D2198 

D2337 

D2338 

C98.8 

LllOA 

ML950A 

ML910 

ML975 

85  D 

85B 

85E 

1-2 

198 

3435 

3406 

3442 

3403 

3427 

T3.19.5 

C231 

B23I 

3430 

F54T 

3439 

114 

3440 

MSRP-G-15 
RS384 
N16.3 
2 

J73 

J381 

J198 

J382 

SM2I 

J726B 

D351 

D2131 

J178 

•34 

40 

64 

E233 
PH4.156 
PH4.105 
2 

T1004 

♦2-Vll 

♦2-V8 

•2-V9 

•2-V12 

•22 

*6 

M4.1 

4A1-1 

•59 

4AI-1 

C514 

•6 
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cid  Ester  with  3-(M-Hydroxyphenyl)-I ,  I  Dimet/ 

benzoic  Acid  (Chloramben)  (1970) 
methoxy  1  Methylurea"Melobromuron"  (1969) 
1,  4  Oxathiin  3  Carboxanilide  'Carboxin"  (19/ 
phonic  Acid"Ethephon"  (1970) 
z)-2,  3,  5,  5,  5-Pentachloro  4  Oxo  2  Pentenoic  A/ 

Std.  for  Architectural  Door  Trim, 


Std.  for  Common 
Std.  for  Common 
Std.  for  Common 
Std.  for  Common 
Std.  for  Common 
Std.  Common 
Std.  for  Common 
Std.  Common 
Std.  Common 
Std.  Common 
Std.  Common 
Std.  Common 
Std.  for  Common 
Protection.  Push  and 


Marking 

,  Coir,  Cotton,  Excelsior,  Flax,  Jute,  Kapok,  Ma/  Generic 
3)  Rec. 
ant  Formulations  (1971)  Trade 
em  Pine  Rec.  Grade  Use  Guide;  Including  Sizes,  Std.  Grade 
Spec,  for  Photographic  Grade  Sodium  Hydroxide 
Std.  Spec,  for  Refined 
Spec,  for 

minum  (1971)  Spec,  for 

ght/  Std.  for  Frame  Roof  Repair  for  4  1/4X8  Thru  7X12 

y  Std.  Coding  Identification  for  Television  Commercials  of 
ressure  Vessel  Inspectors  (1970) 
d  Their  Special  Requirements  (1967) 
systems  (1967) 
67) 

lators  and  Amusement  Devices  (1967) 

ructures  (1967) 

ducing  Appliances,  Heating,  Ventilating,  Air  Conditionin/ 
ating.  Ventilating,  Air  Conditioning,  Blower  and  Exhaust/ 

ng  Construction  (1956)  Rec. 

uction  (1967) 

Design  Loads  and  General 
its.  Height  and  Area  Restrictions  and  Street  Enchroachmen/ 

1967) 


Fire  Prevention 
Light  and  Ventilation 
Means  of  Egress 
Gas  Piping  and  Plumbing 

67) 

g  the  Construction,  Alteration,  Removal,  Demolition,  Equ/ 
astenings  (1968) 
71) 

Fittings  (1958) 

8)  a  Guide  on  Safety  Rest  Areas  for  the 

Safety  to  Life  Requirements  Code 
s  by  Infrared  Spectroscopy  (1968)  Identification  of 

utio/  Std.  Meth.  for  Physical  and  Chemical  Examination  of 

Std.  Meth.  of  Test  for  Compressive  Strength  of 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of 
Meth.  of  Test  for  Absorption  and  Bulk  Specific  Gravity  of 
Std.  Definitions  of  Terms  Relating  to 
Std.  Spec,  for 
Std.  Spec,  for 

Std.  Meth.  for  Accelerated  Laboratory  Test  of 

Meth.  for 

.  Std.  Requirements,  Test  Meth.  and  Ratings  for  Glazed  and 
Std.  Meth.  for  Analysis  of 
Std.  for  Prevention  of  Furnace  Explosions  in 
1970)/  Std.  Meth.  of  Test  for  Calorific  Value  of  Gases  in 

Std.  for  Poly  (Vinyl  Chloride)  (PVC) 
Std.  Meth.  of  Test  for  Hydrogen  Sulfide  in 
Std.  Meth.  of  Sampling 
std.  for  the  Production,  Storage  and  Handling  of  Liquefied 
the  Mass  Spectrometer  (1970)  /  Std.  Meth.  for  Analysis  of 

NSI  Z77.I  Std.  Meth.  for  Analysis  of 

y  (1971)  ANSI  C59.27  Std.  Spec,  for 

Std.  Spec,  for 

19711)  Tent.  Spec,  for  Fly  Ash  and  Raw  or  Calcined 

r  Concentrated,  Ammonia  Preserved,  Creamed  and  Centrifuged 
Std.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for  Limits  on  Impurities  in 
Std.  Definitions  of  Terms  Relating  to 
Std.  Meth.  of  Test  for  Water  in  Liquid 
Rec.  Pract.  for 

Rec.  Pract.  and  Std.  Covering  Location  and  Visibility  of 
Safety  Std.  for  Marine 
es  Which  Are  Difficult  to  Palletize  (Rec.  for  Featheredge, 
Std.  Radiator  Caps  and  Filler 
Std.  for  Cam  Follower, 


Name  for  the  Pest  Control  Chemical  Asulam  (1971) 

Name  for  the  Pest  Control  Chemical  Butachlor  (1971) 
Name  for  the  Pest  Control  Chemical  Chlorothalonil  (1971 
Name  for  the  Pest  Control  Chemical  Isopropalin  (1971) 
Name  for  the  Pest  Control  Chemical  Oxycarboxin  (1971) 
Name  for  the  Pest  Control  Chemical  Tert  Butylcarbamic  A 
Name  for  the  Pest  Control  Chemical  Triarimol  (1971) 
Name  for  the  Pest  Control  Chemical  3  Amino  2,  5  Dichloro 
Name  for  the  Pest  Control  Chemical  3  (P  Bromophenyl)  1 
Name  for  the  Pest  Control  Chemical  5,  6  Dihydro  2  Methyl 
Name  for  the  Pest  Control  Chemical  (2-Chloroethyl)  Phos 
Name  for  the  Pest  Control  Chemical,  Cotton  Defoliant, 
Name  for  the  Pest  Control  Delachlor  (1971) 
Name  Plates,  Edgings,  Pulls  and  Bars  (1969) 
Nameplates  and  Marking  (for  Trucks)  (1965) 
Nameplates  for  Enclosed  Gear  Drives  (1971) 
Names  and  Definitions  for  Vegetable  Fibers  (Akund,  Coco 
Names  for  Gates  and  Risers  in  the  Foundry  Industry  (195 
Names  of  Water  Borne  Wood  Preservatives  and  Fire  Retard 
Names,  and  Working  Stresses.  (1970) 
NaOH  (Caustic  Soda)  (1970) 
Naphthalene  798  (1968)  ANSI  Z165.1 
Narrow  Joint  Sealants  (Drying  Type,  Gun  Grade)  (1968) 
Narrow  Joint  Seam  Sealer  for  Use  with  Architectural  Alu 
Narrow  Pedestal  Type  Side  Frame  for  Roller  Bearing  Frei 
National  Advertisers  (1970)  Ii 

(National  Board  Inspection  Code)  Manual  for  Boiler  and  P 
National  Building  Classification  Code  of  Occupancies  An 
National  Building  Code  for  Chimneys,  Flues  and  Venting 
National  Building  Code  for  Electrical  Installations  (19 
National  Building  Code  for  Elevators,  Dumbwaiters,  Esca 
National  Building  Code  for  Signs  and  Outdoor  Display  St 
National  Building  Code  for  the  Installation  of  Heat  Pro 
National  Building  Code  of  Heal  Producing  Appliances,  He 
National  Building  Code  Provisions  for  Windstorm  Resisti 
National  Building  Code  Requirements  for  Types  of  Constr 
National  Building  Code  Requirements  (1967) 
National  Building  Code  Restrictions  Within  the  Fire  Lim 
National  Building  Code  Safeguards  During  Construction 
National  Building  Code  (Abbreviated  Edition)  (1967) 
National  Building  Code  (1967) 
National  Building  Code  (1970) 

(National  Building  Code)  (1967) 

(National  Building  Code)  (1967) 

(National  Building  Code)  (1967) 

National  Building  Fire  Protection  Code  Requirements  (19 
National  Code  for  Fire  Limits,  and  Regulations  Govemin 
National  Design  Spec,  for  Stress  Grade  Lumber  and  Its  F 
National  Std.  Plumbing  Code  (Including  Definitions)  (19 
National  Std.  Screw  Threads  for  Fire  Hose  Couplings  and 
National  System  of  Interstate  and  Defense  Highways  (196 
(National)  for  Existing  Buildings  (1967) 
Natural  and  Man  Made  Fibers,  and  Other  Filling  Material 
Natural  and  Treated  Waters  in  the  Absence  of  Gross  Poll 
Natural  Building  Stone  (1970) 
Natural  Building  Stone  (1970) 
Natural  Building  Stone  (1970) 
Natural  Building  Stones  (1971) 
Natural  Cement  (1962) 
Natural  Cement  (1970a) 
Natural  Decay  Resistance  of  Woods  (1970) 
Natural  Dirt  in  Wood  Chips  (1963) 
Natural  Finish  Structural  Facing  Tile  (1971) 
Natural  Gas  by  Gas  Chromatography  (1968)  ANSI  Z11.160 
Natural  Gas  Fired  Multiple  Burner  Boiler  Furnaces  (1971 
Natural  Gas  Range  by  Continuous  Recording  Calorimeter 
Natural  Gas  Yard  Piping  (1970) 
Natural  Gas  (Methylene  Blue  Meth.)  (1970) 
Natural  Gas  (1970)  ANSI  Z77.4 
Natural  Gas  (1971) 

Natural  Gases  and  Related  Types  of  Gaseous  Mixtures  by 
Natural  Gases  by  the  Volumetric  Chemical  Meth.  (1970)  A 
Natural  Muscovite  Mica  and  Thins  Based  on  Visual  Quaht 
Natural  Muscovite  Mica  Sphttings  (1971)  ANSI  C59.71 
Natural  Pozzolans  for  Use  in  Portland  Cement  Concrete 
Natural  Rubber  Latex  (1971)  Std.  Spe 

Natural  Rubber  (1968a) 
Natural  Rubber  (1969) 
Naval  Stores  and  Products  (R1970) 
Naval  Stores  (R1969) 
Navigation  Lights  on  Boats  (1968) 
Navigation  Lights  (Boats)  (1970) 
Navigation  Lights  (1964) 
Neck  Brick  and  Splits)  (1962) 
Necks  (1970) 

Needle  Bearing.  High  Strength  Stud  (1970) 


IN  and  Stability  of  Shap 


ANSI 

K62.99 

ANSI 

K62.90 

ANSI 

K62.101 

ANSI 

K62.96 

ANSI 

K62.98 

ANSI 

K62.94 

ANSI 

K62.100 

ANSI 

K62.91 

ANSI 

K62.82 

ANSI 

K62.97 

ANSI 

K62.92 

ANSI 

K62.79 

ANSI 

K62.89 

BHMA 

1001 

ITA 

4F1 

AGMA 

290.03 

ABFLO 

X-3 

AFS 

GM530 

AWPA 

M9-71 

South  SFPA 

TBI 

ANSI 

PH4.225 

ASTM 

D2431 

NAAMMSS-ID 

AAMA 

803.2 

AAR 

MSRP-D-22E 

ndustr  AAAA 

•10 

NBBPV 

•1 

AIA 

CO-I-III 

AIA 

CO-I-X 

AIA 

CO-l-XV 

AIA 

CO-l-XIII 

AIA 

CO-l-XVI 

AIA 

CO-8 

AIA 

CO-l-XI 

AIA 

CO-11 

AIA 

CO-l-VII 

AIA 

CO-l-IX 

AIA 

CO-l-IV 

AIA 

CO-l-XII 

AIA 

CO-2 

AIA 

CO-1 

AIA 

CO-7 

AIA 

CO-l-V 

AIA 

CO-l-VI 

AIA 

CO-l-XIV 

AIA 

CO-l-VIII 

AIA 

CO-l-APP.Q 

NFORP 

»4 

NAPHC 

1 

AIA 

FS4 

AASHO 

SRA-2 

AIA 

CO-l-XVII 

ABFLO 

D-25 

APHA 

*2-100 

ASTM 

C170 

ASTM 

C99 

Std.  ASTM 

C97 

ASTM 

C119 

AASHO 

M135 

ASTM 

CIO 

ASTM 

D2017 

TAPPI 

T14 

Spec  FTI 

•1 

ASTM 

D1945 

NFPA 

85B 

ASTM 

D1826 

lAPMO 

IS  10-70 

ASTM 

D2725 

ASTM 

D1145 

NFPA 

59A 

ASTM 

D1137 

ASTM 

D1136 

ASTM 

D351 

ASTM 

D2131 

ASTM 

C618 

sc.  Fo  ASTM 

D1076 

ASTM 

D1278 

ASTM 

D2227 

ASTM 

D804 

ASTM 

D890 

BIA 

308 

ABYC 

H6 

UL 

1104 

Shap  RI 

P242 

SAE 

J164 

NSA 

562 
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73  Std.  Meth.  of  Test  for 

Std.  for 
Doup 

Rec.  Std.  for  Phonograph 
.  of  Test  for  Time  of  Setting  of  Hydraulic  Cement  by  Vicat 
f  Test  for  Time  of  Setting  of  Hydraulic  Cement  by  Gillmore 
Rec.  tor  Public  Lighting 
plicate  Negatives  Made  From  35mm  Positive  Prints  (1/  Std. 
eth.  for  Determining  the  Speeds  of  Monochrome  Photographic 
tive  Aperture  Dimensions  and  Image  Size  for  16mm  Duplicate 
mansions  and  Image  Size  for  Positive  Prints  Made  From  35mm 
est  Meth.  for  Atom  %  Fission  in  Uranium  and  Plutonium  Fuel 
Std.  Spec,  tor  Extra  Heavy  Duty  Black 
il  Pipe  and  Fittings  (1968)  Std.  for 

Spec,  for  Weather  Resistant  Wire  and  Cable 
SI  Z67. 1  Std.  Definitions  of  the  Terms  Gross  and 

and  Finned  Tube  Radiation,  Test,  and  Rating  Co/  Std.  for 

Rec.  Std.  for  Torpedo 
Std.  for  Air  Land  Demountable  Cargo  Pallets 
Rec.  Std.  for  Glass 
Packaging  Std.  for  Items  in  a  Chemically 
0)  Std.  Spec,  for 

Packaging  Std.  for  Multiple  Items  in  a  Chemically 
/200  Volt  Ac  (Nominal)  400  Hertz,  3  Phase  4  Wire  (Grounded 
in  Refineries  Against  Stress  Corrosion  Cracking  by  Use  of 
Std.  for  Use  of  Borosilicate  Glass  Raschig  Rings  as  A 
Tent.  Test  Meth.  for  Oxygen  Content  Using  a  14  Mev 
threshold  Foil  Measurements/  Std.  Meth.  of  Calculation  of 

olant  Water  During/  Std.  Meth.  for  Measurement  of  Delayed 

Std.  Meth.  for  Measuring  Fast 
Std.  Meth.  for  Measuring  Fast 
Std.  Meth.  for  Measuring  Fast 
Std.  Meth.  for  Measuring  Fast 
Std.  Meth.  for  Measuring 
Std.  Meth.  for  Measuring  Fast 
Std.  Safety  in  Conducting  Subcritical 
Rec.  for  the  Protection  Against 
Std.  Test  Meth.  for  Rheological  Properties  of  Non 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Copper 
Std.  Spec  for  Supplementary  Requirements  for 
c.  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper 
Std.  Spec,  for  Supplementary  Requirements  for 
tions  (197/  Std.  Spec,  for  Supplementary  Requirements  for 

for  Low  Temperature  /  Std.  Spec,  for  Forged  or  Rolled  9% 

essure  Vessels  (1971)  Std.  Spec,  for  8  and  9% 

essure  Vessels  (1971)  Std.  Spec,  for  5% 

NSI  g33,l  Std.  Spec,  for 

d.  Spec,  for  Manganese  Molybdenum  and  Manganese 
ed,  for  Pressure  Vessels  (1971)  Std.  Spec,  for  9% 

d.  Spec,  for  Manganese  Molybdenum  and  Manganese 
pplications  (1970)  Copper 
Applications  (1970)  Iron 
d.  Heat  Treated  Roll  Threaded,  2050f  (/  Bolts  and  Screws, 

d.  Heat  Treated,  Roll  Threaded,  1950f  /  Bolts  and  Screws, 

Std.  Spec,  for  Copper 

(1969)  ANSI  G33.3  Std.  Spec,  for  Chromium  Copper 

re  Resistance  Values  for  Thermometer  Elements  of  Platinum, 

Std.  Spec,  for 
Wrought 

for  Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant, 
loy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
loy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
y  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant, 
y  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant, 
y  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant, 
Hoy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant 
pec.  for  Alloy  Wire,  Welding,  Corrosion  and  Heat  Resistant 
c.  for  Alloy  Sheet  and  Plate,  Corrosion  and  Heat  Resistant 
Hoy  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant, 
loy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resistant 
Std.  Spec,  for  Nickel  and 
Alloy  Castings,  Investment,  Corrosion  and  Heat  Resistant, 
loy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
Electrode  /  Alloy  Forgings,  Corrosion  and  Heat  Resistant 

onsum/  Alloy  Tubing,  Welded,  Corrosion  and  Heat  Resistant 
el/  Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 

loy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat  Resistant 
el/  Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 

elted  (/  Alloy  Wire,  Welding  Corrosion  and  Heat  Resistant 

Alloy  Wire,  Welding  Corrosion  and  Heat  Resistant 
r  Alloy)  (1970)  Chromium  Carbide  Plus 

ctrical  Heating  Elements  /  Std.  Spec,  for  Drawn  or  Rolled 

ctrical  Heating  (/  Std.  Meth.  of  Accelerated  Life  Test  of 

Std.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for  Welded 


Needle  Penetration  of  Petroleum  Waxes  (1970)  ANSI  ZU.l 
Needle  Penetration  of  Petroleum  Waxes  (1971) 

Needle  Wire  (1962) 

Needle  Wire  (1970) 

Needle  (1970)  ANSI  A1.15,  AASHO  T131  Std.  Meth 

Needles  (1970)  ANSI  A1.17,  AASHO  T154  Std.  Meth.  O 

Needs  for  Streets,  Highways,  and  Freeways  (1966) 
Negative  Aperture  Dimensions  and  Image  Size  for  16mm  Du 
Negative  Films  for  Aerial  Photography  (1969)  Std.  M 

Negatives  Made  From  35mm  Positive  Prints  (1946)  /  Nega 

Negatives  (1946)  Std.  16mm  Positive  Aperture  Di 

Neodymium  148  Meth.  (1969)  Std.  T 

Neoprene  Jacket  for  Wire  and  Cable  (1969) 
Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron  So 
(Neoprene  Type)  (1954) 

Net  Calorific  Value  of  Sohd  and  Liquid  Fuels  (1969)  AN 
Net  Load  Recommendations  for  Heating  Boilers;  Baseboard 
Net  Panel  Wire  (1970) 
Nets  (1970) 
Netting  Wire  (1970) 
Neutral  Bag  (1971) 

Neutral  Detergent,  40%  Alkylbenzene  Sulfonate  Type  (197 
Neutral  Opaque  Bag  (1971) 

Neutral)  Y  Connected  System  (1970)  /  Transportable  115 

Neutralizing  Solutions  During  Shut  Down  (1970)  /  Steel 

Neutron  Absorber  in  Solutions  of  Fissile  Material  (1971 
Neutron  Activation  and  Direct  Counting  Technique  (1969) 
Neutron  Dose  to  Polymeric  Materials  and  Application  of 
Neutron  Emitting  Fission  Products  in  Nuclear  Reactor  Co 
Neutron  Flux  by  Radioactivation  of  Aluminum  (1970) 
Neutron  Flux  by  Radioactivation  of  Iron  (1970) 
Neutron  Flux  by  Radioactivation  of  Nickel  (1970) 
Neutron  Flux  by  Radioactivation  of  Sulfur  (1970) 
Neutron  Flux  by  Radioactivation  Techniques  (1970) 
Neutron  Flux  by  Radioactivation  Techniques  (1970) 
Neutron  Multiplication  Measurements  in  Situ  (1969) 
Neutron  Radiation  (1971) 
Newtonian  Materials  (1968) 
Nickel  Alloy  Castings  (1970) 

Nickel  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (1969 
Nickel  Alloy  Plate  for  Nuclear  Applications  (1970) 
Nickel  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a 
Nickel  Alloy  Rod  and  Bar  for  Nuclear  Applications  (1970 
Nickel  Alloy  Seamless  Pipe  and  Tube  for  Nuclear  Applica 
Nickel  Alloy  Steel  Flanges,  Fittings,  Valves,  and  Parts 
Nickel  Alloy  Steel  Plate,  Quenched  and  Tempered,  for  Pr 
Nickel  Alloy  Steel  Plate,  Specially  Heat  Treated  for  Pr 
Nickel  AHoy  Steel  Plates  tor  Pressure  Vessels  (1969)  A 
Nickel  Alloy  Steel  Plates  tor  Pressure  Vessels  (1969a) 
Nickel  Alloy  Steel  Plates,  Double  Normalized  and  Temper 
Nickel  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  P 
Nickel  Alloy  Wire  and  Ribbon  78cu-22ni  for  Electrical  A 
Nickel  Alloy  Wire,  Copper  Clad  56te-41ni  for  Electronic 
Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Heade 
Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Heade 
Nickel  Alloys  in  Ingot  Form  for  Castings  (1970) 
Nickel  Aluminum  Alloy  Steel  Plates  for  Pressure  Vessels 
Nickel  and  Copper  (1966)  Std.  for  Temperatu 

Nickel  and  Nickel  Base  Alloy  Clad  Steel  Plate  (1969) 
Nickel  and  Nickel  Related  Alloys  (1969) 
Nickel  Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  Consumable 
Nickel  Base  -  16.Cr  -  37fe  -  2.9cb  -  l  .8ti.  Consumable 
2.9cb  -  1.8ti,  Consumable  E 
2.9cb  -  1.8ti,  Consumable  E 
2,9cb  -  1.8ti,  Consumable  E 
2.9cb  -  1.8ti,  Consumable  E 
4.3mo  -  3.0ti  -  1.4al  - 
3.7(Cb  +  ta)  (1970) 


Nickel  Base  -  16cr 
Nickel  Base  -  16cr 
Nickel  Base 
Nickel  Base 
Nickel  Base 
Nickel  Base 
Nickel  Base 
Nickel  Base 
Nickel  Base 


16cr  - 
16cr  - 
19.5cr 
21.5cr 
22cr  - 
7.0cr  - 


37fe 
37te 
37fe 
37te 

-  I3.5CO  ■ 

-  9.0mo  - 


I8.5fe  (I 


1.50CO  -  9.0mo  -  0.60w 

16.5mo(1971)  Spec,  for  A 

19.5cr-13.5co-4.3mo-3.0ti-l  .4a  1  Consumable 
Nickel  Base  Alloy  Clad  Steel  Plate  (1969) 
Nickel  Base  12cr  -  4.5mo  -  2.0  (Cb  and  Ta)  ■  0.70ti  -  6 
Nickel  Base  15.5cr  -8.0  Fe  (1970)  Spec,  tor  Al 

Nickel  Base  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable 
Nickel  Base  19.5cr-13.5co-4.3mo-2.9ti-1.4al  Annealed,  C 
Nickel  Base  I9.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable 
Nickel  Base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable 
Nickel  Base  19.5cr-13.5co-4,3mo-3.0ti-1.4al  Consumable 
Nickel  Base,  Consumable  Electrode  or  Vacuum  Induction  M 
Nickel  Base,  Vacuum  Induction  Melted  (1970) 
Nickel  Chromium  Alloy  Powder  75cr(2)c(3)  +  25  (80ni-20c 
Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Ele 
Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys  for  Ele 
Nickel  Chromium  and  Nickel  Chromium  Iron  AHoys  (1970) 
Nickel  Chromium  Iron  Alloy  Pipe  (1970) 


ASTM 

TAPPI 

SWA 

SWA 

ASTM 

ASTM 

lES 

ANSI 

ANSI 

ANSI 

ANSI 

ASTM 

ASTM 

CISPI 

ANSI 

ASTM 

MCAA 

SWA 

SAE 

SWA 

NSA 

ASTM 

NSA 

SAE 

NACE 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

NCRPM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

SAMA 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 


D1321 

T6390S 

»108 

*61 

C191 

C266 

CP31 

PH22.47 

PH2.34 

PH22.47 

PH22.46 

E321 

D2819 

HSN-68T 

C8.34 

D407 

*1 

•92 

ASI131 

*43 

3418 

D2021 

3406 

ARPII48 

RPOl-70 

N16.4 

E385 

D2365 

D2470 

E266 

E263 

E264 

E265 

E261 

E262 

N16.3 

R38 

D2196 

B369 

B402 

B509 

B122 

B510 

B513 

A522 

A553 

A645 

A203 

A  302 

A353 

A533 

AMS4732 

AMS7734 

AMS7469A 

AMS7471B 

B433 

A410 

PMC21-4 

A265 

J470B 

AMS5660E 

AMS5606 

AMS5605 

AMS5701 

AMS5702 

AMS5703 

AMS5544B 

AMS5837A 

AMS5536G 

AMS5607 

AMS5706D 

A265 

AMS5377 

AMS5540H 

AMS5704A 

AMS5586A 

AMS5708 

AMS5707C 

AMS5709A 

AMS5832A 

AMS5828A 

AMS7875 

B344 

B76 

E38 

B517 
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Sid.  Spec,  for  Welded 

ents  /  Sid.  Spec,  for  Drawn  or  Rolled  Nickel  Chromium  and 

sld.  Melh.  of  Accelerated  Life  Tesl  of  Nickel  Chromium  and 
Sid.  Melh.  for  Chemical  Analysis  of  Nickel  Chromium  and 
y  Rod  and  Bar  (1970)  Sld.  Spec,  for 

y  Plale,  Sheet  and  Strip  (1970)  Sld.  Spec,  for 

and  Tempered,  for  Pressure  Vessels  (1969/  Sld.  Spec,  for 

c7.48  Sld.  Spec,  for 

oaling  Thicknesses  by  the  Magnetic  Melh.:  Eleclrodeposiled 
ant  66.5ni-2.9al-30cu  (1970)  Spec,  for 

h34.2  Sld.  Spec,  for 

ronic  Applications  (1970) 

9)  Rec.  Pract.  for  Use  of  Copper  and 

Copper  Base  Alloys  with 
less,  Heat  Resisting,  Maraging,  and  Other  Similar  Chromium 

Assembly  of  Large 
Sld.  Spec,  for  Welded 
Std.  Spec,  for 
Sld.  Spec,  for  Welded 

bars  (1970)  Sld.  Spec,  for 

finished  Bars  (1970)  Std.  Spec,  for 

ire  (1970)  Std.  Spec,  for  Chromium 

y  Pipe  Flanges,/  Std.  Spec,  for  Forged  or  Rolled  Chromium 

y  Plate,  Sheet,  and  Strip  (1970)  Std.  Spec,  for  Chromium 

y  Billets  and  Bars  for  Reforging/  Std.  Spec,  for  Chromium 

y  Bar  and  Wire  (1970)  Std.  Spec,  for  Chromium 

Trucks)  (1965) 

Trucks)  (1965) 
c  Industrial  Trucks)  (1965) 

Trucks)  (1965) 

Assembly  of  Small  Batteries  Lead  Acid  and 
Stainless  and  Heat  Resisting  Corrosion  Resisting  Chromium 
Std.  Spec,  for  Welded  Copper 
Std.  Spec,  for 

Std.  Spec,  for  Eleclrodeposiled  Coalings  of 
Wrought  Nickel  and 
c.  for  Copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper 

Sld.  Spec,  for 
Std.  Spec,  for  Cast  Copper 
Std.  Spec,  for  Sintered 
rip,  and  Rolled/  Std.  Spec,  for  Copper  Nickel  Zinc  Alloy 

Std.  Spec,  for  Copper  Nickel  Zinc  Alloy 
ec.  for  Stainless  and  Heat  Resisting  Chromium  and  Chromium 
Std.  Spec,  for  Stainless  and  Heal  Resisting  Chromium 
c.  for  High  Strength  Stainless  and  Heat  Resisting  Chromium 

Sld.  Spec,  for  Sintered 
Sld.  Spec,  for 

oy  Plate,  Sheet,  Strip,  and  Rolled/  Std.  Spec,  for  Copper 

and  Bar  (1970)  Std.  Spec,  for  Copper 

Std.  Melh.  for  Chemical  Analysis  of 
eth.  for  Measuring  Fast  Neutron  Flux  by  Radioaclivalion  of 
temperature.  Electrical,  Magnetic,  and  Other  Similar  Iron, 

Safety  Std.  for 

Sld.  Melh.  for  Conducting  Drop  Weight  Tesl  to  Determine 
Sld.  for  Mounting  of  Coupling  and 
Std.  for  Mounting  of  Coupling  and 
Std.  for  Mounting  of  Coupling  and 
Rec.  Pract.  for  Pipe  Unions  of  the  Nut  and 
Sld.  for  Air  Brake  Hose 
Rec.  Pract.  for  Clean  Out 
Std.  Melh.  of  Test  for  Amyl 
Code  for  the  Storage  of  Ammonium 
length  Uniformity  by  Fractional  Precipitation  of  Cellulose 

Std.  Spec,  for 
Spec,  for  Steel  Bars  and  Forgings, 
Spec,  for  Steel  Bars,  Forgings  and  Tubing, 
Rec.  for  Safe  Handling  and  Use  of 
e  by  Gas  Chromatography  (1971)  Std.  Melh.  of  Tesl  for 

Std.  Spec,  for  Apparatus  for  Microdetermination  of 
Sld.  Spec,  for  Apparatus  for  Microdetermination  of 
Test  Meth.  for  Determination  of  Amino 
Std.  Acceptable  Concentrations  of 
9)  ANSI  C59.108  Std.  Spec,  for 

Std.  Tesl  Meth.  for 

the  Measurement  of  Carbon  Dioxide  and  Monoxide;  Oxides  of 

Std.  for  Organic 

St  Melh.  for  Colorfastness  of  Textile  Fabrics  to  Oxides  of 
Test  Meth.  for  Colorfastness  to  Oxides  of 
Std.  for  Proteinaceous 
Std.  for  Automotive  Ductile 
Ductile 
Ductile 

er  Home  Basics,  Including  Partitions,  Acoustical  Ceilings 

Sld. 


Nickel  Chromium  Iron  Alloy  Tubes  (1970) 

Nickel  Chromium  Iron  Alloys  for  Electrical  Healing  Elem 


g  Microcircuils  (1971 ) 


Std.  Test  Procedure  for 


ASTM  B515 

ASTM  B344 

Nickel  Chromium  Iron  Alloys  for  Electrical  Healing  (197  ASTM  B76 

Nickel  Chromium  Iron  Alloys  (1970)  ASTM  E38 

Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alio      ASTM  B518 

Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alio      ASTM  B5I9 

Nickel  Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  ASTM  A543 

Nickel  Coaled  Soft  or  Annealed  Copper  Wire  (1969)  ANSI  ASTM  B355 

Nickel  Coatings  on  Magnetic  and  Nonmagnetic  Substrates  ASTM  B530 

Nickel  Copper  Alloy  Bars  and  Forgings,  Corrosion  Resist  SAE  AMS4677 

Nickel  Copper  Alloy  Seamless  Pipe  and  Tube  (1971)  ANSI  ASTM  B165 

Nickel  Copper  Alloy  Wire  and  Ribbon  67ni-30cu  for  Elect  SAE  AMS4731 

Nickel  Electroplating  Solutions  for  Eleclroforming  (196  ASTM  B503 

Nickel  in  Foundry  Pract.  (1965)  AFS  NF65II-I4 

Nickel  Iron  Alloys  (1970)  /  Chemical  Analysis  of  Slain  ASTM  E353 

Nickel  Iron  Batteries  (for  Electric  Trucks)  (1965)  ITA  8E2 

Nickel  Iron  Chromium  Alloy  Pipe  (1970)  ASTM  B514 

Nickel  Iron  Chromium  Alloy  Seamless  Pipe  and  Tube  (1971  ASTM  B407 

Nickel  Iron  Chromium  Alloy  Tubes  (1970)  ASTM  B516 

Nickel  Iron  Chromium  Silicon  Alloy  Billets  and  Forging  ASTM  B512 

Nickel  Iron  Chromium  Silicon  Alloy  Hoi  Rolled  and  Cold  ASTM  B511 

Nickel  Iron  Molybdenum  Copper  Columbium  Alloy  Weaving  W     ASTM  B475 

Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alio  ASTM  B462 

Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alio  ASTM  B463 

Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alio  ASTM  B472 

Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alio  ASTM  B473 

Nickel  Iron  24  Volt  Batteries;  Dimensions  (for  Electric  ITA  8E4 

Nickel  Iron  30  Volt  Batteries;  Dimensions  (for  Electric  ITA  8F2 

Nickel  Iron  36  Volt  Batteries  (Dimensions)  (for  Electri  ITA  8G2 

Nickel  Iron  48  Volt  Batteries;  Dimensions  (for  Electric  ITA  8H2 

Nickel  Iron  (for  Electric  Trucks)  (1965)  ITA  8C1 

Nickel  Manganese  Steel  Plate,  Sheet,  and  Strip  (1969)  ASTM  A412 

Nickel  Pipe  and  Tube  (1969)  ASTM  B467 

Nickel  Plate,  Sheet,  and  Stnp  (1969)  ASTM  B162 

Nickel  Plus  Chromium  (1971)  ANSI  053.15  ASTM  B456 

Nickel  Related  Alloys  (1969)  SAE  J470B 

Nickel  Rod  and  Bar  (1970)  Sld.  Spe  ASTM  B151 

Nickel  Seamless  Pipe  and  Tube  (1970)  ASTM  B161 

Nickel  Ship  Tailshaft  Sleeves  (1970)  ASTM  B492 

Nickel  Silver  Structural  Parts  (1970)  ANSI  H9.28  ASTM  B458 

(Nickel  Sliver)  and  Copper  Nickel  Alloy  Plate.  Sheet,  St  ASTM  B122 

(Nickel  Silver)  and  Copper  Nickel  Rod  and  Bar  (1970)  ASTM  B151 

Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion  Welded  ASTM  A240 

Nickel  Steel  Plale,  Sheet,  and  Strip  (1969)  ASTM  A167 

Nickel  Steel  Sheet  and  Strip  (1969)  Std.  Spe  ASTM  AI77 

Nickel  Steel  Structural  Parts  (1970)  ASTM  B484 

Nickel  Tin  Bronze  Castings  (1970)  ASTM  B292 

Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  All  ASTM  B122 

Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Rod  ASTM  B151 

Nickel  (1967)  ASTM  E39 

Nickel  (1970)  Sld.  M  ASTM  E264 

Nickel,  and  Cobalt  Base  Alloys  (1970)  /Alysis  of  High  ASTM  E354 

Night  Depositories  (1971)  UL  771 

Nil  Ductility  Transition  Temperature  of  Ferrilic  Steels  ASTM  E208 

Nipple  to  Air  Brake  and  Signal  Hose  (1970)  AAR  MSRP-E-51 

Nipple  to  Air  Brake  and  Signal  Hose  (1970)  AAR  MSRP-E-51B 

Nipple  to  Brake  Pipe  Hose  with  Protection  Sleeve  (1970)  AAR  MSRP-E-51A 

Nipple  Type  for  Locomotives;  300  Lb.  Pressure  (1970)  AAR  MSRP-L-26F 

Nipple  (1970)  AAR  MSRP-E-52 

Nipples  on  Tank  Trailers  (1970)  TTMA  RP33-70 

Nitrate  in  Diesel  Fuels  (1970)  ASTM  D1839 

Nitrate  (1970)  NFPA  490 

Nitrates  (1963)  Melh.  for  Cellulose  Chain  TAPPI  T238 

Nitration  Grade  Xylene  (1967)  ANSI  Z78.8  ASTM  D843 

Nitriding  Heat  Treated,  Tensile  (1971)  SAE  AMS6472A 

Nitriding  (1971)  SAE  AMS6470G 

Nitrocellulose  (Wet  Types)  (1970)  MCA  SD96 

Nitrogen  and  Carbon  Tetrafluoride  in  Sulfur  Hexafluorid  ASTM  D2685 

Nitrogen  by  Dumas  Method  (1970)  ANSI  Z99.1  ASTM  E148 

Nitrogen  by  Kjeldahl  Method  (1970)  ANSI  ZlOO.l  ASTM  E147 

Nitrogen  Content  of  Amines  or  Polyamides  (1968)  SPI  ERF25 

Nitrogen  Dioxide  (1971)  ANSI  Z37.13 

Nitrogen  Gas  as  an  Electrical  Insulating  Material  (R196  ASTM  D1933 

Nitrogen  in  Casein  and  Isolated  Soy  Protein  (R1968)  ASTM  D1803 

Nitrogen  in  Diesel  Exhaust  (1970)  Rec.  Pract.  for  SAE  J177 

Nitrogen  in  Paper  (1961)  TAPPI  T418 

Nitrogen  in  the  Atmosphere  (1971)  ANSI  L14.54  Te  AATCC  23 

Nitrogen  in  the  Atmosphere:  Rapid  Control  Tesl  (1971)  AATCC  75 

Nitrogenous  Materials  in  Paper  (QuaUtative)  (1968)  TAPPI  T417 

(Nodular)  Iron  Castings  (1970)  SAE  J434B 

(Nodular)  Iron  Castings,  Sand  60,  000  psi  Tensile  (1970)  SAE  AMS5315A 

(Nodular)  Iron  Castings,  Sand,  80,  000  psi  Tensile  (1970)  SAE  AMS5316A 

(Noise  Control)  (1970)  Tech.  Spec,  for  Quiet  AIM  A  9 

Noise  Level  in  Cable  Television  Systems  (1969)  NCTA  005-0669 

Noise  Level  Measurement  of  Power  Chain  Saws  (1970)  PSMA  Nl.1-66 

Noise  Margin  Measurements  for  Semiconductor  Logic  Gatin  EIA  RS390 


Office  of  Engineering  and  Information  Processing  Standards 


237 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


a  Guide  to  Selecting  Concrete  Masonry  Walls  for 
essing  Chemicals  (1970)  Std. 

Industrial  Truck  Tire 

%9)  Std.  for  Electrical  Transducer 

Rec.  Pract.  for  Ignition  System 
Std. 
Std. 

1964)  Std. 
iture  (1964) 

Std. 
Std. 

Rec.  Pract.  for 
Std. 

trailers  (1969) 

Std. 

Oil  Well  Cement 
Rec.  Pract.  for  Automotive  Brake  Definitions  and 
Std.  Code  of  Stratigraphic 
Rec.  Pract.  for  Gas  Turbine  Engine 
Rec.  Pract.  for  Fuel  Injection  Equipment 
Writing  and  Marking  Instrument 
Std.  Aerosol  Can  Valve 
Std.  on  Magnetostrictive  Materials;  Piezomagnetic 
.  Shovels  and  Mining  Cars  (5  MPH);  Selection  Procedure  and 
Types  of  Expansion  Joints;  Their  Basic  Application. 
Threads  (1965)  Std. 

Rec.  Pract.  for  Use  of  Engine  Terminology  and 

Std.  for 

or  Center  Plate  Gages,  Body,  Forty,  Fifty  and  Seventy  Tons 
le  Shoe  Brakes.  33  In.  Dia.  Wheels,  5  /  Std.  for  Limiting 

le  Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/  Std.  for  Limiting 

le  Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/  Std.  for  Limiting 

le  Shoe  Brakes,  38  In.  Dia.  One  Wear  W/  Std.  for  Limiting 

d  Block  (1967) 

Rec.  Meth.  for  Calculation  of 
Time  Division  Multiplex  Equipment  Std.  for 
ound  Electrical  Power  Unit,  Transportable  115/200  Volt  Ac 
ing  the  Strippability  of  a  Gummed  Reinforced  Sealing  Tape 
Std.  Spec,  for  Drycleaning  Detergent, 
Application  (Guide)  of  Sone  Loudness  Ratings  for 
th.  of  Measuring  (Including  Cost)  and  Recording  Patron  and 
electrical,  Wire  Terminating,  Bussing  Arrangement,  Blocks, 
Std.  Meth.  of  Test  for  Apparent  Density  of 
9a)  Std.  Spec,  for  Carbon  Steel  Axles, 

sing  Areas)  (1965/  Rec.  Pract.  for  Intrinsically  Safe  and 

s  (1969)  Std.  for 

Std.  Test  Meth.  for 
Std.  Spec,  for  Structural  Clay 
Structural  Design  of  Serpentine  Walls, 
Std.  for  Metallized  Dielectric  Capacitors  in  Metallic  and 
Std.  Dimensions  for  Medical  X  Ray  Sheet  Film  (Metric  and 
Roof  Spec.  Plate  for  Steep  Slope,  Asbestos 
ec.  Plate  for  Steep  Slope,  Asphalt:  No.  15  Asbestos  Felts, 
Std.  Test  Meth.  for  Rheological  Properties  of 
Std.  for  Water  Repellent  Preservative 
ulti  Storied  Structures  (1969)  the  Application  of 

Propyleneglycol  Monostearate, 
Ethyleneglycol  Monostearate, 
Diethyleneglycol  Monostearate, 
Glyceryl  Monostearate, 
Insert  Molded  in  Blind  Threaded,  Self  Locking, 
Insert  Molded  in  Blind  Threaded,  Self  Locking, 
Insert  Molded  In,  Thru  Threaded,  Self  Locking, 
Guide  Spec,  for 

g  Fill  (1970) 

Spec,  for  Graphite  Yarn, 
magnetic  Cores  to  be  Used  in  a  Linear  Select  Memory  with  A 
Minimum  Requirements  for 
Safety  Std.  for  Marine  Electrically  Operated  Pumps  for 

Safety  Std.  for 

Bottle  (Glass  Container)  Spec.  Guideline  for 
,  Degreasing  Grade  (1968)  Std.  Test  Meth.  for 

s,  Degreasing  Grade  (Nonreflux  Meth/  Tent.  Test  Meth.  for 

Std.  Dimensions  of  Projectable  Image  Area  on  35mm 
Std.  for  Motor  Vehicle  Brake  Fluid  (Used  Under 
Std.  for  Water  Absorptiveness  of 
d  Cement  Concrete  Airfield  Pavements,  Saw/  Std.  Spec,  for 

Std.  Test  Meth.  for  Hiding  Power  of 
quiremenls  for  Palletized  and  Rack  Storage  of  Ordinary  and 
(1969)  Product  Spec,  for 

for  Normal  Spectral  Emittance  at  Elevated  Temperatures  of 
ent  of  Coating  Thicknesses  by  the  Eddy  Current  Test  Meth.: 
Std.  for  Vending  Machine 
kable  1./  Spec,  for  Plastic  Tubing,  Electrical  Insulation 


Noise  Octave  Band  Measurement  of  Power  Chain  Saws  (1970 
Noise  Reduction  (1970) 

Nomenclature  and  Labeling  of  Prepared  Photographic  Proc 
Nomenclature  and  Rec.  Pract,  (1964) 

Nomenclature  and  Terminology  (for  Measuring  Systems)  (1 
Nomenclature  and  Terminology  (1970) 
Nomenclature  as  Used  in  Resistance  Welding  Pract.  (1955 
Nomenclature  for  Cantilever  Racks  (1967) 
Nomenclature  for  Drive  in  and  Drive  Thru  Pallet  Racks 
Nomenclature  for  Filling  Materials  Used  in  Bedding  Furn 
Nomenclature  for  Pallet  Racks  (1960) 
Nomenclature  for  Pallet  Stacking  Frames  (1964) 
Nomenclature  for  Rubbers  and  Rubber  Latices  (1971) 
Nomenclature  for  Spark  Igniter,  Gap  Types  (1971) 
Nomenclature  for  Structural  Steel  Shapes  (1970) 
Nomenclature  for  Wheels  and  Rims  Used  in  Truck  Bus  and 
Nomenclature  Relating  to  Plastics  (1971) 
Nomenclature  (1969) 
Nomenclature  (1969) 
Nomenclature  (1970) 
Nomenclature  (1970) 
Nomenclature  (1970) 
Nomenclature  (1970) 
Nomenclature  (1971) 
Nomenclature  (1971) 

Nomenclature  (1971)  /;  Fork  Lift  Trucks,  Mobile  Cranes 

Nomenclature,  Accessories,  Anchors  and  Test.  (1969) 
Nomenclature,  Definitions,  and  Letter  Symbols  for  Screw 
Nomenclature,  General  (1970) 
Nomenclature;  Bulldozer  (1969) 

Nominal  Capacity  (1970)  Rec.  Pract.  F 

Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Sing 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Sing 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Sing 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Sing 
Nominal  Height  of  Masonry  Walls  by  Courses  for  Brick  AN 
Nominal  Weight  of  Plastic  Pipe  (1968) 
Nominal  4  kHz  Channel  Bandwidths  (1970) 
(Nominal)  400  Hertz,  3  Phase  4  Wire  (Grounded  Neutral)  Y 
(Non  Asphaltic)  (1968)  Meth.  for  Determin 

Non  Charge  Type  (1970) 
Non  Ducted  Air  Moving  Devices  (1965) 

Non  Employee  Injury  Statistics  (1968)  Std.  Me 

Non  Feedthru,  Contact  Size  16  (1971)  /Ecting  Devices, 

Non  Free  Flowing  Metal  Powders  (1970)  ANSI  H9.32 
Non  Heat  Treated  and  Heat  Treated,  for  Railway  Use  (196 
Non  Incendive  Electrical  Instruments  (for  Hazardous  Hou 
Non  Integral  Industrial  Fluid  Power  Hydraulic  Reservoir 
Non  Lint  Content  of  Cotton  (1969) 
Non  Load  Bearing  Tile  (1971)  ANSI  A76.I 
Non  Loadbearing  (Tech.  Notes)  (1968) 
Non  Metallic  Cases  for  Direct  Current  Application  (1970 
Non  Metric)  (1969) 

Non  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970) 
Non  Nailable,  Mineral  Surface  (1970)  Roof  Sp 

Non  Newtonian  Materials  (1968) 
Non  Pressure  Treatment  of  Wood  Millwork  (1970) 
Non  Reinforced  Concrete  Masonry  Load  Bearing  Walls  in  M 
Non  Self  Emulsifying  (1952) 
Non  Self  Emulsifying  (1952) 
Non  Self  Emulsifying  (1953) 
Non  Self  Emulsifying  (1958) 

Non  Self  Locking,  Lightweight,  Sandwich  Panel  (1970) 
Non  Self  Locking,  Sandwich  Panel  (1970) 
Non  Self  Locking,  Sandwich  Panel  (1970) 
Non  Shrink  Portland  Cement  Grouts  (1969) 
Non  Structural  Deck  (Roofing);  Thermo  Setting  Insulatin 
Non  Structural;  2  Ply,  720  Filaments  (1970) 
Non  Symmetrical  Ratio  Operating  Under  Full  Switching  Co 
Non  Water  Carriage  Disposal  Systems  (1970) 
Non-Flammable  Liquids  (1968) 
Non-Integral  Marine  Fuel  Tanks  (1965) 
Nonalcoholic  Carbonated  Beverages  (1970) 
Nonamine  Acid  Acceptance  of  Halogenated  Organic  Solvent 
Nonamine  Acid  Acceptance  of  Halogenated  Organic  Solvent 
Nonanamorphic  Motion  Picture  Film  (1969) 
Nonartic  Conditions)  (1970) 

Nonbibulous  Paper  and  Paperboard  (Cobb  Test)  (1969) 
Nonbituminous  Inserts  for  Contraction  Joints  in  Portlan 
Nonchromatic  Paints  (1969) 

Noncombustible  Materials  (1971)  Re 
Noncombustible  Sound  Deadening  Board  in  Wall  Assemblies 
Nonconducting  Specimens  (1971)  Std.  Test  Meth. 

Nonconductive  Coatings  on  Nonmagnetic  Basis  Metals  (197 
Noncontact  Surfaces  and  Components  (1967) 
Noncrosslinked  Polyvinyl  Chloride,  Flexible,  Heat  Shrin 


PSMA 

N2.1-67 

NCMA 

g 

ANSI 

PH4.34 

ITA 

9A1 

ISA 

S37,l 

SAE 

J139 

RWMA 

16-1.1 

RMI 

5 

RMI 

•3 

ABFLO 

•1 

RMI 

♦2 

RMI 

♦4 

ASTM 

D1418 

SAE 

ARP484A 

AISI 

22 

SAE 

J393 

ASTM 

D883 

API 

BULIOC 

SAE 

J656E 

AAPG 

•2 

SAE 

J828A 

SAE 

J830A 

WIMA 

•1 

CSMA 

AG*2 

IEEE 

319 

TRA 

3 

EJMA 

•1 

ANSI 

B1.7 

SAE 

J604C 

SAE 

J729A 

AAR 

MSRP-B-5 

AAR 

MSRP-D-7 

AAR 

MSRP-D-8 

AAR 

MSRP-D-8A 

AAR 

MSRP-D-8B 

ILIA 

♦8.32 

SPI 

PPI-TR7 

EIA 

RS384 

SAE 

ARPI148 

GIA 

202M 

ASTM 

D2762 

AMCA 

302 

ANSI 

Z108.1 

NSA 

1824 

ASTM 

B417 

ASTM 

A21 

ISA 

RP12.2 

NFLDP 

T3. 16. 69,2 

ASTM 

D2812 

ASTM 

C56 

SCPI 

33 

EIA 

RS377 

ANSI 

PHI. 17 

NRCA 

•2-V9 

NRCA 

•2-V12 

ASTM 

D2196 

NWMA 

I.S.4 

NCMA 

9 

CTFA 

41 

CTFA 

42 

CTFA 

43 

CTFA 

22 

NSA 

1836 

NSA 

1832 

NSA 

1833 

CSI 

3316.1 

NRCA 

•2-123 

SAE 

AMS3890 

ASTM 

F125T 

ANSI 

Z4.3 

UL 

1113 

UL 

1102 

NSDA 

*1 

ASTM 

D2107 

ASTM 

D2942 

ANSI 

PH22.58 

SAE 

J1703B 

TAPPI 

T441 

ASTM 

D2828 

ASTM 

D1738 

FMS 

LPD8-25S 

AIM  A 

5 

ASTM 

E423 

ASTM 

B529 

NAMA 

•1-500 

SAE 

AMS3579 
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Std.  Melh  of  Liquid  Sampling  of 
Tent.  Meth.  for  Open  Bottle  Tap  Sampling  of 
Is;  Leak  Test.  (1971)  Code  for 

iquid  Penetrant;  Magnetic  Par/  Requirements  and  Melh.  for 

70) 

t  Fillers  for  Concrete  Paving  and  Structural  Construction 
Std.  for  Package  Quantities  of  Instant 
echanical  and  Quality  Requirements  for  Stainless  Steel  and 
vessels  (1971)  Identical  with  or  Similar  to  Astm 

essure  Vessels  Constructed  of  Carbon  and  Low  Alloy  Steels, 
Std.  for  Use  of  Inhalation  Anesthetics  (Flammable  and 
Sid.  Test  Melh.  for  Cloud  Point  of 
Test.  Meth.  for  Traffic  Test.  Floor  Polishes  Under 
ose  Tolerance,  Alloy  Steel.  Short  Thread,  Self  Locking  and 
crew,  Hex  Head.Tri  Wing  Recess.  Alloy  Steel.  Full  Thread. 
Screw.  Hex  Head.  Tri  Wiiig  Recess.  A286  CRES.  Full  Thread 
head.Tri  Wing  Recess.  6ar-4v  Titanium  Alloy,  Full  Thread, 
close  Tolerance,  A286  CRES,  Short  Thread.  Self  Locking  and 
close  Tolerance,  A286  CRES,  Long  Threads,  Self  Locking  and 
lose  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and 
ose  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and 
Tri  Wing  Recess.  A286  CRES,  Full  Thread,  Self  Locking  and 
ri  Wing  Recess,  Alloy  Steel,  Full  Thread,  Self  Locking  and 
Tri  Wing  Recess.  A286  CRES.  Full  Thread,  Self  Locking  and 
ecess,  6al-4v  Titanium  Alloy,  Full  Thread  Self  Locking  and 
ance,  6al-4v  Titanium  Alloy,  Long  Thread,  Self  Locking  and 
ce,  6al-4v,  Titanium  Alloy,  Short  Thread,  Self  Locking  and 
tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Short  Thread, 
ri  Wing  Recess  Close  Tolerance,  Alloy  Steel,  Short  Thread, 
short  Thread,  Tri  Wing  Recess,  A286  ORES,  Self  Locking  and 
hort  Thread,  Tri  Wing  Recess,  Alloy  Steel  Self  Locking  and 
Full  Thread,  Tri  Wing  Recess,  A286  CRES,  Self  Locking  and 
lose  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and 
,Tri  Wing  Recess.  Titanium  Alloy  6al-4v.  Self  Locking  and 
nee  6al-4v  Titanium  a  Alloy.  Long  Thread,  Self  Locking  and 
Close  Tolerance,  A286  CRES,  Long  Thread,  Self  Locking  and 
,  Tri  Wing  Recess.  Titanium  Alloy,  6al-4v  Self  Locking  and 
ull  Thread,  Tri  Wing  Recess,  Alloy  Steel,  Self  Locking  and 
close  Tolerance,  A286  CRES,  Short  Thread,  Self  Locking  and 
ance,  6al-4v  Titanium  Alloy  Short  Thread,  Self  Locking  and 
ess.  Close  Tolerance,  6al-4v  Titanium  Alloy,  Short  Thread, 
by  the  Eddy  Current  Test  Meth.:  Nonconductive  Coatings  on 
r  Measurement  of  Coaling  Thicknesses  by  the  Magnetic  Meth. 
g55.6  Std.  Spec,  for  Alloy  Steel  Forgings  for 

ic  Meth.:  Electrodeposited  Nickel  Coalings  on  Magnetic  and 
ggested  Good  Pract.  Regarding  Linings  of  Pressure  Vessels 
good  Pract.  Regarding  Internal  Pressure  Vessel  Structures 
Pract.  Regarding  Design  of  Supports  for  Pressure  Vessels 
ractice  Regarding  Corrosion  Allowance  of  Pressure  Vessels 
crating  Temperature  of  (Pressure)  Vessel  Walls  in  Service 
rating  Temperatures  of  (Pressure)  Vessel  Walls  in  Service 

Uniform  Pract.  for 
Rec.  Pract.  for 

Prefabricated  Shower  Receptors,  Shower  Stalls  and 
Std.  for  Fixed  Film  Dielectric  Capacitors  in  Metallic  and 

Rec.  Pract.  for 

urrent  Memory  with  a  Two  to  One  Se/  Std.  Melh.  of  Testing 

t  Memory  with  a  Non  Symmetrical  /  Tent.  Melh.  of  Test  for 

(/  Std.  Meth.  of  Test  for  Complex  Dielectric  Constant  of 

errimagnetic  Resonance  Linewidth  and  Gyromagnetic  Ratio  of 
St  for  Saturation  Magnetization  or  Saturation  Induction  of 
ec.  Pract.  for  Atmospheric  Environmental  Exposure  Test,  of 
pract.  for  Operating  Xenon  Arc  Type  Apparatus  for  Light  of 
g  Enclosed  Carbon  Arc  Type  Apparatus  for  Light  Exposure  of 
Water  Exposure  Apparatus  (Xenon  Arc  Type)  for  Exposure  of 
Std.  Spec,  for  Zirconium  Forgings  and  Extrusions  for 
Std.  Spec,  for  Primary  Zirconium  for 
Std.  Spec,  for  Zirconium  Ingots  for 
Std.  Spec,  for  Seamless  and  Welded  Zirconium  Tubes  for 

Std.  Spec,  for 

spec,  for  Nonskinning  Bulk  Sealing  Compounds  (Sealants  for 
Std.  Spec,  for  Asbestos  Cement 
Std.  Spec,  for  Asbestos  Cement 
eptance  of  Halogenated  Organic  Solvents,  Degreasing  Grade 
et  Joints  (1970)  Std.  Spec,  for 

Spec,  for  Cast  in  Place 
c33.42  Safety  Std.  for 

ings)  (1968)  Spec,  for  Nonskinning. 

ec.  for  Dental  Duplicating  Material  (Tnermo-Reversible  and 

Std.  Spec,  for 
Std.  Meth.  of  Test. 

ous  Surfaces)  (1968)  Spec,  for 

%8)  Spec,  for 

ants  in  Buildings)  (1968)  Spec,  for 

uction  (1971)  Suggested  Span  Allowances  for 


Noncryogenic  Aerospace  Propellants  (1970) 
Noncryogenic  Fluid  Systems  (1968) 

Nondestructive  Examination  of  Boiler  and  Pressure  Vesse 
Nondestructive  Examination:  Radiographic.  Ultrasonic;  L 
Nondestructive  Inspection  Std.  for  Bolts  and  Screws  (19 
Nondestructive  Testing  Terminology  (1971) 
(Nonextruding  and  Resilient  Bituminous  Types)  (1971)  Ans 
Nonfat  Dry  Milk  (1970) 

Nonferrous  Bolts.  Screws.  Studs  and  Nuts  (1968) 
Nonferrous  Material  Code  Spec,  for  Boiler  and  Pressure 
Nonferrous  Materials.  High  Alloy  Steel,  Cast  Iron,  Inte 
Nonflammable)  (1971) 
Nonionic  Surfactants  (1970) 
Nonlaboratory  Controlled  Conditions  (1966) 


/the  M 


Nonlocking  (1967) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlocking  (1970) 
Nonlockmg  (1970) 
Nonlocking  (1970) 
Nonlockmg  (1970) 
Nonlocking  (1970) 


/  100  Deg.  Head.  Tri  Wing  Recess.  CI 


Screw,  Hex 
Boh,  Hex  Head, 
Bolt,  Hex  Head, 
Bolt,  Hex  Head,  C 
Bolt,  Hex  Head,  CI 
Screw,  100  Deg.  Head, 
Screw,  100  Deg.  Head,  T 
Screw,  100  Deg.  Oval  Head 
Screw.  100  Deg.  Tri  Wing  R 
Bolt,  Hex  Head.  Close  Toler 
Bolt,  Hex  Head,  Close  Toleran 
Bolt,  100  Deg.  Reduced  Head, 
Bolt,  100  Deg.  Reduced  Head,  T 
Bolt,  Pan  Head,  Close  Tolerance, 
Bolt,  Pan  Head,  Close  Tolerance,  S 
Screw,  Machine  Flat  Fillister  Head, 
/,  100  Deg.  Head,  Tri  Wing  Recess,  C 
/Head,  Close  Tolerance,  Short  Thread 
/Head,  TRI  Wing  Recess,  Close  Tolera 
/Lt,  100  Deg.  Head,  Tri  Wing  Recess, 
/Ne  Flat  Fillister  Head,  Full  Thread 
/Rew,  Machine  Flat  Fillister  Head,  F 
/T,  100  Deg.  Head.Tri  Wing  Recess, 
10  Deg.  Tri  Wing  Recess,  Close  Toler 
/ 1 00  Deg.  Reduced  Head,  Tri  Wing  Rec 
Nonmagnetic  Basis  Metals  (1970)  /F  Coating  Thicknesses 

Nonmagnetic  Coatings  on  Magnetic  Basis  Metals  (1969) 
Nonmagnetic  Retaining  Rings  for  Generators  (1968)  ANSI 


/Icknesses  by  the  Magnet 
Su 

Suggested 
Suggested  Good 
Suggested  Good  P 
/Eth.  for  Obtaining  Op 
/or  Obtaining  the  Ope 


Nonmagnetic  Substrates  (1970) 
(Nonmandatory  Appendices)  (1971) 
(Nonmandatory  Appendices)  (1971) 
(Nonmandatory  Appendices)  (1971) 
(Nonmandatory  Appendices)  (1971) 
(Nonmandatory  Appendices)  (1971) 
(Nonmandatory  Appendix  13)  (1971) 

Nonmembership  Requirement  for  Who's  Who  Listing  (1969) 
Nonmetallic  Automotive  Gasket  Materials  (1970) 
Nonmetallic  Bathtubs  (1969) 

Nonmetallic  Cases  for  Direct  Current  Application  (1970) 
Nonmetallic  Loom  (1968) 

Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Coincident  C 
Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Linear  Selec 
Nonmetallic  Magnetic  Materials  at  Microwave  Frequencies 


/.  of  Test  for  F 
/Td.  Meth.  of  Te 
Tent.  R 
Rec. 

Rec.  Pract.  for  Operatin 
/  for  Operating  Light  and 


Nonmetallic  Magnetic  Materials  (1970) 
Nonmetallic  Magnetic  Materials  (1970) 
Nonmetallic  Materials  (1969) 
Nonmetallic  Materials  (1970) 
Nonmetallic  Materials  (1970) 
Nonmetallic  Materials  (1970) 
Nonnuclear  Apphcation  (1969) 
Nonnuclear  Apphcation  (1969) 
Nonnuclear  Application  (1969) 
Nonnuclear  Application  (1970) 
Nonoriented  Propylene  Plastic  Film  (1969) 
Nonporous  Surfaces)  (1968) 
Nonpressure  Sewer  Pipe  (1971) 
Nonpressure  Small  Diameter  Sewer  Pipe  (1971) 
(Nonreflux  Meth.)  (1971)  IT  Meth.  for  Nonamine  Acid  Acc 

Nonreinforced  Concrete  Irrigation  Pipe  with  Rubber  Gask 
Nonreinforced  Concrete  Pipe  (1970) 

Nonrenewable,  Renewable  and  Multiple  Fuses  (1971)  ANSI 
Nonresilient  Preformed  Compounds  (for  Sealants  in  Build 
Nonreversible)  (1968)  Sp 
Nonrigid  Vinyl  Chloride  Plastic  Sheeting  (1969) 
Nonrigid  Vinyl  Chloride  Polymer  Tubing  (1971) 
Nonskinning  Bulk  Seahng  Compounds  (Sealants  for  Nonpor 
Nonskinning  Resilient  Preformed  Compounds  (Sealants)  (1 
Nonskinning,  Nonresilient  Preformed  Compounds  (for  Seal 
Nonstress  Graded  Redwood  Lumber  for  Redwood  Deck  Constr 
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F309 

F301T 

BPVCVIO 

BPVCV 

AS1177 

BUL5T1 

D1751 

PS37 

104 

BPVCIIB 

BPVC8-1-C 

56A 

D2024 

81 
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6000-3 
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NAAMMSS-IA 
ASTM  C428 
ASTM  C644 
ASTM  D2942 
ASTM  C505 
ACI  346 
UL  198 
NAAMMSS-IC 
ADA  20 
ASTM  D1593 
ASTM  D876 
NAAMMSS-IA 
NAAMMSS-IB 
NAAMMSS-IC 
CRA  3C2-5 
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Test,  and  Rating 

ives  (1970)  Rec.  Pract.  for  Spark  Arresters  for 

71 )  Std.  for  Spark  Arrester  Test  Apparatus  (for 

Rec.  Pract.  for  Determining 
Adhesives  (1970)  Std.  Test  Melh.  for 

their  Admixtures  (1971)  Std.  Meth.  of  Test  for 

Ivent  Based,  and  Polymer  Emulsion  F/  Tent.  Test  Meth.  for 

Tent.  Std.  for  Species  Identification  of 

0)  Std.  for  Cut  Length  Tolerances  for 

0)  Std.  for  Angle  Cut  Tolerances  for 

meth.  for  Determining  Values  of  Sinusoidal  Current  Wave,  A 
Duty  Trucks,  School  Buses,  Trailers  and  Semitrailers,  for 
onconducting  Specimens  (1971)  Std.  Test  Meth.  for 

h.  for  Water  Vapor  Transmission  Rate  of  Sheet  Materials  at 
Rec.  Pract.  for  Selecting  Proportions  for 
Std.  Spec,  for  9%  Nickel  Alloy  Steel  Plates,  Double 
Bolts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant, 
ised  Pole  Butts  by  the  Thermal  Process,  Western  Red  Cedar, 
968)  Spindle 
1/  Spec,  for  Super  8  Motion  Picture  Film  Camera  Cartridge 

Rec.  Pract.  for  Turbine 
Std.  for  Diesel  Fuel  Injection 
s(1970)  Rec.  Pract.  for  Calibrating 

Diesel  Fuel  Injection 
Std.  Meth.  of  Test  for  Reheat  Change  of  Fireclay 
for  Supplementary  Requirements  for  Nickel  Alloy  Plate  for 
upplementary  Requirements  for  Nickel  Alloy  Rod  and  Bar  for 
y  Requirements  for  Nickel  Alloy  Seamless  Pipe  and  Tube  for 
le  Materials  Outside  Reactors  (1969)  Std 
Plant  Guide  to  Sampling  Airborne  Radioactive  Materials  in 
rical  Penetration  Assemblies  in  Containment  Structures  for 
Std.  Meth.  for  Measurement  of  Lattice  Spacing  of 
Std.  for  High  Voltage  Connectors  for 
s  of  Terms  Symbols,  Conventions  and  References  Relating  to 
rmining  the  Density  of  Soil  and  Soil  Aggregate  in  Place  by 

By 

std.  Spec,  for  Sheathed  Electrical  Resistance  Heaters,  for 
Criteria  for  Class  le  Electric  Systems  for 
Criteria  for  Protection  Systems  for 
sure  Vessel  Code)  (1971)  Requirements  for 

and  Pressure  Vessel  Code)  (1971)  Requirements  for 

essure  Vessel  Code)  (1971)  Requirements  for 

ive  Materials  in  NucI/  Std.  for  Selection  and  Training  of 

Std.  for  Selection  and  Training  of 
tests)  (Boiler  and  Pre/  Rules  for  Inservice  Inspection  of 

easurement  of  Delayed  Neutron  Emitting  Fission  Products  in 
live  Wastes  From  the  Operation  of  Uranium  Mines  and  Mills 
ood  Pract.  for  the  Performance  of  Critical  Experiments  for 
irconium  and  Zirconium  Alloy  Seamless  and  Welded  Tubes  for 

ean  Rooms  and  Clean  Work  Stations  by  Use  of  a  Condensation 
ivity)  and  Dissipation  Factor  of  Epoxy  Compounds  Using  the 
Std.  Test  Meth.  for  Saponification 
Std.  F  Coupler  Operating  Rod  for  Use  with 
Tent.  Meth  for  Acid 
Std.  Meth.  of  Test  for  Iodine  Adsorption 
Meth.  for  Determining  Permanganate 
Std.  Test  Meth.  for  Peroxide 
Meth.  for  Copper 
Tent.  Std.  for  Book  Bulk  and  Bulking 
Std.  Meth.  for  Book  Bulk  and  Bulking 
Tent.  Std.  for  Bending 
Tent.  Meth.  of  Test  for  Total  Base 
Std.  Meth.  of  Test  for  Peroxide 
Meth.  for  Peroxide 
Determination  of  Oxygen 
Determination  of  Oxygen 
Tent.  Std.  for  Kappa 
Std.  for  Chlorine 
Std.  for  Copper 
Std.  Meth.  of  Test  for  Saponification 
Std.  Meth.  of  Test  for  Acid 
Characteristics  of  Motor  Fuels  by  the  Distribution  Octane 

Permanganate 
Roe  Chlorine 
Rec.  Pract.  for  Boat  Serial 
Saturating  Property  of  Roofing  and  Flooring  Felt  Kerosine 

Std.  Spec,  for 
Uniform  Dash 
Std.  for 

Well  Data  Glossary  and  Unique  Well 
NCTA  Std. 

Battery  Replacement  Data;  Group 
hange  Frei/  Instructions  Regarding  Assignment  of  Approval 

Rec.  Product  Code 


Nonsubmersible  Pump  Motors  (Water  Systems)  (1971)  WSC 
Nonturbocharged  Diesel  Engines  Used  in  Railroad  Locomot  AAR 
Nonturbocharged  Diesel  Railroad  Locomotive  Engines)  (19  AAR 
Nonvolatile  Content  of  Paint  and  Paint  Materials  (1969)  ASTM 
Nonvolatile  Content  of  Phenol,  Resorcinol,  and  Melamine  ASTM 
Nonvolatile  Matter  in  Halogenated  Organic  Solvents  and  ASTM 
Nonvolatile  Matter  (Total  Solids)  in  Water  Emulsion,  So  ASTM 
Nonwoody  Vegetable  Fibers  (1947)  TAPPI 
Nordihydroguaiaretic  Acid  (1966)  CTFA 
Normal  Extrusions  (Extruded  Solid  Rubber  Products)  (197  RMA 
Normal  Extrusions  (Extruded  Solid  Rubber  Products)  (197  RMA 
Normal  Frequency  Recovery  Voltage,  and  a  Guide  for  Calc  ANSI 
Normal  Highway  Service  (1971)  /Tires;  Medium  and  Heavy  SAE 

Normal  Spectral  Emittance  at  Elevated  Temperatures  of  N  ASTM 
Normal  Temperature  (1971)  Met  TAPPI 

Normal  Weight  Concrete  (1970)  ACI 
Normalized  and  Tempered,  for  Pressure  Vessels  (1971)  ASTM 
Normalized  and  Tempered,  Roll  Threaded  (1970)  SAE 
Northern  White  Cedar  and  /Reservative  Treatment  of  Inc  AWPA 

Noses  and  Tool  Shanks  for  Horizontal  Boring  Machines  (1  ANSI 
Notches  for  Exposure  Control  and  Stock  Identification  ANSI 
Nozzle  Area  Measurement  by  Airflow  Meth.  (1971)  SAE 
Nozzle  Holder  Assemblies  (1969)  SAE 
Nozzle  Holder  Assembly  for  Diesel  Fuel  Injection  System  SAE 
Nozzle  Holder  Assembly  (9.5mm)  (1968)  SAE 
Nozzles  and  Sleeves  (1970)  ASTM 
Nuclear  Applications  (1970)  Std.  Spec.  ASTM 

Nuclear  Applications  (1970)  Std.  Spec,  for  S  ASTM 

Nuclear  Applications  (1970)  /D.  Spec,  for  Supplementar  ASTM 

Nuclear  Criticality  Safety  in  Operations  with  Fissionab  ANSI 
Nuclear  Facilities  (1969)  /D  Training  of  Nuclear  Power  ANSI 

Nuclear  Fueled  Power  Generating  Stations  (1971)  /Elect  IEEE 

Nuclear  Graphite  (1969)  ASTM 
Nuclear  Instruments  (1971)  ANSI 
Nuclear  Magnetic  Resonance  Spectroscopy  (1969)  /Nition  ASTM 


/.  Meth.  for  Dete  ASTM 
ASTM 


ic  Acid  Titration  (19/ 


Nuclear  Meth.  (Shallow  Depth)  (1971) 
Nuclear  Meth.  (1971) 

Nuclear  or  Other  Specialized  Service  (1971)  ASTM 

Nuclear  Power  Generating  Stations  (1970)  IEEE 

Nuclear  Power  Generating  Stations  (1971)  IEEE 

Nuclear  Power  Plant  Component  Supports  (Boiler  and  Pres  ASME 

Nuclear  Power  Plant  Components,  for  Classes  1-3  (Boiler  ASME 

Nuclear  Power  Plant  Components,  Mc  Class  (Boiler  and  Pr  ASME 

Nuclear  Power  Plant  Guide  to  Sampling  Airborne  Radioact  ANSI 

Nuclear  Power  Plant  Personnel  (1971)  ANSI 

Nuclear  Reactor  Coolant  Systems  (Including  Hydrostatic  ASME 

Nuclear  Reactor  Coolant  Water  During  Reactor  Operation  ASTM 
(Nuclear  Reactor)  (1964)                  /T.  in  the  Disposal  of  Radioac  AICE 

Nuclear  Research  and  Development,  Including  Glossary  (1  ANS 
Nuclear  Service  (1971)                          Std.  Spec,  for  Wrought  Z  ASTM 

Nuclear  Steam  Supply  Systems  for  Reactor  Fuel  (1969)  ASME 
Nuclei  Detector  (1970)  /Ssociated  with  Laminar  Flow  CI  ASTM 
Null  Meth.  Three  Terminal  Measurement  (1969)             /(Permitl  SPI 

Number  by  Color  Indicator  Titration  (R1969)  ANSI  Z11.20  ASTM 

Number  C-F  79  A-Ht  (1970)  AAR 

Number  for  Certain  Alkali  Soluble  Resins  (1970)  CSMA 

Number  of  Carbon  Black  (1970)  ASTM 

Number  of  Chemical  Pulp  (1971)  TAPPI 

Number  of  Mineral  Insulating  Oils  (R1969)  ANSI  C59.65  ASTM 

Number  of  Paper  and  Paperboard  (1968)  TAPPI 

Number  of  Paper  (1965)  TAPPI 

Number  of  Paper  (1969)  ASTM 

Number  of  Paperboard  (1966)  TAPPI 

Number  of  Petroleum  Products  by  Potentiometric  Perchlor  ASTM 

Number  of  Petroleum  Wax  (1970)  ANSI  Z!  1.176  ASTM 

Number  of  Petroleum  Wax  (1971)  TAPPI 

Number  of  Plumage  (Titration  Meth.)  (1968)  ABFLO 

Number  of  Plumage  (1968)  -  ABFLO 

Number  of  Pulp  (1960)  TAPPI 

Number  of  Pulp  (1969)  TAPPI 

Number  of  Pulp  (1970)  TAPPI 

Number  of  Rosin  (R1970)  ASTM 

Number  of  Rosin  (R1970)  ASTM 
Number  (Don)  Meth.  (1970)            /Nt.  Meth.  of  Test  for  Knock  ASTM 

Number  (for  Highly  Lignified  Pulps)  (1971)  TAPPI 

Number  (Short  Time  Correction  Factor)  (1971)  TAPPI 

Number  (1968)  BIA 
Number)  (1971)                                                         Meth.  for  TAPPI 

Numbered  Cotton  and  Army  Duck  (Fabric)  (1970)  ASTM 

Numbering  System  for  0-Rings  (1971)  SAE 

Numbering  System  for  Wrought  or  Rolled  Steel  (1969)  SAE 

Numbering  System  (1966)  API 

Numbering  System  (1968)  NCTA 

Numbers  and  Spec.  (1970)  BCI 

Numbers  for  Approved  Journal  Roller  Bearings  for  Interc  AAR 

Numbers  for  the  Grocery  Industry  (1964)  GMA 


*5 

MSRP-F-251 

MSRP-F-253 

D2832 

D1582 

D2109 

D2834 

TIO 

98 

'8.32 

*8.33 

C37.5 

J161 

E423 

T448SU 

211.1 

A353 

AMS7454E 

C7-71 

B5.40 

PH22.166 

ARP1195 

J629B 

J968B 

J347 

C605 

B509 

B510 

B513 

N16.1 

N13.1 

317 

C558 

N42.4 

E386 

D2922 

D2950 

E420 

308 

279 

BPVCIIINF 

BPVCIII 

BPVCIIINE 

N13.1 

N18.1 

BPVC 

D2470 

*13 

1 

B353 

PTC32,1 

F91 

ERF26 
D94 

MSRP-C-60C 

245B 

D1510 

T214SU 

D1563 

T430 

T500 

D2175 

T495 

D2896T 

D1832 

T659 

A-7 

A-5 

T236 

T202 

T215 

D464 

D465 

D2886T 

UM-201 

UM-209 

302 

T427SU 

D230 

AS568 

J402B 

BULD12 

004-0668 

•1.56 

MSRP-D-55 
•1-5.4 
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Std  for  Passenger  Car  Vehicle  Identification 
ssenger  Car  Vehicle  Engine  and  Transmission  Identification 
Rec.  Pract.  for  Boat  Serial 
hat  Hooks,  Closet  Bars,  Apartment  Knockers,  Viewers,  House 
Rec.  Pract,  for  Truck  Vehicle  Identification 
1970)  Rec.  Pract.  for  Vehicle  Identification 

Symbols  for  Use  with 

64)  Steam  Turbines 

Tool  Holders  Basic  tor 
1970)  Rec.  Pract.  for  Pipe  Unions  of  the 

-Bored  (1971)  Std.  Part 


Rec.  Pract.  for  Pa 


/N  Guards,  Handrail  Brackets,  Coat  and 


am  Locomotives  -  Railway)  (1971) 
loating  (1971) 


Spec,  for  Gland 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 

teel  Bolts  for  Structural  Steel  Joints,  Including  Suitable 
Std.  for  Bolt  Heads,  Nuts,  Castle  or  Slotted 
e  (1969)  ANSI  E38./  Std.  Spec,  for  Carbon  and  Alloy  Steel 

Std.  for  Hexagon  High 
or  Stainless  Steel  and  Nonferrous  Bolts,  Screws,  Studs  and 

Square  and  Hex 
Rec.  Pract.  for  the  Surface  Discontinuities  on 
or  Heat  Treated  Carbon  Steel  Track  Bolts,  and  Carbon  Steel 
Std.  for  Square  and  Hex  and  Wing 
Std.  for  Spring 
Std.  for  Push  on  Spring 
Std.  for  Mechanical  and  Quality  Requirements  for  Steel 
ive)  (1954)  Std.  for  Bolt  Heads, 

ton  and  Wool  (1968)  Quantitative  Determination  of 

otton  Content  in  Mixtures  of  Cotton  And/or  Rayon,  Acetate, 

Std.  Part  Clamp  (Loop, 
1964)  Corrugators  Box  Tape  Industry  Spec,  for  Glass, 

Packing,  Preformed,  Mil-R-25897  Rubber,  75  Shore, 
Packing,  Preformed,  Mil-R-25897  Rubber,  90  Shore, 
ght  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  75  Shore 
ht  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  90  Shore, 
Std.  Meth.  for  Test.  Rubber 
Uniform  Dash  Numbering  System  for 
Spec.  Manual;  Certified 
Flooring  Grading  Rules, 
raft  (1970)  Design 
Pract.  for  Flight  Deck  Instrumentation  and  Display  Design 
Rec.  Pract.  for  Goniophotometry  of  Reflecting 
Clearance  Diagrams  Fixed 
Clearance  Diagrams  Fixed 
Spec,  for  Clearance  Diagrams  Fixed 
Spec,  for  Clearance  Diagrams  Fixed 
Spec,  for  Clearance  Diagrams  Fixed 
Clearance  Diagrams  (Fixed 
National  Building  Classification  Code  of 
Rec.  for  Location,  Construction, 
Rec.  for  Flight  Simulator  System  Construction, 
ction.  Alteration,  Removal,  Demolition,  Equipment,  Use  and 
(1971)  Test.  Meth.  for 

Std.  Spec,  for  Substitute 
Std,  Spec,  for 

Spec,  for  Photographic  Grade  Sodium  Metaborate, 
r  Knock  Characteristics  of  Motor  Fuels  by  the  Distribution 
Tent.  Meth.  of  Test  for  Research  and  Motor  Method 

Noise 

Std.  Meth.  of  Test  for 
Std.  for  Rating 
Std.  Meth.  for  Detecting 
Meth.  for 
Safety  Std.  for 
Std.  Accounting  System  for  Uniform  Accounting  for 
Rec.  Std.  Meth.  of  Floor  Measurement  for 
Std.  Operating  Voltage  Range  of 
Std.  Length  of  Cable  for 
Rec.  Safe  Pract.  in  Pattern  Shops,  Laboratories,  and 
uction.  Occupancy  and  Fire  Protection  of  Telephone  Control 
Grading  Rules  for  Laminated  Decking 
Spec,  for 

Rec.  Prac.  for  Planning,  Designing  and  Construction  Fixed 
matography)  (1/  Std.  Meth.  for  Identification  of  Oils  and 

Spec,  for 

h.  for  Spectrophotometric  Diene  Value  of  Dehydrated  Castor 
Std.  Meth.  of  Test  for  Bond  of 
Std.  Meth.  of  Test  for  Slump  of 
Std.  Meth.  of  Test  for  Staining  of 
Std.  Meth.  of  Test  for  Extrudability  of 
Std.  Test  Meth.  for  Shrinkage  and  Tenacity  of 
unds  (1971)  Tent.  Test  Meth.  for  Volatility  of 


nt  to  Industrial  Side/ 


ces (1971) 


70) 

1969) 

.12 


Numbers  (1968) 
Numbers  (1969) 
Numbers  (1970) 
Numbers  (1970) 
Numbers  (197!) 
Numbers,  for  Visibility  and  Durability  of  Motorcycles 
Numerical  Control  Systems  (1970) 

(Numerical  Examples  of  Various  Turbine  Calculations)  (19 
Numerically  Controlled  Machine  Tools  (1970) 
Nut  and  Nipple  Type  for  Locomotives;  300  Lb.  Pressure 
Nut  Assembly,  Self  Locking,  Gang  Channel,  Low  Height,  C 
Nut  Wire,  Cold  Rolled  (1962) 

Nut  (Outside  Screw)  (for  Globe  and  Angle  Valves  for  Ste 

N  ut.  Self  Locking,  Plate  Corner,  Low  Height,  Csk  ( 1 97 1 ) 

Nut,  Self  Locking,  Plate  One  Lug,  Low  Height,  C-Bore,  F 

N  ut.  Self  Locking,  Plate  One  Lug,  Low  Height,  Csk  (1971 

Nut,  Self  Locking,  Plate  Two  Lug,  Low  Height,  Csk  (1971 

Nuts  and  Plain  Hardened  Washers  (1971)  /Igh  Strength  S 

Nuts  and  Screw  Threads  (Locomotive)  (1954) 

Nuts  for  Bolts  for  High  Pressure  and  Temperature  Servic 

Nuts  (1968) 

Nuts  (1968)  /the  Mechanical  and  Quality  Requirements  F 

Nuts  (1969) 
Nuts  (1969) 

Nuts  (1969)  Spec.  F 

Nuts  (1970) 
Nuts  (1970) 
Nuts  (1970) 
Nuts  (1970) 

Nuts,  Castle  or  Slotted  Nuts  and  Screw  Threads  (Locomot 
Nylon  Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cot 
Nylon  (1968)  Quantitative  Determination  of  C 

Nylon)  (1971) 

Nylon,  All  Purpose,  Paper,  Cloth,  and  Multi  Ply  Types 
0-Ring  Tension  Test.  Calculations  (1971) 
0-Ring  (1970) 
0-Ring  (1970) 

0-Ring  (1970)  Packing,  Preformed,  Strai 

0-Ring  (1970)  Packing,  Preformed,  Straig 

O-Rings  (1968) 
0-Rings  (1971) 
Oak  Floors  (1969) 

Oak,  Pecan,  Beech,  Birch,  Hard  Maple  (1968) 

Objectives  for  Flying  Qualities  of  Civil  Transport  Aire 

Objectives  for  Transport  Aircraft  (1971)  Rec. 

Objects  and  Materials  (1970) 

Obstructions  for  Building  Doors  (1969) 

Obstructions  for  Railway  Bridges  and  Turntables  (1969) 

Obstructions  for  Single  Track  Tunnel  (1969) 

Obstructions  for  Structures  Other  Than  Platforms  Adjace 

Obstructions  Lines  for  Third  Rail  Territory  (1969) 

Obstructions)  for  Double  Track  Tunnel  (1969) 

Occupancies  and  Their  Special  Requirements  (1967) 

Occupancy  and  Fire  Protection  of  Telephone  Control  Offi 

Occupancy  and  Fire  Protection  (1971) 

Occupancy,  Location  and  Maintenance  of  Buildings  and  St 

Occupant  Restraint  System  Evaluation  of  Passenger  Cars 

Ocean  Water  (1965) 

Ocher  (R1969) 

Octahydrate  (1970) 

Octane  Number  (Don)  Meth.  (1970)  /Nt.  Meth.  of  Test  Fo 

Octane  Ratings  Using  on  Line  Analyzers  (1970) 

Octave  Band  Measurement  of  Power  Chain  Saws  (1970) 

Odor  in  Industrial  Water  and  Industrial  Waste  Water  (19 

Odor  Intensity  of  Petroleum  Wax  (1971) 

Odor  of  Drycleaning  Detergent  on  a  Drycleaned  Garment 

Odor  of  Packaging  Materials  (1953) 

Office  Appliances  and  Business  Equipment  (1970)  ANSI  X4 
Office  Buildings  (1944) 
Office  Buildings  (1956) 
Office  Dictating  Machines  (1954) 
Office  Dictating  Machines  (1954) 
Offices  in  Metal  Castmg  (1970) 
Offices  (1971) 
(Offset  Type)  (1963) 
Offshore  Cranes  (1971) 
Offshore  Platforms  (1971) 

Oil  Acids  in  Solvent  From  Solvent  Type  Paints  (Gas  Chro 

Oil  and  Gas  Well  Cements  and  Its  Additives  (1971) 

Oil  and  Its  Derivatives  (1969)  Std.  Test  Met 

Oil  and  Resin  Base  Caulking  Compound  (1969) 

Oil  and  Resin  Base  Caulking  Compounds  (1966) 

Oil  and  Resin  Base  Caulking  Compounds  (1966) 

Oil  and  Resin  Base  Caulking  Compounds  (1969) 

Oil  and  Resin  Base  Caulking  Compounds  (1969) 

Oil  and  Resin  Based,  Knife  Grade,  Channel  Glazing  Compo 


Rec.  for  Location,  Conslr 


SAE 

SAE 

ABYC 

BHMA 

SAE 

SAE 

EIA 

ASME 

NSA 

AAR 

NSA 

SWA 

AAR 

NSA 

NSA 

NSA 

NSA 

ASTM 

AAR 

ASTM 

SAE 

IFI 

SAE 

SAE 

AREA 

IFI 

SAE 

SAE 

SAE 

AAR 

ABFLO 

ABFLO 

NSA 

GIA 

SAE 

NSA 

NSA 

NSA 

NSA 

ASTM 

SAE 

NOFMA 

NOFMA 

SAE 

SAE 

ASTM 

AREA 

AREA 

AREA 

AREA 

AREA 

AREA 

AIA 

FMS 

EMS 

AIA 

SAE 

ASTM 

ASTM 

ANSI 

ASTM 

ASTM 

PSMA 

ASTM 

TAPPI 

ASTM 

TAPPI 

UL 

BOMAI 

BOMAI 

ANSI 

ANSI 

AFS 

FMS 

WWPA 

API 

API 

ASTM 

API 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 
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J853A 

J129 

SIO 

1201-3 

J187 

J364A 

RS379 

PTC6A 

970 

MSRP-L-26F 

688 

•121 

MSRP-F-173 

685 

687 

683 

681 

A325 

MSRP-L-27 

A194 

J482A 

104 

J104 

J122 

4-2-15 

SEC.D 

J891A 

J892A 

J995A 

MSRP-L-27 

D-7 

D-17 

1397 

01-59B 

AIR85IA 

1593 

1594 

1595 

1596 

D1414 

AS568 

*2 

•1 

ARP842B 

ARP1068 

E167 

28-2-5 

28-2-1 

28-2-2 

28-2-4 

28-2-7 

28-2-3 

CO-l-III 

LPD14-18 

LPD7-3 

CO-l-APP.Q 

J128 

D1141 

D85 

PH4.231 

D2886T 

D2885T 

N2.1-67 

D1292 

T6540S 

D2553 

T483 

114 

SB24 

*1 

X2.5.16  ■ 

X2.5.19 

7 

LPDI4-18 

•22 

2C 

2A 

D2245 

lOA 

D1358 

D2450 

D2202 

D2203 

D2452 

D2453 

C681 
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aner  Test  Code  (1970) 


Std.  for  Lemon 
Std.  Spec,  for 
Std.  for 

Std.  for  Hydrocarbon  Solvents  for 
Std.  Meth.  for  Analysis  of 
Std.  for  Automatic  Temperature  Controls, 
Safety  Std.  for  Pumps  for 
Std.  for  Loose  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor 
Std.  for  Loose  Metal  End  Dimensions  for  1  Qt.  Fibre  Motor 
St.  Procedure  for  Filled  Case  Flat  Bottom  Drop  Fibre  Motor 
id.  for  Factory  Finished  Can  Dimensions;  1  Qt.  Fibre  Motor 
Std.  Test  Procedure  for  Oil  Wicking  Fibre  Motor 
cedure  for  Guillotine  Impact,  Filled  1  Qt.  Composite  Motor 
std.  for  Loose  Metal  End  Dimensions  for  1  Gal.  Fibre  Motor 

Std.  for 

Marine  Diesel  Engine  Lubricating 
Marine  Diesel  Engine  Fuel 
.  Meth.)  (1970)  Soap  in 

Std.  Test  Meth.  for  Volume  of  Oil  in 
Std. 

Manual  for  Carbon  Steel  Pipe;  Structural  Tubing  Line  Pipe 

Spec,  for  Distribution 
Spec,  for  the  Rating  of 
r  Use  with  Architectural  Aluminum  (1969)  Spec,  for 

Std.  Spec,  for  Tall 

tative  Determination  of  Fish  Oil  in  Drying  Oils  and  Drying 
1970)  Spec,  for 

rec.  Pract.  on  Application,  Care,  and  Use  of  Wire  Rope  for 
Rec,  Pract.  for  Analysis  of 
ystems  (1969)  Std.  Requirements  for 

.  for  Automatic  Circuit  Reclosers,  Line  Sectionalizers  and 

Lube 
Safety  Std.  for 

Std.  for  Prevention  of  Furnace  Explosions  in  Fuel 
Std.  for  Petroleum 

for  Continuity  of  Quality  of  Electrical  Insulating  Mineral 
Continuity  of  Quality  of  Electrical  Insulating  Polybutene 
Tent.  Meth.  for  Grading  Soybean 
Rec.  Pract.  for  Calibrating 
Spec,  for  Journal  Box  Mineral 
.  Spec,  for  Continuity  of  Quality  of  Electrical  Insulating 

Guide  for  Loading 
Std.  Spec,  for  Iron  Base  Sintered  Bearings 
Std.  Spec,  for  Copper  Base  Sintered  Bearings 
Std.  Test  Meth.  for 
Std.  Meth.  for  Qualitative  Determination  of  Fish 
(1969)  Rec.  Pract.  for  the  Purification  of  Lubricating 

Std.  Test  Meth.  for  Volume  of 
Std.  Meth.  of  Test  for  Volatile 
on  of  Communications  Circuits  for  Use  in  Automation  in  the 
ric  Resistance  Welded  Coiled  Steel  Tubing  for  Gas  and  Fuel 
d.  Terminology  and  Classification  for  Gasoline  and  Heating 
for  Field  Determination  of  Density  of  Soil  in  Place  by  the 
Rec.  Prac.  for  Engine 
Spec,  for 
Std.  Meth.  for  Tung 
Test  Meth.  for  Grease  and 
Pressure  Sensitive  Electrical  Tape 
Std.  for 

Std.  Test  Meth.  for  Fatty  Acids  Content  of  Tall 

Std.  for 

Rubber  Microhardness  Measurement  on  Shaft 
Meth.  of  Test,  for  Discharge  Line  Refrigerant 
Tent.  Std.  for  Analysis  of  Tall 
atography  (1969)  ANSI  Zl  1.276  Std.  Meth.  for  Analysis  of 

Marine  Diesel  Engine  Lubricating 
Marine  Diesel  Engine  Fuel 
actice  for  Correcting  Gage  Tables  for  Incrustation  (of  the 
Std.  Spec,  for  Steel  Wire, 
e  and  Springs  (1969)  Rec.  Pract.  for 

ings  (1970)  Rec.  Pract.  for 

Rec.  Pract.  for  2  Cycle  Water  Cooled  Engine 
Rec.  Pract.  for  Two  Cycle,  Water  Cooled, 
d.  Test  Meth.  for  Printing  Ink  Permeation  of  Paper  (Castor 

Std.  for 

Std.  Method  for  the  Determination  of 
Std.  Meth.  for  Analysis  of  Creosote  and 
Std.  Spec,  for  Salt  Water  Soap  (Coconut 
Safety  Std.  for  Constant  Level 
Spec,  for 

Rec.  Pract.  for  Testing 
code  (1970)  Std.  for  Oil  Bath, 

Std.  Test.  Procedure  for 
Std.  Meth  of  Test  for  Stability  of  Distillate  Fuel 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed 


ugated  (1971) 


Oil  Arizona  (1968)  EOA  272 

Oil  Asphalt  Filler  (1970)  AASHO  MIS 

Oil  Bath,  Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cle  SAE  J726B 

Oil  Borne  Preservatives  (1971)  AWPA  P9-71 

Oil  Borne  Wood  Preservatives  (1971)  AWPA  A5-71 

Oil  Burner  Primary  Controls  (1970)  NEMA  DC9 

Oil  Burning  Appliances  (1971)  ANSI  B130.I  UL  343 

Oil  Cans  401  Diameter,  Deep  Drawn  Profile  (1969)  Rec.  CCTI  E401.2 

Oil  Cans  401  Diameter,  Flat  Panel  Profile  (1969)  Rec.  CCTI  E401  1 

Oil  Cans  (1967)  Std.  Te  CCTI  C125.IT 

Oil  Cans  (1968)  Rec.  S  CCTI  B401.I 

Oil  Cans  (1970)  CCTI  CI 24 

Oil  Cans  (1971)                                                 Std.  Test.  Pro  CCTI  C109  1 

Oil  Cans,  610  Diameter,  Deep  Drawn  Profile  (1968)  /C.  CCTI  E6I0.1 

Oil  Cardamom  (1971)  EOA  289 

Oil  Characteristics  and  General  Spec.  (1971)  DEMA  MD163 

Oil  Characteristics  (Std.  Pract.)  (1971)  DEMA  MD171 

Oil  Conductivity  Meth.  (Commercial  Fats  and  Oils)  (Tent  AOCS  CCI5 

Oil  Contaminated  Askarels  (1969)  ANSI  C59.67  ASTM  D1808 

Oil  Content  of  Petroleum  Waxes  (1970)  TAPPI  T636 

Oil  Country  Tubular  Goods  (1964)                         Steel  Products  AISI  18 

Oil  Cutouts  and  Fuse  Links  (1969)  ANSI  C37.44 

Oil  Drilling  and  Production  Hoisting  Equipment  (1970)  API  8A 

Oil  Extended  Cured  Rubber  Back  Bedding  Glazing  Tapes  Fo         AAMA  807.1 

Oil  Fatty  Acids  (1969)  ASTM  D1984 

Oil  Fatty  Acids  (1969)                                  Std.  Meth.  for  Quali  ASTM  D1724 

Oil  Field  Roller  and  Transmission  Chain  and  Sprockets  API  MF 

on  Field  Service  (1968)  API  9B 

Oil  Field  Waters  (1968)  API  45 

Oil  Filled  Capacitor  Switches  for  Alternating  Current  S  ANSI  C37.66 

Oil  Filled  Capacitor  Switches  for  Alternating  Current  S  NEMA  SG13 

Oil  Filter  Performance  Test  (Hs  160)  (1968)  SAE  J806 

Oil  Fired  Central  Furnaces  (1970)  UL  727 

Oil  Fired  Multiple  Burner  Boiler  Furnaces  (1971)  NFPA  85D 

Oil  for  Blending  with  Creosote  (1970)  AWPA  P4-70 

Oil  for  Capacitors  and  Cable  Accessories  (1968)  /Pec.  ASTM  D2297 

Oil  for  Capacitors  (1968)  ANSI  C59.I22                  Std.  Spec,  for  ASTM  D2296 

Oil  for  Color  (1970)  NSPA  *5 

Oil  for  Diesel  Fuel  Injection  Systems  (1970)  SAE  J967A 

Oil  for  Free  Oiling  (1970)  AAR  MSRP-M906A 

Oil  for  Low  Pressure  Cable  Systems  (R1969)  ANSI  C59.69  ASTM  D1818 

Oil  Immersed  Distribution  and  Power  Transformers  (1962)  ANSI  C57.92 

(Oil  Impregnated)  (1970)  ASTM  B439 

(Oil  Impregnated)  (1970)  ANSI  H9.27  ASTM  B438 

Oil  in  Casein  and  Isolated  Soy  Protein  (1968)  ASTM  D1804 

Oil  in  Drying  Oils  and  Drying  Oil  Fatty  Acids  (1969)  ASTM  D1724 

Oil  in  Marine  Steam  Turbine  Driven  Auxiliary  Machinery  ASME  121 

Oil  in  Oil  Contaminated  Askarels  (1969)  ANSI  C59.67  ASTM  DI808 

Oil  in  Rosin  (Rl 969)  ASTM  D889 

Oil  Industry  (1961)  Tent  Bui.  on  a  Classificati  API  BUL1I06 

Oil  Lines  (1971)                                        Std.  Spec,  for  Elect  ASTM  A539 

Oil  Marketers  (1959)  St  API  '2 
Oil  Meth.  (1966)                                                Std.  Test  Meth.  AASHO  T715 

Oil  Performance  and  the  Service  Classification  (1971)  SAE  J183A 

Oil  Pumping  Units  (1971)  API  HE 

Oil  Quality  (R1969)  ASTM  D1964 

Oil  Resistance  of  Wax  Coated  Paper,  Paperboard  and  Corr  TAPPI  UM-410 

Oil  Resistance  Test  Meth.  (1966)  PSTC  55 

Oil  Rosemary  (1971)  EOA  287 

Oil  Rosins  (RI969)  ASTM  D1585 

Oil  Seals  (1964)  RMA  '1 

Oil  Seals  (1965)  RMA  *6 

Oil  Separators  (1971)  ASHRA  69 

Oil  Skimmings  (1969)  TAPPI  T635 

Oil  Soluble  Sodium  Petroleum  Sulfonates  by  Liquid  Chrom  ASTM  D2548 

Oil  Systems  (Std  Pract.)  (1971)  DEMA  MD138 

Oil  Systems  (Std.  Pract.)  (1971)  DEMA  MDI53 

Oil  Tank)  (1968)  Rec.  Pr  API  2556 

Oil  Tempered  Carbon  Valve  Spring  Quality  (1971)  ASTM  A230 

Oil  Tempered  Chromium  Vanadium  Valve  Spring  Quality  Wir        SAE  J132 

Oil  Tempered  Chromium;  Silicon  Alloy  Steel  Wire  and  Spr  SAE  J157 

Oil  Test  Procedures  for  Boats  (1969)  BIA  312 

Oil  Test  Procedures  (Boats)  (1970)  ABYC  SIS 

Oil  Test)  (1969)  TAPPI  T462  Ts-63  St  ASTM  D780 

Oil  Thyme  (1971)  EOA  286 

Oil  Type  Preservatives  and  Water  in  Wood  (1970)  AWPA  A6-70 

Oil  Type  Wood  Preservatives  (1971)  AWPA  Al-71 

Oil  Type)  (1969)  ANSI  K60.I3  ASTM  D593 

Oil  Valves  (1970)  ANSI  BI27.1  UL  352 

Oil  Well  Casing  Centrahzers  (1971)  API  lOD 

Oil  Well  Cement  Nomenclature  (1969)  API  BULIOC 

Oil  Well  Cements  and  Its  Additives  (1971)  API  lOB 

Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner  Test  SAE  J726B 

Oil  Wicking  Fibre  Motor  Oil  Cans  (1970)  CCTI  CI24 

Oil  (Accelerated  Method)  (1970)  ASTM  D2274 

Oil  (Flaxseed)  (1972)  NFP  '2 
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man  Made  Fibers  (1968) 


(Gas  Chromatography)  (1/ 


CI 


thod  (1970) 
irelli  Meth.)/ 
C59.124 


c (R1969) 


soluble  (1970) 


Oi 

(Gravimetric  Method)  (1969) 

ASTM 

D1966 

Oi 

,  (R1969) 

ASTM 

D124 

Oi 

(R1969) 

ASTM 

DI392 

Oi 

1  (R1969) 

ASTM 

D96I 

Oi 

(R1969) 

Std.  ASTM 

DI958 

Oi 

1  (R1969)  ANSI  K35.1 

ASTM 

D260 

Oi 

1 (R1970) 

ASTM 

D802 

Oi 

1 (R1970) 

ASTM 

D803 

Oi 

1  (Volumetric  Method)  (R1969) 

ASTM 

DI954 

Oi 

1  (1948) 

CTFA 

1 A 

Oi 

1  (1954) 

Meth.  Fo  ALCA 

H46 

Oi 

1 (1961) 

TAPPI 

TI204 

Oi 

1(1963) 

EOA 

7 

Oi 

1 (1965) 

CTFA 

25 

Oi 

1(1968) 

Rec.  St  CCTI 

B610.1 

Oi 

1 (1969) 

ASTM 

D1462 

Oi 

1 (1970) 

AAR 

MSRP-M-906 

Oi 

1  (1970) 

AAR 

M912 

Oi 

1  (1970) 

NSPA 

•2 

Oi 

1  (1970)                 /.  Std.  for  Inspection.  Sampling  and  Measur  NSPA 

*4 

Oi 

1  (1970)  ANSI  Zll. 174 

Std.  Meth.  ASTM 

DI659 

Oi 

1,  Grease,  and  Fat  Content  of  Animal,  Vegetable,  and 

ABFLO 

A-2 

Oi 

1,  Soapstock  and  Tank  Bottoms  (1971) 

NCPA 

•2 

Oi 

If ieid  Mud  Pumps  (1969) 

AGMA 

424.01 

Oi 

Ifield  Pumping  Units  (1969) 

AGMA 

422.02 

Oi 

ling  (1970) 

AAR 

MSRP-M906A 

Oi 

Is  and  Acids  (R1969) 

ASTM 

D1957 

Oi 

Is  and  Derivatives)  (1970) 

AOCS 

TA7E 

Oi 

Is  and  Derivatives)  (1970)                    /Eth.  of  Sampling  Purity  AOCS 

TE4A 

Oi 

is  and  Drying  Oil  Fatty  Acids  (1969) 

Std.  ASTM 

D1724 

Oi 

Is  and  Fatty  Acids  (R1969) 

ASTM 

D195I 

Oi 

Is  and  Fatty  Acids  (1969) 

ASTM 

D1959 

Oi 

Is  and  Oil  Acids  in  Solvent  From  Solvent  Type  Paints 

ASTM 

D2245 

Oi 

Is  and  Their  Derivatives  (R1969) 

ASTM 

D1541 

Oi 

is  by  Centrifuge  (1968)  ANSI  Z11.115 

ASTM 

DI796 

Oi 

Is  by  Centrifuge  (1968)  Astm  D1796 

API 

2548 

Oi 

Is  by  Extraction  (1969) 

ASTM 

DI315 

Oi 

Is  by  Extraction  (1969)  ANSI  Z11.58 

ASTM 

D473 

Oi 

Is  by  Open  Beaker  Meth.  (1968)  ANSI  C59.109 

Std.  Me  ASTM 

D1934 

Oi 

Is  by  Photometric  Analysis  (1970) 

ASTM 

D2608 

Oi 

Is  by  the  Clay  Gel  Absorption  Chromatographic  Meth 

ASTM 

D2007 

Oi 

Is  by  the  Cryoscopic  Meth.  (1968) 

Std.  ASTM 

D2224 

Oi 

Is  by  the  Precipitation  Meth.  (1970)  ANSI  Zll. 179 

IF  ASTM 

D2006 

Oi 

Is  for  Determination  of  Fatty  Acid  Composition  by  Gas  ASTM 

D2800 

Oi 

Is  From  Woolen  Yarns)  (1971)  ANSI  L14.113 

/Ability  0  AATCC 

77 

Oi 

Is  of  Petroleum  Origin  Against  Water  by  the  Drop  Weig  ASTM 

D2285 

Oi 

Is  of  Petroleum  Origin  in  the  Field  (1969) 

Std.  ASTM 

D1524 

Oi 

Is  Spectrochemically  by  the  Solution  Rotating  Disk  M 

e  ASTM 

D2675 

Oi 

Is  Under  Electrical  Stress  and  Ionization  (Modified  P 

ASTM 

D2300 

Oi 

Is  Under  Electrical  Stress  (Merrell  Test)  (1968)  ANSI 

ASTM 

D2298 

Oi 

Is  (Heat  Bleach)  (1969) 

ASTM 

D1967 

Oi 

Is  (Leather  Tanning)  (1954) 

Met  ALCA 

H8 

Oi 

Is  (RI969) 

ASTM 

D1131 

Oi 

Is  (R1969) 

ASTM 

D1393 

Oi 

Is  (R1969) 

ASTM 

DI956 

Oi 

Is  (R1969) 

ASTM 

D1960 

Oi 

Is  (R1969) 

ASTM 

D196I 

Oi 

Is  {R1969) 

ASTM 

D856 

Oi 

Is  (RI969) 

Std.  Te  ASTM 

D1952 

Oi 

Is  (R1969)  ANSI  C59.103                               Std.  Test  Meth.  ASTM 

D1698 

Oi 

Is  (R1969)  ANSI  C59.23 

ASTM 

D831 

Oi 

Is  (R1969)  ANSI  C59.65 

ASTM 

D1563 

Oi 

Is  (1965) 

CTFA 

70 

Oi 

Is  (1965) 

EOA 

l-lD-4 

Oi 

Is  (1968)  ANSI  Z11.8 

ASTM 

D96 

Oi 

Is  (1968)  Astm  D96 

API 

2542 

Oi 

Is  (1969) 

ASTM 

D117 

Oi 

Is  (1969) 

ASTM 

D1953 

Oi 

Is  (1969) 

ASTM 

D1955 

Oi 

Is  (1969) 

ASTM 

D555 

Oi 

Is  (1970) 

ASTM 

D2880T 

Oi 

Is  (1970) 

ASTM 

D2882T 

Oi 

Is  (1970) 

ASTM 

D500 

Oi 

Is  (1970) 

Std.  Met  ASTM 

D2603 

Oi 

Is  (1970)                                                         Tent.  Meth.  ASTM 

D2893T 

Oi 

Is  (1970)                                                         Test  Meth.  for  ASTM 

D1473 

Oi 

Is  (1970)                                   Std.  Meth.  for  Estimating  App  ASTM 

D2878 

Oi 

Is  (1970)  ANSI  Zll. 185 

Std.  ASTM 

D2226 

Oi 

Is)  (Tent.  Meth.)  (1970) 

AOCS 

CC15 

Oi 

Is)  (Tent.  Meth.)  (1970) 

Fatty  A  AOCS 

CEl 

Oi 

Is,  Upto  I00SUS(1971) 

ASTM 

D2945 

Oi 

s.  Varnishes,  Resins,  and  Related  Materials  at  25/25 

ASTM 

D1963 

Oi 

Is,  Wool:  Oxidation  in  Storage  (1971)  ANSI  L14.82 

AATCC 

62 

Oi 

Iseed  Products  Trading  Rules  (1971) 

NIOP 

•1 

Oi 

;  Fluorescent  Penetrant,  High  Fluorescence,  Solvent 

SAE 

AMS3157A 

Oi 

1;  Fluorescent  Penetrant,  Solvent  Soluble  (1970) 

SAE 

AMS3155B 
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Std.  Test  Meth  for  Matter  Insoluble  in  Chloroform  in 
0)  Std.  Spec,  for  Reinforced 

Test  Meth.  for 

Std.  for 
Cetyl  Alcohol 
Std.  for  Package  Quantities  of  Green 
(1971)  Test  Meth.  for  Printing 

Meth.  of  Measure  for  Diffuse 
Std.  for 

Packaging  Std.  for  Multiple  Items  in  a  Chemically  Neutral 
0)  A/  Std.  Meth.  of  Test  for  Viscosity  of  Transparent  and 

Meth.  for  Instrumental  Evaluation  of  Color  Differences  of 
Std.  Meth  for  Visual  Evaluation  of  Color  Differences  of 
Meth.  for  Analysis  of  Highly 
Std.  Spec  for  Micro 
Calculation  of  Heat  Gain  Through 
Spec,  for  Distribution  Fuse  Links  for  Use  in  Enclosed, 
oxidative  Aging  of  Electrical  Insulating  Petroleum  Oils  by 
(1968)  Tent.  Meth.  for 

Pycnometer  (1970)  Std.  Meth.  for  Measuring  the 

Std.  Test  Meth.  for  Flash  Point  with  Tag 
c.  for  Crushed  Stone,  Crushed  Slag,  and  Crushed  Gravel  for 
Std.  Meth.  for  Chemical  Analysis  of  Steel,  Cast  Iron, 
Rec.  for  l.ighting  for  Steel  Mills; 
Spec,  for  Distribution  Enclosed,  Open,  and 
for  Distribution  Fuse  Links  for  Use  in  Enclosed,  Open  and 
Volumetric  Capacity  of 
Spec,  for  Distribution  Enclosed, 
Rec.  Guides  and  Container  Dimensions  for  Can 
w  Voltage  Power  Circuit  Breakers  /  Std.  for  Trip  Devices 

c.  Pract.  and  Std.  for  Installation  and  Protection  of  Hull 
Meth.  of  Computation  of 
Self  Priming  Centrifugal  Pumps  with  Suction  and  Discharge 
Rec.  Pract.  and  Std.  Covering  Electrically 
)ANSIZ216.I  Safety  Std.  for  Power 

Std.  for  Manually 
Std.  Motor  Vehicles,  Trailers,  and  Semitrailers 
Safety  Std.  for  Marine  Electrically 
Safety  Std.  for  Marine  Electrically 
Safety  Std.  for  Electrically 
Safety  Std.  for  Marine  Manually 
Safety  Std.  for  Electrically 
Three  Phase  Direct  Energy  Spot  Welders,  Press  Type,  Air 
for  Valves,  High  Pressure  Oxygen,  Line  Shut  Off,  Manually 
d  Pressure  Contact  Switches  (Integrally  Fused  and  Manually 
Vending  Machines,  Coin 
Rec.  Rules  for 
Rec.  Rules  for 

cated  Reflective  Insulation  Systems  for  Equipment  and  Pipe 
ape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recorders 
vel  Recording  for  Quadruplex  Video  Magnetic  Tape  Recorders 
requency  Test  Tape  for  Quadruplex  Video  Magnetic  Recorders 
ape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recorders 
ape  for  (Juadruplex  Video  Frequency  Magnetic  Tape  Recorders 
exposure  of  Nonmetallic  Materials  (1970)  Rec.  Pract.  for 

Minimum  Std.  Citizens  Radio  Service  Am  Transceivers 
Type)  for  Exposure  of  Nonmetallic  Mater/  Rec.  Pract.  for 

Std.  Product  Definitions  for 
tilating  Airfoils  and  Backwardly  Inclined  (1969/  Std.  for 

(1971)  Rec.  Pract.  for  Drill  Stem  Design  and 

ile  Yarns  (1970)  ANSI  L14.222  Std.  Meth.  for 

nance  of  Alternate  Std.  F  Interlocking  Couplers,  Parts  and 
formance  Std.  of  Airborne  Radio  Marker  Receiving  Equipment 
ing  Equipment  (1969)  Std. 

Facilities  and 
Rec.  Pract.  for 

(1970)  SAE  J721 

Std  F  Coupler 

vice  (Nonmandalory  Appendices)  (1971/  Meth.  for  Obtaining 

rvice  (Nonmandatory  Ap/  Suggested  Meth.  for  Obtaining  the 

oincident  Current  Memory  with  a  Two  to  One  Selection  Ratio 
sed  in  a  Linear  Select  Memory  with  a  Non  Symmetrical  Ratio 
ec.  Pract.  and  Std.  Covering  Direct  Current  Wiring  Systems 
954)  Std. 

f  Airborne  Radio  Receiving  and  Direction  Finding  Equipment 
llic  Materials  (1970)  Rec.  Pract.  for 

Safety, 

69) 

(Combustible)  Gas  Indicators  Including  Their  Installation, 
Marine  Diesel  Engine 
Rec.  Pract.  for  Planning  and  Safe 
Related  Facilities  (Bulk  /  Rec.  Std.  for  Safe  and  Proper 

or  Slurry  Explosives  or  Blasting  Agen/  Rec  Std.  for  Safe 


,  Groups  A,  B,  C,  and  D,  An/ 


I) 


Oil;  Fluorescent  Penetrant,  Water  Soluble  (1970) 
Oiticica  Oil  (RI969) 

Olefin  Polymers  for  Injection  Molding  or  Extrusion  (197 

Oleic  Acid  Penetration  of  Paperboard  (1971) 

Olelic  Acid  (1959) 

Oleoresin  Tumeric  (1968) 

Oleyl  Alcohol  (1965) 

Olives  (1970) 

Opacity  of  Paper  Using  45  Degree  0  Degree  Reflectometer 
Opacity  of  Paper  (Backing)  (1970) 
Opacity  of  Paper  (I960) 
Opaque  Bag  (1971) 

Opaque  Liquids  (Kinematic  and  Dynamic  Viscosities)  (197 

Opaque  Materials  (1968)  Std. 

Opaque  Materials  (1969) 

Opaque  Pigments  (1968) 

Opaque  Readers  (1964) 

Opaque  Walls  (Tech,  Notes)  (1969) 

Open  and  Open  Link  Cutouts  (1969) 

Open  Beaker  Meth.  (1968)  ANSI  C59.109  Std.  Meth.  for 

Open  Bottle  Tap  Sampling  of  Noncryogenic  Fluid  Systems 
Open  Cell  Content  of  Rigid  Cellular  Plastics  by  the  Air 
Open  Cup  Apparatus  (1970) 

Open  Graded  Bituminous  Road  Mix  Surface  Course  (1964) 
Open  Hearth  Iron,  and  Wrought  Iron  (1970) 
Open  Hearth  (1952) 
Open  Link  Cutouts  (1969) 

Open  Link  Cutouts  (1969)  Spec. 
Open  Tank  Type  Manure  Spreaders  (1969) 
Open,  and  Open  Link  Cutouts  (1969) 
Openability  (1971) 

(Opening  Releases)  for  Alternating  and  Direct  Current  Lo 
Openings  Between  Water  Line  and  Sheer  Line  (Boats)  (197 
Openings  in  Heating  Boiler  Shells  (1971) 

Openings  (1970)  Std.  for  M  Rating  Requirements,  for 

Operated  Bilge  Pumps  (on  Boats)  (1970) 

Operated  Dispensing  Devices  for  Flammable  Liquids  (1971 

Operated  Gas  Valves  (1969) 

Operated  on  Public  Highways  (1968) 

Operated  Pumps  for  Non-Flammable  Liquids  (1968) 

Operated  Shutoff  Valves  for  Flammable  Liquids  (1964) 

Operated  Valves  for  Use  in  Hazardous  Locations,  Class  1 

Operated  Valves  for  Use  with  Flammable  Liquids  (1968) 

Operated  Valves  (1970) 

Operated  (1954) 

Operated  (1971)  Std. 
Operated)  (1971)  Std.  for  Bolte 

Operated,  Refrigerated  (1970) 

Operating  and  Maintaining  Power  Boiler  Appliances  (1971 
Operating  and  Maintaining  Power  Boiler  Auxiliaries  (197 
Operating  at  Temperatures  Above  Ambient  Air  (1971)  /Ri 
Operating  at  15  In./S  and  Pract.  Lbc  of  SMPTE  Rp6  (1968 
Operating  at  15  In./S  (1969)  /Imary  Audio  Reference  Le 

Operating  at  15  In./S  (1969)  /N  Audio  Level  and  Multif 

Operating  at  15in./S  and  Pract  Lbm  of  SMPTE  Rp6  (1968) 
Operating  at  7.5  In./S  and  Pract.  Lbm  of  SMPTE  Rp6  (196 
Operating  Enclosed  Carbon  Arc  Type  Apparatus  for  Light 
Operating  in  the  27  Mh(Z)  Band  (1971) 

Operating  Light  and  Water  Exposure  Apparatus  (Xenon  Arc 
Operating  Limits  for  Centrifugal  Fans  (1969) 
Operating  Limits  for  Single  Width  Centrifugal  Fans,  Ven 
Operating  Limits  (Drill  Pipes,  Strings  and  Tool  Joints) 
Operating  Machine  for  Test,  Abrasion  Resistance  of  Text 
Operating  Mechanisms  on  Freight  and  Passenger  Equipment 
Operating  on  75  Megahertz  (1970)  Minimum  Per 

Operating  Procedures  for  Aircraft  Rescue  and  Fire  Fight 
Operating  Procedures  for  Chlorine  Storage  (1970) 
Operating  Requirements  for  Power  Take  Off  Dnves  (1970) 
Operating  Requirements  for  Tractor  Power  Takeoff  Drives 
Operating  Rod  for  Use  with  Number  C-F  79  A-Ht  (1970) 
Operating  Temperature  of  (Pressure)  Vessel  Walls  in  Ser 
Operating  Temperatures  of  (Pressure)  Vessel  Walls  in  Se 
Operating  Under  Full  Switching  Conditions  (1970)  /  a  C 

Operating  Under  Full  Switching  Conditions  (1970)  /be  U 

Operating  Under  50  Volts  (on  Boats)  (1970) 
Operating  Voltage  Range  of  Office  Dictating  Machines  (1 
Operating  Within  the  Radio  Frequency  Range  of  200-850  K 
Operating  Xenon  Arc  Type  Apparatus  for  Light  of  Nonmeta 
Operating  (of  Trucks)  (1964-65) 

Operation  and  Maintenance  of  Fabric  Dust  Collectors  (19 
Operation  and  Maintenance  (on  Boats)  (1970)  /Lammable 
Operation  and  Maintenance  (Std.  Pract.)  (1971) 
Operation  of  a  Spectrochemical  Laboratory  (1971) 
Operation  of  Bulk  Mix  and  Delivery  Equipment  (Anfo)  and 
Operation  of  Bulk  Mix  Delivery  Equipment  for  Water  Gel 
Operation  of  Chlorine  Vaporizing  Equipment  (1970) 


SAE 

ASTM 

ASTM 

TAPPI 

CTFA 

EOA 

CTFA 

use 

TAPPI 

TAPPI 

TAPPI 

NSA 

ASTM 

ASTM 

ASTM 

TAPPI 

ANSI 

SCPI 

ANSI 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

ASTM 

lES 

ANSI 

ANSI 

ASAE 

ANSI 

CMI 

ANSI 

ABYC 

ASME 

CPB 

ABYC 

UL 

ANSI 

ANSI 

UL 

UL 

UL 

UL 

UL 

RWMA 
SAE 
NEMA 
UL 

ASME 

ASME 

ASTM 

SMPTE 

ANSI 

ANSI 

SMPTE 

SMPTE 

ASTM 

EIA 

ASTM 

AMCA 

AMCA 

API 

ASTM 

AAR 

RTCA 

NFPA 

CHI 

SAE 

ASAE 

AAR 

ASME 

ASME 

ASTM 

ASTM 

ABYC 

ANSI 

RTCA 

ASTM 

ITA 

IGCI 

ABYC 

DEMA 

ASTM 

IME 

IME 

CHI 


AMS3156B 

D1958 

D2853 

UM-406 

24 

271 

91 

PS40 

UM-411 

T519 

T425 

3406 

D445 

D2244 

01 729 

T651 

PH5.7 

4A 

C37.43 

D1934 

F301T 

D2856 

T79 

M63 

E30 

CPIO 

C37.42 

C37.43 

S325 

C37.42 

♦12 

C37.17 
H15 

BPVCIVD 

*2 

AlO 

87 

Z21.15 

D7,l 

1113 

1115 

1002 

1106 

429 

16-1,31 

AS1214 

KS2 

541 

BPVCVnC2 

BPVCVIIC6 

C667 

RP31 

C98.7 

C98.8 

RP29 

RP30 

E188 

RS382 

£239 

I 

2408 

RP7G 

D1379 

M209B 

DO-143 

402 

5 

J721E 
R207.8 

MSRP-C-60C 

BPVC8-1CC 

BPVC 

F132 

F125T 

E9 

X2.5.16 

DO- 142 

E240 

4J1-2 

F3 

A14 

MD186 

E416 

6.III 

6.V 
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Rs-328)  (1970)                                            Std.  for  Unattended  Operation  of  Facsimile  Equipment  (as  Defined  in  ElA  Std  EIA  RS373 

Rec.  Std.  for  the  Safe  Operation  of  Field  Anfo  Mix  Plant  (1968)  IME  6.IV 

0)                                                 Dimensions  for  Compatible  Operation  of  Forage  Harvesters,  Wagons  and  Blowers  (197  ASAE  S328T 

ches  Having  a  M/            Safety  Std.  for  Design,  Construction  and  Operation  of  General  and  Special  Purpose  Ac  and  Dc  Swit  UL  1135 

ast  /             General  Rec.  Rules  and  Description  for  the  Care  and  Operation  of  Heating  Boilers  (Firetube,  Watertube  and  C  ASME  BPVCVI 

(1966)                           Safety  Std.  for  Design,  Construction  and  Operation  of  Marine  Electrical  or  Mechanical  Fuel  Pumps  UL  1130 

Radiological  Safety  in  the  Design  and  Operation  of  Particle  Accelerators  (1969)  ANSI  N43.1 

Std.  for  Type  Designations,  Areas  of  Use,  Maintenance  and  Operation  of  Powered  Industrial  Trucks  (1971)  ANSI  356.  NFPA  505 

aces  (1957)                        Rec.  Pract.  for  Design,  Equipment  and  Operation  of  Swimming  Pools  and  Other  Public  Bathing  PI  APHA  *1 

Motorized  Hand  Trucks  (Walkie)  (Operation  of  Tractor  Controls  for  Load  Pick  Up)  (1968)  ITA  2C3 

rent  Pract.  in  the  Disposal  of  Radioactive  Wastes  From  the  Operation  of  Uranium  Mines  and  Mills  (Nuclear  Reactor)  AICE  '13 

Std.  Manual  of  Pract.  for  Operation  of  Wastewater  Treatment  Plants  (1970)  WPCF  11 

Rec.  Routine  Operation  Rules  for  the  Care  of  Power  Boilers  (1971)  ASME  BPVCVIICl 

Std.  Definitions  for  Braking  and  Brake  Operation  Terminology  (1969)  SAE  J657C 

to  Assure  Good  Visibility  From  the  Helm  Position  for  Safe  Operation  (Boats)  (1970)  Rec.  Pract.  and  Std.  ABYC  HI 

pract.  Recommendations  on  Radio  Controlled  Locomotive  Unit  Operation  (Railway)  (1970)  Rec.  AAR  MSRP-F-11 

Vinyl  Chloride  Plastic  Insulation  for  Wire  and  Cable,  75c  Operation  (1968)  Std.  Spec,  for  ASTM  D2220 

Vinyl  Chloride  Plastic  Insulation  for  Wire  and  Cable.  60c  Operation  (1968)  ANSI  C8.45  Std.  Spec,  for  ASTM  D22I9 

n  Products  in  Nuclear  Reactor  Coolant  Water  During  Reactor  Operation  (1970)  /T  of  Delayed  Neutron  Emitting  Fissio  ASTM  D2470 

Mounting,  Termination  and  Size,  Coil  or  Thermal  Actuator,  Operation,  Electrical  Characteristics,  Contact,  and  Che  NARM  *1.7 

Tilling  Platform  Tests  (Fork  Industrial  Truck  Rider  Type,  Operation,  Stacking,  Loaded  and  Unloaded.  Travel  Speed)  ITA  4C17-51 

Rec.  Pract.  Spec,  for  Operational  Alignment  Test  Pattern  for  Television  (1968  SMPTE  RP27.1 

r  Systems  (1970)                                                         Minimum  Operational  Characteristics  for  Airborne  ATC  Transponde  RTCA  DO-144 

Highway  Design  and  Operational  Pract.  Related  to  Highway  Safety  (1967)  AASHO  SR-1 

Rec.  Pract.  for  Design,  Installation,  Qualification,  and  Operational  Requirements  for  Tail  Bumpers  for  Piloted  A  SAE  ARP1107 

Rec.  Safe  Pract.  for  Aircraft  Welding  Operations  in  Hangars  (1970)  NFPA  410E 

Rec.  Safe  Pract.  in  Melting  and  Pouring  Operations  in  Metal  Casting  (1970)  AFS  3 

Rec.  Pract.  for  Finishing  Operations  on  Aluminum  Castings  (1965)  AFS  NF656-1I 

Rec.  Pract.  for  Finishing  Operations  on  Magnesium  Castings  (1965)  AFS  NF656-12 

(1969)                                       Std.  Nuclear  Criticality  Safety  in  Operations  with  Fissionable  Materials  Outside  Reactors  ANSI  N16.I 

Std.  Dosimetry  for  Criticality  Accidents  (in  Operations  with  Fissionable  Materials)  (1969)  ANSI  N13.3 

d.  for  Ventilation  and  Safe  Practices  of  Abrasive  Blasting  Operations  (1968)  St  ANSI  Z9.4 

.  on  Safeguarding  Aircraft  Cabin  Cleaning  and  Refurbishing  Operations  (1970)  Rec  NFPA  410F 

Safeguarding  Aircraft  Breathing  Oxygen  System  Maintenance  Operations  (1971)  Rec.  on  NFPA  410B 

ent  (1970)                                                        Rec.  Pract.  for  Operator  Controls  on  Agricultural  and  Industrial  Equipm  SAE  J841D 

equipment  (1969)                                    Universal  Symbols  for  Operator  Controls  on  Agricultural  and  Light  Industrial  SAE  J389A 

ial  Wheeled  Equipment  (1969)  Operator  Controls  on  Agricultural  Equipment  and  Industr  ASAE  R335 

y  (1970)                                                             Symbols  for  Operator  Controls  on  Agricultural  Tractors  and  Machiner  ASAE  S304.3 

Operator  Controls  on  Motorcycles  (1969)  SAE  J107 

rations  (1970)                                                   Rec.  Pract.  for  Operator  Enclosures  (Cabs);  Human  Factor  Design  Conside  SAE  J154 

Rec.  Pract.  for  Safety  Considerations  for  the  Operator  of  Construction  and  Industrial  Machinery  (1970  SAE  J153 

ustrial  Tractors  (1970)  SAE  J333  Operator  Protection  for  Wheel  Type  Agricultural  and  Ind  ASAE  S305.1 

ustrial  Tractors  (1970)  Operator  Protection  for  Wheel  Type  Agricultural  and  Ind  ASAE  S305.2 

ustrial  Tractor  (1970)                                                  Std.  for  Operator  Protection  for  Wheel  Type  Agricultural  and  Ind  SAE  J333A 

slrial  E/             Rec.  Pract.  for  Sound  Level  Measurements  at  the  Operator  Station  for  Agricultural  and  Construction  Indu  SAE  J919A 

Std.  Meth.  of  Wear  Test.  Rotary  Operators  for  Windows  (1970)  ASTM  E405 

Agriculture  Anhydrous  Ammonia  Operators  Manual  (1966)  FI  M7 

for  Welding  and  Brazing  Procedures,  Welders,  Brazers,  and  Operators  (Boiler  and  Pressure  Vessel  Code)  (1971)  /D.  ASME  BPVCIX 

(1970)                                        Protective  Frame  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requirements  ASAE  S306.2 

(1970)  SAE  J168                     Protective  Enclosures  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requirements  ASAE  S336 

d  Performance  Requirements/          Protective  Frame  (for  Tractor  Operators)  with  Overhead  Protection  (Test  Procedures  An  ASAE  S310.1 

Std.  Spec,  for  a  Liquid  Optical  Adhesive  (1970)  ASTM  D2851 

Std.  for  Packaging  of  Optical  Components  (1971)  NSA  3448 

%9)  A/              Std.  Test  Meth.  for  Refractive  Index  and  Specific  Optical  Dispersion  of  Electrical  Insulating  Liquids  (Rl  ASTM  D1807 

Type  18-8  Steels  by  the  Point  to  Plane  Technique  Using  An  Optical  Emission  Spectrometer  (1968)  /Sis  of  Stainless  ASTM  E327 

lighting  Del                 Rec.  Pract.  for  Plastic  Materials  for  Use  in  Optical  Parts  (Lenses  and  Reflectors)  of  Motor  Vehicle  SAE  J576C 

Rec.  Test  Meth.  for  Optical  Properties  of  Disposable  Soft  Goods  (1970)  DA  60.0 

Meth.  of  Test  for  Optimum  S03  in  Portland  Cement  ( 1 970)  ASTM  C563 

Rec.  Purchase  Order  Forms  for  the  Grocery  Industry  (1964)  GMA  *l-5.3 

Controls;  Electric  Industrial  Trucks,  High  Lift  Order  Picker  (1968)  ,    ITA  2K1 

Brakes.  Electric  Truck,  High  Lift  Order  Picker  (1968)  ITA  3G1 

Requirements  for  Palletized  and  Rack  Storage  of  Ordinary  and  Noncombustible  Materials  (1971 )  FMS  LPD8-25S 

Std.  Spec,  for  Ordinary  Laundry  Bar  Soap  (1969)  ANSI  K60.2  ASTM  D497 

inc  Coated  (Galvanized)  Welded  and  Seamless  Steel  Pipe  for  Ordinary  Uses  (1969)  ANSI  B36.20  /Ack  and  Hot  Dipped  Z  ASTM  A120 

Std.  for  Wet  Barrel  Fire  Hydrants  for  Ordinary  Water  Works  Service  (1970)  AWWA  C503 

Machinability  of  Ordnance  Steels  (Hs  123)  (1968)  SAE  J791 

Std.  Test  Meth.  for  Total  Sulfur  in  Iron  Ore  by  Combustion  lodate  Titration  (1970)  ASTM  E395 

ical  Analysis  of  Chrome  Containing  Refractories  and  Chrome  Ore  (1970)  Std.  Meth.  for  Chem  ASTM  C572 

Std.  Meth.  of  Test  for  Iron  in  Manganese  Ore  (1971)  ASTM  E316 

Std.  Meth.  of  Test  for  Silica  in  Iron  Ores  and  Manganese  Ores  (1971)  ASTM  E247 

reen  Analysis  at  No.  4  Sieve  and  Coarser  for  Metal  Bearing  Ores  and  Related  Materials  (1969)  /Particle  Size  or  Sc  ASTM  E389 

ation  (1%9)                        Std.  Test  Meth.  for  Total  Iron  in  Iron  Ores  by  Stannous  Chloride  Reduction  and  Dichromate  Titr  ASTM  E277 

Std.  Meth.  of  Test  for  Silica  in  Iron  Ores  and  Manganese  Ores  (1971)  ASTM  E247 

Std.  Meth.  of  Test  for  Phosphorus  in  Iron  Ores  (1971)  ASTM  E278 

Std.  Meth.  of  Test  for  Manganese  in  Iron  Ores  (1971)  ASTM  E314 

Std.  Meth.  of  Test  for  Chromium  Oxide  in  Chrome  Ores  (1971)  ASTM  E342 

ation  Spark  T/             Std.  Meth.  for  Spectrochemical  Analysis  of  Ores,  Minerals,  and  Rocks  by  the  Fire  Assay  Preconcentr  ASTM  E400 

Std.  Test  Meth.  for  Total  Acidity  of  Organic  Acids  (1968)  ANSI  Z159.5  ASTM  E301 

Std.  Meth.  for  Test,  for  Monobasic  Organic  Acids  (1968)  ANSI  159.6  ASTM  E302 

apparatus  for  Microdetermination  of  Carbon  and  Hydrogen  in  Organic  and  Organo  Metallic  Compounds  (1970)  ANSI  Z115.  ASTM  E191 

Final  Melting  Points,  and  the  Melting  Range  of  Industrial  Organic  Chemicals  (1969)  ANSI  K69.1  /ative  Initial  and  ASTM  E324 

Std.  Test  Meth.  for  Drying,  Curing,  and  Film  Formation  of  Organic  Coatings  at  Room  Temperature  (1969)  ASTM  D1640 

Tent.  Test  Meth.  for  Filiform  Corrosion  Resistance  of  Organic  Coatings  on  Metal  (1969)  ASTM  D2803 

Std.  Test  Meth.  for  Block  Resistance  of  Organic  Coatings  on  Wood  Substrates  (1969)  ASTM  D2793 

969)                                      Std.  Test  Meth.  for  Resistance  of  Organic  Coatings  to  the  Effects  of  Rapid  Deformation  (1  ASTM  D2794 

Std.  Test  Meth.  for  Flow  Ratings  of  Organic  Coatings  Using  the  Shell  Flow  Comparator  (1968)  ASTM  D2353 
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Std.  Test  Meth.  for  Adhesion  of 
Std.  for  the  Manufacture  of  (Flammable) 
Meth.  for 

th  for  Determinmg  Microscopically  the  Reflectance  of  the 


)  ANSI  A128.1 
971) 

ion  (1970) 


tography  (1970) 


K75.I  Std.  Test  Meth.  for  Silicon  in 

Safety  Std.  for  Class  C  Asphalt 
Std.  Meth.  of  Test  for 
Code  Requirements  for 
Std.  Test  Meth.  for 
Tent.  Meth,  for  Removal  of 
Std.  Meth.  of  Test  for  Solvent  Extraction  of 
Std.  Test  Meth.  for  Determination  of 
Tent.  Rec.  Pract.  for  Measuring  Volatile 
Std.  for 
Std.  for 

td.  Test  Meth.  for  Nonamine  Acid  Acceptance  of  Halogenated 
scale)  (1971/  Std.  Meth.  of  Test  for  Color  of  Halogenated 

Std.  Meth.  of  Test  for  Nonvolatile  Matter  in  Halogenated 
Std.  Meth.  of  Test  for  Specific  Gravity  of  Halogenated 
nt.  Test  Meth.  for  Nonamine  Acid  Acceptance  of  Halogenated 
um.  Copper  Alloys,  Stainless  Steel;  Carbon  Steel  and  Iron; 
rophyton,  Macroinvertebrates,  Fishes,  and  Types  of  Aquatic 

Rec.  for  the 

ng  (1969)  Marine  Service  Manual;  Rec.  Pract.  for  Shop 

r  Microdetermination  of  Carbon  and  Hydrogen  in  Organic  and 
Std.  Acceptable  Concentrations  of 
s)  tor  the  Blind  and  Visually  Handicapped  (1966/  Std.  for 

strength)  (1960)  Meth.  for  Fiber 

Std.  Meth.  for  Determining  the 
Rec.  Pract.  Emulsion 
Rec.  Pract.  Spec,  for  Maintaining  an  Emulsion  in 
eting  (1969)  Std.  Test  Meth.  for  Shrink  Tension  and 

.  Meth.  for  Measurement  of  Curing  Characteristics  with  the 
Std.  Spec,  of  General  Purpose  Laboratory  Cathode  Ray 
Rec.  Pract.  for  Clean 
Std.  for  Mt  Trash  Pump  Rating  Requirements  (for  Clean 
ract.  for  Determining  and  Stating  the  Horsepower  Rating  of 

Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 

Pract.  for  Installing  Seacocks,  Through  Hull  Connections, 
National  Building  Code  for  Signs  and 
Rec.  Safe  Pract.  for 
Guide  Spec,  for  Indoor  and 

68) 

td.  Meth.  of  Test  for  Failure  End  Point  in  Accelerated  and 

Rec.  Pract.  for 

Safety  Std.  for  Christmas  Tree  and  Decorative  Lighting 
s  (1969)  ANSI  C33.27  Safety  Std.  for  Electrical 

Safety  Std.  for  Electrical 
Std.  for  Wheel  Diameters  and 
ec.  for  Covered  Hopper  Cars  Equipped  with  Vacuum  Pneumatic 

Safety  Std.  for  Power 
tics  in  Covered  Hopper  Cars  Equipped  with  Vacuum  Pneumatic 
for  Freight  Car  Roller  Bearings  (Rail/  Std.  for  Clearance 

Rec.  Pract.  for  Preparation  of 
Untried  Type  Built  with  a  Span  Bolster  Arrange/  Std.  for 

Suggested  Electromagnetic  Interference  (Emi)  Control  Plan 

Std. 

Std.  for  Soft  Glass  Bulb  Criteria  and  Bulb 
Std.  for  Hard  Glass  Bulb  Criteria  and  Bulb 
Std  for  Molded  Flare  Criteria  and 
Tent.  Std.  for  Dealing  with 
Tent.  Meth.  for  Determining  Effective  Crimping  on 
Std.  Test.  Procedure  for  Measuring 
ater  Spray  and  Foam  Systems,  Yard  and  Roof  Hydr/         Std.  for 
riticality  Safety  in  Operations  with  Fissionable  Materials 
comotives  -  Railway)  (1971)  Spec,  for  Gland  Nut 

Rec.  Safe  Pract.  for 
Hose  Wire  (Low  Carbon)  Half  Round  Half 
Locking  and  Nonlocking  (1970)  Screw,  100  Deg. 

Armor  Wire,  Half 
Reed  Wire  (Flat  and 
Std.  Test  Meth.  for  Moisture  in  Cotton  by 
Std.  Meth.  of  Test  for  Moisture  in  Wool  by 
re  Content  of  Animal,  Vegetable  and  Man  Made  Fibers  by  the 
r  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film 
r  Effect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film 
Test  Meth.  for  Elevated  Temperature  Aging  Using  a  Tubular 
71)  Std.  for 

Bulb,  Double  Contact  Medium  Screw  Base  Incandescent  Lamp 
Std.  for  A-21  Bulb,  Medium  Screw  Base  Incandescent  Lamp 
Std.  Incandescent  Lamp  A-21  Bulb,  Medium  Screw  Base 

Requirements  for 
Rec.  Std.  for 

ing.  Wheel  Guards,  Tilt  Mechanism,  Over/  Safety  Features 


Tent 


Rec.  P 


Organic  Coatings  (1968)  ASTM  D2197 

Organic  Coatings  (1971)  NFPA  35 

Organic  Color  Pigments  and  Pastes  (1969)  TAPPI  T669 

Organic  Components  in  a  Polished  Specimen  of  Coal  (1969  ASTM  D2798T 

Organic  Compounds  by  Peroxide  Bomb  Ignition  (1968)  ANSI         ASTM  E325 
Organic  Felt  Sheetroof ing  and  Shingles  (1971)  UL  553 

Organic  Fiber  Content  of  Asbestos  Cement  Products  (1968  ASTM  C458 

Organic  Fluid  Vaporizer  Generators  for  Power  Boilers  (1  ASME  BPVCIPVG 

Organic  Impurities  in  Sands  for  Concrete  (1968)  AASHO  T21 

Organic  Matter  From  Water  by  Activated  Charcoal  Adsorpt  ASTM  D2910T 

Organic  Matter  From  Water  (1970)  ASTM  D2778 

Organic  Matter  in  Soils  by  Wet  Combustion  (1970)  AASHO  T194 

Organic  Matter  in  Water  by  Aqueous  Injection  Gas  Chroma  ASTM  D2908T 

Organic  Nitrogen  in  Paper  (1961)  TAPPI  T418 

Organic  Solvent  Extractives  in  Pulp  (1969)  TAPPI  T204 

Organic  Solvent,  Degreasing  Grade  (1968)  ASTM  D2107 

Organic  Solvents  and  Their  Admixtures  (Platinum  Cobalt  ASTM  D2108 

Organic  Solvents  and  Their  Admixtures  (1971)  ASTM  D2109 

Organic  Solvents  and  Their  Admixtures  (1971)  ASTM  D2111 

Organic  Solvents,  Degreasing  Grade  (Nonreflux  Meth.)  (1  ASTM  D2942 

Organic,  Vitreous  and  Laminated  Coatings  (1969)  /Lumin  NAAMM*32 

Organisms  (1971)  /Nalysis  of  Plankton,  Periphyton,  Mac  APHA 

Organization  for  Fire  Services  (1971)  NFPA 
Organization,  Repair  and  Maintenance,  Fitting  and  Riggi  BIA 
Organo  Metallic  Compounds  (1970)  ANSI  Zl  15.12  /Atus  Fo  ASTM 

Organo,  Alkyl,  Mercury  (1969)  ANSI 
Orientation  and  Mobility  Services  (Cane  and  Dog  Program  NACAB  S-3 

Orientation  and  Squareness  of  Paper  (Zero  Span  Tensile  TAPPI  T481 

Orientation  of  a  Metal  Crystal  (1969)  ANSI  Z30.8  ASTM 
Orientation  of  Super  8  Release  Prints  (1970)  SMPTE 
Orientation  on  Theatrical  Release  Prints  (1970)  SMPTE 
Orientation  Release  Stress  of  Plastic  Film  and  Thin  She  ASTM 
Oscillating  Disk  Cure  Meter  (1971) 
Oscilloscopes  (1970) 
Out  Nipples  on  Tank  Trailers  (1970) 
Out  Purposes)  (1970) 

Outboard  Gasoline  Engines  (Boats)  (1970) 
Outboard  Motor  Dimensions  (Boats)  (1970) 
Outboard  Motor  Mounting  Areas  (Boats)  (1970) 
Outboard  Motor  Well  Dimensions  (Boats)  (1970) 
Outboard  Strainers  and  Water  Scoops  (on  Boats)  (1970) 
Outdoor  Display  Structures  (1967) 
Outdoor  General  Storage  Combustible  Products  (1970) 
Outdoor  Pipe  and  Tube  Railing  (1971) 
Outdoor  Storage  of  Mobile  Homes  and  Travel  Trailers  (19 
Outdoor  Weathenng  of  Bituminous  Materials  (1968)  ANSI 
Outdoor  Weathering  of  Plastics  (1969) 
Outfits  (1969)  ANSI  C33.25 

Outlet  Boxes  and  Fittings  for  Use  in  Hazardous  Location 
Outlet  Boxes  and  Fittings  (1970) 
Outlets  Areas,  Tubular  Centrifugal  Fans  (1969) 
Outlets  for  Transport  of  Dry  Bulk  Chemicals  and  Plastic 
Outlets  (1970) 

Outlets  (1971)  /Receipt  of  Dry  Bulk  Chemicals  and  Plas 

Outline  and  Limiting  Dimensions  for  Seals  and  Seal  Fit 
Outline  Drawing  of  Electron  Tube  Glass  Bulbs  (1962) 
Outline  of  Test  Criteria  for  (Railway)  Cars  of  a  New  or 
Outline  (1970)  Rec.  Pract.  for 

Outlines  for  Solid  State  Products  (1971) 
Outlines  (1963) 
Outlines  (1963) 
Outhnes  (1964) 
Outlying  Test  Results  (1963) 

Outside  Crimped  Valves  for  Aerosol  Containers  (1971) 
Outside  Diameters  of  Fibre  Cans,  Tubes  and  Cores  (1968) 
Outside  Protection  (Yard  Piping  Supplying  Sprinklers,  W 
Outside  Reactors  (1969)  Std.  Nuclear  C 

(Outside  Screw)  (for  Globe  and  Angle  Valves  for  Steam  Lo 
Outside  Storage  of  Logs  (1971) 
Oval  Crescent  (1962) 

Oval  Head.Tri  Wing  Recess,  A286  CRES,  Full  Thread  Self 
Oval  (Galvanized)  (1962) 
Oval)  (1962) 
Oven  Drying  (1970) 
Oven  Drying  (1970)  ANSI  L14.202 
Oven  Meth.  Technique  (1968) 
Oven  Test)  (1968) 
Oven  Test)  (1969)  ANSI  A37.140 

Oven  (1968)  Std.  ASTM  D1870 

Ovens  and  Furnaces  (Design,  Location  and  Equipment)  (19  NFPA  86A 

(Overall  Length  5  15/16  In.)  (1971)  Std.  for  A-23  ANSI  C78.227 

(Overall  Length  5  1/2  In.)  (1971)  ANSI  C78.262 

(Overall  Length  5  5/16  In.)  (1971)  ANSI  C78.216 

Overcurrent  Protective  Devices  (1966)       '.  UL  1133 

Overhead  Door  Spring  Wire  (1970)  SWA  •59.1 

(Overhead  Guard,  Back  Rest,  Moving  Chains,  Cables,  Steer  ITA  4G1-4 


Determination  of  Moistu 
Std.  Test  Meth.  Fo 
Std.  Meth.  of  Test  Fo 
Std. 


ASTM 
IEEE 
TTMA 
CPB 
ABYC 
ABYC 
ABYC 
ABYC 
ABYC 
AIA 
NFPA 
CSI 
EMS 
ASTM 
ASTM 
UL 
UL 
UL 

AMCA 
MCA 
UL 
MCA 
AAR 
EIA 
AAR 
SAE 
EIA 
EIA 
EIA 
EIA 
TAPPI 
CSMA 
CCTI 
FI 

ANSI 
AAR 
NFPA 
SWA 
NSA 
SWA 
SWA 
ASTM 
ASTM 
ABFLO  F-1 
AASHO  T179 
ASTM  D1754 


♦2-600 
4 

MSM 
E191 
Z37.30 


E82 
RP42 
RP39 
D2838 
D2084 
311 

RP33-70 
*3 

S6A 
SU 
S13 
S12 
A2 

CO-l-XVI 
231A 
05521 
10-38 
D1670 
D1435 
588 
886 
514 
2411 
TC13 
231 
TC17 

MSRP-D-58B 
JED24 
MSRP-C-8A 
ARP935 
RS389 
JED28 
JED29 
JED30 
T1205 
AG*15 
CT103 
24 

N16.1 

MSRP-F-I73 
46B 
'119 
6500-6 
•96 
•128 
D2495 
D1576 
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Product  Sid.  for  Door  Controls; 
Std.  for  Metal  Crossarm  Braces  in 
h30  Std.  for  Galvanized  Ferrous  Ground  Rods  Used  in 

quirements/  Protective  Frame  (for  Tractor  Operators)  with 

quirements  (1970)  Std.  for  Protective  Frame  with 

Spec,  for  Electric 

g  (1970)  Dimensional  Std.  for 

Asphalt 

Test  Meth.  for  Exterior  Coatings  and 
Rec.  Pract.  for 
Meth.  for  Determining 
Std.  Part  Bolt  100  Deg.  Flush  Tension  Head  .0312 
Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head.  .0156 
Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  .0156 
Bolt.  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  .0312 
ng  Chains.  Cables,  Steering,  Wheel  Guards,  Tilt  Mechanism, 
Personnel  Expense)  (1970/         Std.  Form  of  .■Agreement  Between 
truction  Cost)  (1970)  Std.  Form  of  Agreement  Between 

lus  Expenses)  (1970)  Std.  Form  of  Agreement  Between 

(1970)  Std.  Form  of  Agreement  Between 

Rec.  Pract.  for  the  Preparation  of 
ame  for  the  Pest  Control  Chemical  5,  6  Dihydro  2  Methyl  1.  4 
0)  Tent.  Meth.  of  Test  for 

Test  Meth.  for  Oils,  Wool: 
Std.  Meth.  of  Test  for 

e  Methods)  (1970)  ANSI  Zl  1.60  Std.  Meth.  of  Test  for 

n  Bomb  Method  (1970)  ANSI  Z11.65  Std.  Meth.  of 

.  Test  Meth.  for  Chromic  Oxide  in  Leather  (Perchloric  .^cid 
by  Open  Beaker  Meth.  (1968)  ANSI  C59.109  Std.  Meth.  for 

Std.  Test  Meth.  for  Thermal 
Chromic 
Hydrated  Chromic 
Iron 

h.  (19/  Determination  by  Atomic  Absorption  of  the  Chromic 

for  the  Determination  by  Atomic  Absorption  of  the  Chromic 
Spec,  for  Dental  Impression  Paste  (Zinc 
Std.  Meth.  of  Test  for  Chromium 
Tent.  Test  Meth.  for  Chromic 
ts  (1968)  Std.  Meth.  of  Test  for  Antimony 

Std.  Spec,  for  Red  and  Brown  Iron 
Zinc 

Std.  Spec,  for  Black  Synthetic  Iron 
Magnesium 

Id.  Meth.  for  Sieve  Analysis  of  Electrical  Grade  Magnesium 
t  Meth.  for  Loss  on  Ignition  of  Electrical  Grade  Magnesium 
meth.  for  Compaction  Density  of  Electrical  Grade  Magnesium 
th.  for  Thermal  Conductivity  of  Electrical  Grade  Magnesium 
Safe  Handling  and  Use  of  Ethylene 
Std.  Spec,  for  Yellow  Iron 
pract.  for  the  Measurement  of  Carbon  Dioxide  and  Monoxide; 

Test  Meth.  for  Colorfastness  of  Textile  Fabrics  to 
t  (1971)  Test  Meth.  for  Colorfastness  to 

s  (1970)  Rec.  Guide  for  the  Control  of  Emission  of 

Std.  Test  Meth.  for  Content  of 
ol  Chemical,  Cotton  Defoliant,  (Z)-2,  3.  5.  5.  5-Pentachloro  4 
td.  Meth.  of  Test  for  Sulfur  in  Liquefied  Petroleum  Gases 
ials  (1970)  Std.  Meth.  for 

Std.  for  Common  Name  for  the  Pest  Control  Chemical 
meth.  of  Oxidation  Stability  of  Lubricating  Greases  by  the 
Rec.  Pract.  for  Safe  Use  of 
Std.  Spec,  for 

0)  Tent.  Meth.  of  Test  for  Intersitial  Atomic 

Tent.  Meth.  of  Test  for  Interstitial  Atomic 
reel  Counting  Technique  (1969)  Tent.  Test  Meth.  for 

Cakes  (1970)  ANSI  H23.1 1  Std.  Spec,  for 

Std.  Test  Meth.  for  Active 
Std.  Meth.  of  Test  for  Dissolved 
Std.  Test  Meth.  for  Flammability  of  Plastics  Using  the 

Determination  of 
Determination  of 
Std.  for  Continuous  Flow 
Std.  for  High  Pressure 
Rec.  on  Safeguarding  Aircraft  Breathing 
Std.  for  Bulk 

.  Meth.  of  Test  for  Compatibility  of  Materials  with  Liquid 
70)  Std.  for  Regulator 

Std.  for  Valves,  High  Pressure 
Test  Meth.  for  Colorfastness  of  Dyed  Textile  Fabrics  to 
970)  Std.  Spec,  for 

ble  (1970)  ANSI  C8.37  Std.  Spec,  for 

Std.  Test  Meth.  for  Creep  Properties  of 
Std.  for 

ice  (1971)  Std.  for 

Std.  for 
Std.  for 
Std.  for 


Tent 


(Overhead  Holders)  (1970) 
Overhead  Lines  (1970)  NEMA  Ph6 

Overhead  or  Underground  Line  Construction  (1971)  NEMA  P 
Overhead  Protection  (Test  Procedures  and  Performance  Re 
Overhead  Protection;  Test  Procedures  and  Performance  Re 
Overhead  Traveling  Cranes  (1961) 

Overhead  Trolley  Conveyors  and  Components;  Unit  Handlin 
Overlays  and  Pavement  Rehabilitation  (1969) 
Overlays  on  DFP.A  Grade  Trademarked  Plywood  (1971 ) 
Overload  Indicating  System  (1970) 

Overrun  of  Food  Aerosols  Such  as  Whipped  Cream  (1971) 
Oversize  Shank  Alloy  Steel,  160,  000  psi  (1971) 
Oversize  Shank  Alloy  Steel,  160.000  psi  (1971) 
Oversize  Shank  Short  Thread,  Alloy  Steel,  160,  000  psi 
Oversize  Shank  Short  Thread.  Alloy  Steel.  160,  000  psi 
Overtravel  Limits,  Warning  Devices,  of  Industrial  Truck 
Owner  and  Architect  (on  a  Basis  of  a  Multiple  of  Direct 
Owner  and  .Architect  (on  a  Basis  of  a  Percentage  of  Cons 
Owner  and  .Architect  (on  a  Basis  of  a  Professional  Fee  P 
Owner  and  Contractor  (for  Small  Construction  Contracts) 
Owner's  Manuals  (Boats)  (1970) 

Oxathiin  3  Carboxanilide"Carboxin"  (1970)  /.  Common  N 

Oxidation  Characteristics  of  Extreme  Pressure  Oils  (197 
Oxidation  in  Storage  (1971)  ANSI  L14.82 
Oxidation  Reduction  Potential  of  Industrial  Water  (1970 
Oxidation  Stability  of  Aviation  Fuels  (Potential  Residu 
Oxidation  Stability  of  Lubricating  Greases  by  the  Oxvge 
Oxidation)  (1969) 
Oxidative  Aging  of  Electrical  Insulating  Petroleum  Oils 
Oxidative  Stability  of  Propylene  Plastics  (1969) 
Oxide  Colorant  (1966) 
Oxide  Colorant  (1966) 
Oxide  Colorants  (1966) 

Oxide  Content  of  Plumage  Treated  bv  the  Tan-O-Quill  Met 
Oxide  Content  of  Tan-O-Quill  Treated  Plumage  (1968)  /. 
Oxide  Eugenol  Type)  (1962)  ANSI  Z156.16 
Oxide  in  Chrome  Ores  (1971) 

Oxide  in  Leather  (Perchloric  Acid  Oxidation)  (1969) 

Oxide  in  White  Pigment  Separated  From  Solvent  Type  Pain 

Oxide  Pigments  (R1969) 

Oxide  Zinc  Stearate  (1965) 

Oxide  (R1969) 

Oxide  (1959) 

Oxide  (1969) 

Oxide  (1969)  Std.  Tes 

Oxide  (1969)  Std.  Test 

Oxide  (1970)  Std.  Test  Me 

Oxide  (1971) 
Oxide,  Hydrated  (R1969) 

Oxides  of  Nitrogen  in  Diesel  Exhaust  (1970)  Rec. 
Oxides  of  Nitrogen  in  the  Atmosphere  (1971)  ANSI  L14.54 
Oxides  of  Nitrogen  in  the  Atmosphere:  Rapid  Control  Tes 
Oxides  of  Sulfur  Combustion  for  Indirect  Heat  Exchanger 
Oxidizing  Substances  in  the  Atmosphere  (1970) 
Oxo  2  Pentenoic  Acid"Alorac"  (1969)  /R  the  Pest  Contr 

(Oxy  Hydrogen  Burner  or  Lamp)  (1970) 
Oxyacetylene  Ablation  Test,  of  Thermal  Insulation  Mater 
Oxycarboxin  (1971) 

Oxygen  Bomb  Method  (1970)  ANSI  Z1I.65 
Oxygen  Combustion  Bombs  (19701  ANSI  Zl  15.15 
Oxygen  Combustion  Flask  (1970)  ANSI  Zl  15.14 
Oxygen  Content  of  Germanium  by  Infrared  Absorption  (197 
Oxygen  Content  of  Silicon  by  Infrared  Absorption  (1970) 
Oxygen  Content  Using  a  14  Mev  Neutron  Activation  and  Di 
Oxygen  Free  Electrolytic  Copper  Wire  Bars.  Billets,  and 
Oxygen  in  Bleaching  Compounds  (1970) 
Oxygen  in  Industrial  Water  (1966) 
Oxygen  Index  Meth.  (1970) 

Oxygen  Number  of  Plumage  (Titration  Meth.)  (1968) 
Oxygen  Number  of  Plumage  (1968) 
Oxygen  Regulators  (1970) 
Oxygen  System  Filler  Valve  (1971) 
Oxygen  System  Maintenance  Operations  (1971) 
Oxygen  Systems  at  Consumer  Sites  (1971) 
Oxygen  (Impact  Sensitivity  Threshold  Technique)  (1970) 
Oxygen.  Diluter  Demand  Automatic  Pressure  Breathing  (19 
Oxygen,  Line  Shut  Off,  Manually  Operated  (1971) 
Ozone  in  the  Atmosphere  (1971)  ANSI  L14.174 
Ozone  Resistant  Ethylene  Propylene  Rubber  Insulation  (1 
Ozone  Resisting  Butyl  Rubber  Insulation  for  Wire  and  Ca 
Package  Cushioning  Materials  (1968) 
Package  Handling  Slat  Conveyors  (1970) 
Package  Quantities  of  Cubed,  Sized,  Crushed,  and  Block 
Package  (Quantities  of  Green  Olives  (1970) 
Package  Quantities  of  Instant  Mashed  Potatoes  (1970) 
Package  Quantities  of  Instant  Nonfat  Dry  Milk  (1970) 


Std. 


BHMA 

EEI 

EEI 

ASAE 

SAE 

CMAA 

CEMA 

AI 

APA 

SAE 

CSMA 

NSA 

NSA 

NSA 

NSA 

ITA 

AIOA 

AIOA 

AIOA 

AIOA 

ABYC 

ANSI 

ASTM 

AATCC 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CTFA 

CTFA 

CTFA 

ABFLO 

ABFLO 

ADA 

ASTM 

ASTM 

ASTM 

ASTM 

CTFA 

ASTM 

CTFA 

ASTM 

ASTM 

ASTM 

ASTM 

MCA 

ASTM 

SAE 

AATCC 

AATCC 

ASME 

ASTM 

ANSI 

ASTM 

ASTM 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ABFLO 

ABFLO 

SAE 

SAE 

NFPA 

NFPA 

ASTM 

SAE 

SAE 

AATCC 

ASTM 

ASTM 

ASTM 

CEMA 

use 
use 
use 
use 


311 

TDJ6 

TDJ30 

S310.1 

J167 

61 

601 

MS17 

•8 

J159 

AG*31 

1603 

1703 

1243 

1253 

4G1-4 

B231 

B131 

B331 

A107 

S2 

K62.97 
D2893T 
62 

D1498 

D873 

D942 

D2807 

D1934 

D2445 

86 

87 

83 

B-13 
B-14 
16 

E342 

D2807 

D2350 

D84 

92 

D769 
28 

D2772 

D2773 

D2771 

D2858 

SD38 

D768 

J177 

23 

75 

APS-2 

D2912 

K62.79 

D2784 

E285 

K62.98 

D942 

E144 

E205 

F122T 

F121T 

E385 

B170 

D2180 

D888 

D2863 

A-7 

A-5 

AS1197 
AS1225 
410B 
50 

D2512 

AS1194 

AS1214 

109 

D2802 

D1352 

D2221 

405 

PS48 

PS40 

PS41 

PS37 
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Std.  for 

n  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Materials 
n  for  Export  Shipments,  Rec.  for  Refractory  Bulk  Materials 
lion  for  Export  Shipments,  Rec.  for  Brick  and  Refractories 
tion  for  Export  Shipments,  Rec.  for  Brick  and  Refractories 
meth.  for  Plastic  Bottle  Permeability  and  Compatibility  of 
Std.  Meth.  of  Sample  Reweighing  of  Lots  of 

Std.  for 

Suggested  Warning  Label  for  Metal  Aerosol  (Pressurized) 
td.  for  Items  in  Cavities  or  Compartments  of  Multiple  Type 

Std. 
Std.  for 

Meth.  for  Creasing  of  Flexible 
Meth.  for  Odor  of 
Tent.  Std.  for  Abrasion  Loss  of 
Meth.  for  Greaseproofness  of  Flexible 
Std.  for 
Std.  for 
Std.  for  Individual 
Std.  for  Multiple 
Std.  for 


ded) (1970) 

rical  Hardware  Items  (1971) 


nt,  with  Accessories  (1971) 


and  Filters  (1971) 


ffener  (1971) 
eservatives  (1971) 


lating)  (1971) 


Std.  for 
Std.  for 
Reel 
Std.  for 
Std.  for 
Std.  for 
Std.  for 
Std.  for 
Std.  for 
Std.  for 
Std. 
Std.  for 
Std.  for 
Std.  for 
Std.  for 
Guide  to  Handling  and 
Std.  for 
Std.  for 
Std.  for 


Std.  for  Electrical  Harness  Cable  Assemblies, 
Multiple  Lead  Std.  for  Electronic  Devices,  Individual 
and  Individual  Box  (1971) 
spiral  Wound  (1971) 
Preservative.  Individual  Box  (1971) 
water  Vaporproof,  Box  (1971) 
70) 

eked  (1971) 


out  Accessories  in  a  Bag  (1971) 
hioned  (1 97 1) 

using  Volatile  Corrosion  Inhibitor  Materials  (1971) 

fener  (1971) 

971) 

Multiple  Type  Packages  (1971) 
nsparent  Bag  and  a  Box  (1971) 
al  Opaque  Bag  (1971) 
t  Bag  (1971) 

le  Individual  Transparent  Bags  (1971) 
Bag  (1971) 

porproof,  with  Desiccant  (1971) 
1971) 

Std.  Meth.  for 
Container  Procedure  for  Chlorine 
Std.  for  Thermoformed  Plastic  Skin 
(/  Carloading  Pattern  (Rail  Shipment)  for  Bulk  Materials 

Packaging  Std.  for  Box,  Multiple  Quantities,  Tightly 
Std.  Pract.  for  Export  of  USA 
Handbook  for  Sheet  Rubber  Gasket  and 
s(1970)  Grading  and 

Std.  Meth.  for  Measuring  Dimensions  of  Multiple  Lip 

g  (1970) 
g  (1970) 

mil-R-25897  Rubber,  75  Shore  0-Ring  (1970) 
mil-R-25897  Rubber,  90  Shore,  0-Ring  (1970) 

Std.  Dimensions  for  Film 
Rec.  Pract.  for  Journal  Box  Lid  Lug  and  Lid  Spring 
n  Transformers;  High,  16340  Grd  Y/9430  /  Requirements  for 

e  Distribution  Transformers;  High  Volta/  Requirements  for 

Rec.  Pract.  for  Remote  Controls  Mounting 
listers,  Frames,  Spring  Assemblies,  and  Covering  Materials; 

Truck  Ability  Work  Sheet 


Package  Quantities  of  Toothpaste  (1971) 

Packaged  in  Bags  (1962)  Pallet  Load  Protectio 

Packaged  in  Bags  (1962)  Pallet  Load  Protectio 

Packaged  in  Cartons  (1962)  Pallet  Load  Protec 

Packaged  in  Cartons  (1962)  Pallet  Load  Protec 

Packaged  Products  (1968)  Test 
Packaged  Raw  Wool  (1970) 
Packaged  Terminal  Air  Conditioners  (1970) 
Packages  (1971) 

Packages (1971)  Packaging  S 

Packaging  for  Items  in  a  Plastic  Vial  or  Tube  (1971) 
Packaging  Items  in  Bag,  Anti  Static,  (1971) 
Packaging  Material  Specimens  for  Test.  (1969) 
Packaging  Materials  (1953) 
Packaging  Materials  (1963)  PI  T3628p 
Packaging  Materials  (1968) 

Packaging  of  a  Single  Item  m  a  Bag,  Cushioned  (1971) 
Packaging  of  an  Item  in  Bag,  Water  Vaporproof  (1971) 
Packaging  of  Axial/Radial  Lead  Components  (1971) 
Packaging  of  Axial/Radial  Lead  Components  (1971) 
Packaging  of  Box,  Foam  Cushioning  Convoluted  (1971) 
Packaging  of  Cellular  Rubber  Products  (Sponge  and  Expan 
Packaging  of  Close  Tolerance  Corrosive  Resistant  Cylind 
Packaging  of  Components  with  Axial  Heads  (1970) 
Packaging  of  Contoured  Items  and  Waveguides  (1971) 
Packaging  of  Electrical  Cable  Cord  Wire  (1971) 
Packaging  of  Extruded  Rubber  Products  (1970) 
Packaging  of  Items  in  a  Bag,  Flexible  Plastic  Transpare 
Packaging  of  Items  in  a  Box,  Plastic,  Cushioned  (1971) 
Packaging  of  Items  in  a  Box,  Slotted  Partitions  (1971) 
Packaging  of  Items  in  a  Box,  with  Die  Cut  Support  Pads 
Packaging  of  Items  in  a  Wrap,  with  Stiffener  (1971) 
Packaging  of  Items  in  Mailing  Tubes  (1971) 
Packaging  of  Items  in  Transparent  Plastic  Bags  with  Sti 
Packaging  of  Items  with  Wrap,  Greaseproof,  Requiring  Pr 
Packaging  of  Kits  (1971) 

Packaging  of  Molded  Plastic  Parts  for  Plating  (Electrop 
Packaging  of  Multiple  Items  in  Interleaved  Boxes  (1971) 
Packaging  of  Optical  Components  (1971) 
Packaging  of  Precision  Machined  Items  (1971) 
Packaging  of  Welding  Wire;  Premium  Quality  (1970) 
Packaging  of  (1971) 
Packaging  of  (1971) 

Packaging  Std.  for  an  Item  in  a  Transparent  Plastic  Bag 
Packaging  Std.  for  an  Item  in  a  Tube,  Fiber  Papeboard, 
Packaging  Std.  for  an  Item  in  a  Wrap,  Greaseproof,  with 
Packaging  Std.  for  an  Item  in  Box,  with  Desiccant,  Bag 
Packaging  Std.  for  Bare  Stranded  Aluminum  Conductor  (19 
Packaging  Std.  for  Box,  Multiple  Quantities,  Tightly  Pa 
Packaging  Std,  tor  Bulk  Quantities  in  a  Box  (1971) 
Packaging  Std.  for  Covered  Aluminum  Conductor  (1970) 
Packaging  Std.  for  Hose  and  Hose  Assemblies  (1971) 
Packaging  Std.  for  Individual  Item  Capped,  with  or  with 
Packaging  Std.  for  Individual  Items  in  a  Box,  Unit,  Cus 
Packaging  Std.  for  Items  Having  Ferrous  Metal  Surfaces 
Packaging  Std.  for  Items  in  a  Box,  with  Fiberboard  Stif 
Packaging  Std.  for  Items  in  a  Chemically  Neutral  Bag  (1 
Packaging  Std.  for  Items  in  Cavities  or  Compartments  of 
Packaging  Std.  for  Items  on  a  Cylindrical  Core  in  a  Tra 
Packaging  Std.  for  Multiple  Items  in  a  Chemically  Neutr 
Packaging  Std.  for  Multiple  Items  in  Plastic  Transparen 
Packaging  Std.  for  Raw  Stock  Material  on  Spools  (1971) 
Packaging  Std.  for  Sheet  Material  in  a  Box,  with  Multip 
Packaging  Std.  for  Single  Item  in  a  Plastic  Transparent 
Packaging  Std.  for  Single  Items  in  Containers,  Water  Va 
Packaging  Std.  for  Wrap,  Single  Face  Corrugated  Paper 
Packaging  Welding  Wire  (1970) 
Packaging  (1970) 
Packaging  (1971) 

Packed  in  Bags,  Single  Tier  Solid  Load  22  to  23  Pallets 
Packed  (1971) 
Packer  Hides  (1961) 
Packing  Materials  (1968) 

Packing  Rules  for  Certi  Split  Handsplit  Red  Cedar  Shake 
Packing  Sets  (1971) 

Packing,  Preformed,  Mil-R-25897  Rubber,  75  Shore,  O-Rin 
Packing,  Preformed,  Mil-R-25897  Rubber,  90  Shore,  O-Rin 
Packing,  Preformed,  Straight  Thread  Tube  Fitting  Boss, 
Packing,  Preformed,  Straight  Thread  Tube  Fitting  Boss, 
Packs (1969) 
Pad  Gage  (1970) 

Pad  Mounted  Compartmental  Type  Single  Phase  Distributio 
Pad  Mounted  Compartmental  Type,  Self  Cooled,  Three  Phas 
Pad  on  Boats  (1962) 

Pad  Supports  and  Padding;  and  Trim  Fastenings  (1970) 
Pad  (Hs  83)  (1968) 


use 

PS50 

RI 

P240 

RI 

P241 

RI 

P238 

RI 

P239 

SPI 

PBD5 

ASTM 

D1771 

ARI 

310 

CSMA 

AG*4 

NSA 

3440 

NSA 

3438 

NSA 

3425 

TAPPI 

T512 

TAPPI 

T483 

TAPPI 

T476 

TAPPI 

T507 

NSA 

3441 

NSA 

3407 

NSA 

3429 

NSA 

3430 

NSA 

3443 

RMA 

*8.50 

NSA 

3433 

EIA 

RS296-B 

NSA 

3423 

NSA 

3417 

RMA 

•8.38B 

NSA 

3405 

NSA 

3409 

NSA 

341 1 

NSA 

3419 

NSA 

3401 

NSA 

3413 

NSA 

3415 

NSA 

3421 

NSA 

3428 

ASEP 

7 

NSA 

3442 

NSA 

3448 

NSA 

3434 

SAE 

AMS2814C 

NSA 

3426 

NSA 

3427 

NSA 

3404 

NSA 

3446 

NSA 

3422 

NSA 

3444 

AA 

♦21 

NSA 

3439 

NSA 

3410 

AA 

♦22 

NSA 

3424 

NSA 

3431 

NSA 

3408 

NSA 

3400 

NSA 

3416 

NSA 

3418 

NSA 

3440 

NSA 

3436 

NSA 

3406 

NSA 

3403 

NSA 

3412 

NSA 

3435 

NSA 

3402 

NSA 

3420 

NSA 

3437 

SAE 

AMS2813B 

CHI 

7 

NSA 

3445 

RI 

P225-2 

NSA 

3439 

AAHSL 

•1 

RMA 

♦2 

RCSHS 

♦12 

NFLDP 

73  19  5 

NSA 

1593 

NSA 

1594 

NSA 

1 595 

NSA 

1596 

ANSI 

PHI. 26 

AAR 

MSRP-B-32 

ANSI 

C57.122I 

ANSI 

C57.1222 

BIA 

152 

SAE 

J782A 

SAE 

J801 
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Producer  Air 

pring  Assemblies,  and  Covering  Materials;  Pad  Supports  and 
std.  for  Packaging  of  Items  in  a  Box,  with  Die  Cut  Support 
Measuring  of  Bed  Pillows  and  Mattress 
Rec.  Pract.  for  Remote  Controls  Mounting 
Meth.  of  Measuring  the  Length  and  Width  of  Mattress 
Meth.  of  Measurement  for  Determining  Width  of  Mattress 
of  Latex  Foam  Rubber  Content  in  Rubber  Bonded  Animal  Hair 
Rec.  Pract.  for  Determinmg  Nonvolatile  Content  of 
Std.  Meth.  for  Determination  of  Cobalt  in 
Std.  Meth.  for  Determination  of  Lead  in 
Std.  Meth.  for  Determination  of  Manganese  in 
king  and  Preparing  Concrete  and  Masonry  Panels  for  Testing 

Spec,  for  Black 

r  Factory  Appli/  Rec.  Pract.  for  Specifying  Properties  of 

c.  Pract.  for  Determining  Nonvolatile  Content  of  Paint  and 
Rec.  for  Safeguarding  Aircraft  Cleaning,  Painting,  and 
Std.  Test  Meth.  for  Evaluating  the  Ability  of  a  Latex 
Std.  Test  Meth.  for  Low  Quantities  of  Mercury  in 
Std.  Test  Meth.  for  Arsenic  in 
.  Meth.  for  Determination  of  Low  Concentrations  of  Lead  in 
std.  Test  Meth.  for  Solvent  and  Fuel  Resistance  of  Traffic 
Std.  Meth.  of  Conducting  Road  Service  Tests  on  Traffic 
Spec,  for  Foliage  Green  Steel  Bridge 
Std.  Spec,  for  White  and  Tinted  Ready  Mixed 
Std.  Spec,  for  Red  Lead  Ready  Mixed 
Fire  Retardant 

ctures  (1970)  Spec  for  Aluminum 

d.  Meth.  of  Preparation  of  Aluminum  Alloy  Panels  for  Test, 
meth.  of  Sampling  and  Testing  Volatile  Solvents  for  Use  in 
meth.  for  Elongation  and  Tensile  Strength  of  Free  Films  of 
Color  and  Quality  Std.  for 
Std.  Meth.  of  Evaluating  Deg.  of  Rusting  on 
Std.  for  Aluminum  Sheet  and  Plate; 
Guide  Spec,  for  Coating  Systems; 

Automobile 

Pictorial  Surface  Preparation  Std.  for 
Rec.  for  Safeguarding  Aircraft  Cleaning, 
Std.  Index  of  Meth.  for  Test.  Architectural 
Facilities  (1969)  Std.  Manual  of  Pract.  for 

Requirements  for  Fire  Retardant 
Std.  Test  Meth.  for  Leveling  Characteristics  of 
ted  Test,  of  Moisture  Blister  Resistance  of  Exterior  House 
ication  of  Oils  and  Oil  Acids  in  Solvent  From  Solvent  Type 
Std.  Test  Meth.  for  Fire  Retardance  of 
Std.  Test  Meth.  for  Volatile  Content  of 
Std.  Test  Meth.  for  Pigment  Content  of  Solvent  Type 
td.  Test  Meth.  for  Separation  of  Vehicle  From  Solvent  Type 
.  of  Test  for  Freeze  Thaw  Resistance  of  Latex  and  Emulsion 
ulfur  Dioxide  in  White  Pigment  Separated  From  Solvent  Type 
itative  Determination  of  Nature  of  Thinner  in  Solvent  Type 
ulfide  Sulfur  in  White  Pigment  Separated  From  Solvent  Type 
ntimony  Oxide  in  White  Pigment  Separated  From  Solvent  Type 
Std.  Test  Meth.  for  Hiding  Power  of  Nonchromatic 
Tent.  Test  Meth.  for  Hiding  Power  of 
est  Meth.  for  Scrub  Resistance  of  Interior  Latex  Flat  Wall 
nfrared  Identification  of  Vehicle  Solids  From  Solvent  Type 
ardware  for  Std.  Tin  Clad  Fire  Doors  Mounted  Singly  and  in 
for  Tap  Density  of  Refractory  Metals  and  Compounds  by  Tap 
Capacity  Ratings  (for  Platform, 
Agricultural 


Padding  for  Chlorine  Tank  Cars  and  Tank  Trucks  (1967) 


/Usters,  Frames,  S 


Determination 


Std.  Meth.  of  Ma 


62) 


Std. 


rick  and  Refractories  Packaged  in  Cartons  Type  X-1  (1962) 
rick  and  Refractories  Packaged  in  Cartons  Type  X-2  ( 1 962) 
efractory  Bulk  Materials  Packaged  in  Bags  Type  X-3  (1962) 
efractory  Bulk  Materails  Packaged  in  Bags  Type  X-4  (1962) 
wo  36  In.  Ends  (1969) 
Slides  (1969) 

Protection  4  Slides  and  Top  (1969) 

4  Slides  (1961) 

4  Slides  (1969) 

4  Slides  (1969) 
n.  Sides  (1969) 
(1969) 

tons  (1956)  Suggested 
t)  for  Insulating  Firebrick,  Single  Tier  Solid  Load,  22  / 
Std.  Nomenclature  for 
Std.  Nomenclature  for  Drive  in  and  Drive  Thru 

Truck 
Rec. 
Rec. 

Std.  Nomenclature  for 
Principal  Dimensions  for  Low  Lift 
Std.  27  In.  X  48  In.  Wood 
69)  Std.  30  In.  X  48  In.  Wood 


Padding;  and  Trim  Fastenings  (1970) 
Pads  and  Filters  (1971) 
Pads  (Bedding)  (1970) 
Pads  (on  Boats)  (1970) 
Pads  (1968) 
Pads  (1968) 
Pads  (1968) 

Paint  and  Paint  Materials  (1969) 
Paint  Driers  by  EDTA  Meth.  ( 1 968) 
Paint  Driers  by  EDTA  Meth.  ( 1 968) 
Paint  Driers  by  EDTA  Meth.  (1968) 
Paint  Finishes  (R1969) 
Paint  for  Steel  Bridges  or  Timber  Structures  (1970) 
Paint  From  the  Liquid  State  Through  the  Curing  Stage  Fo 
Paint  Materials  (1969) 
Pamt  Removal  (1971) 

Paint  to  Resist  Efflorescence  From  Substrate  (1969) 

Paint  (1-968) 

Paint  (1968) 

Paint  (1968) 

Paint  (1969) 

Paint  (1969) 

Paint  (1970) 

Pamt  (1970) 

Paint  (1970) 

Paint  (1970) 

Paint,  Marking,  Epoxy  (1970) 

Paint,  Pigment  Paste,  and  Mixing  Varnish  for  Steel  Stru 

Paint,  Varnish,  Lacquer,  and  Related  Products  (R1969) 

Paint,  Varnish,  Lacquer,  and  Related  Products  (1969) 

Paint,  Varnish,  Lacquer,  and  Related  Products,  with  a  T 

Painted  Aluminum  Sheet  (1968) 

Painted  Steel  Surfaces  (1968)  ASTM  D610 

Painted  (1970) 

Painting  and  Finishing  (19701 
Pamting  Practices  (Hsl91)  (1968) 
Painting  Steel  Surfaces  ( 1967)  ASTM  D2200 
Painting,  and  Paint  Removal  (1971) 
Paints  and  Coatings  (1969) 

Paints  and  Protective  Coatings  for  Wastewater  Treatment 
Paints  and  Varnishes  (1969) 
Paints  by  Draw  Down  Meth.  (1969) 
Paints  on  Wood  (1968) 
Paints  (Gas  Chromatography)  (1968) 
Paints  (Stick  and  Wick  Method)  (1965) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1968) 
Paints  (1969) 
Paints  (1969) 
Paints  (1969) 
Paints  (1969) 

Pairs  (1968)  ANSI  A133.1 
Pak  Volumeter  (1970) 
Pallet  and  Fork  Trucks)  (1966) 
Pallet  Bulk  Bins  (1969) 

Pallet  for  Export  Shipments  of  Refractory  Materials  (19 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  B 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  B 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  R 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for  R 
Pallet  Load  (of  Brick)  Protection  Type  'A"  protection  T 
Pallet  Load  (of  Brick)  Protection  Type  'C"  protection  3 
Pallet  Load  (of  Brick)  Protection  Type  'C"  weatherproof 
Pallet  Load  (of  Brick)  Protection  Type"C-l"  protection 
Pallet  Load  (of  Brick)  Protection  Type"C-2"  protection 
Pallet  Load  (of  Brick)  Protection  Type"C-6"  protection 
Pallet  Load  (of  Brick)  Protection  Type"D',  on  Two  48  I 
Pallet  Load  (of  Brick)  Protection  Type"P"  shrink  Wrap 
Pallet  Loading  Arrangement  for  Plastic  Firebrick  in  Car 
Pallet  Loading  Pattern  and  Carloading  (for  Rail  Shipmen 
Pallet  Racks  (1960) 
Pallet  Racks  (1964) 
Pallet  Rollers  (1964) 

Pallet  Spec,  for  the  Grocery  Industry  (1967) 
Pallet  Spec,  for  the  Grocery  Industry  (1968) 
Pallet  Stacking  Frames  (1964) 
Pallet  Trucks  (1966) 

Pallet  (for  Bricks)  for  Certain  Bof  Sizes  (1966) 
Pallet  (for  Bricks)  for  15  In.  and  30  In.  Bof  Sizes  (19 


Re 


Std 


Std.  Meth.  for  Accelera 
/  Meth.  for  Identif 


Std.  Meth 
Std.  Meth.  for  S 
Std.  Meth.  of  Qual 
Std.  Test  Meth.  for  S 
Std.  Meth.  of  Test  for  A 


Tent.  T 
Std.  Meth.  for  I 
Safety  Std.  for  Swinging  H 
Std.  Test  Meth. 
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Std.  Wood 

Rec.  Std.  Quantities  of  Brick  Per 
Protection  and  Stability  of  Shapes  Which  Are  Difficult  to 
ble  Materials  (1971)  Requirements  for 

in  Steel  Drums  (1959) 

for  Insulating  Firebrick,  Single  Tier  Solid  Load,  22  to  23 
sohd  Load,  22  to  23  Pallets  in  40  Ft. -6  In.  Car.  28  to  29 
Std.  for  Air  Land  Demountable  Cargo 
ipment.  Anchored  Load)  Single  Tier  with  Skid  Retarders,  20 
(for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  Tilted 
rums.  Double  Tier  Floating  Load.  4  Units  Per  Car,  24  to  40 
carloading  Pattern  (for  Rail  Shipment)  for  Return  of  Empty 
Pattern  (for  Rail  Shipment)  Single  Tier  Floating  Load,  20 
attern  (for  Rail  Shipment)  Single  Tier  Wood  Braced  Load  20 
or  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  26  to  27 
r  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load,  24  to  25 
hipment)  Single  Tier  Load  Anchored  with  Steel  Strapping  20 
t  of  Brick)  Single  Tier  Solid  Load  Tilted  Pallets  26  to  27 
Materials  Packed  in  Bags.  Single  Tier  Solid  Load  22  to  23 
Std.  for  Air  Land  Demountable  Cargo 
Pattern  (for  Rail  Shipment)  Single  Tier  Floating  Load.  20 
shipment  of  Brick)  Double  Tier  Floating  Load,  28,  32,  or  36 
ttern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23 
shipment)  Single  Tier  Solid  Load.  Tilted  Pallets,  22  to  23 
ttern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23 
pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  Tilted 
ton.  Excelsior,  Flax,  Jute,  Kapok,  Manila.  Milkweed,  Moss, 

Isopropyl 


Ascorbyl 

set  (1971)  Std.  Part  Screw,  Machine, 

Std.  Part  Bolt,  Flat 
Std.  Part  Screw,  Machine, 
s.  Alloy  Steel  Self  Locking  and  Nonlocking  (1970)  Bolt, 
s,  A286  CRES,  Self  Locking  and  Nonlocking  (1970)  Bolt, 
s.  Titanium  Alloy  6al-4v,  Self  Locking  and  Nonlock/  Bolt, 

Std.  Part  Screw,  Machine 
Std.  Part  Screw,  Self  Locking, 
Std.  Part  Bolt,  Flat 
Std.  Part  Screw,  Machine, 
Std.  Part  Bolt  Flat 
Std.  Part  Bolt  Flat 
Std.  Part  Bolt,  Flat 
Std.  Part  Screw,  Self  Locking, 
Std.  Part  Screw,  Machine, 
Rec.  Pract.  for  Instrument 
lb  (1970)  •  Rec.  Pract.  for  Instrument 

Acoustical  Tile  and  Lay  in 
Std.  Spec,  for  Elastomeric  Structural  Glazing  and 
Rec.  Pract.  for  Instrument 
mensions  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter.  Flat 
1970)  Std.  Meth.  of 

Std.  Meth.  of 
Std.  Meth.  of 

(1968)  Four  Inch  Reinforced  Brick  Masonry  Curtain  and 

Rec.  Std.  for  Torpedo  Net 
Std.  Test 

t  Molded  In,  Countersunk  and  Thru  Clearance  Hole,  Sandwich 
olded  In,  Blind  Threaded,  Self  Locking.  Floating,  Sandwich 
n  Blind  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich 
n.  Thru  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich 
ded.  Self  Locking,  Non  Self  Locking,  Lightweight,  Sandwich 

Std.  for 
Std. 

Joints,  Detailing  of  Limestone,  Attachment  and  Support  of 
Spec.  Criteria  of  Bulbs  and  Implosion 
roducts  (RI9/  Std.  Meth.  of  Preparation  of  Aluminum  Alloy 

Std.  Meth.  of  Making  and  Preparing  Concrete  and  Masonry 
Std.  Test  Meth.  for  Bearing  Load  of  Corrugated  Plastic 
eth.  for  Transverse  Load  of  Corrugated  Reinforced  Plastics 
ter  Specular  Gloss  Measurements  of  Color  Television  Safety 
ability  and  Scrubbability  of  Finishes  Applied  to  Tiles  and 
Pilot  Equipment,  Thermal  Relays  in  Domestic  Electric  Heat 
Packaging  Std.  for  an  Item  in  a  Tube,  Fiber 
Meth.  for  Water  Repellency  of 
Test  Meth.  for  Moisture  in 
Tent.  Std.  for  Blocking  Resistance  of 
td.  for  Interlaboralory  Evaluation  of  Test  Meth.  Used  with 
c.  Pract.  for  Interlaboratory  Evaluation  of  Test  Used  with 
Tent.  Meth.  of  Test  for  Gloss  Retention  of  Waxed 
sile  Test  (1968)  Meth.  for  Internal  Bond  Strength  of 


Pallet  (for  Bricks)  (1962) 
Pallet  (1959) 

Palletize  (Rec.  for  Featheredge,  Neck  Brick  and  Splits) 

Palletized  and  Rack  Storage  of  Ordinary  and  Noncombusti 

Palletloading  Binding  and  Protection  for  Bulk  Materials 

Pallets  in  40  Ft.-6  In.  Car,  28  to  29  Pallets  in  50  Fl. 

Pallets  in  50  Ft.-O  In.  Car  (1956)  /Rick,  Single  Tier 

Pallets  Nets  (1970) 

Pallets  with  Type'  C"  protection  (1959)  /  (for  Rail  Sh 

Pallets  26  to  27  Pallets  (1959)  Carloading  Pattern 


/Hipment)  for  Bulk  Materials  in  Steel  D 
Rec. 
Carloading 
Carloading  P 
Carloading  Pattern  (F 
Carloading  Pattern  (Fo 
Carloading  Pattern  (for  Rail  S 
Carloading  Pattern  (for  Rail  Shipmen 
/Ading  Pattern  (Rail  Shipment)  for  Bulk 


Pallets  (1954) 
Pallets  (1956) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1959) 
Pallets  (1970) 

Pallets,  End  Gates  Only  (1959)  Carloading 

Pallets,  End  Gates  Only  (1959)  /Ing  Pattern  (for  Rail 

Pallets,  Loose  Brick  in  Door  Area  (1959)  /Arloading  Pa 

Pallets,  Loose  Bnck  in  Doorway  (1959)  /Ern  (for  Rail 

Pallets,  Wood  Braced  in  Place  of  Loose  Brick  (1959)  /A 

Pallets,  22  to  23  Pallets,  Loose  Brick  in  Doorway  (1959 

Palm,  Sisal,  Tula)  (1968)  /Ers  (Akund,  Coco,  Coir,  Cot 

Palmitate  (1967) 

Palmitic  Acid  70  Percent  (1963) 

Palmitic  Acid  75  Percent  (1963) 

Palmitic  Acid  80  Percent  (1963) 

Palmitic  Acid  85  Percent  (1963) 

Palmitic  Acid  90  Percent  (1963) 

Palmitic  Acid  95  Percent  (1963) 

Palmitate  (1 965) 

Pan  Head  Modified,  Close  Tolerance,  Short  Thread,  Torq 
Pan  Head  (1971) 

Pan  Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971 

Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Reces 

Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Reces 

Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Reces 

Pan  Head,  Cross  Recessed,  Full  Thread  (1971) 

Pan  Head,  Full  Thread  (1971) 

Pan  Head,  Full  Thread  (1971) 

Pan  Head,  Full  Thread,  Torq  Set  (1971) 

Pan  Head,  Hi  Torque  Recess,  Full  Thread  (1971) 

Pan  Head,  Hi  Torque  Recess,  Long  Thread  (1971) 

Pan  Head,  Hi  Torque  Recess,  Short  Thread  (1971) 

Pan  Head,  Shear  Torq  Set  (1971) 

Pan  Head,  Short  Thread,  Torq  Set  (1971) 

Panel  and  Speedometer  Installation  (Boats)  (1970) 

Panel  Arrangement  for  Fixed  Wing  Aircraft  Under  12,  500 

Panel  Ceiling  Suspension  Systems  (1966) 

Panel  Gaskets  (1971) 

Panel  on  Boats  (1963) 

Panel  Profile  (1969)  Rec.  Std.  for  Loose  Metal  End  Di 

Panel  Spalling  Test  for  Fireclay  Plastic  Refractories 

Panel  Spalling  Test  for  High  Duty  Fireclay  Brick  (1970) 

Panel  Spalling  Test  for  Super  Duty  Fireclay  Brick  (1970 

Panel  Walls  (in  Resisting  Lateral  Forces)  (Tech  Notes) 

Panel  Wire  (1970) 

Panel  (Electroplated  Plastics)  (1971) 

Panel (1970)  Inser 
Panel (1970)  Insert  M 

Panel  (1970)  Insert  Molded  I 

Panel  (1970)  Insert  Molded  I 

Panel  (1970)  Insert  Molded  in  Blind  Threa 

Panelboards  (Electricity)  (1971) 
Panelboards  (1969)  ANSI  C33.38 

Panels  and  Design  of  Sealant  Joints  Shown  in  Detailed  P 

Panels  for  Television  Picture  Tubes  (1966) 

Panels  for  Test.  Paint,  Varnish,  Lacquer,  and  Related  P 

Panels  for  Testing  Paint  Finishes  (R1969) 

Panels  (1969) 

Panels  (1969)  Std.  Test  M 

Panels  (1969)  /and  Criteria  for  Multi  Angle  Two  Parame 

Panels  (1971)  Test  Procedures  for  Wash 

Panels.  Environmental  Requirements,  Enclosures  Mounting 
Paperboard ,  Spiral  Wound  ( 1 97 1 ) 
Paper  and  Boards  (1969) 
Paper  and  Coated  Paperboard  (1971) 
Paper  and  Flexible  Materials  (1947) 
Paper  and  Its  Products  (1969) 
Paper  and  Paper  Products  (1968) 

Paper  and  Paperboard  After  Storage  at  104  F  (40c)  (1970 
Paper  and  Paperboard  as  Measured  by  a  Z-Directional  Ten 
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1223  Tenl.  Std.  for  Specular  Gloss  of 

Tent  Std.  Moisture  in 
Std.  Test  Meth.  for  Moisture  in 
Std.  Safety  Requirements  for  Pulp, 
Std.  for  Water  Absorptiveness  of  Nonbibulous 
Std.  for  Water  Resistance  of 
Apparatus)  (1970)  Std.  Tensile  Breaking  Properties  of 

Std.  for  Stretch  of 
Tent.  Std.  for  Fungus  Resistance  of 
Std.  for  Bacteriological  Examination  of 
Std.  for  Brightness  of 
Tent.  Sid.  for  Fiber  Analysis  of 
Tenl.  Std.  for  Reducible  Sulphur  in 
Tent.  Std.  for  Water  Soluble  Sulfates  and  Chlorides  in 

Std.  for  Rosin  in 
Tent.  Std.  Dirt  in 
Tent.  Std.  Arsenic  in 
Tenl.  Std.  for  Tensile  Breaking  Strength  of 
Std.  Test  Meth.  for  Rosin  in 
Meth.  for  Equilibrium  Relative  Humidity  of 
Std.  Test  Meth.  for  Arsenic  in 
Sid.  for  Thickness  (Caliper)  of 
Meth.  for  Copper  Number  of 
Std.  for  Wet  Tensile  Breaking  Strength  of 
Std.  for  Flammabilily  of  Treated 
d.  for  Weight  Per  Unit  Area  (Basis  Weight  or  Substance)  of 

Meth.  for  Moisture  in 
Meth.  for  Water  Resistance  of  Adhesive  Bond  in  Laminated 
Std.  Meth.  of  Tesl  for  Blocking  Resistance  of 
Sid.  for  Flame  Resistant 
Sid.  Specular  Gloss  of  Waxed 
Meth  for  Bleeding  Resistance  of  Asphalted 
er  (1969)  Std.  Test  Meth.  for  Folding  Endurance  of 

Std.  Test  Meth.  for  Folding  Endurance  of 
elh.  for  Analysis  of  Sodium  Triphosphate  by  the  Simplified 

Rec.  Std.  for 

xer  Meth.)  (1971)  Suggested  Meth.  for  Screen  Residue  of 

licauons  (1971)  Sid.  for  Fixed 

Meth.  for  Hydrogen  Ion  Concentration  Ph  of 
Meth.  for  Hydrogen  Ion  Concentration  (Ph)  of 
Std.  Requirements  for  Spooling  Photographic 
Meth.  for  Welting  Shipping  Sack 
Meth.  for  Static  (Treasing  of 
Std.  for 

Id.  Meth.  for  Preparing  and  Electrical  Test,  of  Insulating 
lion  for  Metallic  and  Associated  Coverings  for  Impregnated 
d  Meth.  for  the  Porosity  Measurement  of  Press  Felts  on  the 
0(1971)  Test  Meth.  for  Stiffness  of 

Std.  for  Surface  Wax  on  Waxed 
for  Interlaboratory  Evaluation  of  Test  Used  with  Paper  and 
Test  Meth.  for  Hardness  of 
Meth.  Resistance  of  Pulp  or 

Werle  Test  Meth.  for  Adhesiveness  of  Gummed 
Meth.  for  Adhesiveness  of  Gummed 
1  In.  Perforated 
Meth.  for  Surface  Strength  of 
Test.  Meth.  for  Surface  Receptivity  of 
Meth.  for  Smoothness  of 
Std.  Meth.  of  Sampling  and  Test.  Untreated 
Std.  Meth.  for  Sampling  and  Test.  Untreated  Mica 
Tesl  Meth.  for  Printing  Opacity  of 
t  (1/  Test  Meth.  for  Visual  Grading  and  Color  Matching  of 

Std.  for  Surface  Wettability  of 
Meth.  of  Measure  for  Diffuse  Opacity  of 
Meth.  for  Smoothness  of 
Meth.  for  Relative  Stability  of 
Std.  Test  Meth.  for  Printing  Ink  Permeation  of 
Test  Meth.  for  Tub  Size  Starch  on 
Meth.  for  Folding  Endurance  of 
Test  Meth.  for  Wet  Strength  of 
Test  Meth.  for  Titanium  in  Coated 
Std.  for  Casein  in 
Std.  for  Proteinaceous  Nitrogenous  Materials  in 
Tent.  Std.  for  Printing  Ink  Receptivity  of 
Std.  Test  Meth.  for  Crease  Retention  of  Wrapping 
Std.  Test  Meth.  for  Ash  in 
Meth.  for  Fiber  Orientation  and  Squareness  of 
Std.  for  Spectral  Reflectivity  and  Color  of 
Sid.  for  Paraffin  Wax  Absorptiveness  of 
Std.  for  Deg.  of  Curl  and  Sizing  of 
Std.  Spec,  for  Concrete  Pavement  Subgrade 
Meth.  for  Identification  of  Specks  and  Spots  in 
Std.  for  Opacity  of 
Std.  for  Titanium  Pigments  in 
Std.  for  Rigidity,  Stiffness  and  Softness  of 


Paper  and  Paperboard  at  75  Deg.  (1965)  PI  T3633,  ASTM  D 
Paper  and  Paperboard  by  Toluene  Distillation  (1958) 
Paper  and  Paperboard  by  Toluene  Distillation  (1968) 
Paper  and  Paperboard  Mills  (1969) 
Paper  and  Paperboard  (Cobb  Test)  (1969) 
Paper  and  Paperboard  (Dry  Indicator  Meth.)  (1944) 
Paper  and  Paperboard  (Using  Constant  Rate  of  Elongation 
Paper  and  Paperboard  (1946) 
Paper  and  Paperboard  (1954) 
Paper  and  Paperboard  (1957) 
Paper  and  Paperboard  (1958) 
Paper  and  Paperboard  (1960) 
Paper  and  Paperboard  (1960) 
Paper  and  Paperboard  (I960) 
Paper  and  Paperboard  (1961) 
Paper  and  Paperboard  (1963) 
Paper  and  Paperboard  (1964) 
Paper  and  Paperboard  (1966) 
Paper  and  Paperboard  (1967) 
Paper  and  Paperboard  (1967) 
Paper  and  Paperboard  (1968) 
Paper  and  Paperboard  (1968) 
Paper  and  Paperboard  (1968) 
Paper  and  Paperboard  (1968) 
Paper  and  Paperboard  (1968) 

Paper  and  Paperboard  (1968)  St 
Paper  and  Paperboard  (1969) 
Paper  and  Paperboard  (1969) 
Paper  and  Paperboard  (1969)  TAPPI  T477m-47 
Paper  and  Paperboard  (1971) 
Paper  at  20  Deg.  (1970) 
Paper  at  65  Deg.  C  (1971) 

Paper  by  the  Massachusetts  Institute  of  Technology  Test 
Paper  by  the  Schopper  Tester  (1969) 

Paper  Chromatographic  Meth.  (1970)  Std.  M 

Paper  Clip  Wire  (1970) 

Paper  Coating  Clays  and  Related  Pigments  (High  Speed  Mi 
Paper  Dielectric  Capacitors  for  Alternating  Current  App 
Paper  Extract  Cold  Extraction  Meth.  (1968) 
Paper  Extracts  (1968) 
Paper  for  Recording  Instruments  (1962) 
Paper  for  Test.  (1967) 

Paper  for  Water  Vapor  Transmission  (1971) 
Paper  Ice  Bag  Sizes  (1971) 

Paper  Impregnated  with  a  Liquid  Dielectric  (1969) 
Paper  Insulated  Cables  (1967)  Std.  Publica 

Paper  Machine  (Hspt)  (1971)  Suggeste 
Paper  or  Paperboard  (Deflection  with  Own  Specimen  Weigh 
Paper  or  Paperboard  (1969) 

Paper  Products  (1968)  Rec.  Pract. 

Paper  Rolls  (1971) 

Paper  Stock  to  Disintegration  (1967) 
Paper  Stock  (for  Repulping)  Std.  and  Pract.  (1970) 
Paper  Tape  (1967) 
Paper  Tape  (1970) 
Paper  Tape  (1971) 
Paper  Tester  (1964) 
Paper  to  Water  (1971) 

Paper  Under  Clamping  Pressure  (1958)  PI  T3632sm 
Paper  Used  for  Electrical  Insulation  (1970) 
Paper  Used  for  Electrical  Insulation  (1971)  ANSI  C59.59 
Paper  Using  45  Degree  0  Degree  Reflectometer  (1971) 
Paper  with  an  Ultraviolet  Containing  Daylight  lUuminan 
Paper  (Angle  of  Contact  Meth.)  (1970) 
Paper  (Backing)  (1970) 
Paper  (Bekk  Meth.)  (1971) 

Paper  (by  Effect  of  Heat  on  Folding  Endurance)  (1970) 
Paper  (Castor  Oil  Test)  (1969)  TAPPI  T462  Ts-63 
Paper  (Extract  with  Water,  Add  Iodine)  (1971) 
Paper  (MIT  Tester)  (1969) 
Paper  (Mullen  Tester)  (1971) 
Paper  (Qualitative  Fusion  and  Peroxide)  (1971) 
Paper  ((Qualitative)  (1968) 
Paper  ((Qualitative)  (1968) 
Paper (R1963) 

Paper  (R1968)  TAPPI  T446m 
Paper (R1969) 

Paper  (Zero  Span  Tensile  Strength)  (1960) 
Paper  (1947) 
Paper  (1948) 
Paper (1952) 
Paper  (1955) 
Paper  (1957) 
Paper  (1960) 
Paper  (1960) 
Paper  (1960) 


TAPPI 

T480 

TAPPI 

T484 

ASTM 

D2044 

ANSI 

Pl.l 

TAPPI 

T441 

TAPPI 

T433 

TAPPI 

T494 

TAPPI 

T457 

TAPPI 

T487 

TAPPI 

T449 

TAPPI 

T452 

TAPPI 

T401 

TAPPI 

T406 

TAPPI 

T468 

TAPPI 

T408 

TAPPI 

T437 

TAPPI 

T436 

TAPPI 

T404 

ASTM 

D549 

TAPPI 

T502 

ASTM 

D2173 

TAPPI 

T411 

TAPPI 

T430 

TAPPI 

T456 

TAPPI 

T461 

TAPPI 

T410 

TAPPI 

T412 

TAPPI 

T510 

ASTM 

D918 

use 

PS46 

TAPPI 

T653 

TAPPI 

T475SU 

ASTM 

D2176 

ASTM 

D643 

ASTM 

D2760 

SWA 

*60 

TAPPI 

T681SU 

EIA 

RS392 

TAPPI 

T509 

TAPPI 

T435 

ANSI 

PHI. 27 

TAPPI 

T501 

TAPPI 

T465SU 

use 

PS44 

ASTM 

D2413 

IPCEA 

S67-401 

TAPPI 

T680SU 

TAPPI 

UM-409 

TAPPI 

T497 

ASTM 

D1749 

TAPPI 

UM-402 

TAPPI 

T239 

NASMI 

PS70 

GIA 

203 

TAPPI 

T463 

EIA 

RS227-A 

TAPPI 

T499 

TAPPI 

UM-415 

TAPPI 

T490 

ASTM 

D202 

ASTM 

D1677 

TAPPI 

UM-411 

TAPPI 

T515 

TAPPI 

T458 

TAPPI 

T519 

TAPPI 

T479SU 

TAPPI 

T453 

ASTM 

D780 

TAPPI 

UM-412 

TAPPI 

T51I 

TAPPI 

UM-401 

TAPPI 

UM-408 

TAPPI 

T415 

TAPPI 

T417 

TAPPI 

T462 

ASTM 

D920 

ASTM 

D586 

TAPPI 

T481 

TAPPI 

T442 

TAPPI 

T467 

TAPPI 

T466 

AASHO 

M74 

TAPPI 

T445 

TAPPI 

T425 

TAPPI 

T439 

TAPPI 

T451 
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0) 


Sid.  for  Machine  Direction  of 
Std.  for  Organic  Nitrogen  in 
litative  Analysis  of  Mineral  Filler  and  Mineral  Coating  of 
Tent.  Std.  for  Bursting  Strength  of 
Tent.  Std  tor  Wax  in 
Tent.  Std,  for  Internal  Tearing  Resistance  of 
Tent.  Std.  for  Ink  Absorbency  of  Blotting 
Tent.  Std.  for  Zinc  and  Cadmium  in 
Meth.  for  Wax  Pick  Test  of 
Tent.  Std.  for  Microscopical  Identification  of  Fillers  in 
Tent.  Std.  for  Book  Bulk  and  Bulking  Number  of 
Tent.  Std.  for  Ash  in 
Std.  for  Turpentine  Test  for  Grease  Resistance  of 
Std.  for  Edge  Tearing  Resistance  of 
Std.  Test  Meth.  for  Ink  Absorption  of  Blotting 
Std.  Test  Meth,  for  Starch  in 
Std.  Test  Meth.  for  Edge  Tearing  Strength  of 
Meth.  for  Water  Soluble  Acidity  or  Alkalinity  of 
Meth.  for  Quantitative  Determination  of  Glue  in 
Meth.  for  Qualitative  Identification  of  Glue  in 
ive  Determination  of  Mineral  Filler  and  Mineral  Coating  of 
Std.  Designation  for  Thickness  of  Photographic 
Meth,  for  Folding  Endurance  of 
Std.  for  Acid  Soluble  Iron  in 
Std.  for  Silver  Tarnishing  by 
Std.  for  Identification  of  Wire  Side  of 
Std.  for  Air  Resistance  of 
for  Identification  and  Determination  of  Melamine  Resin  in 
ngths  400-700  Mm)  for  Visual  Grading  and  Color  Matching  of 
Std.  Meth.  for  Book  Bulk  and  Bulking  Number  of 
Std.  Test  Meth.  for  Slip  Resistance  of  Carbon 
Std,  for  Alpha  Cellulose  in 
Meth.  for  Blood  Resistance  of  Butchers"  wrapping 
Std  Test  Meth.  for  Silver  Tarnishing  by 
eg.  Directional  Reflectance  for  Blue  Light  (Brightness)  of 
Std.  Meth.  of  Test  for  Weight  of  Surface  Wax  on  V/axed 

Meth.  for  Starch  in 
Meth.  for  Alkali  Staining  Resistance  of 
Meth.  for  Determining  the  Transparency  of 
Std.  Meth.  of  Test  for  20  Degree  Specular  Gloss  of  Waxed 
Packaging  Std.  for  Wrap,  Single  Face  Corrugated 
Test  Meth.  for  Solubility  of  Aqueous  Dyes  for 
Test  for  Interfiber  Bond  Using  the  Internal  Bond  Tester 
Snap  Test  for  Bristol  Board 
ors  Box  Tape  Industry  Spec,  for  Glass,  Nylon,  All  Purpose, 
Test  Meth.  for  Grease  and  Oil  Resistance  of  Wax  Coated 
Tent.  Std.  for  Samplmg  a  Single  Lot  of 


Meth.  for  Quantitat 


Meth. 

for  Illuminants  (Wave  Le 


/St  Meth.  for  45  Deg.,  0  D 


s  (1970)  Std.  Conditioning  and  Test.  Atmospheres  for 

Test  Meth.  for  Glue  (Protein)  in 
Rec.  Std.  and  Spec,  for  Tablets  and  Related  Products; 
tent.  Meth.  of  Test  for  Gloss  Retention  of  Waxed  Paper  and 
t  Meth.  for  Grease  and  Oil  Resistance  of  Wax  Coated  Paper, 
Meth.  for  Bursting  Strength  of 
(1968)  Meth.  for  Internal  Bond  Strength  of  Paper  and 

Tent.  Std.  for  Specular  Gloss  of  Paper  and 
Tent.  Std.  Moisture  in  Paper  and 
Std.  Test  Meth.  for  Moisture  in  Paper  and 
Std.  Safety  Requirements  for  Pulp,  Paper  and 
Std.  for  Water  Absorptiveness  of  Nonbibulous  Paper  and 
Test  Meth.  for  Stiffness  of  Paper  or 
Std.  for  Water  Resistance  of  Paper  and 
Std.  Meth.  for  Compression  Resistance  of 
)  (1970)  Std.  Tensile  Breaking  Properties  of  Paper  and 

Test  Meth.  for  Mottle  and  Fuzz  on 
Std.  for  Stretch  of  Paper  and 
Tent.  Std.  for  Fungus  Resistance  of  Paper  and 
Std.  for  Bacteriological  Examination  of  Paper  and 
Std.  for  Brightness  of  Paper  and 
Tent.  Std.  for  Fiber  Analysis  of  Paper  and 
Tent.  Std.  for  Reducible  Sulphur  in  Paper  and 
Meth.  for  Water  Absorption  of 
std.  for  Water  Soluble  Sulfates  and  Chlorides  in  Paper  and 
Std.  for  Rosin  in  Paper  and 
Tent.  Std.  Dirt  in  Paper  and 
Meth.  for  Water  Immersion  Test  of 
Tent.  Std.  Arsenic  in  Paper  and 
meth.  for  Cross  Directional  Internal  Tearing  Resistance  of 
Tent.  Std.  for  Tensile  Breaking  Strength  of  Paper  and 
Tent.  Std.  for  Bending  Number  of 
Std.  Test  Meth.  for  Rosin  in  Paper  and 
Meth.  for  Equilibrium  Relative  Humidity  of  Paper  and 
Std  Test  Meth.  for  Arsenic  in  Paper  and 
Std.  for  Thickness  (Caliper)  of  Paper  and 
Meth.  for  Copper  Number  of  Paper  and 
Std.  for  Wet  Tensile  Breaking  Strength  of  Paper  and 
Std.  for  Flammability  of  Treated  Paper  and 


Paper (1961) 
Paper (1961) 

Paper  (1961)  Std.  for  Qua 

Paper  (1963) 

Paper (1963) 

Paper (1965) 

Paper  (1965) 

Paper  (1965) 

Paper (1965) 

Paper  (1965) 

Paper (1965) 

Paper  (1966) 

Paper (1966) 

Paper  ( 1 966)  PI  T36 14p,  ASTM  D0827 
Paper  (1967) 
Paper  (1967) 
Paper (1967) 
Paper (1967) 
Paper (1967) 
Paper (1967) 
Paper  (1967) 
Paper (1968) 
Paper (1968) 
Paper (1968) 
Paper (1968) 
Paper (1968) 
Paper  (1968) 
Paper  (1968) 

Paper  (1968)  Meth 
Paper  (1969) 
Paper  (1969) 
Paper  (1969) 
Paper (1969) 

Paper  (1969)  TAPPI  T444  Ts 

Paper  (1969)  TAPPI  T452m-58 

Paper (1970) 

Paper (1970) 

Paper  (1970) 

Paper  (1970) 

Paper  (1970)  ANSI  Z11.I77 

Paper  (1971) 

Paper  (1971) 
(Paper) (1971) 
(Paper) (1971) 

Paper,  Cloth,  and  Multi  Ply  Types  (1964)  Corrugat 

Paper,  Paperboard  and  Corrugated  (1971) 

Paper,  Paperboard,  Fiber  Board,  or  Related  Product  (197 

Paper,  Paperboard,  Pulp  Handsheets,  and  Related  Product 

Paper,  Qualitative  (Biuret  Test)  (1971) 

Paper,  Stationery  (1964) 

Paperboard  After  Storage  at  104  F  (40c)  (1970) 

Paperboard  and  Corrugated  (1971)  Tes 

Paperboard  and  Linerboard  (1966) 

Paperboard  as  Measured  by  a  Z-Directional  Tensile  Test 
Paperboard  at  75  Deg.  (1965)  PI  T3633.  ASTM  D1223 
Paperboard  by  Toluene  Distillation  (1958) 
Paperboard  by  Toluene  Distillation  (1968) 
Paperboard  Mills  (1969) 
Paperboard  (Cobb  Test)  (1969) 

Paperboard  (Deflection  with  Own  Specimen  Weight)  (1971) 

Paperboard  (Dry  Indicator  Meth.)  (1944) 

Paperboard  (Ring  Crush  Test)  (1968) 

Paperboard  (Using  Constant  Rate  of  Elongation  Apparatus 

Paperboard  (Visual)  (1971) 

Paperboard  (1946) 

Paperboard  (1954) 

Paperboard  (1957) 

Paperboard  (1958) 

Paperboard  (1960) 

Paperboard  (I960) 

Paperboard  (I960) 

Paperboard  (1960)  Tent. 

Paperboard  (1961) 

Paperboard  (1963) 

Paperboard  (1963) 

Paperboard  (1964) 

Paperboard  (1964) 

Paperboard  (1966) 

Paperboard  (1966) 

Paperboard  (1967) 

Paperboard  (1967) 

Paperboard  (1968) 

Paperboard  (1968) 

Paperboard  (1968) 

Paperboard  (1968) 

Paperboard  (1968) 


TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ANSI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

TAPPI 

TAPPI 

ASTM 

NSA 

TAPPI 

TAPPI 

TAPPI 

GIA 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

PSTMA 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ANSI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

TAPPI 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 


T409 

T418 

T42I 

T403 

T405 

T414 

T431 

T438 

T459 

T488 

T500 

T413 

T454 

T470 

D2I77 

D591 

D827 

T428 

T504 

T505 

T422 

PHI.l 

T423 

T434 

T444 

T455 

T460 

T498 

T508 

D2175 

F254 

T429 

T486 

D2043 

D985 

D2423 

T419 

T440 

T522 

D1834 

3437 

UM-601 

UM-403 

UM-405 

01-59B 

UM-410 

T400 

T402 

UM-413 

•1 

D2895T 

UM-410 

T807 

T506 

T480 

T484 

D2044 

Pl.l 

T441 

UM-409 

T433 

T472 

T494 

UM-400 

T457 

T487 

T449 

T452 

T401 

T406 

T492 

T468 

T408 

T437 

T491 

T436 

T496 

T404 

T495 

D549 

T502 

D2173 

T411 

T430 

T456 

T461 
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ght  Per  Unit  Area  (Basis  Weight  or  Substance)  of  Paper  and 
Meth.  for  Moisture  in  Paper  and 
Std.  for  Surface  Wax  on  Waxed  Paper  or 
Meth.  for  Surface  Strength  of  Coated 
r  Water  Resistance  of  Adhesive  Bond  in  Laminated  Paper  and 
Std.  Meth.  of  Test  for  Blocking  Resistance  of  Paper  and 
Std,  Measurement  for  the  Stiffness  of 
Test  Meth.  for  Stiffness  of  Thin 
Test  Meth.  for  Oleic  Acid  Penetration  of 
Test  Meth.  for  Grease  Absorption  of 
Test  Meth.  for  Moisture  in  Paper  and  Coated 
Std.  for  Flame  Resistant  Paper  and 
Tent.  Std.  for  Sampling  a  Single  Lot  of  Paper, 
Std.  Conditioning  and  Test.  Atmospheres  for  Paper, 
Std.  Spec,  for  Saturable 
Meth.  for  Coefficient  of  Static  Friction  of  Shipping  Sack 
Tent.  Std.  for  Test.  Analytical  Filter 
Tent.  Std.  for  Water  Absorbency  of  Bibulous 
Meth.  for  Determining  the  Curl  of  Gummed  Flat 
eth.  for  Indicating  the  Blocking  Resistance  of  Gummed  Flat 
th.  for  the  Determination  of  Silver  in  Photographic  Films, 
Std.  Meth.  of  Charting 
Test  Meth.  for  2,  6  Ditertiary  Butyl 
Std.  Meth.  of  Test. 
Std.  Acceptable  Concentrations  of 
Ik  Specific  Gravity  of  Compacted  Bituminous  Mixtures  Using 

Std.  for 

Std.  for  Tensile  Strength  of 
Methyl 

r  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding; 
ring  Unbalanced  Transmission  Line  Impedance  in  Distributed 
on  Safety  Pa/  Test  Meth.  and  Criteria  for  Multi  Angle  Two 

Std.  Test  Meth.  for  Two 
ified  Threaded  Inch  Series  (1970)  Std.  for  Design 

Measurement  of  Small  Signal  VHF-UHF  Transistor  Admittance 
roof  Drains  Including  General  Purpose,  Gutter  and  Cornice, 
truck  Traffic  (1971)  Design  Guide  for  Permanent 

Vehicle  Grade 
Spec.  Asphalt  Concrete  Paving  Used  for 
Std.  for 

Std.  for  Explosives  Motor  Vehicle 
Std.  for  Mobile  Home 
Electrical  Std.  for  Recreational  Vehicle 
Caps,  Mitts,  Etc.)  for  Commercial  or  Ho/  Std.  for  Beauty 

Guide  Spec,  for  Adhesive  Applied  Wood 
Std.  for  Mosaic 
Guide  Spec,  for  Wood  Flooring: 
eel.  Corrosion  and  Heal  Resistant,  1650f  Solution  Heat  and 
Radiological  Safety  in  the  Design  and  Operation  of 
Std.  Test  Meth.  for  Average  True 
dimetry  (1970)  ANSI  H9.25  Std.  Meth.  of  Test  for 

(1971 )  ANSI  G60.3  Std.  Spec,  for  Magnetic 

ndices)  (1971)  Meth.  for  Magnetic 

Std.  Definitions  of  Terms  Relating  to  Magnetic 
Fittings  and  Other  Piping  Components  (Dry  Powder  Magnetic 

Std.  Meth.  for 


entrifugal  Sedimentatio/ 

(1970) 
(1971) 


Tent.  Meth.  for  Determination  of 
Meth.  for 
Std.  Test  Meth.  for 
Meth.  for  Determination  of  the 
Meth.  for  Measuring 
Std.  Meth.  for  Determining 
Test  Meth.  for 

Fisher  Sub  Sieve  Sizer  (/  Std.  Meth.  of  Test  for  Average 

rser  for  Metal  Bearing  Ores  and  Rela/  Std.  Test  Meth.  for 

Definition  for 

Std.  Meth.  of  Test.  Lime  for  Chemical  Constituents  and 
1968)  ANSI  G60.6  Std.  Meth.  of  Magnetic 

the  Training,  Qualification  and  Certification  of  Magnetic 

Std.  for 
Std.  for 

69)  ANSI  /  Std.  Meth.  for  Microscopic  Sizing  and  Counting 

Std.  Test.  Meth.  for  Friable 
Std.  Meth.  of  Test  for  Friable 
Ih.  of  Test  for  Continuous  Sizing  and  Counting  of  Airborne 
Std.  Meth.  of  Correction  for  Coarse 
aggregate  (1949)  Std.  Test  Meth.  for  Percentage  of 

tion;  Radiographic,  Ultrasonic;  Liquid  Penetrant;  Magnetic 
Safety  Std.  for  High  Efficiency 
Std.  Meth.  of  Test  for 

r/  Std.  Meth.  for  Processing  Aerospace  Liquid  Samples  for 

erospace  Fluids  (1969)  /  Std.  Meth.  for  Sampling  Airborne 

Std.  Meth.  for  Measuring  and  Counting 
Test  Meth.  for  Foreign 
Std.  Meth.  for  Sampling  Stacks  for 


Paperboard  (1968)  Std.  for  Wei  TAPPI 

Paperboard  (1969)  TAPPI 

Paperboard  (1969)  TAPPI 

Paperboard  (1969)  TAPPI 
Paperboard  (1969)                                                      Meth.  Fo  TAPPI 

Paperboard  (1969)  TAPPI  T477m-47  ASTM 

Paperboard  (1970)  TAPPI 

Paperboard  (1971)  TAPPI 

Paperboard  (1971)  TAPPI 

Paperboard  (1971)  TAPPI 

Paperboard  (1971)  TAPPI 

Paperboard  (1971)  USC 

Paperboard.  Fiber  Board,  or  Related  Product  (1970)  TAPPI 

Paperboard,  Pulp  Handsheets,  and  Related  Products  (1970  TAPPI 

Papers  for  Laminated  Electrical  Insulation  (1971)  ASTM 

Papers  (Inclined  Plane  Meth.)  (1967)  TAPPI 

Papers  (1947)  TAPPI 

Papers  (1964)  TAPPI 

Papers  (1970)  TAPPI 

Papers  (1970)  .  TAPPI 

Papers,  Fixing  Baths,  or  Residues  (1969)  Std.  Me  ANSI 

Paperwork  Procedures  (1959)  ANSI 

Para  Cresol  in  Electrical  Insulating  Oils  (1970)  ASTM 

Para  Red  and  Toluidine  Red  Pigments  (1968)  ASTM 

Paradichlorobenzene  (1,  4  Dichlorobenzene)  (1970)  ANSI 

Paraffin  Coated  Specimens  (1971)  ANSI  37.107,  AASHO  TI6  ASTM 

Paraffin  Wax  Absorptiveness  of  Paper  (1948)  TAPPI 

Paraffm  Wax  (1967)  TAPPI 

Paragon  Wire  (Umbrella  Wire)  (1962)  SWA 

Parahydroxybenzoate  (1960)  CTFA 
Parallelness  of  Corrugations  (1970)                                Std.  Fo  AA 
Parameter  Coaxial  Waveguide  Systems  (1971)            /  Art  Measu  IEEE 

Parameter  Specular  Gloss  Measurements  of  Color  Televisi  EIA 

Parameter,  60  Deg  Specular  Gloss  (1969)  ASTM 

Parameters  for  Bolts  and  Screws;  External  Wrenching,  Un  SAE 
Parameters  (1970)                                                Std.  for  the  EIA 

Parapet  and  Promenade  or  Desk  Types,  and  Definitions  (1  ANSI 

Parking  Areas  (Crushed  Stone  Bases)  for  Automobile  and  NCSA 

Parking  Braking  System  Performance  Test  Code  (1968)  SAE 

Parking  Lots,  Roads,  Streets  and  Driveways  (1971)  CSI 

Parking  (Position)  Lamps  (1971)  SAE 

(Parking)  Terminals  (1970)  NFPA 

Parks  (Trailer  Courts)  (1971)  ANSI  A119.3  NFPA 

Parks  (1971)  ANSI  A119.4  NFPA 

Parlor  Equipment  (Hair  Dryers  and  Wavers;  Facial  Masks,  UL 

Parquet  Flooring  (1971)  CSI 

Parquet  Hardwood  Slat  Floonng  (1970)  USC 

Parquet,  Adhesive  Applied  (1968)  CSI 
Partially  Precipitation  Heat  Treated  (1971)                     /Ivels,  St  SAE 

Particle  Accelerators  (1969)  ANSI 

Particle  Density  of  Hollow  Microspheres  (1969)  ASTM 

Particle  Distribution  of  Tungsten  Metal  Powder  by  Turbi  ASTM 

Particle  Inspection  of  Large  Steel  Crankshaft  Forgings  ASTM 

Particle  Inspection  of  Pressure  Vessels  (Mandatory  Appe  ASME 

Particle  Inspection  (1968)  ANSI  Z166.15  ASTM 
Particle  Inspection)  (1971)                  IS  for  Valves,  Flanges  and  MSS 

Particle  Size  Analysis  of  Soils  (1963)  ASTM 

Particle  Size  Distribution  of  Alumina  or  Quartz  Using  C  ASTM 

Particle  Size  Distribution  of  Coating  Clay  (1968)  TAPPI 

Particle  Size  Distribution  of  Granular  Activated  Carbon  ASTM 

Particle  Size  Distribution  of  Space  Insecticide  Aerosol  CSMA 

Particle  Size  of  Aerosols  (Spray  Patterns)  (1971)  CSMA 

Particle  Size  of  Multicolor  Lacquers  (1968)  ASTM 

Particle  Size  of  Pulverized  Limestone  (1970)  PLA 

Particle  Size  of  Refractory  Metals  and  Compounds  by  the  ASTM 

Particle  Size  or  Screen  Analysis  at  No.  4  Sieve  and  Coa  ASTM 

Particle  Size  (1969)  SAE 

Particle  Sizes  (1966)  AASHO 

Particle  Test,  and  Inspection  of  Heavy  Steel  Forgings  ASTM 
Particle  Test.  Personnel  (1968)                            Rec.  Pract.  for  ASNT 

Particleboard  Decking  for  Factory  Built  Housing  (1970)  NPA 

Particleboard  for  Mobile  Home  Decking  (1971)  NPA 

Particles  From  Aerospace  Fluids  on  Membrane  Filters  (19  ASTM 

Particles  in  Aggregate  (1968)  AASHO 

Particles  in  Aggregates  (1971)  ANSI  A37.28,  AASHO  T112  ASTM 

Particles  in  Dust  Controlled  Areas  Using  Instruments  Ba  ASTM 

Particles  in  the  Soil  Compaction  Test  (1967)  AASHO 

Particles  of  Less  Than  1.95  Specific  Gravity  in  Coarse  AASHO 

Particle;  Eddy  Current  (of  Tubular  Products);  and  Visua  ASME 

Particulate  Air  Filter  Units  (1971)  ANSI  B132.1  UL 

Particulate  Contaminant  in  Aviation  Turbine  Fuels  (1970  ASTM 

Particulate  Contamination  Analysis  Using  Membrane  Filte  ASTM 

Particulate  Contamination  in  Clean  Rooms  for  Handling  A  ASTM 

Particulate  Contamination  of  Surfaces  (1970)  ANSI  Z146.  ASTM 

Particulate  Matter  in  Pulp  by  Transmitted  Light  (1970)  TAPPI 

Particulate  Matter  (1971)  ASTM 
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blow  Down  Melh.)  (1970)  Std.  Meth.  of  Sampling  for 

(1970)  Std.  Meth.  of  Sampling  for 

rospace  Fluids  by  Vacuum  Entrainm/  Std.  Meth.  of  Sampling 

uments  by  Fluid  Flushing  (197/  Std.  Melh.  of  Sampling  for 

Std.  for  Packaging  of  Items  in  a  Box,  Slotted 
Tech.  Spec,  for  Quieter  Home  Basics,  Including 
and  Maintenance  of  Alternate  Std.  F  Interlocking  Couplers, 
bilized  Alloy  Pipe  Flanges,  Forged  Fittings  and  Valves  and 

Std.  Detail 

Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  and 
Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  and 
Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  Valves  and 
oiled  9%  Nickel  Alloy  Steel  Flanges,  Fittings,  Valves,  and 
Guide  to  Handling  and  Packaging  of  Molded  Plastic 
std.  Spec  for  Leaded  Carbon  Steel  Forged  Pipe  Flanges  and 
assifying  Visual  Defects  in  Glass  Reinforced  Laminates  and 
Std.  for  Food  Contact  Surfaces  and 
Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  Valves  and 
td.  Spec,  for  Alloy  Steel  Castings  for  Pressure  Containing 
Rec.  Cleaning  Procedures  for 
condhand  A.A.R.  Std.  E  Couplers,  Knuckles,  Locks  and  Other 
Del  Rec.  Pract.  for  Plastic  Materials  for  Use  in  Optical 

color  and  Monochrome  Cathode  Ray  Tubes  and  Their  Component 

Std  F  Interlocking  Coupler 
Std.  Spec,  for  Sintered  Copper  Steel  Structural 
Std.  Spec,  for  Sintered  Nickel  Steel  Structural 
.  Spec,  for  Sintered  Austenitic  Stainless  Steel  Structural 
for  Secondhand  Std  E  Couplers,  Knuckles,  Locks  and  Other 
ssifying  Visual  Defects  in  Compression  and  Transfer  Molded 
Acceptance  of  Std.  E  Couplers,  Knuckles,  Locks,  and  Other 
td.  Spec,  for  Iron  Copper  Sintered  Metal  Powder  Structural 
c.  for  Copper  Infiltrated  Sintered  Carbon  Steel  Structural 
c.  for  Bronze  Castings  in  the  Rough  for  Locomotive  Wearing 
Std  Spec,  for  Sintered  Carbon  Steel  Structural 
Std.  Spec,  for  Sintered  Nickel  Silver  Structural 
Std.  Spec  for  Sintered  Bronze  Structural 
Std.  Spec,  for  Sintered  Brass  Structural 
Std.  Controlled  Slack  Coupler  Yoke  and 
s  of  Commercial  Thermoplastics;  Molding  Rec;  Annealing  of 
for  End  Preparation  for  Manual  Inert  Gas  Tungsten  Arc  Root 

Rec.  Rebore  Limit  for 
Rec.  Pract.  for  Brake  System  Road  Test  Code 
Spec,  for  Ultrasonic  Inspection  of  New  Freight  Car, 

Rec.  Pract.  for 
Rec.  Pract.  for  Electrical  Circuits  on 
Rec.  Pract.  for 
Rec.  Pract.  for 

ocedures  (1970)  Std.  for 

Testing  Machines  for  Measuring  the  Uniformity  of 
ation  Numbers  (1969)  Rec.  Pract.  for 

Std.  for 

Impact  Performance  Requirements  and  Test  Procedures  for 
Test  Std.  for  Custom  Constructed 
Rec.  Pract.  for 

Pract.  for  Service  Brake  System  Performance  Requirements 
Rec.  Pract.  for  Brake  System  Dynamometer  Test  Procedure 
Rec  Pract.  for  Brake  System  Road  Test  Code; 
rement  of  Fuel  Evaporative  Emissions  From  Gasoline  Powered 
rement  of  Fuel  Evaporative  Emissions  From  Gasoline  Powered 
lation  and  Use  of  Liquefied  Petroleum  Gases  on  Freight  and 
Service  Brake  System  Performance  Requirements  of 
Test.  Melh.  for  Occupant  Restraint  System  Evaluation  of 
ct.  for  Instrumentation  for  Measuring  Acoustic  Impulses  of 
dures  (1970)  Rec.  Pract.  for  Pressed  Steel  Wheels, 

and  Industrial  Type  /  Std.  for  Tire  Rims  to  Motorcycles, 

Std.  for  Axle  for 

c  Load  Requirements)  (1969/  Rec.  Pract.  for  Vehicle  (Car) 

Std.  Layouts  for  Electric  Traction 
Std.  Layouts  for  Hydraulic 
ng  Couplers,  Parts  and  Operating  Mechanisms  on  Freight  and 
Std.  for  the  Construction  of  New 
Std.  Controlled  Slack  Coupler  Yoke  and  Parts,  for 
Std.  Controlled  Slack  Coupler  Yoke,  for 
hllock  Coupler  Yokes,  Radial  Connections  and  Fittings,  for 
Tows  (1970)  Std.  Safely  Requirements  for  Aerial 

radial  Ply)  for  Trucks,  Busses,  Trailers,  and  Multipurpose 
es  and  Sc/  Std.  for  Tires  (60,  70,  and  78  In.  Series)  for 

eat  (1970)  Std.  for  Axle  for 

Spec,  for  Dental  Impression 
Stearyldimelhylbenzylammonium  Chloride 
Spec,  for  Aluminum  Paint,  Pigment 
for  Use  in  Measurement  of  Length  Change  of  Hardened  Cement 
1.2/  Std.  Melh.  for  Mechanical  Mixing  of  Hydraulic  Cement 

Std.  Meth  of  Test  for  Bleeding  of  Cement 
Meth.  for  Inorganic  Color  Pigments  and 
Meth.  for  Organic  Color  Pigments  and 


Particulates  From  Aerospace  Components  or  Systems  (Gas  ASTM  F308 

Particulates  From  Aerospace  Components  with  Convolules  ASTM  F304 

Particulates  From  Man  Accessible  Storage  Vessels  for  Ae  ASTM  F306 

Particulates  From  Reservoir  Type  Pressure  Sensing  Instr  ASTM  F305 

Partitions  (1971)  NSA  3411 

Partitions,  Acoustical  Ceilings  (Noise  Control)  (1970)  AIMA  9 

Parts  and  Operating  Mechanisms  on  Freight  and  Passenger  AAR  M209B 

Parts  for  Corrosive  High  Temperature  Service  (1970)  /A  ASTM  B462 

Paris  for  E  Coupler  (1970)  AAR  MSRP-C-40 

Parts  for  General  Service  (1968)  ANSI  G46.I  /Forged  or  ASTM  A181 

Paris  for  High  Temperature  Service  (1968)  /R  Forged  or  ASTM  A 105 

Parts  for  High  Temperature  Service  (1971)  ANSI  G37.1  ASTM  A182 

Parts  for  Low  Temperature  Service  (1968)  ANSI  G38. 13  ASTM  A522 

Parts  for  Plating  (Electroplating)  (1971)  ASEP  7 

Parts  for  Pressure  and  General  Service  (1968)  ASTM  A465 

Parts  Made  Therefrom  (1970)  Rec.  Pract.  for  CI  ASTM  D2563 

Parts  of  Vending  Machines  (1967)  NAMA  '1-400 

Parts  Specially  Heat  Treated  for  High  Temperature  Servi  ASTM  A404 

Parts  Suitable  for  High  Temperature  Service  (1969)  ANSI  ASTM  A217 

Parts  Washers  of  the  Baking  Industry  (1970)  AIB  148 

Parts  (Freight  Cars)  (1970)  Spec,  for  Se  AAR  MSRP-M204A 

Parts  (Lenses  and  Reflectors)  of  Motor  Vehicle  Lighting  SAE  J576C 

Parts  (1969)  /  United  States  to  Metric  Dimensions  for  EIA  JED72 

Parts  (1970)  AAR  MSRP-C-60 

Paris  (1970)  ASTM  B426 

Parts  (1970)  ASTM  B484 

Parts  (1970)  Std  ASTM  B525 

Parts  (1970)  Spec.  AAR  M204A 

Parts  (1970)  Rec.  Pract.  for  Cla  ASTM  D2562 

Parts  (1970)  Spec,  for  Purchase  and  AAR  M204 

Parts  (1970)  ANSI  G63.1  ASTM  B222 

Parts  (1970)  ANSI  G63. 2  -  Std.  Spe  ASTM  B303 

Parts  (1970)  ANSI  H28.1  Std.  Spe  ASTM  B66 

Parts  (1970)  ANSI  H9.I1  ASTM  B310 

Parts  (1970)  ANSI  H9.28  A.STM  B458 

Parts  (1970)  ANSI  H9.6  ASTM  B255 

Parts  (1970)  ANSI  H9.8  ASTM  B282 

Parts,  for  Passenger  Equipment  Cars  (1970)  AAR  MSRP-C-91 

Parts;  and  Chemical  Tests  (1971)  /Teristics,  Propertie  ASEP  3 

Pass  Welding  (1969)  Std.  PFI  ES21 

Passenger  Car  and  Commercial  Vehicle  Brake  Drums  (1968)  NWRA  D-47X 

(Passenger  Car  and  Light  Duty  Truck)  (1971)  SAE  J843D 

Passenger  Car  and  Locomotive  Axles  (1970)  AAR  MSRP-MIOI A 

Passenger  Car  Door  System  Crush  Test  Procedure  (1970)  SAE  J367 

Passenger  Car  Glazed  Surfaces  (1970)  SAE  J216 

Passenger  Car  Identification  Terminology  (1971)  SAE  J218 

Passenger  Car  Rear  Vision  (1968)  SAE  J834A 

Passenger  Car  Tire  Performance  Requirements  and  Test  Pr  SAE  J918C 

Passenger  Car  Tires  (1969)  SAE  J332 

Passenger  Car  Vehicle  Engine  and  Transmission  Identific  SAE  J129 

Passenger  Car  Vehicle  Identification  Numbers  (1968)  SAE  J853A 

Passenger  Car  Wheels  (1970)  SAE  JI75 

Passenger  Car  Wheels  (1971)  SEMA  5 

Passenger  Car  (Motor  Vehicle)  Dnvers  Eye  Range  (1969)  SAE  J941B 

(Passenger  Car)  (1970)  Rec.  SAE  J937B 

(Passenger  Car)  (1971)  SAE  J212 

Passenger  Car.  Trailer  Combinations  (1970)  SAE  J134 

Passenger  Cars  and  Light  Trucks  Using  the  Enclosure  Tec  SAE  J171 

Passenger  Cars  and  Light  Trucks  (1970)  /  for  the  Measu  SAE  J170 

Passenger  Cars  (Railway)  (1970)  /Ements  for  the  Instal  AAR  MSRP-L-63 

Passenger  Cars  (1969)  SAE  J937A 

Passenger  Cars  (1971)  SAE  J128 

Passenger  Cars  (1971)  Rec.  Pra  SAE  J247 

(Passenger  Cars)  Performance  Requirements  and  Test  Proce  SAE  J328A 

Passenger  Cars,  Truck  Busses,  Off  the  Road  Agricultural  TRA  6 

Passenger  Cars;  Roller  Bearing,  Raised  Wheel  Seat  (1970  AAR  MSRP-D-81 

Passenger  Door  Hinge  Systems  (Test  Procedures  and  Slati  SAE  J934A 

Passenger  Elevators  (1970)  NEI  '2-100 

Passenger  Elevators  (1970)  NEI  '2-300 

Passenger  Equipment  Cars  (1969)  /Ate  Std.  F  Interlocki  AAR  M209B 

Passenger  Equipment  Cars  (1970)  AAR  MSRP-C-75 

Passenger  Equipment  Cars  (1970)  AAR  MSRP-C-91 

Passenger  Eauipment  Cars  (1970)  AAR  MSRP-C-92 

Passenger  Equipment  Cars  (1970)  Std.  H  Tig  AAR  MSRP-C-86C 

Passenger  Tramways;  Including  Ski  and  Surface  Lifts  and  ANSI  B77.1 

Passenger  Vehicles  (1971)  /R  Tires  and  Rims  (Bias  and  TRA  2 

Passenger  Vehicles,  Vehicles.  Station  Wagons,  Motorcycl  TRA  1 

Passenger  (Railway)  Cars;  Plain  Bearing,  Raised  Wheel  S  AAR  MSRP-D-79 

Paste  (Zinc  Oxide  Eugenol  Type)  (1962)  ANSI  Z156. 16  ADA  16 

Paste  (1960)  CTFA  78 

Paste,  and  Mixing  Varnish  for  Steel  Structures  (1970)  AASHO  M69 

Paste,  Mortar  and  Concrete  (1970)  ANSI  A1.33  /Paratus  ASTM  C490 

Pastes  and  Mortars  of  Plastic  Consistency  (1970)  ANSI  A  ASTM  C305 

Pastes  and  Mortars  (1970)  ANSI  Al. 34  ASTM  C243 

Pastes  (1966)  TAPPI  T668 

Pastes  (1969)  TAPPI  T669 
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Meth.  for  Envelope  Seal,  Seam,  and  Window 
Tent.  Test  Meth.  for  Joints.  Fittings  and 
nuclides  (1970)  Rec.  Precautions  in  the  Management  of 

Std.  for  Wood  Sliding 

Rec.  Grades  and  Pressure  Treatments  for  Decks. 
Std.  Meth.  of  Measuring  (Including  Cost)  and  Recording 
ng  Firebrick.  Single  Tier  Solid  Load.  22  /  Pallet  Loading 

Rec.  Pract.  Spec,  for  Operational  Alignment  Test 
ng  (1970)  Rec.  Safe  Pract.  in 

ng  Load.  28,  32,  or  36  Pallets.  End  Gates  Only/  Carloading 
load  26  to  27  Pallets  (1959)  Carloading 
load,  24  to  25  Pallets  (1959)  Carloading 
load  Tilled  Pallets  26  to  27  Pallets  (1959)  Carloading 
End  Gate  Single  Tier  Floating  Load  Carloading 
End  Gate  Double  Tier  Floating  Load  Carloading 
Drums,  Double  Tier  Floating  Load,  4  Units  Pe/  Carloading 
(1956)  Rec.  Carloading 

20  Pallets,  End  Gates  Only  (1959)  Carloading 
20  Pallets  (1959)  Carloading 
ith  Steel  Strapping  20  Pallets  (1959)  Carloading 
ted  Pallets,  22  to  23  Pallets,  Loose  Brick  In/  Carloading 
to  23  Pallets,  Loose  Brick  in  Door  Area  (1959/  Carloading 
to  23  Pallets,  Wood  Braced  in  Place  of  Loose  /  Carloading 
d  20  Pallets  (1959)  Carioading 
with  Skid  Retarders,  20  Pallets  with  Type"C"  Carloading 
gs.  Single  Tier  Solid  Load  22  to  23  Pallets  (/  Carloading 
1965) 

Std.  for  Body  Measurements  for  the  Sizing  of  Womens 
Ashlar  Stone  (Limestone)  Veneer  Std.  Wall 
Redwood  Plywood  Homes;  Std.  Sizes  and 
Std.  Redwood  Lumber 
Meth.  for  Measuring  Particle  Size  of  Aerosols  (Spray 

Plastic 

Std.  Spec,  for  Asphalt  Cement  for  Use  in 
Asphalt  in 
.Asphalt  Overlays  and 
Thickness  Design  Full  Depth  Asphalt 
Soils  Manual  for  Design  of  .Asphalt 
Std.  Spec,  for  Concrete 
c.  for  Granular  Material  to  Control  Pumping  Under  Concrete 
Spec,  for  Undersealing  Portland  Cement  Concrete 
ormed  Polychloroprene  Elastomeric  Joint  Seals  for  Concrete 
or  Installation  of  Preformed  Compression  Seals  in  Concrete 
.  Definitions  of  Terms  Relating  to  Materials  for  Roads  and 
Gravel  for  Bituminous  Macadam  Base  and  Surface  Courses  of 
Std.  Spec,  for  Wood  Paving  Blocks  for  Exposed  Platforms, 
or  Contraction  Joints  in  Portland  Cement  Concrete  Airfield 
.  Spec,  for  Preformed  Expansion  Joint  Fillers  for  Concrete 
ys,  and  Interior  Floors  Exposed  to  W/  Std.  Spec,  for  Wood 

to  Asphalt;  Uses,  History.  Definitions,  Test  and  Spec,  for 
Std.  Spec,  for  Fine  Aggregate  for  Bituminous 
Std.  Spec,  for  Hot  Mixed.  Hot  Laid  Emulsified  Asphalt 
Std.  Spec,  for  Coarse  Aggregate  for  Bituminous 
Std.  Spec,  for  Mineral  Filler  for  Bituminous 
t  Meth.  for  Moisture  or  Volatile  Distillates  in  Bituminous 
th.  for  Quantitative  Extraction  of  Bitumen  From  Bituminous 
.  Meth.  of  Test  for  Maximum  Specific  Gravity  of  Bituminous 
ments  for  Mixing  Plants  for  Hot  Mixed,  Hot  Laid  Bituminous 

Concrete  Masonry  Slope 
ays  (1971)  Spec.  Asphalt  Concrete 

Patio 

STMD2471  Test  Meth.  for  Gel  Time  and 

Std.  Meth.  of  Sampling 
Std.  Classification  of 
Meth.  for  Laboratory  Processing  of  Pulp  (Ball  or 
Flooring  Grading  Rules,  Oak. 
cles  Including  Wheel  Assembly,  Chainguards,  Saddle  Braces, 
Agricultural  Implement  Power  Takeoff  and  Drive  Line 
Id.  for  Frame  Roof  Repair  for  4  1/4  X  8  Thru  7X12  Narrow 
sitive  Tape  at  180  Deg.  Angle  (1970) 

sitve  Tape  (1970)  180  Deg. 

180  Deg.  Angle  (1970)  Liner  Removal 

es  (1971)  Suggested.  Meth.  for  Evaluating  the 

Std.  Test  Meth.  for  the 
for  Determining  Durability  of  Adhesive  Joints  Stressed  in 
Rec.  Pract.  for  Cast  Shot  and  Grit  for 
Rec.  Std.  for  Shot 
Manual  on  Shot 
Spec,  for  Shot 
Std.  Test  Meth.  for 
Std.  Meth.  for  Fines  Content  of 
Std.  Test  Meth.  for  Pour  Density  of 
rmining  Specific  Weight,  Durabihty  and  Moisture/  Wafers, 
ules  for  Cottonseed  Slab  and  Sized  Cake,  Meal.  Screenings, 


Patch  Test.  (1969) 

Patches  in  Coated  Pipelines  (1971) 

Patients  Who  Have  Received  Therapeutic  Amounts  of  Radio 

Patio  Doors  (1970) 

Patio  Paving  with  Redwood  (1970) 

Patios  and  Fences  (1970) 

Patron  and  Non  Employee  Injury  Statistics  (1968) 
Pattern  and  Carloading  (for  Rail  Shipment)  for  Insulati 
Pattern  for  Television  (1968) 

Pattern  Shops.  Laboratories,  and  Offices  in  Metal  Casli 
Pattern  Std.  Classifications.  Tooling  (1970) 
Pattern  (for  Rail  Shipment  of  Brick)  Double  Tier  Floati 
Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid 
Pattern  (for  Rail  Shipment  of  Brick)  (1959) 
Pattern  (for  Rail  Shipment  of  Brick)  (1959) 
Pattern  (for  Rail  Shipment)  for  Bulk  Materials  in  Steel 
Pattern  (for  Rail  Shipment)  for  Return  of  Empty  Pallets 
Pattern  (for  Rail  Shipment)  Single  Tier  Floating  Load. 
Pattern  (for  Rail  Shipment)  Single  Tier  Floating  Load. 
Pattern  (for  Rail  Shipment)  Single  Tier  Load  Anchored  W 
Pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load.  Til 
Pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  22 
Pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  22 
Pattern  (for  Rail  Shipment)  Single  Tier  Wood  Braced  Loa 
Pattern  (for  Rail  Shipment;  Anchored  Load)  Single  Tier 
Pattern  (Rail  Shipment)  for  Bulk  Materials  Packed  in  Ba 
Pattemmaking  of  Copper  Base  Alloys  in  Foundry  Pract. 
Patterns  and  Apparel  (1970) 
Patterns  (1967) 
Patterns  (1970) 
Patterns  (1971) 
Patterns)  (1971) 
Patterns.  TooUng  (1970) 

Pavement  Construction  (1969a)  ANSI  A37.135 
Pavement  Maintenance  (1967) 
Pavement  Rehabilitation  (1969) 

Pavement  Structures  for  Highways  and  Streets  (1970) 
Pavement  Structures  (1969) 
Pavement  Subgrade  Paper  (1955) 

Pavement  (1963)  Std.  Spe 

Pavements  with  Asphalt  (1966) 

Pavements  (1969)  Std.  Spec,  for  Pref 

Pavements  (1%9)  Tent.  Spec,  for  Lubricant  F 

Pavements  (1970)  ANSI  A37.33  Std 
Pavements  (1971)  /Hed  Stone,  Crushed  Slag,  and  Crushed 

Pavements.  Driveways,  and  Interior  Floors  Exposed  to  We 
Pavements,  Sawable  Type  (1971)  /Onbituminous  Inserts  F 

Paving  and  Structural  Construction  (Nonextruding  and  Re 
Paving  Blocks  for  Exposed  Platforms,  Pavements,  Drivewa 
Paving  Materials  (1970)  Introduction 
Paving  Mixtures  (1969) 
Paving  Mixtures  (1969) 
Paving  Mixtures  (1969) 
Paving  Mixtures  (1970) 
Paving  Mixtures  (1970) 
Paving  Mixtures  (1970) 
Paving  Mixtures  (1971) 
Paving  Mixtures  (1971)  ANSI  A37.102 
Paving  Under  Bridges  (1958) 
Paving  Used  for  Parking  Lots,  Roads,  Streets  and  Drivew 
Paving  with  Redwood  (1970) 

Peak  Exothermic  Temperature  of  Epoxy  Compounds  (1970)  A 
Peat  Materials  (1971) 

Peats,  Mosses.  Humus  and  Related  Products  (1969) 

Pebble  MiU  Meth.)  (1968) 

Pecan.  Beech,  Birch,  Hard  Maple  (1968) 

Pedal  Clearance,  Steering  Control,  Brakes,  Tires  and  Co 

Pedestal  Shafts  (1968) 

Pedestal  Type  Side  Frame  for  Roller  Bearing  Freight  Car 
Peel  Adhesion  Test  Meth.  for  Double  Coated  Pressure  Sen 
Peel  .Adhesion  Test  Meth.  for  Single  Coated  Pressure  Sen 
Peel  .Adhesion  Test  Meth.  of  Pressure  Sensitive  Tape  at 
Peel  and  Shear  of  Hot  Melt  Bonds  at  Elevated  Temperatur 
Peel  Strength  of  Metal  Plated  Plastics  (1971) 

Peel  (1971)  Std.  Rec.  Pract. 

Peening  and  Cleaning  {1%9) 
Peening  Wire  (1970) 
Peening  (Hs  84)  (1967) 
Peening  (1971) 

PeUet  Size  Distribution  of  Carbon  Black  (R1969) 
Pelleted  Carbon  Black  (R1969) 
Pelleted  Carbon  Black  (R1969) 

Pellets  and  Crumbles  -  Definitions  and  Methods  for  Dete 

Pellets  and  Flakes  ( 1971 )  Trading  R 


Std.  Tes 
Std.  Test  Me 
Std 

/Spec,  for  Require 


TAPPI 

T516 

ASTM 

G18 

NCRPM 

R37 

NWMA 

I.S.3 

CRA 

3C5-1 

SFPA 

•1 

ANSI 

Z108.1 

RI 

P223-1 

SMPTE 

RP27.1 

AFS 

7 

NAPM 

'1 

RI 

P216-2 

RI 

P210-2 

RI 

P231-1 

RI 

P232-1 

RI 

P2I7-2 

RI 

P220-2 

RI 

P227 

RI 

P234 

RI 

P214-2 

RI 

P233-1 

RI 

P209-2 

RI 

P230-1 

RI 

P205-2 

RI 

P207-2 

RI 

P208-2 

RI 

P212-1 

RI 

P225-2 

AFS 

NF651 1-24 

use 

PS42 

ILIA 

*8.51 

CRA 

3A9-1 

CRA 

2C8 

CSMA 

AG'IO 

NAPM 

PPl 

ASTM 

D946 

AI 

MS16 

AI 

MS17 

AI 

MSI 

AI 

MS  10 

AASHO 

M74 

AASHO 

Ml  55 

.AI 

SS6 

ASTM 

D2628 

ASTM 

D2835T 

ASTM 

D8 

.ASTM 

D693 

ASTM 

D52 

.ASTM 

D2828 

ASTM 

D1751 

.ASTM 

D52 

AI 

MS5 

.ASTM 

D1073 

ASTM 

D2629 

ASTM 

D692 

AASHO 

M17 

-AASHO 

TllO 

AASHO 

T164 

ASTM 

D2041 

ASTM 

D995 

NCMA 

13 

CSI 

02612 

CRA 

3C5-1 

SPI 

ERF2 

.ASTM 

D2944 

.ASTM 

D2607 

TAPPI 

T224 

NOFMA 

*1 

BMA 

6/5 

.ASAE 

R314 

AAR 

MSRP-D-22E 

PSTC 

3 

PSTC 

1 

PSTC 

4 

TAPPI 

T814SU 

.ASEP 

5B 

ASTM 

D2918 

SAE 

J444 

SWA 

•80 

SAE 

J808A 

S.AE 

AMS2430G 

ASTM 

D1511 

ASTM 

D1508 

ASTM 

D1513 

ASAE 

S269.1 

NCPA 
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rs  by  Uniform  Static  Air  Pr/ 


1971) 
(1969) 


h.  of  Test  for  Tear  Resistance  of  Woven  Fabrics  by  Falling 
Mechanical  Properties  of  Plastics  by  Means  of  a  Torsional 
pendices)  (1971 )  Meth.  for  Liquid 

Std.  Reference  Photographs  for 
or  the  Training,  Qualification  and  Certification  of  Liquid 

Oil;  Fluorescent 
Oil;  Fluorescent 
Oil;  Fluorescent 

ndestructive  Examination:  Radiographic,  Ultrasonic;  Liquid 
clear  Fueled  Power  Generating  Static/  Std.  for  Electrical 

Pressure  Sensitive  Electrical  Tape  Resistance  to 
Std.  Spec,  for 
Asphalt  Surface  Treatments  and 
for  Yield  Stress  of  Heterogeneous  Propellants  by  the  Cone 

Std.  Test  Method  for 
Std.  Meth.  of  Test  for  Water 
Std.  Test  Meth  for  Rate  of  Grease 
Test  Meth.  for  Oleic  Acid 
Meth.  for  Cone 
Std.  Meth.  of  Test  for  Needle 
Std,  for  Needle 
Std.  Meth.  for  Determining 
Tent.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for  Moisture 
Meth.  of  Test  for  Time  of  Setting  of  Concrete  Mixtures  by 
Pressure  Sensitive  Tape  Water 
test  Meth.  for  Water  Resistance  of  Textile  Fabrics  (Impact 

Soil  Cone 

and  Plywood  Pressure  Treated  with  Light  Petroleum  Solvent 
and  Plywood  Pressure  Treated  with  Heavy  Petroleum  Solvent 
ood  Pressure  Treated  with  Volatile  Petroleum  Solvent  (LPG) 
and  Plywood  Pressure  Treated  with  Light  Petroleum  Solvent 
and  Plywood  Pressure  Treated  with  Heavy  Petroleum  Solvent 
ood  Pressure  Treated  with  Volatile  Petroleum  Solvent  (LPG) 
.  Spec,  for  Volatile  Petroleum  Solvent  (LPG)  for  Preparing 

Std.  for  Creosote 
Std.  Spec,  for 
Std.  Meth.  for  Chemical  Analysis  of 
Std.  Meth.  for  Test. 

Spec,  for  Photographic  Grade  (Borax);  Sodium  Tetraborate 
mical.  Cotton  Defoliant,  (Z)-2,  3,  5,  5,  5-Pentachloro  4  Oxo  2 

Std.  for 
Tent,  for 
Meth.  for  Safe  Handling  of 
Tent.  Test  Meth.  for  Chromic  Oxide  in  Leather 
Total  Base  Number  of  Petroleum  Products  by  Potentiometric 
Safe  Handling  and  Use  of 
1970)  Std.  Meth.  of  Test  for  Crystallography 

(1970)  Std.  Spec,  for 

(1969)  Std.  Spec,  for  Homogeneous 

sal  Fields  (1969)  Std.  Spec,  for  Homogeneous 

irport,  and  Similar  Drainage  /  Std.  Spec,  for  Homogeneous 

Std.  Spec,  for  Std.  and  Extra  Strength 
Std.  Spec,  for 

Std.  Dimensions  for  70mm  Unperforaled  and 
Spec,  for  16mm  Azimuth  Alignment  Test  Film, 

1  In. 

Std.  Spec,  for 

Std.  Dimensions  for  8mm  Motion  Picture  Film, 
std.  Dimensions  of  Tape  Splices  on  8mm  Motion  Picture  Film 
Dimensions  of  Cemented  Splices  on  8mm  Motion  Picture  Film 
Std.  Dimensions  for  35  mm  Motion  Picture  Film 
imensions  of  Magnetic  Striping  of  16mm  Motion  Picture  Film 
Std.  Spec,  for  Asbestos  Cement 
s  for  Magnetic  Sound  Record  on  Super  8  Motion  Picture  Film 
Rec.  Pract.  Std.  Procedure  for  Evaluation  of  Well 
Rec.  Prac  for  Engine  Oil 
bed  Systems  (1970)  Wood  Test  Meth.  for  Determining  the 


Std 


/Er,  Timber 
/Er.  Timber 
/R  and  Plyw 
/,  Timber 
/,  Timber 
/and  Plyw 
Tent 


1) 


ameras  (1970) 


St.  Systems  (1968)  ANSI  ZI66./ 

trucks  and  Wagons  (1971) 
Rubber  Tired,  Front  End  Loa/ 
Rubber  Tired,  Self  Propelled  Sc/ 

,  Self  Propelled  Graders  (1971) 
for  Rubber  Tired,  Self  Propelle/ 

id  Power  Pumps  and  Ml  Meth. 


Rec.  Pract.  for  Evaluating 
Rec.  Pract  for  Minimum 
Rec.  Pract.  for  the  Minimum 
Rec.  Pract.  for  Minimum 
Rec.  Pract.  for  Minimum 
Rec.  Pract.  for  Minimum 
of  Test,  and  Presenting  Basic 
Std.  Household  Washer 
Criteria  for 


trostatic  Precipitators  (1965) 

inding  Equipment  Operating  Within  the  Radio  Frequency  Ra/ 
h  and  Development,  Including/  Code  of  Good  Pract.  for  the 

rs  Under  the  Influence/  Std.  Meth.  of  Test  for  Structural 

Meth.  of  Rating 
Rec.  for  the 

(1971)  Rec.  Pract.  for  Gas  Turbine  Engine  Status 

II  Pipe  (1971)  Bui.  on 


ng  Machine  (1970) 


Std.  for 


Pendulum  (Elmendorf)  Apparatus  (1970)  ANSI  L14.200  /Et 
Pendulum  (1969)  Std.  Test  Meth.  for  Dynamic 

Penetrant  Examination  of  Pressure  Vessels  (Mandatory  Ap 
Penetrant  Inspection  (1971) 

Penetrant  Test.  Personnel  (1968)  Rec.  Pract.  F 

Penetrant,  High  Fluorescence,  Solvent  Soluble  (1970) 
Penetrant,  Solvent  Soluble  (1970) 
Penetrant,  Water  Soluble  (1970) 

Penetrant;  Magnetic  Particle;  Eddy  Current  (of  Tubular 
Penetration  Assemblies  in  Containment  Structures  for  Nu 
Penetration  at  Elevated  Temperatures  Test  Meth.  (1966) 
Penetration  Graded  Asphalt  Cement  (1970) 
Penetration  Macadam  (1969) 

Penetration  Method  (1970)  Tent.  Meth.  of  Test 

Penetration  of  Adhesives  (1969) 

Penetration  of  Exterior  Windows,  Curtain  Walls,  and  Doo 
Penetration  of  Flexible  Barrier  Materials  (1968) 
Penetration  of  Paperboard  (1971) 
Penetration  of  Petrolatum  (1965) 

Penetration  of  Petroleum  Waxes  (1970)  ANSI  Zl  1.173 
Penetration  of  Petroleum  Waxes  (1971) 
Penetration  of  Wood  Preservatives  and  Fire  Retardants 
Penetration  Resistance  of  Pipeline  Coatings  (197!) 
Penetration  Resistance  Relations  of  Fine  Grained  Soils 
Penetration  Resistance  (1970)  ANSI  A37.134 
Penetration  Test  Meth.  (1970) 

Penetration  Test)  (1971)  ANSI  LI4.71,  ASTM  D583 
Penetrometer  (1971 ) 

Penta  Solution  for  Above  Ground  Use  (1971) 
Penta  Solution  for  Above  Ground  Use  (1971) 
Penta  Solution  for  Above  Ground  Use  (1971) 
Penta  Solution  for  Ground  Contact  Use  (1971 ) 
Penta  Solution  for  Ground  Contact  Use  (1971 ) 
Penta  Solution  for  Ground  Contact  Use  (1971) 
Pentachlorophenol  Solutions  (1968) 
Penlachlorophenol  Wood  Preservative  Solution  (1970) 
Pentachlorophenol  (1970) 
Pentachlorophenol  (1971)  ANSI  011.22 
Pentaerythritol  (1969) 
Pentahydrate  and  Decahydrate  (1970) 

Pentenoic  Acid"Alorac"  (1969)  /R  the  Pest  Control  Che 

Pentosans  in  Wood  and  Bleached  and  Unbleached  Pulp  (197 
Pentosans  in  Wood  (1950) 
Perchlorethylene  Drycleaning  Solvent  (1970) 
(Perchloric  Acid  Oxidation)  (1969) 

Perchloric  Acid  Titration  (1970)  IT.  Meth.  of  Test  for 

Perchloroethylene  (1971) 

Perfection  of  Silicon  by  Preferential  Etch  Techniques 
Perforated  Bituminized  Fiber  Drainage  Pipe  and  Fittings 
Perforated  Bituminized  Fiber  Pipe  for  General  Drainage 
Perforated  Bituminized  Fiber  Pipe  for  Septic  Tank  Dispo 
Perforated  Bituminous  Fiber  Pipe  Systems  for  Highway,  A 
Perforated  Clay  Pipe  (1968)  ANSI  A106.1 
Perforated  Concrete  Pipe  (1968) 

Perforated  Film  for  Cameras  Other  Than  Motion  Picture  C 
Perforated  One  Edge,  Magnetic  Type  (1969) 
Perforated  Paper  Tape  (1971) 
Perforated  Plate  Sieves  for  Test.  Purposes  (1970) 
Perforated  Super  8,  Ir-1667  (1967) 
Perforated  Super  8,  Projection  Type  (1969) 
Perforated  Super  8,  Projection  Type  (1969) 
Perforated  Super  8,  2r  1664  (1-0)  (1969) 
Perforated  Super  8,  2r  1667  (1-3)  (1969) 
Perforated  Underdrain  Pipe  (1970) 
Perforated  Ir  1667  (1969) 
Perforators  (1971) 

Performance  and  the  Service  Classification  (1971) 
Performance  Characteristics  of  Factory  Primed  and  Finis 
Performance  Characteristics  of  Pulse  Echo  Ultrasonic  Te 
Performance  Criteria  for  Brake  Systems  for  Off  Highway 
Performance  Cnteria  for  Brake  Systems  for  Off  Highway, 
Performance  Criteria  for  Brake  Systems  for  Off  Highway, 
Performance  Criteria  for  Brake  Systems  for  Rubber  Tired 
Performance  Criteria  for  Roll  Over  Protective  Structure 
Performance  Data  for  Positve  Displacement  Hydraulic  Flu 
Performance  Evaluation  Procedure  (1970) 
Performance  Guarantee  Determinations  as  Related  to  Elec 
Performance  of  Airborne  Radio  Receiving  and  Direction  F 
Performance  of  Critical  Experiments  for  Nuclear  Researc 
Performance  of  Exterior  Windows,  Curtain  Walls,  and  Doo 
Performance  of  Fluidic  Devices  (1970)  ANSI  B93.14 
Performance  of  Lath  and  Plaster  (1967) 
Performance  Presentation  for  Digital  Computer  Programs 
Performance  Properties  of  Steel  Casing,  Tubing,  and  Dri 
Performance  Ratings  of  Industrial  Tractors  (1961) 
Performance  Requirement  Work  Holder  Airframe  Spar  Milli 


Std. 
Std.  D 


Std.  Dimension 


ASTM 

ASTM 

ASME 

ASTM 

ASNT 

SAE 

SAE 

SAE 

ASME 

IEEE 

PSTC 

AASHO 

AI 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

TAPPI 

ASTM 

TAPPI 

AWPA 

ASTM 

ASTM 

ASTM 

PSTC 

AATCC 

ASAE 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

ASTM 

AWPA 

ASTM 

ASTM 

ASTM 

ANSI 

ANSI 

TAPPI 

TAPPI 

LCATA 

ASTM 

ASTM 

MCA 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

ANSI 

EIA 

ASTM 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

AASHO 

ANSI 

API 

SAE 

NWMA 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

NFLDP 

AHAM 

IGCI 

RTCA 

ANS 

ASTM 

NFLDP 

GA 

SAE 

API 

ITA 

NSA 


D1424 

D2236 

BPVC8-I-8 

E433 

TCIA/D 

AMS3157A 

AMS3155B 

AMS3156B 

BPVCV 

317 

56 

M20 

MS13 

D2884T 

D1916 

E331 

F87 

UM-406 

T663 

D1321 

T6390S 

A3-71 

G17 

D1558 

C403 

35 

42 

R313.1 

LP-3 

LP-7 

LP-4 

LP-33 

LP-77 

LP-44 

D2605 

PI  1-70 

D1272 

D1274 

D2195 

PH4.230 

K62.79 

T2230S 

T19 

•1 

D2807 

D2896T 

SD24 

F47 

MI77 

D2311 

D2312 

D2818 

C211 

C444 

PHI. 20 

PH22.114 

RS227-A 

E323 

PH22.149 

PH22.172.2 

PH22.I72.1 

PH22.169 

PH22.176 

M189 

PH22.164 

RP43 

JI83A 

M-3 

E317 

J166 

J237 

J319B 

J236 

J320A 

T3.9.17 

HLW-1 

EP3 

DO- 142 

1 

E330 

T3.7.3 

*5 

ARP1211 

5C2 

3A1-3A3 
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ger  Car  Wheels  (1970)  Impact  Performance  Requirements  and  Test  Procedures  for  Passen  SAE  J175 

Rec.  Pract.  for  Pressed  Steel  Wheels,  (Passenger  Cars)  Performance  Requirements  and  Test  Procedures  ( 1 970)  SAE  J328A 

Std.  for  Passenger  Car  Tire  Performance  Requirements  and  Test  Procedures  (1970)  SAE  J918C 

oser  Units  (1970)  Std.  Performance  Requirements  for  Commercial  Food  Waste  Disp  ASSE  1009 

Product  Std.  for  Auxiliary  Builders  Hardware;  Performance  Requirements  for  Finishes  (1970)  BHMA  1201-8 

plastic  Bottles  (1969)  Test  Meth.  and  Performance  Requirements  for  High  Density  Polyethylene  SPI  PBD8 

70)  Std.  Performance  Requirements  for  Home  Laundry  Equipment  (19  ASSE  1007 

akers  (1970)  Std.  Performance  Requirements  for  Hose  Connection  Vacuum  Bre  ASSE  1011 

ser  Units  (1970)  Std.  Performance  Requirements  for  Household  Food  Waste  Dispo  ASSE  1008 

Back  Pressure  Backflow  Preventers  (1971)  Performance  Requirements  for  Reduced  Pressure  Principle  ASSE  1013 

nd  Steering  Stability  for  Regular  Bicycl/  Safety  Std.  for  Performance  Requirements  for  Stopping  Power,  Traction  A  BMA  6/3 

pose  Vehic/  Rec.  Pract.  for  Windshield  Defrosting  Systems  Performance  Requirements  for  Trucks,  Buses  and  Multipur  SAE  J382 

Service  Brake  System  Performance  Requirements  of  Passenger  Cars  (1969)  SAE  J937A 

Rec.  Pract.  for  Service  Brake  System  Performance  Requirements  (Passenger  Car)  (1970)  SAE  J937B 

Std.  for  Protective  Enclosures;  Test  Procedures  and  Performance  Requirements  (1970)  SAE  J168 

Std.  for  Protective  Frame  Test  Procedures  and  Performance  Requirements  (1970)  SAE  J334A 

otective  Frame  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requirements  (1970)  Pr  ASAE  S306.2 

eclive  Frame  with  Overhead  Protection;  Test  Procedures  and  Performance  Requirements  (1970)  Std.  for  Prot  SAE  J167 

ive  Enclosures  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requirements  (1970)  SAE  J168  Protect  ASAE  S336 

r  Operators)  with  Overhead  Protection  (Test  Procedures  and  Performance  Requirements)  (1970)  SAE  J167  /(for  Tracto  ASAE  S310.1 

cycles  (1971)  Rec.  Pract.  for  Service  Brake  System  Performance  Requirements,  Motorcycles  and  Motor  Driven  SAE  J109A 

Rec.  Pract.  for  Service  Brake  System  Performance  Requirements;  Light  Duty  Truck  (1971)  SAE  J155 

of  Vehicles  (1971)  Rec.  Pract.  for  Brake  System  Performance  Requirements;  Truck  and  Bus  and  Combination  SAE  J992B 

Boards  (1970)  Std.  Performance  Spec,  for  Multilayer  Printed  Circuit  Wiring  IPC  ML950A 

uit  Television  Monitors  526/60  Interlaced  2;1/  Electrical  Performance  Std.  for  Direct  View  Monochrome  Closed  Circ  EIA  RS375 

Performance  Std.  for  Household  Dishwashers  (1971)  ASSE  1006 

Rec.  Minimum  Construction  and  Performance  Std.  for  Kitchen  Cabinets  (1970)  ANSI  AI61.I 

es  (1971)  Minimum  Performance  Std.  for  Single  Wall  Air  Supported  Structur  CPAI  *1 

ipment  Operating  on  75  Megahertz  (1970)  Minimum  Performance  Std.  of  Airborne  Radio  Marker  Receiving  Equ  RTCA  DO-143 

Pressure  Altimeter  System  Minimum  Safe  Performance  Std.  on  Subsonic  Aircraft  (1971)  SAE  AS942 

Cast  Bronze  Hydrodynamic  Sleeve  Bearing  Performance  Tables;  (User's  Manual)  (1970)  CBBI  *l 

on  Steam  Turbine  Generator  Units  (1970)  Performance  Test  Code  for  Pressure  Control  Systems  Used  ASME  PTC20.3 

Performance  Test  Code  on  Definitions  and  Valves  (1971)  ASME  PTC2 

Performance  Test  Code  (General  Instructions)  (1970)  ASME  PTCl 

Vehicle  Grade  Parking  Braking  System  Performance  Test  Code  (1968)  SAE  J360 

Hinge  and  Exit  Device  Reinforcings  (1969)  Performance  Test  for  Std.  Steel  Doors,  Frames,  Anchors,  ANSI  A151.1 

Rec.  Pract.  for  Ball  Stud  and  Socket  Assembly  Performance  Test  Procedure  (1970)  SAE  J193 

Lube  Oil  Filter  Performance  Test  (Hs  160)  (1968)  SAE  J806 

Guidance  for  Evaluation  of  Measurement  Uncertainty  in  Performance  Tests  of  Steam  Turbines  (1969)  ASME  PTC6RPT 

Simplified  Procedures  for  Routine  Performance  Tests  of  Steam  Turbines  (1970)  ASME  PTC6S 

Std.  for  High  Performance  Thread  Rolling  Screws  (1970)  IFI  112 

Marine  Diesel  Engine  Ratings  and  Performance  (Std.  Pract.)  (1971)  DEMA  MD8 

on  Test  Meth.  for  Pressure  Sensitive  Tape  Cold  Temperature  Performance  (1959)  Adhesi  PSTC  11 

Rec.  Pract.  for  Kingpin  Performance  (1971)  SAE  J133 

tems  (1969)  Std.  Classification  for  Properties  and  Performances  of  Coordinated  Building  Components  and  Sys  ANSI  A62.6 

Std.  Describing  Scope  of  Work  to  Be  Performed  by  Laboratory  Equipment  Contractors  (1969)  SAMA  LF3 

Spec,  for  Flexible  and  Performed  Fibrous  Glass  Insulation  (1970)  NAAMMSI-1 

Field  Uphft  Tests  (Performed  on  a  Roof)  (1970)  FMS  1-52 

luminum  (1969)  Spec,  for  Exterior  Perimeter  Sealing  Compound  for  Use  with  Architectural  A  AAMA  808.1 

Std.  for  Periodical  Title  Abbreviations  (1969)  ANSI  Z39.5 

Std.  for  Library  Binding  (Books,  Magazines,  Periodicals,  and  Special  Volumes)  (1971)  LBI  *1 

d.  Meth.  for  Biological  Sampling  and  Analysis  of  Plankton,  Periphyton,  Macrophyton,  Macroinvertebrales,  Fishes,  An  APHA  *2-600 

Std.  for  Horticultural  Grade  Perlite  (1970)  USC  PS23 

(1970)  Roof  Insulation;  Fiberboard,  Perlite,  Fibrous  and  Cellular  Glass,  Urethane  and  Cork  NRCA  *2-IIl 

old  Conditions  (1970)  Std.  Test  Meth.  for  Permanence  of  Adhesive  Bonded  Joints  in  Plywood  Under  M  ASTM  D1877 

967)  Guide  for  Improved  and  Permanent  Care  Labeling  of  Consumer  Textile  Products  (1  NRMA  *1 

Rec.  Pract.  for  Permanent  Fuel  Systems  on  Boats  (1969)  BIA  144 

Std.  for  Permanent  Identification  of  Piping  Materials  (1968)  PFI  ESIl 

Std.  for  Instructions  for  Automatic  Car  Identification,  Permanent  Label  Application  (Railway  Cars)  (1971)  AAR  MSRP-ACI-1 

ies(1970)  Std.  Meth.  of  Test  for  Permanent  Linear  Change  on  Firing  of  Castable  Refractor  ASTM  C269 

Std.  for  Aluminum  Sand  and  Permanent  Mold  Castings  (1970)  AA  *9 

spec,  for  Aluminum  Alloys  in  Ingot  Form  for  Sand  Castings,  Permanent  Mold  Castings,  and  Die  Castings  (1971)  ANSI  H  ASTM  B179 

obile  and  Truck  Traffic  (1971)  Design  Guide  for  Permanent  Parking  Areas  (Crushed  Stone  Bases)  for  Autom  NCSA  *1 

Meth.  for  Determining  Permanganate  Number  of  Chemical  Pulp  (1971)  TAPPI  T214 

Permanganate  Number  (for  Highly  Lignified  Pulps)  (1971)  TAPPI  UM-201 

68)  Test  Meth.  for  Plastic  Bottle  Permeability  and  Compatibility  of  Packaged  Products  (19  SPI  PBD5 

Rec.  Test  Meth.  for  Permeabihty  of  Disposable  Soft  Goods  (1970)  DA  70.0 

Std.  Test.  Procedure  for  Water  Vapor  Permeability  of  Fibre  Cans  (1970)  CCTI  C120T 

Std.  Meth.  of  Test  for  Extractable  Material  and  Permeability  of  LP  Gas  Hose  (1970)  ASTM  D2769 

(1969)  Std.  Test  Meth.  for  Maximum  Pore  Diameter  and  Permeability  of  Rigid  Porous  Filters  for  Laboratory  Use  ASTM  El 28 

Tent.  Std.  for  Water  Vapor  Permeability  of  Sheet  Materials  at  0  Deg.  F  (1952)  TAPPI  T482 

Std.  for  Cartridge  and  High  Permeability  Type  Filters  for  Swimming  Pools  (1971)  NSF  28 

Ts-63  Std.  Test  Meth.  for  Printing  Ink  Permeation  of  Paper  (Castor  Oil  Test)  (1969)  TAPPI  T462  ASTM  D780 

purpose  Trailers  (1970)  Rec.  Pract.  Permissible  Load  Concentration  for  Tandem  Axle  General  TTMA  RPl-62 

Basis  for  Permissible  Tire  Loadings  (1965)  ITA  9B1 

Using  the  Null  Meth/  Test  Meth.  fo.  Dielectric  Constant  (Permittivity)  and  Dissipation  Factor  of  Epoxy  Compounds  SPI  ERF26 

ielectrics  A/  Std.  Meth.  of  Test  for  Dielectric  Constant  (Permittivity)  and  Dissipation  Factor  of  Solid  Ceramic  D  ASTM  D2149 

Std.  Test  Meth.  for  Silicon  in  Organic  Compounds  by  Peroxide  Bomb  Ignition  (1968)  ANSI  K75.1  ASTM  E325 

C59.65  Std.  Test  Meth.  for  Peroxide  Number  of  Mineral  Insulating  Oils  (R1969)  ANSI  ASTM  D1563 

Std.  Meth.  of  Test  for  Peroxide  Number  of  Petroleum  Wax  (1970)  ANSI  Zll. 176  ASTM  D1832 

Meth.  for  Peroxide  Number  of  Petroleum  Wax  (1971)  TAPPI  T6590S 

meth.  for  Titanium  in  Coated  Paper  (Qualitative  Fusion  and  Peroxide)  (1971)  Test  TAPPI  UM-408 

Std.  Test  Meth.  for  Peroxides  in  Styrene  Monomer  (1968)  ANSI  Z163.1  ASTM  D2340 

architect  and  Engineer  (on  a  Basis  of  a  Multiple  of  Direct  Personnel  Expense)  (1970)  /  Form  of  Agreement  Between  AIOA  C231 

en  Owner  and  Architect  (on  a  Basis  of  a  Multiple  of  Direct  Personnel  Expense)  (1970)  /Td.  Form  of  Agreement  Betwe  AIOA  B231 

52.6  Rec.  Pract.  for  Qualification  of  Procedures  and  Personnel  for  the  Welding  of  Steel  Castings  (1969)  ANSI  ASTM  A488 
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r  (Boa/  Rec.  Pract.  and  Std.  Covering  Aids  to  Security  of 

ining.  Qualification  and  Certification  of  Ultrasonic  Test, 
ing,  Qualification  and  Certification  of  Radiographic  Test 
ing.  Qualification  and  Certification  of  Eddy  Current  Test. 
Qualification  and  Certification  of  Liquid  Penetrant  Test, 
qualification  and  Certification  of  Magnetic  Particle  Test. 
Std.  for  Selection  and  Training  of  Nuclear  Power  Plant 
Accrediting  Sid.  for  Diaper  Plant 
ce  of  Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial 
ce  of  Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial 
Std.  for  Common  Name  for  the 
Std.  for  Common  Name  for  the 
Std.  for  Common  Name  for  the 
Std.  for  Common  Name  for  the 
Std.  for  Common  Name  for  the 
h  3-(M-Hydroxyphenyl)-l ,  1  Dimet/      Std.  Common  Name  for  the 
Std.  for  Common  Name  for  the 
(Chloramben)  (1970)  Std.  Common  Name  for  the 

hylurea"Metobromuron"  (1969)  Std.  Common  Name  for  the 

3  Carboxanilide"Carboxin"  (19/  Std.  Common  Name  for  the 

ethephon"  (1970)  Std.  Common  Name  for  the 

pentachloro  4  Oxo  2  Penlenoic  A/        Std.  Common  Name  for  the 
Std.  for  Common  Name  for  the 
Test  Meth.  for  Insect 
Uniform  Terminology  for 

Meth.  for  Cone  Penetration  of 
Meth.  for  Congealing  Point  of  Petroleum  Waxes  Including 
Std.  Drop  Melting  Point  of  Petroleum  Wax,  Including 
of  Test  for  Congealing  Point  of  Petroleum  Waxes  Including 
or  Classification  of  Areas  for  Electrical  Installations  at 
Std.  Meth.  of  Measuring  the  Temperature  of 
Std.  Meth.  of  Gaging 
Std.  Meth.  of  Sampling 
Multipurpose 

Tent.  Meth.  for  Calculation  of  True  Vapor  Pressures  of 
Tent.  Meth.  for  Calculation  of  Liquid  Heat  Capacity  of 
Std.  Rec.  Pract.  for  Description  of  Types  of 
Std.  Spec,  for 

Tent.  Meth.  of  Test  for  Boiling  Range  Distribution  of 
Safety  Std.  for  Marine  Liquefied 
nation  of  Galley  Stoves  (Other  Than  Those  Using  Liquefied 
Rec.  Pract.  and  Std.  Covering  the  Marine  Use  of  Liquefied 
xpansion  Coils,  and  Flexible  Hose  Connectors  for  Liquefied 
Safety  Std.  for  Container  Assemblies  for  Liquefied 
d.  for  Pipe  Connectors  for  Flammable  Liquids  and  Liquefied 
Safely  Std.  Pressure  Regulators  for  Liquefied 
ct.  Requirements  for  the  Installation  and  Use  of  Liquefied 
70)  Tent.  Meth.  for  Analysis  of  Liquefied 

Std.  Meth.  of  Test  for  Sulfur  in  Liquefied 
Std.  Meth.  for  Estimation  of  Solubility  of  Gases  in 

Std.  for 

Std.  Meth.  for  Oxidative  Aging  of  Electrical  Insulating 
.  for  Interfacial  Tension  of  Electrical  Insulating  Oils  of 
t  of  Thermal  Expansion  of  Electrical  Insulating  Liquids  of 
r  Visual  Examination  of  Used  Electrical  Insulating  Oils  of 
Zl  1/  Std.  Meth.  of  Test  for  Aniline  Point  (and  Mixed)  of 

stillation  (1970)  ANSI  Z/  Std.  Meth.  of  Test  for  Watei  in 

(1970/  Std.  Meth.  of  Test  for  Hydrocarbon  Types  in  Liquid 

tration  (19/  Tent.  Meth.  of  Test  for  Total  Base  Number  of 

Std.  Meth.  of  Test  for  Sulfur  in 
th.  of  Test  for  Ultraviolet  Absorbance  and  Absorptivity  of 
Std.  Meth.  of  Test  for  Conradson  Carbon  Residue  of 
.  for  Inspection,  Rating  and  Repair  of  Pressure  Vessels  in 
Std.  Spec,  for  Creosote 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Light 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Light 
ood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy 
Solutions  (1968)  Tent.  Spec,  for  Volatile 

Lumber,  Timber  and  Plywood  Pressure  Treated  with  Volatile 
Lumber,  Timber  and  Plywood  Pressure  Treated  with  Volatile 

Rec.  Pract.  for  Cleaning 
SI  ZI  1.276  Std.  Meth  for  Analysis  of  Oil  Soluble  Sodium 

Tent.  Meth.  for  Analysis  of  Calcium  and  Barium 
Std.  Meth.  of  Analysis  of  Calcium  and  Barium 
Std.  Meth.  of  Test  for  Pressure  Blocking  Point  of 
Meth.  for  Determining  Pressure  Blocking  Point  of 
Meth.  for  Sealing  Strength  of 
Std.  Blocking  and  Picking  Points  of 
Std.  Meth.  of  Test  for  Peroxide  Number  of 
Std.  Meth.  of  Test  for  Sealing  Strength  of 
Std.  Meth.  of  Test  for  Blocking  Point  of 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of 
Std.  for  Melting  Point  (Cooling  Curve)  of 
Std.  for  Rating  Odor  Intensity  of 


Personnel  on  Deck  and  Aids  for  Reboarding  From  the  Wate  ABYC  HI2 

Personnel  (1968)  Rec.  Pract.  for  the  Tra  ASNT  TCIA/C 

Personnel  (1968)  Rec.  Pract.  for  the  Train  ASNT  TCI  A/A 

Personnel  (1968)  Rec.  Pract.  for  the  Train  ASNT  TCIA/E 

Personnel  (1968)  Rec.  Pract.  for  the  Training,  ASNT  TCIA/D 

Personnel  (1968)  Rec.  Pract.  for  the  Training,  ASNT  TCIA/B 

Personnel  (1971)  ANSI  N18.1 

Personnel  (1971)  DSAC  *4 

Perspiration  (1969)  Std.  Test  Meth.  for  Resistan  ASTM  D2322 

Perspiration  (1969)  ASTM  D2322-69  /Mining  the  Resistan  ALCA  E6I 

Pest  Control  Chemical  Asulam  (1971)  ANSI  K62.99 

Pest  Control  Chemical  Butachlor  (1971)  ANSI  K62.90 

Pest  Control  Chemical  Chlorothalonil  (1971)  ANSI  K62.101 

Pest  Control  Chemical  Isopropalin  (1971)  ANSI  K62.96 

Pest  Control  Chemical  Oxycarboxin  (1971)  ANSI  K62.98 

Pest  Control  Chemical  Tert  Butylcarbamic  Acid  Ester  Wit  ANSI  K62.94 

Pest  Control  Chemical  Triarimol  (1971)  ANSI  K62.100 

Pest  Control  Chemical  3  Amino  2,  5  Dichlorobenzoic  Acid  ANSI  K62.9I 

Pest  Control  Chemical  3  (P  Bromophenyl)  1  Methoxy  1  Met  ANSI  K62.82 

Pest  Control  Chemical  5,  6  Dihydro  2  Methyl  1 ,  4  Oxathiin  ANSI  K62.97 

Pest  Control  Chemical  (2-Chloroethyl)  Phosphonic  Acid"  ANSI  K62.92 

Pest  Control  Chemical,  Cotton  Defoliant,  (Z)-2,  3,  5,  5,  5-  ANSI  K62.79 

Pest  Control  Delachlor  (1971)  ANSI  K62.89 

Pest  Deterrents  on  Textiles  (1971)  ANSI  L14.65  AATCC  28 

Pesticide  Spraying  (1969)  ASAE  S327 

Petrolatum  (1965)  CTFA  6 

Petrolatum  (1965)  TAPPI  T663 

Petrolatum  (1966)  TAPPI  T662 

Petrolatum  (1970)  TAPPI  T634 

Petrolatum  (1970)  ANSI  Zl  1.61  Std.  Meth.  ASTM  D938 

Petroleum  and  Gas  Pipe  Line  Transportation  Facilities  API  RP500C 

Petroleum  and  Products  (1968)  ANSI  Zl  1.172,  ASTM  DI086     API  2543 

Petroleum  and  Products  (1970)  ANSI  Zl  1.196,  ASTM  D1085     API  2545 

Petroleum  and  Products  (1970)  API  2546,  ANSI  ZI  1.33  ASTM  D270 

Petroleum  Base  Fluids  (Hs73)  (1968)  SAE  J73 

Petroleum  Distillate  Fuels  (1970)  ASTM  D2889T 

Petroleum  Distillate  Fuels  (1970)  ASTM  D2890T 

Petroleum  Extender  Oils  (1970)  ANSI  ZU. 185  ASTM  D2226 

Petroleum  for  Blending  with  Creosote  (1971)  ASTM  D1859 

Petroleum  Fractions  by  Gas  Chromatography  (1970)  ASTM  D2887T 

Petroleum  Gas  Cooking  Appliances  (1967)  UL  1125 

Petroleum  Gas  Fuel)  (on  Boats)  (1970)  /ction  and  Insta  ABYC  A3 

Petroleum  Gas  Systems  (on  Boats)  (1970)  ABYC  Al 

Petroleum  Gas  (LPG)  (1970)  Pigtails,  E  UL  569 

Petroleum  Gas  (1971)  UL  644 

Petroleum  Gas  (1971)  Safety  St  UL  567 

Petroleum  Gas  (1971)  ANSI  Z2I7.1  UL  144 

Petroleum  Gases  on  Freight  and  Passenger  Cars  (Railway)  AAR  MSRP-L-63 

Petroleum  Gases  (LPG)  by  Process  Gas  Chromatography  (19         ASTM  D2888T 

Petroleum  Gases  (Oxy  Hydrogen  Burner  or  Lamp)  (1970)  ASTM  D2784 

Petroleum  Liquids  (1969)  ASTM  D2779 

Petroleum  Oil  for  Blending  with  Creosote  (1970)  AWPA  P4-70 

Petroleum  Oils  by  Open  Beaker  Meth.  (1968)  ANSI  C59.I09  ASTM  D1934 

Petroleum  Origin  Against  Water  by  the  Drop  Weight  Metho  ASTM  D2285 

Petroleum  Origin  and  Askarels  (R1969)  ANSI  C59.57  /len  ASTM  D1903 

Petroleum  Origin  in  the  Field  (1969)  Std.  Meth.  Fo  ASTM  D1524 

Petroleum  Products  and  Hydrocarbon  Solvents  (1970)  ANSI  ASTM  D61I 

Petroleum  Products  and  Other  Bituminous  Materials  by  Di  ASTM  D95 

Petroleum  Products  by  Fluorescent  Indicator  Absorption  ASTM  D1319 

Petroleum  Products  by  Potentiometric  Perchloric  Acid  Ti  ASTM  D2896T 

Petroleum  Products  (Lamp  Method)  (1970)  ANSI  Zll. 108  ASTM  DI266 

Petroleum  Products  (1970)  ANSI  Zl  1.181  Std.  Me  ASTM  D20O8 

Petroleum  Products  (1970)  ANSI  Zll. 25  ASTM  D189 

Petroleum  Refinery  Service  (1970)  Rec.  Pract  API  510 

Petroleum  Solution  (1970)  ASTM  DI858 

Petroleum  Solvent  Penta  Solution  for  Above  Ground  Use  AWPB  LP-3 

Petroleum  Solvent  Penta  Solution  for  Above  Ground  Use  AWPB  LP-7 

Petroleum  Solvent  Penta  Solution  for  Ground  Contact  Use  AWPB  LP-33 

Petroleum  Solvent  Penta  Solution  for  Ground  Contact  Use  AWPB  LP-77 

Petroleum  Solvent  (LPG)  for  Preparing  Pentachlorophenol  ASTM  D2605 

Petroleum  Solvent  (LPG)  Penta  Solution  for  Above  Ground  AWPB  LP-4 

Petroleum  Solvent  (LPG)  Penta  Solution  for  Ground  Conta  AWPB  LP-44 

Petroleum  Storage  Tanks  (1968)  API  RP2015 

Petroleum  Sulfonates  by  Liquid  Chromatography  (1969)  AN         ASTM  D2548 

Petroleum  Sulfonates  by  Liquid  Chromatography  (1970)  ASTM  D2894T 

Petroleum  Sulfonates  (1970)  ANSI  Zll. 103  ASTM  D1216 

Petroleum  Wax  and  Wax  Blends  (1970)  ASTM  D2618 

Petroleum  Wax  and  Wax  Blends  (1970)  TAPPI  T675 

Petroleum  Wax  (1970)  TAPPI  T642 

Petroleum  Wax  (1970)  TAPPI  T652 

Petroleum  Wax  (1970)  ANSI  Zll. 176  ASTM  D1832 

Petroleum  Wax  (1970)  ANSI  Zll. 178  ASTM  D2005 

Petroleum  Wax  (1970)  ANSI  Z11.256  ASTM  D1465 

Petroleum  Wax  (1970)  TAPPI  T655  Sm  ASTM  D2004 

Petroleum  Wax  (1971)  TAPPI  T630OS 

Petroleum  Wax  (1971)  TAPPI  T6540S 
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Meth.  for  Peroxide  Number  of 

Std.  Drop  Melting  Point  of 

Suggested  Meth.  for  Determining  the  Apparent  Viscosity  of 
Meth.  for  Congealing  Point  of 
Std.  Meth.  of  Test  for  Congealing  Point  of 
Std.  Oil  Content  of 
Std.  Modulus  of  Rupture  of 
Std.  Meth.  of  Test  for  Needle  Penetration  of 
Std.  for  Needle  Penetration  of 
chromatography  (197/  Std.  Meth.  for  Analysis  of  Liquefied 

Std.  Spec,  for  Liquefied 
Std.  Meth.  of  Test  for  Residues  in  Liquefied 
Std.  Meth.  of  Sampling  Liquefied 
Tent.  Meth.  for  Distillation  of  Crude 
Spec,  for  Solvent, 

Single  Phase  Rural  Distribution  Service  for  Motors  and 
Rec.  Pract.  for  Presentation  of 
ted  (1954)  Three 
volts  and  /  Std.  Requirements  for  Underground  Type  Single 

nts  for  Pad  Mounted  Comparlmental  Type,  Self  Cooled,  Three 
/        Requirements  for  Pad  Mounted  Compartmental  Type  Single 

Rec.  Pract.  for  Liquid 
Std.  Meth.  of  Test  for  Minimum  Pressure  for  Vapor 
Std.  for  Test  Conditions  Common  to  Frequency  Modulated  or 
onverters  (1969)  Single 
unit.  Transportable  115/200  Volt  Ac  (Nominal)  400  Hertz,  3 
7  kVa,  Single  and  501  Through  30000/40000/50000  kVa,  Three 
Std.  for  Resistance  Spot  Welding  Machine,  3 
ec.  for  Resistance  Seam  and  Roll  Spot  Welding  Equipment  (3 
d.  Test  Meth.  for  Iron  in  Trace  Quantities  Using  the  1,  10 
on  and  Estimation  of  Water  Insoluble  Impurities  in  Refined 
7.3  Std.  Test  Meth.  for 

Std.  Test  Meth.  for  Phenol  Content  of 
Std.  Spec,  for  Refined 
Rec.  Pract.  for  Sampling  and  Handling 
Std.  Spec,  for  Fluor  Chrome  Arsenate 
Std.  Meth.  for  Chemical  Analysis  of  Fluor  Chrome  Arsenate 
Std.  Test  Meth.  for  Filler  Content  of 
Std.  Test  Meth.  for  Nonvolatile  Content  of 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for  Punching  Quality  of 
Std.  for  Dimethyl 
Spectrum  for  Dimethyl 
Std.  for 
Spectrum  for 
Std.  for 
Std.  for  Phenyl  Ethyl 
Spectrum  for  Phenyl  Ethyl 
Std.  for  Geranyl 
Spectrum  for  Geranyl 
Rec.  Std.  for 

sional  Characteristics  of  Monophonic  and  Stereophonic  Disc 
Rec  Measurement  Meth.  for 
Reproduction  (1/  Safety  Std.  for  Electric  Toys  Including 

Spec,  for  Dental  Zinc 
Spec,  for  Dental  Zinc  Silico 
Std.  Spec,  for  Trisodium 
Dibasic  Calcium 

Common  Name  for  the  Pest  Control  Chemical  (2-Chloroethyl) 

Std.  Spec,  for 

oiled  Bar  (1971a)  Std.  Spec,  for 

Std.  Spec,  for 

kes(1970)  Std.  Spec,  for 

Std.  Meth.  of  Test  for 

ms  (1971)  Safety  Std.  for  Smoke  Detectors, 

Lighting  of 
Std.  for  the  Direct  Viewing  of 
for  Calibration  of  Densitometers  Used  for  Black  and  White 
type,  on  Cellulose  Ester  Base  (1969)  Spec,  for 

Std.  Meth.  for  Determining  the  Curl  of 
1969)  Std.  Meth.  for  the  Determination  of  Silver  in 

Spec,  for 

970)  Spec,  for 

Std.  Specification  for 
Spec,  for 

reus  NaHS03.HCH0  (1970)  Spec,  for 

(1970)  Spec,  for 

Spec,  for 

rate  and  Decahydrate  (1970)  Spec,  for 

xide  (1970)  Spec,  for 

Std.  Rec.  Values  for  Color  Contribution  of 
Meth.  for  Determining  the  Resolving  Power  of 
9)  Std.  Meth.  for  Determining  the  Speeds  of  Monochrome 

Std.  Requirements  for  Spooling 


Petroleum  Wax  (1971)  TAPPI  T6590S 

Petroleum  Wax,  Crystalline  (1965)  CTFA  7 

Petroleum  Wax,  Including  Petrolatum  (1970)  TAPPI  T634 

Petroleum  Wax,  Micro  Crystalline  (1965)  CTFA  8 

Petroleum  Waxes  Compounded  with  Additives  (Hot  Melts)  TAPPI  T677SU 

Petroleum  Waxes  Including  Petrolatum  (1966)  TAPPI  T662 

Petroleum  Waxes  Including  Petrolatum  (1970)  ANSI  Zl  1.61  ASTM  D938 

Petroleum  Waxes  (1970)  TAPPI  T636 

Petroleum  Waxes  (1970)  TAPPI  T655 

Petroleum  Waxes  (1970)  ANSI  Zl  1173  ASTM  D132I 

Petroleum  Waxes  (1971)  TAPPI  T6390S 

Petroleum  (Lp)  Gases  and  Propylene  Concentrates  by  Gas  ASTM  D2I63 

Petroleum  (Lp)  Gases  (1969)  ASTM  D1835 

Petroleum  (Lp)  Gases  (1970)  ANSI  Zll. 184  ASTM  D2158 

Petroleum  (Lp)  Gases  (1970)  ANSI  Zl  1.91  ASTM  D1265 

Petroleum  (15  Theoretical  Plate  Column)  (1970)  ASTM  D2892T 

Petroleum  (1971)  SAE  AMS3160D 

Phase  Converters  (1969)  ASAE  R329 

Phase  Diagrams  (1969)  ASTM  E391 

Phase  Direct  Energy  Spot  Welders,  Press  Type,  Air  Opera  RWMA  16-1.31 

Phase  Distribution  Transformers  High  16  340  Grd  Y/9430  ANSI  C57.1223 

Phase  Distribution  Transformers;  High  Voltage,  16340  Vo  ANSI  C57.1222 

Phase  Distribution  Transformers;  High,  16340  Grd  Y/9430  ANSI  C57.1221 

Phase  Evaluation  of  Activated  Carbon  (1970)  ASTM  D2355 

Phase  Ignition  of  Monopropellants  (1970)  ASTM  D2389 

Phase  Modulated  Land  Mobile  Communications  Equipment  25  EIA  RS388 

Phase  Rural  Distribution  Service  for  Motors  and  Phase  C  ASAE  R329 

Phase  4  Wire  (Grounded  Neutral)  Y  Connected  System  (197  SAE  ARPl  148 

Phase  (1969)  /S  and  Below  501  Through  10000/13333/1666  ANSI  C57,1210 

Phase  (1971)  NSA  967 

Phase)  (1971)  Sp  NSA  1444 

Phenanthroline  Meth.  (1970)  St  ASTM  E394 

Phenol  by  Cloud  Point  Depression  (1968)  /.  for  Detecti  ASTM  D2147 

Phenol  Content  of  Phenol  Water  Mixtures  (1968)  ANSI  ZIO  ASTM  D2145 

Phenol  Water  Mixtures  (1968)  ANSI  Z107.3  ASTM  D2145 

Phenol  405  (1968)  ASTM  D2439 

Phenol  (1968)  ANSI  Z162.1  ASTM  D2286 

Phenol  (1971)  ASTM  D1034 

Phenol  (1971)  ANSI  011.20  ASTM  D1035 

Phenol,  Resorcinol,  and  Melamine  Adhesives  (1970)  ASTM  D1579 

Phenol,  Resorcinol,  and  Melamine  Adhesives  (1970)  ASTM  D1582 

Phenolic  Compounds  in  Water  (1970)  ASTM  D1783 

Phenolic  Laminated  Sheets  (1970)  ASTM  D617 

Phenyl  Ethyl  Carbinol  (1969)  EOA  277 

Phenyl  Ethyl  Carbinol  (1969)  EOA  277S 

Phenyl  Ethyl  Phenylacetate  (1970)  EOA  279 

Phenyl  Ethyl  Phenylacetate  (1970)  EOA  279S 

Phenyl  Propyl  Aldehyde  (1971)  EOA  290 

Phenylacetate  (1970)  EOA  279 

Phenylacetate  (1970)  EOA  279S 

Phenylacetate  (1970)  EOA  280 

Phenylacetate  (1970)  EOA  280S 

Phonograph  Needle  Wire  (1970)  SWA  *61 

Phonograph  Records  for  Home  Use:  78,  45,  33-1/3  R.P.M.  EIA  RS211-C 

Phonograph  Rumble  (1971)  EIA  RS386 

Phonographs  with  Driven  Turntables  and  Mechanical  Sound  UL  696 

Phosphate  Cement  (1968)  ANSI  Z156.8  ADA  8 

Phosphate  Cement  (1969)  ADA  21 

Phosphate  (1970)  ANSI  K60.1 2  ASTM  D538 

Phosphate,  Stabilized,  Dental  Grade  (1960)  CTFA  35 

Phosphonic  Acid-'Ethephon"  (1970)  Std.  ANSI  K62.92 

Phosphor  Bronze  Rod,  Bar,  and  Shapes  (1971)  ASTM  BI39 

Phosphor  Bronze  (Copper  Tin)  Plate,  Sheet,  Strip,  and  R  ASTM  B103 

Phosphor  Copper  (1969)  ASTM  B52 

Phosphorus  Deoxidized  Copper  Wire  Bars,  Billets,  and  Ca  ASTM  B379 

Phosphorus  in  Iron  Ores  (1971)  ASTM  E278 

Photoelectric  Type,  for  Fire  Protective  Signaling  Syste  UL  168 

Photographic  Color  Reflection  Prints  for  Judging  (1967)  PSA  '6 

Photographic  Color  Transparencies  (1969)  ANSI  PH2.3I 

Photographic  Density  Measurement  (1970)  Rec.  Pract.  SMPTE  RP15 

Photographic  Film  for  Archival  Records,  Silver  Gelatin  ANSI  PHI. 28 

Photographic  Film  (1958)  ANSI  PH1.29 

Photographic  Films,  Papers,  Fixing  Baths,  or  Residues  ANSI  PH4.33 

Photographic  Grade  Ammonium  Chloride  (Nh4cl)  (1969)  ANSI  PH4.183 

Photographic  Grade  Citric  Acid,  Anhydrous  (H3c6h5o7)  (1  ANSI  PH4.107 

Photographic  Grade  Hydroxylamine  (1967)  ANSI  PH4.187 

Photographic  Grade  Sodium  Acid  Sulfate  (NaHS04)  (1969)  ANSI  PH4.105 

Photographic  Grade  Sodium  Formaldehyde  Bisulfite,  Anhyd  ANSI  PH4.156 

Photographic  Grade  Sodium  Hydroxide  NaOH  (Caustic  Soda)      ANSI  PH4.225 

Photographic  Grade  Sodium  Metaborate,  Octahydrate  (1970  ANSI  PH4.231 

Photographic  Grade  (Borax);  Sodium  Tetraborate  Pentahyd  ANSI  PH4.230 

Photographic  KOH  (Caustic  Potash)  Grade  Potassium  Hydro  ANSI  PH4.226 

Photographic  Lenses  (1970)  ANSI  PH3.44 

Photographic  Materials  (1969)  ANSI  PH2.33 

Photographic  Negative  Films  for  Aerial  Photography  (196  ANSI  PH2.34 

Photographic  Paper  for  Recording  Instruments  (1962)  ANSI  PHI. 27 
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Sid.  Designation  for  Thickness  of 
70)  Rec  Pracl.  for 

Std.  Nomenclature  and  Labeling  of  Prepared 
hemical  Analysis  (1971)  Rec.  Pract.  for 

Std  for  Simulated  Incandescent  Tungsten  Sources  for 

(1969)  Std.  Dimensions  of 
ure  Film  Relative  to  the  Universal  Leader  for  Magnetic  and 

Spec,  for 

Spec,  for  16mm  3khz  Flutter  Test  Film 
Std.  Reference 

Meth.  for  Comparing  the  Color  Stabilities  of 
Guide  for  the  Establishment  of 
Uniform  Schedule  Dates  for 
Tab  Colors  for  Divisional  Star  Ratings  for 
peeds  of  Monochrome  Photographic  Negative  Films  for  Aerial 
Tent.  Rec.  Pract.  for  Determining  Multiple 
Tent.  Definitions  of  Terms  Relating  to 
Meth.  of  Test  for  Copper  in  Electrical  Insulating  Oils  by 
heat  Transfer  Luminaires  (1968)  Meth.  for 

e  Selection,  Care  and  Use  of  Electrical  Instruments  in  the 

Guide  for 

al  Lighting  Service  (1967)  Meth.  for 

ent  Filament,  or  Mercury  or  Sodium  Electric  Di/  Meth.  for 

Rec.  Pract.  for  Photographic 
Std.  Meth.  of  Test.  Physical  Properties  of 
Rec,  Diode 

Std.  Test.  Meth.  for  Hydroxyl  Groups  by 
Std.  Spec,  for  Refined 

d  Waters  in  the  Absence  of  Gross  Pollutio/  Std.  Meth.  for 

Pipe  and  Drain  Tile  (19/  Std.  Test  Meth.  for  Determining 

Std.  Meth.  for  Sampling  Leather  for 
Meth.  of  Sampling  Leather  for 
and  50  Wat/  Method  for  the  Designation  of  Mercury  Lamps; 

Mercury  Lamps  (1969)  Std. 
tent.  Meth.  for  Microscopical  Determination  of  Volume  %  of 
d.  Definitions  of  Terms  Relating  to  Lithologic  Classes  and 
an  Informational  Guide  for 
ity  in  Air  of  Manufactured  Carbon  and  Graphite  Articles  by 
Std.  Meth.  of  Test  for  Determining 
onic  Fabrication  (1971 )  Std.  Meth,  of  Test. 

8)  Std,  for  Mechanical  and 

uide  to  Plastic  Substrate  Fabrication  Requisites  (Unplated 

Std,  for 

SI  K67,10  Std.  Meth.  of 

Std.  Meth.  of  Compound  and  Sample  Preparation  for 

(1970)  Std.  Meth.  for 
Std.  for  Forming  Handsheets  for 

Tent.  Std.  for  Forming  Insulating  Boards  for 
Waters,  Wastewaters,  Effluents,  Bottom  SI  Std  Meth.  for 

Rec  Std.  for 
Meth.  for  Wax 
Rec.  Pract.  for  Truck  Tractor  Fifth  Wheel 
ve  Milk  Transportation  Tanks  for  Bulk  Delivery  And/or  Farm 
nd  Trucks  (Walkie)  (Operation  of  Tractor  Controls  for  Load 

Rec.  Std.  for 

Controls;  Electric  Industrial  Trucks,  High  Lift  Order 
Brakes,  Electric  Truck,  High  Lift  Order 
Rec.  Std.  for  Cotton 
Std.  Blocking  and 

1)  Meth.  for  Determining 

Std.  Meth.  for  the  Calibration  of  Shock  and  Vibration 

Std.  for  Portable 

sion  Resistance  of  Rubber  and  Elastomeric  Materials  by  the 
urfaces  (1967)  Astm  D2200 

rtorated  and  Perforated  Film  for  Cameras  Other  Than  Motion 

Rec.  Std.  for 

rol  and  Stock  Identification  (1/  Spec,  for  Super  8  Motion 

ts  (/  Std,  Dimensions  of  Magnetic  Striping  of  35mm  Motion 

Std,  Dimensions  of  Cemented  Splices  on  8mm  Motion 
Std.  Dimensions  of  Tape  Splices  on  8mm  Motion 
Std.  Dimensions  for  35  mm  Motion 
Std.  Dimensions  of  Magnetic  Striping  of  I6mm  Motion 
td.  Dimensions  for  Magnetic  Sound  Record  on  Super  8  Motion 
ec.  Pract.  for  Sound  and  Picture  Synchronization  of  Motion 
Std.  Dimensions  for  35mm  Motion 
Std.  Dimensions  of  Projectable  Image  Area  on  70mm  Motion 
td.  Dimensions  of  Projectable  Image  Area  on  Super  8  Motion 
Std.  Dimensions  for  Projection  Reels  for  Super  8  Motion 
Std.  Dimensions  of  Projectable  Image  Area  on  8mm  Motion 
Std.  Dimensions  of  Projectable  Image  Area  on  16mm  Motion 
ons  of  Projectable  Image  Area  on  35mm  Nonanamorphic  Motion 
std.  Dimensions  of  Camera  Aperture  Image  on  Super  8  Motion 
Std.  Dimensions  for  35mm  Motion 
Std,  Dimensions  for  8mm  Motion 


Photographic  Paper  (1968)  ANSI  PHI, I 

Photographic  Photometry  in  Spectrochemical  Analysis  (19  ASTM  E116 

Photographic  Processmg  Chemicals  (1970)  ANSI  PH4.34 

Photographic  Processing  of  Plates  and  Films  in  Spectroc  ASTM  E115 

Photographic  Sensitometry  (1969)  ANSI  PH2.35 

Photographic  Sound  Record  on  16mm  Motion  Picture  Prints  ANSI  PH22.41 

Photographic  Tracks  (1968)  /Hronization  of  Motion  Pict  SMPTE  RP25 

Photographic  Trays  (1960)  ANSI  PH4.3 

Photographic  Type  (1970)  ANSI  PH22.43 

Photographs  for  Penetrant  Inspection  (1971 )  ASTM  E433 

Photographs  (1969)  ANSI  PHI,42 

Photography  Awards  (1967)  PSA  *5 

Photography  Salons  (1967)  PSA  ♦4 

Photography  (1967)  PSA  '2 

Photography  (1969)  Std.  Meth.  for  Determining  the  S  ANSI  PH2.34 

Photomask  Registration  (1969)  ASTM  F54T 

Photomasking  Technology  for  Microelectronics  (1970)  ASTM  F127T 

Photometric  Analysis  (1970)  Std.  ASTM  D2608 

Photometric  and  Thermal  Test,  of  Air  and  Liquid  Cooled  lES  LM30 

Photometric  Laboratory  (1968)  Guide  for  Th  lES  LM28 

Photometric  Measurements  of  Reflector  Type  Lamps  (1962)  lES  LM20 

Photometric  Test,  of  Filament  Type  Luminaires  for  Gener  lES  LM27 

Photometric  Test,  of  Roadway  Luminaires  Using  Incandesc  lES  LM31 

Photometry  in  Spectrochemical  Analysis  (1970)  ASTM  El  16 

Photoresists  Used  in  Microelectronic  Fabrication  (1971 )  ASTM  F66 

Phototube  Spec.  Data  Form  (1965)  EIA  JED54 

Phthalic  Anhydride  Esterification  (1969)  ASTM  E326       :  ., 

Phthalic  Anhydride  1,  .308  (1968)  ASTM  D2403 

Physical  and  Chemical  Examination  of  Natural  and  Treate  APHA  *2-100 

Physical  and  Chemical  Properties  of  Culvert  Pipe,  Sewer  AASHO  T33 

Physical  and  Chemical  Tests  (1969)  ASTM  D2813 

Physical  and  Chemical  Tests  (1969)  ASTM  D2813  ALCA  Jl 

Physical  and  Electrical  Characteristics  of  40  Watt,  H45  ANSI  C78.1323 

Physical  and  Electrical  Characteristics  of  50  Watt  +46  ANSI  C78.1324 

Physical  Components  of  Coal  (1969)  ASTM  D2799T 

Physical  Components  of  Coal  (1969)  St  ASTM  D2796 

Physical  Maintenance  of  Highways  (1971)  AASHO  PM-1 

Physical  Measurements  (1969)  /.  Meth.  of  Test  for  Dens  ASTM  C559 

Physical  Properties  of  Concrete  Pipe  or  Tile  (1970)  ASTM  C497 

Physical  Properties  of  Photoresists  Used  in  Microelectr  ASTM  F66 

Physical  Properties  of  SAE  Aluminum  Casting  Alloys  (196  SAE  J767B 

Physical  Properties)  and  Resin  Characteristics,  Propert  ASEP  3 

Physical  Test,  of  Pulp  Handsheets  (1971 )  TAPPI  T220OS 

Physical  Test,  of  Quicklime  and  Hydrated  Lime  (1969)  AN  ASTM  CllO 

Physical  Test,  of  Rubber  Products  (1971)  ANSI  Jl.l  ASTM  D15 

Physical  Testing  of  Gypsum  Plasters  and  Gypsum  Concrete  ASTM  C472 

Physical  Tests  of  Pulp  (1971)  TAPPI  T205OS 

Physical  Tests  of  Solid  Fertilizers  (1964)  FI  5 

Physical  Tests  (1960)  TAPPI  TlOOl 

Physical,  Chemical  and  Bioassay  Examination  of  Polluted  APHA  *2-200 

Piano  Wire  (1970)  SWA  *62 

Pick  Test  of  Paper  (1965)  TAPPI  T459 

Pick  Up  Ramps  (1970)  TTMA  RP8-64 

Pick  Up  Service  (1971)  /.  for  Stainless  Steel  Automoti  DFISA  0511 

Pick  Up)  (1968)  Motorized  Ha  ITA  2C3 

Picker  Tooth  (Garnet)  Wire  (1962)  SWA  '123 

Picker  Tooth  (Garnet)  Wire  (1970)  SWA  *62,1 

Picker  (1968)  ITA  2K1 

Picker  (1968)  ITA  3G1 

Pickers  Spindle  Wire  (1970)  SWA  *33 

Picking  Points  of  Petroleum  Wax  (1970)  TAPPI  T652 

Pickup  Efficiency  of  Residual  Aerosol  Insecticides  (197  CSMA  AG*28 

Pickups  (1967)  ANSI  S2.2 

Picnic  Coolers  (1971)  USC  PS49 

Pico  Meth.  (1969)  Std.  Test  Meth.  for  Abra  ASTM  D2228 

Pictorial  Surface  Preparation  Std  for  Painting  Steel  S  SSPC  VISl 

Picture  Cameras  (1970)  Std.  Dimensions  for  70mm  Unpe  ANSI  PHI. 20 

Picture  Cord  Wire  (1970)  SWA  *64 

Picture  Film  Camera  Cartridge  Notches  for  Exposure  Cont  ANSI  PH22.166 

Picture  Film  for  Four  Track  Magnetic  Sound  Release  Prin  ANSI  PH22.177 

Picture  Film  Perforated  Super  8,  Projection  Type  (1969)  ANSI  PH22,172,I 

Picture  Film  Perforated  Super  8,  Projection  Type  (1969)  ANSI  PH22,I72,2 

Picture  Film  Perforated  Super  8,  2r  1664  (1-0)  (1969)  ANSI  PH22.169 

Picture  Film  Perforated  Super  8,  2r  1667  (1-3)  (1969)  ANSI  PH22.176 

Picture  Film  Perforated  Ir  1667  (1969)  ANSI  PH22.I64 

Picture  Film  Relative  to  the  Universal  Leader  for  Magne  SMPTE  RP25 

Picture  Film  Splices  (1971)  ANSI  PH22.178 

Picture  Film  (1969)  ANSI  PH22.152 

Picture  Film  (1969)  ANSI  PH22.I54 

Picture  Film  (1969)  ANSI  PH22.160 

Picture  Film  (1969)  ANSI  PH22  20 

Picture  Film  (1969)  ANSI  PH22.8 

Picture  Film  (1969)  Std,  Dimensi  ANSI  PH22  58 

Picture  Film  (1971)  ANSI  PH22.157 

Picture  Film,  Bhl866  (1964)  ANSI  PH22.93 

Picture  Film,  Perforated  Super  8,  Ir-1667  (1967)  ANSI  PH22,I49 
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std.  Method  for  Determining  Aperture  Calibration  of  Motion 
Id.  Dimensions  of  Photographic  Sound  Record  on  16mm  Motion 
Rec.  Pract.  Spec,  for  Theater  Test  Film  for  Motion 
Rec.  Pract.  for  Dimensions  for  16mm  Motion 
Std.  Designation  of  A  and  B  Windings  for  Motion 
Std.  for  1.  000  Cycle  Balancing  Test  Film  for  35mm  Motion 
ec.  for  Scanning  Beam  Uniformity  Test  Film  for  35mm  Motion 
to  the  Universal  Leader  for  M/  Rec.  Pract.  for  Sound  and 

Rec.  Pract.  Spec,  for  35mm  Subjective 
Std.  Spec,  for  Screen  Luminance  for  Indoor  Motion 
pec.  Criteria  of  Bulbs  and  Implosion  Panels  for  Television 
Uniform  Pract.  for  Tape  (Sound)  and  Film  (Motion 
bolster  Center  Plate  (Railway  /  Std.  for  Application  of  2 

bolster  Center  Plate/  Alternate  Std.  for  Application  of  2 

Std.  for  the  Construction  and  Protection  of 
est.  (1964)  Guide  for  Spec,  and  Tests  tor 

.  on  Piezoelectric  Crystals:  Determination  of  the  Elastic, 
iezoelectric  and  Dielectric  Constants,  the  Elect/  Std.  on 

ound  Pressure  Transducers  (1969/  Std.  Spec,  and  Tests  for 

Std.  on  Magnetostrictive  Materials; 

Std.  Test  Meth.  for 

(1970)  Spec,  for  Aluminum  Paint, 

Std.  Meth.  of  Test  for  Antimony  Oxide  in  White 
Std.  Test  Meth.  for  Sulfide  Sulfur  in  White 
Std.  Meth.  for  Sulfur  Dioxide  in  White 
Meth.  for  Ph  of  Filler  and 
Std.  Spec,  for  Magnesium  Silicate 
astic  Tubing,  Electrical  Insulation  Irradiated  Polyolefin, 
c  Moldings,  Electrical  Insulation  Cross  Linked  Polyolefin, 
astic  Tubing,  Electrical  Insulation  Irradiated  Polyolefin. 

Meth.  for  Free  Moisture  in 
Test  Meth.  for  Abrasiveness  of 
Meth.  for  Inorganic  Color 
Meth.  for  Organic  Color 
Std.  for  Titanium 

eth.  for  Screen  Residue  of  Paper  Coating  Clays  and  Related 
Std.  Spec,  for  Red  and  Brown  Iron  Oxide 
Std.  for  Sampling  of  Fillers  and 
Meth.  for  Analysis  of  Synthetic  Silicate 
Std.  Meth.  of  Test.  Para  Red  and  Toluidine  Red 
Meth.  for  Analysis  of  Highly  Opaque 
Std.  Spec,  for  Calcium  Carbonate 
Meth.  for  Properties  of  Alumina  Hydrate 
for  Liquefied  Petroleum  Gas  (LPG)  (1970) 

Reinforced  Brick  Masonry  Columns  and 
Spec,  for  Design  of  Flexible  Sheet 
Rec.  Std.  for 

Std.  for  Pressure  Treated 
t  for  Load  Settlement  Relationship  for  Individual  Vertical 
Std.  Spec,  for  Welded  and  Seamless  Steel  Pipe 
Std.  Spec,  for  Round  Timber 
St  Meth.  for  Establishing  Design  Stresses  for  Round  Timber 
and  Creosote  for  Use  in  /  Std.  for  Dual  Treatment  of  Wood 

tes.  Structural  Sections,  Rolled  Floor  Plates,  Steel  Sheet 
Std.  Spec,  for  Structural  Timber,  Lumber,  and 
Std.  Spec,  for  Steel  Sheet 
rements  for  Delivery  of  Rolled  Steel  Plates,  Shapes,  Sheet 

Measuring  of  Bed 
Meth.  of  Measuring  the  Finished  Size  of  Bed 
Meth.  of  Measurement  for  Determining  Length  of  Bed 
Meth.  of  Measurement  for  Determining  Width  of  Bed 
chine.  Thermal  Relay  in  Model  1234  Airborne  Gyro  Automatic 

ication,  and  Operational  Requirements  for  Tail  Bumpers  for 
Std.  for  Electrical  Terminals; 

Std.  for  Strut 
Std.  Part 
Rec.  Std.  for 

Std.  Indexable,  Throw  Away,  Insert  Holders  (Clamp  and 
r  Wet  Process  Porcelain  Insulators;  Low  and  Medium  Voltage 

Rec.  Std.  for 
Rec.  Std.  for 

Rec.  Std.  for  Bobby 
Rec.  Std.  for  Hair 
Rec.  Std.  for  Hat 
Std.  Part 

Laminated  Timber,  of  Douglas  Fir,  Western  Larch,  Southern 
d  Laminated  Timber  of  Douglas  Fir,  Western  Larch,  Southern 
Std.  Grading  Rules  for  Southern 
Southern 

Std.  Meth.  of  Sampling  and  Test, 
ermal  Process  (1971)  Lodgepole 
names,  and  Working  Stresses.  (1970)  Southern 
Std.  Sizes  for  Rough  Sawn  Southern 


Sp 


/C.  for  PI 
/or  Plasti 
/  for  PI 


Suggested  M 


Picture  Lenses  (1964) 
Picture  Prints  (1969) 

Picture  Projection  Sound  Reproducing  Systems  (1969) 
Picture  Projector  Reel  Spindles  (1968) 
Picture  Raw  Stock  (1969) 
Picture  Sound  Reproducers  (1960) 
Picture  Sound  Reproducers  (1969) 

Picture  Synchronization  of  Motion  Picture  Film  Relative 
Picture  Test  Film  for  Theaters  and  Review  Rooms  (1968) 
Picture  Theaters  (1970) 
Picture  Tubes  (1966) 
Picture)  Synchronization  (1969) 

Piece  Horizontal  and  Vertical  Wear  Liners  to  the  Truck 
Piece  Horizontal  and  Vertical  Wear  Liners  to  the  Truck 
Piers  and  Wharves  (1971) 

Piezoelectric  Acceleration  Transducers  for  Zero  Space  T 
Piezoelectric  and  Dielectric  Constants,  the  Eleclromech 
Piezoelectric  Crystals:  Determination  of  the  Elastic,  P 
Piezoelectric  (Including  Ferro  Electric)  Pressure  and  S 
Piezomagnetic  Nomenclature  (1971) 
Pigment  Content  of  Solvent  Type  Paints  (1968) 
Pigment  Paste,  and  Mixing  Varnish  for  Steel  Structures 
Pigment  Separated  From  Solvent  Type  Paints  (1968) 
Pigment  Separated  From  Solvent  Type  Paints  (1968) 
Pigment  Separated  From  Solvent  Type  Paints  (1968) 
Pigment  Slurries  (1968) 
Pigment  (1969) 

Pigmented,  Flexible,  Heat  Shrmkable  (1971) 
Pigmented,  Flexible,  Heat  Shrinkable  (1971) 
Pigmented,  Semi  Rigid,  Heat  Shrinkable  (1971) 
Pigments  and  Fillers  (1967) 
Pigments  and  Fillers  (1971) 
Pigments  and  Pastes  (1966) 
Pigments  and  Pastes  (1969) 
Pigments  in  Paper  (1960) 
Pigments  (High  Speed  Mixer  Meth.)  (1971) 
Pigments  (R1969) 
Pigments  (1964) 
Pigments  (1964) 
Pigments  (1968) 
Pigments  (1968) 
Pigments  (1969) 
Pigments  (1969) 

Pigtails,  Expansion  Coils,  and  Flexible  Hose  Connectors 
Pilasters  (Tech.  Notes)  (1965) 
Pile  Bulkheads  (1970) 
Pile  Wire  (Round)  (1970) 
Pile  Wire  (1962) 

Piles  and  Timbers  in  Marine  Construction  (1971) 

Piles  Under  Static  Axial  Load  (1969)  /Td,  Meth.  of  Tes 

Piles  (1969) 

Piles  (1970) 

Piles  (1970)  Tent.  Te 

Piling  Pressure  Treated  with  Water  Borne  Preservatives 
Piling  (1963)  /El  Products  Manual  for  Carbon  Steel  Pla 

Piling  (1965) 

Piling  (1969)  ANSI  G59.1 

Piling,  and  Bars  for  Structural  Use  (1969a)  ANSI  G24.4 
Pillows  and  Mattress  Pads  (Bedding)  (1970) 
Pillows  (1968) 
Pillows  (1968) 
Pillows  (1968) 

Pilot  Equipment,  Thermal  Relays  in  Domestic  Electric  He 

Pilot  (Working  Model)  Electrostatic  Precipitators  (1968 

Piloted  Aircraft  (1971)  /  Design,  Installation,  Quahf 

Pin  and  Receptacle  Type  (1970) 

Pin  Hole  Gage  (1970) 

Pin  Threaded  Shear  100  Deg.  Csk  Head  (1971) 
Pin  Ticket  Wire  (1970) 
Pin  Type)  (1969) 

Pin  Types  (1969)  Std.  Fo 

Pin  Wire  (Common  or  Straight)  (1970) 

Pin  Wire  (Safety)  (1970) 

Pin  Wire  (T-Pin)  (1970) 

Pin  Wire  (1970) 

Pin  Wire  (1970) 

Pin  Wire  (1970) 

Pin  (Threaded  Shear  Protruding  Head)  (1971) 

Pine  and  California  Redwood  (1970)  /R  Structural  Glued 

Pine  and  California  Redwood  (1971)  /or  Structural  Glue 

Pine  Lumber  (1970) 

Pine  Maximum  Spans  for  Joists  and  Rafters  (1970) 
Pine  Oil  (R1970) 

Pine  Poles  Preservative  Treatment  by  the  Full  Length  Th 
Pine  Rec.  Grade  Use  Guide;  Including  Sizes,  Std.  Grade 
Pine  Siding  (1970) 
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Sid.  Meth.  of  Sampling  and  Test.  Pine  Tars  and 
Sid.  Meth  of  Sampling  and  Test. 
Sid  Spec  for  Structural  Glued  Laminated  Southern 
and  Quality  Control  Programs  for  Pressure  Treated  Southern 
mber  of  Douglas  Fir,  Southern  Pine,  Hem-Fir,  and  Lodgepole 
Rated  and  Visually  Graded  Lumber  of  Douglas  Fir,  Southern 

Std.  for  Starter 
Std.  for  Air  Brake  Hose  Coupling 
td.  for  Clevis,  Cotter,  Dowel,  Grooved,  Taper  and  Straight 

Std.  Part 

Spec  for  Prefabricated  Corrugated  Steel 
ng  Physical  and  Chemical  Properties  of  Culvert  Pipe,  Sewer 
9/  Std.  Test  Meth.  for  Impact  Resistance  of  Thermoplastic 

d.  for  Cement  Mortar  Lining  for  Cast  Iron  and  Ductile  Iron 

Cast  Iron  Soil 

Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron  Soil 
Std.  Spec,  for  Cast  Iron  Soil 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Sewer 
Supplement  to  Std.  (for  the  Installation)  for  C  No  Hub 
Std.  for  Hubless  Cast  Iron  Sanitary  System  with  C  No  Hub 
Spec,  for  Styrene  Rubber  Plastic  Drain  and  Building  Sewer 
vent  Cemented  Joints  with  Polyvinyl  Chloride  Plastic  (PVC) 
Std.  Spec,  for  Perforated  Bituminized  Fiber  Drainage 
Std.  Spec,  for  Rubber  Gaskets  for  Cast  Iron  Soil 
Std.  Meth.  of  Determinmg  Dimensions  of  Thermoplastic 
td.  for  Polytetrafluoroethylene  (Ptfel  Plastic  Lined  Steel 
for  Poly  (Vmylidene  Fluoride)  (Pvf  2)  Plastic  Lined  Steel 
r  Fluorinated  Ethylene  Propylene  (Fep)  Plastic  Lined  Steel 
Making  Solvent  Cemented  Joints  with  Poly  (Vinyl  Chloride) 
in  Wall  Poly(Vinyl  Chloride)  Plastic  Drain,  Waste  and  Vent 
ul.  on  Formulas  and  Calculations  for  Casing,  Tubing,  Drill 
Std.  Spec,  for  Bituminous  Coated  Corrugated  Metal  Culvert 
Std.  Spec,  for  Aluminum  Alloy  Seamless 
.  for  Supplementary  Requirements  for  Nickel  Alloy  Seamless 
Guide  Spec  for  Indoor  and  Outdoor 
Std.  Spec,  for  Welded  Copper  Nickel 
Std.  Spec,  for  Copper  Silicon  Alloy  Seamless 
Std.  Spec,  for  Nickel  Seamless 
Std.  Spec,  for  Nickel  Iron  Chromium  Alloy  Seamless 
Std.  Spec,  for  Nickel  Copper  Alloy  Seamless 
y  Mill  Products;  Including  Flat  Products,  Rod  and  Wire  and 
Std.  Spec,  for  Aluminum  Alloy  Structural  Plate  for  Pipe, 
c  for  Bituminous  Coated  Corrugated  Metal  Culvert  Pipe  and 
Std.  Spec,  for  Structural  Plate  for  Pipe, 
Spec,  for  Corrugated  Structural  Plate  Pipe, 
Alloy  Steels  (1969)  Rec.  Pract.  for  Heat  Treatment  of 

Std.  for  Cast  Iron 

her  Liquids  (1970)  ANSI  A21.6  Std.  for  Cast  Iron 

70)  Std.  for  Cast  Iron 

or  Other  Liquids  (1970)  Std.  for  Cast  Iron 

Rec  Std  for 
Std.  Applied 

ydrostatic  Strengths  and  Design  Stresses  for  Thermoplastic 
roleum  Gas  (1971)  Safety  Std.  for 

Rec.  Pract.  for  Screwed 
Rec.  Pract.  for  Screwed 
reel  Elbows  (Railway  Cars)  (1970/  Rec.  Pract.  for  Screwed 

Rec.  Std.  Dimensional  Terminology  for  Plastic 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plastic 
c.  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plastic 
Std.  Spec,  for  Threaded  Poly  (Vinyl  Chloride)  Plastic 
Std.  for  Threaded  Acrylonitrile  Butadiene  Styrene  Plastic 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plastic 
c.  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plastic 
Std.  Graphical  Symbols  for 
Spec,  for  Locomotive  Onions  and 
(1968)  Std.  Spec,  for  Leaded  Carbon  Steel  Forged 

Std.  Pract.  for  Spot  Facing  for  Bronze,  Iron  and  Steel 
high  Temperature  SI  Std.  Spec,  for  Forged  or  Rolled  Steel 

general  Service  (1/  Std  Spec,  for  Forged  or  Rolled  Steel 

m  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 
High  Temper/  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel 

cialTy  Heal  /  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel 

Std.  Spec,  for  Asbestos  Cement 
Std.  Threaded  Cast  Iron 
Std.  Spec,  for  Homogeneous  Perforated  Bituminized  Fiber 
Std.  Spec,  for  Electric  Fusion  Welded  Steel 
Std.  Spec,  for  Austenitic  Steel  Forged  and  Bored 
Std.  Spec,  for  Concrete 
Std.  Spec,  for  Seamless  and  Welded  Steel 
Dipped  Zinc  Coated  (Galvanized)  Welded  and  Seamless  Steel 
Spec,  for  Brass  and  Copper 
Std.  Spec,  for  Homogeneous  Perforated  Bituminized  Fiber 
Std.  Spec,  for  Electric  Welded  Low  Carbon  Steel 
Std.  Spec,  for  Porous  Concrete 
Material  and  Property  Std.  for  Polyethylene 


Tent. 

Rec.  Pract.  for  Making  Sol 


Std. 
Std.  Fo 
Rec.  Pract.  for 
Std.  Spec,  for  3  In.  Th 


Pine  Tar  Oils  (RI969) 

Pine  Tars  and  Pine  Tar  Oils  (R1969) 

Pine  Timber  (1965) 

Pine  (1970)  Rec.  Preservative 

Pine  (1971)  /Mber  Using  E  Rated  and  Visually  Graded  Lu 

Pine,  Hem-Fir,  and  Lodgepole  Pine  (1971)  /Mber  Using  E 

Pinions  and  Ring  Gears  (1968) 
Pinless  Type  (1970) 
Pins  (1970) 

Pms,  Spring,  Slotted  and  Coiled,  Heavy  Duty  (1971) 

Pipe  and  Arches  for  Culverts  and  Underdrains  (1969) 

Pipe  and  Drain  Tile  (1966)  /  Test  Meth.  for  Determini 

Pipe  and  Fittings  by  Means  of  a  Tup  (Falling  Weight)  (1 

Pipe  and  Fittings  for  Water  (1971 )  ANSI  A21.4  St 

Pipe  and  Fittings  (1967) 

Pipe  and  Fittings  (1968)  Sid.  for 

Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1969) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1970) 
Pipe  and  Fittings  (1971 ) 
Pipe  and  Line  Pipe  Properties  (1971) 
Pipe  and  Pipe  Arches  (1970) 

Pipe  and  Seamless  Extruded  Tube  (1971)  ANSI  H38.7 
Pipe  and  Tube  for  Nuclear  Applications  (1970) 
Pipe  and  Tube  Railing  (1971) 
Pipe  and  Tube  (1969) 
Pipe  and  Tube  (1969)  ANSI  H26.3 
Pipe  and  Tube  (1970) 
Pipe  and  Tube  (1971) 
Pipe  and  Tube  (1971)  ANSI  H34.2 
Pipe  and  Tubes  Std.  Handbook  (1968) 
Pipe  Arches  and  Arches  (1966) 
Pipe  Arches  (1970) 
Pipe  Arches,  and  Arches  (1970) 
Pipe  Arches,  and  Arches  (1970) 

Pipe  Bends  and  Formed  Components  of  Carbon  and  Ferritic 
Pipe  Centrifugally  Cast  in  Metal  Molds  for  Gas  (1970) 
Pipe  Centrifugally  Cast  in  Metal  Molds,  for  Water  or  Ol 
Pipe  Centrifugally  Cast  in  Sand  Lined  Molds  for  Gas  (19 
Pipe  Centrifugally  Cast  in  Sand  Lined  Molds,  for  Water 
Pipe  Cleaner  Wire  (1970) 
Pipe  Coating  Weights  for  Coating  Spec.  (1966) 
Pipe  Compounds  (1971)  Rec 
Pipe  Connectors  for  Flammable  Liquids  and  Liquefied  Pet 
Pipe  Fittings  for  300  Lb.  Pressure  (Railway  Cars)  (1970 
Pipe  Fittings  for  300  Lb.  Pressure  (1970) 
Pipe  Fittings  for  300  Lb.  Pressure,  45  and  90  Degree  St 
Pipe  Fittings  (1968) 
Pipe  Fittings,  Schedule  40  (1969) 
Pipe  Fiuings,  Schedule  40  (1969) 
Pipe  Fittings,  Schedule  80  (1969) 
Pipe  Fittings,  Schedule  80  (1969) 
Pipe  Fittings,  Schedule  80  (1969) 
Pipe  Fittings,  Schedule  80  (1969) 
Pipe  Fittings,  Valves  and  Piping  (RI953) 
Pipe  Fittings,  300  Lb.  Pressure  (1970) 
Pipe  Flanges  and  Parts  for  Pressure  and  General  Service 
Pipe  Flanges  (1970) 

Pipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for 
Pipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for 
Pipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for 
Pipe  Flanges,  Forged  Fittings,  and  Valves  and  Parts  for 
Pipe  Flanges,  Forged  Fittings,  and  Valves  and  Parts  Spe 
Pipe  for  Culverts  and  Storm  Drains  (1967) 
Pipe  for  Drainage,  Vent,  and  Waste  Services  (1943) 
Pipe  for  General  Drainage  (1969) 
Pipe  for  High  Pressure  Service  (1971) 
Pipe  for  High  Temperature  Service  (1971) 
Pipe  for  Irrigation  or  Drainage  (1969) 
Pipe  for  Low  Temperature  Service  (1969) 
Pipe  for  Ordinary  Uses  (1969)  ANSI  B36.20 
Pipe  for  Plumbing  Installations  (1960) 
Pipe  for  Septic  Tank  Disposal  Fields  (1969) 
Pipe  for  the  Chemical  Industry  (1968)  ANSI  B36.60 
Pipe  for  Underdrains  (1970) 
Pipe  for  Water  Service  and  Yard  Piping  (1970) 
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Safely  Std.  for 
Std.  for 

Std.  for  Mounting  New  Brake 
Std.  for  Mounting  of  Coupling  and  Nipple  to  Brake 
pec.  for  Mineral  Fiber  Blanket  Insulation  and  Blanket  Type 

Std.  Steel 

of  Areas  for  Electrical  Installations  at  Petroleum  and  Gas 
Spec,  for  Casing,  Tubing,  and  Drill 
Spec,  for  Asphalt  Protective  Coatings  for 
design)  Factors  for  Pressure  Applications  of  Thermoplastic 
.  for  Obtaining  Hydrostatic  Design  Basis  for  Thermoplastic 
ducts  Manual  for  Carbon  Steel  Pipe;  Structural  Tubing  Line 
fabricated  Reflective  Insulation  Systems  for  Equipment  and 
h.  of  Test  for  Determining  Physical  Properties  of  Concrete 
Std.  Spec,  for  Welded  and  Seamless  Steel 
on  and  Industrial  Machinery  (1968) 

s  and  Calculations  for  Casing.  Tubing,  Drill  Pipe  and  Line 
nforcement  Tables  for  45  and  90  Deg.  Branch  Connections  of 
Std.  Pract.  Guide  Lines  for 
/  Std.  Spec,  for  Homogeneous  Perforated  Bituminous  Fiber 

Std.  Spec,  for  Diatomaceous  Earth  Block  and 

Std. 

Std.  Dryseal 

Gaging,  and  Thread  Inspection  of  Casing,  Tubing,  and  Line 
Std.  Spec,  for  Corrugated  Aluminum  Alloy 
300  Lb.  Pressure  (1970)  Rec.  Pract.  for 

Std.  for  Malleable  Iron  Threaded 
Std.  for 

Std.  Model  A,  6  In.  Dry 
Testing  and  Maintenance  of  Dry 
Access  Holes  and  Plugs  for  Radiographic  Inspection  of 
Std.  Spec,  for  Nonreinforced  Concrete  Irrigation 
Asbestos  Cement  Plumbing  Vent 
spec,  for  Electric  Fusion  (Arch)  Welded  Wrought  Iron  Plate 
Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Plastic 
Spec,  for  Line 

Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Plastic 
Std.  Spec,  for  Corrugated  Aluminum  Alloy  Culvert 
std.  Spec,  for  Helically  Corrugated  Aluminum  Alloy  Culvert 
td.  Spec,  for  Threads  for  Reinforced  Thermosetting  Plastic 
Tent.  Std.  for  Asbestos  Cement  Building  Sewer 
Std.  Spec,  for  Perforated  Concrete 
Rec.  Meth.  for  Calculation  of  Nominal  Weight  of  Plastic 
Installation  Procedures  for  Polyethylene  (Pe)  Plastic 
.  for  Obtaining  Hydrostatic  Design  Basis  for  Thermoplastic 
Hot  Applied  Coal  Tar  and  Asphalt  Enamel  Coatings  to  Steel 
Std.  Spec,  for  Std.  and  Extra  Strength  Perforated  Clay 
Spec,  for  Fabricated  Structural  Steel 
Std.  Spec,  for  Electric  Resistance  Welded  Steel 
Std.  Spec,  for  Extra  Strength  Clay 
Tent.  Spec,  for  Filled  Poly  (Vinyl  Chloride)  Sewer 
c.  Pract.  for  Installing  Bituminized  Fiber  Drain  and  Sewer 
d.  Spec,  for  Homogeneous  Bituminized  Fiber  Drain  and  Sewer 
c.  for  Reinforced  Concrete  Culvert,  Storm  Drain,  and  Sewer 
r  Reinforced  Concrete  Arch  Culvert,  Storm  Drain,  and  Sewer 
forced  Concrete  Elliptical  Culvert,  Storm  Drain,  and  Sewer 
lie  Pressure  Strength  of  Reinforced,  Thermosetting  Plastic 
Std.  Spec,  for  Std.  Strength  Clay  Sewer 
Std.  Spec,  for  Poly  Vinyl  (Thloride  Plastic 
Std.  Meth.  of  Testing  Asbestos  Cement 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plastic 
Std.  Spec,  for  Asbestos  Cement  Perforated  Underdrain 
Std.  Spec,  for  Clay 
Spec,  for  Cast  in  Place  Nonreinforced  Concrete 
Std.  for  Wrought  Steel  and  Iron 
Std.  Spec,  for  Welded  Nickel  Iron  Chromium  Alloy 
Std.  Spec,  for  Welded  Nickel  Chromium  Iron  Alloy 
Std.  Spec,  for  Reinforced  Concrete  Low  Head  Pressure 
Std.  Meth.  of  Pressure  Test  on  Glass 
r  45  and  90  Deg.  Branch  Connections  of  Pipe  Seamless  Steel 
Rec.  Pract.  for  Care  and  Use  of  Casing.  Tubing,  and  Drill 
Tent.  Spec,  for  Reinforced  Thermosetting  Resin  Line 
Spec,  for  Spiral  Weld  Line 
Spec,  for  High  Test  Line 
Std.  Spec,  for  Asbestos  Cement  Pressure 
Std.  Spec,  for  Asbestos  Cement  Nonpressure  Sewer 
spec,  for  Asbestos  Cement  Nonpressure  Small  Diameter  Sewer 
Performance  Properties  of  Steel  Casing,  Tubing,  and  Drill 
for  Compression  Joints  for  Vitrified  Clay  Bell  and  Spigot 
Recommended  Hydrostatic  Design  Stresses  for  Thermoplastic 
Std.  for  the  Thickness  Design  of  Ductile  Iron 
Std.  Spec,  for  Welded  and  Seamless  Steel 
.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless  Steel 
eneral  Requirements  for  Specialized  Carbon  and  Alloy  Steel 
Std.  Spec,  for  Electric  Fusion  (Arc)  Welded  Steel 
968)  Std.  for  Hydraulic  Flanged  Tube, 


Pipe  Hanger  Equipment  for  Fire  Protection  Service  (1971  UL 

203 

Pipe  Hangers  and  Supports  (Materials  and  Design)  (1967)  MSS 

SP58 

Pipe  Hose  Other  Than  Armored  Type  (1970) 

AAR 

MSRP-E-49 

Pipe  Hose  with  Protection  Sleeve  (1970) 

AAR 

MSRP-E-51A 

Pipe  Insulation  (Metal  Mesh  Covered)  (Industrial  Type)  ASTM 

C592 

Pipe  Line  Flanges  (1970) 

MSS 

SP44 

Pipe  Line  Transportation  Facilities  (1966) 

/ification  API 

RP500C 

Pipe  Liners  (1971) 

API 

5A 

Pipe  Lines  (1958) 

AI 

SS7 

Pipe  Materials  (1968) 

Rec.  Service  SPI 

PPI-TR9 

Pipe  Materials  (1969) 

Std.  Meth  ASTM 

D2837 

Pipe  Oil  Country  Tubular  Goods  (1964) 

Steel  Pro  AISI 

18 

Pipe  Operating  at  Temperatures  Above  Ambient  Air  (1971)  ASTM 

C667 

Pipe  or  Tile  (1970) 

Std.  Met  ASTM 

C497 

Pipe  Piles  (1969) 

ASTM 

A252 

Pipe  Plugs,  Size  and  Type  of  Head  for  Use  in  Construct!  SAE 

J371 

Pipe  Properties  (1971) 

Bui.  on  Formula  API 

BUL5C3 

Pipe  Seamless  Steel  Pipe  (1970) 

Rei  PFI 

TB2 

Pipe  Support  Contractual  Relationships  (1971)  MSS 

SP77 

Pipe  Systems  for  Highway,  Airport,  and  Similar  Drainage  ASTM 

D2818 

Pipe  Thermal  Insulation  (1971) 

AST.M 

C517 

Pipe  Threads  Except  Dryseal  (1968) 

ANSI 

B2.1 

Pipe  Threads  (1968) 

ANSI 

B2.2 

Pipe  Threads  (1971) 

Spec,  for  Threading,  API 

5B 

Pipe  Underdrains  (1970) 

AASHO 

M197 

Pipe  Unions  of  the  Nut  and  Nipple  Type  for 

Locomotives;  AAR 

MSRP-L-26F 

Pipe  Unions  150,  250,  and  300  Lb.  (1970) 

MSS 

SP76 

Pipe  Unions  (Railway  Cars)  (1970) 

AAR 

MSRP-L-25 

Pipe  Valve  (1971) 

FMS 

2-75 

Pipe  Valves  (1968) 

AIA 

RS13B 

Pipe  Welds  (1969) 

PFI 

ES16 

Pipe  with  Rubber  Gasket  Joints  (1970) 

ASTM 

C505 

Pipe  (for  Soil  and  Waste)  (1955) 

lAPMO 

MS2-55 

Pipe  (R1968) 

Std.  ASTM 

A419 

Pipe  (Schedules  40,  80,  and  120)  (1970) 

use 

PS21 

Pipe  (Seamless  and  Welded  Steel)  (1971) 

API 

5L 

Pipe  (Std.  Dimension  Ratio)  (1970) 

use 

PS22 

Pipe  (1965) 

AASHO 

M196 

Pipe  (1965) 

AASHO 

M211 

Pipe  (1967) 

ASTM 

D1694 

Pipe  (1967) 

lAPMO 

PS26-67 

Pipe  (1968) 

ASTM 

C444 

Pipe  (1968) 

SPI 

PPI-TR7 

Pipe  (1968) 

SPI 

PPI-TR8 

Pipe  (1968) 

Rec.  Meth  SPI 

PPI-TR2 

Pipe  (1968)                 IC.  for  External  Apphcation  Procedures  of  NAPCA 

BUL3 

Pipe  (1968)  ANSI  A106.1 

ASTM 

C211 

Pipe  (1969) 

API 

2B 

Pipe  (1969) 

ASTM 

A135 

Pipe  (1969) 

ASTM 

C200 

Pipe  (1969) 

ASTM 

D2836 

Pipe  (1969) 

Re  ASTM 

D2316 

Pipe  (1969) 

St  ASTM 

D1861 

Pipe  (1969) 

Std.  Spe  ASTM 

C76 

Pipe  (1969) 

Std.  Spec.  Fo  ASTM 

C506 

Pipe  (1969) 

Std.  Spec,  for  Rein  ASTM 

C507 

Pipe  (1969)                                 Std.  Test  Meth.  of  Test  for  Cyc  ASTM 

D2143 

Pipe  (1969)  ANSI  A106.3 

ASTM 

CI3 

Pipe  (1969)  ANSI  B72.2 

ASTM 

D2241 

Pipe  (1969a) 

ASTM 

C500 

Pipe  (1969a) 

ASTM 

D2282 

Pipe  (1970) 

AASHO 

M189 

Pipe  (1970) 

AASHO 

M65 

Pipe  (1970) 

ACI 

346 

Pipe  (1970) 

ANSI 

B36.10 

Pipe  (1970) 

ASTM 

B514 

Pipe  (1970) 

ASTM 

B517 

Pipe  (1970) 

ASTM 

C361 

Pipe  (1970) 

ASTM 

C601 

Pipe  (1970)                                       Reinforcement  Tables  Fo  PFI 

TB2 

Pipe  (1971) 

API 

5C1 

Pipe  (1971) 

API 

5LR 

Pipe  (1971) 

API 

5LS 

Pipe  (1971) 

API 

5LX 

Pipe  (1971) 

ASTM 

C296 

Pipe  (1971) 

ASTM 

C428 

Pipe  (1971) 

Std.  ASTM 

C644 

Pipe  (1971) 

Bui.  on  API 

5C2 

Pipe  (1971) 

Std.  Spec.  ASTM 

C425 

Pipe  (1971)                       Policies  and  Procedures  for  Developing  SPI 

PPI-TR3 

Pipe  (1971)  ANSI  A21.50 

AWWA 

H3 

Pipe  (1971)  ANSI  B125.1 

ASTM 

A53 

Pipe  (1971)  ANSI  B125.16 

Std  ASTM 

A312 

Pipe  (1971)  ANSI  B125.20 

Std.  Spec,  for  G  ASTM 

A530 

Pipe  (1971)  ANSI  B36.9 

ASTM 

A139 

Pipe,  and  Hose  Connections,  4  Bolt  Split  Flange  Type  (1  SAE 

J518B 
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Rec.  Pract.  for  Coding  System  for  Identification  of  Tube, 
71)  ANSI  A21.12  Std.  for  2  In.  and  2  1/4  In.  Cast  Iron 

olds,  for  Water  or  Other  Liquids  (/  Std.  for  Ductile  Iron 

Std.  Spec,  for  Aluminum  Alloy  Structural  Plate  for 
Std.  Spec  for  Structural  Plate  for 
Spec,  for  Corrugated  Structural  Plate 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plastic 
or  Determining  Physical  and  Chemical  Properties  of  Culvert 
std.  Test  Meth.  for  Short  Time  Rupture  Strength  of  Plastic 
.  Spec,  for  Joints  for  Circular  Concrete  Sewer  and  Culvert 
Tent.  Test  Meth.  for  Disbonding  Characteristics  of 
Tent.  Meth.  of  Test  for  Penetration  Resistance  of 
Tent.  Test  Meth,  for  Chemical  Resistance  of 
Spec,  for  Steel  Gate,  Plug,  Ball,  and  Check  Valves  for 
ent.  Test  Meth.  for  Joints,  Fittings  and  Patches  in  Coated 
rigation  Tubing  (196/  Std.  and  Spec.  Guide  for  Irrigation 

Std.  Mechanical  Properties  and  Tolerances  for  Aluminum 
Std.  Spec,  for  Amosite  Asbestos  Thermal  Insulation  for 
.  Pract.  for  Drill  Stem  Design  and  Operating  Limits  (Drill 

Std.  Color  Code  for 
Std.  for  Reinforced  Concrete  Water 
oods  (1964)  Steel  Products  Manual  for  Carbon  Steel 

r  Premises  (1969)  ANSI  /  Std.  for  the  Installation  of  Gas 

Gas 

Steel  Castings  for  Valves,  Flanges  and  Fittings  and  Other 
Steel  Castings  for  Valves,  Flanges  and  Fittings  and  Other 
Inspection  Meth.  for  Valves,  Flanges,  Fittings,  and  Other 
Polyvinyl  Chloride  (PVC)  Plastic 
for  Moderate  and  Elevated  Temperatures  (/  Std.  Spec,  for 

for  Low  Temperature  Service/  Std.  Spec,  for  Factory  Made 

Std.  for  Permanent  Identification  of 
Rec.  Pract.  for  Color  Coding  of 
ms.  Yard  and  Roof  Hydr/  Std.  for  Outside  Protection  (Yard 

of  External  Corrosion  on  Underground  or  Submerged  Metallic 

a  Glossary  of  Plastics 
Std.  Graphical  Symbols  for  Pipe  Fittings,  Valves  and 
Shop  Hydrostatic  Test,  of  Fabricated 
ct.  for  Underground  Installation  of  Thermoplastic  Pressure 
ocedures  for  Acrylonitrile  Butadiene  Styrene  (Abs)  Plastic 
or  Polyethylene  Building  Supply  for  Water  Service  and  Yard 
Std.  for  Poly  (Vinyl  Chlonde)  (PVC)  Natural  Gas  Yard 
Spec,  for  Acrylonitrile  Butadiene  Styrene  Composite  Sewer 
erty  Std.  for  Polyethylene  Pipe  for  Water  Service  and  Yard 
ents  for  All  Meth.  of  Power  Boiler  Construction  (Including 
eaters  (1963)  Application  Guide  for 

(1970)  Std.  for  Plastics 

ting  Oils  Under  Electrical  Stress  and  Ionization  (Modified 
Construction  of  Indoor  Rifle  and 
us)  (1970)  Measurement  of  Indicated  Power  of 

b93.3  Cylinder  Bore  and 

Std.  Meth.  of  Test  for  Hydration  of 
Std.  Meth.  of  Test  for  Hydration  of 
Agma  Std.  (System)  Design  of  General  Industrial  Coarse 
Std.  Meth.  of  Test  for  Coking  Value  of  Tar  and 
Std  Meth.  of  Test  for  Distillation  of 
Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar 
ce  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar 

Std.  for  Surface  Durability 
Std.  for  Spring  Hinges;  Hardware  (Jamb, 
Steel  Window  Spec,  for  Projected,  Casement  and 
Tent.  Test  Meth.  for  Density  of  Bituminous  Concrete  in 
for  Determining  the  Density  of  Soil  and  Soil  Aggregate  in 
Std.  Test  Meth.  for  Density  of  Soil  in 
Std.  Test  Meth.  for  Density  of  Soil  in 
,  Test  Meth.  for  Field  Determination  of  Density  of  Soil  in 
e  Sizes  of  Coarse  Aggregates  (196/  Std.  Test  Meth.  for  in 

Procedure  for  the  Design,  Assembly,  and  Test,  of  Fused  in 

Spec,  for  Cast  in 

)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Wood  Braced  in 
Std.  Test  Meth.  for  Swimming  Pool  and  Bathing 
Wells  (1967)  Manufacture  and 

Safety  Std.  for  Grease  Extractors  for  Exhaust  Ducts  for 
t  and  Operation  of  Swimming  Pools  and  Other  Public  Bathing 
truction  (1970)  Spec,  for 


9/  Std.  Spec,  for  Straight  Beam  Ultrasonic  Examination  of 

(1961)  Design  and  Construction  of 

Spec,  for  Design  of 
Screw  Machine,  Flathead  100  Deg. 
Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled, 
Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled, 
Alternate  Std.  for  Axle  for  Freight  Cars; 

Std.  for  Axle  for  Freight  Cars; 
Std.  for  Axle  for  Passenger  (Railway)  Cars; 
s  for  Structural  Steel  Joints,  Including  Suitable  Nuts  and 


Pipe,  and  Hose  Fittings  (1969) 

Pipe,  Centrifugally  Cast  for  Water  or  Other  Liquids  (19 
Pipe,  Centrifugally  Cast  in  Metal  Molds  or  Sand  Lined  M 
Pipe,  Pipe  Arches  and  Arches  (1966) 
Pipe,  Pipe  Arches,  and  Arches  (1970) 
Pipe,  Pipe  Arches,  and  Arches  (1970) 
Pipe,  Schedules  40  and  80  (1969) 

Pipe,  Sewer  Pipe  and  Drain  Tile  (1966)  /.  Test  Meth.  F 

Pipe,  Tubing,  and  Fittings  (1969) 

Pipe,  Using  Rubber  Gaskets  (1970)  Std 

Pipeline  Coatings  by  Direct  Soil  Burial  (1971) 

Pipeline  Coatings  (1971 ) 

Pipeline  Coatings  (1971) 

Pipeline  Valves  (1971) 

Pipelines  (1971 ) 

Pipeline;  Underground,  Plastic  Tape  Coated,  Aluminum  Ir 
Pipes  (1970) 
Pipes  (1971) 

Pipes,  Strings  and  Tool  Joints)  (1971)  Rec 
Pipets  (1966) 

Pipe;  Steel  Cylinder  Type,  Pretensioned  (1970) 

Pipe;  Structural  Tubing  Line  Pipe  Oil  Country  Tubular  G 

Piping  and  Equipment  for  Use  with  Dry  Chlorine  (1968) 

Piping  and  Gas  Equipment  on  Industrial  and  Certain  Othe 

Piping  and  Plumbing  (National  Building  Code)  (1967) 

Piping  Components  (Dry  Powder  Magnetic  Particle  Inspect 

Piping  Components  (Visual)  (1971)  Quality  Std.  for 

Piping  Components  (1971)  /Steel  Castings;  Radiographic 

Piping  Design  and  Installation  (1971) 

Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel 

Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel 

Piping  Materials  (1968) 

Piping  Matenals  (1969) 

Piping  Supplying  Sprinklers,  Water  Spray  and  Foam  Syste 
Piping  Systems  (1969)  Rec.  Pract.  for  Control 

Piping  Terms  (1968) 
Piping  (R1953) 
Piping  (1967) 

Piping  (1969)  Tent.  Rec.  Pra 

Piping  (1969)  Installation  Pr 

Piping  (1969)  Installation  Std.  F 

Piping  (1970) 

Piping  (1970)  Std. 
Piping  (1970)  Material  and  Prop 

Piping,  Safety  Valves  and  Fittings)  (1971)  /E  Requirem 

Piping,  Trapping  and  Venting  Steam  and  Hot  Water  Unit  H 
Piping;  a  List  Used  for  Procurement  and  Identification 
Pirelli  Meth.)  (1968)  /Est  Meth.  for  Gassing  of  Insula 

Pistol  Shooting  Ranges  (197!) 

Piston  Engines  and  Compressors  (Instruments  and  Apparat 

Piston  Ring  Wire  (Segment,  Expander,  Spacer)  (1962) 

Piston  Rod  Sizes  for  Fluid  Power  Cylinders  (1965)  ANSI 

Pitch  Bearing  Basic  Brick  (1970) 

Pitch  Bearing  Basic  Refractory  Bnck  (1968) 

Pitch  Cylindrical  Wormgearing  (1970) 

Pitch  (Modified  Conradson)  (1968) 

Pitch  (1969) 

Pitch:  No.  15  Felts,  Aggregate  Surface  (1970) 
Pitch;  No.  15  Felts,  Coated  Base  Sheet,  Aggregate  Surfa 
(Pitting)  of  Helical  and  Herringbone  Gear  Teeth  (1969) 
Pivot,  Screen  and  Dwarf  Types  for  Door)  (1970) 
Pivoted  Types  (1969) 
Place  by  Nuclear  Meth.  (1971T) 

Place  by  Nuclear  Meth.  (Shallow  Depth)  (1971)  /.  Meth. 

Place  by  the  Drive  Cylinder  Meth.  (1971) 
Place  by  the  Drive  Cylinder  Method  (1964) 

Place  by  the  Oil  Meth.  (1966)  Std 
Place  Density  of  Compacted  Base  Courses  Containing  Larg 
Place  Interfacial  Connections  in  Rigid  Printed  Circuit 
Place  Nonreinforced  Concrete  Pipe  (1970) 

Place  of  Loose  Brick  (1959)  /Attern  (for  Rail  Shipment 

Place  Waters  (1971) 

Placement  of  Reinforced  Concrete  Casings  for  Irrigation 
Placement  Over  Restaurant  Cooking  Equipment  (1970)  ANSI 
Places  (1957)  Rec.  Pract.  for  Design,  Equipmen 

Placing  Reinforcing  Steel  Bar  Supports  in  Concrete  Cons 
Plain  and  Clad  Steel  Plates  for  Special  Applications  (1 
Plain  and  Reinforced  Concrete  Masonry  Foundation  Walls 
Plain  and  Reinforced  Concrete  Members  (1970) 
Plain  and  Self  Locking  (1970) 

Plain  and  Self  Locking,  Alloy  Steel  and  Corrosion  Resis 
Plain  and  Self  Locking,  Alloy  Steel  and  Corrosion  Resis 
Plain  Bearing,  Black  Collar  (Railway)  (1970) 
Plain  Bearing,  Raised  Wheel  Seat  (Railway)  (1970) 
Plain  Bearing,  Raised  Wheel  Seat  (1970) 

Plain  Hardened  Washers  (1971)  /Igh  Strength  Steel  Bolt 


SAE 

AWWA 

AWWA 

AASHO 

AASHO 

AREA 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

API 

ASTM 

SIA 

AA 

ASTM 

API 

SAMA 

AWWA 

AISI 

CHI 

NFPA 

AIA 

MSS 

MSS 

MSS 

SPI 

ASTM 

ASTM 

PFI 

PFI 

FI 

NACE 

SPI 

ANSI 

PFI 

ASTM 

SPI 

lAPMO 

lAPMO 

ASTM 

lAPMO 

ASME 

AMCA 

SPI 

ASTM 

NRA 

ASME 

SWA 

NFLDP 

ASTM 

ASTM 

AGMA 

ASTM 

ASTM 

NRCA 

NRCA 

AGMA 

BHMA 

SWI 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

IPC 

ACI 

RI 

APHA 

ASAE 

UL 

APHA 

CRSI 

ASTM 

NOMA 

AREA 

NSA 

NSA 

NSA 

AAR 

AAR 

AAR 

ASTM 


J846A 

C112 

C151 

M219 

M167 

1-4-25 

DI527 

T33 

D1599 

C443 

G19 

GI7 

G20 

6D 

G18 

•I 

*28I237 

C391 

RP7G 

LA2 

C303 

18 

6 

54A 

CO-I-XIV 

SP53 

SP55 

SP54 

PPI-TR13 

A234 

A420 

ESll 

ES22 

24 

RPOl-69 

PPI-TRl 

Z32.2.3 

ES4 

D2774 

PPI-TRl  2 

IS7 

IS  10-70 

D2680 

PS24 

BPVCIPG 

BUL-15 

PPI-TR5 

D2300 

•15 

PTC19.8 
•125 

T3.6.67.1 

C649 

C620 

341.02 

D2416 

D2569 

•2-V4 

•2-V3 

211.02 

1101 

A.l 

D2950 

D2922 

D2937 

T204 

T715 

TI81 

TC550 

346 

P207-2 

•2-413 

R266 

710 

•1 

•1.3.5 
A578 
3 

8-2-1 
662 
1351 
1352 

MSRP-D-9 
MSRP-D-12 
MSRP-D-79 
A325 
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Sid.  Part  Bearing,  Rod  End, 

External  Cylindrical  Grinding  Machines; 
Std.  Spec,  for  Steel  Girder  Rails  of 
Std.  for 
Std.  for  Bushing 

.  for  Suggested  Electromagnetic  Interference  (Emi)  Control 
cient  of  Static  Friction  of  Shipping  Sack  Papers  (Inclined 
Std.  Meth.  of  Shear  Test  in  Flatwise 
Tent.  Meth.  of  Test.  Plywood  in  Rolling  Shear  (Shear  in 
1970)  Tent.  Test  Meth.  for 

cal  Analysis  of  Stainless  Type  18-8  Steels  by  the  Point  to 

8)  Std.  Test  Meth.  for  Liquid  Contaminant.  Inclined 
of  Tension  Test  of  Flat  Sandwich  Constructions  in  Flatwise 

Rec.  Pract.  for 

Test  Procedures  and  Minimum  Evaluation  Std.  for  2  Speed 
Std.  Meth.  of  Sampling  and  Test.  Premolded  Asphalt 
fishe/  Std.  Meth.  for  Biological  Sampling  and  Analysis  of 

lory  (1971)  Rec.  Pract.  for 

a  Format  of  Transport  Airplane  Characteristics  for  Airport 
tforms  (I97I)  Rec.  Prac.  for 

Std.  Turnout  Plans  (Trackwork 
Std.  Turnout 

cept  Tapered  Roller  Bearings)  Conforming  to  Basic  Boundary 
de)  (1971)  Requirements  for  Nuclear  Power 

1)  Stress  Analysis  Meth.  for  Power 

1)  Owners  Design  Spec,  for  Power 

vessel  Code)  (1971)  Requirements  for  Nuclear  Power 

code)  (1971)  Requirements  for  Nuclear  Power 

Std.  Manual  of  Pract.  for  Sewage  Treatment 
in  Nucl/  Std.  for  Selection  and  Training  of  Nuclear  Power 

Accrediting  Std.  for  Diaper 
Asphalt 

Construction  Spec,  for  Asphalt  Concrete  and  Other 
Std.  for  Selection  and  Training  of  Nuclear  Power 
Accrediting  Std.  for  Diaper 
Accrediting  Std.  for  Diaper 
Accrediting  Std.  for  Diaper 
Rec.  Std.  for  the  Safe  Operation  of  Field  Anfo  Mix 
cedures  for  Conducting  Special  Tests  in  the  Concrete  Block 

Redwood 
Agricultural 

ractors,  Tangential  Pull  Factors.  Implement,  Log  Skidders, 
es  (1971)  ANSI  A3/  Std.  Spec,  for  Requirements  for  Mixing 

zards)  (1970)  Dry  Cleaning 

Std.  Quality  Control  Procedures  for  Wood  Preserving 
td.  Manual  of  Pract.  for  Operation  of  Wastewater  Treatment 
Requirements  for  Safety  and  Wooden  Match  Manufacturing 
Rec.  Safeguards  for  the  Protection  of  Plywood 
Std.  for  Acetylene  Cylinder  Charging 
ust  Explosions  in  Woodworking  and  Wood  Flour  Manufacturing 
Std.  for  the  Prevention  of  Dust  Explosions  in  Industrial 
for  the  Prevention  of  Dust  Explosions  in  Coal  Preparation 
std.  for  the  Prevention  of  Dust  Ignition  in  Spice  Grinding 

Spec,  for  Coating, 
Rec.  for  the  Application  of  Gypsum 
Rec.  for  Machine  Applied  Gypsum 
Construction  of  Ceilings  with  Gypsum  Lath,  Metal  Lath  and 
Rec.  for  the  Performance  of  Lath  and 
Std.  Spec,  for  Inorganic  Aggregates  for  Use  in  Gypsum 
Gypsum  Lathing  and 

ent  and  Scaffolding)  (1968)  Rec.  Spec,  for  Gypsum 

Rec.  Spec,  for  Lathing,  Furring  and 
Std.  Spec,  for  Bonding  Compounds  for  Interior 
Spec,  for  Application  of  Gypsum  Base  for  Veneer 
Std.  Meth.  for  Physical  Testing  of  Gypsum 
apparent  Viscosity  Utilizing  a  Torque  Rheometer  (Brabender 

Std.  Sizes  for 

Packaging  Std.  for  an  Item  in  a  Transparent 
Std.  for  Packaging  of  Items  in  Transparent 
ed  Products  (1968)  Test  Meth.  for 

Std.  Dimensions  for 

and  Performance  Requirements  for  High  Density  Polyethylene 
echanical  Mixing  of  Hydraulic  Cement  Pastes  and  Mortars  of 
Std.  Test  for  Drop  Impact  Resistance  of 
for  Determining  the  Compressive  Yield  Load  (Crush  Test)  of 
Rec.  Pract.  for  Meth.  of  Determining 

9)  Tent.  Spec,  for  Styrene  Rubber 
Std.  Spec,  for  3  In.  Thin  Wall  PolytVinyl  Chloride) 

Std.  for  Corrugated  Polyethylene  Coilable  Electrical 
Guide  to  Product  Qualification  for 
Guide  to  Service  Capabilities  by  Proven  Application 
Std.  Glossary  of  Terms  for 
meth.  for  Shrink  Tension  and  Orientation  Release  Stress  of 
Test  Meth.  for  Pressure  Sensitive  Tape  Tear  Resistance  of 
Std.  Spec,  for  Nonoriented  Propylene 


Plain  Shank,  Self  Aligning,  Anti  Friction  (1971) 

Plain  Surface  Fabrics  Class  Test  (1954)  , 

Plain  (1970) 

Plain,  Grooved,  and  Guard  Types  (1969)  ANSI  57.6 
Plain,  Lock,  Beveled  and  Test  Washers  (1970) 
Plain,  Press  Fit,  Bronze  (1970) 

Plan  Outline  (1970)  Rec.  Pract 

Plane  Meth.)  (1967)  Meth.  for  Coeffi 

Plane  of  Flat  Sandwich  Constructions  or  Cores  (1970) 
Plane  of  Plies)  (1969) 

Plane  Strain  Fracture  Toughness  of  Metallic  Materials 

Plane  Technique  Using  an  Optical  Emission  Spectrometer 

Plane  Tracking  and  Erosion  of  Insulating  Materials  (196 

Plane  (1970)  Std.  Meth. 

Planetary  Gear  Terminology  (1969) 

Planetary  Transmissions  (1971) 

Plank  (1938) 

Plankton,  Periphyton,  Macrophyton,  Macroinvertebrates, 
Planning  and  Safe  Operation  of  a  Spectrochemical  Labora 
Planning  (1970)  Rec.  Std.  Dat 

Planning,  Designing  and  Construction  Fixed  Offshore  Pla 
Plans  and  Spec.)  (1969) 
Plans  (Trackwork  Plans  and  Spec.)  (1969) 

Plans  (1971)  /  for  Metric  Ball  and  Roller  Bearings  (Ex 

Plant  Component  Supports  (Boiler  and  Pressure  Vessel  Co 
Plant  Components  (Boiler  and  Pressure  Vessel  Code)  (197 
Plant  Components  (Boiler  and  Pressure  Vessel  Code)  (197 
Plant  Components,  for  Classes  1-3  (Boiler  and  Pressure 
Plant  Components,  Mc  Class  (Boiler  and  Pressure  Vessel 
Plant  Design  (1967) 

Plant  Guide  to  Sampling  Airborne  Radioactive  Materials 
Plant  Layout  and  Equipment  (1971) 
Plant  Manual  (1967) 
Plant  Mix  Types  (1969) 
Plant  Personnel  (1971) 
Plant  Personnel  (1971) 
Plant  Procedures  (1971) 
Plant  Route  Salesmen  (1971) 
Plant  (1968) 
Plant  (1969) 
Planter  Boxes  (1970) 
Planter  Press  Wheel  Tires  (1966) 
Planter  Press,  Garden  Tractors  (1971) 

Plants  for  Hot  Mixed,  Hot  Laid  Bituminous  Paving  Mixtur 
Plants  (Prevention  and  Control  of  Fire  and  Explosion  Ha 
Plants  (1970) 
Plants  (1970) 
Plants  (1971) 
Plants  (1971) 
Plants  (1971) 

Plants  (1971)  ANSI  Z12.20 
Plants  (1971)  ANSI  Z12.21 
Plants  (1971)  ANSI  Z12.7 
Plants  (1971)  ANSI  Z12.9 
Plasma  Spray  Deposition  (1971) 
Plaster  on  Exterior  Locations  (1967) 
Plaster  (1964) 
Plaster  (1966) 
Plaster  (1967) 

Plaster  (1970)  ANSI  A107.1 
Plastering  Manual  (1965) 

Plastering  (Includes  Labor,  Materials,  Services,  Equipm 
Plastering  (1964) 
Plastering  (1970) 

Plasters  and  Application  (Includes  Terms)  (1970) 

Plasters  and  Gypsum  Concrete  (1970) 

Plasti  Corder)  at  a  Constant  Mixer  Temperature  (1968) 

Plastic  and  Rubber  Laboratory  Tubing  (1968) 

Plastic  Bag  and  Individual  Box  (1971) 

Plastic  Bags  with  Stiffener  (1971) 

Plastic  Bottle  Permeability  and  Compatibility  of  Packag 

Plastic  Bottles  (1968) 

Plastic  Bottles  (1969)  Test  Meth. 

Plastic  Consistency  (1970)  ANSI  A1.23,  AASHO  T162  /R  M 

Plastic  Containers  (1968) 

Plastic  Containers  (1968)  Meth. 
Plastic  Deformation  in  Sheet  Steel  Stampings  (1970) 
Plastic  Drain  and  Building  Sewer  Pipe  and  Fittings  (196 
Plastic  Drain,  Waste  and  Vent  Pipe  and  Fittings  (1971) 
Plastic  Duct  (1971) 
Plastic  Electroplating  (1971) 
(Plastic  Electroplating)  (1971) 
Plastic  Fasteners  (1971) 

Plastic  Film  and  Thin  Sheeting  (1969)  Std.  Test 

Plastic  Film  Electrical  Tape  (1970) 
Plastic  Film  (1969) 


Rec.  Pro 


/lal  Vehicles:  T 


/Td.  for  the  Prevention  of  D 
Std. 


Rec.  Pract.  for 
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ASTM 
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ASTM 
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Std.  Test  Meth.  for  Self  Supporting  Plas 
Std.  Test  Meth.  for  Production  of  Plas 
the  Sand  Equivalent  Test  (1970)  Std.  Test  Meth.  for  Plas 

Suggested  Pallet  Loading  Arrangement  for  Plas 
ratus  (1971)  Std.  Meth.  of  Test  for  Resistance  to  Plas 

eans  of  the  Hubbard/  Std.  Meth.  of  Test  for  Resistance  to  Plas 

Std.  for  Plas 

ct.  for  Hose  Assemblies;  Aircraft  and  Missile,  Lightweight  Plas 
Tent.  Spec,  for  Chlorinated  Poly  (Vinyl  Chloride)  Plas 
968)  ANSI  C8.45  Std.  Spec,  for  Vinyl  Chlonde  Plas 

968)  Std.  Spec,  for  Vinyl  Chloride  Plas 

and  After  Finished  with  Acrylic  Silane  Type  Finishes,  for  Plas 
Std.  Meth.  of  Determining  the  Plas 
Std.  for  Polytetrafluoroethylene  (Ptfe)  Plas 
Std.  for  Fluorinated  Ethylene  Propylene  (Fep)  Plas 
Std.  for  Poly  (Vinylidene  Fluoride)  (Pvf  2)  Plas 
reflectors)  of  Motor  Vehicle  Lighting  De/  Rec.  Pract.  for  Plas 

Std.  Test  Meth.  for  Resistance  to  Abrasion  of  Plas 
elh.  for  Apparent  Density,  Bulk  Factor,  and  Pourability  of  Plast 
Std.  Spec,  for  Propylene  Plast 
lyolefin.  Pigmented,  Flexible,  Heat  Shrinkable/  Spec,  for  Plast 

Std.  Test  Meth.  for  Bearing  Load  of  Corrugated  Plast 
Guide  to  Handling  and  Packaging  of  Molded  Plast 

Plast 

Rec.  Std.  Dimensional  Terminology  for  Plast 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plast 
std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plast 
Std.  Spec,  for  Threaded  Poly  (Vinyl  Chloride)  Plast 
Std.  for  Threaded  Acrylonitrile  Butadiene  Styrene  Plast 
Std.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plast 
std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plast 
Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Plast 
Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Plast 
Std.  Spec,  for  Threads  for  Reinforced  Thermosetting  Plast 
Rec.  Meth.  for  Calculation  of  Nominal  Weight  of  Plast 
Installation  Procedures  for  Polyethylene  (Pe)  Plast 
for  Cyclic  Pressure  Strength  of  Reinforced,  Thermosetting  Plast 
Std.  Spec,  for  Poly  Vinyl  Chloride  Plast 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plast 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plast 
Std.  Test  Meth.  for  Short  Time  Rupture  Strength  of  Plast 
Polyvinyl  Chloride  (PVC)  Plast 
ation  Procedures  for  Acrylonitrile  Butadiene  Styrene  (Abs)  Plast 
1968)  ANSI  C59.91  Std.  Spec,  for  Vinyl  Chloride  Plast 

d  Fabrication  Requirement/  Code  for  Fiberglass  Reinforced  Plast 

ested  Meth.  of  Preliminary  Design  of  Fiberglass  Reinforced  Plast 
Rec.  Pract.  for  Preparation  of  Surfaces  of  Plast 
(1969)  Std.  Meth.  of  Test  for  Plast 

Std.  Meth.  of  Panel  Spalling  Test  for  Fireclay  Plast 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  Air  Setting  Plast 

Rubber  and  Plast 

Felts,  Saturated  and  Coated  Felts,  Prepared  Roofings,  and  Plast 
Std.  Spec,  for  Extruded  Acrylic  Plast 
Std.  for  Polystyrene  Plast 
Std.  Spec,  for  Nonrigid  Vinyl  Chloride  Plast 
Std.  Meth.  of  Test  for  Transparency  of  Plast 
Std.  for  Thermoformed  Plast 
Std.  for  Glass  Fiber  Reinforced  Plast 
ical  Properties)  and  Resin  Characteristics,  Pro/  Guide  to  Plasti 

Guide  to  Service  Capabilities  by  Plast 
Product  Std  for  Plast 
Rec.  Pract.  for  Evaluation  of  the  Appearance  of  Plated  Plas 
std.  and  Spec.  Guide  for  Irrigation  Pipeline;  Underground,  Plasti 
Packaging  Std.  for  Single  Item  in  A  Plast 
Packaging  Std.  for  Multiple  Items  in  Plast 
Std.  for  Packaging  of  Items  in  a  Bag,  Flexible  Plast 
and  Fittings)  (1970)  Std.  for  Electrical  Plast 

Std.  for  Fluorinated  Ethylene  Propylene  (Fep)  Plast 
Std.  for  Heat  Shrinkable  Fluorocarbon  Plast 
Std.  for  Polytetrafluoroethylene  (Ptfe)  Plast 
efin.  Pigmented,  Flexible,  Heat  Shrinkable  (19/  Spec,  for  Plasti 

efin.  Pigmented,  Semi  Rigid,  Heat  Shrinkable  (/  Spec,  for  Plast 

lyvinyl  Chloride,  Flexible,  Heat  Shrinkable  1  /  Spec,  for  Plast 

yethylene  Terephthalate,  Heat  Shrinkable  1.3  to  1  Shrink/  Plast 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plast 
71)  Std.  for  Plast 

Std.  Packaging  for  Items  in  A  Plast 
Spec.  Field  Applied  Laminated  Plast 
for  Making  Solvent  Cemented  Joints  with  Polyvinyl  Chloride  Plast: 
Std.  for  Packaging  of  Items  in  a  Box,  Plast 
Std.  Meth.  of  Determining  the  Plastic  Limit  and  Plast: 
ounds  Under  Humid  Conditions  (1969/  Rec.  Pract.  for  Test.  Plast 

968)  Std.  Meth.  for  Measurement  of  Plast 

Std.  Test  Meth.  for  Weight  Loss  of  Plast 
Std.  Test  Meth.  for  Tensile  Impact  Energy  to  Break  Plast 
Std.  Test.  Meth.  for  Bond  Strength  of  Plast 


ic  Films  for  Electrical  Insulation  (1971) 
ic  Fines  in  Aggregates  (1964) 

ic  Fines  in  Graded  Aggregates  and  Soils  by  Use  of 
ic  Firebrick  in  Cartons  (1956) 


c  Heat  Shrinkable  Film  (1970) 
ic  Hose,  Low  Pressure  (1971) 
ic  Hot  Water  Distribution  Systems  (1969) 
ic  Insulation  for  Wire  and  Cable,  60c  Operation  (1 
ic  Insulation  for  Wire  and  Cable,  75c  Operation  (1 
ic  Laminates  (1970)  /  Woven  Glass  Fabri( 

ic  Limit  and  Plasticity  Index  of  Soils  (1970) 
ic  Lined  Steel  Pipe  and  Fittings  (1970) 
c  Lined  Steel  Pipe  and  Fittings  (1970) 
c  Lined  Steel  Pipe  and  Fittings  (1970) 
c  Materials  for  Use  in  Optical  Parts  (Lenses  and 
c  Materials  (1969) 

c  Materials  (1969)  St. 
c  Molding  and  Extrusion  Materials  (1969) 
c  Moldings,  Electrical  Insulation  Cross  Linked  Po 
c  Panels  (1969) 

c  Parts  for  Plating  (Electroplating)  (1971) 
c  Patterns,  Tooling  (1970) 
c  Pipe  Fittings  (1968) 
c  Pipe  Fittings.  Schedule  40  (1969) 
c  Pipe  Fittings.  Schedule  40  (1969) 
c  Pipe  Fittings,  Schedule  80  (1969) 
c  Pipe  Finings,  Schedule  80  (1969) 
c  Pipe  Fittings.  Schedule  80  (1969) 
c  Pipe  Fittings,  Schedule  80  (1969) 
c  Pipe  (Schedules  40.  80.  and  120)  (1970) 
c  Pipe  (Std,  Dimension  Ratio)  (1970) 
c  Pipe  (1967) 
c  Pipe  (1968) 
c  Pipe  (1968) 

c  Pipe  (1969)  Std.  Test  Mel 

c  Pipe  (1969)  ANSI  B72.2 
c  Pipe  (1969a) 

c  Pipe.  Schedules  40  and  80  (1969) 
c  Pipe.  Tubing,  and  Fittings  (1969) 
c  Piping  Design  and  Installation  (1971) 
c  Piping  (1969) 

c  Pressure  Sensitive  Electrical  Insulating  Tape 
c  Pressure  Vessels  Including  Material.  Design.  An 
c  Pressure  Vessels  (Appendix  1)  (1971) 
c  Prior  to  Adhesive  Bonding  (1969) 
c  Properties  of  Coal  by  the  Gieseler  Plastometer 
c  Refractories  (1970) 
c  Refractories  (1970) 
c  Roll  Covering  Handbook  (1971) 
c  Roll  Materials  (1970)  /;  Aggregates, 

c  Sheet (1969) 
c  Sheet (1970) 
c  Sheeting  (1969) 
c  Sheeting  (1970) 
c  Skin  Packaging  (1971) 

c  Storage  Tanks  for  Flammable  Liquids  (1965) 
c  Substrate  Fabrication  Requisites  (Unplated  Phys 
c  Substrate,  Plated  (Electroplating)  (1971) 
c  Surfaced  Vanity  Cabinets  (1970) 
c  Surfaces  (1971) 

c  Tape  Coated,  Aluminum  Irrigation  Tubing  (1965) 
c  Transparent  Bag  (1971) 
c  Transparent  Bag  (1971) 
c  Transparent,  with  Accessories  (1971) 
c  Tubing  Conduit  and  Fittings  (Epc  40  and  Epc  80 
c  Tubing  (1971) 
c  Tubing  (1971) 
,c  Tubing  (1971) 

c  Tubing.  Electrical  Insulation  Irradiated  Polyol 
c  Tubing.  Electrical  Insulation  Irradiated  Polyol 
c  Tubing.  Electrical  Insulation  Noncrosslinked  Po 
c  Tubing.  Electrical  Insulation.  Resin  Bonded  Pol 
c  Utilities  Conduit  and  Fittings  (1970) 
c  Utilities  Duct  for  Underground  Installation  (19 
c  Vial  or  Tube  (1971) 
c  Wall  Covering  (1971) 

c  (PVC)  Pipe  and  Fittings  (1969)  B 
c.  Cushioned  (1971) 
city  Index  of  Soils  (1970) 

cizer  Compatibility  in  Poly  (Vinyl  Chloride)  Comp 
cizer  Migration  From  Vinyl  Fabrics  to  Lacquers  (1 
cizers  on  Heating  (1969) 
cs  and  Electrical  Insulating  Materials  (1968) 
cs  and  Electrical  Insulating  Materials  (1969) 


NEMA 

MX3 

AASHO 

T2I0 

AASHO  T176 

RI 

P228-I 

pa  ASTM 

DI559 

M              AS  1  M 

Dl  1 38 

use 

PS29 

Kec.  rra  SAt 

AKrI  loO 

ASTM 

D2846 

ASTM 

D22I9 

ASTM 

D2220 

,  Lieaned  /\h  1 M 

D2660 

AASHO 

T90 

use 

PS33 

T  IC/~" 

U 

PS34 

use 

PS35 

oAd. 

J  J  /oL. 

A  CTX^f 
Aci  1  M 

Dl  242 

-1    Tad    \A    A  QT\X 
3.  I  eSl.  M  Ao  I  M 

Dl  895 

Ao  I  M 

D21 46 

SAE 

A \A  CIA^ A 

AMojO  /4 

ASTM 

D1602 

ASEP 

7 

L\  Ar  M 

PPi 

SPI 

DDT  TX>ti 
rrl-  1  KD 

ASTM 

D2466 

ASTM 

D2468 

ASTM 

D2464 

ASTM 

D2465 

UZ'fO  / 

ASTM 

D2469 

T  TQP 

DO  1 

roZ  1 

T  IQP 

U  OL. 

DOT 

r  oZZ 

A  QT\yl 
Ao  1  M 

U  I  074 

PPT  TP  7 
rrl-  IK/ 

PPT  TPS 
rrl-  1  Ko 

n(  Tact    A  QT\yl 
n.  OI  1  est  Ao  1  M 

UL  1 

ASTM 

D2241 

Ao  1  M 

UZZoZ 

A  CXM 
Ao  1  M 

Ao  1  M 

Dl  599 

orl 

PPT  XD  1  2 

rrl- 1  K I  J 

install  orl 

PPT  XD  t  T 

rrl- 1  K 1  z 

Ao  1  M 

D2301 

ASME 

Bpvex 

Sugg  ASME 

15r  V  t_  A  I 

Ao  1  M 

Ao  i  M 

Uvoi  L 

A  <vTM 
Ao  1  M 

1  fin 

1  oU 

Ao  1  M 

e49i 

KM  A 

oaiur aico  in  ki_  a 

Z-i  V 

ASTM 

Dl  547 

use 

PS3 1 

ASTM 

Dl  593 

ASTM 

Dl  746 

NS  A 

3445 

FMS 

7-88 

ASEP 

3 

ASEP 

6A 

NAPF 

C-l 

ASEP 

5E 

SIA 

*  1 

NSA 

3402 

NSA 

3403 

NSA 

3405 

NEMA 

Te2 

use 

PS43 

use 

PS47 

use 

PS52 

SAE 

AMS3636e 

SAE 

AMS3638C 

SAE 

AMS3579 

SAE 

AMS3589 

ASTM 

D2750 

NEMA 

TC6 

NSA 

3438 

esi 

06242 

ec.  Pracl.  SPI 

PPI-TRIO 

NSA 

3409 

AASHO  T90 

ASTM 

D2383 

ATSM 

D2199 

ASTM 

D2288 

ASTM 

D1822 

ASTM 

D952 

166 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Std.  Test.  Meth.  for  Tensile  Properties  of  Plas 
Std.  Test  Meth.  for  Indentation  Hardness  of  Rubber  and  Plas 
Std.  Test  Meth.  for  Thermal  Conductivity  of  Cellular  Plas 
Std.  Test  Meth.  for  Dynamic  Mechanical  Properties  of  Plas 
eth.  for  Measuring  the  Open  Cell  Content  of  Rigid  Cellular  Plas 

Reinforced  Plas 

Guide  for  Mold  Design  for  Injection  Molding  of  Plas 
ments  for  Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plas 
Rec.  for  Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plas 
ments  for  Facilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plas 
Std.  for  the  Dust  Explosion  Prevention  in  the  Plas 
Std.  Spec,  for  Polyethylene  Plas 
d.  Test  Meth.  for  Transverse  Load  of  Corrugated  Reinforced  Plas 

a  Glossary  of  Plas 

fication  (1970)  Std.  for  Plas 

Std.  Meth.  for  Measuring  Flatness  of  Plas 
Test  Meth.  for  Resistance  of  Plas 
Std.  Test  Meth.  for  Resistance  of  Transparent  Plas 
Pract.  for  Test.  Long  Time  Creep  and  Stress  Relaxation  of  Plas 
Std.  Test  Meth.  for  Flammability  of  Plas 
Std.  Test  Meth.  for  Thermal  Cycling  of  Plated  Plas 
eth.  of  Measuring  Shrinkage  From  Mold  Dimensions  of  Molded  Plas 
r  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  and  Plas 
Std.  Spec,  for  Rigid  Acrylonitrile  Butadiene  Styrene  Plas 
Std.  Test  Meth.  for  Ignition  Properties  of  Plas 
Rec.  Pract.  for  Determining  Relative  Stain  Resistance  of  Plas 
and  Ignition  of  Strands,  Yarns,  and  Rovmg  for  Reinforced  Plas 
Std.  Spec,  for  Polychlorotrifluoroethylene  Plas 
Rec.  Pract.  for  Outdoor  Weathering  of  Plas 
Std.  Abbreviations  of  Terms  Relating  to  Plas 
Std.  Spec,  for  Polybutylene  Plas 
Std.  Meth.  of  Test  for  Water  Absorption  of  Rigid  Cellular  Plas 
Std.  Test  Meth.  for  Mar  Resistance  of  Plas 
Std.  Test  Meth.  for  Shear  Strength  of  Plas 
Std.  Test  Meth.  for  Bearing  Strength  of  Plas 
Rec.  Pract.  for  Molding  Specimens  of  Amino  Plas 
d.  Test  Meth.  for  Thermal  Oxidative  Stability  of  Propylene  Plas 
termining  Mold  Surface  Temperature  of  Commercial  Molds  for  Plas 
ning  Temperatures  of  Std.  Astm  Molds  for  Test  Specimens  of  Plas 
Std.  Test  Meth.  for  Compressive  Properties  of  Rigid  Plas 
Std.  Test  Meth.  for  Yellowness  Index  of  Plas 
.  Test  Meth.  for  Environmental  Stress  Cracking  of  Ethylene  Plas 
Test  Meth.  for  Coefficient  of  Linear  Thermal  Expansion  of  Plas 
ential  Hopper  Cars  for  Transport  of  Dry  Bulk  Chemicals  and  Plas 
the  Density  of  Smoke  From  the  Burning  or  Decomposition  of  Plas 
Pneumatic  Outlets  for  Transport  of  Dry  Bulk  Chemicals  and  Plas 
r  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  and  Plas 
Guide  for  Design  Considerations  for  Electroplated  Plas 
Std.  Test  Meth.  for  the  Peel  Strength  of  Metal  Plated  Plas 
Glossary  of  Terms  Relating  to  Electroplated  Plas 
Std.  Nomenclature  Relating  to  Plas 
Std.  Test  Panel  (Electroplated  Plas 
eter  (Brabender  Plasti  Corder)  /  Procedure  to  Determine  A  Plas 

Meth.  for  Hardness  of  Rubber  Covered  Rolls  (Plas 


ics  at  High  Speeds  (19691 
ics  by  Means  of  a  Durometer  (1968) 
ics  by  Means  of  a  Probe  (1970) 
ics  by  Means  of  a  Torsional  Pendulum  (1969) 
ics  by  the  Air  Pycnometer  (1970)  Std.  M 

cs  for  Ground  Vehicle  Applications  (Hs762a)  (1968 
ics  for  Plating  (1971) 

ics  in  Covered  Hopper  Cars  Equipped  with  Vacuum  Pn 
ics  in  Pneumatic  Hopper  Highway  Vehicles  (Tech.  Bu 
ics  in  Pressure  Differential  Hopper  Cars  (1971) 
ics  Industry  (1970) 

ics  Molding  and  Extrusion  Materials  (1970) 

ics  Panels  (1969)  St 

ics  Piping  Terms  (1968) 

ics  Piping;  a  List  Used  for  Procurement  and  Identi 

cs  Sheet  or  Tubing  (1969)  ANSI  K65.18 

cs  to  Chemical  Reagents  (1969)  Astm  D543 
ics  to  Surface  Abrasion  (1969) 

ics  Under  Tension  or  Compression  Loads  at  Various 
ics  Using  the  Oxygen  Index  Meth.  (1970) 
ics  (Electroplating)  (1971) 

ics  (R1969)  ANSI  K66.3  Std.  M 

ics  (Tech.  Bui.)  (1970)  /Partment  Pneumatic  Hoppe 

ics  (1968) 
ics  (1968) 
ics  (1968) 
ics  (1968) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ICS  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 
ics  (1969) 

ics  (1969)  ANSI  K65.1 
ics  (1970) 


/Td.  Test  Meth.  for  Acetone  Extraction 


St 

Rec.  Pract.  for  De 
Rec.  Pract.  for  Delermi 


ics  (1970) 
ics  (1970) 
ics  (1970) 
ics  (1970) 
ics  (1970) 
ics  (1970) 
ics  (1971) 
ICS  (1971) 
ics  (1971) 
ics  (1971) 
ics) (1971) 

isol's  Apparent  Viscosity  Utilizing  a  Torque  Rheom 
ometer  Test)  (1953) 
ometer  (1969) 


Std 
Std. 

Rec.  for  Pressure  Differ 
Std.  Meth.  for  Measuring 
/Ered  Hopper  Cars  Equipped  with  Vacuum 
/of  Single  Compartment  Pneumatic  Hoppe 


Std.  Me 


th.  of  Test  for  Plastic  Properties  of  Coal  by  the  Gieseler  Plas' 

Std.  Spec,  for  Copper  Sheet,  Strip,  Plate  and  Rolled  Bar  (1971) 
Std.  Spec,  for  Copper  Nickel  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (1969) 
Std.  Spec,  for  Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (1969) 
12  X  12  In.  and  L/  Std.  Covering  Surfaces  of  Truck  Center  Plate  and  the  Application  of  Wear  Liners;  Cars  with  6  1 

Rec.  Pract.  for  License  Plate  and  Tie  Downs  for  Boats  (1961) 
.  Applicable  to  Explosion  Resistant  Flywheels  and  Pressure  Plate  Assemblies  (1971)  Std.  and  Spec 

t  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Cars)  (1970)  IS.  Height  and  Throa 

t  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Cars)  (1970)  IS.  Height  and  Throa 

for  New  One  Wear  Wrought  and  Cast  Steel  Wheels  as  Shown  on  Plate  B-42j  (Railway  Cars)  (1956)  /Throat  Radius  Gage 

.  and  7  X  12  In.  Journals  (R/  Rec.  Pract.  for  Body  Center  Plate  Cast  Integral  for  Freight  Cars  with  6  1/2  X  12  in 

Meth.  for  Distillation  of  Crude  Petroleum  (15  Theoretical  Plate  Column)  (1970)  Tent. 
Design  Spec,  for  Light  Metal  Plate  Connected  Wood  Trusses  (1970) 
Std.  Part  Nut,  Self  Locking,  Plate  Corner,  Low  Height,  Csk  (1971) 
aters  (1971)  Std.  Plate  Count  (for  Determining  the  Bacterial  Density  of  W 

ft  Gears  and  10  In./  Std.  4  1/4  In.  and  53  1/8  In.  Bridge  Plate  Details  and  Sub  Assemblies  for  Cars  with  Std.  Dra 

Spec.  (Dimensions)  for  Tin  Plate  Fabricated  Aerosol  Cans  (1971) 
Roof  Spec.  Plate  for  Base  Flashing  (1970) 
.  Journals  (Railway)  (19/  Std.  for  Cast  Steel  Body  Center  Plate  for  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  in 

.  Journals  (Ra/  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  6  X  11  In.  or  6  1/2  X  12  in 

.  Jo/  Alternate  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  tor  Freight  Cars  with  6  X  11  In.  or  6  1/2  X  12  in 

y)  (1970)  Std.  for  Cast  or  Forged  Steel  Body  Center  Plate  for  Freight  Cars  with  7X12  In.  Journals  (Railwa 

Std.  Design  Dimensions  for  Renewable  Wear  Plate  for  Integral  Journal  Boxes  (1970) 
ce  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated  Felt,  Smooth  Surfa 

urface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wt.  Felt,  Aggregate  S 

rface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt,  Aggregate  Su 

urface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Felts,  Aggregate  S 

egate  Surface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Aggr 

ed  Base  Sheet,  Aggregate  Surface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Coat 

ce  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate,  Smooth  Surfa 

ate  Surface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggreg 

Std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy  Plate  for  Nuclear  Applications  (1970) 
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Std.  Spec,  for  Aluminum  Alloy  Structural 
Std.  Spec,  for  Structural 
Roof  Spec. 

Std.  Design  Dimensions  for  Renewable  Wear 
mineral  Surface  (1970)  Roof  Spec, 

smooth  Surface  (1970)  Roof  Spec. 

It  Smooth  Surface  (1970)  Roof  Spec, 

non  nailable,  Mineral  Surface  (1970)  Roof  Spec. 

1  Capacity  (1970)  Rec.  Pract.  for  Center 

d  Larger  Journals  (Railway/  Std.  for  Truck  Bolster  Center 

Std.  License 
Std.  Meth.  of  Test.  Rigid  Sheet  and 
for  Antibacterial  Activity  of  Fabrics,  (Detection  of  Agar 
Machine  Mounting  Spec,  for  Abrasive  Discs  and 
Rec.  Pract,  for  Trailer  Capacity  and  Data 
Std.  Part  Nut,  Self  Locking, 
Std.  Part  Nut,  Self  Locking, 
us  Materials,  High  Alloy  Steel,  Cast  Iron,  Integrally  Clad 
Std.  Spec,  for  Electric  Fusion  (Arch)  Welded  Wrought  Iron 
Spec,  for  Corrugated  Structural 
Std.  Spec,  for  Perforated 
Rec.  Pract.  for  Housings  for  Single  and  Two 
Flywheels  for  Single 
Flywheels  for  Two 
Std.  Part  Nut,  Self  Locking, 
1971)  Sanitary  Stds.  for 

.7  Std.  Dimensions  for  Mounting  Surfaces  of  Sub 

Rec.  Pract.  for  Center 

and  Larger  Journals  (Rail/ 


Std. 


um  Quality,  Consumable  Electrode/ 
m  Quality,  Consumable  Electrode  / 


for  Truck  Bolster  Center 
Hook 

Steel  Sheet,  Strip,  and 
Steel  Sheet,  Strip,  and 
Aluminum  Alloy  Sheet  and 
Aluminum  Alloy  Sheet  and 
Std.  Spec,  for  Lightweight  Portable  Bridge 
.  for  Dynamic  Test  Position  and  Support  of  Portable  Bridge 
ontal  and  Vertical  Wear  Liners  to  the  Truck  Bolster  Center 
ontal  and  Vertical  Wear  l,iners  to  the  Truck  Bolster  Center 
Spec,  for  Steel  Sheet  Strip,  and 
Spec,  for  Steel  Sheet,  Strip,  and 
Rec.  Pract.  for  Boat  Capacity 
Std.  Spec,  for  Nickel  and  Nickel  Base  Alloy  Clad  Steel 
Spec,  for  Titanium  and  Titanium  Alloy  Strip,  Sheet,  and 
or  Molybdenum  and  Molybdenum  Alloy  Strip,  Sheet,  Foil,  and 
Std.  Spec,  for  Copper  and  Copper  Alloy  Clad  Steel 
r  the  Tolerances  of  Aluminum  and  Magnesium  Alloy  Sheet  and 
Std.  Spec,  for  Aluminum  Alloy  Sheet  and 

3mg-0.6cu-0.20mnO.17cr  (701 1  Alclad  7079,  -T6  Sheet,  -T651 
-l/2w  Alclad  2024-T361  Flat  Sheet,  l-l/2w  Alclad  2024-T361 
-l/2w  Alclad  2024-T861  Flat  Sheet,  l-l/2w  Alclad  2024-T861 
6zn-2.5mg-l.6cu-0.26cr  (7011  Alclad  7075,  -T6  Sheet,  -T651 
ad  7079-0)  (1970)  Aluminum  Alloy  Sheet  and 

ad  7079,  -T6  Sheet,  -T65I  Plate/  Aluminum  Alloy  Sheet  and 

w  Alclad  2024-T361  Flat  Sheet,  /  Aluminum  Alloy  Sheet  and 

w  Alclad  2024-T861  Flat  Sheet,  /  Aluminum  Alloy  Sheet  and 

5-0)  (1970)  Aluminum  Alloy  Sheet  and 

75,  -T6  Sheet,  -T651  Plate)  (19/  Aluminum  Alloy  Sheet  and 

Spec,  for  Titanium  Alloy  Sheet,  Strip  and 


-  22ni  -  14.5w  -  0.071/ 
r  -  13.5CO  -  4.3mo  -  3/ 

-  1.50CO  -  9.0mo  -  0.60w  -  18./ 


-  1.8/ 
1.8t/ 


Spec,  for  Alloy  Sheet,  Strip,  and 
Spec,  for  Alloy  Sheet,  Strip,  and 
Spec,  for  Alloy  Sheet  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip,  and 
Spec,  for  Alloy  Sheet,  Strip,  and 
Spec,  for  Alloy  Sheet,  Strip,  and 
Spec,  for  Alloy  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Alloy  Sheet,  Strip,  and 
Spec,  for  Steel  Sheet,  Strip,  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Steel  Sheet,  Strip,  and 
ec.  Ultrasonic  Acceptance  Std.  for  Airframe  Aluminum  Alloy 
1)  Std.  Spec,  for  8  and  9%  Nickel  Alloy  Steel 

r  Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy 
less  and  Heat  Resisting  Chromium  and  Chromium  Nickel  Steel 
std.  Spec,  for  Stainless  and  Heat  Resisting  Chromium  Steel  Pi 

Std.  Spec,  for  Nickel  PI 
ec.  for  Stainless  and  Heat  Resisting  Chromium  Nickel  Steel  PI 


(1971) 
(1971) 
o) (1971) 

pinning  (1971) 
r  -  37fe  -  2.9cb 

-  37fe  -  2.9cb 
r  -  16.5mo  (1971) 
s) (1971) 

-8.0  Fe  (1970) 
5ni  -  0.30  (Cb  -i-  Ta)  -/ 


1971) 


e  for  Pipe.  Pipe  Arches,  and  Arches  (1966) 

e  for  Pipe.  Pipe  Arches,  and  Arches  (1970)  •  >■ 

e  for  Reinforced  Asbestos  Base  Flashing  (1970) 

e  for  Separable  Journal  Boxes  (1970)  ■■  ■ 

e  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt, 

e  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt, 

e  for  Steep  Slope,  Asbestos  Non  Nailable  Lt.  Wt.  Fe 

e  for  Steep  Slope,  Asphalt:  No.  15  Asbestos  Felts, 

e  Gages,  Body,  Forty,  Fifty  and  Seventy  Tons  Nomina 

e  Horizontal  Wear  Liner  Cars  with  6  1/2  X  12  In,  An 

e  Lamps  (1969) 

e  Materials  Used  for  Electrical  Insulation  (1971) 

e  Meth.)  (1970)  ANSI  L14.125  Test  Meth. 

Mounted  Wheels  (1969) 
e  on  Boats  (1969) 

e  One  Lug,  Low  Height,  C-Bore.  Floating  (1971) 
e  One  Lug.  Low  Height,  Csk  (1971) 
e  or  with  Applied  Corrosion  Resistant  Linings,  Cast 
e  Pipe  (R1968) 

e  Pipe,  Pipe  Arches,  and  Arches  (1970) 

e  Sieves  for  Test.  Purposes  (1970) 

e  Spring  Loaded  Clutches  (1968) 

e  Spring  Loaded  Clutches;  Rec.  Pract.  (1969) 

e  Spring  Loaded  Clutches,  Rec.  Pract.  (1969) 

e  Two  Lug.  Low  Height,  Csk  (1971) 

e  Type  Heat  Exchangers  for  Milk  and  Milk  Products 

e  Type  Hydraulic  Fluid  Power  Valves  (1968)  ANSI  B93 

e  Unit  Pressures  (1970) 

e  Vertical  Ring  Wear  Liner  Cars  with  6  1/2  X  12  In. 
e  Wire  (1962) 

e  0.75cr-9.0ni-4.5co-1.0mo-0.09v  (0.17-0.230  Premi 
e  l,0cr-7,5ni-4.6co-1.0mo-0.09v  (0.29-0. 34c)  Premiu 
e  4.4cu-1.5mg-0.60mn  (2024-T361)  (1970) 
e  4,4cu-l,5mg-0.60mn  (2024-T861)  (1970) 
e  (Railway  Cars)  (1970) 

e  (Railway  Cars)  (1970)  Spec 
e  (Railway  Cars)  (1970)  /Lication  of  2  Piece  Horiz 

e  (Railway  Cars)  (1970)  /Lication  of  2  Piece  Horiz 

e  (0.50cr  -  0.55ni  -  0.25mo  -  0.38  -  0.43c)  (1971) 
e  (0.95cr  -  0.2mo  0.33  -  0.38c)  (1971) 
,e  (1967) 
e  (1969) 
e  (1969) 

e(1969)  Std.  Spec.  F 

e  (1971) 

e(1971)  Spec.  Fo 

e  (1971)  ANSI  H38.2 

e)  Backstop  Steel  Spec.  (1970) 

e)  (1970)  /  Alloy  Sheet  and  Plate,  Alclad  4.3zn-3. 

e)  (1970)  ID  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  1 

e)  (1970)  ID  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  1 

e)  (1970)  /Minum  Alloy  Sheet  and  Plate,  Alclad,  5. 

Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011  Alcl 
Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011  Alcl 
Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  1-1/2 
Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024  and  1-1/2 
Alclad  5.6zn-2.5mg-l  ,6cu-0.26cr  (7011  Alclad  707 
Alclad,  5.6zn-2.5mg-1.6cu-0.26cr  (7011  Alclad  70 
Annealed  (1971) 

Corrosion  and  Heat  Resistant  Cobalt  Base  -  22cr 

Corrosion  and  Heat  Resistant  Nickel  Base  -  19.5c 

Corrosion  and  Heat  Resistant  Nickel  Base  -  22cr 

Corrosion  and  Heat  Resistant  (18cr  -  lOni  -  Ti) 

Corrosion  and  Heat  Resistant  (18cr  -  lOni  -  Ti) 

Corrosion  and  Heat  Resistant  (18cr  -  13ni  -  2.5m 

Corrosion  and  Heat  Resistant  (1971) 

Corrosion  and  Heat  Resistant,  Deep  Drawing  and  S 

Corrosion  and  Heat  Resistant,  Nickel  Base  -  16. C 

Corrosion  and  Heat  Resistant,  Nickel  Base  -  16cr 

Corrosion  and  Heat  Resistant,  Nickel  Base  -  7.0c 

Corrosion  and  Heat  Resistant,  23cr  -  13.5ni  (309 

Corrosion  and  Heat  Resistant;  Nickel  Base  15.5cr 

Corrosion  and  Moderate  Heat  Resistant,  12cr  -  8. 

Corrosion  Resistant  (18cr  -  11.5ni)  (1971) 

Corrosion  Resistant  (18cr  -  8.5ni)  (1971) 

Corrosion  Resistant  (18cr  -  9.0ni)  Cold  Rolled 

Corrosion  Resistant  (19cr  -  9.5ni)  (1971) 

Corrosion  Resistant  (1971) 

Corrosion  Resistant,  17cr  -  7,lni  -  1  lal  (1971) 

Forgings  and  Extrusions  (1964) 

Quenched  and  Tempered,  for  Pressure  Vessels  (197 

Sheet  and  Strip  (1970)  Std.  Spec.  Fo 

Sheet,  and  Strip  for  Fusion  Welded  Unfired  Press 

Sheet,  and  Strip  (1969) 

Sheet,  and  Strip  (1969) 

Sheet,  and  Strip  (1969)  Std.  Sp 
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A176 

ASTM 

B162 

ASTM 

A167 
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delivery  of  Flat  Rolled  Stainless  and  Heat  Resisting  Steel 
isting  Corrosion  Resisting  Chromium  Nickel  Manganese  Steel 
m  Nickel  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy 
Std.  Spec,  for  Copper  Beryllium  Alloy 
s  (1969)  Std.  Spec,  for  Copper  Silicon  Alloy 

Std.  Spec,  for  Leaded  Brass 
Std.  Spec,  for  Brass 

r  General  Requirements  for  Wrought  Copper  and  Copper  Alloy 
Std.  Spec  for  Phosphor  Bronze  (Copper  Tin) 
Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Alloy 
1)  Std.  Spec,  for  5%  Nickel  Alloy  Steel 

for  High  Yield  Strength  Quenched  and  Tempered  Alloy  Steel 
(1971)  Spec,  for  Steel  Sheet,  Strip,  and 

Spec,  for  Steel  Sheet,  Strip  and 
Spec,  for  Titanium  Alloy  Sheet,  Strip,  and 
Rec.  Pract.  for  Design  of  Articles  to  Be 
Rec.  Pract.  for  Evaluation  of  the  Appearance  of 
Std.  Test  Meth.  for  Thermal  Cycling  of 
Std.  Test  Meth.  for  the  Peel  Strength  of  Metal 
Spec,  for  a  Copper 
Guide  to  Service  Capabilities  by  Plastic  Substrate, 
Std.  Coupler  Shank  Wear 
Std.  Spec.  Covering  Surfaces  of  Separable  Body  Center 
Rec.  Pract.  for  Photographic  Processing  of 
Std.  Approval  Requirements  for  Domestic  Gas  Hot 
Product  Std.  for  Auxiliary  Builders  Hardware;  Letter  Box 
Std.  Spec,  for  Rolled  Copper  Alloy  Bearing  and  Expansion 
n.  Journals  (Railway)  /  Std.  for  Forged  Steel  Body  Center 

epairs  Only  /  Alternate  Std.  for  Forged  Steel  Body  Center 

Std.  Spec,  for  Copper 

Temperature  Service  (1971)  /  Std.  Spec,  for  Carbon  Steel 

erature  Service  (1971)  Std.  Spec,  for  Carbon  Steel 

Std.  Spec,  for  Nickel  Alloy  Steel 
std.  Spec,  for  Chromium  Copper  Nickel  Aluminum  Alloy  Steel 
ec.  for  Low  and  Intermediate  Tensile  Strength  Carbon  Steel 
Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel 
Spec,  for  Leaded,  Carbon  Steel 
Std.  Spec,  for  Carbon  Manganese  Steel 
ese  Molybdenum  and  Manganese  Molybdenum  Nickel  Alloy  Steel 
Std.  Spec,  for  General  Requirements  for  Delivery  of  Steel 
Std.  Spec,  for  Manganese  Vanadium  Alloy  Steel 
Std.  Spec,  for  Chromium  Manganese  Silicon  Alloy  Steel 
Std.  Spec,  for  Molybdenum  Alloy  Steel 
Std.  Spec,  for  Carbon  Manganese  Silicon  Steel 
raight  Beam  Ultrasonic  Examination  of  Plain  and  Clad  Steel 
Spec,  for  Designs  of  Tie 
Vessels  (1971)  ANSI  G35.7  Std.  Spec,  for  Carbon  Steel 

t  of  Panels  and  Design  of  Sealant  Joints  Shown  in  Detailed 
Std.  Spec,  for  Hot  Worked  High  Carbon  Steel  Tie 
Steel  Products  Manual  for  Alloy  Steel 
Std.  Spec,  for  Copper  Alloy  Condenser  Tube 
Fabricated  From  Rolled,  Pressed,  and  Forged  Steel  Shapes, 
ssels  (1971)  Std.  Spec,  for  9%  Nickel  Alloy  Steel 

td.  for  Architectural  Door  Trim,  Protection,  Push  and  Name 
Std.  Spec,  for  Carbon  Manganese  Silicon  Steel 
69a)  ANSI  G35.1/  Std.  Spec,  for  High  Strength  Alloy  Steel 

ese  Molybdenum  and  Manganese  Molybdenum  Nickel  Alloy  Steel 
69a)  ANSI/       Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel 
69/         Std.  Spec,  for  Nickel  Chromium  Molybdenum  Alloy  Steel 
pec.  for  General  Requirements  for  Delivery  of  Rolled  Steel 
for  Carbon  Steel  Plates,  Structural  Sections,  Rolled  Floor 


Sheet  Piling  (19/ 
69) 

ns  and  Weights  (1970) 
s  and  Weights  (1970) 
d  Weights  (1970) 
cal  and  Property  Limits  (197/ 
orrugations  (1970) 
erances  (1970) 

imensions  and  Weights  (1970) 
1970) 


Steel  Products  Manual  for  Carbon  Steel 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 


ranees (1970) 


Std.  for  Aluminum  Sheet  and  Plate;  Tread 


s  and  Brazing  Sheet  (1970) 

hts,  and  Tolerances  (1970) 
lion.  Stacking,  Loaded  And/ 


Std  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Std.  for  Aluminum  Sheet  and 
Stability  and  Safety,  Tilting 
Principal  Dimensions  for  Low  Lift 
Std.  Uniform 
Capacity  Ratings  (for 
ance  Diagrams  Fixed  Obstructions  for  Structures  Other  Than 
Std.  Safety  Requirements  for  Powered 
Std.  for  Vehicle  Mounted  Elevating  and  Rotating  Work 
c.  for  Planning,  Designing  and  Construction  Fixed  Offshore 
posed  to  W/         Std.  Spec,  for  Wood  Paving  Blocks  for  Exposed 


/Eral  Requirements  for 
/Stainless  and  Heal  Res 
Std.  Spec,  for  Chromiu 


/.  Spec.  Fo 
/or  Copper 
/Spec. 


Std.  Sp 


/Angan 


Sheet,  and  Strip  (1969) 

Sheet,  and  Strip  (1969) 

Sheet,  and  Strip  (1970) 

Sheet,  Strip  and  Rolled  Bar  (1971) 

Sheet,  Strip,  and  Rolled  Bar  for  General  Purpose 

Sheet,  Strip,  and  Rolled  Bar  (1971) 

Sheet,  Strip,  and  Rolled  Bar  (1971) 

Sheet,  Strip,  and  Rolled  Bar  (1971) 

Sheet.  Strip,  and  Rolled  Bar  (1971a) 

Sheet,  Strip,  and  Rolled  Bar  (1971a) 

Specially  Heat  Treated  for  Pressure  Vessels  (197 

Suitable  for  Welding  (1969a)  ANSI  024.26 

0.75si  -  0.62cr  -  0.20mo  -  O.lOzr  (0.10  -  0.17c) 

S.Ocr  -  1.3mo  -  0.50v  (0.38  -  0.43c)  (1971) 

Sal  -  2.5sn,  Annealed  (1971) 
ed  on  Racks  (1970) 
ed  Plastic  Surfaces  (1971) 
ed  Plastics  (Electroplating)  (1971) 
ed  Plastics  (1971) 

ed  Through  Hole  Two  Sided  Boards,  Rigid  (1967) 
ed  (Electroplating)  (1971) 
,es  and  Application  (1970) 
es  and  Application  (1970) 

es  and  Films  in  Spectrochemical  Analysis  (1971) 
es  and  Laundry  Stoves  (1962) 
es  and  Mail  Boxes  (1970) 

es  and  Sheets  for  Bridge  and  Other  Structural  Uses 
es  for  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  I 
es  for  Freight  Cars  with  6  X  1 1  In.  Journals,  for  R 
es  for  Locomotive  Fireboxes  (1969) 
es  for  Pressure  Vessels  for  Intermediate  and  Higher 
es  for  Pressure  Vessels  for  Moderate  and  Lower  Temp 
es  for  Pressure  Vessels  (1969)  ANSI  G33.1 
es  for  Pressure  Vessels  (1969)  ANSI  G33.3 
es  for  Pressure  Vessels  (1969)  ANSI  G35.2 
es  for  Pressure  Vessels  (1969)  ANSI  G35.4 
es  for  Pressure  Vessels  (1969)  ANSI  G35.6 
es  for  Pressure  Vessels  (1969)  ANSI  G35.8 
es  for  Pressure  Vessels  (1969a)  ANSI  G35.15 
es  for  Pressure  Vessels  (1971) 
es  for  Pressure  Vessels  (1971) 
es  for  Pressure  Vessels  (1971)  ANSI  G32.1 
es  for  Pressure  Vessels  (1971)  ANSI  G34.1 
es  for  Pressure  Vessels  (1971)  ANSI  G35.14 
es  for  Special  Applications  (1971) 
es  for  Use  with  Ra-a  and  Re  Rail  Sections  (1969) 
es  with  Improved  Transition  Properties  for  Pressure 
es  (1967)  /Ing  of  Limestone,  Attachment  and  Suppor 

es  (1968) 
es  (1970) 
es  (1970) 

es.  Bars,  and  Strip  (1971)  ANSI  G8.1  /  on  Products 

es.  Double  Normalized  and  Tempered,  for  Pressure  Ve 
es.  Edgings,  Pulls  and  Bars  (1969) 
es,  Heat  Treated,  for  Pressure  Vessels  (1969) 
es.  Quenched  and  Tempered,  for  Pressure  Vessels  (19 
es.  Quenched  and  Tempered,  for  Pressure  Vessels  (19 
es.  Quenched  and  Tempered,  for  Pressure  Vessels  (19 
es.  Quenched  and  Tempered,  for  Pressure  Vessels  (19 
es.  Shapes,  Sheet  Piling,  and  Bars  for  Structural  U 
s,  Steel  Sheet  Piling  (1963)  /El  Products  Manual 

es,  Structural  Sections,  Rolled  Floor  Plates,  Steel 
e;  Approximate  Bend  Radii  for  90  Deg.  Cold  Bend  (19 
Commercial  Corrugated  Roofing;  Designed  Dimensio 
Commercial  Corrugated  Siding;  Designed  Dimension 
Commercial  Ribbed  Siding;  Designed  Dimensions  An 
Commercial  Roofing  and  Siding;  Finishes,  Mechani 
Commercial  Roofing  and  Siding;  Parallelness  of  C 
e;  Commercial  Roofing  and  Siding;  Thickness  and  Tol 
e;  Commercial  V  Beam  Roofing  and  Siding;  Designed  D 
e;  Duct  Sheet;  Composition  Limits,  and  Tolerances 
e;  Mechanical  Property  Limits  and  Weights,  and  Tole 
e;  Mechanical  Property  Limits,  Heat  Treatable  Alloy 
e;  Painted  (1970) 
e;  Tolerances  (1970) 

e;  Tread  Plate;  Mechanical  Property  Limits  and  Weig 
e;  Weights  (1970) 

form  Tests  (Fork  Industrial  Truck  Rider  Type,  Opera 
form  Trucks  (1966) 

form  Width  of  Flat  Cars  (Railway)  (1968) 
form.  Pallet  and  Fork  Trucks)  (1966) 
forms  Adjacent  to  Industrial  Side  Tracks  (1969) 
forms  for  Exterior  Building  Maintenance  (1970) 
forms  (1969) 
forms  (1971) 

forms,  Pavements,  Driveways,  and  Interior  Floors  Ex 


/.  Spec,  for  St 


/R 


Rec.  Pra 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

A.STM 

A.STM 

ASTM 

SAE 

SAE 

SAE 

ASTM 

ASEP 

ASEP 

ASEP 

IPC 

ASEP 

AAR 

AAR 

ASTM 

ANSI 

BHMA 

ASTM 

AAR 

AAR 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AREA 

ASTM 

ILIA 

ASTM 

AISI 

ASTM 

ASTM 

ASTM 

BHMA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AISI 

AISI 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

AA 

ITA 

ITA 

AAR 

ITA 

AREA 

ANSI 

ANSI 

API 

ASTM 
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A480 

A412 

B463 

B194 

B97 

B121 

B36 

B248 

B103 

B122 

A  645 

A514 

AMS6354A 

AMS6437B 

AMS4910E 

B507 

5E 

5D 

5B 

TC500 
6A 

MSRP-C-65 

MSRP-C28.1 

E115 

Z21.9 

1201-6 

BlOO 

MSRP-C-27 

MSRP-C-28 

Bll 

A515 

A516 

A203 

A410 

A285 

A387 

A433 

A455 

A  302 

A20 

A225 

A  202 

A204 

A299 

A578 

5-1-7 

A442 

•8.35 

A241 

3 

BI71 

A123 

A353 

1001 

A537 

A5I7 

A533 

A542 

A543 

A6 

2 

2 

•287.6 

•287.23 

•287.24 

•287.27 

•287.21 

•287.31 

•287,28 

•287.25 

•287.32 

•287.36 

•287 

•287.19 

•287.7 

•287.36 

•287.4 

4C17-5I 

lOBl 

MSRP-C-24 

4E1 

28-2-4 

A120.1 

A92.2 

2A 
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uide  to  Handling  and  Packaging  of  Molded  Plastic  Parts  for 
uide  for  Mold  Design  for  Injection  Molding  of  Plastics  for 
Std.  Test  Meth.  for  Color  of  Clear  Liquids 
olor  of  Halogenated  Organic  Solvents  and  Their  Admixtures 
Temperature  Resistance  Values  for  Thermometer  Elements  of 
est  Meth.  for  Colorfastness  of  Textile  Resistance  to  Steam 
meth.  of  Test.  Plywood  in  Rolling  Shear  (Shear  in  Plane  of 
Ib2  (Intensity  Scale)  Sensitometers  (19/  Rec.  Pract.  for 

Std.  for  Round  Head. 
Safety  Std.  for  Fuseholders  for  Edison  Base  and  Type  S 
Spec,  for  Steel  Gate, 
Std.  for  Structural  Self 
Access  Holes  and 
Rec.  Pract.  for  Drain 
Std.  for  Spark 

Rec.  Pract.  for  Preignition  Rating  of  Spark 
d.  for  Glass  Stopcocks  with  Polytetrafluoroethylene  (Ptfel 
d  Industrial  Machinery  (1968)  Pipe 
Technique  for  the  Determination  of  Buoyancy  Factor 
ation  by  Atomic  Absorption  of  the  Chromic  Oxide  Content  of 
Determination  of  Oxygen  Number  of 
Determination  of  Oxygen  Number  of 
Determination  of  Chrome  Content  of 
Quantitative  Determination  of  Pure  Down  Content  in 
Quantitative  Determination  of  Feather  Content  in 
Qualitative  Identification  of  Duck 
Qualitative  Identification  of  Goose 
ion  for  the  Qualitative  and  Quantitative  Identification  of 
ination  of  Duck  or  Goose  Down  Admixture  in  Down  Content  of 
nation  of  Landfowl  (Chicken  and  Turkey)  Feather  Content  in 
rption  of  the  Chromic  Oxide  Content  of  Tan-O-Quill  Treated 
pper  Tube  (and  Fittings)  Handbook  Including  Std  Types  for 

National  Std. 
Basic 
Uniform 
Std.  for  Laboratory 
Std.  for  Finished  and  Rough  Brass 
Spec,  for  Brass  and  Copper  Pipe  for 
Asbestos  Cement 
Gas  Piping  and 

Std.  Color  Code  for  Service  Fixture  Index  Buttons; 
for  Vending  Machine  Water  Supply,  Backflow  Protection  and 
e  Design  and  Construction  Requirements  and  Installation  of 
ping  Trailers,  Truck  Campers,  Motor  Homes)  Installation  of 

Std.  Test  Meth.  for  Atom  %  Fission  in  Uranium  and 
Rec.  for  Nailing  Gypsum  Wallboard  Single  and  Two 
Roof  Spec.  Plate  for  Low  Slope,  2 
Test  Meth.  for 
Std.  Test  Meth.  for 
Glass,  Nylon,  All  Purpose  Paper,  Cloth,  and  Multi 
Std.  Test  Meth.  for  Strength  Properties  of  Adhesives  in  Two 
enger  Vehicles/    Std.  for  Tires  and  Rims  (Bias  and  Radial 
Spec,  for  Graphite  Yarn,  Non  Structural;  2 
Preservative  Treatment  of 

(1970) 

Redwood 
Tent.  Meth.  of  Test. 
Tent.  Meth.  of  Test. 
Rec.  Safeguards  for  the  Protection  of 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber,  Timber  and 
Std.  for  Softwood  Lumber  Timber  and 
td.  Test  Meth.  for  Permanence  of  Adhesive  Bonded  Joints  in 
Std.  Definitions  of  Terms  Relating  to  Veneer  and 
Std.  for  Hardwood  and  Decorative 
r  Exterior  Coatings  and  Overlays  on  DFPA  Grade  Trademarked 
SI  07.1  Std.  Meth.  of  Test. 

Other  Agricultural  Dusts  (1970)  Std. 
bulk  Chemicals  and  Plastics  /  Rec.  for  Single  Compartment 

bul/  Rec.  for  Preloading  Inspection  of  Single  Compartment 

cilities  for  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in 
Std.  for  Tubing  Connection  Markings  for 
nd  Pla/       Rec.  for  Covered  Hopper  Cars  Equipped  with  Vacuum 
s  and  Plastics  in  Covered  Hopper  Cars  Equipped  with  Vacuum 
n  (1966)  Industrial 

Rec.  Pract.  for  Fenders  for 
(1966)  Industrial 


Plating  (Electroplating)  (1971 ) 
Plating  (1971) 

(Platinum  Cobalt  Scale)  (1969) 
(Platmum  Cobalt  Scale)  (1971) 

Platinum,  Nickel  and  Copper  (1966) 

Pleating  (1971)  ANSI  L14.240 

Plies)  (1969) 

Plotting  Data  From  Sensitometric  Strips  Exposed  on  Type 
Plow  and  Track  Bolts  (1970) 
Plug  Fuses  (1970) 

Plug,  Ball,  and  Check  Valves  for  Pipeline  Valves  (1971) 
Plugging  Pull  Mandrel  Blind  Rivets  (Type  2b)  (1971) 
Plugs  for  Radiographic  Inspection  of  Pipe  Welds  (1969) 
Plugs  on  Boats  (1968) 
Plugs  (1969) 
Plugs  (1970) 
Plugs  (1970) 

Plugs,  Size  and  Type  of  Head  for  Use  in  Construction  An 
(Plumage  and  Other  Filling  Materials)  (1968) 
Plumage  Treated  by  the  Tan-O-Quill  Meth.  (1968) 
Plumage  (Titration  Meth.)  (1968) 
Plumage  (1968) 


ASEP 
ASEP 
ASTM 

/Td.  Meth.  of  Test  for  C  ASTM 
Std.  for  SAMA 
AATCC 

Tent. 


Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 
Plumage  (1968) 


ASTM 
SMPTE 
IFI 
UL 
API 
IFI 
PFI 
BIA 
SAE 
SAE 

St  use 

SAE 
ABFLO 
/Ermin  ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 
ABFLO 

Terms  and  Definit  ABFLO 
Quantitative  Determ  ABFLO 
Quantitative  Determi  ABFLO 
/.  for  the  Determination  by  Atomic  Abso  ABFLO 


Plumbing  and  Heating,  Air  Conditioning  and  Refrigeratio  CDA 

Plumbing  Code  (Including  Definitions)  (1971)  NAPHC 

Plumbing  Code  (1970)  BOCA 

Plumbing  Code  (1970)  lAPMO 

Plumbing  Fittings  (1970)  SAMA 

Plumbing  Fixture  Fittings  (1971)  ANSI 

Plumbing  Installations  (1960)  CDA 

Plumbing  Vent  Pipe  (for  Soil  and  Waste)  (1955)  lAPMO 

Plumbing  (National  Building  Code)  (1967)  AIA 

Plumbing  (1966)  SAMA 

Plumbing  (1967)  Std.  NAMA 

Plumbing,  Heating  and  Eleclncal  Systems  (1969)  ANSI  Al  NFPA 

Plumbing,  Heating,  and  Electrical  Systems  (1970)  /  Cam  NFPA 

Plunge  Bow  Capacity  for  Power  Chain  Saws  (1970)  PSMA 

Plutonium  Fuel  Neodymium  148  Meth.  (1969)  ASTM 

Ply  Application  (1968)  GA 

Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (1970)  NRCA 
Ply  Separation  of  Solid  and  Corrugated  Fiberboard  (Wet)  (1970)  TAPPI 
Ply  Separation  (Wet)  of  Solid  and  Corrugated  Fiberboard  (1969)  ASTM 


Ply  Types  (1964) 


Corrugators  Box  Tape  Industry  Spec.  forGIA 


9) 


ns  for  Above  Ground/ 
ns  for  Ground  Conta/ 
enta  Solution  for  A/ 
enta  Solution  for  Gl 
enta  Solution  for  A/ 
enta  Solution  for  Gl 
t  (LPG)  Penta  Solul/ 
t  (LPG)  Penta  Solut/ 
for  Above  Ground  U/ 
for  Ground  Contact/ 
for  Above  Ground  Us/ 


Ply  Wood  Construction  in  Shear  by  Tension  Loading  (1970)  ASTM 

Ply)  for  Trucks,  Busses,  Trailers,  and  Multipurpose  Pas  TRA 

Ply,  720  Filaments  (1970)  SAE 

Plywood  by  Pressure  Processes  (1970)  AWPA 

Plywood  Fire  Retardant  Treatment  by  Pressure  Processes  AWPA 

Plywood  Homes;  Std.  Sizes  and  Patterns  (1970)  CRA 

Plywood  in  Rolling  Shear  (Shear  in  Plane  of  Plies)  (196  ASTM 

Plywood  in  Shear  Through  the  Thickness  (1969)  ASTM 

Plywood  Plants  (1971)  EMS 

Plywood  Pressure  Treated  with  Creosote  Coal  Tar  Solutio  AWPB 

Plywood  Pressure  Treated  with  Creosote  Coal  Tar  Solutio  AWPB 

Plywood  Pressure  Treated  with  Heavy  Petroleum  Solvent  P  AWPB 

Plywood  Pressure  Treated  with  Heavy  Petroleum  Solvent  P  AWPB 

Plywood  Pressure  Treated  with  Light  Petroleum  Solvent  P  AWPB 

Plywood  Pressure  Treated  with  Light  Petroleum  Solvent  P  AWPB 

Plywood  Pressure  Treated  with  Volatile  Petroleum  Solven  AWPB 

Plywood  Pressure  Treated  with  Volatile  Petroleum  Solven  AWPB 

Plywood  Pressure  Treated  with  Water  Borne  Preservatives  AWPB 

Plywood  Pressure  Treated  with  Water  Borne  Preservatives  AWPB 

Plywood  Pressure  Treated  with  Water  Borne  Preservatives  AWPI 

Plywood  Under  Mold  Conditions  (1970)  ASTM 

Plywood  (1970)  ANSI  07.2  ASTM 

Plywood  (1971)  USC 


Plywood  (1971) 


Test  Meth.  Fo  APA 


Plywood,  and  Other  Glued  Veneer  Construction  (1970)  AN  ASTM 

Pneumatic  Conveying  Systems  for  Feed,  Flour,  Grain,  and  NFPA 

Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  MCA 

Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  MCA 

Pneumatic  Hopper  Highway  Vehicles  (Tech.  Bul.)  (1970)  MCA 

Pneumatic  Instruments  (1963)  SAMA 

Pneumatic  Outlets  for  Transport  of  Dry  Bulk  Chemicals  A  MCA 
Pneumatic  Outlets  (1971)               /Receipt  of  Dry  Bulk  Chemical  MCA 

Pneumatic  Tire  List  (Trucks)  Preferred  and  Future  Desig  ITA 

Pneumatic  Tired  Earthmoving  Haulage  Equipment  (1970)  SAE 

Pneumatic  Truck  Tire  List,  Preferred  and  Future  Design  ITA 


7 
2 

DI209 
D2108 
PMC2I-4 
131 

D2718 

RP14 

SEC.B 

512 

6D 

116 

ES16 

133 

J548B 

J549A 

PS28 

J371 

H-l 

B-13 

A-7 

A-5 

B-ll 

B-3 

B-4 

B-7 

B-8 

B-1 

B-6 

B-5 

B-14 

405/9 

1 

•3 
•1 

LF2 

A1I2.18.1 
7 

MS2-55 

CO-l-XIV 

LFl 

•1-600 

50IB 

501C 

B2.1-66 

E32I 

•14.1 

•2-V7&A 

T812 

DI028 

01-59B 

D2339 

2 

AMS3890 

C9-70 

C27-70 

3A9-1 

D2718 

D2719 

LPD8-3I 

LP-5 

LP-55 

LP-7 

LP-77 

LP-3 

LP-33 

LP-4 

LP-44 

LP-2 

LP-22 

LP2 

D1877 

D1038 

PS51 

•8 

D805 
66 
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Rec.  Pract.  for  Design  and  Construction  of  Dry  Bulk 
ial  Vehicles:  Slow  Speed;  Fork  Lift  True/  Std.  for  Tires 

Fluid  Power,  Hydraulic  and 
teel.  for  Use  with  B-E  67  Ht  Coupler  and  36  In.  Draft  Gear 
.  Temperature  Volume  Corrections,  and  Tables  (1/  Asphalt, 

Std.  Meth.  of  Test  for  Flash 
n  of  Water  Insoluble  Impurities  in  Refined  Phenol  by  Cloud 
Tent.  Meth.  for  Softening 
gricultural  Wheel  Tractors  (1971)  SAE  J715  Three 
wn  and  Garden  Riding  Tractors  Up  to  20  Hp  Category  0  Three 
ultural  Wheeled  Tractors  (1966)  Std.  for  Three 

d  Tractors  Equipped  with  Quick  Attaching  Coupler  for  Three 
I  Tractors  Equipped  with  Quick  Attaching  Coupler  for  Three 
us  Materials  (1968)  A/  Std.  Meth.  of  Test  for  Failure  End 

ring  and  Ball)  (1968)  Std.  Meth.  of  Test  for  Softening 

(1969)  Std.  Test  Meth.  for  Flash 

Std.  Test  Meth.  for  Flash 
Std.  Test  Meth.  for  Cloud 
Std.  Meth.  of  Test  for  Pressure  Blocking 
Meth.  for  Determining  Pressure  Blocking 
Std.  Meth.  of  Test  for  Blocking 
Std.  Drop  Melting 
Meth.  for  Congealing 

SI  Zl  1.61  Std.  Meth.  of  Test  for  Congealing 

Spec,  for  Flange  12 

water  Vapor  Content  of  Gaseous  Fuels  by  Measurement  of  Dew 
ctrochemical  Analysis  of  Stainless  Type  18-8  Steels  by  the 
h  Low  Alloy  Structural  Steel  with  50.  000  psi  Minimum  Yield 
h  Low  Alloy  Structural  Steel  with  50,  000  psi  Minimum  Yield 
Std.  Test  Meth.  for  Flash 
Solvents  (1970)  ANSI  ZU/  Std.  Meth.  of  Test  for  Aniline 

Std.  for  Melting 

ntent  of  Electrical  Insulating  Gases  by  Measurement  of  Dew 
Std.  and  Pract.  for  Mortars;  Including 
Std.  Meth.  of  Test  for  Freezing 
Std.  Blocking  and  Picking 
ml  Std.  Test  Meth.  for  Relative  Initial  and  Final  Melting 

procedures  for  Prevention  of  Salmonellosis  (Bacterial  Food 
ent.  Meth.  of  Test  for  Young's  Modulus.  Shear  Modulus,  and 
meth.  for  Making  Potentiostatic  and  Potentiodynamic  Anodic 
e  (Type  1)  and  for  General  Purpose  Application  /  Std.  for 

t  for  Maturity  of  Cotton  Fibers  (Sodium  Hydroxide  Swelling 
Spec,  for  Distribution  Enclosed  Single 
and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single 
and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  Single 
Fuse  Links,  Secondary  Fuses,  Distribution  Enclosed  Single 
I  Electric  Railroads  (1970)  Pole  Base, 

ure  of  Model  Electric  Railroads  (1970) 

essure  Processes (1970)  Std.  for 

orthern  White/  Std.  for  Preservative  Treatment  of  Incised 

Std.  Meth.  for  Preparing  Quantitative 
Std.  for 
Lodgepole  Pine 
Std.  for  Residential  and  Commercial  Building 
Alaska  Yellow  Cedar 

ive  Treatment  of  Western  Red  Cedar  and  Alaska  Yellow  Cedar 
ostalic  Design  Stresses  for  Thermoplastic  Pipe  (1971) 
ries  (1/  Rec.  Domestic  Marketing  Std.  Including  Guarantee 

Ml  Std.  Test  Meth.  for  Static  Coefficient  of  Friction  of 

oscopically  the  Reflectance  of  the  Organic  Components  in  A 
Std.  Definitions  of  Terms  Relating  to  Wax 
6)  Test.  Meth.  for  Traffic  Test.  Floor 

est  Meth.  for  Determining  Freeze  Thaw  Resistance  of  Liquid 
h.  for  the  Preparation  of  Spec,  for  Aqueous  Emulsion  Floor 
for  Qualitative  Determination  of  Slip  Resistance  of  Floor 
Std.  Test  Meth.  for  Powdering  of  Floor 
th.  for  Comparative  Determination  Slip  Resistance  of  Floor 
.  Meth.  for  Physical,  Chemical  and  Bioassay  Examination  of 
tion  of  Natural  and  Treated  Waters  in  the  Absence  of  Gross 
ound  Installations  (1970)  Std.  for  Styrene  and 

Std.  Spec,  for 

g  Ingredients  (1968)  Std.  Test  Meth.  for  Staining  of 

inyl  Chloride)  Compounds  (1969)  Std.  Spec,  for  Rigid 

(1969/  Rec.  Pract.  for  Test.  Plasticizer  CompatibiUty  in 

rophotometric  T/  Std.  Meth.  for  Analysis  of  Components  in 

for  Rigid  Poly  (Vinyl  Chloride)  Compounds  and  Chlorinated 
sulated  Wire  and  Cable  (1967)  Std.  Spec,  for 

Rec.  Pract.  for  Making  Solvent  Cemented  Joints  with 
stems  (1969)  Tent.  Spec,  for  Chlorinated 

0  (1969)  Std.  Spec,  for  Socket  Type 

0  (1969)  Std.  Spec,  for  Threaded 

0  (1969)  Std.  Spec,  for  Socket  Type 

1969)  Rec.  Pract.  for  Fusion  Test  of 

Tent.  Spec,  for  Filled 
Std.  Spec,  for  Extra  Heavy  Duty  Acrylonitrile  Butadiene 


0) 

Process  (1971) 
1969) 


Pneumatic  Truck  Trailers  (1970) 

(Pneumatic  Type  Including  Solid  and  Cushion)  for  Industr 
Pneumatic  (1964) 

Pocket  (1970)  Std.  E  Coupler  Yoke,  Cast  S 

Pocketbook  of  Useful  Information  on  Unloading  Tank  Cars 

Point  by  Tag  Closed  Tester  (1970)  ANSI  ZII.24 

Point  Depression  (1968)  /.  for  Detection  and  Estimatio 

Point  for  Certain  Alkali  Soluble  Resins  (1970) 

Point  Free  Link  Attachment  for  Hitching  Implements  to  A 

Point  Free  Link  Attachment  for  Hitching  (1971)  /  to  La 

Point  Free  Link  Hitch  Attachment  of  Implements  to  Agric 

Point  Free  Link  Hitch  (1966)  IS  to  Agricultural  Wheele 

Point  Free  Link  Hitch  (1967)  SAE  J909a  /Icultural  Whee 

Point  in  Accelerated  and  Outdoor  Weathering  of  Bitumino 

Point  of  Asphalt  (Bitumen)  and  Tar  in  Ethylene  Glycol 

Point  of  Drycleaning  Detergents  in  the  Drycleaning  Bath 

Point  of  Drying  Oils  (R1969) 

Point  of  Nonionic  Surfactants  (1970) 

Point  of  Petroleum  Wax  and  Wax  Blends  (1970) 

Point  of  Petroleum  Wax  and  Wax  Blends  (1970) 

Point  of  Petroleum  Wax  (1970)  ANSI  Zl  1.256 

Point  of  Petroleum  Wax,  Including  Petrolatum  (1970) 

Point  of  Petroleum  Waxes  Including  Petrolatum  (1966) 

Point  of  Petroleum  Waxes  Including  Petrolatum  (1970)  AN 

Point  Screws  (1970) 

Point  Temperature  (1970)  ANSI  Z77.3  /Eth.  of  Test  for 

Point  to  Plane  Technique  Using  an  Optical  Emission  Spec 

Point  to  4  In.  Thick  (1970)  ID.  Spec,  for  High  Strengt 

Point  to  4  In.  Thick  (1971)  /D.  Spec,  for  High  Strengt 

Point  with  Tag  Open  Cup  Apparatus  (1970) 

Point  (and  Mixed)  of  Petroleum  Products  and  Hydrocarbon 

Point  (Cooling  Curve)  of  Petroleum  Wax  (1971) 

Point  (1968)  ANSI  C59.1I2  /St  Meth.  for  Water  Vapor  Co 

Pointing  (1967) 

Points  of  High  Purity  Hydrocarbons  (1970)  ANSI  Z11.88 
Points  of  Petroleum  Wax  (1970) 

Points,  and  the  Melting  Range  of  Industrial  Organic  Che 
Poisoning  Caused  by  Salmonella)  (1965)  /Asic  Sanitary 

Poisson's  Ratio  for  Glass  and  Glass  Ceramics  by  Resonan 
Polarization  Measurements  (1971)  /  for  Std.  Reference 

Polarized  Aluminum  Electrolytic  Capacitors  for  Long  Lif 
Polarized  Light  Methods)  (1970)  ANSI  L14.93  /H.  of  Tes 

Pole  Air  Switches  (1969) 

Pole  Air  Switches,  Disconnecting  Switches  and  Accessori 
Pole  Air  Switches,  Disconnecting  Switches  and  Accessori 
Pole  Air  Switches,  Power  Fuses,  Fuse  Disconnecting  Swit 
Pole  Base  Insulation,  Wire  Height  and  Curvature  of  Mode 
Pole  Base,  Pole  Base  Insulation,  Wire  Height  and  Curvat 
Pole  Building  Construction  Preservative  Treatment  by  Pr 
Pole  Butts  by  the  Thermal  Process,  Western  Red  Cedar,  N 
Pole  Figures  of  Metals  (1969)  ANSI  Z30.7 
Poles  Preservative  Treatment  by  Pressure  Processes  (197 
Poles  Preservative  Treatment  by  the  Full  Length  Thermal 
Poles  Pressure  Treated  with  Water  Borne  Preservatives 
Poles  (1971) 

Poles  (1971)  Full  Length  Thermal  Process  Preservat 

Policies  and  Procedures  for  Developing  Recommended  Hydr 
Policy  for  Motor  Vehicle  Type  (Lead  Acid)  Storage  Batte 
Policy  on  Design  Std.  for  Stopping  Sight  Distance  (1971 
Polished  Coated  Floor  Surfaces  as  Measured  by  the  James 
Polished  Specimen  of  Coal  (1969)  /for  Determining  Micr 

Polishes  and  Related  Materials  (1969) 
Polishes  Under  Nonlaboratory  Controlled  Conditions  (196 


Polishes  (1968) 
Polishes  (1968) 
Polishes  (1968) 
Pohshes  (1969) 
Polishes  (1970) 
Polluted  Waters, 
Pollution  (1971) 


Tent.  T 
Test  Met 
Tent.  Test  Meth. 


Tent.  Me 

Wastewaters,  Effluents,  Bottom  Sedimen 

/H.  for  Physical  and  Chemical  Examina 
Poly  Vinyl  Chloride  Ducts,  and  Its  Fittings  for  Undergr 
Poly  Vinyl  Chlonde  Plastic  Pipe  (1969)  ANSI  B72.2 
Poly  (Vinyl  Chloride)  Compositions  by  Rubber  Compoundin 
Poly  (Vinyl  Chloride)  Compounds  and  Chlorinated  Poly  (V 
Poly  (Vinyl  Chloride)  Compounds  Under  Humid  Conditions 
Poly  (Vinyl  Chloride)  Compounds  Using  an  Infrared  Spect 
Poly  (Vinyl  Chloride)  Compounds  (1969)  Std.  Spec. 

Poly  (Vinyl  Chloride)  Jacket  Compound  for  Electrical  in 
Poly  (Vinyl  Chloride)  Pipe  and  Fittings  (1970) 
Poly  (Vinyl  Chloride)  Plastic  Hot  Water  Distribution  Sy 
Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings,  Schedule  4 
Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings,  Schedule  8 
Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings,  Schedule  8 
Poly  (Vinyl  Chloride)  Resins  Using  a  Torque  Rheometer 
Poly  (Vinyl  Chloride)  Sewer  Pipe  (1969) 
Poly  (Vinyl  Chloride)  (NBR/PVO)  Jacket  for  Wire  and  Cab 


TTMA 

TRA 

RWMA 

AAR 

AI 

ASTM 

ASTM 

CSMA 

ASAE 

ASAE 

SAE 

SAE 

ASAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

TAPPI 

TAPPI 

ASTM 

IFI 

ASTM 

ASTM 

AASHO 

ASTM 

AASHO 

ASTM 

TAPPI 

ASTM 

ILIA 

ASTM 

TAPPI 

ASTM 

AIB 

ASTM 

ASTM 

EIA 

ASTM 

ANSI 

ANSI 

ANSI 

ANSI 

NMRA 

NMRA 

AWPA 

AWPA 

ASTM 

AWPA 

AWPA 

AWPI 

AWPA 

AWPA 

SPI 

BCI 

AASHO 

ASTM 

ASTM 

ASTM 

CSMA 

CSMA 

CSMA 

CSMA 

ASTM 

CSMA 

APHA 

APHA 

NEMA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


RP25-69 
5 

16-1,11 

MSRP-C-55 

MS6 

D56 

D2147 

245C 

S217.7 

S320 

J715C 

J909A 

S278.2 

D1670 

D2398 

D2554 

D1393 

D2024 

D2618 

T675 

D1465 

T634 

T662 

D938 

115 

D1142 

E327 

M222 

A588 

T79 

D611 

T630OS 

D2029 

*8.22 

D1015 

T652 

E324 

109 

C623T 
G5 

RS395 

D1442 

C37.45 

C37.40 

C37.48 

C37.41 

RP60 

RP60 

C23-70 

C7-71 

E81 

C4-70 

ClO-71 

CP22 

C7-71 

C8-71 

PPI-TR3 

•1.15 

PSD-1 

D2047 

D2798T 

D2825 

81 

60 

122 

117 

D2048 

245E 

♦2-200 

•2-100 

TCI 

D2241 

D2151 

D1784 

D2383 

D2124 

D1784 

D1047 

D2855 

D2846 

D2466 

D2464 

D2467 

D2538 

D2836 

D2708 
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70)  Std.  for 

80,  and  120) (1970)  Sid.  for 

n  Ratio)  (1970)  Std.  for 

Std.  for  Rigid 

pipe  and  Fittings  (1970)  Std.  for 

rubber  Products)  (1970)  Std.  for  Silicones, 

.  for  Determination  of  Amino  Nitrogen  Content  of  Amines  or 
Std.  Meth.  of  Test  for  Ash  in 
.  Spec,  for  Continuity  of  Quality  of  Electrical  Insulating 
Std.  Test  Meth.  for  Chlorine  Content  of 
Std.  Spec,  for 

(1971)  Std.  Spec,  for  Reinforced 

vements  (1969)  Std.  Spec,  for  Preformed 

Std.  Spec,  for 

Std.  Spec,  for  Black  and  Yellow  Varnished  Glass 
(1968)  Quantitative  Determination  of 

s(1971)  Spec,  for 

Std.  Spec,  for 
Std.  Spec,  for 

Piping  (1969)  Installation  Std.  for 

St  Meth.  for  Dielectric  Constant  and  Dissipation  Factor  of 

Std.  for  Corrugated 

bel  Adhe/  Rec.  Pract.  tor  Evaluating  Surface  Treatment  of 

Rec.  Pract.  for  Visual  Color  Evaluation  of 
Std.  Test  Meth.  for  Absorbance  of 
Std.  Test  Meth.  for  Adhesion  Ratio  of 
ion  and  Distribution  of  Elect/  Cross  Linked  Thermosetting 

Std.  Spec,  for 

OOOv  (1970)  Std.  Spec,  for  Crosslinked  Thermosetting 

o  15,  OOOv  (1970/  Std.  Spec,  for  Crosslinked  Thermosetting 

able  (1968)  Std.  Spec,  for 

70)  Material  and  Property  Std.  for 

Test  Meth.  and  Performance  Requirements  for  High  Density 
1970)  Std.  Spec,  for 

Std.  Relating  to 

rink/  Plastic  Tubing,  Electrical  Insulation,  Resin  Bonded 

Spec,  for  Tubing,  Electrical  Insulation,  Thermally  Welded 
Installation  Procedures  for 
the  Use  of  a  Melt  Index  Strand  for  Determining  Density  of 
Test  Meth.  for  Environmental  Stress  Rupture  of  Type  Three 
Std.  Meth.  for  Identification  of 
ant  (1970)  Resin, 
Std.  Meth.  of  Test  for  Sonic  Shear  Stability  of 
Std.  Test  Meth.  for 

atter  (Total  Solids)  in  Water  Emulsion,  Solvent  Based,  and 
Test  Meth.  for  Black  Heel  Marking  Tendencies  of  Waxes  and 
Std,  Meth.  of  Test.  Nonrigid  Vinyl  Chloride 
Spec,  for  Denture  Base 
NSI  C59.92  Std.  Meth.  of  Test, 

easurements/  Std,  Meth.  of  Calculation  of  Neutron  Dose  to 

Rec.  Pract.  for  Determining  Resistance  of  Synthetic 
Std.  Spec,  for  Reinforced  Olefin 
Std.  Spec,  for  Flexible  Foams  Made  From 
Std.  Test  Meth.  for  Dilute  Solution  Viscosity  of 
Tent.  Meth.  for  Sampling  Procedure  for  Emulsion 
Std.  Meth.  of  Test.  Urethane  Foam 
Minimum  Spec,  for  Woven 
spec,  for  Plastic  Tubing,  Electrical  Insulation  Irradiated 
.  for  Plastic  Moldings,  Electrical  Insulation  Cross  Linked 
spec,  for  Plastic  Tubing,  Electrical  Insulation  Irradiated 

Std.  for 

Std.  Spec,  for  Extruded  Insulation  Board 
Std.  Meth.  of  Test.  Electrical  Grade 
ract.  for  Method  for  Determining  Relative  Specific  Gravity 
and  Fittings  (1970)  Std.  for 

Std.  for 

Std.  for  Glass  Stopcocks  with 
Std.  for  Ring  Back  Up,  Boss  Connection 
Qualitative  Identification  of 
Qualitative  Identification  of 
Qualitative  Identification  of 
d  Latex  Foam  Rubber  in  Mixtures  of  Shredded  Latex  Foam  and 
Dynamic  Flex  Fatigue  Test  for  Slab 
Requirements  for  Rigid  Foamed 
Qualitative  Identification  of 
Qualitative  Identification  of 
9)  Rec.  Pract.  for  Making  Solvent  Cemented  Joints  with 

allation  (1971) 

Id  (1971)  Rec.  Pract.  for  Bending 

and  Saturated  Felts  (1970)  Roof  Vapor  Barriers; 

.  for  Plastic  Tubing,  Electrical  Insulation  Noncrosslinked 

and  Fittings  (1971)  Std.  Spec,  for  3  In.  Thin  Wall 

Std.  Spec,  for  Prefabricated  Asphalt  Canal,  Ditch,  or 
e  in  Waterproof  Membrane  Construction  for  Canal,  Ditch,  or 

Rec.  Pract.  for 


Poly  (Vinyl  Chloride)  (PVC)  Natural  Gas  Yard  Piping  (19  lAPMO  IS10-70 

Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  (Schedules  40,  USC  PS21 

Poly  (Vinvl  Chloride)  (PVC)  Plastic  Pipe  (Std.  Dimensio  USC  PS22 

Poly  (Vinyl  Chloride)  (PVC)  Profile  Extrusions  (1970)  USC  PS26 

Poly  (Vinylidene  Fluoride)  (Pvf  2)  Plastic  Lined  Steel  USC  PS35 

Polyacrylates  and  Other  Post  Cured  Materials  (Extruded  RMA  *8.38A 

Polyamides  (1968)  Test  Meth  SPI  ERF25 

Polybasic  Acids  (1971)  ASTM  E.347 

Polybutene  Oil  for  Capacitors  (1968)  ANSI  C59.122  Std  ASTM  D2296 

Polybutenes  Used  for  Electrical  Insulation  (1969)  ASTM  D2522 

Polybutylene  Plastics  (1969)  ASTM  D2581 

Polycarbonate  Injection  Molding  and  Extrusion  Materials  ASTM  D2848 

Polychloroprene  Elastomeric  Joint  Seals  for  Concrete  Pa  ASTM  D2628 

Polychlorotrifluoroethylene  Plastics  (1969)  ASTM  D1430 

Polyester  Cloth  and  Tape  (1970)  ASTM  D2400 

Polyester  Fiber  Content  in  Mixtures  of  Man  Made  Fibers  ABFLO  D-3 

Polyester  Film,  Copper  Clad,  for  Electronic  Application  SAE  AMS3613 

Polyester  Glass  Mat  Sheet  Laminate  (1968)  ASTM  D1532 

Polyester  Molding  Compounds  (1969)  ASTM  D1201 

Polyethylene  Building  Supply  for  Water  Service  and  Yard  lAPMO  IS7 

Polyethylene  by  Liquid  Displacement  Procedure  (R1970)  A  ASTM  D1531 

Polyethylene  Coilable  Electrical  Plastic  Duct  (1971)  NEMA  TC5 

Polyethylene  Containers  Using  the  Water  Dip,  Ink  and  La  SPI  PBD6 

Polyethylene  Containers  (1966)  SPI  PBDI 

Polyethylene  Due  to  Methyl  Groups  at  1,  378  Cm  (1968)  ASTM  D2238 

Polyethylene  Film  (1968)  ASTM  D2I4I 

Polyethylene  Insulated  Wire  and  Cable  for  the  Transmiss  NEMA  WC7 

Polyethylene  Insulated  Wire  and  Cable  (1970)  ASTM  D1351 

Polyethylene  Insulation  for  Wire  and  Cable  Rated  0  to  2  ASTM  D2655 

Polyethylene  Insulation  for  Wire  and  Cable  Rated  2001  T  ASTM  D2656 

Polyethylene  Jacket  for  Electrical  Insulated  Wire  and  C  ASTM  D2.308 

Polyethylene  Pipe  for  Water  Service  and  Yard  Piping  (19  lAPMO  PS24 

Polyethylene  Plastic  Bottles  (1969)  SPI  PBD8 

Polyethylene  Plastics  Molding  and  Extrusion  Materials  ASTM  D1248 

Polyethylene  Refuse  (Garbage,  Trash)  Bags  (1970)  NSF  31 

Polyethylene  Terephthalate,  Heat  Shrinkable  1.3  to  1  Sh  SAE  AMS3589 

Polyethylene  Terephthalate,  Heat  Shrinkable  1.6  to  1  Sh  SAE  AMS3591 

Polyethylene  (Pe)  Plastic  Pipe  (1968)  SPI  PPI-TR8 

Polyethylene  (1969)  Rec.  Pract.  for  ASTM  D2839 

Polyethylenes  Under  Constant  Tensile  Load  (1969)  Std.  ASTM  D2552 

Polyhydric  Alcohols  in  Alkyd  Resins  (1969)  ASTM  D2456 

Polyimide,  Thermosetting  High  Heat  (290c  (554f))  Resist  SAE  AMS3618 

Polymer  Containing  Oils  (1970)  ASTM  D2603 

Polymer  Content  of  Styrene  Monomer  (1968)  ASTM  D2121 

Polymer  Emulsion  Floor  Waxes  (1969)  /for  Nonvolatile  M  ASTM  D2834 

Polymer  Floor  Finishes  (1970)  Tent.  ASTM  D2869 

Polymer  Tubing  (1971)  ASTM  D876 

Polymer  (1965)  ANSI  Z156.12  ADA  12 

Polymeric  Films  Used  for  Electrical  Insulation  (1968)  A  ASTM  D2305 

Polymeric  Materials  and  Application  of  Threshold  Foil  M  ASTM  D2365 

Polymeric  Materials  to  Fungi  (1970)  ASTM  D1924 

Polymers  for  Injection  Molding  or  Extrusion  (1970)  ASTM  D2853 

Polymers  or  Copolymers  of  Vinyl  Chloride  (1970)  ASTM  DI565  " 

Polymers  (1970)  ASTM  D2857 

Polymers  (1970)  CSMA  245D 

Polyol  Raw  Materials  (1969)  ASTM  D2849 

Polyolefin  Wool  Bags  (1969)  ATMI  '23 

Polyolefin,  Pigmented,  Flexible,  Heat  Shrinkable  (1971)  SAE  AMS3636C 

Polyolefin,  Pigmented.  Flexible,  Heat  Shnnkable  (1971)  SAE  AMS3674 

Polyolefin,  Pigmented,  Semi  Rigid,  Heat  Shrinkable  (197  SAE  AMS3638C 

Polystyrene  Plastic  Sheet  (1970)  USC  PS31 

(Polystyrene)  (1970)  AASHO  M230 

Polytelrafluoroethylene  Tubing  (1965)  ANSI  C59.85  ASTM  D1675 

Polytetrafluoroethylene  Tubing  (1970)  Rec.  P  SAE  ARP1153 

Polytelrafluoroethylene  (Ptfe)  Plastic  Lined  Steel  Pipe  USC  PS33 

Polytetrafluoroethylene  (Ptfe)  Plastic  Tubing  (1971)  USC  PS52 

Polytetrafluoroethylene  (Ptfe)  Plugs  (1970)  USC  PS28 

Polytetrafluoroethylene  (1970)  SAE  AS3076 

Polyurethane  Foam  (Ester  Type)  (1968)  ABFLO  C-5 

Polyurethane  Foam  (Ester  Type)  (1968)  ABFLO  C-7 

Polyurethane  Foam  (Ether  and  Ester  Type)  (1968)  ABFLO  C-Il 

Polyurethane  Foam  (1968)  /Ive  Determination  of  Shredde  ABFLO  C-6 

Polyurethane  Foam  (1969)  SAE  J388 

Polyurethane  for  Construction  (1971)  EMS  LPDl-57 

Polyvinyl  Chloride  Foam  (1968)  ABFLO  C-4 

Polyvinyl  Chloride  Foam  (1968)  ABFLO  C-9 

Polyvinyl  Chloride  Plastic  (PVC)  Pipe  and  Fittings  (196  SPI  PPI-TRIO 

Polyvinyl  Chloride  (PVC)  Plastic  Piping  Design  and  Inst  SPI  PPI-TR13 

Polyvinyl  Chloride  (PVC)  Schedule  40  Conduit  in  the  Fie  SPI  PPI-TR15 

Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  Laminates  NRCA  •2-II 

Polyvinyl  Chloride,  Flexible,  Heat  Shrinkable  1.6  to  1  SAE  AMS3579 

Polyvinylpyrrolidone  (1960)  CTFA  69 

Poly(Vinyl  Chloride)  Plastic  Drain,  Waste  and  Vent  Pipe  ASTM  D2949 

Pond  Liner  (Exposed  Tvpe)  (1969)  ASTM  D2643 

Pond  Lining  (1971)  Std.  Spec,  for  Asphalt  for  Us  ASTM  D252I 

Pontoon  Boat  Capacity  (1966)  BIA  306 


272 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Spec,  for  Sucker  and 
Std.  Test  Meth.  for  Swimming 
Use  of  Concrete  Masonry  in  Small  Swimming 
Colorfastness  of  Textile  Yarns  and  Fabrics  to  Chlorinated 
ial  Recreational  (Wetted)  Surfaces  for  Use  Around  Swimming 
ec.  Pracl.  for  Design,  Equipment  and  Operation  of  Swimming 
Cartridge  and  High  Permeability  Type  Filters  for  Swimming 
Range  of  Anthropometric  Measurements  for  Asian 
Safety  Std.  tor 
Rec.  Spec,  tor 
Rec.  Spec,  for  Architectural 
Std.  Meth.  ot  Test  for  Image  Gloss  of 
Std.  Test  Meth.  Using  Antimony  Trichloride  Spall,  for 
Health  and  Safety  Pract.  tor 
d.  Meth.  ot  Test  tor  Reboiling  Tendency  ot  Sheet  Steel  for 
1)  Std.  Wet  Process 

Std.  Wet  Process 

(1969)  Std.  for  Wet  Process 

for  Laboratory  Use  (1969)  Std.  Test  Meth.  for  Maximum 

ith  Aerospace  Fluids  (1970)  ANSI  /  Std.  Meth.  ot  Test  for 

e  (Hspt)  (1971)  Suggested  Meth.  for  the 

splacement  (1970/  Std.  Meth.  of  Test  tor  Bulk  Density  and 

and  Bulk  Density  ot  Burn/  Std.  Meth.  ot  Test  for  Apparent 

Std.  Spec,  for 

Meth,  for  Maximum  Pore  Diameter  and  Permeability  of  Rigid 

Spec,  for 

g  Commercial  and  Industrial  Vacuum  Cleaners.  Suction  Type 
d  Industrial  Vacuum  Cleaners,  Suction  with  Agitation  Type 
Std.  Spec,  for  Lightweight 
Spec,  tor  Dynamic  Test  Position  and  Support  of 
Rec.  Pract.  and  Std  Covering 


ocations  Class,  Groups  C  and  D,  and  Clas/ 
ANSI  C33.16 


iquids  (1970) 
e  Constructio/ 


Safety  Std.  for 
Safety  Std.  for 
Std.  tor  Installation  of 
Rec.  Pract.  for  Maintenance  and  Use  of 
Rec.  Pract.  tor 
Safety  Std.  tor 
Std.  for 
Dehumiditiers 
Std  for 

Std.  Safety  Requirements  for  Temporary  and 


Measuring  Surface  Frictional  Properties  Using  the  British 

Spot  Welder, 

or  Compressive  Strength  ot  Hydraulic  Cement  Mortars  (Using 

Std.  Spec,  tor 

ASHO  T098  Std.  Meth.  ot  Test  tor  Fineness  of 

Spec,  tor  Nonbituminous  Inserts  for  Contraction  Joints  in 
)  AASHO  T120,  ANSI  A37.26         Std.  Meth.  of  Test  for  Flow  of 

Spec,  for  Undersealing 
Std.  Spec,  tor  Fine  Aggregate  for 
Std.  Guide  for  Use  of  Protective  Coatings  tor 
Std.  Spec,  for  Coarse  Aggregate  for 
Std.  Meth.  of  Test  tor  Slump  of 
r  Fly  Ash  and  Raw  or  Calcined  Natural  Pozzolans  tor  Use  in 
Guide  Spec,  tor  Non  Shrink 
Std.  Meth.  ot  Test  for  Calcium  Sulfate  in  Hydrated 
O  TI85  Std.  Meth.  ot  Test  tor  False  Set  of 

ion  of  Freezing  and  Thawing  of  Air  Entraining  Additions  to 
Std.  Spec,  for  Air  Entraining 
Std.  Spec,  for 
Meth.  of  Test  for  Optimum  S03  in 
th.  of  Measuring  the  Drying  Shrinkage  ot  Mortar  Containing 

Std.  Spec,  for 

Symbols  for  Marking  Electrical  Leads  and 
cars)  (1970)  Spec,  for  Dynamic  Test 

c.  Pract.  and  Std.  to  Assure  Good  Visibility  From  the  Helm 
Std.  for  Tail  Lamps  (Rear 
Spec.  Steel  Wire  Bar  Supports  Used  to 
Std.  tor  Parking 

tainer  Chassis  (1971)  Rec.  Pract.  tor 

e  Prints  Made  From  35mm  Negatives  (1946)  Std.  16mm 

wers  Reciprocating  and  Rotating  (1970) 

6)  A/  Std.  Dimensions  tor  Mounting  Flanges  and  Shafts  tor 

Std.  Meth.  tor  Sampling  Gas  From  a  Transformer  Under 
Std.  16mm  Positive  Aperture  Dimensions  and  Image  Size  tor 
and  Image  Size  for  16mm  Duplicate  Negatives  Made  From  35mm 
Meth,  ot  Test,  and  Presenting  Basic  Performance  Data  for 
Spec,  for  Ring,  Memo  and 
Std.  for  Silicones,  Polyacrylates  and  Other 
Guide  Spec,  tor 

Std.  Wet  Process  Porcelain  Insulators  (High  Voltage  Line 
Safety  Std.  for  Indicator 
Std.  Spec,  for  Cast  Aluminum  Bridge  Railing 


Pony  Rods  (1970)  API 

Pool  and  Bathing  Place  Waters  (1971)  APHA 

Pool  Construction  (1953)  NCMA 
Pool  Water  (1971)  ANSI  LM.149  Test  Meth.  for  AATCC 
Pools  and  Locker  Rooms  (1971)                  /.  for  Resilient  Artific  NSF 

Pools  and  Other  Public  Bathing  Places  (1957)  APHA 
Pools  (1971)                                                                 Std.  for  NSF 

Populations  (HSJ317)  (1968)  SAE 

Porcelain  Cleats,  Knobs,  and  Tubes  (1971)  ANSI  C33.21  UL 

Porcelain  Enamel  Finishes  on  Aluminum  Cookware  (1969)  PEI 

Porcelain  Enamel  on  Aluminum  for  Exterior  Use  (1969)  PEI 

Porcelain  Enamel  Surfaces  (1967)  ASTM 

Porcelain  Enameled  Aluminum  (1968)  PEI 

Porcelain  Enameling  Aluminum  (1969)  PEI 
Porcelain  EnameUng  (1969)                                                St  ASTM 

Porcelain  Insulators  (High  Voltage  Line  Post  Type)  (196  ANSI 

Porcelain  Insulators  (Suspension  Type)  (1962)  ANSI 

Porcelain  Insulators;  Low  and  Medium  Voltage  Pin  Types  ANSI 

Pore  Diameter  and  Permeability  ot  Rigid  Porous  Filters  ASTM 

Pore  Size  Characteristics  of  Membrane  Filters  tor  Use  W  ASTM 

Porosity  Measurement  of  Press  Felts  on  the  Paper  Machin  TAPPI 

Porosity  ot  Granular  Refractory  Materials  by  Mercury  Di  ASTM 

Porosity,  Water  Absorption,  Apparent  Specific  Gravity,  ASTM 

Porous  Concrete  Pipe  for  Underdrains  (1970)  AASHO 
Porous  Filters  for  Laboratory  Use  (1969)                       Std.  Test  ASTM 

Portable  Alternating  Current  Voltmeter  (1953)  AAR 

(Portable  and  Mobile)  (1968)  Std.  Meth.  of  Ratin  FVMMA 

(Portable  and  Mobile)  (1969)  /.  ot  Rating  Commercial  An  FVMMA 

Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR 

Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR 

Portable  Containers  for  Flammable  Liquids  (1970)  ABYC 

Portable  Electric  Lamps  (1970)  UL 

Portable  Electric  Lighting  Units  for  Use  in  Hazardous  L  UL 

Portable  Electrically  Illuminated  Counter  Scales  (1971)  UL 

Portable  Fire  Extinguishers  (1970)  NFPA 

Portable  Fire  Extinguishers  (1970)  NFPA 

Portable  Fuel  Tank  on  Boats  (1969)  BIA 

Portable  Metal  Ladders  (1971)  UL 

Portable  Picnic  Coolers  (1971)  USC 

(Portable  Self  Contained)  (1969)  UL 

Portable  Shipping  Tanks  for  Flammable  and  Combustible  L  NFPA 

Portable  Space  Heating  Devices  and  Equipment  Used  in  Th  ANSI 

Portable  Stands  tor  Gravity  Conveyors  (1967)  MHI 
Portable  Tester  (1969)                               Std.  Meth.  of  Test  for  ASTM 

Portable  Type  (1964)  RWMA 

Portions  of  Prisms  Broken  in  Flexure)  (1970)  ANSI  A1.30  ASTM 

Portland  Blast  Furnace  Slag  Cement  (1963)  AASHO 

Portland  Cement  by  the  Turbidimeter  (1970)  ANSI  AI.7,  A  ASTM 

Portland  Cement  Concrete  Airfield  Pavements,  Sawable  Ty  ASTM 

Portland  Cement  Concrete  by  Use  ot  the  Flow  Table  (1971  ASTM 

Portland  Cement  Concrete  Pavements  with  Asphalt  (1966)  AI 

Portland  Cement  Concrete  (1965)  AASHO 

Portland  Cement  Concrete  (1968)  AASHO 

Portland  Cement  Concrete  (1970)  AASHO 

Portland  Cement  Concrete  (1971)  ANSI  A37.29  ASTM 
Portland  Cement  Concrete  (1971t)                         Tent.  Spec.  Fo  ASTM 

Portland  Cement  Grouts  (1969)  CSI 

Portland  Cement  Mortar  (1970)  ANSI  A1.29  ASTM 
Portland  Cement  (Mortar  Method)  (1969)  ANSI  A1.3I,  AASH  ASTM 
Portland  Cement  (1960)                      Std.  Test  Meth.  for  Evaluat  AASHO 

Portland  Cement  (1970)  AASHO 

Portland  Cement  (1970)  AASHO 

Portland  Cement  (1970)  ASTM 
Portland  Cement  (1970)                                                 Std.  Me  ASTM 

Portland  Cement  (1971)  ASTM 

Ports  on  Fluid  Power  Valves  (1968)  ANSI  B93.9  NFLDP 

Position  and  Support  of  Portable  Bridge  Plate  (Railway  AAR 
Position  tor  Safe  Operation  (Boats)  (1970)                              Re  ABYC 

Position  Light)  for  Vehicles  (1970)  SAE 

Position  Reinforcement  in  Concrete  (1970)  CRSI 

(Position)  Lamps  (1971)  SAE 

Positioning  Lighting  Devices  for  Truck  Trailers  and  Con  TTMA 

Positions  of  Power  Chain  Saws  (1970)  PSMA 

Positive  Aperture  Dimensions  and  Image  Size  for  Positiv  ANSI 

Positive  Displacement  Compressors,  Vacuum  Pumps  and  Bio  ASME 

Positive  Displacement  Fluid  Power  Pumps  and  Motors  (196  NFLDP 

Positive  Pressure  (1971)  ASTM 

Positive  Prints  Made  From  35mm  Negatives  (1946)  ANSI 
Positive  Prints  (1946)                   /  Negative  Aperture  Dimensions  ANSI 

Positve  Displacement  Hydraulic  Fluid  Power  Pumps  and  Mo  NFLDP 

Post  Binder  Sheet  Sizes  and  Data  (1956)  ANSI 

Post  Cured  Materials  (Extruded  Rubber  Products)  (1970)  RMA 

Post  Tensioned  Concrete:  Bridge  Girders  (1969)  CSI 

Post  Type)  (1961)  ANSI 

Posts  for  Fire  Protection  Service  (1971)  UL 

Posts  (1964)  AASHO 
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Sid.  for  Preservative  Treatment  (for 
Test  Melh.  for 

Evaporating  Apparatus  Producing  Water  for  Boiler  Make  Up. 

Rec.  Pract.  for  the  Installation  of 
Rec.  Pract.  and  Std.  for  the  Installation  of 
d.  Meth.  for  Chemical  Analysis  of  Caustic  Soda  and  Caustic 
Spec,  for  Photographic  KOH  (Caustic 
ermination  by  Atomic  Absorption  of  the  Ch/  Preparation  of 

Spec,  for  Photographic  KOH  (Caustic  Potash)  Grade 
s  of  Caustic  Soda  and  Caustic  Potash  (Sodium  Hydroxide  and 

Std.  for  Package  Quantities  of  Instant  Mashed 
Std  Meth.  of  Test  for  Oxidation  Reduction 
.  Meth.  of  Test  for  Oxidation  Stability  of  Aviation  Fuels 
Std,  Temperature  Requirements  and  Controls 
ct.  for  Std.  Reference  Meth.  for  Making  Potentiostatic  and 
Std  Wirewound,  Precision  Variable  Resistors 
th.  of  Test  for  Total  Base  Number  of  Petroleum  Products  by 
measurem/  Rec.  Pract.  for  Std.  Reference  Meth.  for  Making 

Design  of  Ventilation  Systems  for 
Lighting  for  Dairy  Farms  and  the 
Lighting  for  the 
Std.  Test  Meth.  for 
Std.  Test.  Meth.  for  Apparent  Density,  Bulk  Factor,  and 
d.  Spec,  for  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot 
th.  of  Test.  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot 

Design  Data 

r  Determining  Compressive  Strength  of  Gypsum  Concrete  From 

Melting  and 
Rec.  Safe  Pract.  in  Melting  and 
Rec.  Pract.  for  Magnesium  Melting  and 
Std.  Fire  Resistant  Door  for 
Meth.  of  Test  for  Particle  Distribution  of  Tungsten  Metal 
Spec,  for  Tungsten  Carbide 
ves.  Flanges  and  Fittings  and  Other  Piping  Components  (Dry 

Std.  Definitions  of  Terms  Used  in 
Std.  Meth.  of  Test  for  Green  Strength  of  Compacted  Metal 
of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal 
Std  Spec  for  Iron  Copper  Sintered  Metal 
Meth.  for  Preparation  of  Reference  High  Reflectance  White 
Chromium  Carbide  Plus  Nickel  Chromium  Alloy 
Std.  for  Analysis  of  Bleaching 
Tungsten  Carbide,  Cobalt 
Tungsten  Carbide,  Cobalt 
Test  Melh.  for  Brightness  of 
Std.  Spec,  for  Built  Soap. 
Std.  Test  Meth.  for 
Std.  Meth.  for  Subsieve  Analysis  of  Granular  Metal 
Std.  Meth.  of  Test  for  Apparent  Density  of  Metal 
Std.  Meth.  of  Test  for  Compressibility  of  Metal 
Std.  Meth.  of  Test  for  Flow  Rate  of  Metal 
Std.  Melh.  of  Test  for  Sieve  Analysis  of  Granular  Metal 
Ih.  of  Test  for  Apparent  Density  of  Non  Free  Flowing  Metal 
Std.  Meth.  of  Sampling  Finished  Lots  of  Metal 
Std.  Graphical  Symbols  for  Heat 
test  for  Steel  Separable  Tube  Fittings  for  Hydraulic  Fluid 
Rec.  Rules  for  Operating  and  Maintaining 
Rec.  Rules  for  Operating  and  Maintaining 
General  Code  Requirements  for  All  Meth.  of 
Rec.  Rules  for  Repairs  of 
Code  Requirements  for 
Code  Requirements  for 
Code  Requirements  for  Firetube 
Code  Requirements  for  Miniature 
Code  Requirements  for  Watertube 
Rec.  Routine  Operation  Rules  for  the  Care  of 
Rec.  Rules  for  Inspection  and  Care  of 
Rec.  Rules  for  Design  of  Installation  of 
de  Requirements  for  Organic  Fluid  Vaporizer  Generators  for 


Timing  of 

Safety  Std.  for  Gasoline  Engine  Driven 
Abbreviations  for 
Guide  Bar  Capacity  for 
Plunge  Bow  Capacity  for 
Conversion  Factors  for 
Fuel  Mixture  for 
Noise  Level  Measurement  of 
Noise  Octave  Band  Measurement  of 
Positions  of 
Cutting  Rate  of 
Chain  Speed  of 
Spark  Arresters  of 
Symbols  Used  in  Technical  Work  of 


ves  and  Fitti/ 

and  Welding  (1962) 


es) (1971) 


Posts)  by  Pressure  Processes  (1971)  AWPA  C5-7I 

Pot  Life  of  Epoxy  Compounds  (1970)  SPI  ERF13 

Potable  and  Process  Use  (1970)  Test.  ASME  PTC14 

Potable  Water  Systems  for  House  Boats  (1970)  BIA  HEM3 

Potable  Water  Systems  for  Use  on  Boats  (1970)  ABYC  AI3 

Potash  (Sodium  Hydroxide  and  Potassium  Hydroxide)  (1971  ASTM  E291 

Potash)  Grade  Potassium  Hydroxide  (1970)  ANSI  PH4.226 

Potassium  Dichromate  Solutions  Used  as  Std.  for  the  Det  ABFLO  B-14 

Potassium  Hydroxide  (1970)  ANSI  PH4.226 

Potassium  Hydroxide)  (1971)  /Eth.  for  Chemical  Analysi  ASTM  E29I 

Potassium  Sorbate  (1965)  CTFA  90 

Potatoes  (1970)  USC  PS41 

Potential  of  Industrial  Water  (1970)  ASTM  DI498 

(Potential  Residue  Methods)  (1970)  ANSI  Z11.60  Std  ASTM  D873 

(Potentially  Hazardous  Food  Vending  Machines)  (1967)  NAMA  *l-700 

Potentiodynamic  Anodic  Polarization  Measurements  (1971)  ASTM  G5 

(Potentiometers)  (1971)  EIA  RS39I 

Potentiometric  Perchloric  Acid  Titration  (1970)  /T.  Me  ASTM  D2896T 

Potentiostatic  and  Potentiodynamic  Anodic  Polarization  ASTM  G5 

Poultry  and  Livestock  Shelters  (1970)  ASAE  D270.3 

Poultry  Industry  (1971)  ASAE  R344 

Poultry  Industry;  Guide  and  Rec.  Pract.  (1969)  lES  CP36 

Pour  Density  of  Pelleted  Carbon  Black  (R1969)  ASTM  DI513 

Pourability  of  Plastic  Materials  (1969)  ASTM  DI895 

Poured  Elastic  Type  (1969)  St  ASTM  DI854 

Poured  Elastic  Type  (1969)  ANSI  A37. 117  Std.  Me  ASTM  D1855 

Poured  Gypsum  Roof  Decks  (1970)  GA  *\S.\ 

Poured  Set  Slabs  (1964)  Rec.  Meth.  Fo  GA  *19 

Pouring  of  Copper  Base  Alloys  in  Foundry  Pract.  (1965)  AFS  NF651 1-3 

Pouring  Operations  in  Metal  Casting  (1970)  AFS  3 

Pouring  (1965)  AFS  NF656-I0 

Powder  and  Blasting  Supply  Magazines  (1968)  IMF  1.7 

Powder  by  Turbidimetry  (1970)  ANSI  H9.25  Std.  ASTM  B430 

Powder  Cobalt  Coated  (1971)  SAE  AMS7878 

Powder  Magnetic  Particle  Inspection)  (1971)  /S  for  Val  MSS  SP53 

Powder  Metallurgy  Materials  Std.  and  Spec.  (1969)  MPIF  35-69 

Powder  Metallurgy  (1970)  ANSI  H9.5  ASTM  B243 

Powder  Specimens  (1970)  ASTM  B312 

Powder  Specimens  (1970)  Std.  Test  Meth.  ASTM  B528 

Powder  Structural  Parts  (1970)  ANSI  G63.1  ASTM  B222 

Powder  Tablets  (1968)  TAPPI  T672 

Powder  7.5cr(2)c(3)  +  25  (80ni-20cr  Alloy)  (1970)  SAE  AMS7875 

Powder,  Bleach  Liquor,  and  Bleach  Sludge  (1947)  TAPPI  T61I 

Powder.  Cast  and  Crushed  (1970)  SAE  AMS7879 

Powder,  Sintered  and  Crushed  (1970)  SAE  AMS7880 

Powdered  Materials  (1971)  TAPPI  UM-605 

Powdered  (1969)  ANSI  K60.7  ASTM  D533 

Powdering  of  Floor  Pohshes  (1969)  ASTM  D2048 

Powders  by  Air  Classification  (1970)  ANSI  H9.9  ASTM  B293 

Powders  (1970)  ANSI  H9.1  ASTM  B212 

Powders  (1970)  ANSI  H9.17  ASTM  B33I 

Powders  (1970)  ANSI  H9.2  ASTM  B213 

Powders  (1970)  ANSI  H9.3  ASTM  B214 

Powders  (1970)  ANSI  H9.32  Std.  Me  ASTM  B417 

Powders  (1970)  ANSI  H9.4  ASTM  B215 

Power  Apparatus  (1950)  ANSI  Z32.2.6 

Power  Applications  (1970)  Qualification  NFLDP  T3.8.70.3 

Power  Boiler  Appliances  (1971)  ASME  BPVCV1IC2 

Power  Boiler  Auxilianes  (1971)  ASME  BPVCVIIC6 

Power  Boiler  Construction  (Including  Piping.  Safely  Val  ASME  BPVCIPG 

Power  Boilers  and  Unfired  Pressure  Vessels  by  Riveting  NBBPV  '2 

Power  Boilers  Fabricated  by  Riveting  (1971)  ASME  BPVC 

Power  Boilers  Fabricated  by  Welding  (1971)  ASME  BPVCIPW 

Power  Boilers  (Including  Combustion  Chambers  and  Furnac  ASME  BPVCIPFT 

Power  Boilers  (1971)  ASME  BPVCIPMB 

Power  Boilers  (1971)  ASME  BPVCIPWT 

Power  Boilers  (1971)  ASME  BPVCVIICl 

Power  Boilers  (1971)  ASME  BPVCVIIC3 

Power  Boilers  (1971)  ASME  BPVCVIIC5 

Power  Boilers  (1971)  Co  ASME  BPVCIPVG 

Power  Chain  Saw  Engine  Compression  Ratio  (1970)  PSMA  CI. 1-63 

Power  Chain  Saw  Engine  Displacement  (1970)  PSMA  Dl.1-70 

Power  Chain  Saw  Engine  Ignition  (1970)  PSMA  Tl.1-65 

Power  Chain  Saw  (Used  Primarily  for  Cutting  Wood)  (1970  PSMA  Sl-70 

Power  Chain  Saws  (1970)  PSMA  A2.1-66 

Power  Chain  Saws  (1970)  PSMA  BI.1-61 

Power  Chain  Saws  (1970)  PSMA  B2.I-66 

Power  Chain  Saws  (1970)  PSMA  C2.I-65 

Power  Chain  Saws  (1970)  PSMA  Fl.1-65 

Power  Chain  Saws  (1970)  PSMA  Nl.1-66 

Power  Chain  Saws  (1970)  PSMA  N2.1-67 

Power  Chain  Saws  (1970)  PSMA  PI. 1-65 

Power  Chain  Saws  (1970)  PSMA  Rl.l-65 

Power  Chain  Saws  (1970)  PSMA  S2.1-70 

Power  Chain  Saws  (1970)           .  PSMA  S3. 1-65 

Power  Chain  Saws  (1970)  PSMA  S4.1-65 
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Wood  Weights  and  Hardnesses  for  Power 
Volume  Measurement  of  Wood  Power 
Power 

preferred  Ratings  and  Related  Requirements  for  Low  Voltage  Power 
Sid.  for  Low  Voltage  Ac  Integrally  Fused  Power 
g  Releases)  for  Alternating  and  Direct  Current  Low  Voltage  Power 

Std.  for  Low  Voltage  Power 
surement)  (1970)  Water  and  Steam  in  the  Power 

NSI  b9/  Static  Pressure  Rating  Meth.  of  Square  Head  Fluid  Power 

Dimension  Identification  Code  for  Fluid  Power 
Cylinder  Bore  and  Piston  Rod  Sizes  for  Fluid  Power 
Configurations  for  Cataloged  Square  Head  Industrial  Fluid  Power 
Mounting  Dimensions  for  Square  Head  Industrial  Fluid  Power 
d  Tractors  (1970)  SAE  J955  Full  Shieldmg  of  Power 

rs  (1968)  Full  Shielding  of  Power 

laling  Liquids  (R1969)  Std.  Test  Meth.  for  Power 

Rec.  Std.  Glossary  of  Terms  for  Hydraulic  Fluid  Power 
Rec.  Std.  for  Graphic  Symbols  for  Hydraulic  Fluid  Power 
Std.  for  Application  Information  Form  for  Hydraulic  Fluid  Power 
own  Voltage  and  Strength  of  Insulating  Gases  at  Commercial  Power 
Strength  of  Electrical  Insulating  Materials  at  Commercial  Power 

Spec,  for  Power 

ons  for  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power 
ide  for  Distribution  Cutouts  and  Fuse  Links,  Secondary  and  Power 
ary  Fuses,  Distribution  Enclosed  Single  Pole  Air  Switches,  Power 
Criteria  for  Class  le  Electric  Systems  for  Nuclear  Power 
Criteria  for  Protection  Systems  for  Nuclear  Power 
on  Assemblies  in  Containment  Structures  for  Nuclear  Fueled  Power 
ec.  Pract.  for  Flywheels  for  Single  Bearing  Engine  Mounted  Power 
Std.  for  Non  Integral  Industrial  Fluid  Power 
0)  ANSI  B93.I3  Fluid  Power 

Rec.  Pract.  for  Shore  Power 
Safety  Spec,  for  Power 
std.  Meth.  of  Measuring  Sound  Generated  by  Hydraulic  Fluid  Power 
Std.  Meth.  of  Test  for  Thermoelectric  Power 
Std.  Test  Meth.  for  Hiding  Power 
Tent.  Test  Meth.  for  Hiding  Power 
Meth.  for  Determining  the  Resolving  Power 
d  Apparatus)  (1970)  Measurement  of  Indicated  Power 

(1971)  ANSI  Z216.1  Safety  Std.  for  Power 

Safety  Std.  for  Power 

sel  Code)  (1971)  Requirements  for  Nuclear  Power 

)  (1971)  Stress  Analysis  Meth.  for  Power 

)  (1971)  Owners  Design  Spec,  for  Power 

ssure  Vessel  Code)  (1971)  Requirements  for  Nuclear  Power 

essel  Code)  (1971)  Requirements  for  Nuclear  Power 

rials  in  Nucl/  Std.  for  Selection  and  Training  of  Nuclear  Power 

Std.  for  Selection  and  Training  of  Nuclear  Power 
Rec.  Pract.  for  Hydraulic  Power 
Meth.  of  Measuring  Sound  Generated  by  Hydraulic  Fluid  Power 
ounting  Flanges  and  Shafts  for  Positive  Displacement  Fluid  Power 
Performance  Data  for  Positve  Displacement  Hydraulic  Fluid  Power 
uipment  (1970)  Std.  for  Hydraulic  Power 

Std.  Test  Conditions  and  Procedures  for  Hydraulic  Fluid  Power 
Application  (Guide)  of  Sound  Power 
Fixed  Wirewound  Power 
Std.  for  Low  Voltage  Ac  Power 
requirements  for  Low  Voltage  Power  Circuit  Breakers  and  Ac  Power 
Marine  Diesel  Engines  for  Auxiliary  Power 
Std.  for  Power 

Type  (1970)  Std.  for  Power 

type  (1970)  Std.  for  Power 

Std  for  Power 
Std.  for  Thyristor  Power 
Ignition  System  Test.  Metering  and  Power 
Safety  Std.  for  Marine  Electric  Power 
Std.  for  Power 
Std.  for  Voltage  Ratings  for  Electric  Power 
Rec.  Std.  for  Filtration  for  Hydraulic  Fluid  Power 
Technical  Manual  for  Filtration  for  Hydraulic  Fluid  Power 
ions  of  Terms  for  Automatic  Generation  Control  on  Electric  Power 
Light  Industrial  Tractors  (1967)  Power 
Rec.  Pract.  for  Operating  Requirements  for  Power 
.  Pract.  for  Agricultural  and  Industrial  Tractor  Auxiliary  Power 

Std.  for  540  RPM  Power 
Std.  for  1000  RPM  Power 
Agricultural  Implement  Power 
ral  and  Light  Industrial  Tractors  (1967)  SAE  J722  Power 
Agricultural  (Farm)  and  Industrial  Tractors  Auxiliary  Power 
Operating  Requirements  for  Tractor  Power 
AE  J718  540  RPM  Power 

AE  J719  1000  RPM  Power 

Tractor  and  Farm  Implement  Power 
Rec.  Pract.  Crane  Hoist  Line  Speed  and  Power 
Guide  for  Loading  Oil  Immersed  Distribution  and  Power 
Test  Procedures  for  Verification  of  Maximum  Ratings  of  Power 


Chain  Saws  (1970)  PSMA  W2.1-65 

Chain  Saws  (1970)  PSMA  W3.1-66 

Chain  Weights  ( 1 970)  PSM  A  W 1 . 1  -63 

Circuit  Breakers  and  Ac  Power  Service  Protectors  ANSI  C37.16 

Circuit  Breakers  (1969)  ANSI  C37.28 

Circuit  Breakers  (1970)  /or  Trip  Devices  (Openin  ANSI  C37.17 

Circuit  Breakers  (1971)  NEMA  SG3 

Cycle  (Purity  and  Quality,  Leak  Detection  and  Mea  ASME  PTC19.11 

Cylinders  Pressure  Containing  Components  (1968)  A  NFLDP  T3.6.68.5 

Cyhnders  (1964)  ANSI  B93.1  NFLDP  T3.2.60.1 

Cylinders  (1965)  ANSI  B93. 3  NFLDP  T3.6.67.1 

Cylinders  (1968)  ANSI  B93.8  /Nations  and  Rod  End  NFLDP  T3.6.67.4 

Cylinders  (1969)  ANSI  B93. 15  NFLDP  T3.6.7 

Drive  Lines  for  Agricultural  (Farm)  Implements  An  ASAE  S297T 

Drivelines  for  Agricultural  Implements  and  Tracto  SAE  J955A 

Factor  and  Dielectric  Constant  of  Electrical  Insu  ASTM  D924 

Filters  and  Separators  (1967)  NFLDP  T3. 10.67.3 

Filters  and  Separators  (1968)  NFLDP  T3. 10. 68.4 

Filters  and  Separators  (1969)  NFLDP  T.3.I0.6 

Frequencies  (1969)  /F  Test  for  Dielectric  Breakd  ASTM  D2477 

Frequencies  (1970)  /Kdown  Voltage  and  Dielectric  ASTM  DI49 

Fuses  and  Fuse  Disconnecting  Switches  (1969)  ANSI  C37.46 

Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconn  ANSI  C37.40 

Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconn  ANSI  C37.48 

Fuses,  Fuse  Disconnecting  Switches  and  Accessorie  ANSI  C37.41 

Generating  Stations  (1970)  IEEE  308 

Generating  Stations  (1971)  IEEE  279 

Generating  Stations  (1971)  /Electrical  Penetrati  IEEE  317 

Generators  (1970)  SAE  J162 

Hydraulic  Reservoirs  (1969)  NFLDP  T3. 16.69.2 

Industrial  Type  Air  Line  Pressure  Regulators  (197  NFLDP  T3.12.3 

Installation  on  Boats  (1966)  BIA  126 

Lawn  Mowers  (1968)  ANSI  B71.1 

Motors  (1971)  NFLDP  T3.9.14 

of  Electrical  Resistance  Alloys  (1970)  ANSI  Z155.  ASTM  B77 

of  Nonchromatic  Paints  (1969)  ASTM  D1738 

of  Paints  (1969)  ASTM  D2805 

of  Photographic  Materials  (1969)  ANSI  PH2.33 

of  Piston  Engines  and  Compressors  (Instruments  An  ASME  PTC19.8 

Operated  Dispensing  Devices  for  Flammable  Liquids  UL  87 

Outlets  (1970)  UL  231 

Plant  Component  Supports  (Boiler  and  Pressure  Ves  ASME  BPVCIIINF 

Plant  Components  (Boiler  and  Pressure  Vessel  Code  ASME  BPVCIIIA 

Plant  Components  (Boiler  and  Pressure  Vessel  Code  ASME  BPVCIIIB 

Plant  Components,  for  Classes  1-3  (Boiler  and  Pre  ASME  BPVCIII 

Plant  Components,  Mc  Class  (Boiler  and  Pressure  V  ASME  BPVC 

Plant  Guide  to  Sampling  Airborne  Radioactive  Mate  ANSI  N13.1 

Plant  Personnel  (1971)  ANSI  N18.1 

Pump  Test  Procedure  (1970)  SAE  J745C 

Pump  (1970)  NFLDP  T3.9.70.12 

Pumps  and  Motors  (1966)  ANSI  B93.6  /Nsions  for  M  NFLDP  T3.9.65.1 

Pumps  and  Motors  (1971)  IT.  and  Presenting  Basic  NFLDP  T3.9.17 

Pumps  on  Construction  and  Industrial  Machinery  Eq  SAE  J744C 

Quick  Disconnect  Couplings  (1970)  NFLDP  T3. 20.70.2 

Ratings  for  Ducted  Air  Moving  Devices  (1965)  AMCA  303 

Resistors  (1970)  EIA  RS155B 

Service  Protectors  (1969)  ANSI  C37.29 

Service  Protectors  (1970)  /  Ratings  and  Related  ANSI  C37.16 

Services  (Std.  Pract.)  (1971)  DEMA  MD61 

Steering  Pressure  Hose,  Wire  Braid  (1970)  SAE  J190 

Steering  Pressure  Hose;  High  Volumetric  Expansion  SAE  J188 

Steering  Pressure  Hose;  Low  Volumetric  Expansion  SAE  J191 

Steering  Return  Hose,  Low  Pressure  (1970)  SAE  J189 

Supplies  for  Metal  Rolling  Mill  Main  Drives  (1971  NEMA  PVl 

Supply  Regulation  (1971)  SAE  ARP504A 

Switches  (1964)  UL  1107 

Switchgear  Assemblies  (1971)  NEMA  SG5 

Systems  and  Equipment  (60hz)  (1970)  ANSI  C84.1 

Systems  (1965)  NFLDP  T3. 10.65.1 

Systems  (1965)  NFLDP  T3. 10.65.2 

Systems  (1970)  Std.  Definit  IEEE  94 

Take  Off  Definitions  and  Terminology  for  Farm  and  SAE  J722A 

Take  Off  Drives  (1970)  SAE  J721E 

Take  Off  Drives  (1970)  Rec  SAE  J7I7B 

Take  Off  for  Farm  Tractors  (1970)  SAE  J718D 

Take  Off  for  Farm  Tractors  (1970)  SAE  J719D 

Takeoff  and  Drive  Line  Pedestal  Shafts  (1968)  ASAE  R314 

Takeoff  Definitions  and  Terminology  for  Agricuitu  ASAE  S205.1 

Takeoff  Drives  (1969)  ASAE  R333 

Takeoff  Drives  (1970)  SAE  J721  ASAE  R207.8 

Takeoff  for  Agricultural  (Farm)  Tractors  (1969)  S  ASAE  S203.7 

Takeoff  for  Agricultural  (Farm)  Tractors  (1969)  S  ASAE  S204.6 

Takeoff  Universal  Joint  Drive  Lines  (1970)  ASAE  R331T 

Test  Code  (1969)  SAE  J820 

Transformers  (1962)  ANSI  C57.92 

Transistors  (1967)  EU  JED65 


Office  of  Engineering  and  Information  Processing  Standards 


275 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


HerU,  3  Phase  4  Wire/ 


cl/ 


70) 


Requirements  of  Separable  Fluid  Power  Tube  Fittings  (1970) 

Rcc.  Pract.  for  Ground  Electrical  Power  Unit,  Transportable  1 13/200  Volt  Ac  (Nominal)  400 

Guide  for  Pulse  Rating  Low  Power  Vacuum  Tubes  (1963) 

ns  for  Mounting  Surfaces  of  Sub  Plate  Type  Hydraulic  Fluid  Power  Valves  (1968)  ANSI  B93.7  Std.  Dimensio 

Symbols  for  Marking  Klectrical  Leads  and  Ports  on  Fluid  Power  Valves  (1968)  ANSI  B93  9 

Glossary  of  Terms  for  Fluid  Power  (1970)  ANSI  B93.2 

Shear  Adhesion  Test  Meth.  (Holding  Power)  of  Pressure  Sensitive  Tape  (1966) 

requirements.  Terminology,  and  Test  Code  for  Distribution,  Power,  and  Regulating  Transformers,  and  Reactors  Other 

Fluid  Power,  Hydraulic  and  Pneumatic  (1964) 

Safety  Std,  for  Performance  Requirements  for  Stopping  Power,  Traction  and  Steering  Stability  for  Regular  Bicy 

Self  Powered  Electric  Warning  Lights  for  Farms  (1970) 

Load  Handling  Controls  for  Powered  Industrial  Trucks  and  Tractors  (1970) 

Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1967) 

Safety  Std.  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1970) 

Safety  Std.  for  Electric  Battery  Powered  Industrial  Trucks  (1971) 

e  Designations,  Areas  of  Use.  Maintenance  and  Operation  of  Powered  Industrial  Trucks  (1971 )  ANSI  B56.2  /.  for  Typ 

Brakes,  Electric  and  Internal  Combustion  Powcn  d  Industrial  Trucks,  Sit  Down  Rider  Type  (1965) 

Brakes,  Electric  and  Internal  Combustion  Powered  Industrial  Trucks,  Stand  Up  Rider  Type  (1965) 

(Powered  Industrial)  Truck  Hook  Type  Fork  Mounting  (1966 

he  Measurement  of  Fuel  Evaporative  Emissions  From  Gasoline  Powered  Passenger  Cars  and  Light  Trucks  Using  the  Encio 

he  Measurement  of  Fuel  Evaporative  Emissions  From  Gasoline  Powered  Passenger  Cars  and  Light  Trucks  (1970)  /  for  T 

Std.  Safety  Requirements  for  Powered  Platforms  for  Exterior  Building  Maintenance  (19 

Std.  for  Gas  Engine  Powered  Summer  Air  Conditioning  Appliances  (1969) 

Internal  Combustion  Powered  Trucks.  Sit  Down  Rider  Type  (1966) 


Controls; 
Controls; 


Rec.  Pract.  for  Electric  Battery 
Rec.  Pract.  and  Standards  Covering  Safe 
Tent.  Spec,  for  Fly  Ash  and  Raw  or  Calcined  Natural 


Internal  Combustion  Powered  Trucks,  Stand  Up  Rider  Type  (19661 


Powered  Vehicle  Test  Procedure  (1971) 
Powering  of  Small  Boats  (1970) 

Pozzolans  for  Use  in  Portland  Cement  Concrete  (1971t) 


Std.  Spec,  for  Fly  Ash  and  Other  Po/zolans  for  Use  with  Lime  (1969) 


ification.  Definitions,  Materials  and  Measuring  Meth.  (and 
Marine  Diesel  Engine  Control  Rooms  (Std. 
Marine  Diesel  Engine  Vibration  (Std. 
Marine  Diesel  Engine  Foundations  and  Seatings  (Std. 
Marine  Diesel  Engine  Air  Intake  and  F^xhaust  Systems  (Std. 
Marine  Diesel  Engine  Assembly  and  Equipment  (Std. 

Marine  Diesel  Engine  Starting  Systems  (Std. 
Marine  Diesel  Engine  Cooling  Water  Systems  (Std. 
Marine  Diesel  Engine  Lubricating  Oil  Systems  (Std. 

Marine  Diesel  Engine  Fuel  Oil  Systems  (Std. 
Marine  Diesel  Engine  Fuel  Oil  Characteristics  (Std. 
Marine  Diesel  Engine  Erection  and  Installation  (Std. 
Marine  Diesel  Engine  Operation  and  Maintenance  (Std. 

Marine  Diesel  Engine  Applications  (Std. 
Marine  Diesel  Engine  Electric  Drive  Systems  (Std. 
Marine  Diesel  Engines  for  Auxiliary  Power  Services  (Std. 
Marine  Diesel  Engine  Scavenging  and  Supercharging  (Std. 
Marine  Diesel  Engine  Ratings  and  Performance  (Std. 
ne  Diesel  Engine  Governors  and  Speed  Control  Systems  (Std. 
e  Diesel  Engine  Classification  and  Marine  Inspection  (Std. 
diesel  Engine  Machinery  and  Engine  Room  Arrangements  (Std. 
ngine  Combustion  Chambers  and  Fuel  Injection  Systems  (Std. 


Pract.)  for  Unassembled  Gears  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract  )  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 
Pract.)  (1971) 


Gear  Class 


Mari 
Marin 
Marine 
Marine  Diesel  E 


Rec.  Guide  Spec,  for  Pre  Engineered  Metal  Buildings  (1969) 
Std.  for  Underground  Steel  Tanks  with  Pre  Engineered,  20  Year  Protection  Against  Exterior  Cor 
Std.  for  Reinforced  (Pre  Library  Bound)  New  Books  (1939) 

Pre  Marketing  Check  List  for  Aerosol  and  Aerated  Produc 
Pre  Marketing  Check  List  for  Food  Aerosols  Only  (1971) 
Spec,  for  Mo-Sai  (Precast  Concrete)  (1970) 
Spec,  for  Design  Tables  for  Precast  Prestressed  Box  Girders  for  Railway  Bridges  (19 
Std.  Spec,  for  Precast  Reinforced  Concrete  Manhole  Sections  (1969) 
Precast,  Prestressed  Concrete  (1970) 

Precautionary  Notes  in  Regard  to  Microwave  Radiation  Fr 
Precautions  in  the  Management  of  Patients  Who  Have  Rece 
Precautions  (1970) 
Precipitated  Chalk  (1962) 

Precipitation  Heat  Treated  (1966)  /Acuum  Induction  Mel 


rosion  (1970) 


ts  (1971) 


69) 

Structural  Deck  (Roofing) 
om  Electron  Tubes  (1969)  Rec.  Warning  Label  and 

ived  Therapeutic  Amounts  of  Radionuclides  (1970)  Rec. 

Std  on  Airport  Ramp  Fire  Hazard  Classifications  and 


ted  1825-1900f  (996. 1-1037. 8c)  Solution,  Stabihzation  and 
Aluminum  Alloy  Castings,  Investment  7.05.-0.3mg(356-T5 1 )  Precipitation  Heat  Treated  (1970) 
agnesium  Alloy  Castings,  Sand  4.2zn-l  .2ce-0.7zr  (Ze41a-T5)  Precipitation  Heat  Treated  (1970) 
Titanium  Alloy  Bars  6al-25n-4zr-2mo  Solution  and  Precipitation  Heat  Treated  (1970) 
ted  1825-1900  (996. 1 -1037.8c)  Solution,  Stabilization,  and  Precipitation  Heat  Treated  (1970) 
ted  1825-1900  (996. 1 ■1037.8c)  Solution.  Stabilization,  and  Precipitation  Heat  Treated  (1970) 
duction  Melted  1975f  (1079.4c)  Solution,  Stabilization  and  Precipitation  Heat  Treated  (1970) 
Hoy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Solution  and  Precipitation  Heat  Treated  (1970) 
Spec,  for  Aluminum  Alloy  Die  Forgings.  Solution  and  Precipitation  Heal  Treated  (1971) 
um  Alloy  Bars.  Forgings.  and  Rings.  6al  -  4v.  Solution  and  Precipitation  Heat  Treated  (1971) 
um  Alloy  Bars  and  Rings.  6al  -  2sn  -  4zr-2mo.  Solution  and  Precipitation  Heat  Treated  (1971) 
sion  and  Heat  Resistant.  1650f  Solution  Heat  and  Partially  Precipitation  Heat  Treated  (1971) 
ction  Melted.  1750  F  (954.4c)  Solution,  Stabilization,  and  Precipitation  Heat  Treated  (1971) 
ble  Electrode  Melted  1650  F  (898.9  C)  Solution  Treated  and  Precipitation  Heat  Treated  (1971) 

roll  Threaded.  2050f  (Il21.lc)  Solution  and  1650f  (898.9c)  Precipitation  Heat  Treatment  (1970) 
istic  Groups  in  Rubber  Extender  and  Processing  Oils  by  the  Precipitation  Meth.  (1970)  ANSI  Zl  1.179 
Meth.  for  Cellulose  Chain  Length  Uniformity  by  Fractional  Precipitation  of  Cellulose  Nitrates  (1963) 
d.  Heat  Treated.  Roll  Threaded  1800f  (982.2c)  Solution  and  Precipitation  Treated  (1967) 
Titanium  Bars  and  Forgings  7al-4mo  Solution  and  Precipitation  Treated  (1970) 
d  Heat  Resistant.  Heat  Treated.  Roll  Threaded  Solution  and  Precipitation  Treated  (1970) 

Terminology  for  Electrostatic  Precipitators  (1964) 
mance  Guarantee  Determinations  as  Related  to  Electrostatic  Precipitators  (1965) 


/Acuum  Induction  Mel 
/Acuum  Induction  Mel 
/Ctrode  or  Vacuum  in 
/Pec.  for  Titanium  A 

Spec,  for  Titani 
Spec,  for  Titani 
/Ivets.  Steel.  Corro 
/Rode  or  Vacuum  Indu 
/Ti  -  0.30v)  Consuma 
/Ed.  Heat  Treated 
/for  Character 

/T  Resistant.  Upset  Heade 

/Ews.  Steel.  Corrosion  An 

Criteria  for  Perfor 


NFLDP 

SAE 
EIA 

NFLDP 

NFLDP 

NFLDP 

PSTC 

ANSI 

RWMA 

BMA 

ASAE 

ITA 

ITA 

UL 

UL 

NFPA 

ITA 

ITA 

ITA 

SAE 

SAE 

ANSI 

ANSI 

ITA 

ITA 

SAE 

ABYC 

ASTM 

ASTM 

AG  MA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

DEMA 

MBMA 

STI 

ALA 

CSMA 

CSMA 

MOSAI 

AREA 

ASTM 

NRCA 

EIA 

NCRPM 

NFPA 

CTFA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

TAPPI 

SAE 

SAE 

SAE 

IGCI 

IGCI 


T3.8.70.2 
ARPl  148 
JED4I 

T3.5.65.1 
T3.5.68.2 
T2.1 
7 

C57.1220 

16-1.11 

6/3 

S216 

2A1-2 

6A1-E3 

558 

583 

505 

3C1 

3D1 

7A-D1 

J171 

J170 

A120.1 

Z21.40.2 

2D1 

2EI 

J227 

Pll 

C618 

C593 

390.03 

MDIOI 

MD103 

MDl  1 1 

MD115 

MD12 

MD122 

MD13I  • 

MD138  . 

MDl  53 

MD171 

MD181 

MD186 

MD26 

MD43 

MD61 

MD73 

MD8 

MD88 

MD19 

MD69 

MD84 

•I 

♦3 

♦3 

AG'29 
AG*30 
•1 

8-17-39 

C478 

*2-I5 

JED71 

R37 

411 

II 

AMS5704A 

AMS426IA 

AMS4439 

AMS4975A 

AMS5706D 

AMS5707C 

AMS5709A 

AMS4979 

AMS4148 

AMS4965B 

AMS4975B 

AMS7235A 

AMS5703 

AMS5737E 

AMS7469A 

D2006 

T238 

AMS7477B 

AMS4970C 

AMS7478G 

EPl 

EP3 
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Pilot  (Working  Model)  Electrostatic 
red  for  the  Preparation  of  Bidding  Spec,  for  Electrostatic 
roperty  of  a  Mater/  Std.  Rec.  Pract.  for  Use  of  the  Terms 

is  (1970)  Tent.  Rec.  Pract.  for  Statements  on 

Fixed  Film  Resistors; 
Std.  Requirements  for  Instrument 
Std.  Spec,  for 
Std.  for  Packaging  of 

Combustion  of  Hydrocarbon  Fuels  by  Bomb  Calorimeter  (High 

Rec.  Pract.  for 
Rec.  Pract.  for  Determination  of 
St  for  Temperature  Resistance  Constants  of  Alloy  Wires  for 
ure  Resistance  Constants  of  Sheet  Materials  for  Shunts  and 

Std.  for 

terials  (1971)  Tent.  Rec.  Pract.  for  Preparing 

Std.  Wirewound, 

al  Analysis  of  Ores,  Minerals,  and  Rocks  by  the  Fire  Assay 
Bedding  Compounds  on  Metal  Sash  (1967)  Std.  Meth.  of 

sed  Type)  (1969)  Std.  Spec,  for 

erts  and  Underdrains  (1969)  Spec,  for 

nt  and  Pipe  Operating  at  Temperatur/  Std.  Rec.  Pract.  for 

tallic  Bathtubs  (1969) 

eth.  of  Test  for  Crystallographic  Perfection  of  Silicon  by 
Industrial  Pneumatic  Tire  List  (Trucks) 
Industrial  Pneumatic  Truck  Tire  List, 
Rec.  Pract.  for 

(1969)  Std.  for 

age  Power  Circuit  Breakers  and  Ac  Power  Service  Protecto/ 
rated  on  a  Total  Current  Basis  (19/  Std.  for  Schedules  of 

oustical  Levels  (1969)  Std. 
t (1970) 

.6  Std.  Meth.  of  Test  for  Compressive  Strength  of 

Spec,  for  Nonskinning,  Nonresilient 
Spec,  for  Nonskinning  Resilient 
Tent.  Spec,  for  Lubricant  for  Installation  of 
ete  (1967)  Std.  Spec,  for 

us  Type)  (1970)  Std.  Spec,  for 

Std.  Test  Meth.  for 

nd  Structural  Construction  (Nonextruding  /  Std.  Spec,  for 

ion  in  Sheet  and  Tubular  Form  (1970)  Std.  Spec,  for 

Std.  Spec,  for  Cellular  Elastomeric 
oncrele  Pavements  (1969)  Std.  Spec,  for 

Rec.  Std.  for 
Staple  Wire, 
Packing, 
Packing, 

97  Rubber,  75  Shore  0-Ring  (1970)  Packing, 
97  Rubber,  90  Shore,  0-Ring  (1970)  Packing, 
dimensional  and  Electrical  Characteristics  of  40  Watt  T  12 

Rec.  Pract.  for 

r  Printed  Circuit  Boards  (1970)  Std.  Spec,  for 

ssure  Vessels  (Appendix  1)  (1971)  Suggested  Meth.  of 

opper  Highway  Vehicles  for  Transport  of  Dry  Bui/  Rec.  for 

s  Piping  and  Gas  Equipment  on  Industrial  and  Certain  Other 
Std.  Meth.  of  Sampling  and  Test. 
1966)  Std.  for  End 

(1960)  Std.  for 

omponents  (1971)  Std. 

Welding  (1969)  Std.  for  End 

)  ANSI  Jl.l  Std.  Meth.  of  Compound  and  Sample 

70)  Rec.  Safe  Pract.  in  Sand 

arnish.  Lacquer,  and  Related  Products  (R19/  Std.  Meth.  of 

the  Zincate  Process  (1968)  ANSI  G53.I2  Rec.  Pract.  for 

970)  ANSI  G53. 13  Rec.  Pract.  for 

(1969)  Rec.  Pract.  for 

ators  (1968)  Information  Required  for  the 

Reagents  (1971)  Std.  Meth.  of 

s  for  Test  (1970)  Std.  Spec,  for  Dry 

Std.  Meth.  of  Wet 
Std.  for 
Std.  for 
Std.  Test  Meth.  for 
Rec.  Pract.  for 
Rec.  Pract.  for  the 
td.  for  the  Determination  by  Atomic  Absorption  of  the  Chi 
tablets  (1968)  Meth.  for 

Determination  of  Soil  Constants  (196/  Std.  Meth.  for  Wet 

s  (1968)  Test  Meth.  for  the 

nding  (1969)  Rec.  Pract.  for 

9)  Std.  for 

on  of  Insulation  Systems  for  Electric  Equi/  Guide  for  the 

Std.  for  the  Prevention  of  Dust  Explosions  in  Coal 

Surface 

M  D2200  Pictorial  Surface 

anual  of  Practice  on  Construction  Spec,  and  Their  Meth.  of 


n  of  Fatty  Acid  Composition  by  Gas  CI 
ulbs  (1962) 


Precipitators  (1968)  IGCI  EP6 

Precipitators  (1968)  Information  Requi  IGCI  EPS 

Precision  and  Accuracy  as  Applied  to  Measurement  of  a  P  ASTM  E177 

Precision  and  Accuracy  in  Test  Meth.  of  Textile  Materia  ASTM  D2906T 

Precision  and  Semiprecision  (1970)  EIA  RS196A 

Precision  Ball  Bearings  (1969)  ANSI  B3.10  AFBMA  12 

Precision  Electroformed  Sieves  (1970)  ASTM  E16I 

Precision  Machined  Items  (1971)  NSA  3434 

Precision  Meth.)  (1970)  ANSI  Zn. 192  /Test  for  Heat  of  ASTM  D2382 

Precision  Motor  Tachometer  Generator  (1970)  SAE  ARP667 

Precision  of  Meth.  of  Committee  D-19  on  Water  (1970)  ASTM  D2777 

Precision  Resistors  (1970)  ANSI  Zl  55.6  /D.  Meth.  of  Te  ASTM  B84 

Precision  Resistors  (1970)  ANSI  Z155.8  /T  for  Temperat  ASTM  B114 

Precision  Statement  for  Test  Meth.  (1969)  TAPPI  T1206 

Precision  Statements  for  Test  Meth.  for  Construction  Ma  ASTM  C670 

Precision  Variable  Resistors  (Potentiometers)  (1971)  EIA  RS391 

Preconcentration  Spark  Technique  (1971)  /Spectrochemic  ASTM  E400 

Predicting  the  Effect  of  Weathering  on  Face  Glazing  and  ASTM  D2249 

Prefabricated  Asphalt  Canal,  Ditch,  or  Pond  Liner  (Expo  ASTM  D2643 

Prefabricated  Corrugated  Steel  Pipe  and  Arches  for  Culv  AREA  1-4-6 

Prefabricated  Reflective  Insulation  Systems  for  Equipme  ASTM  C667 

Prefabricated  Shower  Receptors,  Shower  Stalls  and  Nonme  lAPMO  PSll 

Preferential  Etch  Techniques  (1970)  Std.  M  ASTM  F47 

Preferred  and  Future  Design  (1966)  ITA  9F1-2 

Preferred  and  Future  Design  (1966)  ITA  9F2 

Preferred  Axle  Track  for  102  In.  Wide  Trailers  (1970)  TTMA  RP30-70 

Preferred  Diameters  for  Round  Wire  0.500  In.  and  Under  ANSI  B32.2 

Preferred  Ratings  and  Related  Requirements  for  Low  Volt  ANSI  C37.I6 

Preferred  Ratings  for  Ac  High  Voltage  Circuit  Breakers  ANSI  C37.6 

Preferred  Reference  Quantities  (and  Definitions)  for  Ac  ANSI  SI. 8 

Preferred  Values  for  Components  for  Electronic  Equipmen  EIA  RS385 

Preformed  Block  Type  Thermal  Insulation  (1970)  ANSI  Z98  ASTM  C165 

Preformed  Compounds  (for  Sealants  in  Buildings)  (1968)  NAAMMSS-IC 

Preformed  Compounds  (Sealants)  (1968)  NAAMMSS-IB 

Preformed  Compression  Seals  in  Concrete  Pavements  (1969  ASTM  D2835T 

Preformed  Elastomeric  Compression  Joint  Seals  for  Concr  AASHO  M220 

Preformed  Expansion  Joint  Filler  for  Concrete  (Bitumino  AASHO  M33 

Preformed  Expansion  Joint  Filler  for  Concrete  (1949)  AASHO  T42 

Preformed  Expansion  Joint  Fillers  for  Concrete  Paving  A  ASTM  D1751 

Preformed  Flexible  Elastomeric  Cellular  Thermal  Insulat  ASTM  C534 

Preformed  Gasket  and  Sealing  Material  (1970)  ASTM  C509 

Preformed  Polychloroprene  Elastomeric  Joint  Seals  for  C  ASTM  D2628 

Preformed  Staple  Wire  (1970)  SWA  •71 

Preformed,  Flat  (1962)  SWA  '140 

Preformed,  Mil-R-25897  Rubber,  75  Shore,  0-Ring  (1970)  NSA  1593 

Preformed,  Mil-R-25897  Rubber,  90  Shore,  0-Ring  (1970)  NSA  1594 

Preformed,  Straight  Thread  Tube  Fitting  Boss,  Mil-R-258  NSA  1595 

Preformed,  Straight  Thread  Tube  Fitting  Boss,  Mil-R-258  NSA  1596 

Preheat  Start  Fluorescent  Lamp  (1961)  Std.  ANSI  C78.408 

Preignition  Rating  of  Spark  Plugs  (1970)  SAE  J549A 

Preimpregnaled,  B-Stage  Epoxy  Glass  Cloth  for  Multilaye  IPC  LllOA 

Preliminary  Design  of  Fiberglass  Reinforced  Plastic  Pre  ASME  BPVCXl 

Preloading  Inspection  of  Single  Compartment  Pneumatic  H  MCA  TC14 

Premises  (1969)  ANSI  Z83.1  /for  the  Installation  of  Ga  NFPA  54A 

Premolded  Asphalt  Plank  (1938)  AASHO  T77 

Preparation  and  Machined  Backing  Rings  for  Butt  Welds  PFI  ESI 

Preparation  and  Standardization  of  Volumetric  Solutions  TAPPI  T610 

Preparation  for  Delivery  of  Electrical  and  Electronic  C  EIA  RS383 

Preparation  for  Manual  Inert  Gas  Tungsten  Arc  Root  Pass  PFI  ES21 

Preparation  for  Physical  Test,  of  Rubber  Products  (1971  ASTM  D15 

Preparation  Molding  and  Coremaking  in  Metal  Casting  (19  AFS  2 

Preparation  of  Aluminum  Alloy  Panels  for  Test.  Paint,  V  ASTM  D1733 

Preparation  of  Analytical  Reagents  (1961)  FI  6 

Preparation  of  and  Electroplating  on  Aluminum  Alloys  by  ASTM  B253 

Preparation  of  and  Electroplating  on  Stainless  Steel  (1  ASTM  B254 

Preparation  of  Bar  and  Rod  Specimens  for  Adhesion  Tests  ASTM  D2094 

Preparation  of  Bidding  Spec,  tor  Electrostatic  Precipit  IGCI  EP5 

Preparation  of  Common  Types  of  Distilled  Water  and  Desk  APHA  '2-0001 

Preparation  of  Disturbed  Soil  and  Soil  Aggregate  Sample  AASHO  T87 

Preparation  of  Disturbed  Soil  Samples  for  Test  (1949)  AASHO  T146 

Preparation  of  Extractive  Free  Wood  (1959)  TAPPI  T12 

Preparation  of  Liquid  Analytical  Reagents  (1958)  TAPPI  T606 

Preparation  of  Methyl  Esters  From  Oils  for  Determinatio  ASTM  D2800 

Preparation  of  Outline  Drawing  of  Electron  Tube  Glass  B  EIA  JED24 

Preparation  of  Owner's  Manuals  (Boats)  (1970)  ABYC  S2 

Preparation  of  Potassium  Dichromate  Solutions  Used  as  S  ABFLO  B-14 

Preparation  of  Reference  High  Reflectance  White  Powder  TAPPI  T672 

Preparation  of  Soil  Samples  for  Grain  Size  Analysis  and  ASTM  D2217 

Preparation  of  Spec,  for  Aqueous  Emulsion  Floor  Polishe  CSMA  122 

Preparation  of  Surfaces  of  Plastic  Prior  to  Adhesive  Bo  ASTM  D2093 

Preparation  of  TAPPI  Standards  and  Suggested  Meth.  (196  TAPPI  T1207 

Preparation  of  Test  Procedures  for  the  Thermal  Evaluati  IEEE  99 

Preparation  Plants  (1971)  ANSI  Z12.7  NFPA  653 

Preparation  Spec,  for  Steel  Structures  (1971)  SSPC  SP-0 

Preparation  Std.  for  Painting  Steel  Surfaces  (1967)  AST  SSPC  VISl 

Preparation  (1970)  CSI  MP 


Office  of  Engineering  and  Information  Processing  Standards 


277 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


y  Std.  for  Regular  Bicycles  Including  Selection,  Purchase, 
egnated  with  a  Liquid  Dielectric  (1969)  Std.  Meth.  for 

Std.  Meth.  of 

fleeted  Light  (1969)  Tent.  Meth.  of 

Finishes  (R1969)  Std.  Meth.  of  Making  and 

Tent.  Spec,  for  Volatile  Petroleum  Solvent  (LPG)  for 
ruction  Materials  (1971)  Tent.  Rec.  Pract.  for 

SI  Z30.7  Std.  Meth.  for 

Std.  for  Sampling  and 
Rec.  Pract.  tor  Gas  Turbine  Engine  Status  Performance 

Rec.  Pract.  for 
Std  Meth.  for  Analysis  and 
ype  Stages  (1968)  Rec.  Lighting  for  Theatrical 

treated  Southern  Pine  (1970)  Rec. 

Std.  Test  Meth.  for  Moisture  and  Creosote  Type 
970)  Std  for  Water  Repellent 

Std.  for  Creosote  Pentachlorophenol  Wood 
Wood  Used  on  Farms 
Std.  for  Lumber,  Timbers,  Bridge  Ties  and  Mine  Ties 
Std.  for  Pole  Building  Construction 
Std.  for  Sawn  Crossarms 
Std.  for  Poles 
Std.  for  Cross  Ties  and  Switch  Ties 
Std.  for  All  Timber  Products 
ss  (1971)  Lodgepole  Pine  Poles 

rmal  Process,  Western  Red  Cedar.  Northern  White/  Std.  for 

(1970) 

yellow  Cedar  Poles  (1971)  Full  Length  Thermal  Process 

s(I971)  Std.  for 

Packaging  Std.  for  an  Item  in  a  Wrap.  Greaseproof,  with 
treatment  of  Wood  Piling  Pressure  Treated  with  Water  Borne 
Std.  Meth.  for  Analysis  of  Water  Borne  Wood 
Trade  Names  of  Water  Borne  Wood 
Std.  Meth.  for  Determining  Penetration  of  Wood 
er  (19671  Std.  Spec,  for 

Std.  Method  for  the  Determination  of  Oil  Type 
Std.  Meth.  of  Evaluating  Wood 
Std.  Meth.  of  Test.  Wood 
umber  Timber  and  Plywood  Pressure  Treated  with  Water  Borne 
mber.  Timber  and  Plywood  Pressure  Treated  with  Water  Borne 
mber.  Timber  and  Plywood  Pressure  Treated  with  Water  Borne 
e  Specimens/  Std.  Meth.  of  Accelerated  Evaluation  of  Wood 

Std.  Melh.  of  Test  for  Rust  Protection  by  Metal 
ommercial  Building  Poles  Pressure  Treated  with  Water  Borne 
Std  Meth.  for  Analysis  of  Creosote  and  Oil  Type  Wood 
Std.  Meth.  for  Analysis  of  Oil  Borne  Wood 
Std.  for  Water  Borne 
Std.  for  Hydrocarbon  Solvents  for  Oil  Borne 
.  for  Packaging  of  Items  with  Wrap.  Greaseproof,  Requiring 

Std.  for  Pressure 

(1971)  Std.  Spec,  for  Concentrated,  Ammonia 

Std.  Quality  Control  Procedures  for  Wood 
geability  of  Disk  Halves  for  Agricultural  (Farm)  Equipment 
Suggested  Meth.  for  the  Porosity  Measurement  of 
Punch  Guide  Bushings;  Variable, 
Std.  for  Die  Buttons;  Basic  Taper  Relief, 
Std.  for  Die  Buttons;  Basic  Straight  Relief. 

Std.  for  Die  Buttons;  Variable. 
Std.  for  Bushing  Plain. 

Std.  for 

Three  Phase  Direct  Energy  Spot  Welders. 

Agricultural  Planter 

imensional  Changes  in  Automatic  Home  Laundering  of  Durable 
Tangential  Pull  Factors,  Implement,  Log  Skidders,  Planter 


irements  and  Test  Procedures  (1970)  Rec.  Pract.  for 

Std.  Spec,  for  Copper  and  Copper  Alloy  Die  Forgings  (Hot 
t  Galvanized)  Coatings  on  Products  Fabricated  From  Rolled. 

Stretch 

meth.  for  Colorfastness  of  Textiles  to  Dry  Heat  (Excluding 

Std.  Meth.  of 

on  Subsonic  Aircraft  (1971) 

for  Leaded  Carbon  Steel  Forged  Pipe  Flanges  and  Parts  for 
s  (1966)  Std.  Test  Meth.  for  Determination  of  Expansion 

ec.  and  Tests  for  Piezoelectric  (Including  Ferro  Electric) 
.  Spec,  for  Carbon  and  Alloy  Steel  Nuts  for  Bolts  for  High 
1968)  Rec.  Service  (Design)  Factors  for 

rformance  Requirements  for  Reduced  Pressure  Principle  Back 
(1970)  Std.  Meth.  of  Test  for 

(1970)  Meth.  for  Determining 

Std.  for  Regulator  Oxygen,  Diluter  Demand  Automatic 
continuity  of  Quality  of  Electrical  Insulating  Oil  for  Low 

Std.  for  Low 

ng  Boilers  (1971) 


Preparation,  Maintenance  and  Rules  of  the  Road  (1970)  BMA 

Preparing  and  Electrical  Test,  of  Insulating  Paper  Impr  ASTM 

Preparing  Coal  Samples  for  Analysis  (1968)  ASTM 

Preparing  Coal  Samples  for  Microscopical  Analysis  by  Re  ASTM 

Preparing  Concrete  and  Masonry  Panels  for  Testing  Paint  ASTM 

Preparing  Pentachlorophenol  Solutions  (1968)  ASTM 

Preparing  Precision  Statements  for  Test  Meth.  for  Const  ASTM 

Preparing  Quantitative  Pole  Figures  of  Metals  (1969)  AN  ASTM 

Preparing  Wood  for  Analysis  (1959)  TAPPI 

Presentation  for  Digital  Computer  Programs  (1971)  SAE 

Presentation  of  Phase  Diagrams  (1969)  ASTM 

Presentation  of  Shock  and  Vibration  Data  (1971)  ANSI 

Presentations  on  Educational  and  Community  Proscenium  T  lES 

Preservative  and  Quality  Control  Programs  for  Pressure  SFPA 

Preservative  in  Wood  (1970)  ASTM 

Preservative  Non  Pressure  Treatment  of  Wood  Millwork  (I  NWMA 

Preservative  Solution  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  ( 1 970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1970)  AWPA 

Preservative  Treatment  by  Pressure  Processes  (1971)  AWPA 

Preservative  Treatment  by  the  Full  Length  Thermal  Proce  AWPA 

Preservative  Treatment  of  Incised  Pole  Butts  by  the  the  AWPA 

Preservative  Treatment  of  Plywood  by  Pressure  Processes  AWPA 

Preservative  Treatment  of  Western  Red  Cedar  and  Alaska  AWPA 

Preservative  Treatment  (for  Posts)  by  Pressure  Processe  AWPA 

Preservative,  Individual  Box  (1971)  NSA 

Preservatives  and  Creosote  for  Use  in  Marine  Waters  (19  AWPI 

Preservatives  and  Fire  Retardant  Formulations  (1971)  AWPA 

Preservatives  and  Fire  Retardant  Formulations  (197!)  AWPA 

Preservatives  and  Fire  Retardants  (1971)  AWPA 

Preservatives  and  Pressure  Treatment  Processes  for  Timb  AASHO 

Preservatives  and  Water  in  Wood  (1970)  AWPA 

Preservatives  by  Field  Tests  with  Stakes  (1970)  ASTM 

Preservatives  by  Laboratory  Soil  Block  Cultures  (1970)  ASTM 
Preservatives  for  Above  Ground  Use  (1967)  /  Softwood  L  AWPI 
Preservatives  for  Above  Ground  Use  (1971)  /Softwood  Lu  AWPB 
Preservatives  for  Ground  Contact  Use  (1971)             /Ftwood  Lu  AWPB 

Preservatives  for  Marine  Services  by  Means  of  Small  Siz  ASTM 

Preservatives  in  the  Humidity  Cabinet  (1970)  ASTM 
Preservatives  (1969)                           Std.  for  Residential  and  C  AWPI 

Preservatives  (1971)  AWPA 

Preservatives  (1971)  AWPA 

Preservatives  (1971)  AWPA 

Preservatives  (1971)  AWPA 
Preservatives  (1971)                                                            Std  NSA 

Preserved  Wood  for  Highway  Construction  (1970)  AWPA 

Preserved.  Creamed  and  Centrifuged  Natural  Rubber  Latex  ASTM 

Preserving  Plants  (1970)  AWPA 
Press  and  Gage  Wheels  (1970)                                     Interchan  ASAE 

Press  Felts  on  the  Paper  Machine  (Hspt)  (1971)  TAPPI 

Press  Fit  (1969)  ANSI 

Press  Fit  (1970)  ANSI 

Press  Fit  (1970)  ANSI 

Press  Fit  (1970)  ANSI 

Press  Fit.  Bronze  (1970)  NSA 

Press  Hydraulic.  Direct  Acting  Internal  Expansion  (1970  NSA 

Press  Type.  Air  Operated  (1954)  RWMA 

Press  Type,  Spot  and  Projection  Welder  (1964)  RWMA 

Press  Wheel  Tires  (1966)  ASAE 

Press  Woven  or  Knit  Fabrics  (1970)  AATCC 
Press,  Garden  Tractors  (1971)                  /lal  Vehicles:  Tractors,  TRA 

Pressed  on  Hi  Load  Cushion  Solid  Truck  Tire  List  (1964)  ITA 

Pressed  on  Std.  Solid  Truck  Tires  (1964)  ITA 

Pressed  Steel  Wheels.  (Passenger  Cars)  Performance  Requ  SAE 

Pressed)  (1969)  ASTM 

Pressed,  and  Forged  Steel  Shapes,  Plates,  Bars,  and  Str  ASTM 

Presses  Airframe,  Sheet  and  Extrusion  (1970)  NSA 
Pressmg)  (1971)                                                            Test  AATCC 

Pressurant  Gas  Sampling  for  Gaseous  Analysis  (1970)  ASTM 

Pressure  Altimeter  System  Minimum  Safe  Performance  Std.  SAE 
Pressure  and  General  Service  (1968)                           Std.  Spec.  ASTM 

Pressure  and  Resistance  Value  of  Soils  and  Soil  Mixture  AASHO 
Pressure  and  Sound  Pressure  Transducers  (1969)               /Td.  Sp  ISA 
Pressure  and  Temperature  Service  (1969)  ANSI  E38.1              /Td  ASTM 

Pressure  Applications  of  Thermoplastic  Pipe  Matenals  SPI 
Pressure  Backflow  Preventers  (1971)                                      Pe  ASSE 

Pressure  Blocking  Point  of  Petroleum  Wax  and  Wax  Blends  ASTM 

Pressure  Blocking  Point  of  Petroleum  Wax  and  Wax  Blends  TAPPI 

Pressure  Breathing  (1970)  SAE 
Pressure  Cable  Systems  (R1969)  ANSI  C59.69              /Spec,  for  ASTM 

Pressure  Carbon  Dioxide  Systems  at  Consumer  Sites  (1970  CGA 

Pressure  Code  for  Relieving  Devices  for  Safety  of  Heati  ASME 
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D2013 
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y  Operated)  (1971)  Sid.  for  Bolted 

atures  (1968)  Std.  Spec,  for  Ductile  Iron  for 

pressure  Rating  Meth.  of  Square  Head  Fluid  Power  Cylinders 
Service  (1969)  /  Std.  Spec,  for  Alloy  Steel  Castings  for 

r  Units  (1970)  Performance  Test  Code  for 

Std.  for  Fabrication  and  Installation  of  High 
Rapid  Meth.  for 

or  Windows,  Curtain  Walls,  and  Doors  by  Uniform  Static  Air 
bulk  Chemicals  and  Plastics  (1970)  Rec.  for 

cililies  for  Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in 
products  (1971)  Meth.  for  Determining 

970)  Std.  Meth.  of  Test  for  Minimum 

Std,  for  Power  Steering 
Std.  for  Power  Steering 
Std.  for  Power  Steering 
Welded,  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304)  High 
rence  Sheet  for  the  Measurement  of  the  Time  Averaged  Vapor 
t  Contact  Surfac/  Accepted  Pract.  for  Supplying  Air  Under 

Meth.  for  the  Measurement  of 
Meth.  for 

.  of  Test  for  Air  Content  of  Freshly  Mixed  Concrete  by  the 
ion  of  Moisture  in  Soils  by  Means  of  a  Calcium  Carbide  Gas 
Std.  Meth.  of  Test  for  Resistance  R  Value  and  Expansion 
Std.  Test.  Procedure  for  the  End  Blow  Off 
nt.  Meth.  of  Test  for  Oxidation  Characteristics  of  Extreme 

Std.  for  High 
Std.  for  Valves,  High 
Std.  Spec,  for  Reinforced  Concrete  Low  Head 
Std.  Spec,  for  Asbestos  Cement 
Rec.  Pract.  for  Underground  Installation  of  Thermoplastic 
and  Spec.  Applicable  to  Explosion  Resistant  Flywheels  and 

Std.  for 

971)  Performance  Requirements  for  Reduced 
Wood  Used  on  Farms  Preservative  Treatment  by 

Std.  for  Structural  Lumber  Fire  Relardant  Treatment  by 
Std.  for  Sawn  Crossarms  Preservative  Treatment  by 
Plywood  Fire  Retardant  Treatment  by 
Std.  for  Poles  Preservative  Treatment  by 
Preservative  Treatment  of  Plywood  by 
.  for  Pole  Building  Construction  Preservative  Treatment  by 
.  for  Cross  Ties  and  Switch  Ties  Preservative  Treatment  by 
mbers.  Bridge  Ties  and  Mine  Ties  Preservative  Treatment  by 
Std.  for  All  Timber  Products  Preservative  Treatment  by 
Std.  for  Preservative  Treatment  (for  Posts)  by 
Tent.  Meth.  for  High 

ers  Pressure  Containing  Components  (1968)  ANSI  B9/  Static 
n  on  Domestic  Water  Supply  Tanks  (1966) 

aNSIz217.1  Safety  Std. 

Std.  for  Domestic  Gas  Apphance 
Fluid  Power  Industrial  Type  Air  Line 
Guide  for 

Code  of  Alternative  Rules  for 
Rec.  Pract.  for  the 

Id.  Meth.  of  Samphng  for  Particulates  From  Reservoir  Type 
rical  Insulation  (1970a)  Std  Meth.  of  Test. 

SI  €59.91  Std.  Spec,  for  Vinyl  Chloride  Plastic 

Test  Meth.  (1959) 
(1966) 
th.  (1966) 

of  Electrolytic  Corrosion  Test  Meth.  (1959) 
meth.  (1966) 

ation  at  Elevated  Temperatures  Test  Meth.  (1966) 

ties  Test  Meth.  (1970) 

to  High  Temperature  and  Humidity  (1970) 

Peel  Adhesion  Test  Meth.  for  Double  Coated 
Liner  Removal  Peel  Adhesion  Test  Meth.  of 
Adhesion  Test  Meth.  for 


Te 


Tent. 
Std. 


959) 
%2) 

Finishes  (1961) 
(1970) 

mersion  (1968) 
ing  (1959) 


Adhesion  Test  Meth.  for 
Adhesion  Test  Meth.  for 


Test  Meth.  for 


Electrical  Tape  (1970) 
6) 

Test  Meth.  (1970) 

for  Filament  Reinforced  Tape  Test  Meth.  (1970) 
(1966) 
970) 

Shear  Adhesion  Test  Mtth.  (Holding  Power)  of 
Glossary  of  Terms  for 
High  Speed  Unwind  Adhesion  Test  Meth.  for 
Adhesion  Test  Meth.  for  Quick  Stick 
Tack  Rolling  Ball  Adhesion  Test.  Meth.  of 
Unwind  Adhesion  Test  Meth.  of 
Std.  Test  Meth.  for  Electrical  Grade 


Pressure  Contact  Switches  (Integrally  Fused  and  Manuall 

Pressure  Containing  Castings  for  Use  at  Elevated  Temper 

Pressure  Containing  Components  (1968)  ANSI  B93,10  /Ic 

Pressure  Containing  Parts  Suitable  for  High  Temperature 

Pressure  Control  Systems  Used  on  Steam  Turbine  Generato 

Pressure  Decorative  Laminates  (1970) 

Pressure  Determination  of  Aerosol  Products  (1971) 

Pressure  Difference  (1970)  /Ater  Penetration  of  Exteri 

Pressure  Differential  Hopper  Cars  for  Transport  of  Dry 

Pressure  Differential  Hopper  Cars  (1971)  /Ments  for  Fa 

Pressure  Drop  Rate  of  Compressed  Gas  Propelled  Aerosol 

Pressure  for  Vapor  Phase  Ignition  of  Monopropellants  (1 

Pressure  Hose,  Wire  Braid  (1970) 

Pressure  Hose;  High  Volumetric  Expansion  Type  (1970) 
Pressure  Hose;  Low  Volumetric  Expansion  Type  (1970) 
Pressure  Hydraulic  (1971)  /R  Steel  Tubing,  Seamless  or 

Pressure  in  a  Controlled  Humidity  Space  (1971)  /.  Refe 

Pressure  in  Contact  with  Milk,  Milk  Products  and  Produc 
Pressure  in  Glass  Bottle  Aerosols  (1971) 
Pressure  Measurement  in  Metal  Aerosol  Containers  (19711 
Pressure  Method  (1971t)  Tent.  Meth 

Pressure  Moisture  Tester  (1967)  /  Meth.  for  Determinat 

Pressure  of  Compacted  Soils  (1969) 
Pressure  of  Fibre  Cans  (1963) 
Pressure  Oils  (1970) 

Pressure  Oxygen  System  Filler  Valve  (1971) 
Pressure  Oxygen,  Line  Shut  Off,  Manually  Operated  (1971 
Pressure  Pipe  (1970) 
Pressure  Pipe  (1971) 
Pressure  Piping  (1969) 
Pressure  Plate  Assemblies  (1971) 
Pressure  Preserved  Wood  for  Highway  Construction  (1970) 
Pressure  Principle  Back  Pressure  Backflow  Preventers  (1 
Pressure  Processes  (1970) 
Pressure  Processes  (1970) 

Pressure  Processes  (1970)  ■ 
Pressure  Processes  (1970) 
Pressure  Processes  (1970) 
Pressure  Processes  (1970) 

Pressure  Processes  (1970)  Std 

Pressure  Processes  (1970)  Std 

Pressure  Processes  (1970)  Std.  for  Lumber,  Ti 

Pressure  Processes  (1971) 

Pressure  Processes  (1971) 

Pressure  Pump  Test,  of  Hydraulic  Oils  (1970) 

Pressure  Rating  Meth.  of  Square  Head  Fluid  Power  Cylind 

Pressure  Reducing  and  Regulating  Valves  for  Installatio 

Pressure  Regulators  for  Liquefied  Petroleum  Gas  (1971) 

Pressure  Regulators  (1969) 

Pressure  Regulators  (1970)  ANSI  B93.13 

Pressure  Relief  and  Depressuring  Systems  (1969) 

Pressure  Relief  Devices  of  Vessels  (1971) 

Pressure  Relief  for  Cooling  System  (1970) 

Pressure  Sensing  Instruments  by  Fluid  Flushing  (1970) 

Pressure  Sensitive  Adhesive  Coated  Tapes  Used  for  Elect 

Pressure  Sensitive  Electrical  Insulating  Tape  (1968)  AN 

Pressure  Sensitive  Electrical  Tape  Dielectric  Breakdown 

Pressure  Sensitive  Electrical  Tape  Flagging  Test  Meth. 

Pressure  Sensitive  Electrical  Tape  Flammability  Test  Me 

Pressure  Sensitive  Electrical  Tape  Indirect  Measurement 

Pressure  Sensitive  Electrical  Tape  Oil  Resistance  Test 

Pressure  Sensitive  Electrical  Tape  Resistance  to  Penetr 

Pressure  Sensitive  Electrical  Tape  Thermosetting  Proper 

Pressure  Sensitive  Tape  Adhesion  Test  Meth.  Resistance 

Pressure  Sensitive  Tape  at  180  Deg.  Angle  (1970) 

Pressure  Sensitive  Tape  at  180  Deg.  Angle  (1970) 

Pressure  Sensitive  Tape  Cold  Temperature  Performance  (1 

Pressure  Sensitive  Tape  Impact  Resistance  Test  Meth.  (1 

Pressure  Sensitive  Tape  Latent  Staining  Test  of  Surface 

Pressure  Sensitive  Tape  Resistance  to  High  Temperature 

Pressure  Sensitive  Tape  Shear  Strength  After  Solvent  Im 

Pressure  Sensitive  Tape  Stain  Resistant  Test  for  Finish 

Pressure  Sensitive  Tape  Stiffness  Test  Meth.  (1965) 

Pressure  Sensitive  Tape  Tear  Resistance  of  Plastic  Film 

Pressure  Sensitive  Tape  Tear  Resistance  Test  Meth.  (196 

Pressure  Sensitive  Tape  Tensile  Strength  and  Elongation 

Pressure  Sensitive  Tape  Tensile  Strength  and  Elongation 

Pressure  Sensitive  Tape  Thickness  (Caliper)  Test  Meth. 

Pressure  Sensitive  Tape  Water  Penetration  Test  Meth.  (1 

Pressure  Sensitive  Tape  (1966) 

Pressure  Sensitive  Tape  (1970) 

Pressure  Sensitive  Tape  (1970) 

Pressure  Sensitive  Tape  (1970) 

Pressure  Sensitive  Tape  (1970) 

Pressure  Sensitive  Tape  (1970) 

Pressure  Sensitive  Tape  (1971) 
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hesion  to  Fiberhoard  at  90  Deg.  Angle  and  Constant  Stress 
180  Deg  Peel  Adhesion  Test  Meth.  for  Single  Coated 
sld.  Spec,  for  Seamless  Carbon  Steel  Boiler  Tubes  for  High 
Std.  Spec,  for  Electric  Fusion  Welded  Steel  Pipe  for  High 
Welded  Carbon  Steel  Boiler  and  Superheater  Tubes  for  High 
Std.  Spec,  for  Low  Alloy  Steel  Castings  Suitable  for 
Rec.  Pract.  for  Atmospheric 
pipe  (1969)  Std.  Test  Meth.  of  Test  for  Cyclic 

ft  (19/  Rec.  Pract.  for  Flight  Test  Procedures  for  Static 

tion  Temperature  of  Liquids/  Std.  Meth.  of  Test  for  Vapor 

Water  Resistance  of  Textile  Fabrics:  Hydrostatic 
Std.  Meth.  of  Internal 
Std.  Meth.  of 

(1970)  Spec,  and  Tests  for  Strain  Gage 

iezoelectric  (Including  Ferro  Electric)  Pressure  and  Sound 


Std.  for 

Rec.  Preservative  and  Quality  Control  Programs  for 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Dual  Treatment  of  Wood  Piling 


on  (1971) 

bove  Ground/ 
round  Conta/ 
ution  for  A/ 
ution  for  0/ 
ution  for  A/ 
ution  for  0/ 
penta  Solut/ 
penta  Solut/ 
osole  for  Use  in  / 

ve  Ground  VI       Std.  for  Softwood  Lumber,  Timber  and  Plywood 
ve  Ground  Us/      Std.  for  Softwood  Lumber  Timber  and  Plywood 
und  Contact/        Std.  for  Softwood  Lumber,  Timber  and  Plywood 
Std.  for  Residential  and  Commercial  Building  Poles 
Guide  Spec  for 
Std.  Spec,  for 

Std.  for  Water  Repellent  Preservative  Non 
Std.  Spec,  for  Preservatives  and 
Rec.  Grades  and 

owners  Design  Spec,  for  Power  Plant  Components  (Boiler  and 
ress  Analysis  Meth.  for  Power  Plant  Components  (Boiler  and 
nts  for  Nuclear  Power  Plant  Component  Supports  (Boiler  and 
s  for  Nuclear  Power  Plant  Components,  Mc  Class  (Boiler  and 
or  the  Control  of  Internal  Chemical  Conditions  (Boiler  and 
uclear  Power  Plant  Components,  for  Classes  1-3  (Boiler  and 
Coolant  Systems  (Including  Hydrostatic  Tests)  (Boiler  and 
ng  Procedures,  Welders,  Brazers,  and  Operators  (Boiler  and 
ring  Maximum  Amount  of  Fuel  that  Can  be  Burned  (Boiler  and 
le;  Eddy  Current  (of  Tubular  Products);  and  Visual  (Boiler 
Quenched  and  Tempered  Carbon  and  Alloy  Steel  Forgings  for 
carbon  Steel  Forgings  for  Seamless  Drums,  Heads,  and  Other 
(National  Board  Inspection  Code)  Manual  for  Boiler  and 
Std.  Spec,  for  Carbon  and  Alloy  Steel  Forgings  for 
971)  Suggested  Good  Pract.  Regarding  Internal 

Rec.  Rules  for  Repairs  of  Power  Boilers  and  Unfired 
eels,  Nonferrous  Materials,  High  A/  Code  Requirements  for 

ng  and  Brazing  (1971)  Code  Requirements  for 

e  Service  (1971)  /  Std.  Spec,  for  Carbon  Steel  Plates  for 

vice  (1971)  Std.  Spec,  for  Carbon  Steel  Plates  for 

Rec.  Pract.  for  Inspection,  Rating  and  Repair  of 
ation  Requirement/  Code  for  Fiberglass  Reinforced  Plastic 

th.  of  Preliminary  Design  of  Fiberglass  Reinforced  Plastic 

Definitions  for 
Meth.  for  Magnetic  Particle  Inspection  of 
Inspection  and  Test,  of  Steel  Castings  for 
Meth.  for  Liquid  Penetrant  Examination  of 
Suggested  Good  Practice  Regarding  Corrosion  Allowance  of 
Suggested  Good  Pract.  Regarding  Linings  of 
Suggested  Good  Pract.  Regarding  Design  of  Supports  for 
Std.  Spec,  for  Copper  Nickel  Alloy  Plate  and  Sheet  for 
Std.  Spec,  for  Copper  Silicon  Alloy  Plate  and  Sheet  for 
r  Carbon  Manganese  Silicon  Steel  Plates,  Heat  Treated,  for 
el  Steel  Plate,  Sheet,  and  Strip  tor  Fusion  Welded  Unfired 
Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  for 
Std.  Spec,  for  Nickel  Alloy  Steel  Plates  for 
for  Chromium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for 
and  Intermediate  Tensile  Strength  Carbon  Steel  Plates  for 
Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel  Plates  for 
Spec,  for  Leaded,  Carbon  Steel  Plates  for 
Std.  Spec,  for  Carbon  Manganese  Steel  Plates  for 
empered  Vacuum  Treated  Carbon  and  Alloy  Steel  Forgings  for 
enum  Nickel  Alloy  Steel  Plates,  Quenched  and  Tempered,  for 
gh  Strength  Alloy  Steel  Plates,  Quenched  and  Tempered,  for 
num  and  Manganese  Molybdenum  Nickel  Alloy  Steel  Plates  for 
Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  for 
ode  Requirement  Meth.  of  Construction  and  All  Materials  of 
ode  of  Alternative  Rules  for  Inspection  and  Radiography  of 
Sld.  Spec,  for  Manganese  Vanadium  Alloy  Steel  Plates  for 
ec.  for  Steel  Castings,  Heavy  Walled,  Carbon  and  Alloy  for 
for  General  Requirements  for  Delivery  of  Steel  Plates  for 
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Pressure 
Pressure 
Pressure 
Pressure 
Pressure 


Sensitive  Tape)  (1970)  Test  Meth.  for  Ad 

Sensitve  Tape  (1970) 
Service  (1969)  ANSI  B125.7 
Service  (1971) 

Service  (1971)  ANSI  B125.12  /Ctric  Resistance 

Service  (1971)  ANSI  G52.5 

Steam  Curing  of  Concrete  (1970) 

Strength  of  Reinforced,  Thermosetting  Plastic 

Systems  Installed  in  Subsonic  Transport  Aircra 

Temperature  Relationship  and  Initial  Decomposi 

Test  Meth.  (1971) 

Test  on  Glass  Containers  (1969) 

Test  on  Glass  Pipe  (1970) 

Transducers  (Test  for  Instrumentation  Systems) 
Transducers  (1969)  /Td.  Spec,  and  Tests  for  P 

Treated  Piles  and  Timbers  in  Marine  Constructi 
Treated  Southern  Pine  (1970) 
Treated  with  Creosote  Coal  Tar  Solutions  for  A 
Treated  with  Creosote  Coal  Tar  Solutions  for  G 
Treated  with  Heavy  Petroleum  Solvent  Penta  Sol 
Treated  with  Heavy  Petroleum  Solvent  Penta  Sol 
Treated  with  Light  Petroleum  Solvent  Penta  Sol 
Treated  with  Light  Petroleum  Solvent  Penta  Sol 
Treated  with  Volatile  Petroleum  Solvent  (LPG) 
Treated  with  Volatile  Petroleum  Solvent  (LPG) 
Treated  with  Water  Borne  Preservatives  and  Cre 
Treated  with  Water  Borne  Preservatives  for  Abo 
Treated  with  Water  Borne  Preservatives  for  Abo 
Treated  with  Water  Borne  Preservatives  for  Gro 
Treated  with  Water  Borne  Preservatives  (1969) 
Treated  Wood  (1970) 
Treatment  of  Timber  Products  (1969) 
Treatment  of  Wood  Millwork  (1970) 
Treatment  Processes  for  Timber  (1967) 
Treatments  for  Decks,  Patios  and  Fences  (1970) 


Vesse 
Vesse! 
Vesse! 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse! 
Vesse! 
Vesse 
Vesse! 
Vesse! 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse! 
Vesse! 
Vesse! 
Vesse! 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse 
Vesse! 
Vesse! 
Vesse 
Vessel 


Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 
Code)  (1971) 


St 

Requireme 
Requirement 
Rec,  Rules  F 
Requirements  for  N 
/ction  of  Nuclear  Reactor 
/D.  for  Welding  and  Brazi 
/Elief  Capacity)  by  Measu 
/Nelrant;  Magnetic  Partic 
/Ec.  for 
/Ec 


for 


Components  (1969)  ANSI  035.21 

Components  (1969)  ANSI  055.1 

Inspectors  (1970) 

Shells  (1969)  ANSI  055.4 

Structures  (Nonmandatory  Appendices)  (1 
s  by  Riveting  and  Welding  (1962) 
s  Constructed  of  Carbon  and  Low  Alloy  St 
s  Fabricated  by  Welding,  Riveting,  Forgi 
s  for  Intermediate  and  Higher  Temperatur 
s  for  Moderate  and  Lower  Temperature  Ser 
s  in  Petroleum  Refinery  Service  (1970) 
s  Including  Material,  Design,  and  Fabric 
s  (Appendix  1 )( 1971 )  Suggested  Me 

s  (Mandatory  Appendices)  (1971) 
s  (Mandatory  Appendices)  (1971) 
s  (Mandatory  Appendices)  (1971) 
s  (Mandatory  Appendices)  (1971) 
s  (Nonmandatory  Appendices)  (1971) 
s  (Nonmandatory  Appendices)  (1971) 
s  (Nonmandatory  Appendices)  (1971) 
s  (1969) 
s  (1969) 

s  (1969)  Sld.  Spec.  Fo 

s  (1969)  /Ng  Chromium  and  Chromium  Nick 

s  (1969)  /Td.  Spec,  for  Nickel  Chromium 

s  (1969)  ANSI  G33.1 

s  (1969)  ANSI  033.3  Sld.  Spec, 

s  (1969)  ANSI  035.2  Std.  Spec,  for  Low 

s  (1969)  ANSI  035.4 
s  (1969)  ANSI  035.6 
s  (1969)  ANSI  035.8 

s  (1969)  ANSI  G55.17  /or  Quenched  and  T 

s  (1969a)  /Ybdenum  and  Manganese  Molybd 

s  (1969a)  ANSI  G35.il  ~ "  ~  " 

s  (1969a)  ANSI  035.15 
s  (1969a)  ANSI  035.18 
s  (1971) 
s  (1971) 
s  (1971) 
s(1971) 
s  (1971) 


/Td.  Spec,  for  Hi 
/Anganese  Molybde 
/Ec.  for  Chromium 


Std.  Sp 
Std.  Spec. 


PSTC 

PSTC 

ASTM 

ASTM 

ASTM 

ASTM 

ACI 

ASTM 

SAE 

ASTM 

AATCC 

ASTM 

ASTM 

ISA 

ISA 

AWPA 

SFPA 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPI 

AWPB 

AWPI 

AWPB 

AWPI 

CSI 

ASTM 

NWMA 

AASHO 

SFPA 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASTM 

ASTM 

NBBPV 

ASTM 

ASME 

NBBPV 

ASME 

ASME 

ASTM 

ASTM 

API 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASME 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASME 

ASME 

ASTM 

ASTM 

ASTM 


14 
1 

A192 

A155 

A226 

A487 

517 

D2143 

ARP921 

D2879 

127 

C147 

C601 

S37.3 

S37.IO 

C18-71 

TB6 

LP-5 

LP-55 

LP-7 

LP-77 

LP-3 

LP-33 

LP-4 

LP-44 

MPI 

LP-2 

LP2 

LP-22 

CP22 

6510 

D1760 

I.S.4 

M133 

♦1 

BPVC 

BPVCIIIA 

BPVCIIINF 

BPVCIIINE 

BPVCVIIC7 

BPVCIII 

BPVCXIA 

BPVCIX 

BPVCIVB 

BPVCV 

A541 

A266 

•1 

A372 

BPVC8-1-D 
•2 

BPVC8-1-C 

BPVC8-1-B 

A515 

A516 

510 

BPVCX 

BPVCXl 

BPVC8-I-3 

BPVC8-1-6 

BPVC8-1-7 

BPVC8-1-8 

BPVC8-1-E 

BPVC8-1-F 

BPVC8-1-0 

B402 

B96 

A537 

A240 

A543 

A203 

A410 

A285 

A387 

A433 

A455 

A508 

A533 

A517 

A302 

A542 

BPVC8-1-A 
BPVC8-2A1 

A225 
A643 
A20 
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or  5%  Nickel  Alloy  Steel  Plate,  Specially  Heat  Treated  for 
ive  Rules  for  Marking  and  Stamping,  Reports  and  Records  of 
nd  9%  Nickel  Alloy  Steel  Plate,  Quenched  and  Tempered,  tor 
rules  for  Material,  Design  and  Fabrication  Requirements  of 
el  Alloy  Steel  Plates,  Double  Normalized  and  Tempered,  for 
pec.  for  Chromium  Manganese  Silicon  Alloy  Steel  Plates  for 
Std.  Spec,  for  Molybdenum  Alloy  Steel  Plates  for 
Std.  Spec,  for  Carbon  Manganese  Silicon  Steel  Plates  for 
arbon  Steel  Plates  with  Improved  Transition  Properties  for 
TM  Ferrous  Material  Code  Spec,  for  Boiler  and 

TM  Nonferrous  Material  Code  Spec,  for  Boiler  and 

Welding  Rods,  Electrodes  and  Filler  Metals  for  Boiler  and 
Code  for  Nondestructive  Examination  of  Boiler  and 
Safety  Std.  for  2  1/2  Gal.  Stored 
hread  Compounds  (for  Casing  and  Tubing  Connections  in  High 
Rec.  Pract.  for  Screwed  Pipe  Fittings  for  300  Lb. 
Meth.  for  Smoothness  of  Paper  Under  Clamping 
ts  Including  Std.  Dimensions  and  Weights,  and  Safe  Working 
Rec.  Pract.  for  Screwed  Pipe  Fittings  for  300  Lb. 
Spec,  for  Locomotive  Unions  and  Pipe  Fittings,  300  Lb. 

Std.  for  Power  Steering  Return  Hose,  Low 
unions  of  the  Nut  and  Nipple  Type  for  Locomotives;  300  Lb. 
.  Meth.  for  Sampling  Gas  From  a  Transformer  Under  Positive 
blies;  Aircraft  and  Missile,  Lightweight  Plastic  Hose,  Low 
lies.  Aircraft  and  Missile,  High  Temperature  (400  F),  High 
ces)  (1971/  Meth.  for  Obtaining  Operating  Temperature  of 

ggested  Meth.  for  Obtaining  the  Operating  Temperatures  of 
(1970/  Rec.  Pract.  for  Screwed  Pipe  Fittings  for  300  Lb. 

70)  Std.  Meth.  for  Estimating  Apparent  Vapor 

968)  Lawn  and  Garden  Tractors  Load  and  Inflation 

Tent.  Meth.  for  Calculation  of  True  Vapor 
lural  Tractor  Tire  Loadings,  Torque  Factors,  and  Inflation 
Rec.  Pract.  for  Center  Plate  Unit 
Agricultural  Tractor  Tire  Loading  and  Inflation 
rdous  Locations  (1971)  Std.  for  Purged  and 

Meth.  for  Determining  %  Product  Retention  in 
ects  (1971)  Test  Meth.  for  Evaluating  Aerosol  and 

Suggested  Warning  Label  for  Metal  Aerosol 
Spec,  for  Design  Tables  for  Precast 
Spec,  for  Design,  Materials  and  Construction  of 
g  Box  Beams  (1970)  Spec,  for  Design  and  Construction  of 

for  Very  High  Strength  Alloy  Steel  Reinforcement  Bars  for 
Structural  Deck  (Roofing);  Precast, 
Surface  Rolhng  and  Other  Meth.  for  Mechanical 
.  for  Reinforced  Concrete  Water  Pipe;  Steel  Cylinder  Type, 
or  Wellhead  Equipment  (Production  Valves,  Flanges,  Blowout 
ents  for  Reduced  Pressure  Principle  Back  Pressure  Backflow 
1970)  Dry  Cleaning  Plants 

Efflorescence, 
Manual  of  Accident 
Basic  Fire 
Std.  for  the  Dust  Explosion 
1)  Std.  for  Fire 

Fire 

Pract.  Meth.  for  the 


Pressure  Vessels  (1971) 
Pressure  Vessels  (1971) 
Pressure  Vessels  (1971) 
Pressure  Vessels  (1971) 
Pressure  Vessels  (1971) 
Pressure  Vessels  (1971)  ANSI  G32.1 
Pressure  Vessels  (1971)  ANSI  G34.1 
Pressure  Vessels  (1971)  ANSI  G35.14 
Pressure  Vessels  (1971)  ANSI  G35.7 
Pressure  Vessels  (1971)  Identical  with  or  Similar  to  AS 
Pressure  Vessels  (1971)  Identical  with  or  Similar  to  AS 


Std,  Spec.  F  ASTM 
Code  of  Alternat  ASME 
Std.  Spec,  for  8  A  ASTM 
Code  of  Alternative  ASME 
Std.  Spec,  for  9%  Nick  ASTM 
Std.  S  ASTM 
ASTM 
ASTM 

Std.  Spec,  for  C  ASTM 
ASME 
ASME 


Pressure  Vessels  (1971)  Identical  with  or  Similar  to  AS 

Pressure  Vessels;  Leak  Test.  (1971) 

Pressure  Water  Type  Fire  Extinguishers  (1971) 

Pressure  Well  Service)  (1960) 

Pressure  (Railway  Cars)  (1970) 

Pressure  (1958)  PI  T3632sm 


ASME 

ASME 

UL 

API 

AAR 

TAPPI 


Pressure  (1968)  /Inage  Tube  for  Drainage  Waste  and  Ven  CDA 

Pressure  (1970)  AAR 
Pressure  (1970)  AAR 
Pressure  (1970)  SAE 
Pressure  (1970)  Rec.  Pract.  for  Pipe  AAR 

Pressure  (1971)  Std  ASTM 

Pressure  (1971)  Rec.  Pract.  for  Hose  Assem  SAE 

Pressure  (4000  psi)  (1971)  Hose  Assemb  SAE 

(Pressure)  Vessel  Walls  in  Service  (Nonmandatory  Appendi  ASME 
(Pressure)  Vessel  Walls  in  Service  (Nonmandatory  Appendi  ASME 


Rec.  Rules  for  the 

s  (1971)  ANSI  ZI2.7  Std.  for  the 

1971)  ANSI  Z12.3  Std.  for  the 

1)ANSIZ12.21  Std.  for  the 

)ANSIZ12.2  Std.  for  the 

lour  Manufacturing  Plants  (1971)  ANSI  ZI2.2/  Std.  for  the 

971)  ANSI  Z12.9  Std.  for  the 

rs  and  Bulk  Grain  Handling  Facilities  (1970/  Std.  for  the 

iple  Burner  Boiler  Furnaces  (1971)  Std.  for 

uhiple  Burner  Boiler  Furnaces  (1971)  Std.  for 

ed  Multiple  Burner  Boiler  Furnaces  (1971)  Std.  for 

on  (1968)  Principles  and  Practices  for 

aused  by  Salmonella)  /  Rec.  Basic  Sanitary  Procedures  for 

Std.  for 

mental  Control  in  Metal  Casting  (1970)  Fire 
Industrial  Trucks  (1967)  Fire 
(1966-67)  Fire 

Std.  on  Explosion 

for  Determining  the  Performance  Characteristics  of  Factory 
d.  Test.  Meth.  for  Durability  and  Compatibility  of  Factory 
oofing(l943)  Std.  Spec,  tor 

Std.  Spec,  for  Basic  Lead  Silico  Chromate,  Ready  Mixed 
enings  (1970)  Std.  for  M  Rating  Requirements,  for  Self 

Std.  for  Self 

Performance  Requirements  for  Reduced  Pressure 
rces  Associated  with  Irrigation  (1968) 

Rec.  Basic  Sanitation 

al  (1960) 

rolled  Areas  Using  Instruments  Based  Upon  Light  Scattering 


Pressure,  45  and  90  Degree  Street  Elbows  (Railway  Cars)  AAR 
Pressures  and  Molecular  Weights  of  Lubricating  Oils  (19  ASTM 
Pressures  and  Tire  Selection  Table  for  Future  Design  (1  SAE 
Pressures  of  Petroleum  Distillate  Fuels  (1970)  ASTM 
Pressures  (1968)  Agricul  SAE 

Pressures  (1970)  AAR 
Pressures  (1970)  SAE  J709a  ASAE 
Pressurized  Enclosures  for  Electrical  Equipment  in  Haza  NFPA 
Pressurized  Foods  (1971)  CSMA 
Pressurized  Space  Spray  Insecticides  Against  Flying  Ins  CSMA 
(Pressurized)  Packages  (1971)  CSMA 
Prestressed  Box  Girders  for  Railway  Bridges  (1969)  AREA 
Prestressed  Concrete  Structures  (1969)  AREA 
Prestressed  Concrete  Trestles  for  Railway  Loading,  Usin  AREA 
Prestressed  Concrete  (1965)  Std.  Spec.  AASHO 

Prestressed  Concrete  (1970)  NRCA 
Prestressing  of  Metals  (Hs  3)  (1968)  SAE 
Pretensioned  (1970)  Std  AWWA 

Preventers  and  Wellhead  Fittings)  (1971)  Spec.  F  API 

Preventers  (1971)  Performance  Requirem  ASSE 

(Prevention  and  Control  of  Fire  and  Explosion  Hazards) 
Prevention  and  Control  (Tech.  Notes)  (1970) 
Prevention  and  Safe  Pract.  in  Construction  (1958) 
Prevention  Code  (1970) 
Prevention  in  the  Plastics  Industry  (1970) 
Prevention  in  Use  of  Cutting  and  Welding  Processes  (197 
Prevention  National  Building  Code  (1970) 
Prevention  of  Accidents  in  the  Use  of  Explosives  (1970) 
Prevention  of  Corrosion  of  Metals  (Hs447a)  (1970) 
Prevention  of  Direct  Causes  of  Boiler  Failures  (1971) 
Prevention  of  Dust  Explosions  in  Coal  Preparation  Plant 
Prevention  of  Dust  Explosions  in  Flour  and  Feed  Mills 
Prevention  of  Dust  Explosions  in  Industrial  Plants  (197 
Prevention  of  Dust  Explosions  in  Starch  Factories  (1971 
Prevention  of  Dust  Explosions  in  Woodworking  and  Wood  F 
Prevention  of  Dust  Ignition  in  Spice  Grinding  Plants  (1 
Prevention  of  Fire  and  Dust  Explosions  in  Grain  Elevato 
Prevention  of  Furnace  Explosions  in  Fuel  Oil  Fired  Mult 
Prevention  of  Furnace  Explosions  in  Natural  Gas  Fired  M 
Prevention  of  Furnace  Explosions  in  Pulverized  Coal  Fir 
Prevention  of  Mosquito  Sources  Associated  with  Irrigati 
Prevention  of  Salmonellosis  (Bacterial  Food  Poisoning  C 
Prevention  of  Sulfur  Fires  and  Explosions  (1971) 
Prevention  Protection,  Hazardous  Conditions  and  Environ 
Prevention  Spec,  for  Internal  Combustion  Engine  Powered 
Prevention  Spec,  for  Internal  Combustion  Engine  Trucks 
Prevention  Systems  (1970) 
Preventive  Maintenance  for  Rock  Drills  (1963) 
Primed  and  Finished  Systems  (1970)  Wood  Test  Meth 

Primed  Wood  Products  with  Representative  Finish  Coats 
Primer  for  Use  with  Asphalt  in  Dampproofing  and  Waterpr 
Primer  (1970) 

Priming  Centrifugal  Pumps  with  Suction  and  Discharge  Op 
Priming  Centrifugal  Trash  Pumps  (1970) 
Principle  Back  Pressure  Backflow  Preventers  (1971) 
Principles  and  Practices  for  Prevention  of  Mosquito  Sou 
Principles  for  the  Baking  Industry  (1969) 
Principles  of  Clay  Masonry  Construction;  Student's  Manu 
Principles  (1969)  /  of  Airborne  Particles  in  Dust  Cont  ASTM 


A645 

BPVC8-2AS 
A553 

BPVC8-2A 

A353 

A202 

A  204 

A  299 

A442 

BPVC 

BPVCIIB 

BPVCIIC 

BPVCVIO 

626 

BUL5A2 
MSRP-L-I35 
T490 
401/4 

MSRP-L-141 
MSRP-M-404 
JI89 

MSRP-L-26F 

D2759 

ARPI180 

ARP614B 

BPVC8-1CC 

BPVC8-2 

MSRP-L-140 

D2878 

J344 

D2889T 

J709B 

MSRP-C-29 

S295.1 

496 

AG*32 

AG*26 

AG*4 

8-17-39 

8-17-1 

8-17-25 

M215 

•2-15 

J811 

C303 

6A 

i013 


NFPA 

32 

SCPI 

23A 

AGCA 

•1 

BOCA 

•5 

NFPA 

654 

NFPA 

51B 

AIA 

CO-7 

IMF 

4 

SAE 

J447A 

ASME 

BPVCV 

NFPA 

653 

NFPA 

61C 

NFPA 

63 

NFPA 

61A 

NFPA 

664 

NFPA 

656 

NFPA 

61B 

NFPA 

85D 

NFPA 

85B 

NFPA 

85E 

ASAE 

R267.2 

AIB 

109 

NFPA 

655 

AFS 

6 

ITA 

6A1-E3 

ITA 

6 

NFPA 

69 

CGA 

•1 

NWMA 

M-3 

ASTM 

D2830 

AASHO 

M116 

AASHO 

M229 

CPB 

•2 

CPB 

•1 

ASSE 

1013 

ASAE 

R267.2 

AIB 

144 

SCPI 

•44 

ASTM 

F50 
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0)  Sid. 

Guidelines  for 

d  Test,  of  Fused  in  Place  Interfacial  Connections  in  Rigid 
ecting  Clinched  Wire  Type  Interfacial  Connections  in  Rigid 
r  Preimpregnated,  B-Stage  Epoxy  Glass  Cloth  for  Multilayer 
Std.  Spec,  for  Copper  Foil  for 
Acceptability  Guidelines  of 
Std.  Performance  Spec,  for  Multilayer 
ines  for  Artwork  Generation  and  Measurement  Techniques  for 
erties  and  Tolerances  (Including  Unmounted,  Laminated,  and 
nd  Two  Sided  Rigid  Boards  (1970)  Std.  Spec,  for 

Suggested  Guidelines  for 
Std.  Spec,  for  Connectors,  Electrical, 
Design  and  End  Product  Spec,  for  Rigid  Multilayer 
End  Product  Spec,  for  Multilayer 
Solderability  of 

Std.  Spec,  for  Edge  Dip  Solderability  Test  for 
Std.  Spec,  for  Copper  Clad  Thermosetting  Laminates  for 
Std.  Spec,  for  Flexible 
c.  Pract.  Spec,  for  a  Super  8  Test  Film  for  Projectors  and 
9)  TAPPI  T462  Ts-63  Std.  Test  Math,  for 

Tent.  Std.  for 

ectometer  (1971)  Test  Meth.  for 

flighting  of  Photographic  Color  Reflection 
m  Positive  Aperture  Dimensions  and  Image  Size  for  Positive 
Size  for  16mm  Duplicate  Negatives  Made  From  35mm  Positive 
Rec.  Pract.  for  Judging  Black  and  White  Toned 
nsions  of  Photographic  Sound  Record  on  16mm  Motion  Picture 
Rec  Pract.  Emulsion  Orientation  of  Super  8  Release 
intaining  an  Emulsion  in  Orientation  on  Theatrical  Release 
ance  of  Review  Room  Screens  Used  for  16mm  Color  Television 
Motion  Picture  Film  for  Four  Track  Magnetic  Sound  Release 
ve  Strength  of  Hydraulic  Cement  Mortars  (Using  Portions  of 
Std.  for  Water  Tanks  for 
Rec.  Pract.  for 

Pract.  for  Acceptance  of  Evidence  Based  on  the  Results  of 
measuring  Resistivity  of  Silicon  Slices  with  a  Collinear  4 
or  Thermal  (Conductivity  of  Cellular  Plastics  by  Means  of  A 
Flange  (Thermocouple  for  Mounting  Temperature  Sensing 
Mobile  Cranes,  Shovels  and  Mining  Cars  (5  MPH);  Selection 
a  Symmetrical  Current  Basis  (1970)  Supplement  to  Test 

1)  Suggested  Minimum  Std.  and  Test 
,  Tubes  and  Cores  (1970)  Std.  Test. 

Rec. 

Clad  Epoxy  Glass  Laminates  (1/  Std.  Spec,  for  Inspection 

Container 
Gas  Chromatographic 
Gas  Chromatographic 
Gas  Chromatographic 

gh  Humidity,  of  Fibre  Tubes  and  Cores  (1968)  Std.  Test, 

te  (1965) 
s  (1971) 
cores  (1967) 


SMPTE  RP32 

ASTM  D780 

TAPPI  T462 

TAPPI  UM-4II 


ASTM 

NFPA 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

TRA 

ANSI 


C349 
22 

E105 

E141 

F84 

D2326 

ARP465A 

3 

C37.09A 


nd  Cores  (1966) 
0) 

oil  Cans  (1967) 

rease  Interceptors  (1965) 


Motor  Oil  Cans  (1971) 
1970) 

ype  Interfacial  Connections  in  Rigid  Printed  Circui/ 
s  (1963) 

ression  Fibre  Tubes  and  Cores  (1968) 

Tubes  and  Cores  (1968) 
s.  Tubes,  and  Cores  (1968) 
ucks  of  Fibre  Cans  (1968) 

Tubes  and  Cores  (1966) 
.  Tubes  and  Cores  (1968) 

Cores  (1971) 

Tubes  and  Cores  (1968) 
1966) 

or  Logic  Gating  Microcircuits  (1971) 

foundry  Pract.  (1%5) 

(1970) 
(1969) 


Std.  Test. 
Tent.  Meth.  for  Sampling 
Std.  Test. 
Rec.  Pract.  Std. 
Rec.  Pract.  for  the  Test 
Std.  Test. 
Std.  Test. 
Std.  for  Test  and  Rating 
Test 
Std.  Test 
Gas  Chromatographic 
Gas  Chromatographic 
Spec,  and  Installation 
Std.  Test. 
Rec. 

Rec.  Pract.  for  Brake  Test 
Std. 
Std.  Test. 


Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test. 
Std.  Test 
Std.  Test. 
Test 

Std.  Test. 
Test 


Print  Spec,  for  Magnetic  Ink  Character  Recognition  (197  ANSI  X3.2 

Printed  Circuit  Board  Component  Mounting  (1968)  IPC  CM770 

Printed  Circuit  Boards  (1965)  /He  Design,  Assembly,  An  IPC  TC550 

Printed  Circuit  Boards  (1967)  /for  Installing  and  Insp  IPC  TC510 

Printed  Circuit  Boards  (1970)  Std.  Spec.  Fo  IPC  LllOA 

Printed  Circuit  Wiring  Applications  (1971)  IPC  CF150B 

Printed  Circuit  Wiring  Boards  (1970)  IPC  A600A 

Printed  Circuit  Wiring  Boards  (1970)  IPC  ML950A 

Printed  Circuits  (1969)  Suggested  Guide)  IPC  D310 

Printed  Types)  (1970)  Std.  for  Aluminum  Foil;  Prop  AA  '289 

Printed  Wiring  Board  Dimensions  and  Tolerances  Single  A  IPC  D300E 

Printed  Wiring  Board  Repairs  (1969)  IPC  R700 

Printed  Wiring  Board  Type  (1970)  IPC  C405 

Printed  Wiring  Boards  (1968)  IPC  ML910 

Printed  Wiring  Boards  (1969)  IPC  ML975 

Printed  Wiring  Boards  (1970)  EIA  RS319-A 

Printed  Wiring  Boards  (1970)  IPC  S801 

Printed  Wiring  (1968)  ASTM  D1867 

Printed  Wiring  (1969)  IPC  FC240A 

Printers  (1969)  Re 
Printing  Ink  Permeation  of  Paper  (Castor  Oil  Test)  (196 
Printing  Ink  Receptivity  of  Paper  (RI963) 
Printing  Opacity  of  Paper  Using  45  Degree  0  Degree  Refl 

Prints  for  Judging  (1967)  PSA  '6 

Prints  Made  From  35mm  Negatives  (1946)  Std.  16m  ANSI  PH22.46 

Prints  (1946)  /  Negative  Aperture  Dimensions  and  Image  ANSI  PH22.47 

Prints  (1967)  PSA  M 

Prints  (1969)  Std.  Dime  ANSI  PH22.4I 

Prints  (1970)  SMPTE  RP42 

Prints  (1970)  Rec.  Pract.  Spec,  for  Ma  SMPTE  RP39 

Prints  (1970)  Rec.  Pract.  for  Color  and  Lumin  SMPTE  RP41 

Prints  (1970)  /Dimensions  of  Magnetic  Striping  of  35mm  ANSI  PH22.I77 

Prisms  Broken  in  Flexure)  (1970)  ANSI  A1.30  /Compressi 
Private  Fire  Protection  (1971) 
Probability  Sampling  of  Materials  (R1970) 

Probability  Sampling  (1969)  Rec. 
Probe  Array  (1970)  Std.  Meth.  for 

Probe  (1970)  Std.  Test  Meth.  F 

Probes  in  Gas  Turbine  Engines)  (1971) 

Procedure  and  Nomenclature  (1971)  /;  Fork  Lift  Trucks, 

Procedure  for  Ac  High  Voltage  Circuit  Breakers  Rated  on 
Procedure  for  Automatic  Transmission  Safety  Shield  (197 
Procedure  for  Axial  (End  to  End)  Compression  Fibre  Cans 
Procedure  for  Carburized  Aerospace  Gearing  (1971) 
Procedure  for  Chemical  Processing  Suitability  of  Copper 

Procedure  for  Chlorine  Packaging  (1970)  CHI  7 

Procedure  for  Cis-3  Hexenol  (1968)  EOA  270GCM 

Procedure  for  Cis-3  Hexenyl  Acetate  (1968)  EOA  269GCM 

Procedure  for  Citral  Dimethyl  Acetal  (1970)  EOA  273GCM 

Procedure  for  Delamination  of  Adhesive  Bonds,  Due  to  Hi  CCTI  T117T 

Procedure  for  Determination  of  Velocity  and  Gas  Flow  Ra  IGCI  EP2 

Procedure  for  Determining  Moisture  in  Aerosol  Container 
Procedure  for  Dimensional  Stability  of  Fibre  Tubes  and 
Procedure  for  Emulsion  Polymers  (1970) 
Procedure  for  End  Supported  Beam  Strength  Fibre  Tubes  A 

Procedure  for  Evaluation  of  Well  Perforators  (1971)  API  RP43 

Procedure  for  Exterior  Sound  Level  for  Snowmobiles  (197  SAE  J192 

Procedure  for  Filled  Case  Flat  Bottom  Drop  Fibre  Motor  CCTI  C125.1T 

Procedure  for  Filled  Case  Flat  Drop  Fibre  Cans  (1967)  CCTI  C125T 

Procedure  for  Flow  and  Grease  Retention  Capacities  of  G  PDI  GIOI 

Procedure  for  Gas  Scrubbers  (1964)  IGCI  WCl 

Procedure  for  Geiger  Muller  Counters  (1970)  IEEE  309 

Procedure  for  Geraniol  (1965)  EOA  16CGM 

Procedure  for  Geranyl  Acetate  (1966)  EOA  IIGCM 

Procedure  for  Glazing  Acrylic  Sheets  (1970)  FGMA  '2 

Procedure  for  Guillotine  Impact,  Filled  1  Qt.  Composite  CCTI  C109.1 

Procedure  for  Hardware  for  Aluminum  Doors  (1969)  NAAMM'14 

Procedure  for  Industrial  Wheel  Tractors  and  Equipment  SAE  J181 

Procedure  for  Installing  and  Inspecting  Clinched  Wire  T  IPC  TC510 

Procedure  for  Internal  Bursting  of  Fibre  Tubes  and  Core  CCTI  T112T 

Procedure  for  Measuring  End  Seams  of  Fibre  Cans  (1968)  CCTI  C106 

Procedure  for  Measuring  Flexure  Under  Side  to  Side  Comp  CCTI  T128T 

Procedure  for  Measuring  Inside  Diameters  of  Fibre  Cans,  CCTI  CT102 

Procedure  for  Measuring  Lengths  or  Heights  of  Fibre  Can  CCTI  CT104 

Procedure  for  Measuring  Loose  Metal  Ends  and  Seaming  Ch         CCTI  C105 

Procedure  for  Measuring  Moisture  Content  of  Fibre  Cans.  CCTI  CTIU 

Procedure  for  Measuring  Outside  Diameters  of  Fibre  Cans  CCTI  CT103 

Procedure  for  Measuring  Spindle  Fit  Composite  Tubes  and  CCTI  TI15 

Procedure  for  Measuring  Wall  Thicknesses  of  Fibre  Cans,  CCTI  CTIOl 

Procedure  for  Measuring  Warpage  Fibre  Tubes  and  Cores  CCTI  T121T 

Procedure  for  Noise  Margin  Measurements  for  Semiconduct         EIA  RS390 

Procedure  for  Oil  Wicking  Fibre  Motor  Oil  Cans  (1970)  CCTI  C124 

Procedure  for  Quality  Control  of  Copper  Base  Alloys  in  AFS  NF651I-21 

Procedure  for  Selecting  Rotary  Drilling  Equipment  (1965  API  BULDIO 

Procedure  for  Side  to  Side  Crush  Fibre  Tubes  and  Cores  CCTI  T108 

Procedure  for  Solids  Mixing  Equipment  for  Animal  Feeds  ASAE  S303.I 


SEMA  4-1 

CCTI  CT107 

AGMA  246.01A 

IPC  LI  20 


CSMA  AG*9 

CCTI  T119 

CSMA  245D 

CCTI  T1I4 
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ch  Purposes  (1969) 

Rec.  Pract.  for  Torque  Tension  Test 
Rec.  Prac.  Sid. 
Laboratory 

o  Water  Immersion,  of  Fibre  and  Cores  (1968)  Std.  Test. 

in  Place  Interfacial  Connections  in  Rigid  Printed  Circui/ 
1963)  Std.  Test. 

1971)  Std.  Test. 

(1963)  Std.  Test. 

970)  Std.  Test. 

969)  Windshield  Defrosting  Systems  Test 

Utilizing  a  Torque  Rheometer  (Brabender  Plasti  Corder)  / 
Rec.  Pract.  for  Brake  System  Dynamometer  Test 
bber  and  Rubber  Like  Materials  by  a  Temperature  Retraction 
Dissipation  Factor  of  Polyethylene  by  Liquid  Displacement 
Rec.  Pract.  for  Fiberboard  Test 
Std.  Household  Washer  Performance  Evaluation 
Rec.  Pract.  for  Seat  Belt  Hardware  Test 
Rec.  Pract.  for  Passenger  Car  Door  System  Crush  Test 
Rec.  Pract.  for  Hydraulic  Power  Pump  Test 
Rec.  Pract.  for  Hydraulic  Motor  Test 
Pract.  for  Ball  Stud  and  Socket  Assembly  Performance  Test 
Rec.  Pract.  for  Electric  Battery  Powered  Vehicle  Test 
Rec.  Pract.  for  Service  Brake  Structural  Integrity  Test 
Rec.  Pract.  for  Seat  Belt  Assembly  Webbing  Abrasion  Test 

Spec,  for  Firesuit  Test 
Rec.  Pract.  for  Seatback  Assembly  Laboratory  Impact  Test 
Rec.  Pract.  for  Dynamic  Test 
eel  Safety  Shields  and  Bellhousings  (1971)  Test 
etary  Transmissions  (1971 )  Test 
Protective  Frame  (for  Tractor  Operators)  Test 
Std.  for  Protective  Frame  with  Overhead  Protection;  Test 
Std.  for  Protective  Enclosures;  Test 
Std.  for  Protective  Frame  Test 
Protective  Enclosures  (for  Tractor  Operators)  Test 
ame  (for  Tractor  Operators)  with  Overhead  Protection  (Test 
ngs  (1969)  ANSI  52.6  Rec.  Pract.  for  Qualification  of 

Code  for  Brazing  Processes, 
ract.  for  Vehicle  (Car)  Passenger  Door  Hinge  Systems  (Test 
astic  Piping  (1969)  Installation 
ent  (1969)  Std.  Operatmg 

Rec.  Pract.  for  2  Cycle  Water  Cooled  Engine  Oil  Test 
s(1971)  Rec.  Pract.  for  Test 

oil  {1/  Tent.  Std.  for  Inspection,  Samphng  and  Measuring 

Facihties  and  Operating 
Containers  (1970)  Std. 
Block  Plant  (1969)  Rec. 
n  Stresses  for  Thermoplastic  Pipe  (1971)  PoHcies  and 

acturers/  Rec.  for  the  Grocery  Industry  Regarding  Std.  of 

Inspection 

ouplings  (1970)  Std.  Test  Conditions  and 

70)  Rec.  Cleaning 

Impact  Performance  Requirements  and  Test 
Installation 

ood  Poisoning  Caused  by  Salmonella)  /  Rec.  Basic  Sanitary 

nes(1970)  Simplified 
sonic  Transport  Aircraft  (19/  Rec.  Pract.  for  Flight  Test 

Std.  Test 

ater  and  Shellfish  (1970)  Rec. 
70)  Test 
terns  for  Electric  Equi/  Guide  for  the  Preparation  of  Test 

Transistors  (1967)  Test 
s  Applied  to  Tiles  and  Panels  (1971)  Test 

Std.  Simplified  Laboratory 
r  Steel  Deck  (1971)  Repair 

Std.  Quality  Control 

oatings  to  Steel  Pipe  (19/  Spec,  for  External  Application 

954)  Meth.  of  Identifying  Analytical 

Rec.  Pract.  for  Two  Cycle,  Water  Cooled,  Oil  Test 
Std.  Meth.  of  Charting  Paperwork 
Rec.  Load  Cell  Test 
Rec.  Pract.  for  General  Gas  Chromatography 
c  Relay  Test,  and  Inspecting  Procedures  (1969)  Relay  Test. 

Electromagnetic  Relay  Test,  and  Inspecting 
.  for  Passenger  Car  Tire  Performance  Requirements  and  Test 
wheels,  (Passenger  Cars)  Performance  Requirements  and  Test 
Accrediting  Std.  for  Diaper  Plant 
Pressure  Ves/  Qualification  Std.  for  Welding  and  Brazing 

Std.  for  Dynamic  Response  Test,  of 
Tent.  Meth.  for  Validation  of  Results  of 
.  for  Steel  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip 
c.  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  Dip 
.  Meth.  for  Analysis  of  Liquefied  Petroleum  Gases  (LPG)  by 
est  Meth.  for  Laboratory  Corrosion  Test,  of  Metals  for  the 


pe)(I961) 


Std.  Wet 


Procedure  for  Sprinkler  Distribution  Testing  for  Resear  ASAE 

Procedure  for  Steel  Threaded  Fasteners  (1970)  SAE 

Procedure  for  Test.  Drilling  Fluids  ( 1 97 1 )  API 

Procedure  for  Testing  V-Belts  (1968)  ASAE 

Procedure  for  the  Delamination  of  Adhesive  Bonds,  Due  T  CCTI 

Procedure  for  the  Design.  Assembly,  and  Test,  of  Fused  IPC 

Procedure  for  the  End  Blow  Off  Pressure  of  Fibre  Cans  CCTI 

Procedure  for  the  Guillotine  Impact  of  Composite  Cans  CCTI 

Procedure  for  Torque  Strength  of  Fibre  Tubes  and  Cores  CCTI 

Procedure  for  Water  Vapor  Permeability  of  Fibre  Cans  (1  CCTI 

Procedure  of  Trucks,  Buses  and  Multipurpose  Vehicles  (1  SAE 

Procedure  to  Determine  a  Plastisol's  Apparent  Viscosity  SPI 

Procedure  (Passenger  Car)  (1971)  SAE 
Procedure  (R1970)             /W  Temperature  Characteristics  of  Ru  ASTM 
Procedure  (R1970)  ANSI  C59.60             /Dielectric  Constant  and  ASTM 

Procedure  (1969)  SAE 

Procedure  (1970)  AHAM 

Procedure  (1970)  SAE 

Procedure  (1970)  SAE 

Procedure  (1970)  SAE 

Procedure  (1970)  SAE 
Procedure  (1970)                                 *                             Rec.  SAE 

Procedure  (1971)  SAE 

Procedure  (1971)  .  SAE 

Procedure  (1971)  SAE 

Procedure  (1971)  SEMA 

Procedure,  Head  Area  (1969)  SAE 

Procedure.  Types  1  and  2  Seat  Belt  Assemblies  (1970)  SAE 

Procedures  and  Minimum  Evaluation  Std.  for  Clutch  Flywh  SEMA 

Procedures  and  Minimum  Evaluation  Std.  tor  2  Speed  Plan  SEMA 

Procedures  and  Performance  Requirements  (1970)  ASAE 

Procedures  and  Performance  Requirements  (1970)  SAE 

Procedures  and  Performance  Requirements  (1970)  SAE 

Procedures  and  Performance  Requirements  (1970)  SAE 

Procedures  and  Performance  Requirements  (1970)  SAE  J168  ASAE 

Procedures  and  Performance  Requirements)  (1970)  SAE  J16  ASAE 

Procedures  and  Personnel  for  the  Welding  of  Steel  Casti  ASTM 

Procedures  and  Qualifications  for  Heating  Boilers  (1971  ASME 
Procedures  and  Static  Load  Requirements)  (1969)               /Ec.  P  SAE 

Procedures  for  Acrylonitrile  Butadiene  Styrene  (Abs)  PI  SPI 

Procedures  for  Aircraft  Rescue  and  Fire  Fighting  Equipm  NFPA 

Procedures  for  Boats  (1969)  BIA 

Procedures  for  Brake  Shoe  and  Lining  Adhesives  and  Bond  SAE 

Procedures  for  Bulk  Shipments  and  Transfers  of  Soybean  NSPA 

Procedures  for  Chlorine  Storage  (1970)  CHI 

Procedures  for  Cleaning  or  Safeguarding  Small  Tanks  and  NFPA 

Procedures  for  Conducting  Special  Tests  in  the  Concrete  NCMA 

Procedures  for  Developing  Recommended  Hydrostatic  Desig  SPI 

Procedures  for  Distributors  accounts  Payable  and  Manuf  NAFC 

Procedures  for  Glass  Aerosols  (1971)  CSMA 

Procedures  for  Hydraulic  Fluid  Power  Quick  Disconnect  C  NFLDP 

Procedures  for  Parts  Washers  of  the  Baking  Industry  (19  AIB 

Procedures  for  Passenger  Car  Wheels  (1970)  SAE 

Procedures  for  Polyethylene  (Pe)  Plastic  Pipe  (1968)  SPI 

Procedures  for  Prevention  of  Salmonellosis  (Bacterial  F  AIB 

Procedures  for  Routine  Performance  Tests  of  Steam  Turbi  ASME 

Procedures  for  Static  Pressure  Systems  Installed  in  Sub  SAE 

Procedures  for  Temperatures  (1969)  UL 

Procedures  for  the  Bacteriological  Examination  of  Sea  W  APHA 

Procedures  for  the  Safety  Std.  for  Regular  Bicycles  (19  BMA 

Procedures  for  the  Thermal  Evaluation  of  Insulation  Sys  IEEE 

Procedures  for  Verification  of  Maximum  Ratings  of  Power  EIA 

Procedures  for  Washabihty  and  Scrubbability  of  Finishe  AIMA 

Procedures  for  Wastewater  Examination  (1969)  WPCF 

Procedures  for  Wind  Damaged  Built  Up  Roof  Coverings  Ove  EMS 

Procedures  for  Wood  Preserving  Plants  (1970)  AWPA 

Procedures  of  Hot  Applied  Coal  Tar  and  Asphalt  Enamel  C  NAPCA 

Procedures  to  Examine  Mineral  Oils  (Leather  Tanning)  (1  ALCA 

Procedures  (Boats)  (1970)  ABYC 

Procedures  (1959)  ANSI 

Procedures  (1964)  '  SAMA 

Procedures  (1969)  "  ASTM 

Procedures  (1969)  Electromagneti  NARM 

Procedures  (1969)  Relay  Test.  Procedures  (1969)  NARM 
Procedures  (1970)                                                              Std  SAE 
Procedures  (1970)                            Rec.  Pract.  for  Pressed  Steel  SAE 

Procedures  (1971)  DSAC 

Procedures,  Welders,  Brazers,  and  Operators  (Boiler  and  ASME 

Process  Control  Instrumentation  (1968)  ISA 

Process  Distillation  Analyzers  (1970)  ASTM 
Process  Drawing  Quality,  Special  Killed  (1971)  /.  Spec  ASTM 
Process  for  Roofing  (1971)  Std.  Spe  ASTM 
Process  Gas  Chromatography  (1970)                                 Tent  ASTM 

Process  Industries  (1969)  NACE 

Process  Measurement  and  Control  Terminology  (1970)  SAMA 

Process  Porcelain  Insulators  (High  Voltage  Line  Post  Ty  ANSI 
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Std.  Wet 

n  Types  (1969)  Sid.  for  Wet 

Alaska  Yellow  Cedar  Poles  (1971)  Full  Length  Thermal 

Apparatus  Producing  Water  for  Boiler  Make  Up,  Potable  and 
Std.  Spec,  for  Centrifugal  Pumps  for 
Std.  for  Bacteriological  Examination  of 
Std.  for  Analysis  of  Industrial 
Std.  Terms  Used  in  the  Sulfite  Pulping 
Std.  Terms  Used  in  the  Soda  Pulping 
Std.  Terms  Used  in  the  Sulfate  Pulping 
on  of  and  Electroplating  on  Aluminum  Alloys  hy  the  Zincate 
ne  Poles  Preservative  Treatment  by  the  Full  Length  Thermal 
)  Carbon  Steel  Sheets  of  Commercial  Quality  by  the  Hot  Dip 
teel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the  Hot  Dip 
carbon  Steel  Sheets  of  Lock  Forming  Quality  by  the  Hot  Dip 
w  Thread  Requirements  for  Bolts,  Screws  and  Studs  (Rolling 
inc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  Dip 
reservative  Treatment  of  Incised  Pole  Butts  by  the  Thermal 
Std.  Pract.  for  Storage  of 
Code  for  Welding 
Std.  Spec,  for  Preservatives  and  Pressure  Treatment 
Wood  Used  on  Farms  Preservative  Treatment  by  Pressure 
std.  for  Sawn  Crossarms  Preservative  Treatment  by  Pressure 
Plywood  Fire  Retardant  Treatment  by  Pressure 
Std.  for  Poles  Preservative  Treatment  by  Pressure 
Preservative  Treatment  of  Plywood  by  Pressure 
for  Structural  Lumber  Fire  Retardant  Treatment  by  Pressure 
ss  Ties  and  Switch  Ties  Preservative  Treatment  by  Pressure 
e  Building  Construction  Preservative  Treatment  by  Pressure 
idge  Ties  and  Mine  Ties  Preservative  Treatment  by  Pressure 
Std  for  Preservative  Treatment  (for  Posts)  by  Pressure 
Std.  for  Fire  Prevention  in  Use  of  Cutting  and  Welding 
for  All  Timber  Products  Preservative  Treatment  by  Pressure 
ilers(l971)  Code  for  Brazing 

Hazardous  Materials  and 
aulic  Cement  (1970)  Std.  Spec,  for 

lamination  Analysis  Using  Membrane  Filter/  Std.  Meth.  for 

Std.  for 

Std.  Nomenclature  and  Labeling  of  Prepared  Photographic 

Rec.  Pract.  for 

SIS  (1971)  Rec.  Pract.  for  Photographic 

Meth.  for  Laboratory 
Std.  for  Laboratory 
Meth.  for  Laboratory 
.  of  Test  for  Characteristic  Groups  in  Rubber  Extender  and 
of  Test  for  Characteristic  Groups  in  Rubber  Extender  and 
ates  (1/  Std.  Spec,  for  Inspection  Procedure  for  Chemical 

limit  Controls  (Air  Conditioning,  Heating,  Ventilating  and 
Spec,  for  General  Purpose  Cards  for  Information 
Std.  Vocabulary  for  Information 
Std.  Flowchart  Symbols  and  Their  Usage  in  Information 
Std.  for  Plastics  Piping;  a  List  Used  for 

ucks  (1967) 

Manual  on  Clearances  for  Heat 
oning.  Blower  and  Exhaust/  National  Building  Code  of  Heat 

onin/  National  Building  Code  for  the  Installation  of  Heat 

Use  (1970)  Test.  Evaporating  Apparatus 

le(1967)  Rec. 

Roof  Deck  (1970)  Rec. 
ment  for  Laminated  Wood  Block  Flooring  (1969)  Rec. 
ase  Sheathing  (1969)  Rec. 
rboard  Sheathing  (1969)  Rec. 

Rec. 

air  Under  Pressure  in  Contact  with  Milk,  Milk  Products  and 
Gaseous  Emissions  Equipment 
I  Fans  (1969)  Std. 

Guide  to 

ngle  Product  Twin  Service  Station  Pumps  or  Remote,  and  Two 

Meth.  for  Determining  % 
9)  End 
in  Wall  Assembhes  (1969) 

s  (1968)  Design  and  End 

and  Sash  (1970) 
er (1970) 

hes  and  Catches  (1970) 

ncers.  Chain  Guards,  Handrail  Brackets,  Coat  and  Hat  Hoo/ 
s  (1970) 

x  Plates  and  Mail  Boxes  (1970) 

ce  Requirements  for  Finishes  (1970) 

(1970)  ANSI  AI56.I 
0) 


Std. 

Std.  for  Cro 
Std.  for  Pol 
Std.  for  Lumber,  Timbers,  Br 


Std. 


Process  Porcelain  Insulators  (Suspension  Type)  (1962) 

Process  Porcelain  Insulators;  Low  and  Medium  Voltage  Pi 

Process  Preservative  Treatment  of  Western  Red  Cedar  and 

Process  Use  (1970)  Test.  Evaporating 

Process  Use  (1971) 

Process  Water  and  Slush  Pulp  (1957) 

Process  Water  (1955) 

Process  (1961) 

Process  (1961) 

Process  (1961) 

Process  (1968)  ANSI  G53.I2  Rec.  Pract.  for  Preparati 

Process  (1971 )  Lodgepole  Pi 

Process  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanized 

Process  (1971)  /  of  Zinc  Coated  (Galvanized)  Iron  or  S 

Process  (1971)  ID.  Spec,  for  Zinc  Coated  (Galvanized) 

Process) (1970)  Spec,  for  Sere 

Process,  Drawing  Quality  (1971)  Std.  Spec,  for  Z 

Process,  Western  Red  Cedar,  Northern  White  Cedar  and 
Processed  Silver  Gelatin  Microfilm  (1970) 
Processes  and  Qualifications  for  Heating  Boilers  (1971) 
Processes  for  Timber  (1967) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1970) 
Processes  (1971) 
Processes  (1971) 
Processes  (1971 ) 
Processes,  Procedures  and  Qualifications  for  Heating  Bo 
Processes;  Vapor  Degreasing  (1970) 
Processing  Additions  for  Use  in  the  Manufacture  of  Hydr 
Processing  Aerospace  Liquid  Samples  for  Particulate  Con 
Processing  and  Finishing  of  Aluminum  (1970) 
Processing  Chemicals  (1970) 
Processing  of  Mandrels  for  Electroforming  (1969) 
Processing  of  Plates  and  Films  in  Spectrochemical  Analy 
Processing  of  Pulp  (Ball  or  Pebble  Mill  Meth.)  (1968) 
Processing  of  Pulp  (Beater  Meth.)  (1970) 
Processing  of  Pulp  (Kollergang  Meth.)  (1960) 
Processing  Oils  by  the  Clay  Gel  Absorption  Chromatograp 
Processing  Oils  by  the  Precipitation  Meth.  (1970)  ANSI 
Processing  Suitability  of  Copper  Clad  Epoxy  Glass  Lamin 
Processing  Systems)  (1970)  Safety  Std.  for 

Processing  (1969) 
Processing  (1970) 
Processing  (1970) 

Procurement  and  Identification  (1970) 
Procurement  Spec,  for  Fasteners,  Titanium  Alloy  (1971) 
Producer  Air  Padding  for  Chlorine  Tank  Cars  and  Tank  Tr 
Producing  Appliances  (1971) 

Producing  Appliances,  Heating,  Ventilating,  Air  Conditi 
Producing  Appliances,  Heating,  Ventilating,  Air  Conditi 
Producing  Water  for  Boiler  Make  Up,  Potable  and  Process 
Product  and  Application  Spec,  for  Fiberboard  Ceiling  Ti 
Product  and  Application  Spec  for  Structural  Insulating 
Product  and  Application  Spec.  Insulation  Board  Underlay 
Product  and  Application  Spec.  1.2  In.  Fiberboard  Nail  B 
Product  and  Application  Spec.  1/2  In.  Intermediate  Fibe 
Product  Code  Numbers  for  the  Grocery  Industry  (1964) 
Product  Contact  Surfaces  (1971)  /Pract.  for  Supplying 

Product  Definitions  and  Illustrations  (1969) 
Product  Definitions  for  Operating  Limits  for  Centrifuga 
Product  Qualification  for  Plastic  Electroplating  (1971) 
Product  Remote  Dispensers  (1965)  /Out  of  Single  and  Si 

Product  Retention  in  Pressurized  Foods  (1971) 
Product  Spec,  for  Multilayer  Printed  Wiring  Boards  (196 
Product  Spec,  for  Noncombustible  Sound  Deadening  Board 
Product  Spec,  for  Rigid  Multilayer  Printed  Wiring  Board 
Product  Std.  for  Auxiliary  Builders  Hardware;  Casement 
Product  Std.  for  Auxiliary  Builders  Hardware;  Door  Hold 
Product  Std.  for  Auxiliary  Builders  Hardware;  Door  Late 
Product  Std.  for  Auxiliary  Builders  Hardware;  Door  Sile 
Product  Std.  for  Auxiliary  Builders  Hardware;  Door  Stop 
Product  Std.  for  Auxiliary  Builders  Hardware;  Letter  Bo 
Product  Std.  for  Auxiliary  Builders  Hardware;  Performan 
Product  Std.  for  Auxiliary  Builders  Hardware;  (1970) 
Product  Std.  for  Butts  and  Hinges  for  Doors  (Hardware) 
Product  Std.  for  Door  Controls;  (Overhead  Holders)  (197 
Product  Std.  for  Locks  and  Lock  Trim  for  Doors  (1970) 
Product  Std.  for  Plastic  Surfaced  Vanity  Cabinets  (1970 
Product  Std.  for  Self  Edged  Surfaced  Counter  Tops  (1971 


ANSI 

ANSI 

AWPA 

ASME 

ANSI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

AWPA 

ASTM 

ASTM 

ASTM 
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ASTM 
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BHMA 
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C8-71 
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T620 
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B253 

ClO-71 
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65 
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T200 
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ed  and  Cold  Finished  Bars  (1970) 

g  Line  Pipe  Oil  Country  Tubular  Goods  (1964) 
tions.  Rolled  Floor  Plates,  Steel  Sheet  Piling  (19/ 
lengths)  (1970) 

ings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled/ 


roduc/  Rec.  Std.  for  the  Base  Layout  of  Single  and  Single 

for  Lighting  Identification  Code  Used  by  Manufacturer,  on 
a  Single  Lot  of  Paper,  Paperboard,  Fiber  Board,  or  Related 
Spec,  for  the  Rating  of  Oil  Drilling  and 
hine  Tools  (1971)  Electronic  Std.  for  Mass 

Electrical  Std.  for  Mass 
Std.  Test  Meth.  for 

lly  Handicapped  (1970)  Std.  for 

ally  Handicapped  (1970)  Std.  for 

and  Visually  Handicapped  (1970)  Std.  for 

head  Fittings)  (1971)  Spec,  for  Wellhead  Equipment 

as  (1971)  Std.  for  the 

.  Meth.  of  Test  for  Aniline  Point  (and  Mixed)  of  Petroleum 
(1970)  ANSI  Z/  Std.  Meth.  of  Test  for  Water  in  Petroleum 

or  Supplying  Air  Under  Pressure  in  Contact  with  Milk,  Milk 
Meth.  for  Determination  of  Volatile  Content  of  Aerosol 
d.  Meth.  of  Test  for  Hydrocarbon  Types  in  Liquid  Petroleum 
9/  Tent.  Meth.  of  Test  for  Total  Base  Number  of  Petroleum 

mpling  and  Test,  of  Aluminum  and  Magnesium  Alloys  (Wrought 
eel  Sha/  Std.  Spec,  for  Zinc  (Hot  Galvanized)  Coatings  on 

Std.  Meth  of  Conditioning  Leather  and  Leather 
i/  Std.  Spec,  for  Adhesives  for  Structural  Laminated  Wood 

Meth.  for  Measurement  of  Delayed  Neutron  Emitting  Fission 

Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
(Steel 

vious/  Field  Test  Requirements  for  Materials,  Devices  and 

vious/  Field  Test  Requirements  for  Materials,  Devices  and 

Std.  Designations  for  Copper  and  Copper  Alloys  (Wrought 
Std.  Designations  for  Copper  and  Copper  Alloys  (Cast 
1971)  Std.  for  All  Timber 

Cast  Copper  and  Copper  Alloy 
Oilseed 

h.  for  Durability  and  Compatibility  of  Factory  Primed  Wood 
Meth.  for  Viscosity  of  Starch  and  Starch 
Std.  Meth.  of  Test  for  Sulfur  in  Petroleum 
Hoy  Panels  for  Test.  Paint,  Varnish,  Lacquer,  and  Related 
Std.  Definitions  of  Terms  Relating  to  Naval  Stores  and 
Std.  for  Dimensional  Tolerances  of  Cellular  Rubber 
Std.  for  Finish  and  Surface  Condition  of  Cellular  Rubber 
Std.  for  Packaging  of  Cellular  Rubber 
Meth.  for  Measuring  Viscosity  of  Starch  and  Starch 
itions  of  Terms  Relating  to  Ceramic  Whitewares  and  Related 

Steel  Specialty  Tubular 
Std.  Meth.  for  Chemical  Analysis  of  Gypsum  and 
r  Improved  and  Permanent  Care  Labeling  of  Consumer  Textile 

Tin  Mill 

Rec.  Pract.  for  Sponge  and  Expanded  Cellular  Rubber 
Meth.  for  Analysis  of  Starch  and  Starch 
Plastic  Bottle  Permeability  and  Compatibility  of  Packaged 
terlaboratory  Evaluation  of  Test  Used  with  Paper  and  Paper 
ough  the  Curing  Stage  for  Factory  Applied  Coatings  on  Wood 
meth.  of  Test  for  Organic  Fiber  Content  of  Asbestos  Cement 
Std.  Meth.  of  Measuring  the  Temperature  of  Petroleum  and 
Drafting  Std.  for  Aluminum  Extruded  and  Tubular 
Std.  Dimensional  Tolerances  for  Aluminum  Mill 
Std.  Spec,  for  Pressure  Treatment  of  Timber 
Std.  Classification  of  Peats,  Mosses,  Humus  and  Related 
aboratory  Evaluation  of  Test  Meth.  Used  with  Paper  and  Its 
e  Solvents  for  Use  in  Paint,  Varnish,  Lacquer,  and  Related 
finitions  of  Terms  Relating  to  Asbestos  Cement  and  Related 

Std.  on  Aluminum  Clad 
Std.  Spec,  for  Tantalum  Ingots  and  Flat  Mill 
Std.  for  the  Purchase  of  Treated  Wood 
Std.  for  Inspection  of  Treated  Timber 
Std.  for  Icing  and  Glazing  Machines  for  Bakery 
Std.  for  Indoor  General  Storage  of  Combustible 
Rec.  Safe  Pract.  for  Outdoor  General  Storage  Combustible 
Std.  for  Tolerances  of  Molded  Solid  Rubber 
Std.  for  Finish  and  Appearance  of  Molded  Solid  Rubber 
Std.  for  Flash  of  Molded  Solid  Rubber 
Std.  for  Rubber  to  Metal  Adhesions  of  Molded  Solid  Rubber 
td.  for  Ground  Surface  Tolerances  of  Extruded  Solid  Rubber 
td.  for  Tolerances  for  Mandrel  Cured  Extruded  Solid  Rubber 
Std.  for  Packaging  of  Extruded  Rubber 


Product  Twin  Service  Station  Pumps  or  Remote,  and  Two  P 
Product  Vehicle  (1971)  Rec  Pracl. 

Product  (1970)  Tent.  Std.  for  Samplmg 

Production  Hoisting  Equipment  (1970) 

Production  Industrial  Equipment  and  General  Purpose  Mac 
Production  Industrial  Equipment  (1967) 
Production  of  Plastic  Fines  in  Aggregates  (1964) 
Production  of  Reading  Materials  for  the  Blind  and  Visua 
Production  of  Recorded  Materials  for  the  Blind  and  Visu 
Production  of  Tactile  Materials,  Braille,  for  the  Blind 
(Production  Valves,  Flanges,  Blowout  Preventers  and  Well 
Production,  Storage  and  Handling  of  Liquefied  Natural  G 
Products  and  Hydrocarbon  Solvents  (1970)  ANSI  Zl  1.101 
Products  and  Other  Bituminous  Materials  by  Distillation 
Products  and  Product  Contact  Surfaces  (1971)  /Pract.  F 

Products  by  Densimetric  Analysis  (1971) 

Products  by  Fluorescent  Indicator  Absorption  (1970)  /T 
Products  by  Potentiometric  Perchloric  Acid  Titration  (1 
Products  Except  Forgings)  (1971)  /Quality  Assurance  Sa 

Products  Fabricated  From  Rolled,  Pressed,  and  Forged  St 
Products  for  Test  (1969) 

Products  for  Use  Under  Exterior  (Wet  Use)  Exposure  Cond 
Products  in  Nuclear  Reactor  Coolant  Water  During  Reacto 
Products  Manual  for  Alloy  Steel  Plates  (1970) 
Products  Manual  for  Alloy  Steel  Sheets  and  Strip  (1969) 
Products  Manual  for  Alloy  Steel  Wire  and  Rods  (1967) 
Products  Manual  for  Alloy  Steel.  Semifinished,  Hot  Roll 
Products  Manual  for  Carbon  Steel  Flat  Wire  (1959) 
Products  Manual  for  Carbon  Steel  Pipe;  Structural  Tubin 
Products  Manual  for  Carbon  Steel  Plates,  Structural  Sec 
Products  Manual  for  Carbon  Steel  Sheets  (Coils  and  Cut 
Products  Manual  for  Carbon  Steel  Strip  (1964) 
Products  Manual  for  Carbon  Steel,  Semifinished  for  Forg 
Products  Manual  for  Flat  Rolled  Electrical  Steel  (1968) 
Products  Manual  for  Tool  Steels  (1970) 
Products  Manual  for  Wrought  Steel  Wheels  (1961) 
Products  Manual)  Wire  and  Rods,  Carbon  Steel  (1963) 
Products  Manufactured  to  A.A.R.  Spec.  But  Having  No  Pre 
Products  Manufactured  to  A.A.R.  Spec.  But  Having  No  Pre 
Products  Only);  Application  Data  Sheet  (1970) 
Products  Only);  Application  Data  Sheet  (1970) 
Products  Preservative  Treatment  by  Pressure  Processes 
Products  Std.  Handbook;  Data  and  Spec.  (1970) 
Products  Trading  Rules  (1971) 

Products  with  Representative  Finish  Coats  (1969)  /  Met 


Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 
Products 


Corn  Industries  Viscometer  Test)  (1970) 
Lamp  Method)  (1970)  ANSI  Zl  1.108 
R1969)  /.  Meth.  of  Preparation  of  Aluminum  A 

R1970) 

Sponge  and  Expanded)  (1970) 
Sponge  and  Expanded)  (1970) 
Sponge  and  Expanded)  (1970) 
Visco/Amylo/Graph  Test)  (1970) 

960)  Tent.  Defin 

966) 

966) 

967)  Guide  Fo 
968) 

968) 
968) 

968)  Test  Meth.  for 
968)  Rec.  Pract.  for  in 
968)  /Es  of  Paint  From  the  Liquid  State  Thr 
968)  ANSI  A128.1  Std. 

968)  ANSI  Zll. 172,  Astm  DI086 
969) 

969) 
969) 
969) 

969)  Std.  for  Interl 
969)  /Meth.  of  Sampling  and  Testing  Volatil 
969)  ANSI  AI30.1  Std.  De 
970) 

970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 
970) 


API 

SAE 

TAPPI 

API 

JIC 

JIC 

AASHO 

NACAB 

NACAB 

NACAB 

API 

NFPA 

ASTM 

ASTM 

DFISA 

CSMA 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AISI 

AAR 

AAR 

CDA 

CDA 

AWPA 

CDA 

NIOP 

ASTM 

TAPPI 

ASTM 

ASTM 

ASTM 

RMA 

RMA 

RMA 

TAPPI 

ASTM 

AISI 

ASTM 

NRMA 

AISI 

SAE 

TAPPI 

SPI 

ASTM 

ASTM 

ASTM 

API 

AA 

ANSI 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 
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d.  for  Cross  Sectional  Tolerances  of  Extruded  Solid  Rubber 
or  Extruded  Finish  and  Appearance  of  Extruded  Solid  Rubber 
n  Red  Cedar  Grade  Guide;  Spec,  for  Clear  Lumber  and  Siding 
Formed  Tubing  for  Special  Shapes  of  Extruded  Solid  Rubber 
ength  Tolerances  for  Solid  Lathe  Cut  Extruded  Solid  Rubber 
otal  Indicator  Reading  Tolerances  of  Extruded  Solid  Rubber 
Terms  for  Molded,  Extruded,  Lathe  Cut  and  Cellular  Rubber 
mic  Load  Deflection  Characteristics  of  Molded  Solid  Rubber 
olded,  Extruded,  Lathe  Cut,  and  Sponge  and  Expanded  Rubber 
pheres  for  Paper,  Paperboard,  Pulp  Handsheets,  and  Related 
s.  Temperature  and  Density  Sensors  for  Milk  and  Its  Liquid 
Std.  for  Dimensional  Tolerances  for  Aluminum  Mill 
I  for  Ultraviolet  Absorbance  and  Absorptivity  of  Petroleum 
Std  Meth.  of  Gaging  Petroleum  and 
d.  Meth.  of  Test  for  Conradson  Carbon  Residue  of  Petroleum 
Std.  Meth.  of  Sampling  Petroleum  and 
Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Assembled  Steel 
td.  Classification  System  for  Carbon  Blacks  Used  in  Rubber 
Std.  Meth.  of  Chemical  Analysis  of  Rubber 
Rapid  Meth.  for  Pressure  Determination  of  Aerosol 
Meth.  for  Determining  Delivery  Rale  of  Aerosol 
Meth.  for  Storage  Tests  of  Aerosol 
Meth.  for  Determining  the  Seepage  Rate  of  Aerosol 
Pre  Marketing  Check  List  for  Aerosol  and  Aerated 
Test  Meth.  for  Flammability  of  Aerosol 
Safety  Meth,  for  Filling  Aerosol 
Test  Meth.  for  Aerosol 
Sanitary  Std.  for  Storage  Tanks  for  Milk  and  Its 
sanitary  Stds.  for  Air  Eliminators  for  Milk  and  Fluid  Milk 
Accepted  Pract.  for  Spray  Drying  Systems  for  Milk  and  Its 
Std.  Outlines  for  Solid  State 
Trading  Rules  for  Cottonseed 
Std.  for  Industrial  Laminated  Thermosetting 
nitary  Stds.  for  Tubular  Heat  Exchangers  for  Milk  and  Milk 
ary  Stds.  for  Plate  Type  Heat  Exchangers  for  Milk  and  Milk 
for  Existing  Interior  Walls  and  Ceilings  with  Gypsumboard 
ning  Allowance,  Aircraft  Quality  and  Premium  Quality  Steel 
for  Minimizing  Stress  Corrosion  in  Wrought  Titanium  Alloy 
ing  Pressure  Drop  Rate  of  Compressed  Gas  Propelled  Aerosol 
Std.  Meth.  and  Definitions  for  Mechanical  Test,  of  Steel 
mpound  and  Sample  Preparation  for  Physical  Test,  of  Rubber 
d.  for  Sphces  for  Solid  Extrusions  (Extruded  Solid  Rubber 
ut  Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber 
th  Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber 
yacrylates  and  Other  Post  Cured  Materials  (Extruded  Rubber 
uid  Penetrant;  Magnetic  Particle;  Eddy  Current  (of  Tubular 
gnetic  (Eddy  Current)  Test,  of  Seamless  and  Welded  Tubular 
d  Mechanical  Property  Limits  for  Aluminum  Wrought  and  Cast 
ught  Copper  and  Copper  Alloy  Mill  Products;  Including  Flat 
ngth  of  Free  Films  of  Paint,  Varnish,  Lacquer,  and  Related 
Std.  Tolerances  for  Wrought  Copper  and  Copper  Alloy  Mill 
Rec.  Std.  and  Spec,  for  Tablets  and  Related 
Terminology  for  Wrought  Copper  and  Copper  Alloy  Mill 
of  Agreement  Between  Owner  and  Architect  (on  a  Basis  of  A 
Agreement  Between  Architect  and  Engineer  (on  a  Basis  of  A 
Std.  for  Rigid  Poly  (Vinyl  Chlonde)  (PVC) 
for  1  Gal.  Fibre  Motor  Oil  Cans,  610  Diameter,  Deep  Drawn 
ns  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter,  Flat  Panel 
ns  for  1  Qt.  Fibre  Motor  Oil  Cans  401  Diameter.  Deep  Drawn 
Spec,  of  General  Requirements  for  a  Quality 
ital  Computer  Programs  (1971)  Rec. 

Rec.  Preservative  and  Quality  Control 
Rec.  Safety  Std.  for  Driver  Training 
e  of  Good  Pract.  for  the  Documentation  of  Digital  Computer 
Gas  Turbine  Engine  Interface  Test  Data  Reduction  Computer 
g  Pract.  to  Facilitate  the  Interchange  of  Digital  Computer 
ngine  Status  Performance  Presentation  for  Digital  Computer 
Std.  for  Orientation  and  Mobility  Services  (Cane  and  Dog 

Std.  Dimensions  of 


1969) 
9) 

ture  Film  (1969) 
9) 

(1969) 


vies  (1967) 


Std.  Dimensions  of 
Std.  Dimensions  of 
Std.  Dimensions  of 
Std.  Dimensions  of 

Spec,  for  Architectural 
Spec,  tor  Commercial 

Steel  Window  Spec,  for 


Std.  Dimensions  for 
rec.  Pract.  Spec,  for  Theater  Test  Film  for  Motion  Picture 
ape  Splices  on  8mm  Motion  Picture  Film  Perforated  Super  8, 
ted  Splices  on  8mm  Motion  Picture  Film  Perforated  Super  8, 
Std.  for  Bent  Bolts,  Studs, 
Press  Type,  Spot  and 
Meth.  for  Fiber  Length  of  Pulp  by 
Rec.  Pract.  for  Dimensions  for  16mm  Motion  Picture 
Std.  Dimensions  for 


Products  (1970)  St 
Products  (1970)  Std.  F 

Products  (1970)  .  Wester 

Products  (1970)  Std.  for 

Products  (1970)  Std.  for  L 

Products  (1970)  Std.  for  T 

Products  (1970)  Glossary  of 

Products  (1970)  Std.  for  Static  and  Dyna 

Products  (1970)  Quality  Conformance  Std.  for  M 

Products  (1970)  Std.  Conditioning  and  Test.  Atmos 

Products  (1970)  /.  for  Flow  Meters,  Including  Strainer 

Products  (1970)  ANSI  H35.2 

Products  (1970)  ANSI  Zl  1.181  Std,  Meth.  of  Tes 

Products  (1970)  ANSI  Z11.I96,  ASTM  DI085 

Products  (1970)  ANSI  Zl  1.25  St 

Products  (1970)  API  2546,  ANSI  Z11.33 

Products  (1971) 

Products (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971) 

Products (1971) 

Products (1971) 

Products  (1971) 

Products (1971) 

Products (1971) 

Products (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971) 

Products  (1971)  Sa 
Products  (197!)  Sanit 
Products  (1971)  Spec. 
Products  (1971)  Std.  Machi 

Products  (1971)  Rec.  Pract. 

Products  (1971)  Meth.  for  Determin 

Products  (1971)  ANSI  G60.1 

Products  (1971)  ANSI  Jl.I  Std.  Meth.  of  Co 

Products)  (1970)  St 
Products)  (1970)  Std.  for  Angle  C 

Products)  (1970)  Std.  for  Cut  Leng 

Products)  (1970)  Std.  for  Silicones,  Pol 

Products);  and  Visual  (Boiler  Pressure  Vessel  Code)  (19 
Products,  Austenitic  Stainless  Steel  and  Similar  Alloys 
Products,  Including  Tolerance  Tables  (1970)  /Sition  An 

Products,  Rod  and  Wire  and  Pipe  and  Tubes  Std.  Handbook 
Products,  with  a  Tensile  Test.  Apparatus  (1968)  /  Stre 

Products;  Including  Flat  Products,  Rod  and  Wire  and  Pip 
Products;  Paper,  Stationery  (1964) 
Products;  Std.  Handbook  (1968) 

Professional  Fee  Plus  Expenses)  (1970)  Std.  Form 

Professional  Fee  Plus  Expenses)  (1970)  Std.  Form  of 

Profile  Extrusions  (1970) 

Profile  (1968)  /C.  Std,  for  Loose  Metal  End  Dimensions 

Profile  (1969)  Rec.  Std.  for  Loose  Metal  End  Dimensio 

Profile  (1969)  Rec.  Std.  for  Loose  Metal  End  Dimensio 

Program  (1968) 

Programming  Pract.  to  Facilitate  the  Interchange  of  Dig 
Programs  for  Pressure  Treated  Southern  Pine  (1970) 
Programs  for  Transporting  Explosives  (1968) 

Programs  (1967)  Cod 
Programs  (1971)  Rec.  Pract.  tor 

Programs  (1971 )  Rec.  Programmin 

Programs  (1971)  Rec.  Pract.  for  Gas  Turbine  E 

Programs)  for  the  Blind  and  Visually  Handicapped  (1966) 
Projectable  Image  Area  on  Super  8  Motion  Picture  Film 
Projectable  Image  Area  on  16mm  Motion  Picture  Film  (196 
Projectable  Image  Area  on  35mm  Nonanamorphic  Motion  Pic 
Projectable  Image  Area  on  70mm  Motion  Picture  Film  (196 
Projectable  Image  Area  on  8mm  Motion  Picture  Film  (1969 
Projected  Steel  Windows  (Guard,  Psychiatric  and  Awning) 
Projected  Steel  Windows  (Security)  (1969) 
Projected,  Casement  and  Pivoted  Types  (1969) 
Projection  Conditions  tor  Judging  Amateur  Slides  and  Mo 
Projection  Reels  for  Super  8  Motion  Picture  Film  (1969) 
Projection  Sound  Reproducing  Systems  (1969) 
Projection  Type  (1969)  Std.  Dimensions  of  T 

Projection  Type  (1969)  Std.  Dimensions  of  Cemen 

Projection  Weld  Studs  and  Forged  Eyebolts  (1970) 
Projection  Welder  (1964) 
Projection  (1968) 
Projector  Reel  Spindles  (1968) 
Projector  Slides  (1969) 


RMA 

RMA 

WWPA 

RMA 

RMA 

RMA 

RMA 

RMA 

RMA 

TAPPI 

DFISA 

AA 

ASTM 

API 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CSMA 

CSMA 

CSMA 

CSMA 

CSMA 

CSMA 

CSMA 

CSMA 

DFISA 

DFISA 

DFISA 

EIA 

NCPA 

NEMA 

DFISA 

DFISA 

GA 

SAE 

SAE 

CSMA 

ASTM 

ASTM 

RMA 

RMA 

RMA 

RMA 

ASME 

ASTM 

AA 

CDA 

ASTM 

CDA 

PSTMA 

CDA 

AIOA 

AIOA 

use 

CCTI 

CCTI 

CCTI 

ASQC 

ANS 

SFPA 

IMF 

ANS 

SAE 

ANS 

SAE 

NACAB 

ANSI 

ANSI 

ANSI 

ANSI 

ANSI 

SWI 

SWI 

SWI 

PSA 

ANSI 

SMPTE 

ANSI 

ANSI 

IFI 

RWMA 
TAPPI 
SMPTE 
ANSI 


*8.29 

•8.31A 

•21 

•8.31B 

*8.35 

*8.37 

♦8.59 

*8.22 

•8.52 

T402 

2800 

•23 

D2008 

2545 

D189 

D270 

A386 

D1765 

D297 

AG*18 

AG*19 

AG*20 

AG*21 

AG*29 

AG*3 

AG*34 

AG*6 

0104 

2900 

60700 

RS389 

•1 

LIl 

1204 

1103 

650-71 

AS1182 

ARP982A 

AG '24 

A370 

D15 

•8.34 

•8.33 

•8.32 

•8.38A 

BPVCV 

E426 

•286 

101/8 

D2370 

101/8 

•I 

103/8 

B331 

C331 

PS26 

E6I0.1 

E401.1 

E401.2 

CI 

3 

TB6 
6.1 

2 

ARP1210 

3 

ARP1211 

S-3 

PH22.154 

PH22.8 

PH22.58 

PH22.152 

PH22.20 

C.l 

El 

A.l 

♦3 

PH22.160 
RP35 

PH22. 172.2 

PH22. 172.1 

SEC.C 

16-1.3 

T232 

RP34 

PH3.43 
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Rec.  Pract.  Spec,  for  a  Super  8  Test  Film  for 
including  General  Purpose,  Gutter  and  Cornice,  Parapet  and 
pping  of  Bituminous  Aggregate  Mixtures  Containing  Adhesive 
ols  for  the  Blind  and  the  Visually  Handicapped  (196/  Std. 
ops  for  the  Blind  and  Visually  Handicapped  (1968)  Std. 

Std.  Bullet 
Std.  Magazines  (Not  Bullet 
External  Ignition 
External  Ignition 
External  Ignition 
Meth.  of  Ceiling  Magazines  Where  Bullet 
Test  Meth.  for  Dryness  of 
Std.  Spec,  for  Special  Duty 
Aerospace  Ground  Equipment  Criteria  for  Umbilical  Systems 
Tent.  Meth.  of  Test  for  Yield  Stress  of  Heterogeneous 
Std.  Meth.  of  Liquid  Sampling  of  Noncryogenic  Aerospace 
Terms  Relating  to  Rheological  Properties  of  Gelled  Rocket 
meth.  for  Determining  Pressure  Drop  Rate  of  Compressed  Gas 
formance  Criteria  for  Brake  Systems  for  Rubber  Tired,  Self 
rm  Terminology  for  Traction  of  Agricultural  Tractors,  Self 
for  Roll  Over  Protective  Structure  for  Rubber  Tired,  Self 
eria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Self 
act.  and  Std.  Covering  Materials,  Size  and  Installation  of 
Std.  for  Cold  Water  Meiers, 

and  Use  of  Diethylamine  (1971) 
bar  and  Shapes  (1970) 
ponents  and  Systems  (1969) 
1  Insulation  (1969) 
gings;  Rolled  Rings  (1970) 


970) 

ube  (1970) 


Std.  for  Mechanical 
Std.  Classification  for 
Std.  Guide  for 
Std.  Mechanical 
Mechanical 
Std.  Mechanical 
Std.  Mechanical 
Std.  Mechanical 
Mechanical 
Std.  Mechanical 
Std.  for  Aluminum  Foil; 


970) 
s  (1970) 

ed,  and  Printed  Types)  (1970) 
g) (1970) 

nings.  Cast  Ductile  Iron,  and  Ferritic  Steels  with  Tensile 
d  Finished  (1970)  Mechanical 
td.  Spec,  for  Carbon  Steel  Plates  with  Improved  Transition 
Std.  Test  Meth.  for  Tensile 


(Metal  to  Metal)  (1969) 
elevated  Temperatures  (Meta/ 
tal  to  Metal)  (1969) 

Shear  by  Tension  Loading  (/ 


(1965) 


Std.  Test  Meth.  for  Creep 
Std.  Test  Meth.  for  Strength 
Std.  Test  Meth.  for  Creep 
Std.  Test  Meth.  for  Strength 
Std.  Test  Meth.  for  Flow 
Meth.  for 


Std.  Meth.  for  Flexural 
Std.  Meth.  of  Test  for  Plastic 
(Unplated  Physical  Properties)  and  Resin  Characteristics, 
Std.  Meth.  of  Test  for  Determining  Physical 
19/  Std.  Test  Meth.  for  Determining  Physical  and  Chemical 

Test  Meth.  for 
Rec.  Test  Meth.  for  Optical 
Std.  Test  Meth.  for  Drying 
ASTM  D695  Test  Meth.  for  Compressive 

Low  Temperature 
Std.  Definitions  of  Terms  Relating  to  Rheological 

Dielectric 

Test  Meth.  for  Edgewise  Compressive 
Rec.  Test  Meth.  Tensile 
oading  (Disk  Shear)  (1969)  Std.  Test  Meth.  for  Strength 

Std.  Test  Meth.  for  Rheological 
Std.  Test  Meth.  for  Creep 
Rec.  Pract.  for  Specifying 
Std.  Tensile  Breaking 
Std.  Meth.  of  Test.  Physical 
Std.  Test.  Meth.  for  Tensile 
Test  Meth.  for  Dynamic  Mechanical 
Std.  Test  Meth.  for  Ignition 
Std.  Test  Meth.  for  Compressive 
Std.  for  Mechanical  and  Physical 
Std.  Meth.  for  Measuring  Frictional 
Bui.  on  Performance 
Std.  Test  Meth.  for  Foaming 
Std.  Meth.  of  Test  for  Combustible 
Pressure  Sensitive  Electrical  Tape  Thermosetting 
Std.  Meth.  of  Test  for  Measuring  Surface  Frictional 
Contemporary  Bearing  Wall  Types  and 
Rec.  for  Lighting  Indoor  Locations  of  Central  Station 
nt  Viscosity  of  Adhesives  Having  Shear  Rate  Dependent  Flow 
Calculations  for  Casing,  Tubing,  Drill  Pipe  and  Line  Pipe 
lastic  Substrate  Fabrication  Requisites  (Unplated  Physical 
ht  Aluminum  A/        Std.  for  Chemical  Compositions,  Mechanical 
ck  (1970) 


uring  Stage  for  Factory  Appli/ 
of  Elongation  Apparatus)  (1970) 
ication  (1971) 


(1969) 


I) 


Std. 


1969)  ANSI  A2.3 


Projectors  and  Printers  (1969)  SMPTE 
Promenade  or  Desk  Types,  and  Definitions  (1971)                /Ains  ANSI 
Promoting  Agents  (1971)                /Oating  and  Resistance  to  Stri  ASTM 

Promoting  Self  Study  and  Evaluation  of  Residential  Scho  NACAB 

Promoting  Self  Study  and  Evaluation  of  Sheltered  Worksh  NACAB 

Proof  Door  for  High  Explosives  Magazines  (1968)  IME 

Proof)  (1968)  IME 

Proofing  of  Marine  Engine  Cranking  Motors  (1968)  SAE 

Proofing  of  Marine  Engine  Distributors  (1968)  SAE 

Proofing  of  Marine  Engine  Wiring  (1969)  SAE 

Proofing  of  Roofs  is  Not  Required  (1968)  IME 

Propane  (Valve  Freeze  Meth.)  (1970)  ASTM 

Propane  (1968)  ANSI  Zll. 229  ASTM 
Propellant  Quick  Disconnects  (1970)                      Rec.  Pract.  for  SAE 

Propellants  by  the  Cone  Penetration  Method  (1970)  ASTM 

Propellants  (1970)  ASTM 
Propellants  (1970)                                          Std.  Definitions  of  ASTM 

Propelled  Aerosol  Products  (1971)  CSMA 
Propelled  Graders  (1971)                  Rec,  Pract.  for  Minimum  Per  SAE 

Propelled  Implements,  and  Other  Traction  and  Transport  ASAE 
Propelled  Scrapers  (1969)                /Inimum  Performance  Criteria  SAE 
Propelled  Scrapers  (1971)              /or  Minimum  Performance  Crit  SAE 
Propeller  Shafting  Systems  (Boats)  (1970)                         Rec.  Pr  ABYC 

Propeller  Type  for  Main  Line  Applications  (1970)  AWWA 

Properties  and  Essential  Information  for  Safe  Handling  MCA 

Properties  and  Limits,  of  Extruded  Aluminum  Wire,  Rod,  AA 

Properties  and  Performances  of  Coordinated  Building  Com  ANSI 

Properties  and  Tests  of  Mastics  and  Coatings  for  Therma  ASTM 

Properties  and  Tolerances  for  Aluminum  Die  and  Hand  for  AA 

Properties  and  Tolerances  for  Aluminum  Drawn  Tube  (1970  A  A 

Properties  and  Tolerances  for  Aluminum  Forging  Stock  (1  AA 

Properties  and  Tolerances  for  Aluminum  Heat  Exchanger  T  AA 

Properties  and  Tolerances  for  Aluminum  Pipes  (1970)  A  A 

Properties  and  Tolerances  for  Extruded  Aluminum  Tube  (1  AA 

Properties  and  Tolerances  for  Structural  Aluminum  Shape  AA 

Properties  and  Tolerances  (Including  Unmounted,  Laminat  AA 

Properties  and  Use  of  Explosives  in  Agriculture  (Farmin  IME 
Properties  Enhanced  by  Heat  Treatment  (1971)               /Stant  Li  ASME 

Properties  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or  Col  AA 

Properties  for  Pressure  Vessels  (1971)  ANSI  G35.7  ASTM 

Properties  of  Adhesive  Bonds  (1968)  ASTM 

Properties  of  Adhesives  in  Shear  by  Compression  Loading  ASTM 

Properties  of  Adhesives  in  Shear  by  Tension  Loading  at  ASTM 

Properties  of  Adhesives  in  Shear  by  Tension  Loading  (Me  ASTM 

Properties  of  Adhesives  in  Two  Ply  Wood  Construction  in  ASTM 

Properties  of  Adhesives  (1969)  ASTM 

Properties  of  Alumina  Hydrate  Pigments  (1969)  TAPPI 

Properties  of  Cast  Copper  Base  Alloys  in  Foundry  Pract.  AFS 

Properties  of  Ceramic  Whiteware  Materials  (1971)  ASTM 

Properties  of  Coal  by  the  Gieseler  Plastometer  (1969)  ASTM 

Properties  of  Commercial  Thermoplastics;  Molding  Rec;  ASEP 

Properties  of  Concrete  Pipe  or  Tile  (1970)  ASTM 

Properties  of  Culvert  Pipe,  Sewer  Pipe  and  Drain  Tile  AASHO 

Properties  of  Diatomaceous  Sihca  (1970)  TAPPI 

Properties  of  Disposable  Soft  Goods  (1970)  DA 

Properties  of  Drying  Oils  (1969)  ASTM 

Properties  of  Epoxy  Casting  or  Molding  Compounds  (1969)  SPI 

Properties  of  Ferrous  Materials  (Hs  169)  (1968)  SAE 

Properties  of  Gelled  Rocket  Propellants  (1970)  ASTM 

Properties  of  Grain  and  Seeds  (1970)  ASAE 

Properties  of  Laminating  Systems  (1969)  SPI 

Properties  of  Magnetic  Tape  (1969)  ANSI  C83.56  EIA 

Properties  of  Metal  to  Metal  Adhesives  by  Compression  L  ASTM 

Properties  of  Non  Newtonian  Materials  (1968)  ASTM 

Properties  of  Package  Cushioning  Materials  (1968)  ASTM 

Properties  of  Paint  From  the  Liquid  State  Through  the  C  ASTM 

Properties  of  Paper  and  Paperboard  (Using  Constant  Rate  TAPPI 

Properties  of  Photoresists  Used  in  Microelectronic  Fabr  ASTM 

Properties  of  Plastics  at  High  Speeds  (1969)  ASTM 

Properties  of  Plastics  by  Means  of  a  Torsional  Pendulum  ASTM 

Properties  of  Plastics  (1968)  ASTM 

Properties  of  Rigid  Plastics  (1969)  ANSI  K65.I  ASTM 

Properties  of  SAE  Aluminum  Casting  Alloys  (1968)  SAE 

Properties  of  Slideway  Lubricants  (1970)  ASTM 

Properties  of  Steel  Casing,  Tubing,  and  Drill  Pipe  (197  API 

Properties  of  Surface  Active  Agents  (1970)  ASTM 

Properties  of  Treated  Wood  by  the  Fire  Tube  Apparatus  ASTM 

Properties  Test  Meth.  (1970)  PSTC 

Properties  Using  the  British  Portable  Tester  (1969)  ASTM 

Properties  (Tech.  Notes)  (1969)  SCPI 

Properties  (1957)  lES 
Properties  (1969)                             Std.  Test  Meth.  for  Appare  ASTM 
Properties  (1971)                                    Bui.  on  Formulas  and  API 

Properties)  and  Resin  Characteristics,  Properties  of  Co  ASEP 

Property  Limits  and  Dimensional  Tolerances  of  SAE  Wroug  SAE 

Property  Limits  and  Std.  Tolerances  of  Aluminum  Fin  Sto  AA 


RP32 

A112.21.2 

D2727 

•2 

•3 

1.6 

1.4 

J355 

J354 

J378 

1.3 

D2713 

D2154 

ARPI206 

D2884T 

F309 

D2507 

AG*24 

J  2  36 

R296.1 

J320A 

J319B 

P6 

C704 

SD97 

•2811 

A62.6 

C647 

•2815 

♦281217 

•2814 

•281229 

•281237 

•2812 

•2813 

•289 

11 

BPVC8-1-C 

•2810 

A442 

D897 

D2293 

D2295 

D2294 

D2339 

D2183 

T673 

NF6511-25 

C674 

D1812 

3 

C497 

T33 

T658 

60.0 

D1953 

ERF8 

J794 

D2507 

D293 

ERF18 

RS362 

D2182 

D2196 

D2221 

D2336 

T494 

F66 

D2289 

D2236 

D1929 

D695 

J767B 

D2877 

5C2 

D1173 

E69 

53 

E303 

24H 

CP9 

D2556 

BUL5C3 

3 

J457H 
•288.1 
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m  Conductors  (1970) 

sld  for  Aluminum  Sheet  and  Plate;  Tread  Plate;  Mechanical 
Including  /  Std.  (or  Chemical  Composition  and  Mechanical 

Std.  for  Aluminum  Castings;  Composition  and  Mechanical 
e;  Commercial  Roofing  and  Siding;  Finishes,  Mechanical  and 
1  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Mechanical 

erms  Precision  and  Accuracy  as  Applied  to  Measurement  of  A 
(1971)  Meth.  for  Saturating 

nd  Yard  Piping  (1970)  Material  and 

Std.  Spec,  for  Cellulose 
Std.  for  Citronellyl 
Spectrum  for  Citronellyl 
Rec.  Pract.  for  Selecting 
Safe  Installation  of  Exhaust  Systems  for 
t.  and  Std:  Covering  Safe  Installation  of  Fuel  Systems  for 
covering  the  Safe  Design,  Construction  and  Installation  of 
Std.  for  Service  Time  Coding  of 
Definitions  of  Terms  and  Symbols  Relating  to  Solid  Rocket 

Std.  for  Phenyl 

Std.  Test  Meth.  for  Hydrocarbon  Traces  in 
.  Meth.  for  Analysis  of  Liquefied  Petroleum  (Lp)  Gases  and 

Std.  Meth.  for  Analysis  of  Ethylene  Glycols  and 
Std.  Spec,  for  Nonoriented 
Std.  Spec,  for 

Std.  Test  Meth.  for  Thermal  Oxidative  Stability  of 
Std.  Spec,  for  Ozone  Resistant  Ethylene 
1970)  Std.  for  Fluorinated  Ethylene 

Std.  for  Fluorinated  Ethylene 

2) 

for  Theatrical  Presentations  on  Educational  and  Community 
.  for  Underground  Steel  Tanks  with  Pre  Engineered,  20  Year 

Rec.  for  the 

Std.  for  Vending  Machine  Water  Supply,  Backflow 
Corrugated  or  Fiber  Board  Trays  for  Interior 
Std.  Meth.  of  Test  for  Rust 
National  Building  Fire 
Rec.  for  the  Basic  Radiation 
Fire 

Palletloading  Binding  and 
Requirements  for  Medical  X-Ray  and  Gamma  Ray 
ing  Design  and  Eval/  Rec.  for  Medical  X-Ray  and  Gamma  Ray 
ractories  Packaged  in  Cartons  Type  X-1  (1962)  Pallet  Load 

ractories  Packaged  in  Cartons  Type  X-2  (1962)  Pallet  Load 

Ik  Materials  Packaged  in  Bags  Type  X-3  (1962)  Pallet  Load 

Ik  Materials  Packaged  in  Bags  Type  X-4  (1962)  Pallet  Load 

ractors  (1970)  SAE  J333  Operator 
ractors  ( 1970)  Operator 
ractor  (1970)  Std.  for  Operator 

Rec.  for  the  Radiation 
Rec.  for  the  Radiation 
Std.  Safety  Code  for  the  Use,  Care,  and 
against  Stress  Corrosion  Cracking  by  Use/  Rec.  Pract.  for 

Rec.  Pract.  and  Std.  for  Cathodic 
970)  Rec.  Pract  for 

Safeguards  for  Construction,  Location  and  Fire 
Rec.  Pract.  and  Std.  Covering  the 
r  Line  (Boats)/  Rec,  Pract.  and  Std.  for  Installation  and 

Rec.  Pract.  for 
Std.  for  the  Construction  and 
Rec.  Safeguards  for  the 
Rec,  for  Location,  Construction,  Occupancy  and  Fire 
ir  and  Lay  Up  (1970)  Std,  for  Fire 

Std.  for 

(1971)  ANSI  Z214.1  Std.  on  (the  Construction  and 

Rec.  Pract.  for  Lightning 
aterials  (1970)  Rec.  Fire 

Fire  Hazard 

Safety  Std.  for  Hose  Valves  for  Fire 
Safety  Std.  for  Pipe  Hanger  Equipment  for  Fire 
Safety  Std.  for  Indicator  Posts  for  Fire 
ssories  for  Automatic  Water  Supply  Control  Valves  for  Fire 
or  Mounting  of  Coupling  and  Nipple  to  Brake  Pipe  Hose  with 


to  Palletiz/ 
et  (1970) 


nd  Use  (196/ 


s (1971) 


d  Top  (1969) 


Criteria  for 

Pallet  Load  (of  Brick)  Protection  Type  "A" 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick) 
Pallet  Load  (of  Brick)  Protection  Type'C 
Pallet  Load  (of  Brick)  Protection  Type  'C"  weatherproof 


Property  Limits  and  Std.  Tolerances  of  Electric  Aluminu 

AA 

*2816 

Property  Limits  and  Weights,  and  Tolerances  (1970) 

AA 

*287.36 

Property  Limits  for  Aluminum  Wrought  and  Cast  Products, 

AA 

•286 

Property  Limits  (1970) 

AA 

•2817 

Property  Limits  (1970)                ID.  for  Aluminum  Sheet  and  Plat  AA 

•287.21 

Property  Limits,  Heat  Treatable  Alloys  and  Brazing  Shee 

AA 

•287 

Property  of  a  Material  (1971)                   /Pract.  for  Use  of  the  T  ASTM 

E177 

Property  of  Roofing  and  Flooring  Felt  Kerosine  Number) 

TAPPI 

T427 

Property  Std.  for  Polyethylene  Pipe  for  Water  Service  A 

lAPMO 

PS24 

Propionate  Molding  and  Extrusion  Compounds  (1970) 

ASTM 

DI562 

Propionate  (1970) 

BOA 

283 

Propionate  (1970) 

EOA 

283S 

Proportions  for  Normal  Weight  Concrete  (1970) 

ACI 

211.1 

Propulsion  and  Auxiliary  Machinery  (Boats)  (1970) 

ABYC 

PI 

Propulsion  and  Auxiliary  Machinery  (Boats)  (1970) 

/Rac  ABYC 

P2 

Propulsion  Engine  Control  Systems  (Boats)  (1970) 

/Td.  ABYC 

P14 

Propulsion  Engine  Items  (1971) 

SAE 

AS1105 

Propulsion  (1970) 

Std.  ASTM 

D2506 

Propyl  Aldehyde  (1971) 

EOA 

290 

Propyl  Gallate  (1965) 

CTFA 

88 

Propylene  Concentrates  by  Gas  Chromatography  (1970) 

ASTM 

D2712 

Propylene  Concentrates  by  Gas  Chromatography  (1970)  Ans  ASTM 

D2163 

Propylene  Glycol  (196.')) 

CTFA 

13 

Propylene  Glycols  (1967)  ANSI  K72.I 

ASTM 

E202 

Propylene  Plastic  Film  (1969) 

ASTM 

D2530 

Propylene  Plastic  Molding  and  Extrusion  Materials  (1969 

ASTM 

D2146 

Propylene  Plastics  (1969) 

ASTM 

D2445 

Propylene  Rubber  Insulation  (1970) 

ASTM 

D2802 

Propylene  (Fep)  Plastic  Lined  Steel  Pipe  and  Fittings 

use 

PS34 

Propylene  (Fep)  Plastic  Tubing  (1971) 

use 

PS43 

Propyleneglycol  Monostearate,  Non  Self  Emulsifying  (195 

CTFA 

41 

Proscenium  Type  Stages  (1968)                               Rec.  Lighting  lES 

CP34 

Protection  Against  Exterior  Corrosion  (1970) 

Std  STI 

•3 

Protection  Against  Neutron  Radiation  (1971) 

NCRPM 

R38 

Protection  and  Plumbing  (1967) 

NAMA 

•1-600 

Protection  and  Stability  of  Shapes  Which  Are  Difficult 

RI 

P242 

Protection  by  Metal  Preservatives  in  the  Humidity  Cabin 

ASTM 

D1748 

Protection  Code  Requirements  (1967) 

AIA 

CO-l-VIII 

Protection  Criteria  (1971) 

NCRPM 

R39 

Protection  for  Belt  Conveyors  (1970) 

EMS 

8-28 

Protection  for  Bulk  Materials  in  Steel  Drums  (1959) 

RI 

P226-1 

Protection  for  Energies  Up  to  10  Mev  Equipment  Design  A 

NCRPM 

33 

Protection  for  Energies  Up  to  10  Mev;  Structural  Shield 

NCRPM 

R34 

Protection  for  Export  Shipments,  Rec.  for  Brick  and  Ref 

RI 

P238 

Protection  for  Export  Shipments,  Rec.  for  Brick  and  Ref 

RI 

P239 

Protection  for  Export  Shipments,  Rec.  for  Refractory  Bu 

RI 

P240 

Protection  for  Export  Shipments,  Rec.  for  Refractory  Bu 

RI 

P241 

Protection  for  Wheel  Type  Agricultural  and  Industrial  T 

ASAE 

S305.I 

Protection  for  Wheel  Type  Agncultural  and  Industrial  T 

ASAE 

S305.2 

Protection  for  Wheel  Type  Agricultural  and  Industrial  T 

SAE 

J333A 

Protection  in  Educational  Institutions  (1966) 

NCRPM 

R32 

Protection  in  Veterinary  Medicine  (1970) 

NCRPM 

R36 

Protection  of  Abrasive  Wheels  (1970) 

ANSI 

B7.1 

Protection  of  Austenitic  Stainless  Steel  in  Refineries 

NACE 

RPOl-70 

Protection  of  Boats  (1970) 

ABYC 

E2 

Protection  of  Buildings  From  Exterior  Fire  Exposures  (1 

NFPA 

80A 

Protection  of  Clean  Rooms  (1971) 

EMS 

LPDI-56 

Protection  of  Electrical  Circuits  (on  Boats)  (1970) 

ABYC 

E5 

Protection  of  Hull  Openings  Between  Water  Line  and  Shee 

ABYC 

H15 

Protection  of  Library  Collections  From  Fire  (1970) 

NFPA 

910 

Protection  of  Piers  and  Wharves  (1971) 

NFPA 

87 

Protection  of  Plywood  Plants  (1971) 

EMS 

LPD8-31 

Protection  of  Telephone  Control  Offices  (1971) 

FMS 

LPD14-18 

Protection  of  Vessels  (Ships)  During  Construction,  Repa 

NFPA 

312 

Protection  of  (File)  Records  (1970) 

NFPA 

232 

Protection  Of)  Aircraft  Hangers  and  Airport  Facilities 

NFPA 

409 

Protection  on  Boats  (1965) 

BIA 

123 

Protection  Pract.  for  Facilities  Handling  Radioactive  M 

NFPA 

801 

Protection  Rec.  for  Textile  Mills  (1971) 

FMS 

7-1 

Protection  Service  (1970)  ANSI  BII2.1 

UL 

668 

Protection  Service  (1971) 

UL 

203 

Protection  Service  (1971) 

UL 

789 

Protection  Service  (1971)  ANSI  B129.1              /  for  Alarm  Acce  UL 

753 

Protection  Sleeve  (1970) 

Std.  F  AAR 

MSRP-E-51A 

Protection  Systems  for  Nuclear  Power  Generating  Station 

IEEE 

279 

Protection  Two  36  In.  Ends  (1969) 

RI 

P202-I 

Protection  Type  "A"  protection  Two  36  In.  Ends  (1969) 

RI 

P202-1 

Protection  Type"C"  protection  3  Slides  (1969) 

RI 

P204-1 

Protection  Type  "C  '  weatherproof  Protection  4  Slides  An 

RI 

P243 

Protection  Type"C-l"  protection  4  Slides  (1961) 

RI 

P235 

Protection  Type"C-2"  protection  4  Slides  (1969) 

RI 

P236 

Protection  Type"C-6"  protection  4  Slides  (1969) 

RI 

P246 

Protection  Type"D"  on  Two  48  In.  Sides  (1969) 

RI 

P229-1 

Protection  Type'  P"  shrink  Wrap  (1969) 

RI 

P247 

Protection  3  Slides  (1969) 

RI 

P204-1 

Protection  4  Slides  and  Top  (1969) 

RI 

P243 
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Pallet  Load  (of  Brick)  Protection  Type  "C-1" 
Pallet  Load  (of  Brick)  Protection  Type  "C-2"' 
Pallet  Load  (of  Brick)  Protection  Type  "0-6" 
Guides  for  Lightning 

si  Protective  Frame  (for  Tractor  Operators)  with  Overhead 

ay  and  Foam  Systems.  Yard  and  Roof  Hydr/         Std,  for  Outside 
Single  Tier  with  Skid  Retarders.  20  Pallets  with  Type  "C" 
Std.  Safety  Requirements  for  Industrial  Head 
Rec.  for  Dental  X-Ray 
Rec.  Pract.  for  Truck  Fire 
t.  for  Fusible  Links  for  Highway  Vehicle  Electrical  Wiring 
or  Motor  Carrier  Safety  Regulation  in  DOT  Bumper,  Rear  End 
Std.  for  Water  Tanks  for  Private  Fire 
r  Flight  Simulator  System  Construction.  Occupancy  and  Fire 
Embankment  Supported  (Pump  Suction)  Fabric  Tanks  for  Fire 
External  Radiation  (Maximum 
rol  in  Metal  Casting  (1970)  Fire  Prevention 

rs  (1969)  Std.  for  Architectural  Door  Trim, 

s  (1970)  Std.  for  Protective  Frame  with  Overhead 

Guide  Spec,  for  Coal  Tar  Epoxy 
Spec,  for  Asphalt 
Std.  Guide  for  Use  of 

(1969)  Std.  Manual  of  Pract.  for  Paints  and 
Std.  Meth.  of  Testing  Fatty  Acids  Used  in 

Requirements  for  Overcurrent 
edures  and  Performance  Requirements  (1970)  SAE  J168 
requirements  (1970)  Std.  for 

Std.  on  Respiratory 

ements  (1970)  Std.  for 

res  and  Performance  Requirements  (1970)  Std.  for 

s  and  Performance  Requirements  (1970) 

protection  (Test  Procedures  and  Performance  Requirements/ 

Std.  for 

1)  Std.  for  Safety  Requirements  for  Industrial 

.  for  Installation.  Maintenance  and  Use  of  Central  Station 
ety  Std.  for  Smoke  Detectors.  Photoelectric  Type,  for  Fire 
1)  Definitions  for  Local  Fire 

rec.  Pract.  for  Minimum  Performance  Criteria  for  Roll  Over 
Std.  for  Low  Voltage  Ac  Power  Service 
or  Low  Voltage  Power  Circuit  Breakers  and  Ac  Power  Service 
Std.  Test  Meth.  for  Ash  in  Casein  and  Isolated  Soy 
Std.  Meth.  for  Fixed  Ash  in  Casein  and  Isolated  Soy 
Std.  Test  Meth.  for  Nitrogen  in  Casein  and  Isolated  Soy 
Std.  Test  Meth.  for  Oil  in  Casein  and  Isolated  Soy 
St  Meth.  for  Alkali  Requirement  of  Casein  and  Isolated  Soy 
Meth.  of  Test  for  Free  Acidity  in  Casein  and  Isolated  Soy 

Test  Meth.  for  Glue 

ve)(1968)  Std.  for 

Std.  Part  Pin  (Threaded  Shear 
Guide  to  Service  Capabilities  by 
Rec.  Pract.  for  Crew  Safety 
Rec.  National  Building  Code 

(1970)  Crew  Escape 
Spec,  for  Architectural  Projected  Steel  Windows  (Guard. 

Std.  for  Polytetrafluoroethylene 
Std.  for  Polytetrafluoroethylene 
Std.  for  Glass  Stopcocks  with  Polytetrafluoroethylene 
esign,  Equipment  and  Operation  of  Swimming  Pools  and  Other 
and  Beverage  Vending  Machines  (1967) 

td.  Motor  Vehicles,  Trailers,  and  Semitrailers  Operated  on 
ys  (1966)  Rec.  for 

Spec,  for  Straight  Metal  Stairs  (for 
Spec,  for  Circular  Metal  Stairs  (for 
Spec,  for  Curved  Metal  Stairs  (for 
Spec,  for  Spiral  Metal  Stairs  (for 
g.  Finishing,  Installation,  and  Definitions)  (1961) 

Std. 

mpregnated  Paper  Insulated  Cables  (1967)  Std. 

Rec.  Pract  for  Cable  and 
Agricultural  Tractor  Belt  Speed  and 
Tractor  Belt  Speed  and 
Std.  for  V-Belts  and 
Rec.  Pract.  for  Steering  Cable  and 
ural  Door  Trim,  Protection,  Push  and  Name  Plates,  Edgings. 

Meth.  Fiber  Length  of 
Meth.  for  Cellulose  in 
Meth.  for  Fiber  Length  of 
Std.  for  Moisture  in 
Test  Meth.  for  Foreign  Particulate  Matter  in 
r  the  Determination  of  Free  Available  Chlorine  Residual  in 
Meth.  for  Coarseness  of 
Moisture  Content  of 
Meth.  for  Drainage  Time  of 
Std.  for  Weighing,  Sampling  and  Test. 

Std.  for  Physical  Test,  of 
Conditioning  and  Test.  Atmospheres  for  Paper,  Paperboard, 


Rec.  Prac 
Rec.  Pract.  F 


Rec.  Fo 
Rec.  for 


Saf 


Protection  4  Slides  (1961) 
Protection  4  Slides  (1969) 
Protection  4  Slides  (1969) 
Protection  (on  Boats)  (1970) 

Protection  (Test  Procedures  and  Performance  Requirement 
Protection  (Yard  Piping  Supplying  Sprinklers,  Water  Spr 
Protection  (1959)  /  (for  Rail  Shipment;  Anchored  Load) 

Protection  (1969) 
Protection  (1970) 
Protection  (1970) 
Protection  (1970) 
Protection  (1970) 
Protection  (1971) 
Protection  (1971) 
Protection  (1971) 
Protection)  (1970) 

Protection,  Hazardous  Conditions  and  Environmental  Cont 
Protection,  Push  and  Name  Plates,  Edgings.  Pulls  and  Ba 
Protection;  Test  Procedures  and  Performance  Requirement 
Protective  Coating  (1970) 
Protective  Coatings  for  Pipe  Lines  (1958) 
Protective  Coatings  for  Portland  Cement  Concrete  (1968) 
Protective  Coatings  for  Wastewater  Treatment  Facilities 
Protective  Coatings  (1969) 
Protective  Devices  (1966) 

Protective  Enclosures  (for  Tractor  Operators)  Test  Proc 
Protective  Enclosures;  Test  Procedures  and  Performance 
Protective  Equipment  for  Firefighters  (1971) 
Protective  Frame  Test  Procedures  and  Performance  Requir 
Protective  Frame  with  Overhead  Protection;  Test  Procedu 
Protective  Frame  (for  Tractor  Operators)  Test  Procedure 
Protective  Frame  (for  Tractor  Operators)  with  Overhead 
Protective  Headgear  (Helmets)  (1970) 
Protective  Helmets  for  Electrical  Workers.  Class  B  (197 
Protective  Signaling  Systems  for  Guard.  Fire  Alarm  and 
Protective  Signaling  Systems  (1971) 
Protective  Signalling  Systems  (in  Training  Manual)  (197 
Protective  Structure  for  Rubber  Tired.  Self  Propelled  S 
Protectors  (1969) 

Protectors  (1970)  /  Ratings  and  Related  Requirements  F 

Protein  (R1968) 
Protein  (R1968) 
Protein  (R1968I 
Protein  (1968) 

Protein  (1968)  Std.  Te 

Protein  (1968)  Std.  Test 

(Protein)  in  Paper.  Qualitative  (Biuret  Test)  (1971) 
Proteinaceous  Nitrogenous  Materials  in  Paper  (Qualitati 
Protruding  Head)  (1971) 

Proven  Application  (Plastic  Electroplating)  (1971) 

Provisions  for  Cargo  Aircraft  (1970) 

Provisions  for  Windstorm  Resisting  Construction  (1956) 

Provisions.  Flight  Deck  (Commercial  Transport  Aircraft) 

Psychiatric  and  Awning)  (1969) 
(Ptfe)  Plastic  Lined  Steel  Pipe  and  Fittings  (1970) 
(Ptfe)  Plastic  Tubing  (1971) 
(Ptfe)  Plugs  (1970) 

Public  Bathing  Places  (1957)  Rec.  Pract.  for  D 

Public  Health  and  Safety  Test,  and  Evaluation  for  Food 
Public  Highways  (1968) 

Public  Lighting  Needs  for  Streets,  Highways,  and  Freewa 
Public  Use)  (1971) 
Public  Use)  (1971) 
Public  Use)  (1971) 
Public  Use)  (1971) 

Public  Works  Spec,  for  Ceramic  Veneer  (Sampling,  Testin 
Publication  for  Manufactured  Electrical  Mica  (1970) 
Publication  for  Metallic  and  Associated  Coverings  for  I 
Pulley  Steering  Installation  on  Boats  (1969) 
Pulley  Width  (1966)  SAE  J720 
Pulley  Width  (1967) 

Pulleys  for  Automotive  V-Belt  Drives  (1970) 
Pulleys  on  Boats  (1966) 
Pulls  and  Bars  (1969) 
Pulp  by  Classification  (1964) 
Pulp  by  Cross  and  Bevan  Meth.  (1970) 
Pulp  by  Projection  (1968) 
Pulp  by  Toluene  Distillation  (1960) 
Pulp  by  Transmitted  Light  (1970) 
Pulp  Chlorination  Liquors  (1971) 
Pulp  Fibers  (1967) 
Pulp  Fluff  Dry  (1971) 
Pulp  for  Insulating  Board  (1960) 
Pulp  for  Moisture  (1958) 
Pulp  Handsheets  (1971) 

Pulp  Handsheets,  and  Related  Products  (1970) 


RI 

RI 
RI 

ABYC 
ASAE 
FI 
RI 

ANSI 
NCRPM  R35 
NFPA  512 
SAE 
TTMA 
NFPA 


P235 
P236 
P246 
E4 

S310.1 
24 

P212-1 
Z89.1 


FMS 

FMS 

FMS 

AFS 

BHMA 

SAE 


J156 
RPlO-64 
22 
LPD7-3 
3-4 
16-8 
6 

1001 
J167 


AASHO  M200 
AI  SS7 
AASHO  M224 


WPCF 
ASTM 
UL 
ASAE 
SAE 
NFPA 
SAE 
SAE 
ASAE 
ASAE 
SMF 
ANSI 
NFPA 
UL 

NEMA 
SAE 
ANSI 
ANSI 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
TAPPI 
TAPPI 
NSA 
ASEP 
SAE 
AIA 
SAE 
SWI 

use 
use 
use 

APHA 
NAMA 
ANSI 
lES 

NAAMM*33.1 
NAAMM*33.2 
NAAMM»33.3 
NAAMM*33.4 
SCPI  '28 


17 

D1467 
1133 
S336 
J168 
19B 
J334A 
JI67 
S306.2 
S310.1 
*I 

Z89.2 
71 
168 
SB4 
J320A 
C37.29 
C37.16 
D1797 
D1798 
D1803 
D1804 
D1800 
D1801 
UM-413 
T417 
1322 
6C 

ARP1139 
CO-11 
ARP808A 
C.l 
PS33 
PS52 
PS28 
»1 
•  2 

d"7.1 
CP3I 


Std.  for  Architect 


Suggested  Meth.  Fo 


Std. 


NEMA 

IPCEA 

BIA 

ASAE 

SAE 

SAE 

BIA 

BHMA 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 


MEl 

S67-401 

157 

S210.2 

J720 

J636B 

156 

1001 

T233 

T201 

T232 

T208 

T246 

T678SU 

T234 

UM-202 

T1002 

T210 

T220OS 

T402 
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ruip  III  .^ouiuiii  nyuioxluc  ai  ,iu  ueg.  L  (ivouj 

TA  PPT 

1  lij 

Pulp  Measured  by  Transmitted  Light  (1971) 

X  A  PPI 
1  Ar  r  1 

T  T  KH  TAC 

U  M-ZUj 

Mcln,  lor  loitii  wuicr  in 

Piiln  Mill  Qnt^nl   I  wiiii^rc  (IQSdl 
lUip  ivilll  opeill  i.iquois  ylyJHt 

T  A  Ppr 
1  A  r  r  1 

T64 1 

Mcth.  Resistance  of 

Pulp  or  Paper  Stock  to  Disintegration  (1967) 

TAPPI 

T239 

M eth.  for  Consistency  ( Cone enlriition )  of 

Pulp  Suspensions  (1967) 

T  A  PPI 
1  /\r  r  1 

T240 

Piiln  (RmII  nr  Pphhip  Mill  Mpth  ^  MQ^Kl 

TAPPI 

Std,  for  l^Bborjitory  Processing  of 

Pnin  (Rp;itpr  Mplh  1  MQ7ni 
ruip  ^oeaLci  ivi  ciii.i  \  i  y  lyj  i 

TAPPI 

T''00 

B le 3C hability  of 

ruip  iDiedcn  anu  evaluate  tjngninessi  \  \  7 1  \ } 

T  A  PPI 

U  M-_UD 

M^etting  Time  of 

rUip  IL'ISK  FlOldllUIll  ^  17  1  I  ) 

TAPPI 

U  M-ZUO 

R 1  p      h  a  hi  1  it  \/  rtf 
u  ic<i^  iia  LI  III  Ly  KJi 

Piiln  (Hot  Tp^t  with  Rlp;irh  T  iniinrl  (19711 
I^Uip  (OtJi    I  01  Willi  Ulcacil  l.^ii^Ul71j  \  1  y  1  I  / 

TAPPI 

\j  IVl  -  zu  / 

Meth.  for  I-sborslory  Processing  of 

Piiln  1  V  i^Ut^ra'inn  Mplh  1  (IQ^Oi 

I  uip  1    uiiergdiig  iviein.^  vi^DU^ 

TAPPI 

Std.  for  DrBinBge,  Time  iincj  Fsctor,  of 

Piiln  (R  IQ6^t 
r  u  1  p  1  IS  1  70,5 1 

TAPPI 

T2''  1 

Tent.  Std.  for  ^Vater  Soluble  Sulfates  and  Chlorides  in 

Pllln  ( 1  94S) 
r  u 1 u  1  1      J / 

TAPPI 

T229 

QtH    fnr  ^npi'tr^al  R  pf  IppIiv         iinH  (^r^Ii'^r  (■^f 
o lu >  i\Ji  o|JCVrLiai  i\c  1  icv 1 1 V  11  y  diivJ  v,unji  kh 

Piiln  (  1  947^ 

TAPPI 

T2 16 

Std.  for  Brightness  of 

Pulp  (1948) 

TAPPI 

T21 7 

Std.  for  Water  Solubility  of 

Pulp  (1954) 

TAPPI 

T207 

Std.  for  1%  Caustic  Soda  Solubility  of 

Pulp  (1954) 

TAPPI 

T21 2 

Std.  for  Bleach  Requirement  of 

Pulp  (1954) 

TAPPI 

T2 1 9 

Std.  for  Acid  Insoluble  Lignin  in  Wood 

Pulp  (1954) 

TAPPI 

T222 

Std.  for  Bacteriological  Examination  of  Pulp  (1957) 

TAPPI 

T228 

for  Bacteriological  Examination  of  Process  Water  and  Slush 

Pulp  (1957) 

T6^  1 

Std.  for  Ash  in 

Pulp  (19581 

TAPPI 

T21 1 

Std.  for  Freeness  of 

Pulp  (1958) 

TAPPI 

T227 

Tent.  Std.  for  Kappa  Number  of  Pulp  (1960) 

TAPPI 

T236 

Std.  for  Alpha,  Beta,  and  Gamma  Cellulose  in 

Pulp  (1961) 

TAPPI 

T203 

Tent.  Std.  for  Dirt  in 

Pulp  (1965) 

TAPPI 

T21 3 

Meth.  for  Specific  External  Surface  of  Pulp  (1965) 

TAPPI 

T226 

Meth.  for  Cupriethylenediamine  Disperse  Viscosity  of 

Pulp  (1966) 

TAPPI 

T230 

Std.  for  Chlorine  Number  of 

Pulp  (1969) 

TAPPI 

T202 

Std.  for  Organic  Solvent  Extractives  in 

Pulp  (1969) 

TAPPI 

T204 

Meth.  for  Methoxyl  Group  in 

Pulp  (1969) 

TAPPI 

T209 

Std.  for  Forming  Handsheets  for  Reflectance  Tests  of 

Pulp  (1969) 

TAPPI 

T218 

Meth.  for  Manganese  in 

Pulp  (1969) 

TAPPI 

T241 

Meth.  for  Iron  in 

Pulp  (1969) 

TAPPI 

J  242 

Meth.  for  Copper  in 

Pulp  (1969) 

TAPPI 

T243 

Std.  for  Copper  Number  of 

Pulp  (19701 

TAPPI 

T215 

Meth.  for  Zero  Span  Breaking  Length  of 

Pulp  (1970) 

TAPPI 

T23I 

Meth.  for  Determining  the  Acid  Insoluble  Ash  in 

Pulp  (1970) 

TAPPI 

T244 

Wet  Ash  Meth.  for  Determining  Silicates  and  Silica  m 

Pulp  (1970) 

TAPPI 

T245 

Std.  for  Forming  Handsheets  for  Physical  Tests  of 

Pulp  (1971) 

TAPPI 

1  LyjJKJO 

Meth.  for  Determmmg  Permanganate  Number  of  Chemical 

Pulp  (1971) 

TAPPI 

T214SU 

Std.  for  Pentosans  in  Wood  and  Bleached  and  Unbleached 

Pulp  (1971) 

TAPPI 

T2230S 

Suggested  Meth.  for  the  Volumetric  Analysis  of  Calcium  in 

Pulp  (1971) 

TAPPI 

T247SU 

Test  for  Reversion  of  Bleached 

Pulp  (1971) 

TAPPI 

U  IVl    i  \J\J 

Freeness  of 

Pulp  (1971) 

TAPPI 

UM-203 

Std.  Safety  Requirements  for  Pulp,  Paper  and  Paperboard  Mills  (1969) 

ANSI 

PI  1 

Std.  Terms  Used  in  the  Sulfite 

Pulping  Process  (1961) 

TAPPI 

J 1201 

Std.  Terms  Used  in  the  Soda 

Pulping  Process (1961) 

TAPPI 

T1202 

Std.  Terms  Used  in  the  Sulfate 

Pulping  Process  (1961) 

TAPPI 

T 1 203 

Permanganate  Number  (for  Highly  Lignified 

Pulps) (1971) 

TAPPI 

UM-201 

Tent.  Std.  for  Sieve  Analysis  of 

Pulpwood  Chips  (1961) 

TAPPI 

T16 

td.  for  Specific  Gravity  (Density)  and  Moisture  Content  of 

Pulpwood  (1953) 

TAPPI 

Tl  8 

Tent.  Std  for  Compression  Wood  in 

Pulpwood  (1959) 

TAPPI 

T20 

Tent.  Std.  for  Weight  Volume  Measurements  of 

Pulpwood  (1959) 

TAPPI 

T7 

Rec.  Pract.  for  Evaluating  Performance  Characteristics  of 

Pulse  Echo  Ultrasonic  Test.  Systems  (1968)  ANSI  Z166.21 

ASTM 

E317 

Guide  for 

Pulse  Rating  Low  Power  Vacuum  Tubes  (1963) 

EIA 

JED41 

1969)                    Std.  Meth.  for  Laboratory  Determination  of 

Pulse  Velocities  and  Ultrasonic  Elastic  Constants  of  Ro 

ASTM 

D2845 

1)                        Std.  for  Prevention  of  Furnace  Explosions  in 
Tent.  Test  Meth.  for  Sieve  Determination  of  '325  Mesh' 

Pulverized  Coal  Fired  Multiple  Burner  Boiler  Furnaces 

NFPA 

85E 

Pulverized  Limestone  (1967) 

PLA 

1 A-T 

Tent.  Test  Meth.  for  Determination  of  Dry  Brightness  of  Pulverized  Limestone  (1968) 

PLA 

Test  Meth.  for  Particle  Size  of 

Pulverized  Limestone  (1970) 

PLA 

r  Chemical  Analyses  of  Calcium  and  Magnesium  Carbonates  in 

Pulvenzed  Limestone  (1970)                               Test  Meth.  Fo  PLA 

Coal 

Pulverizers  (Direct  Fire  and  Storage  Systems)  (1969) 

ASME 

Test,  and  Rating  Nonsubmersible 

Pump  Motors  (Water  Systems)  (1971) 

WSC 

*5 

Test,  and  Rating  Submersible 

Pump  Motors  (Water  Systems)  (1971) 

WSC 

*6 

Std.  for  Diesel  Fuel  Injection 

Pump  Mountings  (1970) 

SAE 

J626B 

Std.  for  Mt  Trash 

Pump  Rating  Requirements  (for  Clean  Out  Purposes)  (1970 

CPB 

*3 

Rec.  for  Embankment  Supported  (Pump  Suction)  Fabric  Tanks  for  Fire  Protection  (1971) 

EMS 

3-4 

Rec.  Pract.  for  Hydraulic  Power 

Pump  Test  Procedure  (1970) 

SAE 

J745C 

Tent.  Meth.  for  High  Pressure 

Pump  Test,  of  Hydraulic  Oils  (1970) 

ASTM 

D2882T 

eth.  of  Measuring  Sound  Generated  by  Hydraulic  Fluid  Power  Pump  (1970) 

NFLDP 

T3  9  70  12 

Rec.  Std.  for  Domestic  Sump 

Pump  (1971) 

SPMA 

*  1 

Rec.  Pract.  for  the  Installation  of  Bilge 

Pumping  Systems  for  House  Boats  (1970) 

BIA 

HEM6 

Std.  Spec,  for  Granular  Material  to  Control 

Pumping  Under  Concrete  Pavement  (1963) 

AASHO 

M155 

.  Helical  and  Herringbone  Gear  Speed  Reducers  for  Oilfield 

Pumping  Units  (1969)  Std. 

Pract  AGMA 

422.02 

Spec,  for  Oil 

Pumping  Units  (1971) 

API 

HE 

Positive  Displacement  Compressors,  Vacuum 

Pumps  and  Blowers  Reciprocating  and  Rotating  (1970) 

ASME 

PTC9 

Spec,  for  Subsurface 

Pumps  and  Fittings  (1971) 

API 

llAX 

g  Flanges  and  Shafts  for  Positive  Displacement  Fluid  Power  Pumps  and  Motors  (1966)  ANSI  B93.6  /Nsions  for  Mountin  NFLDP  T3.9.65.1 

rmance  Data  for  Posilve  Displacement  Hydraulic  Fluid  Power  Pumps  and  Motors  (1971)  /T.  and  Presenting  Basic  Perfo  NFLDP  T3.9.17 

Test,  and  Rating  Deep  Well  Water  System  Pumps  Excluding  Submersible  Pumps  (1971)  WSC  '3 

Safety  Std.  for  Marine  Electrically  Operated  Pumps  for  Non-Flammable  Liquids  (1968)  UL  1113 

Safety  Std.  for  Pumps  for  Oil  Burning  Apphances  (1971)  ANSI  B130.1  UL  343 

Std.  Spec,  for  Centrifugal  Pumps  for  Process  Use  (1971)  ANSI  8123. 1 

the  Design  of  Lubricating  Systems  for  Marine  Steam  Turbine  Pumps  for  Various  Ships  Services  (1969)  /.  Pract.  for  ASME  1I5D 

Rec.  Pract.  for  Bilge  Pumps  on  Boats  (1966)  BIA  134 
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sters  Applicable  to  Interchange  Freight  Ca/ 
ers  for  Freight  Cars  (Railway)  (1970) 
ocks,  and  Other  Parts  (1970) 


dl 


t  (1970)  Std.  for  Hydraulic  Power 

e  Layout  of  Single  and  Single  Product  Twin  Service  Station 
ion  Corrosion  Characteristics  of  Aluminum  Automotive  Water 
d.  for  M  Rating  Requirements,  for  Self  Priming  Centrifugal 
8.1  Std.  for  Deep  Well  Vertical  Turbine 

Rec.  Pract.  and  Std.  Covering  Electrically  Operated  Bilge 
lion  and  Operation  of  Marine  Electrical  or  Mechanical  Fuel 
racl.  for  Helical  and  Herringbone  Gearing  for  Oilfield  Mud 
Meth.  of  Rating  for  Mechanical  Vacuum 
Std.  for  Self  Priming  Centrifugal  Trash 
Std.  for  the  Installation  of  Centrifugal  Fire 
Test,  and  Rating  Shallow  Well  Water  System 
Test,  and  Rating  Deep  Well  Submersible  Water  System 
Rating  Deep  Well  Water  System  Pumps  Excluding  Submersible 

Std.  for  Submersible 
Std.  for  Diaphragm 

Std.  Hollerith 

Std.  for  Bulk  Handling  Equipment;  Elevator  Bucket 
Std.  Test  Meth.  for 
Std. 

Spec,  for  the 
Spec,  for 
Spec,  for 
Trading  Rules  for  the 
Trading  Rules  for  the 
Trading  Rules  for  the 
Trading  Rules  for  the 
Std.  for  the 
Rec. 

Safety  Std.  for  Regular  Bicycles  Including  Selection, 
Quantitative  Determmation  of 
ent  in  Hazardous  Locations  (1971)  Std.  for 

(1970)  Std.  Pract.  for  Instrument 

Driven  Auxiliary  Machinery  (1969)  Rec.  Pract.  for  the 

(1970)  Std.  Meth.  of  Test  for  Butadiene 

70)  Water  and  Steam  in  the  Power  Cycle 

industrial  Oils  and  Derivatives)  (1970/  Meth.  of  Sampling 

Std.  Meth.  of  Test  for  Freezing  Points  of  High 
Std.  Meth.  for  Spectrochemical  Analysis  of  High 
Std.  Meth.  of  Test  for 

69)  Std.  Test  Meth.  for 

matography  (1969)  Std.  Meth.  for  Analysis  of  High 

Std.  for  Architectural  Door  Trim,  Protection. 

Std.  for 

Tape  Rule  Steel  Wire  (for 
Spec,  for  A 
Std.  for  Poly  (Vinyl  Chloride) 
g  Solvent  Cemented  Joints  with  Polyvinyl  Chloride  Plastic 
Std.  for  Poly  (Vinyl  Chloride) 
Std.  for  Poly  (Vinyl  Chloride) 
Polyvinyl  Chloride 
Std.  for  Rigid  Poly  (Vinyl  Chloride) 
Rec.  Pract.  for  Bending  Polyvinyl  Chloride 
Std.  for  Poly  (Vinylidene  Fluoride) 
Determination  of  Specific  Gravity  of  Aerosols  by  the 
he  Open  Cell  Content  of  Rigid  Cellular  Plastics  by  the  Air 
Std.  Spec,  for  Refined 

.1  Std.  Test.  Meth.  for  Hydroxyl  Groups  by 

Std.  for  Thermocouple  Thermometers 
Std.  Spec,  for  Tetrasodium 
Rec.  Pract.  for  Video  Test  Tape  for 
Rec.  Pract.  for  Video  Test  Tape  for 
Rec.  Pract.  for  Video  Test  Tape  for 
Spec,  for  an  Audio  Level  and  Multifrequency  Test  Tape  for 
Spec,  for  a  Primary  Audio  Reference  Level  Recording  for 
Std.  Speed  of  2  In.  Tape  for 
ersonnel  (1968)  Rec.  Pract.  for  the  Training, 

t.  Personnel  (1968)  Rec.  Pract.  for  the  Training, 

St.  Personnel  (1968)  Rec.  Pract.  for  the  Training, 

ersonnel  (1968)  Rec.  Pract.  for  the  Training, 

sonnel  (1968)  Rec.  Pract.  for  the  Training, 

Guide  to  Product 

ng  of  Steel  Castings  (1969)  ANSI  52.6  Rec.  Pract.  for 

welders,  Brazers,  and  Operators  (Boiler  and  Pressure  Ves/ 
r  Hydraulic  Fluid  Power  Applications  (1970) 


ating  at  15in./S  And/ 
ating  at  7.5  In./S  A/ 
ating  at  15  In./S  An/ 


mpers  for  Piloted  /  Rec.  Pract.  for  Design,  Installation, 

Code  for  Welding  Processes  and 
Code  for  Brazing  Processes,  Procedures  and 
Rec.  Pract.  for 
Std.  for 

Terms  and  Definition  for  the 
Std. 

Terms  and  Definitions  for 


ing  of  Paper  (1961) 
(1968) 

bsorption  (1969) 
er (1968) 
d  Drying  Oil  Fatly  Acids  (1969) 


Std.  Meth.  for 


Pumps  on  Construction  and  Industrial  Machinery  Equipmen  SAE  J744C 

Pumps  or  Remote,  and  Two  Product  Remote  Dispensers  ( 196  API  BUI, 1610 

Pumps  with  Coolants  (1969)  /  Meth.  for  Cavitation  Eros  ASTM  D2809 

Pumps  with  Suction  and  Discharge  Openings  (1970)  St  CPB  *2 

Pumps  (Line  Shaft  and  Submersible  Types)  (1971)  ANSI  B5  AWWA  ElOl 

Pumps  (on  Boats)  (1970)  ABYC  AlO 

Pumps  (1966)  Safety  Std.  for  Design,  Construe  UL  1130 

Pumps  (1969)  Std.  P  AGMA  424.01 

Pumps  (1969)  ANSI  B93. 12  NFLDP  T3.24.5 

Pumps  (1970)  CPB  *1 

Pumps  (1971)  NFPA  20 

Pumps  (1971)  WSC  '2 

Pumps  (1971)  WSC  M 

Pumps  (1971)  Test,  and  WSC  *3 

Pumps,  Electric  Driven,  Dewalering  Large  Areas  (1970)  CPB  '5 

Pumps,  for  Dewatering  in  Trenches  (1970)  CPB  *4 

Punch  Guide  Bushings;  Variable,  Press  Fit  (1969)  ANSI  B94.23 

Punched  Card  Code  (1970)  ANSI  X3.26 

Punches;  Variable,  Head  Type  (1968)  ANSI  B94.22 

Punching  for  Belt  Mounting  (1970)  CEMA  503 

Punching  Quality  of  Phenolic  Laminated  Sheets  (1970)  ASTM  D6I7 

Puncture  Test  of  Container  Board  (1967)  TAPPI  T803OS 

Purchase  and  Acceptance  of  Approved  Side  Frames  and  Bol  AAR  M2I0 

Purchase  and  Acceptance  of  Journal  Roller  Bearing  Adapt  AAR  MSRP-M-924 

Purchase  and  Acceptance  of  Std.  E  Couplers,  Knuckles,  L  AAR  M204 

Purchase  and  Sale  of  Linseed  Meal  (Flaxseed)  (1972)  NFP  '1 

Purchase  and  Sale  of  Linseed  Oil  (Flaxseed)  (1972)  NFP  »2 

Purchase  and  Sale  of  Soybean  Meal  (1970)  NSPA  *l 

Purchase  and  Sale  of  Soybean  Oil  (1970)  NSPA  '2 

Purchase  of  Treated  Wood  Products  (1970)  AWPA  Ml-70 

Purchase  Order  Forms  for  the  Grocery  Industry  (1964)  GMA  *l-5.3 

Purchase,  Preparation,  Maintenance  and  Rules  of  the  Roa  BMA  6/7 

Pure  Down  Content  in  Plumage  (1968)  ABFLO  B-3 

Purged  and  Pressurized  Enclosures  for  Electrical  Equipm  NFPA  496 

Purging  for  Reduction  of  Hazardous  Area  Classification  ISA  SI 2.4 

Purification  of  Lubricating  Oil  in  Marine  Steam  Turbine  ASME  121 

Purity  and  Hydrocarbon  Impurities  by  Gas  Cromatography  ASTM  D2593 

(Purity  and  Quality,  Leak  Detection  and  Measurement)  (19  ASME  PTC19.11 

Purity  by  Total  Acidity  and  Acid  Value  (Dibasic  Acids,  AOCS  TE4A 

Purity  Hydrocarbons  (1970)  ANSI  Zll. 88  ASTM  D10I5 

Purity  Iron  for  Silicon  and  Aluminum  (1971)  ASTM  E421 

Purity  of  Acetaldehyde  (1968)  ASTM  D2192 

Purity  of  Methyl  Ethyl  Ketone  by  Gas  Chromatography  (19  ASTM  D2804 

Purity  (N-)  Heptane  and  Isooctane  by  Capillary  Gas  Chro  ASTM  D2268 

Push  and  Name  Plates,  Edgings,  Pulls  and  Bars  (1969)  BHMA  1001 

Push  on  Spring  Nuts  (1970)  SAE  J892A 

Push  Pull  Measuring  Rules)  (1962)  SWA  *142 

Putting  Green  (1965)  USGA  *i 

(PVC)  Natural  Gas  Yard  Piping  (1970)  lAPMO  ISlO-70 

(PVC)  Pipe  and  Fittings  (1969)  Rec.  Pract.  for  Makin  SPI  PPI-TRIO 

(PVC)  Plastic  Pipe  (Schedules  40,  80,  and  120)  (1970)  USC  PS21 

(PVC)  Plastic  Pipe  (Std.  Dimension  Ratio)  (1970)  USC  PS22 

(PVC)  Plastic  Piping  Design  and  Installation  (1971)  SPI  PPI-TR13 

(PVC)  Profile  Extrusions  (1970)  USC  PS26 

(PVC)  Schedule  40  Conduit  in  the  Field  (1971)  SPI  PP1-TR15 

(Pvf  2)  Plastic  Lined  Steel  Pipe  and  Fittings  (1970)  USC  PS35 

Pycnometer  Meth.  (1971)  CSMA  AGM2 

Pycnometer  (1970)  Std.  Meth.  for  Measuring  T  ASTM  D2856 

Pyridine  (1968)  ASTM  D2323 

Pyromellitic  Dianhydride  Esterification  (1969)  ANSI  K71  ASTM  E335 

(Pyrometers)  (1963)  SAMA  PMC8-10 

Pyrophosphate  (Anhydrous)  (1970)  ANSI  K60.20  ASTM  D595 

Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Oper  SMPTE  RP29 

Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Oper  SMPTE  RP30 

Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Oper  SMPTE  RP31 

(Quadruplex  Video  Magnetic  Recorders  Operating  at  15  In.  ANSI  C98.8 

Quadruplex  Video  Magnetic  Tape  Recorders  Operating  at  1  ANSI  C98.7 

Quadruplex  Video  Magnetic  Tape  Recording  (1970)  ANSI  C98.4 

Qualification  and  Certification  of  Eddy  Current  Test.  P  ASNT  TCIA/E 

(Qualification  and  Certification  of  Liquid  Penetrant  Tes  ASNT  TCIA/D 

Qualification  and  Certification  of  Magnetic  Particle  Te  ASNT  TCIA/B 

Qualification  and  Certification  of  Radiographic  Test.  P  ASNT  TCIA/A 

Qualification  and  Certification  of  Ultrasonic  Test.  Per  ASNT  TCIA/C 

Qualification  for  Plastic  Electroplating  (1971)  ASEP  4 

Qualification  of  Procedures  and  Personnel  for  the  Weldi  ASTM  A488 

Qualification  Std.  for  Welding  and  Brazing  Procedures,  ASME  BPVCIX 

Qualification  Test  for  Steel  Separable  Tube  Fittings  Fo  NFLDP  T3.8.70.3 

Qualification,  and  Operational  Requirements  for  Tail  Bu  SAE  ARP1107 

Qualifications  for  Heating  Boilers  (1971)  ASME  BPVCIVHW6 

Qualifications  for  Heating  Boilers  (1971)  ASME  BPVCIVHB12 

Quahfying  a  Sound  Data  Acquisition  System  (1970)  SAE  J184 

Qualitative  Analysis  of  Mineral  Filler  and  Mineral  Coat  TAPPI  T421 

Qualitative  and  (Quantitative  Identification  of  Plumage  ABFLO  B-1 

Qualitative  Classification  of  Surfactants  by  Infrared  A  ASTM  D2357 

Qualitative  Determination  of  Defects  in  Latex  Foam  Rubb  ABFLO  C-8 

Qualitative  Determination  of  Fish  Oil  in  Drying  Oils  An  ASTM  D1724 
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ton  Baitings  Used  as  Filling  Materials  in  Articles  of  Up/ 
nl  Type  Paints  11968)  Std.  Meth.  of 

olishes  (1968)  Tent.  Test  Meth.  for 

Test  Meth.  for  Titanium  in  Coated  Paper 


Meth.  for 


key)  Feathers  (1968) 

type) (1968) 

type) (1968) 

and  Ester  Type)  (1968) 

1968) 

1968) 

968) 

Test  Meth.  for  Glue  (Protein)  in  Paper, 
Std.  for  Casein  in  Paper 
Std.  for  Proteinaceous  Nitrogenous  Materials  in  Paper 
Design  Objectives  for  Flying 
tructing  Wells,  Sizing  Water  Systems,  and  Water  Treatment, 
Std.  Machining  Allowance,  Aircraft 
gnesium  Alloys  (Wrought  Products  Except  Forgin/  Spec,  for 

Is,  Forgings  and  Stock  (1970) 

zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Commercial 
nc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Lock  Forming 
c.  for  Zinc  Coated  (Galvanized)  Steel  Sheets  of  Structural 
t,  and  Sponge  and  Expanded  Rubber  Products  (1970) 

ubing  1.6si-0.82cr-1.8ni-0.40mo-0.07v  (0.38-0.43c)  Premium 
and  Magnesium  Alloys  (1965) 

Glossary  of  Rec. 

(1965)  Test  Procedure  for 

StU.  Meth.  of  Conducting  Shear  Block  Test  for 
e  Rectifier  and  Shunt  Regulator  Receivin/  Rec.  Pract.  for 


1970) 
pine  (1970) 

70) 


Std. 

Rec  Preservative  and 
Glossary  of 


rs  Constructed  of  Cast  Iron  (1971) 
tors  and  Cable  Accessories  / 
able  Systems  (R1969)  ANSI  CI 
acitors  (1968)  ANSI  C59.122 


Code  Requirements, 
Std.  Spec,  for  Continuity  of 
Std.  Spec,  for  Continuity  of 
Std.  Spec,  for  Continuity  of 
Std.  Test  Meth.  for  Punching 
Std.  Test  Meth.  for 
Spec,  of  General  Requirements  for  A 
used  in  Automotive  and  Related  In/  Std.  of  Mechanical  and 

Bolts,  Screws,  Studs  and  Nu/  Spec,  on  the  Mechanical  and 

Std.  for  Mechanical  and 
Rec,  Pract,  for  the  Mechanical  and 
Color  and 

Fittings  and  Other  Piping  Components  (Dry  Powder  Magnet/ 
Fittings  and  Other  Piping  Components  (Visual)  (1971) 

n  Meth.  for  Valves,  Flanges,  Fittings,  and  Other  Piping  / 
Std.  Machining  Allowance,  Aircraft  Quality  and  Premium 
ec.  Pract.  for  Oil  Tempered  Chromium  Vanadium  Valve  Spring 
Rec.  Pract.  for  Hard  Drawn  Carbon  Steel  Valve  Spring 
Std.  Meth.  for  Tung  Oil 
strength  Low  Alloy  Columbium  Vanadium  Steels  of  Structural 
Std.  Spec,  for  Carbon  Steel  Sheets  of  Flange 
Packaging  of  Welding  Wire;  Premium 
td.  Spec,  for  Steel  Wire,  Oil  Tempered  Carbon  Valve  Spring 
Spec,  for  Steel  Bars  and  Forgings  Premium 
r  Steel  Bars  and  Forgings  (1.05cr  -(0.98  -  1.10  C)  Bearing 
leriologic  Examinations  of  Water  to  Determine  Its  Sanitary 
rs,  and  Forgings,  1.05cr  (0.98  -  1.10c)  SAE  51100)  Premium 
gings,  and  Tubing,  1.45cr  (0.98-1. 10c)  (SAE  52100)  Premium 
nized)  Carbon  Steel  Sheets  by  the  Hoi  Dip  Process,  Drawing 
spec,  for  Natural  Muscovite  Mica  and  Thins  Based  on  Visual 
ubing  !.6si-0.82cr-1.8ni-0.40mo-0.07v  (0.40-0.45c)  Premium 
nd  Moderate  Heat  Resistant  12cr  Ferrite  Controlled  Premium 
ng  (0.85cr  -  l.8ni  -  0.40mo  -  0.07v  (0.23  -  0.33c)  Premium 
tubing  0.75cr-9.0ni-4.5co-1.0mo-0.09v  (0.17-0. 23c)  Premium 
Plate  0.75cr-9.0ni-4.5co-1.0mo-0.09v  (0.17-0.23c)  Premium 
d  Plate  1.0cr-7.5ni-4.6co-1.0mo-0.09v  (0.29-0.34c)  Premium 
Spec,  for  Steel  Bars,  and  Forgings  Premium 
Spec,  for  Steel  Bars,  Forgings,  and  Tubing  Premium 
ng,  l.OScr  -  I.Imn  (0.92  -  1.02c)  (Modified  51100)  Premium 
Water  and  Steam  in  the  Power  Cycle  (Purity  and 
t,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  Drawing 
on  Resistant  ll.8cr-2.5ni-1.8mo-0.33v  (0.08-0. 15c)  Premium 

Test  Meth.  for 
mixtures  of  Man  Made  Fibers,  Cotton  and  Wool  (1968) 
xtures  of  Animal  Hair  and  Sisal  Fiber  (1968) 

69)  Std.  Test  Meth.  for 


Qualitative  Determination  of  Formaldehyde  in  Undyed  Cot  ABFLO  K-1 

Qualitative  Determination  of  Nature  of  Thinner  in  Solve  ASTM  D2349 

Qualitative  Determination  of  Slip  Resistance  of  Floor  P  CSMA  117 

((Qualitative  Fusion  and  Peroxide)  (1971)  TAPPI  UM-408 

Qualitative  Identification  of  Damaged  Feathers  (1968)  ABFLO  B-9 

(Qualitative  Identification  of  Duck  Plumage  (1968)  ABFLO  B-7 

Qualitative  Identification  of  Glue  in  Paper  (1967)  TAPPI  T505 

Qualitative  Identification  of  Goose  Plumage  (1968)  ABFLO  B-8 

Qualitative  Identification  of  Hog  Hair  (1968)  ABFLO  E-1 

Qualitative  Identification  of  Landfowl  (Chicken  and  Tur  ABFLO  B-10 

(Qualitative  Identification  of  Latex  Foam  Rubber  (1968)  ABFLO  C-10 

Qualitative  Identification  of  Polyurethane  Foam  (Ester  ABFLO  C-5 

(Qualitative  Identification  of  Polyurethane  Foam  (Ester  ABFLO  C-7 

Qualitative  Identification  of  Polyurethane  Foam  (Ether  ABFLO  C-ll 

(Qualitative  Identification  of  Polyvinyl  Chloride  Foam  ABFLO  C-4 

(Qualitative  Identification  of  Polyvinyl  Chloride  Foam  ABFLO  C-9 

(Qualitative  Identification  of  Urine  in  Cotton  Fibers  (1  ABFLO  A-1 

Qualitative  (Biuret  Test)  (1971)  TAPPI  UM-413 

(Qualitative)  (1968)  TAPPI  T4I5 

((Qualitative)  (1968)  TAPPI  T417 

(Quahties  of  Civil  Transport  Aircraft  (1970)  SAE  ARP842B 

(Quality  and  Management  (1965)             /De  to  Locating  and  Cons  WSC  '1 

(Quality  and  Premium  Quality  Steel  Products  (1971)  SAE  AS1182 

Quality  Assurance  Sampling  and  Test,  of  Aluminum  and  Ma  SAE  AMS2355B 

(Quality  Assurance  Sampling  of  Bolts  and  Screws  (1970)  SAE  AMS2373 

(Quality  Assurance  Sampling  of  Carbon  and  Low  Alloy  Stee  SAE  AMS2372 
Quality  by  the  Hot  Dip  Process  (1971)                    Std.  Spec,  for  ASTM  A526 

Quality  by  the  Hot  Dip  Process  (1971)                  /D.  Spec,  for  Zi  ASTM  A527 

(Quality  Coils,  and  Cut  Lengths  (1969)  ANSI  G8.27  /  Spe  ASTM  A446 

(Quality  Conformance  Std.  for  Molded,  Extruded,  Lathe  Cu  RMA  *8.52 

(Quality  Consumable  Electrode  Melted  (1970)              /Ngs,  and  T  SAE  AMS6417 

(Quality  Control  and  Inspection  of  Sand  Casting  Aluminum  AFS  NF656-15 

(Quality  Control  and  Reliability  Terms  (1968)  EIA  JED68 

Quality  Control  of  Copper  Base  Alloys  in  Foundry  Pract.  AFS  NF65I1-2I 

(Quality  Control  of  Glue  Bonds  in  Scarf  Joints  (1970)  ASTM  D1759 

(Quality  Control  of  X-Radiation  Emitted  From  High  Voltag  EIA  JED73A 

(Quality  Control  Procedures  for  Wood  Preserving  Plants  AWPA  M3-70 

(Quality  Control  Programs  for  Pressure  Treated  Southern  SFPA  TB6 

(Quality  Control  Statistical  Terms  (1963)  EI  7 

(Quality  Control  Std.  for  Control  Valve  Seat  Leakage  (19  FCI  70-2 

(Quahty  Control.  Inspection  and  Tests  for  Heating  Boile  ASME  BPVCIVHC 

Quality  of  Electrical  Insulating  Mineral  Oil  for  Capaci  ASTM  D2297 

Quality  of  Electrical  Insulating  Oil  for  Low  Pressure  C  ASTM  D1818 

Quality  of  Electrical  Insulating  Polybutene  Oil  for  Cap  ASTM  D2296 

(Quality  of  Phenolic  Laminated  Sheets  (1970)  ASTM  D617 

(Quality  of  Water  to  be  Used  in  Concrete  (1970)  AASHO  T26 

Quality  Program  (1968)  ASQC  CI 

(juality  Requirements  for  Externally  Threaded  Fasteners  SAE  J429E 

Quality  Requirements  for  Stainless  Steel  and  Nonferrous  IFI  104 

Quality  Requirements  for  Steel  Nuts  (1970)  SAE  J995A 

Quality  Requirements  for  Tapping  Screws  (1970)  SAE  J933B 

(Quality  Std.  for  Painted  Aluminum  Sheet  (1968)  AA  *7 

Quality  Std.  for  Steel  Castings  for  Valves,  Flanges  and  MSS  SP53 

Quality  Std.  for  Steel  Castings  for  Valves,  Flanges  and  MSS  SP55 

Quality  Std.  for  Steel  Castings;  Radiographic  inspectio  MSS  SP54 

(Quality  Steel  Products  (1971)  SAE  AS1182 

(Quality  Wire  and  Springs  (1969)  SAE  J132 

Quality  Wire  and  Springs  (1970)  SAE  J172 

(Quality  (R1969)  ASTM  D1964 
Quahty  (1968)                                              Std.  Spec,  for  High  AASHO  M223 

Quality  (1969)  ANSI  33.4  ASTM  A414 

Quality  (1970)  SAE  AMS2814C 

Quality  (1971)  ASTM  A230 

Quality  (1971)  SAE  AMS6488A 
Quahty  (1971)                                                            Spec.  Fo  SAE  AMS6449 
Quahty  (1971)                                                             Std.  Sac  APHA  '2-400 
Quality  (1971)                                               Spec,  for  Steel  Ba  SAE  AMS6446A 
(Quality  (1971)                  '                     Spec,  for  Steel  Bars,  for  SAE  AMS6447A 
(Quahty  (1971)                          Std.  Spec,  for  Zinc  Coated  (Galva  ASTM  A528 

Quality  (1971)  ANSI  C59.27  Std.  ASTM  D351 
Quality,  Consumable  Electrode  Melted  (1970)              /Gs,  and  T  SAE  AMS6419 
(Quality,  Consumable  Electrode  Melted  (1970)              /Rrosion  A  SAE  AMS5611 
(QuaUly,  Consumable  Electrode  Melted  (1971)              /  and  Tubi  SAE  AMS641IA 

Quality.  Consumable  Electrode  Melted,  Annealed  (1970)  SAE  AMD62CF 

(Quality.  Consumable  Electrode  Melted,  Annealed  (1970)  SAE  AMS6523 

Quality,  Consumable  Electrode  Melted,  Annealed  (1970)  SAE  AMS6524 

(Quality,  Consumable  Electrode  Vacuum  Melted  (1971)  SAE  AMS6443C 

(Quality,  Consumable  Electrode  Vacuum  Melted  (1971)  SAE  AMS6444C 

Quality,  Consumable  Electrode  Vacuum  Melted  (1971)  /Bi  SAE  AMS6445B 

Quality,  Leak  Detection  and  Measurement)  (1970)  ASME  PTC19.11 

(Quahty,  Special  Killed  (1971)                     /.  Spec,  for  Steel  Shee  ASTM  A642 

(Quality,  Vacuum  Consumable  Electrode  Melted  (1970)  /Si  SAE  AMS5719 

Quantitative  Analysis  of  Textiles  (1971)  ANSI  L14.132  AATCC  20A 

(Quantitative  Determination  of  Acetate  Fiber  Content  in  ABFLO  D-9 

Quantitative  Determination  of  Animal  Hair  Content  in  Mi  ABFLO  D-20 

Quantitative  Determination  of  Break  in  Drying  Oils  (R19  ASTM  D1952 
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mixture  of  CoUon  and  Kapok  (1968) 
s  of  Cotton  and  Wool  (1968) 

s  of  Cotton  And/or  Rayon.  Acetate,  Nylon  (1968) 
ure  in  Down  Content  of  Plumage  (1968) 
e  (1968) 
968) 

Melh.  for 

xtures  of  Hog  and  Cattle  Hair,  or  Hog  and  Horse  Hair  (19/ 
key)  Feather  Content  in  Plumage  (1968) 

1  Coating  of  Paper  (1967)  Meth.  for 

hane  Foam  and  Feathers  (1968) 

xtures  of  Man  Made  Fibers,  Cotton  and  Wool  (1968) 
n  Mixtures  of  Man  Made  Fibers  (1968) 
age  (1968) 

xtures  of  Man  Made  Fibers,  Cotton,  and  Wool  (1968) 

r  in  Mixtures  of  Shredded  Latex  Foam  and  Polyurethane  Fo/ 
ent  in  Mixtures  of  Man  Made  Fibers  and  Cotton  (1968) 
1968) 

Cotton,  and  Man  Made  Fibers  (1968) 

ng  Mixtures  (1970)  Std.  Test  Meth.  for 

Terms  and  Definition  for  the  Qualitative  and 
Std.  Meth.  for  Preparing 

xtures  (1968) 


1) 


tion  Apparatus)  (1970) 
9) 

ations  and  Rating  / 


Packaging  Std.  for  Bulk 
Rec.  Std. 
Std.  for  Package 
Std.  Magazine  for  Storage  of  Small 
Std.  for  Package 
Std.  for  Package 
Std.  for  Package 
Std.  Test  Meth.  for  Low 
Std.  for  Package 
Std.  Meth.  of  Test  for  Trace 
Std.  Test  Meth.  for  Iron  in  Trace 
Std.  Preferred  Reference 
Packaging  Std.  for  Box,  Multiple 
Std.  for  Vehicle  Air  Conditioners  Air 
Determination  of  Particle  Size  Distribution  of  Alumina  or 
steel  Joints  (1971)  Std.  Spec,  for 

elding  (1969a)  ANSI  G/  Std.  Spec,  for  High  Yield  Strength 

or  Pressure  Vessel  Components  (1969)  ANSI/  Std.  Spec,  for 

teel  Forgings  for  Pressure  Vessels  (1969)/  Std.  Spec,  for 

.  Spec,  for  Nickel  Chromium  Molybdenum  Alloy  Steel  Plates, 
bdenum  and  Manganese  Molybdenum  Nickel  Alloy  Steel  Plates, 
I  G35.1/  Std.  Spec,  for  High  Strength  Alloy  Steel  Plates, 

1/  Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel  Plates, 

Std.  Spec,  for  8  and  9%  Nickel  Alloy  Steel  Plate, 
High  Strength, 

tional  Facilities  (1972)  Std  Form  of 

Std.  Meth.  of  Physical  Test,  of 
eilings  (Noise  Control)  (1970)  Tech.  Spec,  for 

honic  Disc  Phonograph  Records  for  Home  Use:  78,  45,  33-1/3 
Spec,  for  Designs  of  Tie  Plates  for  Use  with 
Safety  Std.  for  Surface  Metal 
Safety  Std.  for  Cellular  Metal  Floor 
Safety  Std.  for  Under  Floor 
Std.  for 

1971)  Requirements  for  Palletized  and 

Meth.  for 

Std.  Nomenclature  for  Pallet 
Std.  for  Industrial  Steel  Storage 
Std.  Nomenclature  for  Drive  in  and  Drive  Thru  Pallet 
Std.  Nomenclature  for  Cantilever 
Rec.  Pract.  for  Design  of  Articles  to  be  Plated  on 
Rec.  for  the  Safer  Utilization  of  Storage 
Rec.  Meth.  for  Arrangements  of  Carpet  Storage 
Rec.  Pract.  and  Std.  Covering 
t  Cars  (1970)  Std.  H  Tightlock  Coupler  Yokes, 

ose  Passenger  Vehicles/  Std.  for  Tires  and  Rims  (Bias  and 

Std.  Meth.  of  Test  for  Bulk  Semiconductor 
Tent.  Meth.  of  Estimating  Stray 
.15  Std.  Test  Meth.  for  Absorbed  Gamma 

rning  Label  and  Precautionary  Notes  in  Regard  to  Microwave 
quency  Range  of  100  to  1000/  Std.  Measurement  of  Spurious 

Measurement  of  Electromagnetic 
Guide  for  Administrative  Pract.  in 
Rec.  for  the  Basic 
Rec.  for  the 
Rec.  for  the 
Std.  for 

Rec.  Pract.  for  Main  Reservoir  and 
External 

Rec.  Pract.  for  Calculation  of  Absorbed  Dose  From  Gamma 
.  Pract.  for  Exposure  of  Adhesive  Specimens  to  High  Energy 
Rec.  for  the  Protection  Against  Neutron 


Quantitative  Determination  of  Cotton  And/or  Content  in  ABFLO 

Quantitative  Determination  of  Cotton  Content  in  Mixture  ABFLO 

Quantitative  Determination  of  Cotton  Content  in  Mixture  ABFLO 

Quantitative  Determination  of  Duck  or  Goose  Down  Admixt  ABFLO 

Quantitative  Determination  of  Feather  Content  in  Plumag  ABFLO 

(Quantitative  Determination  of  Formaldehyde  in  Cotton  (1  ABFLO 

Quantitative  Determination  of  Glue  in  Paper  (1967)  TAPPl 

(Quantitative  Determination  of  Hog  Hair  in  Rubberized  Mi  ABFLO 

(Quantitative  Determination  of  Landfowl  (Chicken  and  Tur  ABFLO 

(Quantitative  Determination  of  Mineral  Filler  and  Minera  TAPPI 

(Quantitative  Determination  of  Mixtures  of  Shredded  Urel  ABFLO 

Quantitative  Determination  of  Nylon  Fiber  Content  in  Mi  ABFLO 

(Quantitative  Determination  of  Polyester  Fiber  Content  I  ABFLO 

(Quantitative  Determination  of  Pure  Down  Content  in  Plum  ABFLO 

Quantitative  Determination  of  Rayon  Fiber  Content  in  Mi  ABFLO 

Quantitative  Determination  of  Shredded  Latex  Foam  Rubbe  ABFLO 

(Quantitative  Determination  of  Total  Man  Made  Fiber  Cont  ABFLO 

(Quantitative  Determination  of  Trash  Content  in  Cotton  ABFLO 

Quantitative  Determination  of  Wool  in  Mixtures  of  Wool,  ABFLO 

(Quantitative  Extraction  of  Bitumen  From  Bituminous  Pavi  AASHO 

Quantitative  Identification  of  Plumage  (1968)  ABFLO 

(Quantitative  Pole  Figures  of  Metals  (1969)  ANSI  Z30.7  ASTM 

Quantitative  Separation  of  Acrylic  Fibers  From  Fiber  Mi  ABFLO 

Quantitative  Separation  of  Foams  (1968)  ABFLO 

(Quantities  in  a  Box  (1971)  NSA 

Quantities  of  Brick  Per  Pallet  (1959)  RI 

(Quantities  of  Cubed,  Sized,  Crushed,  and  Block  Ice  (197  USC 

(Quantities  of  Explosives  and  Caps  (1968)  IME 

(Quantities  of  Green  Olives  (1970)  USC 

(Quantities  of  Instant  Mashed  Potatoes  (1970)  USC 

(Quantities  of  Instant  Nonfat  Dry  Milk  (1970)  USC 

Quantities  of  Mercury  in  Paint  (1968)  ASTM 

(Quantities  of  Toothpaste  (1971)  USC 

(Quantities  of  Total  Sulfur  (Wickbold  and  Beckman  Combus  ASTM 

Quantities  Using  the  1,  10  Phenanthroline  Meth.  (1970)  ASTM 

(Quantities  (and  Definitions)  for  Acoustical  Levels  (196  ANSI 

Quantities,  Tightly  Packed  (1971)  NSA 

Quantity  Certification  Definitions,  Test.  Meth.,  Calcul  IMACA 
(Quartz  Using  Centrifugal  Sedimentation  (1971)                /Th.  for  ASTM 

(Quenched  and  Tempered  Alloy  Steel  Bolts  for  Structural  ASTM 

(Quenched  and  Tempered  Alloy  Steel  Plate,  Suitable  for  W  ASTM 

Quenched  and  Tempered  Carbon  and  Alloy  Steel  Forgings  F  ASTM 
(Quenched  and  Tempered  Vacuum  Treated  Carbon  and  Alloy  S  ASTM 
(Quenched  and  Tempered,  for  Pressure  Vessels  (1969)  /Td  ASTM 
Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)             /Y  ASTM 

(Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)  ANS  ASTM 

Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)  ANS  ASTM 

Quenched  and  Tempered,  for  Pressure  Vessels  (1971)  ASTM 

Quenched,  and  Tempered  Structural  Steels  (1970)  SAE 

Questionnaire  for  the  Selection  of  Architects  for  Educa  AIOA 

Quicklime  and  Hydrated  Lime  (1969)  ANSI  K67.i0  ASTM 

Quieter  Home  Basics,  Including  Partitions,  Acoustical  C  AIMA 
R.P.M.  (1971)                /Aracteristics  of  Monophonic  and  Stereop  EIA 

Ra-a  and  Re  Rail  Sections  (1969)  AREA 

Raceways  and  Fittings  (1969)  UL 

Raceways  and  Fittings  (1969)  ANSI  C33.58  UL 

Raceways  and  Fittings  (1970)  ANSI  C33.62  UL 

Rack  Storage  of  Materials  (1971)  NFPA 

Rack  Storage  of  Ordinary  and  Noncombustible  Materials  EMS 

Racking  Strength  of  Structural  Insulating  Board  (1966)  TAPPI 

Racks  (1960)  RMI 

Racks  (1964)  RMI 

Racks  (1964)  -  RMI 

Racks  (1967)  RMI 

Racks  (1970)  ASTM 

Racks  (1970)  RMI 

Racks  (1971)  FMS 
Radar  Equipment  on  Boats  (1970)                                           ■  ABYC 

Radial  Connections  and  Fittings,  for  Passenger  Equipmen  AAR 

Radial  Ply)  for  Trucks,  Busses,  Trailers,  and  Multipurp  TRA 

Radial  Resistivity  Variation  (1970)  ASTM 

Radiant  Energy  (1969)  ASTM 

Radiation  Dose  in  the  Fricke  Dosimeter  (R1970)  ANSI  K65  ASTM 
Radiation  From  Electron  Tubes  (1969)                           Rec.  Wa  EIA 

Radiation  From  EM  and  TV  Broadcast  Receivers  in  the  Ere  EIA 

Radiation  From  Motor  Vehicles  (20-lOOOmhz)  (1968)  SAE 

Radiation  Monitoring  (1969)  ANSI 

Radiation  Protection  Criteria  (1971)  NCRPM 

Radiation  Protection  in  Educational  Institutions  (1966)  NCRPM 

Radiation  Protection  in  Veterinary  Medicine  (1970)  NCRPM 

Radiation  Symbol  (1969)  ANSI 

Radiation  System  for  Locomotives  (1970)  AAR 

Radiation  (Maximum  Protection)  (1970)  FMS 

Radiation  (1970)  ASTM 
Radiation  (1970)                                                                Rec  ASTM 

Radiation  (1971)  NCRPM 
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D-5 

D-16 

D-17 

B-6 

B-4 

K-5 

T504 

D-21 

B-5 

T422 

D-18 

D-7 

D-3 

B-3 

D-14 

C-6 

D-10 

A-3 

D-13 

T164 

B-1 

E81 

D-24 

C-1 

3410 

*1 

PS48 

1.8 

PS40 

PS41 

PS37 

D2206 

PS50 

D2785 

E394 

S1.8 

3439 

100 

C678 

A490 

ASH 

A  541 

A508 

A543 

A533 

A517 

A542 

A553 

J368 

B431 

Clio 

9 

RS21I-C 

5-1-7 

5 

209 
884 
231C 

LPD8-25S 

T1005 

*2 

•1 

*3 

5 

B507 
6 

LPD8-30 
E7-2 

MSRP-C-86C 
2 

F81 

E387 

D1671 

JED71 

RS378 

J551A 

N13.2 

R39 

R32 

R36 

N2.1 

MSRP-F-276 

16-8 

D2568 

D1879 

R38 
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mmendations  for  Heating  Boilers;  Baseboard  and  Finned  Tube 

Sid. 

Fabricating  Tolerances,  Minimum  Bending 
Std.  for  Aluminum  Sheet  and  Plate;  Approximate  Bend 
ertical  and  Horizontal  Channel  Frames  for  Transformers  for 
970)  Rec.  Pract.  Recommendations  on 

lasting  Caps  (1970)  Safeguards  Against 

iving  and  Direction  Finding  Equipment  Operating  Within  the 
ing  System  on  Boats  to  Minimize  Electrolytic  Corrosion  and 
rtz  (1970)  Minimum  Performance  Std.  of  Airborne 

ng  Within  the  Radio  Frequency  Ra/  Performance  of  Airborne 

Band  (1971)  Minimum  Std.  Citizens 

Std.  Definitions  of  Terms  for 
Rec.  Std.  for 

Std  Meth.  for  Measuring  Fast  Neutron  Flux  by 
Std.  Meth  for  Measuring  Fast  Neutron  Flux  by 
Std.  Meth.  for  Measuring  Fast  Neutron  Flux  by 
Std.  Meth,  for  Measuring  Fast  Neutron  Flux  by 
Std.  Meth.  for  Measuring  Neutron  Flux  by 
Std.  Meth.  for  Measuring  Fast  Neutron  Flux  by 
training  of  Nuclear  Power  Plant  Guide  to  Sampling  Airborne 
Rec.  Fire  Protection  Pract.  for  Facilities  Handling 
Std.  Meth.  of  Test  for 

and  Mills  (Nuclear  Rea/  Current  Pract.  in  the  Disposal  of 

std,  Meth.  for  the  Examination  of  Water  and  Wastewater  for 
Std.  Speed  Classifications  for  Intraoral  Dental 
std.  Size  Designations  and  Dimensions  for  Intraoral  Dental 
Spec,  for  Intraoral  Dental 
ings.  and  Other  Piping  /  Quality  Std.  for  Steel  Castings; 

Access  Holes  and  Plugs  for 
ract  for  the  Training,  Qualification  and  Certification  of 

Rec.  Pract.  for 

r/  Requirements  and  Meth.  for  Nondestructive  Examination: 

Std,  Reference 
Std,  Reference 

applications  (1964)  ANSI  Zlfi6.11  Std,  Reference 

Std.  Rec.  Guide  to  Interpretation  of 
Code  of  Alternative  Rules  for  Inspection  and 
icle  Accelerators  (1969) 

Std.  Meth.  of  Test  for 
ement  of  Patients  Who  Have  Received  Therapeutic  Amounts  of 
Std.  Meth.  of  Test  for  Radionuclides  of 
ng  A.A.R.  Std.  Minimum  Flange  Thickness,  Height  and  Throat 
ng.  A.A.R.  Std.  Maximum  Flange  Thickness,  Height  and  Throat 
ng  A.A.R.  Std.  Maximum  Flange  Thickness,  Height  and  Throat 
ars/         Std.  for  Maximum  Flange  Thickness.  Height  and  Throat 

Rec.  Pract.  for  Combination  Evacuation  Slide/Life 
Span  Tables  for  Joists  and 
Working  Stresses  for  Joists  and 
Southern  Pine  Maximum  Spans  for  Joists  and 
Spec,  for  Inspection  and  Classification  of  Secondhand 
Spec,  for  Designs  of  Tie  Plates  for  Use  with  Ra-a  and  Re 
2,  or  36  Pallets,  End  Gates  Only/  Carloading  Pattern  (for 

allets  26  to  27  Pallets  (1959)  Carloading  Pattern  (for 

Pallets  (1959)  Carloading  Pattern  (for 

5  Pallets  (1959)  Carloading  Pattern  (for 

end  Gate  Single  Tier  Floating  Load  Carloading  Pattern  (for 
end  Gate  Double  Tier  Floating  Load  Carloading  Pattern  (for 
e  Tier  Floating  Load,  4  Units  Pel  Carloading  Pattern  (for 

e  Tier  Solid  Load  22  to  23  Pallets  (/  Carloading  Pattern 

lid  Load,  22  /  Pallet  Loading  Pattern  and  Carloading  (for 

Rec.  Carloading  Pattern  (for 

959) 

nd  Gates  Only  (1959) 
apping  20  Pallets  (1959) 
22  to  23  Pallets,  Loose  Brick  In/ 
,  Loose  Brick  in  Door  Area  (1959/ 
,  Wood  Braced  in  Place  of  Loose  / 
(1959) 

arders,  20  Pallets  with  Type"C" 
70) 

for  Clearance  Diagrams  Fixed  Obstructions  Lines  for  Third 
Spec,  for  Fabrication  of  Continuous  Welded 
Std.  Spec,  for  Cast  Aluminum  Bridge 
Guide  Spec,  for  Indoor  and  Outdoor  Pipe  and  Tube 
Spec,  for  Concrete  and  Reinforced  Concrete 

Model 
Model 

ers(l963)  Model 

Model 

Spark  Arrester  Test  Apparatus  (for  Nonturbocharged  Diesel 
spark  Arresters  for  Nonturbocharged  Diesel  Engines  Used  in 
for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Farm  Field  and 

Model 


Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Carloading  Pattern  (for 
Std.  Spec,  for 


Radiation;  Test,  and  Rating  Codes  for  Boiler  Burner  Uni  MCAA  '1 

Radiator  Caps  and  Filler  Necks  (1970)  SAE  J164 

Radiator  Determination  (Hs  J904)  (1968)  SAE  J904 

Radii  and  Tangents  (1969)  '  PFI  ES3 

Radii  for  90  Deg.  Cold  Bend  (1969)  AA  '287.6 

Radio  and  TV  (Television)  Receivers  (1971)  /Nations,  V  EIA  RS393 

Radio  Controlled  Locomotive  Unit  Operation  (Railway)  (1  AAR  MSRP-F-ll 

Radio  Frequency  Energy  Hazards  in  the  Use  of  Electric  B  IMF  20 

Radio  Frequency  Range  of  200-850  Kilohertz  (1970)  /Ece  RTCA  DO-142 

Radio  Interference  (1964)  Rec.  Pract.  for  Bond  BIA  124 

Radio  Marker  Receiving  Equipment  Operating  on  75  Megahe  RTCA  DO-143 

Radio  Receiving  and  Direction  Finding  Equipment  Operati  RTCA  DO-142 

Radio  Service  Am  Transceivers  Operating  in  the  27  Mh(Z)  EIA  RS382 

Radio  Transmitters  (1964)  IEEE  182A 

Radio  Tube  Wire  (1970)  SWA  '71.2 

Radioactlvation  of  Aluminum  (1970)  ASTM  E266 

Radioactivation  of  Iron  (1970)  ASTM  E263 

Radioactlvation  of  Nickel  (1970)  ASTM  E264 

Radioactivation  of  Sulfur  (1970)  ASTM  E265 

Radioactivation  Techniques  (1970)  ASTM  E261 

Radioactivation  Techniques  (1970)  ASTM  E262 

Radioactive  Materials  in  Nuclear  Facilities  (1969)  /D  ANSI  N13.1 

Radioactive  Materials  (1970)  NFPA  801 

Radioactive  Tritium  in  Water  (1970)  ASTM  D2476 

Radioactive  Wastes  From  the  Operation  of  Uranium  Mines  AICE  '13 

Radioactivity  (1971)  APHA  '2-300 

Radiographic  Film  (1970)  ANSI  PH6.1 

Radiographic  Film  (1970)  ANSI  PH6.2 

Radiographic  Film  (1971)  ADA  22 

Radiographic  Inspection  Meth  for  Valves,  Flanges,  Fitt  MSS  SP54 

Radiographic  Inspection  of  Pipe  Welds  (1969)  PFI  ES16 

Radiographic  Test.  Personnel  (1968)  Rec.  P  ASNT  TCI  A/A 

Radiographic  Test.  (1968)  ASTM  E94 

Radiographic,  Ultrasonic;  Liquid  Penetrant;  Magnetic  Pa  ASME  BPVCV 

Radiographs  for  Steel  Fusion  Welds  (1969)  ASTM  E390 

Radiographs  for  Tin  Bronze  Castings  (1968)  ANSI  Z166.20  ASTM  E310 

Radiographs  of  Investment  Steel  Castings  for  Aerospace  ASTM  E192 

Radiographs  of  Semiconductors  and  Related  Devices  (1971  ASTM  E431 

Radiography  of  Pressure  Vessels  (1971)  ASME  BPVC8-2A1 

Radiological  Safety  in  the  Design  and  Operation  of  Part  ANSI  N43.1 

Radionuclides  of  Radium  in  Water  (1970)  ASTM  D2460 

Radionuclides  (1970)  Rec.  Precautions  in  the  Manag  NCRPM  R37 

Radium  in  Water  (1970)  ASTM  D2460 

Radius  Gage  for  New  One  Wear  Wrought  and  Cast  Steel  Whe       AAR  MSRP-B-96B 

Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  O  AAR  MSRP-B-96 

Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as  Shown  O  AAR  MSRP-B-96A 

Radius  Gage  for  New  Wide  Flange  Steel  Wheels  (Railway  C  AAR  MSRP-B-42I 

Radius  of  Load  Measuring  Devices  (1968)  SAE  J375 

Raft  (1970)  SAE  ARPII46 

Rafters  (Lumber)  (1970)  NFORP  '2 

Rafters  (Lumber)  (1970)  NFORP  '3 

Rafters  (1970)  SFPA  TB2 

Rail  for  Welding  (1969)  AREA  4-2-6,5 

Rail  Sections  (1969)  AREA  5-1-7 

Rail  Shipment  of  Brick)  Double  Tier  Floating  Load,  28,  3  RI  P216-2 

Rail  Shipment  of  Brick)  Single  Tier  Sohd  Load  Tilted  P  RI  P232-I 

Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  26  to  27  RI  P210-2 

Rail  Shipment  of  Brick)  Single  Tier  Solid  Load,  24  to  2  RI  P231-1 

Rail  Shipment  of  Brick)  (1959)  RI  P217-2 

Rail  Shipment  of  Brick)  (1959)  RI  P220-2 

Rail  Shipment)  for  Bulk  Materials  in  Steel  Drums,  Doubl  RI  P227 

(Rail  Shipment)  for  Bulk  Materials  Packed  in  Bags,  Singl  RI  P225-2 

Rail  Shipment)  for  Insulating  Firebrick,  Single  Tier  So  RI  P223-1 

Rail  Shipment)  for  Return  of  Empty  Pallets  (1956)  RI  P234 

Rail  Shipment)  Single  Tier  Floating  Load,  20  Pallets  (1  RI  P233-1 

Rail  Shipment)  Single  Tier  Floating  Load,  20  Pallets,  E  RI  P2I4-2 

Rail  Shipment)  Single  Tier  Load  Anchored  with  Steel  Str  RI  P209-2 

Rail  Shipment)  Single  Tier  Solid  Load,  Tilted  Pallets,  RI  P230-1 

Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets  RI  P205-2 

Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets  RI  P207-2 

Rail  Shipment)  Single  Tier  Wood  Braced  Load  20  Pallets  RI  P208-2 

Rail  Shipment;  Anchored  Load)  Single  Tier  with  Skid  Ret  RI  P212-1 

Rail  Steel  Deformed  Bars  for  Concrete  Reinforcement  (19  AASHO  M42 

Rail  Territory  (1969)  Spec.  AREA  28-2-7 

Rail  (1967)  AREA  4-2-6.1 

Railing  Posts  (1964)  AASHO  M193 

Railmg(1971)  CSI  05521 

Railraod  Bridges  and  Other  Structures  (1970)  AREA  8-1-1 

Railroad  Abbreviations  for  Use  on  Drawings  (1957)  NMRA  RPl 

Railroad  Curvature  and  Rolling  Slock  (1970)  NMRA  RPll 

Railroad  Electric  and  Traction  Clearance  and  Tract  Cent  NMRA  S6 

Railroad  Hirail  (1969)  NMRA  S13 

Railroad  Locomotive  Engines)  (1971)  Std.  for  AAR  MSRP-F-253 

Railroad  Locomotives  (1970)  Rec.  Pract.  for  AAR  MSRP-F-251 

Railroad  Right  of  Way  Wire  Fencing  (1971)  Std.  Spec.  ASTM  AI16 

Railroad  Standards  Gage  (1963)  NMRA  RP6 
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Glossary  of  Model  Ra 
Model  Ra 
Model  Ra 
Model  Ra 
Model  Ra 
Model  Ra 
Model  Ra 
Model  Ra 
Spec,  for  Ra 
Model  Ra 
Rec.  Ra 

General  Information  (Model  Ra 
se  Insulation,  Wire  Height  and  Curvature  of  Model  Electric  Rai 
.6  Std.  Spec,  for  Steel  Girder  Rai 

Rec.  Pract.  tor  Hand  Ra 
Spec,  for  Steel  Ra 
Rec.  Pract.  for  the  Installation  of  Ra 
Clearance  Diagrams  Fixed  Obstructions  for  Ra 
for  Design  Tables  for  Precast  Prestressed  Box  Girders  for  Ra 

Spec,  for  Steel  Ra 

(1970)  Spec,  for  Ra 

Spec,  for  Wrought  Carbon  Steel  Wheels  for  Locomotives  and  Ra 
Spec,  for  Wheels,  Cast  Carbon  Steel  for  Locomotives  and  Ra 
d.  for  Limit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Ra 
ear  Wrought  and  Cast  Steel  Wheels  as  Shown  on  Plate  B-42j  (Ra 
Std.  for  Manufacturers  Spec,  for  Geared  Hand  Brakes  (Ra 
Std.  for  Steel  Wheel  A-28  (Ra 
Std.  for  Steel  Wheel  A-30  (Ra 
ec.  Pract.  for  Screwed  Pipe  Fittings  for  300  Lb.  Pressure  (Ra 
Std.  for  Pipe  Unions  (Ra 
Std.  for  Interior  Dunnage  Equipment,  Deck  Boards  (Ra 
Std.  Spec,  for  Lightweight  Portable  Bridge  Plate  (Ra 
d.  for  Limit  Wear  Gages  for  Condemning  A.A.R.  Wheel  Gages  (Ra: 
pract.  for  Witness  Groove  for  Multiple  Wear  Diesel  Wheels  (Ra 
or  Limiting  Design  Dimensions  for  Hand  Brake  Sheave  Wheel  (Ra 
ynamic  Test  Position  and  Support  of  Portable  Bridge  Plate  (Ra 
ng  Contour  of  Brake  Shoes;  High  Friction  Composition  Type  (Ra 
ished  Hexagon  Head  Bolts  for  Journal  Roller  Bearing  Boxes  (Ra 
t  and  Throat  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  (Ra 
ings  for  300  Lb.  Pressure.  45  and  90  Degree  Street  Elbows  (Ra 
nd  Vertical  Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Ra 
nd  Vertical  Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Ra 
for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Ra 
for  New  Wide  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Ra 
Standardization  of  Steel  Wheels  and  Their  Designs  (Ra 
Spec,  for  Reporting  Marks  (for  Ra 
t  Code  for  Certificate  of  Approval  for  Geared  Hand  Brakes  (Ra 
automatic  Car  Identification,  Permanent  Label  Application  (Ra 
d  Journal  Roller  Bearings  for  Interchange  Freight  Service  (Ra 

Spec,  for  Ra 

tion  and  Test  for  Roller  Bearing  Approval  (for  Interchange  Ra 
esignation  of  Letters  of  Class  L,  N,  T  and  Y,  Special  Type  Ra 
Rec.  Use  of  Various  Types  of  Highway  Ra 
Spec,  for  Design  of  Wood  Bridges  and  Trestles  for  Ra 
esign  and  Construction  of  Reinforced  Concrete  Trestles  for  Ra 
sign  and  Construction  of  Prestressed  Concrete  Trestles  for  Ra 
Spec,  for  Buildings  for  Ra 
Std.  Spec,  for  Cast  Steel  Wheels  for  Ra 

Rai 

Lighting  Including  Busses,  Street  Cars,  Rapid  Transit  and  Ra 
Std.  Spec,  for  Carbon  Steel  Forgings  for  Ra 
Std.  Spec,  for  Alloy  Steel  Forgings  for  Ra 
carbon  Steel  Axles,  Non  Heat  Treated  and  Heat  Treated,  for  Ra 
n  Bolster  Arrange/  Std.  for  Outline  of  Test  Criteria  for  (Ra 

ec.  for  Grease  for  Lubrication  of  Trailer  Hitches  on  Flat  (Ra 
Std.  for  Axle  for  Passenger  (Ra 
Maintenance  of  Draft  Gears  and  Attachments  by  Car  Owners  (Ra 
Std.  for  Axles  Under  Cars  in  Bx  Service  (Ra 
Std.  for  Freight  Car  D6  Truck  Spring  (Ra 
r  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In.  Journals  (Ra 
r  Freight  Cars  with  5  X  9  In.  and  5  1/2  X  10  In.  Journals  (Ra 
Freight  Cars  with  6  1/2  X  12  In.  and  7  X  12  In.  Journals  (Ra 
Std.  Uniform  Platform  Width  of  Flat  Cars  (Ra 
Std.  for  Basic  Freight  Car  Brake  Design  Data  (Ra 
Rec.  Pract.  for  Wood  Decking  for  Flat  Cars  (Ra 
Std.  for  Freight  Car  Design  Data  (Ra 
Std.  for  Basic  Freight  Car  Truck  Design  Data  (Ra 
Std.  for  A-33  Steel  Freight  Car  Wheel  (Ra 
Std.  for  Ca-33  Steel  Freight  Car  Wheel  (Ra 
Std.  for  K-33  Steel  Freight  Car  Wheel  (Ra: 
Std.  for  Ck-33  Steel  Freight  Car  Wheel  (Ra 
Std.  for  N-33  Steel  Freight  Car  Wheel  (Ra: 
Std.  for  Cn-33  Steel  Freight  Car  Wheel  (Rai 
Std.  for  Standardization  of  Saddleback  Cars  (Rai 
for  Freight  Car  D3  Truck  Springs,  Total  Travel  2  1/2  In.  (Ra 
for  Freight  Car  D4  Truck  Springs,  Total  Travel  3  1/16  In.  (Ra 


road  Terms  and  Words  (1970) 

road  Track  Work  (1969) 

road  Turnout  Dimensions,  Ho  Scale  (1961) 

road  Turnout  Dimensions,  Hon3  Scale  (1961) 

road  Turnout  Dimensions,  Oo  and  On3  Scales  (1961) 

road  Turnout  Dimensions,  S  Scale  (1961) 

road  Turnout  Dimensions,  Tt  Scale  (1961) 

road  Turnout  Dimensions,  0  Scale  (1961) 

road  Vegetation  Control  (1969) 

road  Wheels  (1969) 

road  Yard  Lighting  (1962) 

road) (1969) 

roads  (1970)  Pole  Base,  Pole  Ba 

s  of  Plain,  Grooved,  and  Guard  Types  (1969)  ANSI  57 
s  on  Boats  (1968) 
s  (1970) 

s,  Stanchions  and  Life  Lines  for  House  Boats  (1970) 
way  Bridges  and  Turntables  (1969) 
way  Bridges  (1969) 
way  Bridges  (1970) 

way  Car  and  Locomotive  Journal  Lubricating  Devices 
way  Cars  (1970) 
way  Cars  (1970) 
way  Cars)  (1956) 
way  Cars)  (1956) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1970) 
way  Cars)  (1971) 
way  Cars)  (1971) 
way  Cars)  (197!) 
way  Cars)  (1971) 
way  Cars)  (1971) 


Spec. 


St 

/Throat  Radius  Gage  for  New  One  W 


St 
Rec. 
Std.  F 
Spec,  for  D 
Std.  for  Limiti 
Std.  for  Cap  Screws  and  Fin 
/  Maximum  Flange  Thickness,  Heigh 
/Ec.  Pract.  for  Screwed  Pipe  Fitt 
/Lication  of  2  Piece  Horizontal  A 
/Lication  of  2  Piece  Horizontal  A 
IS,  Height  and  Throat  Radius  Gage 
IS.  Height  and  Throat  Radius  Gage 


Tes 

Std.  for  Instructions  for 
/  of  Approval  Numbers  for  Approve 
way  Cross  Ties  and  Switch  Ties  (1970) 
way  Freight  Car  Service)  (1971)  Laboratory  Inspec 

way  Freight  Cars  (1971)  /Ication,  Definition  and  D 

way  Grade  Crossing  Signs  (1969) 
way  Loading  (1969) 

way  Loading  (1970)  Spec,  for  D 

way  Loading,  Using  Box  Beams  (1970)  Spec,  for  De 

way  Purposes  (1969) 

way  Service  (1971 ) 

way  Track  Materials  (1961) 

way  Trains  (1952)  Rec.  for  Transportation 

wav  Use  (1969) 
way  Use  (1969) 

way  Use  (1969a)  Std.  Spec,  for 


way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 
way 


Cars  of  a  New  or  Untried  Type  Built  with  a  Spa 
Cars  (1969) 

Cars;  Plain  Bearing,  Raised  Wheel  Seat  (1970) 


Sp 


(1952) 
(1961) 
(1966) 
(1966) 
(1967) 
(1967) 
(1968) 
(1968) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 
(1970) 


Rec.  Pract.  for  Inspection  and 


/or  Forged  Steel  Body  Center  Plates  Fo 
/.  for  Cast  Steel  Body  Center  Plate  Fo 
/R  Body  Center  Plate  Cast  Integral  for 


Std. 
Std. 


NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

NMRA 

AREA 

NMRA 

lES 

NMRA 

NMRA 

ASTM 

BIA 

AREA 

BIA 

AREA 

AREA 

AREA 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

RTA 

AAR 

AAR 

AREA 

AREA 

AREA 

AREA 

AREA 

ASTM 

AISI 

lES 

ASTM 

ASTM 

ASTM 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 
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•1 

S3 

RP12.3 

RP12.6 

RP12.4 

RP12.2 

RP12.5 

RP12.1 

1-9-1 

S4 

CP22 
SI 

RP60 

A2 

162 

4-2-1 

HEM9 

28-2-1 

8-  17-39 
15 

MSRP-M-918 

MSRP-M-107 

MSRP-M-208 

MSRP-B-114 

MSRP-B-96B 

MSRP-E-11 

MSRP-G-28A 

MSRP-G-29 

MSRP-L-135 

MSRP-L-25 

MSRP-L-45 

MSRP-L-79 

MSRP-B-113 

MSRP-G-15 

MSRPE22B.2 

MSRP-L-82 

MSRP-E-94A 

MSRP-L-28 

MSRP-B-42I 

MSRP-L-140 

MSRP-D-14D 

MSRP-D-14E 

MSRP-B-96 

MSRP-B-96A 

MSRP-G-21 

MSRP-L-39B 

MSRP-E-19 

MSRP-ACI-1 

MSRP-D-55 

•1 

MSRP-D-58 
MSRP-L-17 

9-  2-1 

7-  2-1 

8-  9-1 
8-17-25 
6-1-1 
A583 
10 

CP12 
A236 
A238 
A21 

MSRP-C-8A 

MSRP-M-929 

MSRP-D-79 

MSRP-L-142 

MSRP-D-80 

MSRP-D-74 

MSRP-C-27 

MSRP.C28.2 

MSRP-C-28F 

MSRP-C-24 

MSRP-E-4 

MSRP-C-23 

MSRP-C-4 

MSRP-D-4 

MSRP-G-30A 

MSRP-G-31A 

MSRP-G-32A 

MSRP-G-33A 

MSRP-G-34A 

MSRP-G-35A 

MSRP-L-91 

MSRP-D-71 

MSRP-D-72 
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Sid.  F 

Sid.  Fo 
Spec.  Fo 
Sid.  for 
Alternate  St 
Alternate  Std 
Rec.  Pract.  Reco 
Spec,  for  Body  Marki 
Spec,  for  Purchase  and  Accep 
Std.  Spec,  for  Approved  Journ 
Std.  for  Cast  or  Forged  Steel  Bo 
/  for  Freight  Car  Trucks  -  Single  Shoe 
/  or  Forged  Steel  Body  Center  Plate  Fo 
/  or  Forged  Steel  Body  Center  Plate  Fo 
/  Truck  Bolster  Center  Plate  Horizonta 
/Earance  Outline  and  Limiting  Dimensio 
/Ements  for  the  Installation  and  Use  O 
/Ks  -  Single  Shoe  Brakes,  33  In.  Dia. 
/Nsions  for  Freight  Car  Trucks  -  Singl 
/Nsions  for  Freight  Car  Trucks  -  Singl 
/or  Forged  Steel  Body  Center  Plates  Fo 
/Uck  Bolster  Center  Plate  Vertical  Rin 

Rules  Governing  in 
Spec,  for  Gland  Nul  (Outside 
/Roducts  Manufactured  to  A.A.R.  Spec. 


or  Freight  Car  D5  Truck  Springs,  Total  Travel  3  11/16  In.  (Railway)  (1970) 
r  Axle  for  Freight  Cars;  Plain  Bearing,  Raised  Wheel  Seat  (Railway)  (1970) 
r  Vertical  Grain  Laminated  Wood  Flooring  for  Freight  Cars  (Railway)  (1970) 
Axle  for  Freight  Cars,  Roller  Bearing,  Raised  Wheel  Seal  (Railway)  (1970) 
d.  for  Axle  for  Freight  Cars;  Plain  Bearing,  Black  Collar  (Railway)  (1970) 
.  for  Axle  for  Freight  Cars;  Roller  Bearing,  Black  Collar  (Railway)  (1970) 
mmendations  on  Radio  Controlled  Locomotive  Unit  Operation  (Railway)  (1970) 
ng  for  All  Valves  (Globe  and  Angle  for  Steam  Locomotives  -  Railway)  (1970) 
lance  of  Journal  Roller  Bearing  Adapters  for  Freight  Cars  (Railway)  (1970) 
al  Roller  Bearings  Applicable  to  Interchange  Freight  Cars  (Railway)  (1970) 
dy  Center  Plate  for  Freight  Cars  with  7X12  In.  Journals  (Railway)  (1970) 
Brakes,  38  In.  Dia.  One  Wear  Wheels,  7X12  In.  Journals  (Railway)  (1970) 
r  Freight  Cars  with  6  X  1 1  In.  or  6  1/2  X  12  In.  Journals  (Railway)  (1970) 
r  Freight  Cars  with  6  X  11  In.  or  6  1/2  X  12  In.  Journals  (Railway)  (1970) 
1  Wear  Liner  Cars  with  6  1/2X12  In.  and  Larger  Journals  (Railway)  (1970) 
ns  for  Seals  and  Seal  Fit  for  Freight  Car  Roller  Bearings  (Railway)  (1970) 
f  Liquefied  Petroleum  Gases  on  Freight  and  Passenger  Cars  (Railway)  (1970) 
wheels,  5X9  In.,  5  1/2  X  10  In.  and  6  X  11  In.  Journals  (Railway)  (1970) 
e  Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/2  X  12  In.  Journals  (Railway)  (1970) 
e  Shoe  Brakes,  38  In,  Dia.  Wheels  6  1/2  X  12  In.  Journals  (Railway)  (1970) 
r  Freight  Cars  with  6  X  II  In.  Journals,  for  Repairs  Only  (Railway)  (1970) 
g  Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  (Railway)  (1970) 
Std.  for  Draft  Key  Retainers  (Railway)  (1971 ) 
spection  and  Repairs  of  Foreign  Cars  and  Billing  for  Same  (Railway)  ( 1971 ) 
screw)  (for  Globe  and  Angle  Valves  for  Steam  Locomotives  -  Railway)  (1971 ) 
but  Having  No  Previous  Service  Experience  on  Member  Roads  (Railway)  (1971) 

Test  Meth.  for  Water  Resistance  of  Textile  Fabrics  (Rain  Test)  (1971)  ANSI  L14.74,  Astm  D583 

Raised  Fiber  Surface  Fabrics  Class  Test  (1954) 
Std,  for  Axle  for  Freight  Cars;  Roller  Bearing,  Raised  Wheel  Seal  (Railway)  (1970) 
Std.  for  Axle  for  Freight  Cars;  Plain  Bearing,  Raised  Wheel  Seal  (Railway)  (1970) 
std.  for  Axle  for  Passenger  (Railway)  Cars;  Plain  Bearing,  Raised  Wheel  Seat  (1970) 
Std.  for  Axle  for  Passenger  Cars;  Roller  Bearing,  Raised  Wheel  Seat  (1970) 

Uake  Tine  Steel  (Hard  Rolled)  (1962) 
Rake  Tine  Steel  (Tempered),  Flat  (1962) 
or  the  Moisture  Density  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In.  Drop  (1970) 
or  the  Moisture  Density  Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In.  Drop  (1970) 
th  for  Moisture  Density  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In.  Drop  (1970) 
est  for  Moisture  Density  Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In.  Drop  (1970)  AASHO  T180  /Elh.  of  T 

Std.  on  Airport  Ramp  Fire  Hazard  Classifications  and  Precautions  (1970) 
Rec.  Pract.  for  Truck  Tractor  Fifth  Wheel  Pick  Up  Ramps  (1970) 
sidenlial  Steel  Windows  (Casement,  Roto  and  Simplex  Types,  Ranch.  Basement,  Utility)  (1969)  Spec,  for  Re 

Random  Ashlar  or  Veneer  Stone  (Limestone)  (1967) 
Meth.  of  Test  for  Calorific  Value  of  Gases  in  Natural  Gas  Range  by  Continuous  Recording  Calorimeter  (1970)  ANSI  Z 
lography  (1970)  Tent.  Meth.  of  Test  for  Boiling  Range  Distribution  of  Petroleum  Fractions  by  Gas  Chroma 

ons  (HSJ317)  (1968)  Range  of  Anthropometric  Measurements  for  Asian  Populati 

relative  Initial  and  Final  Melting  Points,  and  the  Melting  Range  of  Industrial  Organic  Chemicals  (1969)  ANSI  K69.1 
Std.  Operating  Voltage  Range  of  Office  Dictating  Machines  (1954) 
iation  From  FM  and  TV  Broadcast  Receivers  in  the  Frequency  Range  of  100  to  1000  Mhz  Using  the  EIA  Laurel  Broad  Ban 
ion  Finding  Equipment  Operating  Within  the  Radio  Frequency  Range  of  200-850  Kiloherlz  (1970)  /Eceiving  and  Direct 

Rec.  Pract.  for  Passenger  Car  (Motor  Vehicle)  Drivers  Eye  Range  (1969) 
poralion  Loss  of  Lubricating  Greases  Over  Wide  Temperature  Range  (1970)  Std.  Meth.  of  Test  for  Eva 

Sid.  Rated  Control  Voltages  and  Their  Ranges  for  High  Voltage  Air  Switches  (1970) 
sting  Requirements  for  Gas  Conversion  Burners  for  Domestic  Ranges  (1957)  Std.  Li 

nts  for  Installation  of  Gas  Conversion  Burners  in  Domestic  Ranges  (1957)  Std.  Requireme 

Construction  of  Indoor  Rifle  and  Pistol  Shooting  Ranges  (1971) 
for  Colorfastness  to  Oxides  of  Nitrogen  in  the  Atmosphere;  Rapid  Control  Test  (1971)  Test  Meth. 

Std.  Spec,  for  Cut  Back  Asphalt  (Rapid  Curing  Type)  (1970) 
meth.  for  Resistance  of  Organic  Coatings  to  the  Effects  of  Rapid  Deformation  (1969)  Std.  Test 

Std.  Test  Meth.  for  Resistance  of  Concrete  to  Rapid  Freezing  and  Thawing  (1971) 
Tests  of  Metallic  Materials  at  Elevated  Temperatures  with  Rapid  Heating  and  Conventional  or  Rapid  Strain  Rates  (1 
re  Tension  Tests  of  Metallic  Materials  Under  Conditions  of  Rapid  Heating  and  Short  Times  (1968)  /  and  Creep  Ruptu 

ic  Materials  at  Elevated  Temperatures  with  Conventional  or  Rapid  Heating  Rates  and  Strain  Rates  (R1969)  /F  Metall 

cts  (1971)  Rapid  Meth.  for  Pressure  Determination  of  Aerosol  Produ 

Dimensional  and  Electrical  Characteristics  of  30  Walt  TI2  Rapid  Start  Fluorescent  Lamp  (1969)  Std. 
evaled  Temperatures  with  Rapid  Heating  and  Conventional  or  Rapid  Strain  Rales  (1969)  /of  Metallic  Materials  al  El 

for  Transportation  Lighting  Including  Busses.  Street  Cars,  Rapid  Transit  and  Railway  Trains  (1952)  Rec. 
sile  Material  (1971)  Std.  for  Use  of  Borosilicate  Glass  Raschig  Rings  as  a  Neutron  Absorber  in  Solutions  of  Fis 

est  Meth.  for  Apparent  Viscosity  of  Adhesives  Having  Shear  Rate  Dependent  Flow  Properties  (1969) 
Meth.  for  Determining  Dehvery 
Meth.  for  Determining  the  Seepage 


Std.  Test  Meth.  F 
Std,  Meth.  of  Test  F 
Std.  Test  Me 


Std.  T 

Rate  of  "Aerosol  Products  "(1971) 
Rate  of  Aerosol  Products  (1971) 
Meth.  for  Determining  Pressure  Drop  Rate  of  Compressed  Gas  Propelled  Aerosol  Products  (1971 
Std.  Test  Meth.  for  Heat  Bodying  Rate  of  Drying  Oils  (R1969) 
reaking  Properties  of  Paper  and  Paperboard  (Using  Constant  Rate  of  Elongation  Apparatus)  (1970)  Std.  Tensile  B 

f  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constant  Rate  of  Extension  /Eth.  of  Test  for  Tearing  Strength  O 

Std.  Test  Meth.  for  Rale  of  Grease  Penetration  of  Flexible  Barrier  Material 
Tent.  Meth.  of  Test  for  Liquid  Flow  Rate  of  Membrane  Filters  (1968) 

Std.  Meth.  of  Test  for  Flow  Rate  of  Metal  Powders  (1970)  ANSI  H9.2 
Cutting  Rale  of  Power  Chain  Saws  (1970) 
Melh.  for  Water  Vapor  Transmission  Rate  of  Sheet  Materials  at  Normal  Temperature  (1971) 
Std.  Meth.  of  Test  for  Thermal  Deflection  Rate  of  Spiral  and  Helical  Coils  of  Thermostat  Metal  (1 
Std.  Meth.  of  Test  for  Mechanical  Torque  Rate  of  Spiral  Coils  of  Thermostat  Metal  (1970)  ANSI  Zl 


s  (1968) 


970)  ANSI  ZI55/ 
55.18 


f  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Melh.  (Constant  Rate  of  Traverse  Tensile  Test.  Machine)  (1971)  /Nglh  O 

for  Gravimetric  Determination  of  Water  Vapor  Transmission  Rale  Sheet  Materials  at  High  Temperature  and  Humidity 
Procedure  for  Determination  of  Velocity  and  Gas  Flow  Rale  (1965) 


Std.  Spec,  for  Structural  Glued  Laminated  Timber  Using  E 
e  Air  Switches  (1970)  Std. 


Rated  and  Visually  Graded  Lumber  of  Douglas  Fir,  Southe 
Rated  Control  Voltages  and  Their  Ranges  for  High  Vollag 
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Sid.  for  Fire 

rs  Rated  on  a  Symmetrical  Current  Basis;  362  Kv  and  Above. 
Guide  Specifications  for  Ac  High  Voltage  Circuit  Breakers 
ent  to  Test  Procedure  for  Ac  High  Voltage  Circuit  Breakers 
ing  Surge  Voltage  Control  for  Ac  High  and  Circuit  Breakers 
rrents  for  Application  of  Ac  High  Voltage  Circuit  Breakers 
of  Preferred  Ratings  for  Ac  High  Voltage  Circuit  Breakers 

Rec.  Pract.  for  Man 

d  Thermosetting  Polyethylene  Insulation  for  Wire  and  Cable 
d  Thermosetting  Polyethylene  Insulation  for  Wire  and  Cable 
t  Elevated  Temperatures  with  Conventional  or  Rapid  Heating 
atures  with  Conventional  or  Rapid  Heating  Rates  and  Strain 
atures  with  Rapid  Heating  and  Conventional  or  Rapid  Strain 
Std.  Test  Code  for  Sound 
nery  Service  (1970)  Rec.  Pract.  for  Inspection, 

ng  Boilers;  Baseboard  and  Finned  Tube  Radiation;  Test,  and 

Std.  for  Engine 

on  Type  (Portable  and  Mobile)  (1968) 
on  with  Agitation  Type  (Portable  and  Mobil/ 


Rated  Custom  Metal  Doors  and  Frames  (19701 
Rated  Maximum  (1969)  /L  for  Ac  High  and  Circuit  Breake 

Rated  on  a  Symmetrical  and  Total  Current  Basis  (1969) 
Rated  on  a  Symmetrical  Current  Basis  (1970)  Supplem 
Rated  on  a  Symmetrical  Current  Basis;  362  Kv  and  Above. 


NAAMM*34 

ANSI  C37.071 


Rated  on  a  Total  Basis  (1969) 
Rated  on  a  Total  Current  Basis  (1971 
Rated  Space  Facilities  (1969) 
Rated  0  to  2000v  (1970) 
Rated  2001  to  15.  OOOv  (1970) 
Rates  and  Strain  Rates  (R1969) 
Rates  (R1969) 
Rates  (1969) 


/Calculation  of  Fault  Cu 
/.  for  Schedules 


Std.  Spec,  for  Crosslinke 
/Td.  Spec,  for  Crosslinke 
IF  Metallic  Materials  A 
/F  Metallic  Materials  at  Elevated  Temper 
/of  Metallic  Materials  at  Elevated  Temper 


le  Pumps  (1971) 

nical  Refrigeration  Systems  (1970) 


Std.  Meth.  of 
Std.  Meth.  of 
Test,  and 
Test,  and 
Meth.  of  Test,  for 
Rules  for 
Meth.  of 
Guide  for  Pulse 

ure  Containing  Components  (1968)  ANSI  B9/  Static  Pressure 

Carpet  (Rug)  Soiling.  Visual 
Volumetric  Capacity  of  Box  Type  Manure  Spreaders  (Dual 

Test,  and 
Std.  for 

Construction,  Installation,  and 
Rec.  Pract.  for  Determining  and  Stating  the  Horsepower 
1(1970)  Spec,  for  the 

Rec.  Pract.  for  Determining  and  Stating  the  Horsepower 

Std.  for  Sound 
Rec.  Pract.  for  Preignition 
Std.  for 

al  and  Special  Purpose  Ac  and  Dc  Switches  Having  a  Maximum 

Meth.  of 

es  of  Grease  Interceptors  (1965)  Std.  for  Test  and 

nt  Condensers  (1970)  Meth.  of  Test,  for 

Std.  for  Ml  Trash  Pump 
y  Certification  Definitions,  Test.  Meth.,  Calculations  and 
)  Certification,  Definitions.  Test.  Meth.  Calculations  and 
u)  Certification,  Definitions,  Test  Meth.  Calculations  and 
with  Suction  and  Discharge  Openings  (1970)  Std.  for  M 

Test,  and 

Room  Air  Conditioner  Sound 
Test,  and 
Rec.  Pract.  for  Brake 
Std.  for  Front  End  Loader  Bucket 
Marine  Diesel  Engine 

circuit  Breakers  and  Ac  Power  Service  Protecto/  Preferred 
Total  Current  Basis  (19/  Std.  for  Schedules  of  Preferred 

Application  (Guide)  of  Sound  Power 
Std.  for  Voltage 
Spec.  Std.  Requirements,  Test  Meth.  and 
Uniform  Credits  Toward  Star 
Application  (Guide)  of  Sone  Loudness 
Tab  Colors  for  Divisional  Star 
Approved  Fire  Resistance 
Performance 
Sid.  Test  Meth.  for  Flow 
Test  Procedures  for  Verification  of  Maximum 
Tent.  Meth.  of  Test  for  Research  and  Motor  Method  Octane 

Capacity 

Front  End  Agricultural  (Farm)  Loader 
Uniform  Pract.  for  Membership  Requirement  for  Star 
of  Test  for  Young's  Modulus,  Shear  Modulus,  and  Poisson's 
Requirements  for  Automatic  Digital  Voltmeters  and 
Std.  Test  Meth.  for  Settlement 
est  for  Ferrimagnetic  Resonance  Linewidth  and  Gyromagnetic 
Std.  Test  Meth.  for  Adhesion 
0  be  Used  in  a  Linear  Select  Memory  with  a  Non  Symmetrical 
in  a  Coincident  Current  Memory  with  a  Two  to  One  Selection 
eth.  for  the  California  Bearing  (Soil  and  Soil  Aggregates) 
Power  Chain  Saw  Engine  Compression 
VHF  UHF  Transistor  Short  Circuit  Forward  Current  Transfer 
yvinyl  Chloride,  Flexible.  Heat  Shrinkable  1.6  to  1  Shrink 
olyethylene  Terephthalate.  Heat  Shrinkable  1.3  to  1  Shrink 
olyethylene  Terephthalate,  Heat  Shrinkable  1.6  to  1  Shnnk 
r  Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  (Std.  Dimension 

Std.  Spec,  for 
Std.  Spec,  for 
Test  Meth.  for  Scouring,  Continuous,  of 
Std.  Test  Meth.  for  Foots  in 


(1970) 
Tile  (1971) 


ator (1968) 


Rating  Air  Moving  Devices  (1967) 
Rating  and  Repair  of  Pressure  Vessels  in  Petroleum  Refi 
Rating  Codes  for  Boiler  Burner  Units;  Definitions  (1971 
Rating  Code;  Spark  Ignition  (1971) 

Rating  Commercial  and  Industrial  Vacuum  Cleaners,  Sucti 

Rating  Commercial  and  Industrial  Vacuum  Cleaners,  Sucti 

Rating  Deep  Well  Submersible  Water  System  Pumps  (1971) 

Rating  Deep  Well  Water  System  Pumps  Excluding  Submersib 

Rating  Dnnking  Water  Coolers  with  Self  Contained  Mecha 

Rating  Existing  Concrete  Bridges  (1970) 

Rating  for  Mechanical  Vacuum  Pumps  (1969)  ANSI  B93.12 

Rating  Low  Power  Vacuum  Tubes  (1963) 

Rating  Meth.  of  Square  Head  Fluid  Power  Cylinders  Press 

Rating  Method  (1970)  ANSI  L14.315 

Rating  Method)  (1971) 

Rating  Nonsubmersible  Pump  Motors  (Water  Systems)  (1971 

Rating  Odor  Intensity  of  Petroleum  Wax  (1971) 

Rating  of  Equipment  for  Drying  Farm  Crops  (1971) 

Rating  of  Inboard  Gasoline  Engines  (Boats)  (1970) 

Rating  of  Oil  Drilling  and  Production  Hoisting  Equipmen 

Rating  of  Outboard  Gasoline  Engines  (Boats)  (1970) 

Rating  of  Room  Fan  Coil  Air  Conditioners  (1970) 

Rating  of  Spark  Plugs  (1970) 

Rating  of  Worm  and  Spur  Gear  Winches  (1970) 

Rating  of  30  Amps.  (1966)  /Tion  and  Operation  of  Gener 

Rating  Performance  of  Fluidic  Devices  (1970)  ANSI  B93.1 

Rating  Procedure  for  Flow  and  Grease  Retention  Capaciti 

Rating  Remote  Mechanical  Draft  Air  Cooled  and  Refrigera 

Rating  Requirements  (for  Clean  Out  Purposes)  (1970) 

Rating  Requirements  (1967)  /R  Conditioners  Air  Quantit 

Rating  Requirements  (1967)  IS  Evaporator  Capacity  (Btu 

Rating  Requirements  (1968)  /loners  System  Capacity  (Bt 

Rating  Requirements,  for  Self  Priming  Centrifugal  Pumps 

Rating  Shallow  Well  Water  System  Pumps  (1971) 

Rating  Std.  (1971) 

Rating  Submersible  Pump  Motors  (Water  Systems)  (1971) 
Rating  System  Test  Code  for  Commercial  Vehicles  (1970) 
Rating  (1969) 

Ratings  and  Performance  (Std.  Pract.)  (1971) 

Ratings  and  Related  Requirements  for  Low  Voltage  Power 

Ratings  for  Ac  High  Voltage  Circuit  Breakers  Rated  on  A 

Ratings  for  Ducted  Air  Moving  Devices  (1965) 

Ratings  for  Electric  Power  Systems  and  Equipment  (60hz) 

Ratings  for  Glazed  and  Natural  Finish  Structural  Facing 

Ratings  for  Judging  of  Salons  (1969) 

Ratings  for  Non  Ducted  Air  Moving  Devices  (1965) 

Ratings  for  Photography  (1967) 

Ratings  of  Assemblies  of  Construction  Materials  (1970) 

Ratings  of  Industrial  Tractors  (1961) 

Ratings  of  Organic  Coatings  Using  the  Shell  Flow  Compar 

Ratings  of  Power  Transistors  (1967) 

Ratings  Using  on  Line  Analyzers  (1970) 

Ratings  (for  Platform.  Pallet  and  Fork  Trucks)  (1966) 

Ratings  (1969) 

Ratings  (1969) 

Ratio  for  Glass  and  Glass  Ceramics  by  Resonance  (1969) 
Ratio  Meters  (1969) 

Ratio  of  Mineral  Matter  in  Bituminous  Filler  (1942) 

Ratio  of  Nonmetallic  Magnetic  Materials  (1970)  /.  of  T 

Ratio  of  Polyethylene  Film  (1968) 

Ratio  Operating  Under  Full  Switching  Conditions  (1970) 

Ratio  Operating  Under  Full  Switching  Conditions  (1970) 

Ratio  (1963)  Std.  Test  M 

Ratio  (1970) 

Ratio  (1970)  Std.  for  Measurement  of  Small  Signal 

Ratio  (1970)  /Electrical  Insulation  Noncrosslinked  Pol 

Ratio  (1970)  /G,  Electrical  Insulation,  Resin  Bonded  P 

Ratio  (1970)  /Lectrical  Insulation,  Thermally  Welded  P 

Ratio)  (1970)  Std.  Fo 

Raw  and  Burnt  Sienna  (R1969) 

Raw  and  Burnt  Umber  (R1969) 

Raw  Grease  Wool  (1971)  ANSI  L14.84 

Raw  Linseed  Oil  (Gravimetric  Method)  (1969) 
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ANSI 
ANSI 
ANSI 
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ASTM 
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ASTM 
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SAE 
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Sid.  Test  Meth.  for  Fools  in 
Std.  Melh.  of  Test.  Urethane  Foam  Polyol 
Sid.  Meth.  of  Test.  Urethane  Foam  Isocyanate 
ement  Concrete  (19711)  Tent.  Spec,  for  Fly  Ash  and 

Packaging  Std.  for 

Std.  Designation  of  a  and  B  Windings  for  Motion  Picture 
Sid.  Melh.  of  Sample  Rewelghing  of  Lots  of  Packaged 
Std.  Spec,  of  General  Purpose  Laboratory  Cathode 
gn  and  Use  (196/       Requirements  for  Medical  X-Ray  and  Gamma 
ielding  Design  and  Eval/         Rec.  for  Medical  X-Ray  and  Gamma 
Std.  Dimensions  for  Medical  X 
ates  lo  Metric  Dimensions  for  Color  and  Monochrome  Cathode 
pracl.  for  Measurement  of  X-Radiation  From  Display  Cathode 
ton.  and  Wool  (1968)  Quantitative  Determination  of 

termination  of  Cotton  Content  in  Mixtures  of  Cotton  And/or 
td.  Meth.  of  Test  for  Resistance  to  Yam  Slippage  in  Silk, 
mentation  to  be  Used  in  Measuring  and  Recording  Draft  Gear 
rials  (1970)  Tent  Meth.  of  Test  for 

boiler  and  Pre/  Rules  for  Inservice  Inspection  of  Nuclear 

nt  of  Delayed  Neutron  Emitting  Fission  Products  in  Nuclear 
Nuclear  Steam  Supply  Systems  for 
g  Fission  Products  In  Nuclear  Reactor  Coolant  Water  During 
tes  From  the  Operation  of  Uranium  Mines  and  Mills  (Nuclear 
for  Distribution,  Power,  and  Regulating  Transformers,  and 
ty  Safety  in  Operations  with  Fissionable  Materials  Outside 
Std.  for  Transformers,  Regulators  and 
td.  Method  for  Measuring  the  Screen  Luminance  of  Microform 
Std.  Spec,  for  Micro  Opaque 
d(1970)  Std.  for  Production  of 

970)  Std.  for  Total  Indicator 

Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  White  and  Tinted 
Std.  Spec,  for  Red  Lead 
Std.  Spec,  for  Basic  Lead  Silico  Chromate, 
Std.  Spec,  for 
Std.  for  Preparation  of  Liquid  Analytical 
Preparation  of  Analytical 
Test  Meth  for  Resistance  of  Plastics  to  Chemical 
of  Preparation  of  Common  Types  of  Distilled  Water  and  Desk 

Std.  for 

Extra  Wide  Single  Tire  Rim  and  Wheel  Mounting  for 
Pract.  for  Motor  Carrier  Safety  Regulation  in  DOT  Bumper, 

Std.  for  Tail  Lamps 
Rec.  Pract.  for  Passenger  Car 
for  Supplemental  High  Mounted  Stop  and  Turn  Signal  Lamps 
overing  Aids  to  Security  of  Personnel  on  Deck  and  Aids  for 
ng  (1969)  Std.  Meth.  of  Test  for 

rake  Drums  (1968)  Rec. 

eristics.  Properties  of  Commercial  Thermoplastics;  Molding 
opper  Cars  Equipped  With/  Requirements  for  Facilities  for 

Hopper  Highway  Vehicles  (Tech.  /  Rec.  for  Facilities  for 

differential  Hopper  Cars/  Requirements  for  Facilities  for 

measurement  of  Spurious  Radiation  From  FM  and  TV  Broadcast 
nnel  Frames  for  Transformers  for  Radio  and  TV  (Television) 
hin  the  Radio  Frequency  Ra/  Performance  of  Airborne  Radio 

Minimum  Performance  Std.  of  Airborne  Radio  Marker 
Rec.  Pract.  for  Measurement  of  X-Radiation  From 
on  Emitted  From  High  Voltage  Rectifier  and  Shunt  Regulator 
Std.  for  Electrical  Terminals;  Pin  and 
Safety  Std.  for  Electrode 
Std.  for  6  and  12  Volt  Cigar  Lighter 
Test.  Meth.  for  Surface 
Tent  Std.  for  Printing  Ink 
Std.  Spec,  for  the  Installation  of  Tile  Lined  Shower 
Prefabricated  Shower 
Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  HI  Torque 
ockmg  (1970)  Bolt,  100  Deg.  Reduced  Head,  Tri  Wing 

Std.  Part  Bit,  Screwdriver,  Tri  Wing 
1/  Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque 

1/  Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque 

Bolt,  Pan  Head,  Close  Tolerance.  Short  Thread,  Tri  Wing 
Screw,  Hex  Head,  Tri  Wing 
ocking  (1970)  Screw,  100  Deg.  Head.  Tri  Wing 

Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wing 
Screw,  Hex  Head,  Tri  Wing 
ing  (1970)  Screw,  100  Deg.  Oval  Head,  Tri  Wing 

king  (1970)  Screw,  100  Deg.  Head.  Tri  Wing 

Bolt,  Pan  Head.  Close  Tolerance,  Short  Thread.  Tri  Wing 
Screw.  Machine  Flat  Fillister  Head.  Full  Thread,  Tri  Wing 
bread.  Self  Locking  and  No/  Bolt.  100  Deg.  Head,  Tri  Wing 

Locking  and  Nonlocking  (1/  Bolt.  100  Deg.  Head,  Tri  Wing 
f  Locking  and  Nonlocking  (/  Bolt,  100  Deg.  Head,  Tri  Wing 

ocking  and  Nonlocking  (197/  Bolt,  100  Deg.  Head,  Tri  Wing 
eking  (1970)  Bolt.  100  Deg.  Reduced  Head,  Tri  Wing 

locking  and  Nonlocking  (19/  Bolt,  100  Deg.  Head,  Tri  Wing 


Raw  Linseed  Oil  (Volumetric  Method)  (R1969) 
Raw  Materials  (1969) 
Raw  Materials  (1970) 

Raw  or  Calcined  Natural  Pozzolans  for  Use  in  Portland  C 

Raw  Stock  Material  on  Spools  (1971) 

Raw  Stock  (1969) 

Raw  Wool  (1970) 

Ray  Oscilloscopes  (1970) 

Ray  Protection  for  Energies  Up  to  10  Mev  Equipment  Desi 
Ray  Protection  for  Energies  Up  to  10  Mev;  Structural  Sh 
Ray  Sheet  Film  (Metric  and  Non  Metric)  (1969) 
Ray  Tubes  and  Their  Component  Parts  (1969)  /  United  St 

Ray  Tubes  (1969)  Rec. 
Rayon  Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cot 
Rayon,  Acetate,  Nylon  (1968)  Quantitative  De 

Rayon,  and  Acetate  Woven  Fabrics  (1970)  ANSI  L14.102 
Reaction  Forces  (1970)  /Ec.  for  Requirements  of  Instru 

Reaction  Threshold  Temperature  of  Liquid  and  Solid  Mate 
Reactor  Coolant  Systems  (Including  Hydrostatic  Tests) 
Reactor  Coolant  Water  During  Reactor  Operation  (1970) 
Reactor  Fuel  (1969) 

Reactor  Operation  (1970)  IT  of  Delayed  Neutron  Emittin 

Reactor)  (1964)  /T.  in  the  Disposal  of  Radioactive  Was 

Reactors  Other  Than  Current  Limiting  (1964)  /Test  Code 

Reactors  (1969)  Std.  Nuclear  Criticali 

Reactors  (1971) 

Readers  with  Translucent  Screens  (1969) 
Readers  (1964) 

Reading  Materials  for  the  Blind  and  Visually  Handicappe 
Reading  Tolerances  of  Extruded  Solid  Ri'bber  Products  (I 
Ready  Mixed  Concrete  (1967) 
Ready  Mixed  Concrete  (1971) 
Ready  Mixed  Paint  (1970) 
Ready  Mixed  Pamt  (1970) 
Ready  Mixed  Primer  (1970) 
Reagent  Water  (1970) 
Reagents  (1958) 
Reagents  (1961) 
Reagents  (1969)  Astm  D543 
Reagents  (1971) 
Reamers  (1971) 

Rear  Axles  for  Vehicles;  Rec.  Pract.  (1968) 

Rear  End  Protection  (1970) 
(Rear  Position  Light)  for  Vehicles  (1970) 

Rear  Vision  (1968) 
(Rear)  (1970) 

Reboarding  From  the  Water  (Boats)  (1970) 
Rebelling  Tendency  of  Sheet  Steel  for  Porcelain  Enameli 
Rebore  Limit  for  Passenger  Car  and  Commercial  Vehicle  B 
Rec  ;  Annealing  of  Parts;  and  Chemical  Tests  (1971) 
Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Covered  H 
Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Pneumatic 
Receipt  of  Dry  Bulk  Chemicals  and  Plastics  in  Pressure 
Receivers  in  the  Frequency  Range  of  100  to  1000  Mhz  Usi 
Receivers  (1971)  /Nations,  Vertical  and  Horizontal  Cha 

Receiving  and  Direction  Finding  Equipment  Operating  Wit 
Receiving  Equipment  Operating  on  75  Megahertz  (1970) 
Receiving  Tubes  (1970) 

Receiving  Tubes  (1970)  /R  Quality  Control  of  X-Radiati 

Receptacle  Type  (1970) 

Receptacles  for  Gas  Tube  Signs  (1971)  ANSI  C33.24 

Receptacles  (1969) 

Receptivity  of  Paper  to  Water  (1971) 

Receptivity  of  Paper  (R1963) 

Receptors  (and  Replacements)  (1969) 

Receptors,  Shower  Stalls  and  Nonmetallic  Bathtubs  (1969 

Recess  Alloy  Steel,  160,  000  psi  (1971) 

Recess  Close  Tolerance,  Alloy  Steel.  Short  Thread.  NonI 

Recess (1971) 

Recess,  .0156  Oversize  Shank  Short  Thread,  Alloy  Steel, 
Recess,  .0312  Oversize  Shank  Short  Thread,  Alloy  Steel, 
Recess,  Alloy  Steel  Self  Locking  and  Nonlocking  (1970) 
Recess,  Alloy  Steel,  Full  Thread,  Nonlocking  (1970) 
Recess,  Alloy  Steel,  Full  Thread,  Self  Locking  and  Nonl 
Recess,  Alloy  Steel,  Self  Locking  and  Nonlocking  (1970) 
Recess,  A286  CRES,  Full  Thread  Nonlocking  (1970) 
Recess,  A286  CRES.  Full  Thread  Self  Locking  and  Nonlock 
Recess,  A286  CRES,  Full  Thread,  Self  Locking  and  Nonloc 
Recess,  A286  CRES,  Self  Locking  and  Nonlocking  (1970) 
Recess,  A286  CRES,  Self  Locking  and  Nonlocking  (1970) 
Recess,  Close  Tolerance  6al-4v  Titanium  a  Alloy,  Long  T 
Recess.  Close  Tolerance.  Alloy  Steel.  Long  Thread.  Self 
Recess,  Close  Tolerance.  Alloy  Steel,  Short  Thread.  Sel 
Recess.  Close  Tolerance,  A286  CRES,  Long  Thread,  Self  L 
Recess,  Close  Tolerance,  A286  CRES,  Short  Thread.  Nonlo 
Recess.  Close  Tolerance.  A286  CRES,  Short  Thread.  Self 
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IEEE 
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D-14 
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read.  Self  Locking  and  Nonlockin/  Bolt,  100  Deg.  Tri  Wing 

bread.  Nonlocking  /        Bolt,  100  Deg.  Reduced  Head,  Tri  Wing 
Std.  Part  Boll  Flat  Pan  Head.  Hi  Torque 
Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head,  Hi  Torque 
Std.  for  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque 
Std.  Part  Boll  Flat  Pan  Head,  Hi  Torque 
Std.  Part  100  Deg.  Flush  Tension  Head,  Hi  Torque 
Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque 
Std.  for  Bolt  100  Deg.  Flush  Tension  Head  Hi  Torque 
Std.  Part  Bolt,  Flat  Pan  Head.  Hi  Torque 
Std.  Part  Bolt  100  Deg.  Flush  Tension  Head,  Hi  Torque 
Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing 
Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wing 
and  Nonlocking  (1970)  Screw,  100  Deg.  Tri  Wing 

(1970)  Screw,  Hex  Head,  Tri  Wing 

Std.  Part  Screw.  Machine  Pan  Head,  Cross 
ositive  Displacement  Compressors,  Vacuum  Pumps  and  Blowers 

Requirements  for  Marine 
s  (1969)  Std.  Meth.  for  Simulative 

Switches  for  Alternating  Cur/  Std.  for  Automatic  Circuit 

(1964)  Std.  Interrupting  Capability  Factors  for 

Std.  Print  Spec,  for  Magnetic  Ink  Character 
Std.  Bank  Check  Spec,  for  Magnetic  Ink  Character 

Design 

ed  Tube  Radiation;  Test,  and  Rating  Co/  Std.  for  Net  Load 

ration  (Railway)  (1970)  Rec.  Pract. 

Spec,  for  35mm  3 

7  (1969)  Std.  Dimensions  for  Magnetic  Sound 

Std.  Dimensions  of  Photographic  Sound 
Std.  Electrical  Characteristics  of  Audio 
ed(1970)  Std.  for  Production  of 

n.  Magnetic  Tape  and  14,  28  and  42  Tracks  on  1  In.  Magne/ 
Std.  Meth.  for  Determining  Flutter  Content  of  Sound 
deo  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape 
ference  Level  Recording  for  Quadruplex  Video  Magnetic  Tape 
and  Multifrequency  Test  Tape  for  Quadruplex  Video  Magnetic 
deo  Test  Tape  for  (Juadruplex  Video  Frequency  Magnetic  Tape 
deo  Test  Tape  for  (Juadruplex  Video  Frequency  Magnetic  Tape 
Safety  Std.  for  Time  Indicating  and 
alorific  Value  of  Gases  in  Natural  Gas  Range  by  Continuous 
equirements  of  Instrumentation  to  be  Used  in  Measuring  and 
operating  at  1/  Spec,  for  a  Primary  Audio  Reference  Level 

pools  (1959)  Std.  for  Magnetic 

Std.  Requirements  for  Spooling  Photographic  Paper  for 
68)  Std.  Meth.  of  Measuring  (Including  Cost)  and 

td.  Speed  of  2  In.  Tape  for  Quadruplex  Video  Magnetic  Tape 
8  and  42  Tracks  on  1  In.  Magnetic  Tape  for  Instrumentation 
acteristics  of  Monophonic  and  Stereophonic  Disc  Phonograph 
of  Alternative  Rules  for  Marking  and  Stamping,  Reports  and 
Std.  for  Protection  of  (File) 
Rec.  Pract.  for  Training  Reports  and  (Management) 
Std.  for  4  Channel  Sound  Magnetic  Tape 
1%9)  Spec,  for  Photographic  Film  for  Archival 

Std.  Meth.  of  Test  for 
ning  Values  of  Sinusoidal  Current  Wave,  a  Normal  Frequency 
ndicapped.  Including  Social  Work,  Rehabilitation  Teaching, 

Electrical  Std.  for 

ck  Campers,  Motor  Homes)  Installation  of  Plumbi/  Std.  for 

pools  and  Locker  Rooms  (19/  Std.  for  Resilient  Artificial 

on)  for  Industrial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks; 

Std.  for  Design  Wind  Loads  for  Walls  of 
Std.  Meth.  of  Test  for  Stiffness  of  Bare  Soft  Square  and 
Std.  for  General  Purpose 
ty  Std.  for  Marine  Electric  Starters,  Generators  and  Diode 
r  Quahty  Control  of  X-Radiation  Emitted  From  High  Voltage 
covering  the  Design,  Construction  and  Installation  of  A  C. 

Std.  Spec,  for 
Leaded 

Std.  Meth.  of  Test.  Para 
Installation  Std.  for  Copper  or 
Leaded  Red  and  Leaded  Semi 
I  Length  Thermal  Process  Preservative  Treatment  of  Western 
g  Products  (1970)  Western 
Grading  and  Packing  Rules  for  Certi  Split  Handsplit 
ment  of  Incised  Pole  Butts  by  the  Thermal  Process,  Western 
est  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western 
est  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Western 

Std.  Spec,  for 
Std.  Spec,  for 

Std.  Meth.  of  Test.  Para  Red  and  Toluidine 
Std.  Spec,  for  Leaded 
Std.  Spec,  for  Leaded  Red  (and  Semi 
eel,  Short  Thread,  Nonlocking  (1970)  Bolt,  100  Deg. 

es.  Short  Thread,  Nonlocking  (1970)  Bolt,  100  Deg. 

titanium  Alloy,  Short  Thread,  Nonlocking  /  Bolt,  100  Deg. 


Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy  Short  Th 

Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Short  T 

Recess,  Full  Thread  (1971 ) 

Recess,  Full  Thread  (1971) 

Recess,  Long  Thread  Titanium  Alloy  (1970) 

Recess,  Long  Thread  (1971) 

Recess,  Long  Thread  (1971) 

Recess,  Short  Thread  Alloy  Steel,  160,  000  psi  (1971) 
Recess,  Short  Thread  Titanium  Alloy  (1970) 
Recess,  Short  Thread  (1971) 
Recess,  Short  Thread  (1971) 

Recess,  Titanium  Alloy  6al-4v,  Self  Locking  and  Nonlock 
Recess,  Titanium  Alloy,  6al-4v  Self  Locking  and  Nonlock 
Recess,  6al-4v  Titanium  Alloy,  Full  Thread  Self  Locking 
Recess,  6al-4v  Titanium  Alloy,  Full  Thread,  Nonlocking 
Recessed,  Full  Thread  (1971) 
Reciprocating  and  Rotating  (1970) 
Recirculating  Assemblies  for  Human  Waste  (1969) 
Recirculating  System  Test,  of  Aerospace  Hydraulic  Fluid 
Reclosers,  Line  Sectionalizers  and  Oil  Filled  Capacitor 
Reclosing  Service  for  Ac  High  Voltage  Circuit  Breakers 
Recognition  (1970) 
Recognition  (1970) 

Recommendations  for  Chlorine  Cargo  Tanks  (1970) 
Recommendations  for  Heating  Boilers;  Baseboard  and  Finn 
Recommendations  for  Safety  Fill  for  Aerosols  (1971) 
Recommendations  on  Radio  Controlled  Locomotive  Unit  Ope 
Record  Azimuth  Alignment  Test  Film,  Magnetic  Type  (1969 
Record  on  Super  8  Motion  Picture  Film  Perforated  Ir  166 
Record  on  16mm  Motion  Picture  Prints  (1969) 
Record  One  for  2  In.  (1970) 

Recorded  Materials  for  the  Blind  and  Visually  Handicapp 
Recorded  Tape  Formats  for  7,  14,  and  21  Tracks  on  1/2  I 
Recorders  and  Reproducers  (1954) 

Recorders  Operating  at  15  In./S  and  Pract.  Lbc  of  SMPTE 
Recorders  Operating  at  15  In./S  (1969)  /Imary  Audio  Re 

Recorders  Operating  at  15  In./S  (1969)  /N  Audio  Level 

Recorders  Operating  at  15in./S  and  Pract.  Lbm  of  SMPTE 
Recorders  Operating  at  7.5  In./S  and  Pract.  Lbm  of  SMPT 
Recording  Appliances  (1970)  ANSI  C33.63 

Recording  Calorimeter  (1970)  ANSI  Z68.2  /of  Test  for  C 

Recording  Draft  Gear  Reaction  Forces  (1970)  /Ec.  for  R 

Recording  for  Quadruplex  Video  Magnetic  Tape  Recorders 
Recording  Instruments  for  the  Home;  Wire  Size,  Speed,  S 
Recording  Instruments  (1962) 

Recording  Patron  and  Non  Employee  Injury  Statistics  (19 
Recording  (1970) 

Recording  (1971)  IS  on  1/2  In.  Magnetic  Tape  and  14,  2 


NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
ASME 
UL 
A.STM 
NEMA 
ANSI 
ANSI 
ANSI 
CHI 
MCAA 
CSMA 
AAR 
ANSI 
ANSI 
ANSI 
ANSI 
NACAB 
EIA 
ANSI 
SMPTE 
ANSI 
ANSI 
SMPTE 
SMPTE 
UL 
A.STM 
AAR 
ANSI 
ANSI 
ANSI 
ANSI 
ANSI 
EIA 
EIA 
ASME 
NFPA 
NFPA 
EIA 
ANSI 
ASTM 
ANSI 


4600-16 

4903-16 

1216 

1219 

663 

1218 

1221 

1503 

1083 

1217 

1220 

5200-06 

5500-6 

5800-6 

6100-3 

1635 

PTC9 

1 147 

D2428 

SGI3 

C37.07 

X3.2 

X3.3 

59 

•1 

AG*5 

MSRP-F-11 
PH22.99 
PH22.164 
PH22.4I 
C98.3 
*1.3 
RS394 
Z57.1 
RP31 
C98.7 
C98.8 
RP29 
RP30 
863  • 
D1826 
M901F 
C98.7 
Z57.4 
PHI. 27 
Z108.1 
C98.4 
RS394 
RS211-C 
BPVC8-2AS 
232 
9 

RS387 
PHI. 28 
D1856 
C37.5 


Records  for  Home  Use:  78,  45,  33-1/3  R.P.M.  (1971)  /Ar 

Records  of  Pressure  Vessels  (1971)  Code 
Records  (1970) 
Records  (1970) 
Records  (1971) 

Records.  Silver  Gelatin  Type,  on  Cellulose  Ester  Base 
Recovery  of  Asphalt  From  Solution  by  Abson  Method  (1969 
Recovery  Voltage,  and  a  Guide  for  Calculation  of  Fault 

Recreation,  Camping  and  Group  Residential  Care  (1966)  NACAB  S-6 

Recreational  Vehicle  Parks  (1971)  ANSI  A119.4  NFPA  501D 

Recreational  Vehicles  (Travel  and  Camping  Trailers,  Tru  NFPA  501C 

Recreational  (Wetted)  Surfaces  for  Use  Around  Swimming  NSF  39 

Recreational,  Boat  and  Mobile  Home  Trailers;  Utility,  G  TRA  5 

Rectangular  Buildings  (1967)  NAAMMWL-IO-T 

Rectangular  Copper  Wire  for  Magnet  Wire  Fabrication  (19  ASTM  B279 

Rectangular  Uniform  Section  Retaining  Rings  (1969)  ANSI  B27.5 

Rectified  Alternators  (1964)  Safe  UL  1112 

Rectifier  and  Shunt  Regulator  Receiving  Tubes  (1970)  EIA  JED73A 

Rectifiers  (on  Boats)  (1970)                                     Rec.  Pract.  ABYC  E6 

Red  and  Brown  Iron  Oxide  Pigments  (R 1969)  ASTM  D84 

Red  and  Leaded  Semi  Red  Brasses  in  Foundry  Pract.  (1965  AFS  NF6511-9 

Red  and  Toluidine  Red  Pigments  (1968)  ASTM  D970 

Red  Brass  Water  Drainage  Tubes  (1969)  lAPMO  IS3 

Red  Brasses  in  Foundry  Pract.  (1965)  AFS  NF6511-9 

Red  Cedar  and  Alaska  Yellow  Cedar  Poles  (1971)  Ful  AWPA  C8-71 

Red  Cedar  Grade  Guide;  Spec,  for  Clear  Lumber  and  Sidin  WWPA  *21 

Red  Cedar  Shakes  (1970)  RCSHS  *n 

Red  Cedar,  Northern  White  Cedar  and             /Reservalive  Treat  AWPA  C7-71 

Red  Cedar,  White  Fir  and  Sitka  Spruce)  (1970)  /S  for  W  WCLIB  16 

Red  Cedar,  White  Fir  and  Sitka  Spruce)  (1971)  /S  for  W  WCLIB  '1 

Red  Lead  Ready  Mixed  Paint  (1970)  AASHO  M72 

Red  Lead  (RI955)  ANSI  K24  ASTM  D83 

Red  Pigments  (1968)  ASTM  D970 

Red  (and  Semi  Red)  Brass  Sand  Castings  (1970)  ASTM  B145 

Red)  Brass  Sand  Castings  (1970)  ASTM  B145 

Reduced  Head,  Tri  Wing  Recess  Close  Tolerance,  Alloy  St  NSA  4703-16 

Reduced  Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  Cr  NSA  4803-16 

Reduced  Head,  Tri  Wing  Recess,  Close  Tolerance,  6al-4v  NSA  4903-16 
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nlers  ( 1971 )  Performance  Requirements  for 

(1971)  Tent,  Test  Meth.  for  Total  Moisture  in  Coal 

Std.  Pract.  Helical  and  Herringbone  Gear  Speed 
for  Spur,  Helical  and  Herringbone  Gear  Shaft  Mounted  Speed 
d  Double  Reduction  Cylindrical  Worm  and  Helical  Worm  Speed 

Tent.  Std.  for 

Stic  Water  Supply  Tanks  (1966)  Pressure 
deposits  (1970)  Std.  Meth.  of  Test  for  Sulfate 

est  Meth.  for  Total  Iron  in  Iron  Ores  by  Stannous  Chloride 
Rec.  Pract.  for  Gas  Turbine  Engine  Interface  Test  Data 
ers  (1971)  Std.  Pract.  for  Single  and  Double 

Std.  Pract.  for  Instrument  Purging  for 
Std.  Meth.  of  Test  for  Oxidation 
a  Guide  to  Selecting  Concrete  Masonry  Walls  for  Noise 


ed  Span  Allowances  for  Nonstress  Graded  Redwood  Lumber  for 
Suggested  Span  Allowances  for  Nonstress  Graded 

Sid. 

Std.  Spec,  for  Grades  of  California 
Std.  Spec,  for  Grades  of  California 


Patio  Paving  with 
Std.  for  Nails  and  Nailing  of  Exterior 
f  Douglas  Fir,  Western  Larch,  Southern  Pine  and  California 
f  Douglas  Fir,  Western  Larch,  Southern  Pine  and  California 

Rec.  Std.  for 
Rec.  Std.  for 

c.  Pract.  for  Dimensions  for  16mm  Motion  Picture  Projector 
Std.  Dimensions  for  Projection 
Std.  for  Dimensions  and  Capacities  of  Returnable 
Std.  Dimensions  of  2  In.  Video  Magnetic  Tape 
Rec.  Pract.  for  Fabrication  and  Control  of  Steel 
Rec.  Pract.  for  Vehicle  Fiducial  Marks 
Meth.  for  Preparation  of 
0)  Std. 
Tape  Recorders  Operating  at  1/  Spec,  for  a  Primary  Audio 

Rec.  Pract.  for  Std. 

Std. 

Std.  Preferred 
Std. 
Std. 

11  Std. 
Pract.  for  Use  of  a  Std. 


ynamic  Anodic  Polarization  Measurem/ 
evels  (1969) 


SI  Z166.20 

aerospace  Applications  (1964)  ANSI  Z166. 
d  Vapor  Pressure  in  A/  Std.  Rec 

Measurements)  (1969) 

rose/  Tent.  Definitions  of  Terms  Symbols,  Conventions  and 

Std.  Spec,  for 
Std.  Spec,  for 

Detection  and  Estimation  of  Water  Insoluble  Impurities  in 

Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 

ec.  Pract.  for  Protection  of  Austenitic  Stainless  Steel  in 
ess  Low  Carbon  and  Carbon  Molybdenum  Steel  Still  Tubes  for 
action.  Rating  and  Repair  of  Pressure  Vessels  in  Petroleum 
Std.  for  Combustion  Gas  Turbines  for  General 
Std.  for  Air  Cooled  Heat  Exchangers  for  General 
TAPPI  T/  Std.  Test  Meth.  for  45  Deg.,  0  Deg.  Directional 

cimen  Of/  Tent.  Meth.  for  Determining  Microscopically  the 

Suggested  Meth.  for  the  Calibration  of 
Std.  Meth.  for  Absolute  Calibration  of 
Std.  for  Forming  Handsheets  for 
Meth.  for  Preparation  of  Reference  High 
Std.  Test  Meth.  for  Solar  Energy  Transmittance  and 
h.  of  Preparing  Coal  Samples  for  Microscopical  Analysis  by 
ntegrating/  Std.  Meth.  for  Measurement  and  Calculation  of 

Rec.  Pract.  for  Goniophotometry  of 
Lighting  of  Photographic  Color 
erating  at  Temperatur/  Std.  Rec.  Pract.  for  Prefabricated 

Guide  Spec,  for  Building  Insulation:  Fibrous  and 
Std.  for  Spectral 
Std.  for  Spectral 

Safety  Std.  for  Lighting  for  Regular  Bicycles,  Including 
th.  for  Printing  Opacity  of  Paper  Using  45  Degree  0  Degree 
Guide  for  Photometric  Measurements  of 
Std.  for  Reflex 
Rec  Pract.  for  Emergency  Reflex 
for  Plastic  Materials  for  Use  in  Optical  Parts  (Lenses  and 

Std.  for 


Reduced  Pressure  Principle  Back  Pressure  Backflow  Preve  ASSE  1013 

Reduced  to  No.  8  Top  Sieve  Size  (Limited  Purpose  Meth.)  ASTM  D2961 

Reducers  for  Oilfield  Pumping  Units  (1969)  AGMA  422.02 

Reducers  (1969)  Std.  Pract.  AGMA  480.04 

Reducers  (1971)  Std.  Pract.  for  Single  An  AGMA  440.04 

Reducible  Sulphur  in  Paper  and  Paperboard  (1960)  TAPPI  T406 

Reducing  and  Regulating  Valves  for  Installation  on  Dome  lAPMO  PS15 

Reducing  Bacteria  in  Industrial  Water  and  Water  Formed  ASTM  D993 

Reduction  and  Dichromate  Titration  (1969)  Std.  T  ASTM  E277 

Reduction  Computer  Programs  (1971)  SAE  ARP1210 

Reduction  Cylindrical  Worm  and  Helical  Worm  Speed  Reduc  AGMA  440.04 

Reduction  of  Hazardous  Area  Classification  (1970)  ISA  S12.4 

Reduction  Potential  of  Industrial  Water  (1970)  ASTM  DI498 

Reduction  (1970)  NCMA  8 

Redwood  Bevel  Siding  (1970)  CRA  3A4-4 

Redwood  Board  and  Batten  Siding  (1970)  CRA  3A4-2 

Redwood  Deck  Construction  (1971)  Suggest  CRA  3C2-5 

Redwood  Lumber  for  Redwood  Deck  Construction  (1971)  CRA  3C2-5 

Redwood  Lumber  Patterns  (1971)  CRA  2C8 

Redwood  Lumber  (1970)  CRA  2B2 

Redwood  Lumber  (1970)  RIS  •! 

Redwood  Planter  Boxes  (1970)  CRA  3C7 

Redwood  Plywood  Homes;  Std.  Sizes  and  Patterns  (1970)  CRA  3A9-1 

Redwood  Siding  Guide  (1971)  CRA  3A4 

Redwood  Tongue  and  Groove  Siding  (1970)  CRA  3A4-6 

Redwood  (1970)  CRA  3C5-1 

Redwood  (1970)  CRA  4A1-1 

Redwood  (1970)  /R  Structural  Glued  Laminated  Timber,  0  AITC  203 

Redwood  (1971)  /or  Structural  Glued  Laminated  Timber  0  AITC  117 

Reed  Wire  (Flat  and  Oval)  (1962)  SWA  '128 

Reed  Wire  (High  Carbon)  (1970)  SWA  *71.3 

Reed  Wire  (Low  Carbon)  (1970)  SWA  '73 

Reel  Packaging  of  Components  with  Axial  Heads  (1970)  EIA  RS296-B 

Reel  Spindles  (1968)  Re  SMPTE  RP34 

Reels  for  Super  8  Motion  Picture  Film  (1969)  ANSI  PH22.160 

Reels  for  Wires  and  Cables  (1971)  NEMA  WC20 

Reels  (1970)  ANSI  C98.5 

Reference  Blocks  Used  in  Ultrasonic  Inspection  (1971)  ASTM  E428 

(Reference  Grid  Lines)  (1970)  SAE  J182 

Reference  High  Reflectance  White  Powder  Tablets  (1968)  TAPPI  T672 

Reference  Information,  Gear  Specification  Drawings  (197  AGMA  113.01 

Reference  Level  Recording  for  Quadruplex  Video  Magnetic  ANSI  C98.7 

Reference  Meth.  for  Making  Polentiostalic  and  Potentiod  ASTM  G5 

Reference  Photographs  for  Penetrant  Inspection  (1971 )  ASTM  E433 

Reference  Quantities  (and  Definitions)  for  Acoustical  L  ANSI  SI. 8 

Reference  Radiographs  for  Steel  Fusion  Welds  (1969)  ASTM  E390 

Reference  Radiographs  for  Tin  Bronze  Castings  (1968)  AN  ASTM  E310 

Reference  Radiographs  of  Investment  Steel  Castings  for  ASTM  E192 

Reference  Sheet  for  the  Measurement  of  the  Time  Average  ASTM  C677 

Reference  Std.  Electrical  Resistors  (for  Direct  Current  ANSI  C100.3 

References  Relating  to  Nuclear  Magnetic  Resonance  Spect  ASTM  E386 

Refined  Benzene  535  (1969)  ASTM  D2359 

Refined  Naphthalene  798  (1968)  ANSI  Z165.1  ASTM  D2431 

Refined  Phenol  by  Cloud  Point  Depression  (1968)  /.  for  ASTM  D2147 

Refined  Phenol  405  (1968)  ASTM  D2439 

Refined  Phthalic  Anhydride  1,  308  (1968)  ASTM  D2403 

Refined  Pyridme  (1968)  ASTM  D2323 

Refined  Silver  (1969)  ASTM  B413 

Refined  Soybean  Oil  (1969)  ASTM  D1462 

Refineries  Against  Stress  Corrosion  Cracking  by  Use  of  NACE  RPOl-70 

Refinery  Service  (1969)  Std.  Spec,  for  SeamI  ASTM  A161 

Refinery  Service  (1970)  Rec.  Pract.  for  Insp  API  510 

Refinery  Services  (1968)  API  616 

Refinery  Services  (1968)  API  661 

Reflectance  for  Blue  Light  (Brightness)  of  Paper  (1969)  ASTM  D985 

Reflectance  of  the  Organic  Components  in  a  Polished  Spe  ASTM  D2798T 

Reflectance  Std.  for  Hemispherical  Geometry  (1971)  TAPPI  T679SU 

Reflectance  Std.  (1971)  ASTM  E306 

Reflectance  Tests  of  Pulp  (1969)  TAPPI  T218 

Reflectance  White  Powder  Tablets  (1968)  TAPPI  T672 

Reflectance  (Terrestrial)  of  Sheet  Materials  (1971)  ASTM  E424 

Reflected  Light  (1969)  Tent.  Met  ASTM  D2797T 

Reflecting  Characteristics  of  Metallic  Surfaces  Using  I  ASTM  E429 

Reflecting  Objects  and  Materials  (1970)  ASTM  E167 

Reflection  Prints  for  Judging  (1967)  PSA  '6 

Reflective  Insulation  Systems  for  Equipment  and  Pipe  Op  ASTM  C667 

Reflective  (1968)  CSI  7201 

Reflectivity  and  Color  of  Paper  (1947)  TAPPI  T442 

Reflectivity  and  Color  of  Pulp  (1947)  TAPPI  T216 

Reflectivity,  Headlights  and  Taillights  (1970)  BMA  6/6 

Reflectometer  (1971)  Test  Me  TAPPI  UM-41I 

Reflector  Type  Lamps  (1962)  lES  LM20 

Reflectors  on  Vehicles  (1970)  SAE  J594E 

Reflectors  (1971)  SAE  J774C 

Reflectors)  of  Motor  Vehicle  Lighting  Devices  (1970)  SAE  J576C 

Reflex  Reflectors  on  Vehicles  (1970)  SAE  J594E 
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Rec.  Pract.  for  Emergency 
std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy  Billets  for 
num  Copper  Columbium  Stabilized  Alloy  Billets  and  Bars  for 
ctrical  Insulating  Liquids  (RI969)  A/  Std.  Test  Meth.  for 

Std.  Meth.  for  Chemical  Analysis  of  Chrome  Containing 
t  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and 
t  Load  Protection  for  Export  Shipments,  Rec.  for  Brick  and 
Std.  Meth.  of  Panel  Spalling  Test  for  Fireclay  Plastic 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  Castable 
Std.  Meth.  of  Chemical  Analysis  of  Magnesite  and  Dolomite 
Std.  Meth.  for  Chemical  Analysis  of  Silica 
Std.  Meth.  of  Chemical  Analysis  of  Zircon 
.  Meth.  for  Chemical  Analysis  of  Carbon  and  Carbon  Ceramic 
.  Meth.  for  Chemical  Analysis  of  Fireclay  and  High  Alumina 
elh.  of  Test  for  Modulus  of  Rupture  of  Air  Setting  Plastic 
of  Test  for  Permanent  Linear  Change  on  Firing  of  Castable 
Std.  Meth.  of  Test  for  Hydration  of  Pitch  Bearing  Basic 
ion.  Apparent  Specific  Gravity,  and  Bulk  Density  of  Burned 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for 
Pallet  Load  Protection  for  Export  Shipments,  Rec.  for 
d.  Meth.  of  Test  for  Bulk  Density  and  Porosity  of  Granular 
Std.  Pallet  for  Export  Shipments  of 
970)  Std.  Test  Meth.  for  Tap  Density  of 

Sizer  (/  Std.  Meth.  of  Test  for  Average  Particle  Size  of 

(1970)  Std.  Meth.  of  Test  for  Apparent  Density  of 

Std.  Meth.  of  Test  for  Lap  Joint  Strength  of 
Std.  for  Remote  Mechanical  Draft  Air  Cooled 
of  Test,  for  Rating  Remote  Mechanical  Draft  Air  Cooled  and 
of  Baffles  and  Traps;  Tel  Tent.  Std.  for  Determining  the 

Std.  for  Thermostatic 
Meth.  of  Test,  for  Discharge  Line 
d.  for  Drinking  Fountains  and  Self  Contained,  Mechanically 
Vending  Machines,  Coin  Operated. 
(Hermetic  Type)  Motor  Compressors  for  Air  Conditioning  and 
(1970)  Rec.  Pract.  and  Sid.  Covering 

systems  (1968) 

d.  Spec,  for  Seamless  Copper  Tube  for  Air  Conditioning  and 

Std.  for 

ting  Drinking  Water  Coolers  with  Self  Contained  Mechanical 
Std.  Types  for  Plumbing  and  Heating,  Air  Conditioning  and 
Safety  Code  for  Mechanical 
Safety  Std.  for  Household 
Meth.  of  Test,  for  Household 
Rec.  on  Safeguarding  Aircraft  Cabin  Cleaning  and 
Std.  Relating  to  Polyethylene 
d.  Spec,  for  Structural  Glued  Laminated  Douglas  Fir  (Coast 
Std.  for  Clinical  Thermometers  (Maximum  Self 
Tent.  Rec.  Pract.  for  Determining  Multiple  Photomask 
Std.  Reglets;  Metal  Cap  Flashing  Fastened  in  the 
in  the  Limestone  (1967)  Std. 
tion.  Maintenance  and  Rules  of  the  Road  /  Safety  Std.  for 

,  Fork,  Stee/  Safety  Std.  for  Structural  Requirements  for 

Saddle  Braces,/  Safety  Std.  for  General  Requirements  for 

Safety  Std.  Definitions  for 
Test  Procedures  for  the  Safety  Std.  for 
ts  for  Stopping  Power,  Traction  and  Steering  Stability  for 
d  Taillights  (1970)  Safety  Std.  for  Lighting  for 

Safety  Std.  for  Temperature  Indicating  and 
s.  Terminology,  and  Test  Code  for  Distribution,  Power,  and 
pply  Tanks  (1966)  Pressure  Reducing  and 

Rec.  Pract.  for  Motor  Carrier  Safety 
Std.  Manual  of  Pract.  for 
Ignition  System  Test.  Metering  and  Power  Supply 
an  Schools  (1960)  Rules  and 

e  and  Use  of  Explosive  Material/  Suggested  Code  of  Safety 

oval.  Demolition,  Equ/  National  Code  for  Fire  Limits,  and 

ned)  Used  for  Shipping  Corrosive  Liquids  as  Defined  by  DOT 
athing  (1970)  Std.  for 

X-Radiation  Emitted  From  High  Voltage  Rectifier  and  Shunt 

Std.  for  Transformers, 
.1  Safety  Std.  Pressure 

Std.  Step  Voltage  and  Induction  Voltage 
Std.  for  Domestic  Gas  Appliance  Pressure 
Low  Water  Fuel  Cutoffs  and  Automatic  Feedwater 
Std.  for  Continuous  Flow  Oxygen 
n  for  Filled  Thermal  Systems  of  Remote  Sensing  Temperature 
Fluid  Power  Industrial  Type  Air  Line  Pressure 
Std.  Terminology  for 

buslible  Liquids  (1971)  Rec. 
capped  (1966)  Std.  for 

blind  and  the  Visually  Handicapped,  Including  Social  Work, 
Asphalt  Overlays  and  Pavement 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Roof  Spec.  Plate  for 


Std 
Std 
Std.  M 
Meth. 


IT 


Meth. 


Reflex  Reflectors  (1971) 
Reforging  (1969) 

Reforging  (1970)  /Ec.  for  Chromium  Nickel  Iron  Molybde 

Refractive  Index  and  Specific  Optical  Dispersion  of  Ele 
Refractories  and  Chrome  Ore  (1970) 

Refractories  Packaged  in  Cartons  Type  X-1  (1962)  Palle 
Refractories  Packaged  in  Cartons  Type  X-2  (1962)  Palle 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 
Refractories  (1970) 

Refractories  (1970)  Std 
Refractory  Brick  (1968) 

Refractory  Brick  (1970)  /Arent  Porosity,  Water  Absorpt 

Refractory  Bulk  Materials  Packaged  in  Bags  (1962) 
Refractory  Bulk  Materials  Packaged  in  Bags  (1962) 
Refractory  Materials  by  Mercury  Displacement  (1970) 
Refractory  Materials  (1962) 

Refractory  Metals  and  Compounds  by  Tap  Pak  Volumeter  (1 
Refractory  Metals  and  Compounds  by  the  Fisher  Sub  Sieve 
Refractory  Metals  and  Compounds  by  the  Scott  Volumeter 
Refractory  Mortar  at  Elevated  Temperatures  (1970) 
Refrigerant  Condensers  (1970) 
Refrigerant  Condensers  (1970) 
Refrigerant  Consumption  and  Temperature  Characteristics 
Refrigerant  Expansion  Valves  (1970) 
Refrigerant  Oil  Separators  (1971) 

Refrigerated  Drinking  Water  Coolers  (1971)  St 
Refrigerated  (1970) 

Refrigerating  Equipment  (1971)  /Afety  Std.  for  Sealed 

Refrigeration  and  Air  Conditioning  Equipment  (on  Boats) 
Refrigeration  Equipment  Capacity  for  Bulk  Milk  Cooling 
Refrigeration  Field  Service  (1971)  ANSI  H23.5  St 
Refrigeration  Flare  Type  Tube  Fittings  (1967) 
Refrigeration  Systems  (1970)  Meth.  of  Test,  for  Ra 

Refrigeration  (1965)  /and  Fittings)  Handbook  Including 

Refrigeration  (1970)  ANSI  B9.I 
Refrigerators  and  Freezers  (1971)  ANSI  B97.1 
Refrigerators,  and  Freezers  (1969)  ANSI  B38.1 
Refurbishing  Operations  (1970) 
Refuse  (Garbage,  Trash)  Bags  (1970) 

Region)  Timber  (1962)  St 

Registering,  Mercury  in  Glass)  (1970) 

Registration  (1969) 

Reglet  Cut  in  the  Limestone  (1967) 

Reglets;  Metal  Cap  Flashing  Fastened  in  the  Reglet  Cut 

Regular  Bicycles  Including  Selection,  Purchase,  Prepara 

Regular  Bicycles  Including  Tests  for  Static  Load,  Frame 

Regular  Bicycles  Including  Wheel  Assembly.  Chainguards, 

Regular  Bicycles  (1970) 

Regular  Bicycles  (1970) 

Regular  Bicycles  (1970)  /D.  for  Performance  Requiremen 

Regular  Bicycles,  Including  Reflectivity,  Headlights  An 
Regulating  Equipment  (1970) 

Regulating  Transformers,  and  Reactors  Other  Than  Curren 
Regulating  Valves  for  Installation  on  Domestic  Water  Su 
Regulation  in  DOT  Bumper,  Rear  End  Protection  (1970) 
Regulation  of  Sewer  Use  (1968) 
Regulation  (1971) 

Regulations  for  the  Conduct  of  Std.  Barber  and  Beautici 
Regulations  for  the  Manufacture,  Transportation,  Storag 
Regulations  Governing  the  Construction,  Alteration,  Rem 
Regulations  (1970)  /Ct.  for  Drums,  Steel  (Dot  5  a  Unli 

Regulator  Oxygen,  Diluter  Demand  Automatic  Pressure  Bre 
Regulator  Receiving  Tubes  (1970)  /R  Quahty  Control  of 

Regulator  Spring  Steel  Wire  (1962) 
Regulators  and  Reactors  (1971) 

Regulators  for  Liquefied  Petroleum  Gas  (1971)  ANSI  Z217 
Regulators  (1968) 
Regulators  (1969) 
Regulators  (1970) 
Regulators  (1970) 

Regulators  (1970)  Std.  Terminology  and  Definitio 

Regulators  (1970)  ANSI  B93.13 
Regulators  (1971) 

Regulatory  Std.  for  Tank  Vehicles  for  Flammable  and  Com 
Rehabilitation  Centers  for  the  Blind  and  Visually  Handi 
Rehabihtation  Teaching,  Recreation,  Camping  and  Group 
Rehabilitation  (1969) 

Reheat  Change  of  Carbon  Brick  and  Shapes  (1970) 
Reheat  Change  of  Fireclay  Nozzles  and  Sleeves  (1970) 
Reinforced  Asbestos  Base  Flashing  (1970) 
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J774C 

B385 

B472 

D1807 

C572 

P238 

P239 

C180 

C268 

C574 

C575 

C576 

C571 

C573 

C491 

C269 

C620 

C20 

P240 

P24I 

C493 

P237 

B527 

B330 

B329 

C606 

460 

20 

4.10 

750 

69 

1010 

541 

984 

A6 

R256.1 
B280 
J513C 
18 

405/9 
15 
250 
13 

4I0F 

31 

*3 

PS  39 

F54T 

•8.27A 

♦8.27A 

6/7 

6/4 

6/5 

6/2 

6/6T 

6/3 

6/6 

873 

C57,I220 

PS15 

RPlO-64 

3 

ARP504A 

*2 

3 

CO-I-APP.Q 

D30 

AS1I94 

JED73A 

♦129 

TRI 

144 

C57.15 
Z21.18 
12-37 
AS1197 

70-  1 
T3.12.3 

71-  1 
385 
S-4 
S-6 
MS17 
C436 
C605 
•2-V13 
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oles) (1965) 

sisting  Lateral  Forces)  (Tech.  Notes)  (1968)  Four  Inch 

es) (1964-65) 

r  Pipe  (1969)  Std.  Spec,  for 

Spec,  for  Design  and  Construction  of 
Manufacture  and  Placement  of 
Spec,  for 

e  (1969)  Std.  Spec,  for 

d  Sewer  Pipe  (1969)  Std.  Spec,  for 

40.1  Rec.  Pract.  for  Manufactured 

Std.  Spec,  for 
Std.  Spec,  for  Precast 
Design  and  Construction  of  Plain  and 
Storied  Structures  (1968)  the  Application  of 

Storied  Structures  (1969)  the  Application  of  Non 

Spec,  for  Design  of  Plain  and 
es  (1970)  Spec,  for  Concrete  and 

Spec,  for  Design  and  Construction  of 
etensioned  (1970)  Std.  for 

Structural  Deck  (Roofing); 
Standard  Building  Code  Requirements  for 
Meth.  of  Calculating  a  Welded  Ring 
Silicone  Rubber  Sheet.  Glass  Fabric 
Rec.  Pract.  for  Classifying  Visual  Defects  in  Glass 
Std.  Spec,  for  Mortar  and  Grout  for 
rusion  (1970)  Std.  Spec,  for 

Design,  and  Fabrication  Requirement/  Code  for  Fiberglass 

Suggested  Meth.  of  Preliminary  Design  of  Fiberglass 
(1965)  Std.  for  Glass  Fiber 

762a) (1968) 

Std.  Test  Meth.  for  Transverse  Load  of  Corrugated 
Extraction  and  Ignition  of  Strands,  Yarns,  and  Roving  for 
n  Materials  (197!)  Std.  Spec,  for 

Meth.  for  Determining  the  Strippability  of  a  Gummed 
ensitive  Tape  Tensile  Strength  and  Elongation  for  Filament 
Std.  Spec,  for  Threads  for 
Tent.  Spec,  for 

inized)  Stranded  Steel  Core  for  Aluminum  Conductors.  Steel 
Conductors,  Concentric  Lay  Stranded,  Aluminum  Clad,  Steel 

Std.  for 

Spec,  for  Fittings  and  Hose  Assemblies,  Air.  Wire 
rec.  Std.  for  Core  Wire  Aluminum  Coated  (Aluminized)  Steel 
Rec.  Std.  for  Core  Wire  Zinc  Coated  (Galvanized)  Steel 
oncenlric  Lay  Stranded  Aluminum  Conductors,  Aluminum  Alloy 
eel  Core  Wire  for  Aluminum  Conductors,  Aluminum  Clad  Steel 
Std.  Test  Meth.  of  Test  for  Cyclic  Pressure  Strength  of 
ec.  for  Aluminum  Conductors,  Concentric  Lay  Stranded  Steel 
Std.  Spec,  for  Very  High  Strength  Alloy  Steel 
Spec.  Steel  Wire  Bar  Supports  Used  to  Position 
ons  of  Pipe  Seamless  Steel  Pipe  (1970) 

Rec.  Std.  for  Hose 
Std.  Spec,  for  Welded  Steel  Wire  Fabric  for  Concrete 
.  Spec,  for  Welded  Deformed  Steel  Wire  Fabric  for  Concrete 
Std.  Spec,  for  Rail  Steel  Deformed  Bars  for  Concrete 
rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed  Concrete 

Std.  Pract,  for  Detailing 
Std.  Pract.  for  Fabrication  of 
Std.  Pract.  for  Estimating 
Spec,  for  Placing 
Suggested  Components  of  a  Concrete 
Rec.  Std.  for  Concrete 
Steel  Doors,  Frames,  Anchors.  Hinge  and  Exit  Device 
Std.  Meth.  of  Test  for  Moisture  Penetration  Resistance 
Std.  Test  Meth.  for  Moisture  Density 
drop  (1970)  Std.  Test  Meth.  for  Moisture  Density 

drop  (1970)  AASH/  Std.  Meth.  of  Test  for  Moisture  Density 

drop  (1970)  Std.  Test  Meth.  for  the  Moisture  Density 

drop  (1970)  Std.  Meth.  of  Test  for  the  Moisture  Density 

iquids/  Std.  Meth.  of  Test  for  Vapor  Pressure  Temperature 

kwell  Superf/  Std.  Hardness  Conversion  Tables  for  Metals 

Axial  Load  (1969/  Std.  Meth.  of  Test  for  Load  Settlement 

and  1  Atmosphe/  Std.  Meth.  of  Test  for  Capillary  Moisture 

terminology  and  Definitions  for  Soil  Tillage  and  Soil  Tool 
Std.  Pract.  Guide  Lines  for  Pipe  Support  Contractual 
Std.  Meth.  of  Test  for 
Meth.  for  Equilibrium 
Std.  Meth.  for  Test.  Coated  Metal  Specimens  at  100% 
ing  Range  of  Industrial  Organic  Chem/  Std.  Test  Meth.  for 

g  (1970)  Rec.  Pract.  for  Method  for  Determining 

ng  Endurance)  (1970)  Meth.  for 

Rec.  Pract.  for  Determining 
ire  Apparatus  (1969)  Tent.  Meth.  for  Measuring  the 

et  Wire  (1968)  ANSI  C59.93  Std.  Test  Meth.  for 

r  Sound  and  Picture  Synchronization  of  Motion  Picture  Film 
Std.  Meth.  of  Test.  Adhesives 
lized  Knit  Wool  Fabrics  (1970)  AN/  Std.  Meth.  of  Test  for 


(1970) 
ract (1968) 


r  Std. 


Reinforced  Brick  Masonry  Columns  and  Pilasters  (Tech.  N  SCPI  171 

Reinforced  Brick  Masonry  Curtain  and  Panel  Walls  (in  Re  SCPI  I7L 

Reinforced  Brick  Masonry  Retaining  Walls  (Technical  Not  SCPI  I7E-G 

Reinforced  Concrete  Arch  Culvert,  Storm  Drain,  and  Sewe  ASTM  C506 

Reinforced  Concrete  Box  Culverts  (1970)  AREA  8-16-1 

Reinforced  Concrete  Casings  for  Irrigation  Wells  (1967)  ASAE  R266 

Reinforced  Concrete  Crib  Walls  (1970)  AREA  8-6-1 

Reinforced  Concrete  Culvert,  Storm  Drain,  and  Sewer  Pip  ASTM  C76 

Reinforced  Concrete  Elliptical  Culvert,  Storm  Drain,  An  ASTM  C507 

Reinforced  Concrete  Floor  and  Roof  Units  (1967)  ANSI  A 1  ACI  512 

Reinforced  Concrete  Low  Head  Pressure  Pipe  (1970)  ASTM  C361 

Reinforced  Concrete  Manhole  Sections  (1969)  ASTM  C478 

Reinforced  Concrete  Masonry  Foundation  Walls  (1961)  NCMA  3 

Reinforced  Concrete  Masonry  Load  Bearing  Walls  in  Multi  NCMA  10 

Reinforced  Concrete  Masonry  Load  Bearing  Walls  in  Multi  NCMA  9 

Reinforced  Concrete  Members  (1970)  AREA  8-2-1 

Reinforced  Concrete  Railraod  Bridges  and  Other  Structur  AREA  8-1-1 

Reinforced  Concrete  Trestles  for  Railway  Loading  (1970)  AREA  8-9-1 

Reinforced  Concrete  Water  Pipe;  Steel  Cylinder  Type,  Pr  AWWA  C303 

Reinforced  Concrete  (1970)  NRCA  '2-121 

Reinforced  Concrete  (1971)  ACI  318 

Reinforced  Furnace  (for  Heating  Boilers)  (1971)  ASME  BPVCIVC 

Reinforced  Heat  and  Weather  Resistant.  60-80  (1965)  SAE  AMS3320D 

Reinforced  Laminates  and  Parts  Made  Therefrom  (1970)  ASTM  D2563 

Reinforced  Masonry  (1971)  ASTM  C476 

Reinforced  Olefin  Polymers  for  Injection  Molding  or  Ext  ASTM  D2853 

Reinforced  Plastic  Pressure  Vessels  Including  Material,  ASME  BPVCX 

Reinforced  Plastic  Pressure  Vessels  (Appendix  1)  (1971)  ASME  BPVCXI 

Reinforced  Plastic  Storage  Tanks  for  Flammable  Liquids  EMS  7-88 

Reinforced  Plastics  for  Ground  Vehicle  Applications  (Hs  SAE  J762A 

Reinforced  Plastics  Panels  (1969)  ASTM  D1502 

Reinforced  Plastics  (1968)  /Td.  Test  Meth.  for  Acetone  ASTM  D2587 

Reinforced  Polycarbonate  Injection  Molding  and  Extrusio  ASTM  D2848 

Reinforced  Sealing  Tape  (Non  Asphaltic)  (1968)  GIA  202M 

Remforced  Tape  Test  Meth.  (1970)  Pressure  S  PSTC  32 

Reinforced  Thermosetting  Plastic  Pipe  (1967)  ASTM  D1694 

Reinforced  Thermosetting  Resin  Line  Pipe  (1971)  API  5LR 

Reinforced  (ACSR)  (1971)  /D)  and  Aluminum  Coaled  (Alum  ASTM  B500 

Reinforced  (ACSR/Aw)  (1971)  Std.  Spec,  for  Aluminum  ASTM  B549 

Reinforced  (Pre  Library  Bound)  New  Books  (1939)  ALA  *3 

Remforced  (1970)  AAR  M927 

Reinforced  (1970)  SWA  •29.2 

Reinforced  (1970)  SWA  '29.3 

Reinforced  (1970)  Std.  Spec,  for  C  ASTM  B524 

Reinforced  (1970)  Std.  Spec,  for  Aluminum  Clad  St  ASTM  B502 

Reinforced,  Thermosetting  Plastic  Pipe  (1969)  ASTM  D2143 

Reinforced,  (ACSR)  (1971)  ANSI  C7. 22  Std.  Sp  ASTM  B232 

Reinforcement  Bars  for  Prestressed  Concrete  (1965)  AASHO  M2I5 

Reinforcement  in  Concrete  (1970)  CRSI  *1.3.1 

Reinforcement  Tables  for  45  and  90  Deg  Branch  Connecti  PFI  TB2 

Reinforcement  Wire  (1970)  SWA  '47.2 

Reinforcement  (1969)  ANSI  G45.1  ASTM  AI85 

Reinforcement  (1969)  ANSI  G45. 3  Std  ASTM  A497 

Reinforcement  (1970)  AASHO  M42 

Reinforcing  Bars  (1964)  /Mifinished  for  Forgings,  Hot  AISl  1 

Reinforcing  Materials  (1970)  CRSI  '1.6.1 

Reinforcing  Steel  Bar  Materials  and  Service  (1968)  CRSI  '1.5.3 

Reinforcing  Stee!  Bar  Materials  and  Service  (1970)  CRSI  '1.5.1 

Reinforcing  Steel  Bar  Supports  in  Concrete  Construction  CRSI  '1.3.5 

Reinforcing  Steel  Material  Supply  and  Installation  Cont  CRSI  '1.9.1 

Reinforcing  Wire  (1970)  SWA  '29.1 

Reinforcings  (1969)  Performance  Test  Fo  ANSI  Ai5l.l 

Relations  of  Fine  Grained  Soils  (1969)  ASTM  D1558 

Relations  of  Soil  Cement  Mixtures  (197G)  AASHO  T134 

Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In.  AASHO  T180 

Relations  of  Soils  Using  a  10  Lb.  Rammer  and  an  18  In.  ASTM  D1557 

Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In.  AASHO  T99 

Relations  of  Soils  Using  a  5.5  Lb.  Rammer  and  a  12  In.  ASTM  D698 

Relationship  and  Initial  Decomposition  Temperature  of  L  ASTM  D2879 

(Relationship  Between  Bnnell,  Vickers,  Rockwell  and  Roc  ASTM  E140 

Relationship  for  Individual  Vertical  Piles  Under  Static  ASTM  D1143 

Relationships  for  Soils  (Moisture  Tensions  Between  0.1  ASTM  D2325 

Relationships  (1970)  ASAE  R291 

Relationships  (1971)  MSS  SP77 

Relative  Density  of  Cohesionless  Soils  (1969)  ASTM  D2049 

Relative  Humidity  of  Paper  and  Paperboard  (1967)  TAPPI  T502 

Relative  Humidity  (1968)  ASTM  D2247 

Relative  Initial  and  Final  Melting  Points,  and  the  Melt  ASTM  E324 

Relative  Specific  Gravity  Polytetrafluoroethylene  Tubin  SAE  ARPI153 

Relative  Stability  of  Paper  (by  Effect  of  Heat  on  Foldi  TAPPI  T453 

Relative  Stain  Resistance  of  Plastics  (1968)  ASTM  D2299 

Relative  Stiffness  of  Leather  by  Means  of  a  Torsional  W  ASTM  D2821 

Relative  Thermal  Endurance  of  Film  Insulated  Round  Magn  ASTM  D2307 

Relative  to  the  Universal  Leader  for  Magnetic  and  Photo  SMPTE  RP25 

Relative  to  Their  Use  as  Electrical  Insulation  (1970)  ASTM  D1304 

Relaxation  and  Felting  Shrinkage  in  Laundering  of  Stabi  ASTM  D1284 
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ds  al  V/  Rec.  Pract.  for  Test.  Long  Time  Creep  and  Stress 

ml  Specifying  a  Relay;  Spec,  for  Vending  Machine,  Thermal 

ols,  and  Diagrams  (1969) 

.  Procedures  (1969)  Electromagnetic 
ectromagnetic  Relay  Test,  and  Inspecting  Procedures  (1969) 
69)  Spec,  for  Electro  Magnetic 

odel  1234  Airborne  Gyro  Automatic  Pilot  Equipment,  Thermal 
1  1234  Airborne  Gyro  Automatic  Pilot  Equipm/  Specifying  A 

Spec,  for  Mold 
Rec.  Pract.  Emulsion  Orientation  of  Super  8 
.  for  Maintaining  an  Emulsion  in  Orientation  on  Theatrical 
of  35mm  Motion  Picture  Film  for  Four  Track  Magnetic  Sound 
Std.  Test  Meth.  for  Shrink  Tension  and  Orientation 
Statement  on  Vinyl  Dispersion  Air 
e  Power  Circuit  Breakers  /  Std.  for  Trip  Devices  (Opening 

Glossary  of  Rec.  Quality  Control  and 
Guide  for  Pressure 

at  Can  be  Burned  (B/  Meth.  of  Checking  Safety  Valves  (and 

Code  of  Alternative  Rules  for  Pressure 
Including  Material,  Design,  and  Fabrication  Requirements; 

Rec.  Pract.  for  the  Pressure 
usions  5.6zn  -  2.5mg  -  1.6cu  -  0.26cr  (7075-T7351 1 )  Stress 
Water  Supply  Systems  (196/  Std.  Listing  Requirements  for 

Relieving  Capacities  of  Safety  Valves  and 
Std.  Safety  Requirements  for  Vending  Machines,  Including 
Std.  for  Die  Buttons;  Basic  Taper 
Std.  for  Die  Buttons;  Basic  Straight 

(1970) 

Pressure  Code  for 
Spec,  for  Denture  Base  Temporary 
Std.  Spec,  for  Magnesium  Ingot  and  Stick  for 
railing  Type  Agricultural  (Farm/  Application  of  Hydraulic 

implements  (1966)  Application  of  Hydraulic 

Rec.  Pract.  for 
Rec.  Pract.  for 

duct  Twin  Service  Station  Pumps  or  Remote,  and  Two  Product 
ailing  Type  (Farm)  Implements  (1970)  Application  of 

ensers  (1970)  Meth.  of  Test,  for  Rating 

rs(1970)  Std.  for 

quipment  (1967)  Flashing  Warning  Lamp  for 

.  Terminology  and  Definition  for  Filled  Thermal  Systems  of 
of  Single  and  Single  Product  Twin  Service  Station  Pumps  or 
Rec.  Pract.  Meth.  of  Marking  Box  Cars  Equipped  with 
Std.  Test  Meth.  for  Stain 
oal  Adsorption  (1970)  Tent.  Meth.  for 

1  Cooking  Equipment  (1971)  Std.  for 

Tent.  Rec.  Pract.  for  Abandonment  or 
Tent.  Meth.  of  Analysis  of  Solvent  Systems  Used  for 
tape  at  180  Deg.  Angle  (1970)  Liner 
electrical  Facilities,  Their  Installation,  Maintenance  and 
c.  for  Safeguarding  Aircraft  Cleaning,  Painting,  and  Paint 
s,  and  Regulations  (joveming  the  Construction,  Alteration, 
Safety  Std.  for  Nonrenewable, 
Std.  Design  Dimensions  for 
Std.  Design  Dimensions  for 
or  Fire  Protection  of  Vessels  (Ships)  During  Construction, 
Marine  Service  Manual;  Rec.  Pract.  for  Shop  Organization, 
ide  Frame  for  Roller  Bearing  Freight/  Std.  for  Frame  Roof 

e  (1970)  Rec.  Pract.  for  Inspection,  Rating  and 

ngs  Over  Steel  Deck  (1971) 

Spec,  for  Denture  Cold  Curing 
Std.  for  Control  of  Gas  Hazards  on  Vessels  (Ships)  to  Be 
(1971)  Rules  Governing  Inspection  and 

y  Riveting  and  Welding  (1962)  Rec.  Rules  for 

nler  Plates  for  Freight  Cars  with  6  X  1 1  In.  Journals,  for 
Suggested  Guidehnes  for  Printed  Wiring  Board 
Contact  with  a  Flat  Surface  /  Tent.  Test  Meth.  for  Fluid 

Rec.  Test  Meth.  for  the 
Meth.  for  Water 

114.60,  ASTM  D583  Test  Meth.  for  Water 

illwork  (1970)  Std.  for  Water 

ortar  Joint  Damage  (1967)  Water 
nd  Concrete/  Guide  Spec,  for  Silicone  Dampproofing;  Water 

Battery 

t  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  Coupler  (for 
.  for  the  Installation  of  Tile  Lined  Shower  Receptors  (and 
Rec.  Pract.  for  Drilling  Mud 
ssion  Line  Impedance  in  Distributed  Parameter  Coaxi/  Std. 

Std.  Definitions  (Special 
Definition  of 
Tent.  Rec.  Pract.  for 
Spec,  for 
Coding  System  for  Fire 
Code  of  Alternative  Rules  for  Marking  and  Stamping, 


Relaxation  of  Plastics  Under  Tension  or  Compression  Loa  ASTM 

Relay  in  Model  1234  Airborne  Gyro  Automatic  Pilot  Equip  NARM 

Relay  Service  Classification,  Terminology,  Circuit  Symb  NARM 

Relay  Test,  and  Inspecting  Procedures  (1969)  Relay  Test  NARM 
Relay  Test.  Procedures  (1969)                                             El  NARM 

Relays  for  Industrial  And/or  Commercial  Application  (19  NARM 

Relays  in  Domestic  Electric  Heat  Panels,  Environmental  NARM 

Relay;  Spec,  for  Vending  Machine,  Thermal  Relay  in  Mode  NARM 

Release  Agent  (1971)  SAE 

Release  Prints  (1970)  SMPTE 
Release  Prints  (1970)  Rec  Pract.  Spec  SMPTE 
Release  Prints  (1970)                 /Dimensions  of  Magnetic  Striping  ANSI 

Release  Stress  of  Plastic  Film  and  Thin  Sheeting  (1969)  ASTM 

Release  (1969)  SPI 

Releases)  for  Alternating  and  Direct  Current  Low  Voltag  ANSI 

Rehability  Terms  (1968)  EIA 

Relief  and  Depressuring  Systems  (1969)  API 

Relief  Capacity)  by  Measuring  Maximum  Amount  of  Fuel  Th  ASME 

Relief  Devices  of  Vessels  (1971 )  ASME 

Relief  Devices;  Rules  for  Test,  Inspection,  Marking,  St  ASME 

Relief  for  Cooling  System  (1970)  '  SAE 

Relief  Stretched  and  Straightened  (1970)  /M  Alloy  Extr  SAE 

Relief  Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot  ANSI 

Relief  Valves  (1970)  NBBPV 

Relief  Valves,  Water  Heater  Tanks,  and  Gas  Appliances  NAMA 

Relief,  Press  Fit  (1970)  ANSI 

Relief,  Press  Fit  (1970)  ANSI 

Relieving  Capacities  of  Safety  Valves  and  Relief  Valves  NBBPV 

Relieving  Devices  for  Safety  of  Heating  Boilers  (1971)  ASME 

Relming  Resm  (1962)  ANSI  Z156.17  ADA 

Remelting  (1971)  ASTM 

Remote  Control  Cylinders  to  Agricultural  Tractors  and  T  ASAE 

Remote  Control  to  Farm  Tractors  and  Trailing  Type  Farm  SAE 

Remote  Controls  Mounting  Pad  on  Boats  (1962)  BIA 

Remote  Controls  Mounting  Pads  (on  Boats)  (1970)  ABYC 
Remote  Dispensers  (1965)               /Out  of  Single  and  Single  Pro  API 

Remote  Hydraulic  Motors  to  Agricultural  Tractors  and  Tr  ASAE 

Remote  Mechanical  Draft  Air  Cooled  and  Refrigerant  Cond  ASHRA 

Remote  Mechanical  Draft  Air  Cooled  Refrigerant  Condense  ARI 

Remote  Mounting  on  Agricultural  (Farm)  and  Industrial  E  ASAE 
Remote  Sensing  Temperature  Regulators  (1970)                      Std  FCI 
Remote,  and  Two  Product  Remote  Dispensers  (1965)            /Out  API 

Removable  Crossbars  (1970)  AAR 

Removal  From  Multicolor  Lacquers  (1968)  ASTM 

Removal  of  Organic  Matter  From  Water  by  Activated  Chare  ASTM 

Removal  of  Rubber  From  Textile  Fibers  (1968)  ABFLO 
Removal  of  Smoke  and  Grease  Laden  Vapors  From  Commercia  NFPA 

Removal  of  Underground  Tanks  (1960)  API 

Removal  of  Water  Formed  Deposits  (1970)  ASTM 

Removal  Peel  Adhesion  Test  Meth.  of  Pressure  Sensitive  PSTC 
Removal  (1970)                                 Guide  Spec,  for  Temporary  CSI 
Removal  (1971)                                                              Re  NFPA 

Removal,  Demolition,  Equipment,  Use  and  Occupancy,  Loca  AIA 

Renewable  and  Multiple  Fuses  (1971)  ANSI  C33.42  UL 

Renewable  Wear  Plate  for  Integral  Journal  Boxes  (1970)  AAR 

Renewable  Wear  Plate  for  Separable  Journal  Boxes  (1970)  AAR 
Repair  and  Lay  Up  (1970)                                               Std.  F  NFPA 

Repair  and  Maintenance,  Fitting  and  Rigging  (1969)  BIA 

Repair  for  4  1/4  X  8  Thru  7X12  Narrow  Pedestal  Type  S  AAR 

Repair  of  Ferrous  Castings  (Hs  22)  (1968)  SAE 

Repair  of  Pressure  Vessels  in  Petroleum  Refinery  Servic  API 

Repair  Procedures  for  Wind  Damaged  Built  Up  Roof  Coveri  FMS 

Repair  Resin  (1959)  ANSI  Z156.13  ADA 

Repaired  (1971)  NFPA 

Repairs  of  Foreign  Cars  and  Billing  for  Same  (Railway)  AAR 

Repairs  of  Power  Boilers  and  Unfired  Pressure  Vessels  B  NBBPV 
Repairs  Only  (Railway)  (1970)               /or  Forged  Steel  Body  Ce  AAR 

Repairs  (1969)  IPC 

Repellency  of  Disposable  Soft  Goods  Hydrostatic  Head  in  DA 

Repellency  of  Disposable  Soft  Goods  (1970)  DA 

Repellency  of  Paper  and  Boards  (1969)  TAPPI 

Repellency  of  Textile  Fabrics  (Spray  Test)  (1967)  ANSI  AATCC 

Repellent  Preservative  Non  Pressure  Treatment  of  Wood  M  NWMA 

Repellent  Treatment  of  Limestone  Buildings  to  Prevent  M  ILIA 

Repellents  for  the  Exterior  Surfaces  of  Brick,  Stone,  A  CSI 

Replacement  Data;  Group  Numbers  and  Spec.  (1970)  BCI 
Replacement  in  Kind  Only)  (1970)  /  E  Coupler  Yoke,  Cas  AAR 
Replacements)  (1969)                                                 Std.  Spec  lAPMO 

Report  Form  (1969)  API 

Report  on  State  of  the  Art  Measuring  Unbalanced  Transmi  IEEE 

Report)  Used  in  Boat  and  Yacht  Std.  (1970)  ABYC 

Reportable  Farm  Accidents  (1967)  ASAE 

Reporting  Irradiation  Results  on  Graphite  (1968)  ASTM 

Reporting  Marks  (for  Railway  Cars)  (1971)  AAR 

Reporting  (1971)  NFPA 

Reports  and  Records  of  Pressure  Vessels  (1971)  ASME 
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AMS3091 

RP42 

RP39 

PH22.I77 

D2838 

VDT20 

C37.17 

JED68 

RP521 

BPVC 
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BPVCX 

J151 

AMS4I67C 

Z21.22 
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*  1-800 
B94.27 
B94.28 
•4 
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17 
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Rec.  Pracl.  for  Training 
devices;  Rules  for  Test,  Inspection,  Marking,  Stamping  and 
ity  and  Compatihilily  of  Factory  Primed  Wood  Products  with 
til.  for  Determining  Flutter  Content  of  Sound  Recorders  and 
00  Cycle  Balancmg  Test  Film  for  35mm  Motion  Picture  Sound 
ng  Beam  Uniformity  Test  Film  for  35mm  Motion  Picture  Sound 
for  Theater  Test  Film  for  Motion  Picture  Projection  Sound 
ng  Phonographs  with  Driven  Turntables  and  Mechanical  Sound 

Paper  Stock  (for 

rostatic  Precipitators  (1968)  Information 
of  Ceiling  Magazines  Where  Bullet  Proofing  of  Roofs  is  Not 
Uniform  Pract,  for  Membership 
Uniform  Pract.  for  Nonmembership 
Code 

Std.  Test  Meth.  for  Alkali 
Std.  Meth.  of  Test  for  Chlonne 
Std.  for  Bleach 
Std.  for  Performance 
Aluminum  Siding  Grounding 
Std.  Temperature 

d.  for  Mobile  Homes  Body  and  Frame  Design  and  Construction 
radiographic,  Ultrasonic;  Liquid  Penetrant;  Magnetic  Par/ 
Is  (1970)  Impact  Performance 

Std.  for  Passenger  Car  Tire  Performance 
ct.  for  Pressed  Steel  Wheels,  (Passenger  Cars)  Performance 

Material 
Material 
Safety  to  Life 
Spec,  of  General 
Std.  Safety 
General  Code 
General  Code 
Safety  Std.  for  Marine 


Reports  and  (Management)  Records  (1970) 


pressure  Vessels  (1971) 

ter  (1970) 

1970) 

ending  Machines)  (1967) 


67) 

ki  and  Surface  Lifts  and  Tows  (1970) 
ing  Boilers  (1971) 

(Including  Piping,  Safety  Valves  and  Fitti/ 
68t) 

Meters  (1969) 

mating  Current  Systems  (1969) 
ss)  (1970) 

el.  Hot  Rolled  Stnp,  Hot  Rolled  / 
Alloy  Steel  Tubes  (1971)  ANSI  B3/ 
1970) 
(1970) 

heat  Resisting  Steel  Plate,  Sheet/ 
s,  Sheet  Piling,  and  Bars  for  Str/ 
vessels  (1971) 

ron  or  Steel  Sheets  in  Coils  and  / 


Std. 

Spec,  for  Screw  Thread 
Std.  Spec,  for  General 
Std.  Spec,  for  General 
Std.  Performance 
Std.  Safety 
Std.  Spec,  for  General 
Sid.  Spec,  for  General 
Std.  Spec,  for  General 
Std.  Spec,  for  General 
Safety 
Std. 

oves  (1962)  Std.  Approval 

d  Rolling  Dies  (1968)  Std.  for  Dimensional 

70)  Safety 
automotive  and  Related  In/  Std.  of  Mechanical  and  Quality 

micals  and  Plastics  in  Pressure  Differential  Hopper  Cars/ 
micals  and  Plastics  in  Covered  Hopper  Cars  Equipped  With/ 
Product  Std.  for  Auxiliary  Builders  Hardware;  Performance 

969) 

ustion  Chambers  and  Furnaces)  (1971) 
metal  Construction  for  Gas  Appliances  (1964/ 


nges (1957) 
(1967) 

Materials  (1971) 
(1971) 
(1971) 

les  (1969) 


970) 

trical  Workers,  Class  B  (1971) 
in  Domestic  Ranges  (1957) 
69)  ANSI  B3.I0 


Code 
Std.  Listing 
Std.  Listing 
Std.  Listing 
Std.  Approval 
Code 
Code 
Code 

Code  for  Fabrication 
Test  Meth.  and  Performance 
Std.  Performance 
Std.  Performance 
Std.  Performance 
Std.  Safety 
Std.  for  Safety 
Std. 
Std. 
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Ac  Power  Service  Protecto/  Preferred  Ratings  and  Related 

pliances  (1968) 


65) 

man  Waste  (1969) 
(1969) 
68) 

alves  (1966) 
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Safety 


Safety 
Safety 

Safety 
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/on  Requirements;  Relief 
/  Meth.  for  Durabil 
Std.  Me 
Std.  for  1,  0 
Spec,  for  Scanni 
Rec.  Pract.  Spec. 


Reports;  and  Glossary  (1971) 
Representative  Finish  Coats  (1969) 
Reproducers  (1954) 
Reproducers  (1960) 
Reproducers  (1969) 
Reproducing  Systems  (1969) 

Reproduction  (1971)  /Ty  Std.  for  Electric  Toys  Includi 

Repulping)  Std.  and  Pract.  (1970) 

Required  for  the  Preparation  of  Bidding  Spec,  for  Elect 
Required  (1968)  Meth. 
Requirement  for  Star  Ratings  (1969) 
Requirement  for  Who's  Who  Listing  (1969) 
Requirement  Meth.  of  Construction  and  All  Materials  of 
Requirement  of  Casein  and  Isolated  Soy  Protein  (1968) 
Requirement  of  Industrial  Water  and  Industrial  Waste  Wa 
Requirement  of  Pulp  (1954) 

Requirement  Work  Holder  Airframe  Spar  Milling  Machine 
Requirement  (1965) 

Requirements  and  Controls  (Potentially  Hazardous  Food  V 
Requirements  and  Installation  of  Plumbing.  Heating  and 
Requirements  and  Meth.  for  Nondestructive  Examination: 
Requirements  and  Test  Procedures  for  Passenger  Car  Whee 
Requirements  and  Test  Procedures  (1970) 

Requirements  and  Test  Procedures  (1970)  Rec.  Pra 

Requirements  Code  for  Heating  Boilers  (1971) 
Requirements  Code  for  Heating  Boilers  (1971) 
Requirements  Code  (National)  for  Existing  Buildings  (19 
Requirements  for  a  Quality  Program  (1968) 
Requirements  for  Aerial  Passenger  Tramways;  including  S 
Requirements  for  All  Materials  of  Construction  for  Heat 
Requirements  for  All  Meth.  of  Power  Boiler  Construction 
Requirements  for  Alternating  Current  Wiring  Devices  (19 
Requirements  for  Automatic  Digital  Voltmeters  and  Ratio 
Requirements  for  Automatic  Line  Sectionalizers  for  Alte 
Requirements  for  Bolts,  Screws  and  Studs  (Rolling  Proce 
Requirements  for  Carbon  and  High  Strength  Low  Alloy  Ste 
Requirements  for  Carbon,  Ferritic  Alloy,  and  Austenitic 
Requirements  for  Commercial  Food  Waste  Disposer  Units 
Requirements  for  Concrete  Construction  and  Masonry  Work 
Requirements  for  Delivery  of  Flat  Rolled  Stainless  and 
Requirements  for  Delivery  of  Rolled  Steel  Plates,  Shape 
Requirements  for  Delivery  of  Steel  Plates  for  Pressure 
Requirements  for  Delivery  of  Zinc  Coated  (Galvanized)  I 
Requirements  for  Demolition  (1969) 

Requirements  for  Direct  Current  Instrument  Shunts  (1971 
Requirements  for  Domestic  Gas  Hot  Plates  and  Laundry  St 
Requirements  for  Duplex  Face  and  Single  Face  Flat  Threa 
Requirements  for  Explosive  Actuated  Fastening  Tools  (19 
Requirements  for  Externally  Threaded  Fasteners  Used  in 
Requirements  for  Facilities  for  Receipt  of  Dry  Bulk  Che 
Requirements  for  Facilities  for  Receipt  of  Dry  Bulk  Che 
Requirements  for  Finishes  (1970) 

Requirements  for  Fire  Retardant  Paints  and  Varnishes  (1 
Requirements  for  Firetube  Power  Boilers  (Including  Comb 
Requirements  for  Flexible  Connectors  of  Other  Than  All 
Requirements  for  Gas  Appliance  Thermostats  (1963) 
Requirements  for  Gas  Conversion  Burners  for  Domestic  Ra 
Requirements  for  Gas  Fired  Steam  and  Hot  Water  Boilers 
Requirements  for  Heating  Boilers  Constructed  of  Wrought 
Requirements  for  Heating  Boilers  Fabricated  by  Brazing 
Requirements  for  Heating  Boilers  Fabricated  by  Welding 
Requirements  for  Heating  Boilers  (1971) 
Requirements  for  High  Density  Polyethylene  Plastic  Bott 
Requirements  for  Home  Laundry  Equipment  (1970) 
Requirements  for  Hose  Connection  Vacuum  Breakers  (1970) 
Requirements  for  Household  Food  Waste  Disposer  Units  (1 
Requirements  for  Industrial  Head  Protection  (1969) 
Requirements  for  Industrial  Protective  Helmets  for  Elec 
Requirements  for  Installation  of  Gas  Conversion  Burners 
Requirements  for  Instrument  Precision  Ball  Bearings  (19 
Requirements  for  Insulated  Steel  Deck  (1971) 
Requirements  for  Line  Closing  Switching  Surge  Voltage  C 
Requirements  for  Low  Voltage  Power  Circuit  Breakers  and 
Requirements  for  Marine  Alcohol  and  Kerosene  Cooking  Ap 
Requirements  for  Marine  Electric  Blowers  (1967) 
Requirements  for  Marine  Electric  Cooking  Appliances  (19 
Requirements  for  Marine  Lighting  Fixtures  (1968) 
Requirements  for  Marine  Recirculating  Assemblies  for  Hu 
Requirements  for  Marine  Retention  Assemblies  for  Sewage 
Requirements  for  Marine  Sewage  Incinerating  Devices  (19 
Requirements  for  Marine  Through  Hull  Fittings  and  Sea  V 
Requirements  for  Marine  Waste  Treatment  and  Disposal  De 
Requirements  for  Material  Hoists  (1969) 
Requirements  for  Materials,  Devices  and  Products  Manufa 
Requirements  for  Materials,  Devices  and  Products  Manufa 
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e  (1971)  ANSI  B125.20 
ing  Instruments  (1962) 
screws.  Studs  and  Nu/ 


for  Energies  Up  to  10  Mev  Equipment  Design  and  Use  (196/  Requ 

Code  Requ 

other  Structures  (1955)                                 Std.  Building  Code  Requ 

bituminous  Paving  Mixtures  (1971 )  ANSI  A3/            Std.  Spec,  for  Requ 

lions  (1970)                                    Std.  Spec,  for  Supplementary  Requ 

pplicalions  (1970)                            Std.  Spec,  for  Supplementary  Requ 

r  Nuclear  Applications  (197/              Std.  Spec,  for  Supplementary  Requ 

970)  Minimum  Requ 
(Boiler  and  Pressure  Vessel  Code)  (1971)  Requ: 

asses  1-3  (Boiler  and  Pressure  Vessel  Code)  (1971)  Requ: 

ss  (Boiler  and  Pressure  Vessel  Code)  (1971)  Requ 

mating  Current  Systems  (1969)                                             Std.  Requ 

Power  Boilers  (1971)                                                        Code  Requ 

Requ 

phase  Distribution  Transformers;  High,  16340  Grd  Y/9430  /  Requ 

ooled.  Three  Phase  Distribution  Transformers;  High  Volta/  Requ 

y  and  Noncombustible  Materials  (1971)  Requ 

1971)                                                                              Code  Requ 

971)  Code  Requ 

Rec,  Pract,  for  Operating  Requ 

g  Maintenance  (1970)                                                 Std,  Safety  Requ 

and  Low  Alloy  Steels,  Nonferrous  Materials,  High  A/           Code  Requ 

,  Riveting,  Forging  and  Brazing  (1971)                                 Code  Requ 

Std,  Safety  Requ 

gas  Fuel  (1962)                                                        Std,  Listing  Requ 

re  Backflow  Preventers  (1971 )                                  Performance  Requ 

tatic  Load,  Frame.  Fork,  Stee/                Safety  Std.  for  Structural  Requ 

bly,  Chainguards,  Saddle  Braces,/              Safety  Std.  for  General  Requ 

Standard  Building  Code  Requ 

f  Devices  for  Hot  Water  Supply  Systems  (196/             Std.  Listing  Requ 

tion(1971)  Requ 

plants  (1971)  Requ 

Std.  Safety  Requ 

Std.  Safety  Requ 

Std.  Spec,  for  General  Requ 

Std.  Requ 

Spec,  on  the  Mechanical  and  Quality  Requ 

Std.  for  Mechanical  and  Quality  Requ 

stability  for  Regular  Bicycl/                Safety  Std.  for  Performance  Requ 

.  for  Design,  Installation,  Qualification,  and  Operational  Requ 

Rec,  Pract.  for  the  Mechanical  and  Quality  Requ 

evices  and  Equipment  Used  in  the  Constructio/             Std.  Safety  Requ 

Exterior  Locations  (Wood  Frame  Construction)  (1968)  Requ 

petroleum  Gases  on  Freight  and  Passenger  Car/            Rec.  Pract.  Requ 

e  J721                                                                       Operating  Requ 

1  Through  10000/13333/16667  kVa,  Single  and  501  Thr/            Std.  Requ 

Use  of  Commercial  Explosives  and  Blasting  A/            Std.  Safety  Requ 

Rec.  Pract.  for  Windshield  Defrosting  Systems  Performance  Requ 

National  Building  Code  Requ 

tion  Transformers  High  16,  340  Grd  Y/9430  Volts  and  /         Std.  Requ 

ves.  Water  Heater  Tanks,  and  Gas  Appliances  /            Std.  Safety  Requ 

Code  Requ 

Std.  Safety  Code  for  Building  Construction  (Safety  Requ 

Std.  Spec,  for  General  Requ 

Sheet.  Strip,  and  Rolled  Bar  (19/               Std.  Spec,  for  General  Requ 

ar,  and  Shapes  (1971)                                 Std.  Spec,  for  General  Requ 

oy  Tube  (1971)  ANSI  H23.4                        Std.  Spec,  for  General  Requ 

Air  Conditioning,  Helicopter.  General  Requ 

Code  for  Safe  Installation  Requ 

and  Recording  Draft  Gear  Reaction  Forces  (197/             Spec,  for  Requ 

Service  Brake  System  Performance  Requ 

of  Alternative  Rules  for  Material.  Design  and  Fabrication  Requ 

70)  Requ 

tech.  Notes)  (1969)                                              Fire  Resistance  Requ 

Std.  for  Mt  Trash  Pump  Rating  Requ 

Rec.  Pract.  for  Service  Brake  System  Performance  Requ 

Design  Loads  and  General  National  Building  Code  Requ 

National  Building  Fire  Protection  Code  Requ 

Iding  Classification  Code  of  Occupancies  and  Their  Special  Requ: 

fication  Definitions,  Test.  Meth.,  Calculations  and  Rating  Requ 

fication.  Definitions,  Test.  Meth.  Calculations  and  Rating  Requ 

ification.  Definitions.  Test  Meth.  Calculations  and  Rating  Requ 

Std.  for  Screw  Threads  and  Gaging  Requ 

Rec.  Pract,  for  Seat  Belt  Assembly  Webbing  Abrasion  Test  Requ: 

Std,  for  Protective  Frame  Test  Procedures  and  Performance  Requ 

for  Protective  Enclosures;  Test  Procedures  and  Performance  Requ 

me  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requ 

ews  and  Studs,  Straightness.  Concentricity,  and  Squareness  Requ 

with  Overhead  Protection;  Test  Procedures  and  Performance  Requ 

es  (for  Tractor  Operators)  Test  Procedures  and  Performance  Requ 

senger  Door  Hinge  Systems  (Test  Procedures  and  Static  Load  Requ 

with  Overhead  Protection  (Test  Procedures  and  Performance  Requ 

mal  Relays  in  Domestic  Electric  Heat  Panels,  Environmental  Requ 

uction  and  Discharge  Openings  (1970)                Std.  for  M  Rating  Requ 

Rec.  Pract.  for  Service  Brake  System  Performance  Requ 

Heating  Boilers  Constructed  of  Cast  Iron  (1971)                  Code  Requ 
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s  for  Medical  X-Ray  and  Gamma  Ray  Protection 
s  for  Miniature  Power  Boilers  (1971 ) 
s  for  Minimum  Design  Loads  in  Buildings  and 
s  for  Mixing  Plants  for  Hot  Mixed,  Hot  Laid 
s  for  Nickel  Alloy  Plate  for  Nuclear  Applica 
s  for  Nickel  Alloy  Rod  and  Bar  for  Nuclear  A 
s  for  Nickel  Alloy  Seamless  Pipe  and  Tube  Fo 
s  for  Non  Water  Carriage  Disposal  Systems  (I 
s  for  Nuclear  Power  Plant  Component  Supports 
s  for  Nuclear  Power  Plant  Components,  for  CI 
s  for  Nuclear  Power  Plant  Components,  Mc  Cla 
s  for  Oil  Filled  Capacitor  Switches  for  Alte 
s  for  Organic  Fluid  Vaporizer  Generators  for 
s  for  Overcurrent  Protective  Devices  (1966) 
s  for  Pad  Mounted  Compartmental  Type  Single 
s  for  Pad  Mounted  Compartmental  Type,  Self  C 
s  for  Palletized  and  Rack  Storage  of  Ordinar 
s  for  Power  Boilers  Fabricated  by  Riveting 
s  for  Power  Boilers  Fabricated  by  Welding  (1 
s  for  Power  Take  Off  Drives  (1970) 
s  for  Powered  Platforms  for  Exterior  Buildin 
s  for  Pressure  Vessels  Constructed  of  Carbon 
s  for  Pressure  Vessels  Fabricated  by  Welding 
s  for  Pulp,  Paper  and  Paperboard  Mills  (1969 
s  for  Quick  Disconnect  Devices  for  Use  with 
s  for  Reduced  Pressure  Principle  Back  Pressu 
s  for  Regular  Bicycles  Including  Tests  for  S 
s  for  Regular  Bicycles  Including  Wheel  Assem 
s  for  Reinforced  Concrete  (1971) 
s  for  Relief  Valves  and  Automatic  Gas  Shutof 
s  for  Rigid  Foamed  Polyurethane  for  Construe 
s  for  Safety  and  Wooden  Match  Manufacturing 
s  for  Sawmills  (1969) 
s  for  Scaffoldmg  (1969) 

s  for  Specialized  Carbon  and  Alloy  Steel  Pip 

s  for  Spooling  Photographic  Paper  for  Record 

s  for  Stainless  Steel  and  Nonferrous  Bolts, 

s  for  Steel  Nuts  (1970) 

s  for  Stopping  Power,  Traction  and  Steering 

s  for  Tail  Bumpers  for  Piloted  Aircraft  (197 

s  for  Tapping  Screws  (1970) 

s  for  Temporary  and  Portable  Space  Heating  D 

s  for  the  Application  of  Gypsum  Wallboard  on 

s  for  the  Installation  and  Use  of  Liquefied 

s  for  Tractor  Power  Takeoff  Drives  (1970)  Sa 

s  for  Transformers  138000  Volts  and  Below  50 

s  for  Transportation,  Storage,  Handling,  and 

s  for  Trucks,  Buses  and  Multipurpose  Vehicle 

s  for  Types  of  Construction  (1967) 

s  for  Underground  Type  Single  Phase  Distribu 

s  for  Vending  Machines,  Including  Relief  Val 

s  for  Watertube  Power  Boilers  (1971) 

s  for  Workmens  Hoists)  (1963) 

s  for  Wrought  Copper  Alloy  Wire  (1971) 

s  for  Wrought  Copper  and  Copper  Alloy  Plate, 

s  for  Wrought  Copper  and  Copper  Alloy  Rod,  B 

s  for  Wrought  Seamless  Copper  and  Copper  All 

s  for (1970) 

s  of  Boilers  and  Hot  Water  Heaters  (1971) 
s  of  Instrumentation  to  be  Used  in  Measuring 
s  of  Passenger  Cars  (1969) 

s  of  Pressure  Vessels  (1971)  Code 

s  of  Separable  Fluid  Power  Tube  Fittings  (19 

s  Relating  to  Brick  Bearing  Wall  Buildings 

s  (for  Clean  Out  Purposes)  (1970) 

s  (Passenger  Car)  (1970) 

s  (1967) 


s  (1967) 
s  (1967) 
s  (1967) 
s  (1967) 
s  (1968) 
s  (1970) 
s  (1970) 
s  (1970) 
s  (1970) 
s  (1970) 
s  (1970) 
s  (1970) 

s  (1970)  SAE  J168 
s)  (1969) 

s)  (1970)  SAE  J167 


National  Bui 
/R  Conditioners  Air  Quantity  Certi 
IS  Evaporator  Capacity  (Btu)  Certi 
/loners  System  Capacity  (Btu)  Cert 


Std, 

Protective  Fra 
Std,  for  Bolts.  Scr 
Std,  for  Protective  Frame 
Protective  Enclosur 
lEc.  Pract.  for  Vehicle  (Car)  Pas 
/(for  Tractor  Operators) 


s.  Enclosures  Mounting,  Termination  and  Size 
s.  for  Self  Priming  Centrifugal  Pumps  with  S 
s,  Motorcycles  and  Motor  Driven  Cycles  (1971 
s.  Quality  Control.  Inspection  and  Tests  for 


NCRPM 

ASME 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

ASME 

ASME 

ASME 

ANSI 

ASME 

UL 

ANSI 

ANSI 

FMS 

ASME 

ASME 

SAE 

ANSI 

ASME 

ASME 

ANSI 

ANSI 

ASSE 

BMA 

BMA 

ACl 

ANSI 

FMS 

FMS 

ANSI 

ANSI 

ASTM 

ANSI 

IFI 

SAE 

BMA 

SAE 

SAE 

ANSI 

GA 

AAR 

ASAE 

ANSI 

ANSI 

SAE 

AIA 

ANSI 

NAMA 

ASME 

ANSI 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

ASME 

AAR 

SAE 

ASME 

NFLDP 

SCPI 

CPB 

SAE 

AIA 

AIA 

AIA 

IMACA 

IMACA 

IMACA 

IFI 

SAE 

SAE 

SAE 

ASAE 

SAE 

SAE 

ASAE 

SAE 

ASAE 

NARM 

CPB 

SAE 

ASME 
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BPVCIPMB 

A58.I 

D995 

B509 

B510 

B513 

Z4.3 

BPVCIIINF 

BPVCIII 

BPVCIIINE 

C37.66 

BPVCIPVG 

1133 

C57.122I 

C57.1222 

LPD8-25S 

BPVCIPR 

BPVCIPW 

J72IE 

AI20.1 

BPVC8-I-C 

BPVC8-1-B 

Pl.l 

Z21.41 

1013 

6/4 

6/5 

318 

Z21.22 

LPDl-57 

LPD7-5 

02.1 

A10.8 

A530 

PHI. 27 

104 

J995A 

6/3 

ARP1107 
J933B 
AlO.lO 
•15.1 

MSRP-L-63 

R207.8 

C57.1210 

A10.7 

J382 

CO-l-VII 

C57.1223 

•1-800 

BPVCIPWT 

A  10.4 

B250 

B248 

B249 

B25I 

ARP292B 

BPVCIVHG7 

M901F 

J937A 

BPVC8-2A 

T3.8.70.2 

16A 

•3 

J937B 

CO-l-lX 

CO-l-VIII 

CO-I-III 

100 

200 

250 

SEC.M 

J114 

J334A 

J168 

S306.2 

AS3063 

J167 

S336 

J934A 

S3I0.1 

•1.7 

•2 

J 109  A 
BPVC 
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on,  Power,  and  Regulating  Transformers,  and  Reactor/  Std. 
ural  Finish  Structural  Facing  Tile  (1971)  Spec.  Std. 

Rec.  Pracl.  for  Service  Brake  System  Performance 
essure  Vessels  Including  Material,  Design,  and  Fabrication 
(1971)  Rec,  Pract  for  Brake  System  Performance 

Std.  for  Packaging  of  Items  with  Wrap,  Greaseproof, 
racteristics,  Pro/  Guide  to  Plastic  Substrate  Fabrication 

Std.  Operating  Procedures  for  Aircraft 
orts  (1971)  ANSI  Z213.1  Rec.  Pract.  for  Aircraft 

Std.  for  Aircraft 

t.  for  the  Performance  of  Critical  Experiments  for  Nuclear 
analyzers  (1970)  Tent,  Meth.  of  Test  for 

h  of  Test  for  Knock  Characteristics  of  Motor  Fuels  by  the 
Procedure  for  Sprinkler  Distribution  Testing  for 
ent  Pract.  in  the  Use  of  Automated  Techniques  for  Spec;  A 

Rec,  Pract.  for  Main 

ushing  (197/  Std.  Meth.  of  Sampling  for  Particulates  From 

Std.  for  Non  Integral  Industrial  Fluid  Power  Hydraulic 
stems  (1971)  Std.  for  Installation  of 

Installation  for 

ted  with  Water  Borne  Preservatives  (1969)  Std.  for 

Rec.  Spec,  for  Steel  Windows;  Cold  Rolled,  for 
Rec.  Spec,  for  Steel  Windows;  Semi  Intermediate,  for 
Design  and  Construction  of  Masonry  Chimneys  (for 
rk.  Rehabilitation  Teaching,  Recreation,  Camping  and  Group 

Std.  for 

71)  Std. 
icapped  (196/  Std.  Promoting  Self  Study  and  Evaluation  of 

Methods  of  Test  for  Aluminum 
ypes.  Ranch,  Basement,  Utility)  (1969)  Spec,  for 

eboard  Heaters  (1971)  Std.  for 

aNSI  aUl.l  Safety  Std.  for  Chimneys,  Factory  Built. 

Spec,  for  Aluminum  Windows  for 
Meth.  for  Determining  Pickup  Efficiency  of 
Std.  Meth.  of  Test  for  Maximum  Fluidity  Temperature  of 
ted  Meth.  for  the  Determination  of  Free  Available  Chlonne 
in  Bedding  (1970) 

Meth.  of 
Influence  of 

Evaluation  of  Meth.  for  Measurement  of 
Std.  Test  Meth.  for  Sieve 
Test  for  Oxidation  Stability  of  Aviation  Fuels  (Potential 
gh  Speed  Mixer  Meth.)  (1971)  Suggested  Meth.  for  Screen 

Std.  Meth.  of  Test  for  Conradson  Carbon 
zl  1.184  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for  Acidity  of  Distillation 
of  Silver  in  Photographic  Films,  Papers,  Fixing  Baths,  or 
Use  Around  Swimming  Pools  and  Locker  Rooms  (19/        Std.  for 
Crete  Paving  and  Structural  Construction  (Nonextruding  and 
pparatus  (1971)  Std.  Test  Meth.  for  Flexibility  of 

1971)  Specifying; 

Spec,  for  Nonskinning 
Std,  Meth.  of  Test  for  Bond  of  Oil  and 
Std.  Meth.  of  Test  for  Slump  of  Oil  and 
Std.  Meth.  of  Test  for  Staining  of  Oil  and 
Std.  Meth.  of  Test  for  Extrudability  of  Oil  and 
Std.  Test  Meth.  for  Shrinkage  and  Tenacity  of  Oil  and 
7!)  Tent.  Test  Meth.  for  Volatihty  of  Oil  and 

e  1.3  to  1  Shrink/  Plastic  Tubing,  Electrical  Insulation, 

Fabrication  Requisites  (Unplated  Physical  Properties)  and 
for  Electrical  Insulation  (/  Std.  Meth.  of  Test.  Flexible 

Glass  Roving,  Epoxy 
Meth,  for  Identification  and  Determination  of  Melamine 
Tent.  Spec,  for  Reinforced  Thermosetting 
std.  Test  Meth.  for  Fatty  Acid  Content  of  Alkyd  Resins  and 
r  Determination  of  the  Thermal  Conductivity  of  Cured  Epoxy 

Acrylic 

Determination  of  Trash  Content  in  Acrylic 
Spec,  for  Denture  Cold  Curing  Repair 
Spec,  for  Denture  Base  Temporary  Relining 

Resistant  (1970) 

Std.  Test  Meth.  for  Fatty  Acid  Content  of  Alkyd 
Test  Meth.  for  Linear  Shrinkage  of  Epoxy  Casting 
Test  Meth.  for  Deflection  Temperature  of  Cured  Epoxy 
Rec.  Pract  for  Fusion  Test  of  Poly  (Vinyl  Chloride) 
Std.  Test  Meth.  for  Solvent  Tolerance  of  Amine 
std.  Meth.  for  Identification  of  Carboxylic  Acids  in  Alkyd 
Std.  Spec,  for  Vinyl  Chloride  Copolymer 
.  Meth.  for  Identification  of  Polyhydric  Alcohols  in  Alkyd 
Tent.  Meth.  for  Solubility  of  Alkali-Soluble 
Tent.  Meth  for  Acid  Number  for  Certain  Alkali  Soluble 
tent.  Meth.  for  Softening  Point  for  Certain  Alkali  Soluble 
test  Meth.  for  Specific  Gravity  of  Drying  Oils,  Varnishes, 
Std.  Meth.  of  Test  for  Thermoelectric  Power  of  Electrical 


Requirements,  Terminology,  and  Test  Code  for  Distributi 
Requirements,  Test  Meth.  and  Ratings  for  Glazed  and  Nat 
Requirements;  Light  Duty  Truck  (1971) 
Requirements;  Relief  Devices;  Rules  for  Test,  Inspectio 
Requirements;  Truck  and  Bus  and  Combination  of  Vehicles 
Requiring  Preservatives  (1971) 

Requisites  (Unplated  Physical  Properties)  and  Resin  Cha 
Rescue  and  Fire  Fighting  Equipment  (1969) 
Rescue  and  Fire  Fighting  Services  at  Airports  and  Helip 
Rescue  and  Fire  Fighting  Vehicles  (1970) 

Research  and  Development,  Including  Glossary  (1967)  /C 
Research  and  Motor  Method  Octane  Ratings  Using  on  Line 
Research  Method  (1970)  ANSI  Z11.245  Std.  Met 

Research  Purposes  (1969) 

Research  Study  (1967)  Survey  of  Curr 

Reservoir  and  Radiation  System  for  Locomotives  (1970) 
Reservoir  Type  Pressure  Sensing  Instruments  by  Fluid  Fl 
Reservoirs  (1969) 

Residence  Type  Warm  Air  Heating  and  Air  Conditioning  Sy 
Residential  Aluminum  Siding  (1963) 

Residential  and  Commercial  Building  Poles  Pressure  Trea 
Residential  and  Commercial  Use  (1969) 
Residential  and  Commercial  Use  (1969) 
Residential  and  Industrial)  (Tech.  Notes)  (1964) 
Residential  Care  (1966)  /Dicapped,  Including  Social  Wo 

Residential  Controls  for  Quick  Connect  Terminals  (1970) 
Residential  Controls  (Valves)  for  Gas  Water  Heaters  (19 
Residential  Schools  for  the  Blind  and  the  Visually  Hanu 
Residential  Siding  (1962) 

Residential  Steel  Windows  (Casement,  Roto  and  Simplex  T 
Residential  Temperature  Limit  Controls  for  Electric  Bas 
Residential  Type  and  Building  Heating  Appliance  (1971) 
Residential  Type  Buildings  (1970)  ANSI  A134.1 
Residual  Aerosol  Insecticides  (1971) 
Residual  Fuel  Oil  (1970)  ANSI  Z11.174 

Residual  in  Pulp  Chlorination  Liquors  (1971)  Sugges 

Residual  Loss  Table  of  Fibers  Used  as  Filling  Materials 

Residual  Loss  Table  (Fibers)  (1968) 

Residual  Stress  Measurement  (Hs  J936)  (1968) 

Residual  Stress  on  Fatigue  of  Steel  (Hs  198)  (1968) 

Residual  Stress  (Hs  147)  (1968) 

Residue  From  Carbon  Black  (R1969) 

Residue  Methods)  (1970)  ANSI  ZI1.60  Std.  Meth.  of 

Residue  of  Paper  Coating  Clays  and  Related  Pigments  (Hi 

Residue  of  Petroleum  Products  (1970)  ANSI  Z11.25 

Residues  in  Liquefied  Petroleum  (Lp)  Gases  (1970)  ANSI 

Residues  or  Hydrocarbon  Liquids  (1970)  ANSI  Zl  1.77 

Residues  (1969)  Std.  Meth.  for  the  Determination 

Resilient  Artificial  Recreational  (Wetted)  Surfaces  for 

Resilient  Bituminous  Types)  (1971)  ANSI  A37.113  /R  Con 

Resilient  Flooring  Materials  with  Cylindrical  Mandrel  A 

Resilient  Flooring,  Including  Tile  and  Sheet  Material 

Resilient  Preformed  Compounds  (Sealants)  (1968) 

Resin  Base  Caulking  Compound  (1969) 

Resin  Base  Caulking  Compounds  (1966) 

Resin  Base  Caulking  Compounds  (1966) 

Resin  Base  Caulking  Compounds  (1969) 

Resin  Base  Caulking  Compounds  (1969) 

Resin  Based,  Knife  Grade,  Channel  Glazing  Compounds  (19 

Resin  Bonded  Polyethylene  Terephthalate,  Heat  Shrinkahl 

Resin  Characteristics,  Properties  of  Commercial  Thermop 

Resin  Coated  Glass  Fabrics  and  Glass  Fabric  Tapes  Used 

Resin  Impregnated  Type"S"  glass  (1970) 

Resin  in  Paper  (1968) 

Resin  Line  Pipe  (1971) 

Resin  Solutions  (1969) 

Resin  Systems  (1969)  Test.  Meth.  Fo 

Resin  Teeth  (1958)  ANSI  Z156.I5 

Resin  Treated  Cotton  (1968) 

Resin  (1959)  ANSI  Z156.I3 

Resin  (1962)  ANSI  Z156.17 

Resin,  Conformal  Coating,  Urethane  (1970) 

Resin,  Polyimide,  Thermosetting  High  Heat  (290c  (554f)) 

Resins  and  Resin  Solutions  (1969) 

Resins  During  Cure  (1969) 

Resins  Under  Load  (1969) 

Resins  Using  a  Torque  Rheometer  (1969) 

Resins  (R1961) 

Resins  (1969) 

Resins  (1969) 

Resins  (1969)  Std 
Resins  (1970) 
Resins  (1970) 
Resins  (1970) 

Resins,  and  Related  Materials  at  25/25c  (R1969)  Std. 
Resistance  Alloys  (1970)  ANSI  Z155.4 


ANSI 

FTI 

SAE 


057.1220 
•1 

J155 


ASME  BPVCX 
SAE  J992B 


NSA 

ASEP 

NFPA 

NFPA 

NFPA 

ANS 

ASTM 

ASTM 

ASAE 

CSI 

AAR 

ASTM 


3421 
3 

402 
403 
414 

1  ■: 
D2885T 
D2699     -  : 
R330 
STDl 

MSRP-F-276 
F305 

NFLDP  T3. 16.69.2 
NFPA  90B 
•1 

CP22 
J.l 
K.l 
I9B 


AAMA 
AWPI 
SWI 
SWI 
SCPI 
NACAB  S-6 
NEMA  DC2 
NEMA  DC6 
NACAB  *2 
AAMA  62-5-16 
SWI  G.l 
NEMA  DCIO 
UL  103 
AAMA  302.7 
CSMA  AG*28 
ASTM  D1659 
TAPPI  T678SU 
ABFLO  2L 
ABFLO  L-1 
SAE  J936 


SAE 
SAE 
ASTM 
ASTM 


J783 
J793 
D1514 
D873 


TAPPI  T681SU 
ASTM  D189 


ASTM 

ASTM 

ANSI 

NSF 

ASTM 

ASTM 

CSI 


D2158 
D1093 
PH4.33 
39 

D1751 

F137 

09650 


NAAMMSS-IB 
ASTM  D2450 


ASTM 
ASTM 


D2202 
D2203 


ASTM  D2452 
ASTM  D2453 


ASTM 

SAE 

ASEP 

ASTM 

SAE 


C681 

AMS3589 
3 

D902 
AMS3832 


TAPPI  T498 
API  5LR 


ASTM 
SPI 
ADA 
ABFLO  A-8 
ADA  13 
ADA 
SAE 
SAE 
ASTM 
SPI 
SPI 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


D1398 
ERF22 
15 


17 

AMS3137 
AMS3618 
D1398 
ERF12 
ERF17 
D2538 
D1198 
D2455 
D2474 
D2456 


CSMA  245A 

CSMA  245B 

CSMA  245C 

ASTM  D1963 

ASTM  B77 
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(R196/ 


.  Meth.  of  Test  for  Resistivity  of  Metallically  Conducting 
Tent.  Std.  for  Flexural 
Rec.  Pract.  for  Determining  Temperature  Electrical 


tors  (1970)  ANSI  Z155/ 
precision  Resistors  (/ 
8) 

rvice  (1971) 
rboard  (1969) 
ilions  (1970) 


971) 

d  Beverage  Glass  Containers  / 
Artificial  Perspiration  (1969)/ 
Artificial  Perspiration  (1969) 

icals  (1971) 

971) 


71) 

ilding  Insu/ 

deformation  (1969) 
) (1944) 


Std.  Meth.  of  Test  for  Temperature 
Std.  Meth.  of  Test  for  Temperature 
Std.  Test  Meth.  for  Weather 
Std.  Spec,  for  Sheathed  Electrical 
Meth.  for  Water 
Std.  Test  Meth.  for 
Thermal 
Meth.  for  Bleeding 
Std.  Test  Meth.  for  Hydration 
Meth.  for  Blood 
Std.  Test  Meth.  for  Slip 
Tent.  Test  Meth.  for  Detergent 
Tent.  Test  Meth  for  Alkali 
Meth  of  Determining  the 
Std.  Test  Meth.  for 
Tent.  Test  Meth.  for  Scaling 
Std.  Test  Meth.  tor 
Rec.  Test  Meth.  for  Tear 
Rec.  Test  Meth.  for  Abrasion 
rolled  Wat/  Std.  Test  Meth.  for  Differential  Wet  Tracking 

Std.  Test  Meth.  for  Dust  and  Fog  Tracking  and  Erosion 
Std.  Meth.  for  Accelerated  Test,  of  Moisture  Blister 
Accelerotor  Method  of  Abrasion 
h.)  (1970)  Meth.  for  Determining  Water 

Tent.  Test  Meth.  for  Qualitative  Determination  of  Slip 
Tent.  Meth.  for  Comparative  Determination  Slip 
Meth.  for  Indicating  the  Blocking 
Tent.  Test  Meth.  for  Scrub 
Std.  Meth.  of  Test  for  Freeze  Thaw 
Std  Test  Meth.  for  Slit  Tear 
Tent.  Test  Meth.  for  Determining  Freeze  Thaw 
Meth.  for  Impact 
Rec.  Pract.  for  Determination  of  the  Thermal 
Tent.  Test  Meth.  for  Filiform  Corrosion 
Std.  Test  Meth.  for  Block 
Std.  Test  Meth.  for 
Tent.  Std.  for  Blocking 
Std.  for  Water 
Tent.  Std.  for  Fungus 
Std.  Meth.  of  Test  for  Blocking 
Tent.  Std.  for  Internal  Tearing 
Std.  for  Turpentine  Test  for  Grease 
Std.  for  Edge  Tearing 
Std.  for  Air 
Meth.  for  Alkali  Staining 
Std.  Meth.  for  Compression 
Meth.  for  Cross  Directional  Internal  Tearing 
Tent.  Meth.  of  Test  for  Penetration 
Tent.  Test  Meth.  for  Chemical 
Std.  Test  for  Drop  Impact 
Test  Meth.  for  Pressure  Sensitive  Tape  Tear 
D543  Test  Meth.  for 

Rec.  Pract.  for  Determining  Relative  Stain 
Std.  Test  Meth  for  Mar 
Safety  Std.  Test  Meth.  for  Wind 
67)  Meth. 
ico  Meth.  (1969)  Std.  Test  Meth.  for  Abrasion 

Std.  Meth.  of  Test  for  Abrasion 
970)  Rec.  Pract.  for  Determining 

(1971)  ANSI  L14.7I,  ASTM  D583  Test  Meth.  for  Water 

14.74,  ASTM  D583  Test  Meth.  for  Water 

t  Meth.  (1971)  Water 
Std.  Meth.  for  Operating  Machine  for  Test.  Abrasion 

Test  Meth.  for 

les  (1971)  Test  Meth.  for  Mildew  and  Rot 

of  a  Tup  (Falling  Weight)  (19/  Std.  Test  Meth.  for  Impact 

Std.  Test  Meth.  for  Solvent  and  Fuel 
(1969)  Std.  Test  Meth.  for 

Std.  Test.  Meth.  for  Cold  Crack 
Std.  Meth.  of  Test  for  Tear 
ed  (1971)  Test  Meth.  for  Grease  and  Oil 

td.  Meth.  for  Accelerated  Laboratory  Test  of  Natural  Decay 
orf)  Apparatus  (1970)  ANSI  L/  Std.  Meth.  of  Test  for  Tear 

soils  (1969)  Std.  Meth.  of  Test  for 

als  (1970)  Approved  Fire 

Std.  Meth.  of  Test  for  Moisture  Penetration 
buildings  (Tech.  Notes)  (1969)  Fire 
e)(I971)  Spec,  for 

Std.  for 

Pressure  Sensitive  Tape  Impact 
Pressure  Sensitive  Tape  Tear 
Pressure  Sensitive  Electrical  Tape  Oil 
Std.  for 


Resistance  and  Contact  Materials  (1970)  ANSI  ZI55.I 
Resistance  and  Deflection  of  Insulating  Board  (I960) 
Resistance  Characteristics  (Emf)  of  Metallic  Materials 
Resistance  Constants  of  Alloy  Wires  for  Precision  Resis 
Resistance  Constants  of  Sheet  Materials  for  Shunts  and 
Resistance  Exposure  of  Automotive  Rubber  Compounds  (196 
Resistance  Heaters,  for  Nuclear  or  Other  Specialized  Se 
Resistance  of  Adhesive  Bond  in  Laminated  Paper  and  Pape 
Resistance  of  Adhesives  to  Cyclic  Laboratory  Aging  Cond 
Resistance  of  Aluminum  Siding  (1964) 
Resistance  of  Asphalted  Paper  at  65  Deg.  C  (1971) 
Resistance  of  Basic  Brick  (1968) 
Resistance  of  Butchers  Wrapping  Paper  (1969) 
Resistance  of  Carbon  Paper  (1969) 

Resistance  of  Ceramic  Decorations  on  Glass  Tableware  (1 
Resistance  of  Ceramic  Decorations  on  Returnable  Beer  An 
Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to 
Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to 
Resistance  of  Concrete  Surfaces  Exposed  to  Deicing  Chem 
Resistance  of  Concrete  to  Rapid  Freezing  and  Thawing  (1 
Resistance  of  Disposable  Soft  Goods  (1970) 
Resistance  of  Disposable  Soft  Goods  (1970) 
Resistance  of  Electrical  Insulatmg  Materials  with  Cont 
Resistance  of  Electrical  Insulating  Materials  (1968) 
Resistance  of  Exterior  House  Paints  on  Wood  (1968) 
Resistance  of  Fabrics  (1970) 

Resistance  of  Fiberboard  Shipping  Containers  (Spray  Met 
Resistance  of  Floor  Polishes  (1968) 
Resistance  of  Floor  Polishes  (1970) 
Resistance  of  Gummed  Flat  Papers  (1970) 
Resistance  of  Interior  Latex  Flat  Wall  Paints  (1969) 
Resistance  of  Latex  and  Emulsion  Paints  (1968) 
Resistance  of  Leather  (RI969)  ANSI  Z109.21 
Resistance  of  Liquid  Polishes  (1968) 

Resistance  of  Loaded  Fiberboard  Shipping  Containers  (19 
Resistance  of  Low  Density  Mineral  Fiber  Blanket  Type  Bu 
Resistance  of  Organic  Coatings  on  Metal  (1969) 
Resistance  of  Organic  Coatings  on  Wood  Substrates  (1969 
Resistance  of  Organic  Coatings  to  the  Effects  of  Rapid 
Resistance  of  Paper  and  Flexible  Materials  (1947) 
Resistance  of  Paper  and  Paperboard  (Dry  Indicator  Meth. 
Resistance  of  Paper  and  Paperboard  (1954) 
Resistance  of  Paper  and  Paperboard  (1969)  TAPPI  T477m-4 
Resistance  of  Paper  (1965) 
Resistance  of  Paper  (1966) 

Resistance  of  Paper  (1966)  PI  T36l4p,  ASTM  D0827 
Resistance  of  Paper  (1968) 
Resistance  of  Paper  (1970) 

Resistance  of  Paperboard  (Ring  Crush  Test)  (1968) 
Resistance  of  Paperboard  (1964) 
Resistance  of  Pipeline  Coatings  (1971) 
Resistance  of  Pipeline  Coatings  (1971) 
Resistance  of  Plastic  Containers  (1968) 
Resistance  of  Plastic  Film  Electrical  Tape  (1970) 
Resistance  of  Plastics  to  Chemical  Reagents  (1969)  ASTM 
Resistance  of  Plastics  (1968) 
Resistance  of  Plastics  (1969) 

Resistance  of  Prepared  Roof  Covering  Materials  (1970) 
Resistance  of  Pulp  or  Paper  Stock  to  Disintegration  (19 
Resistance  of  Rubber  and  Elaslomeric  Materials  by  the  P 
Resistance  of  Stone  Subjected  to  Foot  Traffic  (1970) 
Resistance  of  Synthetic  Polymeric  Materials  to  Fungi  (1 
Resistance  of  Textile  Fabrics  (Impact  Penetration  Test) 
Resistance  of  Textile  Fabrics  (Rain  Test)  (1971)  ANSI  L 
Resistance  of  Textile  Fabrics:  Hydrostatic  Pressure  Tes 
Resistance  of  Textile  Yarns  (1970)  ANSI  L14.222 
Resistance  of  Textiles  to  Insects  (1971)  ANSI  L14.64 
Resistance  of  Textiles;  Fungicides,  Evaluation  on  Texti 
Resistance  of  Thermoplastic  Pipe  and  Fittings  by  Means 
Resistance  of  Traffic  Paint  (1969) 

Resistance  of  Transparent  Plastics  to  Surface  Abrasion 
Resistance  of  Upholstery  Leather  (1969)  ANSI  Z109.10 
Resistance  of  Vulcanized  Rubber  (R1970) 
Resistance  of  Wax  Coated  Paper,  Paperboard  and  Corrugat 
Resistance  of  Woods  (1970) 

Resistance  of  Woven  Fabrics  by  Falling  Pendulum  (Elmend 
Resistance  R  Value  and  Expansion  Pressure  of  Compacted 
Resistance  Ratings  of  Assemblies  of  Construction  Materi 
Resistance  Relations  of  Fine  Grained  Soils  (1969) 
Resistance  Requirements  Relating  to  Brick  Bearing  Wall 
Resistance  Seam  and  Roll  Spot  Welding  Equipment  (3  Phas 
Resistance  Spot  Welding  Machine,  3  Phase  (1971) 
Resistance  Test  Meth.  (1962) 
Resistance  Test  Meth.  (1966) 
Resistance  Test  Meth.  (1966) 
Resistance  Thermometers  (1963) 
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Std.  Test  Melh.  for 
Pressure  Sensitive  Tape  Adhesion  Test  Meth. 
Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape 
Test  Meth.  for 

Meth.  (1966)  Pressure  Sensitive  Electrical  Tape 

Marshall  Apparatus  (1971)  Std.  Meth.  of  Test  for 

Mixtures  by  Means  of  the  Hubbard/  Std.  Meth.  of  Test  for 

Method  of  Testing 
Test  Meth.  for  Colorfastness  of  Textile 
s  Containing  Adhesive/  Std.  Meth.  of  Test  for  Coating  and 

est)  (1969)  ANSI  Z109.ll  Std.  Test  Meth.  for 

Woven  Fabrics  (1970)  ANSI  1,14.10/  Std.  Meth.  of  Test  for 

td.  Test  Meth.  for  Determination  of  Expansion  Pressure  and 


Nickel  and  Copper  (1966) 
ing  (1969)  ANSI  G62.3 
and  Superheater  Tubes  (1971)  ANS 
ubes  for  High  Pressure  Service  (/ 

1969)  ANSI  B36.59 

nser  Tubes  (1971)  ANSI  B125.1 1 

oil  Lines  (1971) 

1967)  ANSI  B93.4 


Std.  for  Temperature 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Spec,  for  Electric 
Std.  Electric 
Std.  Spec,  for  Electric 


(1968) 


70) 
18./ 
consu/ 


Electrical  Std.  for 
Std.  Nomenclature  as  Used  in 
lectrical  Heating  (1970/  Std.  Meth.  of  Test  for  Change  of 

ds  (R1969)  ANSI  C59.51  Std.  Test  Meth.  for  Specific 

St  for  Time  of  Setting  of  Concrete  Mixtures  by  Penetration 
(1971)  Spec,  for  Rings,  Flash  Welded,  Corrosion  and  Heat 

pec.  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat 
ec.  for  Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat 
971)  Spec,  for  Alloy  Wire,  Welding,  Corrosion  and  Heat 

e  (1969)  Std.  Spec,  for  Jet  Fuel 

e  (1969)  ANSI  A37.1 17  Std.  Meth.  of  Test.  Jet  Fuel 

ed  (1971)  (19/  Spec,  for  Steel  Tubing,  Seamless  Corrosion 

Std.  for  Packaging  of  Close  Tolerance  Corrosive 

Std.  Fire 
Std.  Spec,  for  Ozone 
Std.  and  Spec.  Applicable  to  Explosion 
Std.  Spec,  for  Water 
Fire 

cast  Iron,  Integrally  Clad  Plate  or  with  Applied  Corrosion 
pec.  for  Alloy  Sheet,  Strip,  and  Plate.  Corrosion  and  Heat 
Spec,  for  Alloy  Wire,  Welding,  Corrosion  and  Heat 
Spec,  for  Alloy  Sheet  and  Plate,  Corrosion  and  Heat 
Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat 
consumable  Electrode  /  Alloy  Forgings,  Corrosion  and  Heat 

nnealed,  Consum/  Alloy  Tubing,  Welded,  Corrosion  and  Heat 
onsumable  El/  Alloy  Bars  and  Forgings.  Corrosion  and  Heat 

onsum/  Alloy  Bars,  Forgings  and  Rings,  Corrosion  and  Heat 

onsumable  El/  Alloy  Bars  and  Forgings,  Corrosion  and  Heal 

nduction  Melted  (/  Alloy  Wire,  Welding  Corrosion  and  Heat 

Alloy  Wire,  Welding  Corrosion  and  Heat 
Std.  for  Flame 
Pressure  Sensitive  Tape  Stain 
Spec,  for  Aluminum  Coating,  Corrosion  and  Heat 
Spec,  for  Weather 

Qual/  Steel  Bars,  Forgings,  Tubing,  and  Rings,  Corrosion 

Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion 
spring  Temper  (1970)  Spec,  for  Steel  Wire,  Corrosion 

el  Bars,  Forgings,  and  Tubing.  Corrosion  and  Moderate  Heat 
ec.  for  Steel  Bars,  Forgings,  Tubing,  and  Rings,  Corrosion 
Steel  Bars  and  Forgings,  Corrosion 
Steel  Bars,  Forgings,  and  Tubing,  Corrosion 
le  Electrode  Melted  (/  Steel  Bars  and  Forgings,  Corrosion 

Spec,  for  Steel  Wire,  Corrosion  and  Heat 
ed,  Roll  Threade/  Bolts  and  Screws,  Steel,  Low  Alloy  Heat 

spec,  for  Nickel  Copper  Alloy  Bars  and  Forgings,  Corrosion 
.  for  Steel  Bars,  Forgings,  and  Tubing,  Corrosion  and  Heat 
c.  for  Steel  Bars,  Forgings  and  Tubing,  Corrosion  and  Heat 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and  Heat 
(1971)  Spec,  for  Steel  Bars  and  Forgings,  Corrosion 

setting  (1971)  Spec,  for  Bars  and  Forgings,  Corrosion 

Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and  Heat 
Spec,  for  Steel  Wire,  Corrosion  and  Heat 
Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and  Heat 
spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat 
spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heal 
Spec,  for  Steel  Tubing,  Welded.  Corrosion  and  Heat 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion 
steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat 
Spec,  for  Steel  Tubing,  Welded.  Corrosion  and  Heat 
Spec,  tor  Steel  Welding  Wire,  Corrosion  and  Heat 
Spec,  for  Steel  Tubing,  Seamless.  Corrosion  and  Heat 


Resistance  to  Abrasion  of  Plastic  Materials  (1969) 
Resistance  to  High  Temperature  and  Humidity  (1970) 
Resistance  to  High  Temperature  (1970) 
Resistance  to  Impact  by  Falling  Ball  (1969) 
Resistance  to  Penetration  at  Elevated  Temperatures  Test 
Resistance  to  Plastic  Flow  of  Bituminous  Mixtures  Using 
Resistance  to  Plastic  Flow  of  Fine  Aggregate  Bituminous 
Resistance  to  Scuffing  of  Trim  Materials  (1968) 
Resistance  to  Steam  Pleating  (1971)  ANSI  1.14.240 
Resistance  to  Stripping  of  Bituminous  Aggregate  Mixture 
Resistance  to  Wetting  of  Garment  Type  Leathers  (Spray  T 
Resistance  to  Yarn  Slippage  in  Silk,  Rayon,  and  Acetate 
Resistance  Value  of  Soils  and  Soil  Mixtures  (1966) 
Resistance  Values  for  Thermometer  Elements  of  Platinum, 
Resistance  Welded  Carbon  and  Alloy  Steel  Mechanical  Tul 
Resistance  Welded  Carbon  Molybdenum  Alloy  Steel  Boiler 
Resistance  Welded  Carbon  Steel  Boiler  and  Superheater  T 
Resistance  Welded  Carbon  Steel  Boiler  Tubes  (1971) 
Resistance  Welded  Carbon  Steel  Feedwater  Heater  Tubes 
Resistance  Welded  Carbon  Steel  Heat  Exchanger  and  Cone 
Resistance  Welded  Coiled  Steel  Tubing  for  Gas  and  Fuel 
Resistance  Welded  Mandrel  Drawn  Hydraulic  Line  Tubing 
Resistance  Welded  Steel  Pipe  (1969) 
Resistance  Welding  Control  Stds.  (1969) 
Resistance  Welding  Equipment  Standards  (1969) 
Resistance  Welding  Equipment  (1962) 
Resistance  Welding  Pract.  (1955) 

Resistance  with  Temperature  of  Metallic  Materials  for  E 
Resistance  (Resistivity)  of  Electrical  Insulating  Liqui 
Resistance  (1970)  ANSI  A37.134  Std.  Meth 

Resistant  Austenitic  Steels  and  Austenitic-Type  Alloys 
Resistant  Cobalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.071a  (1 
Resistant  Cobalt  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1 
Resistant  Cobalt  Base  -  22cr  -  22ni  -  14.5w  -  0.071a  (1 
Resistant  Concrete  Joint  Sealer.  Hot  Poured  Elastic  Typ 
Resistant  Concrete  Joint  Sealer.  Hot  Poured  Elastic  Typ 
Resistant  Consumable  Electrode  or  Vacuum  Induction  Melt 
Resistant  Cylindrical  Hardware  Items  (1971) 
Resistant  Door  for  Powder  and  Blasting  Supply  Magazines 
Resistant  Ethylene  Propylene  Rubber  Insulation  (1970) 
Resistant  Flywheels  and  Pressure  Plate  Assemblies  (1971 
Resistant  Gypsum  Backing  Board  (1970) 
Resistant  Gypsum  Sheathing  (1964) 
Resistant  Linings,  Cast  Ductile  Iron,  and  Eerritic  Stee 
Resistant  Nickel  Base  -  19.5cr  -  13.5co  -  4.3mo  -  3.0ti 
Resistant  Nickel  Base  -  21.5cr  -  9.0mo  -  3.7(Cb  +  ta)  (19 
Resistant  Nickel  Base  -  22cr  -  1.50co  -  9.0mo  -  0.60w  ■ 
Resistant  Nickel  Base  -19.5cr-l 3.5co-4.3mo-3.0ti-l .4al 
Resistant  Nickel  Base  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al 
Resistant  Nickel  Base  19.5cr-l 3.5co-4.3mo-2.9ti-l .4al  A 
Resistant  Nickel  Base  19.5cr-l 3.5co-4.3mo-3.0ti-l  .4al  C 
Resistant  Nickel  Base  19.5cr-l  3.5co-4.3mo-3.0ti-l  .4al  C 
Resistant  Nickel  Base  19.5cr-l 3.5co-4.3mo-3.0ti-l .4al  C 
Resistant  Nickel  Base,  Consumable  Electrode  or  Vacuum  I 
Resistant  Nickel  Base,  Vacuum  Induction  Melted  (1970) 
Resistant  Paper  and  Paperboard  (1971) 
Resistant  Test  for  Finishing  (1959) 
Resistant  Thermosetting,  Inorganic  Binder  (1971) 
Resistant  Wire  and  Cable  (Neoprene  Type)  (1954) 
Resistant  1 1 .8cr-2.5ni-l  .8mo-0.33v  (0.08-0. 15c)  Premium 
Resistant  1 1 .8cr-2.5ni-l  .8mo-0.33v  (0.08-0.1 5c)  (1970) 
Resistant  12cr  -  8.5ni  -  0.30  (Cb-l^ta)  -  1.1  Ti  -  2.0cu 
Resistant  12cr  Ferrite  Controlled  Premium  Quality.  Cons 
Resistant  13cr  -  8ni  -  2.3mo  -  l.lal  Vacuum  Induction  P 
Resistant  I4cr-4.0mo  (1.00-1. 10c)  (1970) 
Resistant  16.2cr-25ni  (SAE  51431)  (1970) 
Resistant  17cr-0.50mo  (0.951.20c)  (SAE  51440c)  Consumab 
Resistant  18cr  -  11.5ni  -  (Cb^-ta)  (1971) 
Resistant  195  ,  000  psi  Tensile  Strength  Hardened.  Temper 
Resistant  66.5ni-2.9al-30cu  (1970) 
Resistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Consuma 
Resistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  Consuma 
Resistant  (17cr  -  12.5ni  -  2.5mo)  (1971) 
Resistant  (17cr  -  5.8mn  -  5.8ni  -  2.0cu)  Free  Machining 
Resistant  (18.5cr  -  lOni)  Free  Machining;  Swaging  or  Up 
Resistant  (18.5cr  -  1  Ini  -  Ti)  (1971) 
Resistant  (18.5cr  -  13ni  -  2.5mo)  Screen  (1971) 
Resistant  (18cr  -  10.5ni)  Free  Machining  (1971) 
Resistant  (18cr  -  lOni  -  Ti)  (1971) 
Resistant  (18cr  -  lOni  -  Ti)  (1971) 
Resistant  (18cr  -  lOni  -  Ti)  (1971) 
Resistant  (18cr  -  11.5ni)  (1971) 
Resistant  (I8cr  -  llni  -  Cb-Hta)  Melted  (1971) 
Resistant  (18cr  -  llni  -  Cb+ta)  Thin  Wall  (1971) 
Resistant  (18cr  -  1  Ini  -  Cb-Ka)  Wire,  Welding  (1971) 
Resistant  (18cr  -  llni  -  Cb-fta)  (1971) 
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Spec,  for  Steel  Tubing,  Welded,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Tubing,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 
for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  Resistant 
spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant 
steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Bars,  Corrosion  Resistant 
Spec,  for  Steel  Bars,  Corrosion  Resistant 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant 
Spec,  for  Steel  Sheet  and  Strip,  Corrosion  Resistant 
Spec,  for  Steel  Sheet  and  Strip,  Corrosion  Resistant 
Spec,  for  Steel  Sheet  and  Strip,  Corrosion  Resistant 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant 
Spec,  for  Steel  Bars  and  Forgings,  Corrosion  Resistant 
gth  (1971)  Spec,  for  Steel  Bars,  Corrosion  Resistant 

for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant 
pec.  for  Steel  Bars,  Forgings,  Tubing  and  Rings.  Corrosion  Resistant 
Spec,  for  Steel  Wire,  Corrosion  Resistant 
Resin,  Polyimide,  Thermosetting  High  Heat  (290c  (554f))  Resistant 
Spec,  for  Steel  Foil,  Corrosion  Resistant 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant 
spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant 
for  Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and  Heat  Resistant 
steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Tubing,  Welded,  Corrosion  and  Heat  Resistant 
Spec,  for  Steel  Wire,  Corrosion  and  Heat  Resistant 
ated  (197/  Spec,  for  Alloy  Bars,  High  Strength,  Corrosion  Resistant 

Spec,  for  Rivets,  Alloy,  Corrosion  and  Heat  Resistant, 
pec.  for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant 
Bolts  and  Screws,  Steel,  Low  Alloy,  Heat  Resistant 
cipitation  T/  Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant 

Bolts  and  Screws,  Steel,  Corrosion  and  Moderate  Heat  Resistant 
tment  (1970)  Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant 

Spec,  for  Steel  Sheet,  Corrosion  Resistant 
or  Rings,  Sealing,  Synthetic  Rubber  High  Temperature  Fluid  Resistant 
CI  Spec,  for  Alloy  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 

pec.  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
pec.  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
c.  for  Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant, 
c.  for  Alloy  Bars,  Forgings,  and  Rings,  Corrosion  and  Heat  Resistant, 
c.  for  Alloy  Bars.  Forgings,  and  Rings,  Corrosion  and  Heal  Resistant, 
spec,  for  Alloy  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant, 
Spec,  for  Alloy  Castings,  Investment,  Corrosion  and  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant, 
Bolts  and  Screws,  Steel,  Corrosion  Resistant, 
Spec,  for  Steel  Wire,  Safety,  Corrosion  Resistant, 
Spec,  for  Steel  Wire,  Corrosion  and  Heat  Resistant, 
Spec,  for  Steel  Wire,  Corrosion  Resistant, 
50f  (/  Bolts  and  Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant, 

OOf  (982.2c)/  Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 

970)  Bolts  and  Screws,  Steel,  Corrosion  Resistant, 

950f  /  Bolts  and  Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant, 

1969)  Spec,  for  Ceramic  Tile  Installed  with  Chemical  Resistant, 

oxy  (1969)  Std.  for  Chemical  Resistant, 

steel  Sheet,  Strip,  and  Plate,  Corrosion  and  Moderate  Heat  Resistant, 
ion  Heat  Tre/  Spec,  for  Rivets,  Steel,  Corrosion  and  Heat  Resistant, 

Spec,  for  Steel  Tubing,  Seamless,  Corrosion  and  Heat  Resistant, 
Spec,  for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  Resistant, 
1)  Spec,  for  Steel  Bars  and  Forgings,  Corrosion  and  Heat  Resistant, 

teel  Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  and  Heat  Resistant, 
ted.  Safety  Wire  (1971)  Spec,  for  Steel  Wire,  Corrosion  Resistant, 

ted.  Rivet  Wire  (1971)  Spec,  for  Steel  Wire,  Corrosion  Resistant, 

for  Steel  Tubing,  Seamless  and  Welded,  Corrosion  and  Heat  Resistant, 
steel  Bars,  Forgings,  Tubes,  and  Rings,  Corrosion  and  Heat  Resistant, 
free  Machin/  Spec,  for  Steel  Bars  and  Forgings,  Corrosion  Resistant, 

.  for  Steel  Tubing,  Seamless  or  Welded,  Corrosion  and  Heat  Resistant, 
li/  Spec,  for  Steel  Tubing,  Seamless  or  Welded,  Corrosion  Resistant, 

t/  Spec,  for  Steel  Tubing,  Seamless  and  Welded,  Corrosion  Resistant, 

for  Steel  Bars,  Forgings,  Extrusions,  and  Rings,  Corrosion  Resistant, 
empered,  Roll  Th/  Bolts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant, 

spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant, 
one  Rubber  Sheet,  Glass  Fabric  Reinforced  Heat  and  Weather  Resistant, 
pec.  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant; 
970)  ANSI  C8.37  Std.  Spec,  for  Ozone  Resisting 

el,  and  Strip  for  Fusi/  Std.  Spec,  for  Stainless  and  Heat  Resisting 

A/  Std.  Spec,  for  Stainless  and  Heat  Resisting  Corrosion  Resisting 

(1969)  Std.  Spec,  for  Stainless  and  Heat  Resisting 

Std.  Spec,  for  High  Strength  Stainless  and  Heat  Resisting 
Std.  Spec,  for  Stainless  and  Heat  Resisting 
Rec.  National  Building  Code  Provisions  for  Windstorm  Resisting 
Steel  Plate,  Sheet,  A/  Std.  Spec,  for  Stainless  and  Heat  Resisting 

Inch  Reinforced  Brick  Masonry  Curtain  and  Panel  Walls  (in  Resisting 
Rolled  and  Cold  Finished  Age  Hardening  Stainless  and  Heat  Resisting 


(18cr  - 
(18cr  - 
(18cr  - 
(I8cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(I8cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(18cr  - 
(19.5cr 
(19cr  - 
(19cr  - 
(19cr  - 
(1970) 
(1971) 
(1971) 
(1971) 
(1971) 
(23cr  - 
(23cr  - 
(25cr  - 


llni  -  Cb  +  ta)  (1971) 

llni  -  Ti)  Hydraulic  (1971) 

13ni  -  2.1mo)  Free  Machining  (1971) 

13ni  -  2.3mo)  (1971)  Spec. 

13ni  -  2.5mo)  (1971) 

13ni  -  2.5mo)  (1971)  /IFICation  for 

8,5ni)  Cold  Drawn  (1971) 

8.5ni)  Cold  Drawn  (1971) 

8.5ni)  (1971) 

8ni)  Cold  Rolled  (1971) 

8ni)  (1971) 

8ni),  Cold  Rolled  (1971) 
9.0ni)  Cold  Rolled  (1971) 
9ni)  Free  Machining  (1971) 
9ni)  Free  Machining,  High  Yield  Stren 
-  lO.Sni  -  Cb+ta)  (1971) 
9.5ni)  (1971) 
9.5ni)(1971) 
9.5ni)  (1971) 


Spec. 


13.5ni)  (1971) 
13.5ni)  (1971) 
20ni)  (1971) 
(25cr  -  20ni)  (1971) 
(25cr  -  20ni)  (1971) 

(35ni  -  35co  -  20cr  -  lOmo)  Solution  Heat  Tre 
Cobalt  Base  -  20cr  -  lOni  -  15w  (1971) 
,  Deep  Drawing  and  Spinning  (1971) 
,  Hardened  and  Tempered,  Roll  Threaded  (1970) 
Heat  Treated,  Roll  Threaded  Solution  and  Pre 
Heat  Treated,  Roll  Threaded  (1970) 
Heat  Treated,  Roll  Threaded,  1650f  Heat  Trea 
Laminated,  Edge  Bonded  (1970) 
,  Low  Compression  Set  Fpm  Type  70  -  80  (1970) 
Nickel  Base  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe, 
Nickel  Base  -  16.Cr  -  37fe  -  2.9cb  -  1.8ti, 
Nickel  Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  C 
Nickel  Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  C 
Nickel  Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  C 
Nickel  Base  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  C 
Nickel  Base  -  7.0cr  -  I6.5mo  (1971) 
Nickel  Base  12cr  -  4.5mo  -  2.0  (Cb  and  Ta)  - 
Normalized  and  Tempered,  Roll  Threaded  (1970 
Roll  Threaded  (1970) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Spring  Temper  (1971) 

Upset  Headed,  Heat  Treated  Roll  Threaded,  20 
Upset  Headed,  Heat  Treated,  Roll  Threaded  18 
Upset  Headed,  Heal  Treated,  Roll  Threaded  (1 
Upset  Headed,  Heal  Treated,  Roll  Threaded,  1 
Water  Cleanable  Setting  and  Grouting  Epoxy 
Water  Cleanable  Tile  Setting  and  Grouting  Ep 
'2cr  -  8.5ni  -  0.30  (Cb  +  Ta)  -  l.lli  -  2.0c 
650f  Solution  Heat  and  Partially  Precipitat 
7cr  -  12.5ni  -  2.5mo  (SAE  30316)  (1971) 
7cr  -  7.ini  -  l.lal  (1971) 
8cr  -  lO.Sni  (303  +  Cb)  Free  Machining  (197 
8cr  -  lOni  -  Ti  (SAE  30321)  (1971) 
8cr  -  1 1 .5ni  (SAE  30305)  Solution  Heat  Trea 
8cr  -  1 1 .5ni  (SAE  30305)  Solution  Heat  Trea 
8cr  -  llni  -  Ti  (SAE  30321)  Hydraulic  (1971 
8cr  -  llni  -  (Cb  +  Ta)  (SAE  30347)  (1971) 
8cr  -  9.0ni  (SAE  30303,  303O3se,  30303mod) 
8cr-  llni  -  (Cb  +  ta)  (SAE  30347)  Hydraulic 
9cr  -  lOni  (SAE  30304)  High  Pressure  Hydrau 
9cr  -  lOni  (SAE  30304)  Hydrauhc,  Solution 
,  22cr  -  12.5ni  -  5.3mn  -  2.25mo  (1971) 
,  220,  000  psi  Tensile  Strength,  Hardened  and  T 
,  23cr  -  13.5ni  (309s)  (1971) 
,  60-80  (1965) 

,  Nickel  Base  15.5cr  -8.0  Fe  (1970) 
Butyl  Rubber  Insulation  for  Wire  and  Cable  (1 
Chromium  and  Chromium  Nickel  Steel  Plate,  She 
Chromium  Nickel  Manganese  Steel  Plate,  Sheet, 
Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip 
Chromium  Nickel  Steel  Sheet  and  Strip  (1969) 
Chromium  Steel  Plate,  Sheet,  and  Strip  (1969) 
Construction  (1956) 

Corrosion  Resisting  Chromium  Nickel  Manganese 
Lateral  Forces)  (Tech.  Notes)  (1968) 


Spec. 
Spec,  for 


/  for  S 


/Ec. 


Silic 


Four 


Steel  Bars  and  Shapes  (1971) 


/  Spec,  for  Hot 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ANSI 

ANSI 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AIA 

ASTM 

SCPI 

ASTM 


AMS5575G 

AMS5557B 

AMS5649A 

AMS.5691C 

AMS5524C 

AMS5648D 

AMS5636B 

AMS5637B 

AMS5515E 

AMS5519F 

AMS5518D 

AMS5517E 

AMS55I6G 

AMS5635A 

AMS5738A 

AMS5681B 

AMS5513A 

AMS5639B 

AMS5697A 

AMS3618 

AMS5501A 

AMS5511B 

AMS5522C 

AMS5695B 

AMS5574A 

AMS5650B 

AMS5572C 

AMS5577B 

AMS5694C 

AMS5758 

AMS7236A 

AMS5521C 

AMS7455 

AMS7478G 

AMS7470F 

AMS7479C 

AMS5600A 

AMS7280 

AMS5660E 

AMS5606 

AMS5605 

AMS5701 

AMS5702 

AMS5703 

AMS5607 

AMS5377 

AMS7454E 

AMS7472H 

AMS5685E 

AMS5689A 

AMS5688F 

AMS7469A 

AMS7477B 

AMS7474A 

AMS7471B 

A108.6 

A118.3 

AMS5860 

AMS7235A 

AMS5573E 

AMS5528B 

AMS5642E 

AMS5645H 

AMS5685F 

AMS5686C 

AMS5557C 

AMS5646F 

AMS5640K 

AMS5556B 

AMS5566E 

AMS5567A 

AMS5764 

AMS7464A 

AMS5523A 

AMS3320D 

AMS5540H 

D1352 

A240 

A412 

A167 

A177 

A176 

CO-11 

A412 

17L 

A564 


Office  of  Engineering  and  Information  Processing  Standards 


309 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


equirements  for  Delivery  of  Flat  Rolled  Stainless  and  Heat 
drilled.  Plain  and  Self  Locking,  Alloy  Steel  and  Corrosion 
drilled.  Plain  and  Self  Locking.  Alloy  Steel  and  Corrosion 

Stainless  and  Heat 

iron/  Sid.  Meth,  for  Chemical  Analysis  of  Stainless,  Heat 

9.24  Std.  Meth.  of  Test  for  Electrical 

Tent.  Test  Meth.  for  Volume 
ontact  Materials  (1970)  ANSI  Z155/  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for 

array  (1970)  Std.  Meth,  for  Measuring 

Sid.  Meth.  of  Test  for  Bulk  Semiconductor  Radial 
NSI  c59.5l  Std.  Test  Meth.  for  Specific  Resistance 

Reference  Std.  Electrical 
Std.  Wirewound,  Precision  Vanable 
Fixed  Insulated  Composition 
Fixed  Wirewound  Power 
peralure  Resistance  Constants  of  Alloy  Wires  for  Precision 
ance  Constants  of  Sheet  Materials  for  Shunts  and  Precision 

Std.  for  Miniature 
Fixed  Film 

Rec.  Pract.  for  Electrical  Computing 
Meth.  for  Determining  the 
ic  Magnetic  Materia/  Std.  Meth.  of  Test  for  Ferrimagnetic 

s.  Conventions  and  References  Relating  to  Nuclear  Magnetic 
dulus,  and  Poisson's  Ratio  for  Glass  and  Glass  Ceramics  by 
Std.  Test  Meth.  for  Filler  Content  of  Phenol, 
Std.  Test  Meth.  for  Nonvolatile  Content  of  Phenol. 

Std.  on 
Std.  for  Dynamic 

fense  Highways  (1968)  a  Guide  on  Safety 

It  Mechanism,  Over/         Safety  Features  (Overhead  Guard,  Back 
for  Grease  Extractors  for  Exhaust  Ducts  for  Placement  Over 
Test.  Meth.  for  Occupant 
Code  Restrictions  Within  the  Fire  Limits,  Height  and  Area 
strictions  and  Street  Encroachmen/  National  Building  Code 

Std.  for  Draft  Gear  Key, 
Std.  for  Draft  Key 
Std.  Spec,  for  Alloy  Steel  Forgings  for  Nonmagnetic 
td.  Spec,  for  Carbon  and  Alloy  Steel  Forgings  for  Magnetic 
Std.  for  General  Purpose  Rectangular  Uniform  Section 
Reinforced  Brick  Masonry 
Std.  Part  Lockwasher  (Bearing 
Std.  Part  Locknut  (Bearing 
Std.  Test  Meth,  for  Fire 
insulating.  Soundproofing  and  Sheathing  Materials  and  Fire 
Trade  Names  of  Water  Borne  Wood  Preservatives  and  Fire 
h.  for  Analysis  of  Water  Borne  Wood  Preservatives  and  Fire 

Fire 

Requirements  for  Fire 
Std.  for  Structural  Lumber  Fire 
Plywood  Fire 
Tent.  Test  Meth.  for  Durability  of  Fire 
for  Determining  Penetration  of  Wood  Preservatives  and  Fire 
n  (for  Rail  Shipment;  Anchored  Load)  Single  Tier  with  Skid 
Requirements  for  Manne 
77,  AASHO  T155  Std.  Meth.  of  Test  for  Water 

Std.  for  Test  and  Rating  Procedure  for  Flow  and  Grease 
Meth.  for  Determining  %  Product 
t  104  F  (40c)  (1970)  Tent.  Meth.  of  Test  for  Gloss 

Std.  Test  Meth.  for  Crease 
Std.  for  Lamp  Bulb  (Sockets) 
Std.  for  Lamp  Bulb 
Rec.  Pract.  for  the  Installation  of  Toilet  Waste 
sties  of  Rubber  and  Rubber  Like  Materials  by  a  Temperature 

Std,  for  Power  Steering 
Rec.  Carloading  Pattern  (for  Rail  Shipment)  for 
lest  Melh.  for  Alkali  Resistance  of  Ceramic  Decorations  on 
Std.  for  Dimensions  and  Capacities  of 
Test  for 

Is  (1970)  Rec.  Pract.  for  Color  and  Luminance  of 

ec.  for  35mm  Subjective  Picture  Test  Film  for  Theaters  and 
1968)  Engineering  Design  Serviceability 

Std.  Spec,  for  ASTM  Thermometers  (Including  Tentative 
d  Tapes  Forming  the  Manufacturers  Joint  of  Corrugated  Fi/ 
wo  Strip  Gummed  Tape  Closure  for  the  Flaps  of  Corrugated/ 

Std.  Meth.  of  Sample 
Test  Meth,  for  Evaluation  of 
70)  Std.  Definitions  of  Terms  Relating  to 

Std.  Test  Meth.  for 

ermine  a  Plastisol's  Apparent  Viscosity  Utilizing  a  Torque 
fusion  Test  of  Poly  (Vinyl  Chloride)  Resins  Using  a  Torque 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial 
Nickel  Copper  Alloy  Wire  and 
Copper  Nickel  Alloy  Wire  and 
Gold  Wire  and 


Resisting  Steel  Plate,  Sheet,  and  Strip  (1969)  /Eral  R  ASTM  A480 

Resisting  Steel,  Unified  Coarse  3a  and  2a  Thread  (1971)  NSA  1352 

Resisting  Steel,  Unified  Fine  3a  Thread  (1971)                   /D  and  NSA  1351 

Resisting  Steels  (1963)  AISI  13 

Resisting,  Maraging,  and  Other  Similar  Chromium  Nickel  ASTM  E353 

Resistivity  of  Cemented  Tungsten  Carbides  (1970)  ANSI  H  ASTM  B42I 

Resistivity  of  Conductive  Adhesives  (1968)  ASTM  D2739 

Resistivity  of  Metallically  Conducting  Resistance  and  C  ASTM  B63 

Resistivity  of  Semiconductor  Materials  (1970)  ASTM  F43 

Resistivity  of  Silicon  Slices  with  a  Collinear  4  Probe  ASTM  F84 

Resistivity  Variation  (1970)  ASTM  F8I 

(Resistivity)  of  Electrical  Insulating  Liquids  (R1969)  A  ASTM  D1169 

Resistors  (for  Direct  Current  Measurements)  (1969)  ANSI  C100.3 

Resistors  (Potentiometers)  (1971 )  ElA  RS391 

Resistors  (1969)  ANSI  C83.48  EIA  RSI72A 

Resistors  (1970)  EIA  RSI55B 

Resistors  (1970)  ANSI  ZI55  6  /D.  Meth.  of  Test  for  Tem  ASTM  B84 

Resistors  (1970)  ANSI  7.155,8  /T  for  Temperature  Resist  ASTM  B114 

Resistors,  Fixed  Film  Microelement  (1971)  EIA  RS396 

Resistors;  Precision  and  Semiprecision  (1970)  EIA  RS196A 

Resolvers  (1970)  SAE  ARP826 

Resolving  Power  of  Photographic  Materials  (1969)  ANSI  PH2.33 

Resonance  Linewidth  and  Gyromagnetic  Ratio  of  Nonmetall  ASTM  F130 

Resonance  Spectroscopy  (1969)  /Nitions  of  Terms  Symbol  ASTM  E386 

Resonance  (1969)            /F  Test  for  Young's  Modulus,  Shear  Mo  ASTM  C623T 

Resorcinol,  and  Melamine  Adhesives  (1970)  ASTM  D1579 

Resorcinol,  and  Melamine  Adhesives  (1970)  ASTM  D1582 

Respiratory  Protective  Equipment  for  Firefighters  (1971  NFPA  19B 

Response  Test,  of  Process  Control  Instrumentation  (1968  ISA  S26 

Rest  Areas  for  the  National  System  of  Interstate  and  De  AASHO  SRA-2 

Rest,  Moving  Chains,  Cables,  Steering,  Wheel  Guards,  Ti  ITA  4G1-4 

Restaurant  Cooking  Equipment  (1970)  ANSI  7,33.3  /  Std.  UL  710 

Restraint  System  Evaluation  of  Passenger  Cars  (1971)  SAE  J128 

Restrictions  and  Street  Encroachments  (1967)  /Building  AIA  CO-l-IV 

Restrictions  Within  the  Fire  Limits,  Height  and  Area  Re  AIA  CO-l-IV 

Retainer  (1970)  AAR  MSRP-C-33 

Retainers  (Railway)  (1971)  AAR  MSRP-C-30 

Retaining  Rings  for  Generators  (1968)  ANSI  G55.6  ASTM  A289 

Retaining  Rings  for  Turbine  Generators  (1968)  ANSI  G55,  ASTM  A288 

Retaining  Rings  (1969)  ANSI  B27.5 

Retaining  Walls  (Technical  Notes)  (1964-65)  SCPI  17E-G 

Retaining)  (1971)  NSA  1443 

Retaining)  (1971)  NSA  1493 

Retardance  of  Paints  (Stick  and  Wick  Method)  (1965)  ASTM  D1361 

Relardant  Coatings  (on  Boats  (1970)  /Nd  Std.  Covering  ABYC  HI7 

Retardant  Formulations  (1971)  AWPA  M9-71 

Retardant  Formulations  (1971)  Std.  Met  AWPA  A2-71 

Retardant  Paint  (1970)  EMS  1-51 

Retardant  Paints  and  Varnishes  (1969)  UL  1138 

Retardant  Treatment  by  Pressure  Processes  (1970)  AWPA  C20-70 

Retardant  Treatment  by  Pressure  Processes  (1970)  AWPA  C27-70 

Retardant  Treatment  of  Wood  (1970)  ASTM  D2898 

Retardants  (1971)  Std.  Meth.  AWPA  A3-71 

Retarders,  20  Pallets  with  Type"C"  protection  (1959)  RI  P212-1 

Retention  Assemblies  for  Sewage  (1969)  UL  1143 

Retention  by  Concrete  Curing  Materials  (1970)  ANSI  A37,  ASTM  CI56 

Retention  Capacities  of  Grease  Interceptors  (1965)  PDI  GlOl 

Retention  in  Pressunzed  Foods  (1971)  CSMA  AG''32 

Retention  of  Waxed  Paper  and  Paperboard  After  Storage  A  ASTM  D2895T 

Retention  of  Wrapping  Paper  (R1968)  TAPPI  T446m  ASTM  D920 

Retention  System  for  Use  in  Motor  Vehicles  (1970)  SAE  J567B 

Retention  System  for  Use  in  Motor  Vehicles  (1970)  SAE  J567C 

Retention  Systems  for  House  Boats  (1970)  BIA  HEM4 

Retraction  Procedure  (R1970)  /W  Temperature  Characteri  ASTM  D1329 

Return  Hose,  Low  Pressure  (1970)  SAE  JI89 

Return  of  Empty  Pallets  (1956)  RI  P234 

Returnable  Beer  and  Beverage  Glass  Containers  (1971 )  ASTM  C675 

Returnable  Reels  for  Wires  and  Cables  (1971)  NEMA  WC20 

Reversion  of  Bleached  Pulp  (1971)  TAPPI  UM-200 

Review  Room  Screens  Used  for  16mm  Color  Television  Prin  SMPTE  RP41 

Review  Rooms  (1968)                                          Rec,  Pract.  Sp  SMPTE  RP33 

Review,  Construction  and  Industrial  Machinery  (Hs  39)  SAE  J817 

Revisions)  (1970)  ANSI  Z71.1  ASTM  El 

Revolving  Drum  Tests  to  Measure  the  Durability  of  Gumme  GIA  1 

Revolving  Drum  Tests  to  Measure  the  Durability  of  the  T  GIA  2 

Reweighing  of  Lots  of  Packaged  Raw  Wool  (1970)  ASTM  D1771 

Rewetting  Agents  on  Cotton  Fabrics  (1971)  ANSI  L14.106  AATCC  27 

Rheological  Properties  of  Gelled  Rocket  Propellants  (19  ASTM  D2507 

Rheological  Properties  of  Non  Newtonian  Materials  (1968  ASTM  D2196 

Rheometer  (Brabender  Plasti  Corder)  at  a  Constant  Mixer  SPI  VDT19 

Rheometer  (1969)                                                Rec.  Pract.  for  ASTM  D2538 

Ribbed  Siding;  Designed  Dimensions  and  Weights  (1970)  AA  •287.27 

Ribbon  67ni-30cu  for  Electronic  Applications  (1970)  SAE  AMS4731 

Ribbon  78cu-22ni  for  Electrical  Applications  (1970)  SAE  AMS4732 

Ribbon  99.97au  for  Electronic  Applications  (1970)  SAE  AMS7731 

Ride  and  Vibration  Data  Manual(Hs6a)  (1965)  SAE  J6A 
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es  (19/  Rec.  Pract.  for  Axle  Loadings  for  Counterbalanced  R 

Designation  of  Right  Hand  and  Left  Hand  (for  R 
Rec.  Steering  Arrangements;  R 
nd  Internal  Combustion  Powered  Industrial  Trucks,  Sit  Down  R 
nd  Internal  Combustion  Powered  Industrial  Trucks,  Stand  Up  R 
Controls;  Internal  Combustion  Powered  Trucks,  Sit  Down  R 
Controls;  Internal  Combustion  Powered  Trucks,  Stand  Up  R 
Controls;  Electric  Industrial  Trucks,  Sit  Down  R 
Controls;  Electric  Industrial  Trucks,  Stand  Up  R 
and  Safety,  Tilting  Platform  Tests  (Fork  Industrial  Truck  R 
f  Lawn  and  Garden  Riding  Tractor,  Lawn  Riding  Tractor,  and  R 
Definition  of  Lawn  and  Garden  Riding  Tractor,  Lawn  R 
wer  (1971)  Definition  of  Lawn  and  Garden  R 

Link  Attachment  for  Hitch/        Implements  to  Lawn  and  Garden  R 

Construction  of  Indoor  R 
for  Shop  Organization,  Repair  and  Maintenance,  Fitting  and  R 
cks)  (1968)  Designation  of  R 

Coated  (Galvanized)  Iron  or  Steel  Farm  Field  and  Railroad  R 

Std.  Spec,  for  R 
Safety  Std.  for  Marine  R 
iring  Board  Dimensions  and  Tolerances  Single  and  Two  Sided  R 
Std.  Meth.  for  Measuring  the  Open  Cell  Content  of  R 
Std.  Meth.  of  Test  for  Water  Absorption  of  R 
Std.  Dimensions  and  Tolerances  for  R 
Std.  Meth.  for  Thermal  Evaluation  of  R 
Requirements  for  R 
Std.  Spec,  for  Light  Gage  Steel  Studs,  Runners,  and  R 
Design  and  End  Product  Spec,  for  R 
Std.  Test  Meth.  for  Compressive  Properties  of  R 
oly  (Vinyl  Chloride)  Compounds  (1969)  Std.  Spec,  for  R 

970)  Std.  for  R 

.  Test  Meth.  for  Maximum  Pore  Diameter  and  Permeability  of  R 
ly,  and  Test,  of  Fused  in  Place  Interfacial  Connections  in  R 
d  Inspecting  Clinched  Wire  Type  Interfacial  Connections  in  R 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  R 
Std.  E  Coupler  Yoke,  Lightweight  Design,  Cast  Steel,  for  R 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  R 
Std.  E  Coupler,  6  1/4  X  8  In.  R 
ulation  (1971)  Std.  Meth.  of  Test.  R 

Std.  Meth.  for  Linear  Thermal  Expansion  of  R 
Spec,  for  a  Copper  Plated  Through  Hole  Two  Sided  Boards,  R 
ectrical  Insulation  Irradiated  Polyolefin,  Pigmented,  Semi  R 

Std.  for  R 

.  Pract.  (1968)  Extra  Wide  Single  Tire  R 

Rec.  Pract.  for  Off  Highway  Tire  and  R 
Rec.  Pract.  for  Tire  R 
Std.  for  Tires,  R 

Rec.  Pract.  of  Labeling  for  Disc  Wheels  and  Demountable  R 
the  Road  Agricultural  and  Industrial  Type  /  Std.  for  Tire  R 

Nomenclature  for  Wheels  and  R 
,  and  Multipurpose  Passenger  Vehicles/  Std.  for  Tires  and  Ri 

and  Industrial  Vehicles:  Tractors,  Ta/  Std.  for  Tires  and  R 

Rec.  Tolerances  for  Spoke  Type  Wheels,  Demountable  R 
ing  Point  of  Asphalt  (Bitumen)  and  Tar  in  Ethylene  Glycol  (R 
1970)  Std.  for  R 

R 

Std.  Meth.  for  Compression  Resistance  of  Paperboard  (R 
Std.  for  Starter  Pinions  and  R 
Std.  Test  Meth.  for  Apparent  Tensile  Strength  of  R 
Meth.  of  Calculating  a  Welded  R 
Rec.  Std.  for  R 

Std.  for  Truck  Bolster  Center  Plate  Vertical  R 

Piston  R 
Spec,  for  R 

Std.  for  Use  of  Borosilicate  Glass  Raschig  R 
Std.  for  End  Preparation  and  Machined  Backing  R 
.  Spec,  for  Alloy  Steel  Forgings  for  Nonmagnetic  Retaining  R 
for  Carbon  and  Alloy  Steel  Forgings  for  Magnetic  Retaining  R 
Electrode  M/  Spec,  for  Steel  Bars,  Forgings,  Tubing,  and  R 

Electrode  Me/  Spec,  for  Steel  Bars,  Forgings,  Tubing  and  R 

Spec,  for  Titanium  Alloy  Bars,  Forgings,  and  R 
eated  (1970/  Spec,  for  Titanium  Alloy  Bars,  Forgings,  and  R 

Titanium  Alloy  Bars,  Forgings,  and  R 
d  (1970)  Spec,  for  Titanium  Alloy  Bars  and  R 

for  General  Purpose  Rectangular  Uniform  Section  Retaining  R 
and  Tolerances  for  Aluminum  Die  and  Hand  Forgings;  Rolled  R 
Spec,  for  Steel  Bars,  Forgings,  Tubing  and  R 
Spec,  for  Titanium  Alloy  Bars,  Forgings  and  R 

-  22ni  -  14. 5w  -  0.07/  Spec,  for  Alloy  Bars,  Forgings  and  R 
-13.5co-4.3mo-3.0ti-l.4al  Consu/  Alloy  Bars,  Forgings  and  R 
13.5co-4.3mo-3.0ti-1.4al  Consum/  Alloy  Bars,  Forgings  and  R 
a)  Melted  (19/  Spec,  for  Steel  Bars,  Forgings,  Tubing  and  R 
0)  (1/  Specification  for  Steel  Bars,  Forgings,  Tubing  and  R 
71)                           Spec,  for  Steel  Bars,  Forgings,  Tubing  and  R 

-  37fe  -  2.9cb  -  1./  Spec,  for  Alloy  Bars,  Forgings,  and  R 

-  37fe  -  2.9cb  -  1./  Spec,  for  Alloy  Bars,  Forgings,  and  R 


mals  (Rail/ 


erial  (1971) 


der  Fork  Trucks  with  Std.  or  Cushion  Solid  Rubber  Tir 
der  Type  Industrial  Trucks)  (1968) 
der  Type  Trucks  (1964) 

der  Type  (1965)  Brakes,  Electric  A 

der  Type  (1965)  Brakes,  Electric  A 

der  Type  (1966) 

der  Type  (1966)  .  . 

der  Type  (1966) 
der  Type  (1966) 

der  Type,  Operation,  Stacking,  Loaded  and  Unloaded,  T 

ding  Lawn  Mower  (1971)  Definition  O 

ding  Tractor,  and  Riding  Lawn  Mower  (1971) 

ding  Tractor,  Lawn  Riding  Tractor,  and  Riding  Lawn  Mo 

ding  Tractors  Up  to  20  Hp  Category  0  Three  Point  Free 

fie  and  Pistol  Shooting  Ranges  (1971) 

gging  (1969)  Marine  Service  Manual;  Rec.  Pracl. 

ght  Hand  and  Left  Hand  (for  Rider  Type  Industrial  Tru 

ght  of  Way  Wire  Fencing  (1971)  Std.  Spec,  for  Zinc 

d  Acrylonitrile  Butadiene  Styrene  Plastics  (1968) 

d  and  Flexible  Air  Ducting  (1966) 

d  Boards  (1970)  Std.  Spec,  for  Printed  W 

d  Cellular  Plastics  by  the  Air  Pycnometer  (1970) 

d  Cellular  Plastics  (1969) 

d  Electrical  Aluminum  C^onduit  (1970) 

d  Electrical  Insulating  Materials  (1968) 

d  Foamed  Polyurethane  for  Construction  (1971) 

d  Furring  Channels  (1970) 

d  Multilayer  Printed  Wiring  Boards  (1968) 

d  Plastics  (1969)  ANSI  K65.1 

d  Poly  (Vinyl  Chloride)  Compounds  and  Chlorinated  P 
d  Poly  (Vinyl  Chloride)  (PVC)  Profile  Extrusions  (1 
d  Porous  Filters  for  Laboratory  Use  (1969)  Std 
d  Printed  Circuit  Boards  (1965)  /He  Design,  Assemb 

d  Printed  Circuit  Boards  (1967)  /for  Installing  An 

d  Shank  Coupler  (1970) 
d  Shank  Coupler  (1970) 
gid  Shank  Coupler  (1970) 
d  Shank  (25  In.  Length)  (1969) 
d  Sheet  and  Plate  Materials  Used  for  Electrical  Ins 
d  Solids  with  Interferometry  (1970) 
d  (1967) 

d.  Heat  Shrinkable  (1971)  /  for  Plastic  Tubing,  El 

dity.  Stiffness  and  Softness  of  Paper  (1960) 
m  and  Wheel  Mounting  for  Rear  Axles  for  Vehicles;  Rec 
m  Classification  (1970) 
m  Inspection  (1971 ) 
ms  and  Valves  for  Aircraft  (1971) 
ms  of  Trucks,  Buses  and  Trailers  (1971) 
ms  to  Motorcycles,  Passenger  Cars,  Truck  Busses,  Off 
ms  Used  in  Truck  Bus  and  Trailers  (1969) 
ms  (Bias  and  Radial  Ply)  for  Trucks,  Busses,  Trailers 
ms  (Steering  and  Drive  Wheel  Types)  for  Agricultural 
ms,  and  Spacers;  Rec.  Pract.  (1969) 

ng  and  Ball)  (1968)  Std.  Meth.  of  Test  for  Soften 

ng  Back  Up,  Boss  Connection  Polytetrafluoroethylene 

ng  Binder  Wire  (1962) 

ng  Crush  Test)  (1968) 

ng  Gears  (1968) 

ng  or  Disk  Meth.  (1969) 

ng  Reinforced  Furnace  (for  Heating  Boilers)  (1971) 
ng  Traveler  Wire  (1970) 

ng  Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger  Jou 
ng  Wire  (Segment,  Expander,  Spacer)  (1962) 
ng,  Memo  and  Post  Binder  Sheet  Sizes  and  Data  (1956) 
ngs  as  a  Neutron  Absorber  in  Solutions  of  Fissile  Mat 
ngs  for  Butt  Welds  (1966) 
ngs  for  Generators  (1968)  ANSI  G55.6 
ngs  for  Turbine  Generators  (1968)  ANSI  G55.21 
ngs  18.5ni  -  9.0co  -  4.9mo  -  0.65ti-0.10al  Consumable 
ngs  18ni  -  7.8co  -  4.9mo  -  0.40ti  -  O.lOal  Consumable 
ngs  6al  -  6v  -  2sn  Annealed,  140,  000  Yield  (1970) 
ngs  6al  -  6v  -  2sn  Solution  and  Precipitation  Heat  Tr 
ngs  6al-6v-25n  Annealed,  Heat  Treatable  (1970) 
ngs  8al  -Imo  -  Iv  Solution  Heat  Treated  and  Stabilize 
ngs  (1969) 


Std 

/Pec. 


Std. 


ngs  (1970)  Std.  Mechanical  Properties 

ngs  (1971) 

ngs  (6al  -  6v  -  2sn)  Annealed  (1971) 
ngs.  Corrosion  and  Heat  Resistant  Cobalt  Base  -  22cr 
ngs,  (Corrosion  and  Heat  Resistant  Nickel  Base  -19.5cr 
ngs.  Corrosion  and  Heat  Resistant  Nickel  Base  19.5cr- 
ngs.  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb-l-t 
ngs.  Corrosion  and  Heat  Resistant  (18cr  -  13ni  -  2.5m 
ngs.  Corrosion  and  Heat  Resistant  (23cr  -  13.5ni)  (19 
ngs.  Corrosion  and  Heat  Resistant,  Nickel  Base  -  16cr 
ngs.  Corrosion  and  Heat  Resistant,  Nickel  Base  -  16cr 


ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ITA 

ASAE 

ASAE 

ASAE 

ASAE 

NRA 

BIA 

ITA 

ASTM 

ASTM 

UL 

IPC 

ASTM 

ASTM 

AA 

ASTM 

EMS 

ASTM 

IPC 

ASTM 

ASTM 

use 

ASTM 

IPC 

IPC 

AAR 

AAR 

AAR 

AAR 

ASTM 

ASTM 

IPC 

SAE 

TAPPl 

SAE 

SAE 

TRA 

TRA 

SAE 

TRA 

SAE 

TRA 

TRA 

SAE 

ASTM 

SAE 

SWA 

TAPPI 

SAE 

ASTM 

ASME 

SWA 

AAR 

SWA 

ANSI 

ANSI 

PFI 

ASTM 

ASTM 

SAE 

SAE 

SAE 
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SAE 

SAE 

ANSI 

AA 
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SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 
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UBI 

2C1-2 

2B1-2 

3C1 

3DI 

2DI 

2E1 

2F1 

2G1 

4C17-51 

S323 

S323 

S323 

S320 

*I5 

MSM 

2C1-2 

AI16 

D1788 

1136 

D300E 

D2856 

D2842 

•281252 

D2304 

LPDl-57 

C645 

ML910 

D695 

D1784 

PS26 

E128 

TC550 

TC510 

MSRP-C-53 

MSRP-C-54 

MSRP-C-58 

MSRP-C-39 

D229 

E289 

TC500 

AMS3638C 

T451 

J876A 

J751C 

9 

8 

J 1 79  A 
6 

J393 

2 

4 

J851 

D2398 

AS3076 

•130 

T472 

J543B 

D2290 

BPVC 

•74 

MSRP-D-143 

•125 

X2.4.3 

N16.4 

ESI 

A  289 

A288 

AMS6514 

AMS6512 

AMS4978 

AMS4979 

AMS4971A 

AMS4972A 

B27.5 

•2815 

AMS5647C 

AMS4978A 

AMS5772 

AMS5706D 

AMS5707C 

AMS5654 

AMS5648D 

AMS5650B 

AMS5701 

AMS5702 
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■  37fe  -  2.9cb  -  1./  Spec,  for  Alloy  Bars,  Forgings,  and 

sae  30321  )  (/  Spec,  for  Steel  Bars.  Forgings,  Tubing,  and 

+  Ta)  (SAE  30/  Spec,  for  Steel  Bars,  Forgings,  Tubes,  and 

08-0. 15c)  (1970)  Steel  Bars,  Forgings.  Tubing  and 

08-0. 15c)  Premium  Qual/  Steel  Bars.  Forgings.  Tubing,  and 

acuum  Induct/  Spec,  for  Steel  Bars,  Forgings,  Tubing,  and 

Spec,  for  Steel  Bars,  Forgings,  Tubing  and 
5mo  (197/  Spec,  for  Steel  Bars,  Forgings,  Extrusions,  and 

nitic  Steels  and  Austenitic-Type  Alloys  (1971)  Spec,  for 

Resistant.  Low  Compression  Set  Fpm  Type  70  -  /  Spec  for 

Spec,  for  Steel  Bars.  Forgings,  and 
heat  Treated  (1971)  Spec,  for  Titanium  Alloy  Bars  and 

d  (1971)  Spec,  for  Titanium  Alloy  Bars,  Forgings,  and 

or  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single 
or  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single 
Directional  Solidification;  Chilling  and 
Rec.  Pract.  for  Aluminum  Gating  and 
Rec.  Pract.  for  Magnesium  Gating  and 
Rec.  Names  for  Gates  and 
les  for  Building  and  Classing  Steel  Vessels  for  Service  on 
Std.  Spec,  for  Aluminum  Alloy 
60  Deg.  Countersunk  Head 
Tubular)  (1970)  Rec.  Std.  for 

esislant.  18cr  -  11.5ni  (SAE  30305)  Solution  Heal  Treated. 

Std  Part 

r  Repairs  of  Power  Boilers  and  Unfired  Pressure  Vessels  by 
Code  Requirements  for  Power  Boilers  Fabricated  by 
e  Requirements  for  Pressure  Vessels  Fabricated  by  Welding. 
68)  Std.  for 

Std.  for  Structural  Self  Pluggmg  Pull  Mandrel  Blind 
Std.  Spec,  for  Steel  Structural 
Glossary  of  Terms  Relating  to  Blind 
Std.  for  Small,  Large,  Tubular,  Split  and  Blind 
Rec.  Std.  for  Mandrel  Wire  for  Blind 
Std.  for  Break  Mandrel  Blind 
Std.  for  Pull  Through  Mandrel  Blind 
e  -  20cr  -  lOni  -  15w  (1971)  Spec,  for 

tion  Heat  and  Partially  Precipitation  Heat  Tre/  Spec,  for 

rims  to  Motorcycles,  Passenger  Cars,  Truck  Busses,  Off  the 
Std.  Spec,  for  Tar  for  Use  in 
d  Vehicles:  Earthmoving,  Mining  and  Logging  (Short  Hauls); 

Std.  Spec,  for  Slow  Curing  Liquid  Asphaltic 
for  Crushed  Stone,  Slag  Gravel  for  Dense  Graded  Bituminous 
rushed  Slag,  and  Crushed  Gravel  for  Open  Graded  Bituminous 
Std.  Spec,  of  Sodium  Chloride  for 
Std.  Meth.  of  Conducting 
71)  Rec.  Pract.  for  Brake  System 

Rec.  Pract.  for  Brake  System 
70)  Rec.  Pract.  for  Brake  System 

es  (1971)  Rec.  Pract.  for  Brake  System 

Off 

auls);  Road  Graders;  Mining  /  Std.  for  Tires,  for  Off  the 

ction.  Purchase,  Preparation,  Maintenance  and  Rules  of  the 
Std.  Definitions  of  Terms  Relating  to  Materials  for 
Geometric  Design  Guide  for  Local 
Spec.  But  Having  No  Previous  Service  Experience  on  Member 
Spec.  But  Having  No  Previous  Service  Experience  on  Member 
Spec.  Asphalt  Concrete  Paving  Used  for  Parking  Lots, 
ury  or  Sodium  Electnc  Di/  Meth.  for  Photometric  Test,  of 

Std.  Test  Meth.  for  Direct  Tensile  Strength  of 
Std.  Test  Meth  for  Unconfined  Compressive  Strength  of 
Preventive  Maintenance  for 
Rec.  Pract.  for  Investigating  and  Sampling  Soils  and 
on  of  Pulse  Velocities  and  Ultrasonic  Elastic  Constants  of 
ions  of  Terms  Relating  to  Rheological  Properties  of  Gelled 
Std.  Definitions  of  Terms  and  Symbols  Relating  to  Solid 
Meth.  for  Spectrochemical  Analysis  of  Ores,  Minerals,  and 
Tables  for  Metals  (Relationship  Between  Brinell,  Vickers, 
etals  (Relationship  Between  Brinell,  Vickers,  Rockwell  and 
std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy 
Mechanical  Properties  for  Aluminum  Wire. 
Std.  Tolerances  for  Aluminum  Wire, 
r  Nickel  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy 
copper  Nickel  Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel 
Std.  Spec,  for  Copper  Beryllium  Alloy 
r  and  Copper  Alloy  Mill  Products;  Including  Flat  Products. 

Std.  Spec,  for  Tantalum 
k  Adjuster;  Freight  Cars  (1970)  Std.  Typical  Top 

rial  Fluid  Power/  Std.  Bore  and  Rod  Size  Combinations  and 

Spec,  for  Bearings.  Ball  and  Roller, 
(1971)  Std.  Part  Bearing 

1)  Std.  Part  Bearing. 

Std.  F  Coupler  Operating 
taloged  Square  Head  Industrial  Fluid  Power/  Std  Bore  and 

Cylinder  Bore  and  Piston 
Rec.  Pract.  for  Preparation  of  Bar  and 


Rings,  Corrosion  and  Heat  Resistant,  Nickel  Base  -  16cr  SAE  AMS5703 

Rings,  Corrosion  and  Heat  Resistant,  18cr  -  lOni  -  Ti  SAE  AMS5645H 

Rings,  Corrosion  and  Heat  Resistant.  18cr  -  llni  -  (Cb  SAE  AMS5646F 

Rings.  Corrosion  Resistant  11. 8cr-2.5ni-l. 8mo-0.33v  (0.  SAE  AMS5718 

Rings,  Corrosion  Resistant  11. 8cr-2.5ni-l. 8mo-0.33v  (0.  SAE  AMS5719 

Rings.  Corrosion  Resistant  13cr  -  8ni  -  2.3mo  -  l.lal  V  SAE  AMS5629A 

Rings,  Corrosion  Resistant  (19cr  -  9. 5ni)  (1971)  SAE  AMS5639B 

Rings.  Corrosion  Resistant.  22cr  -  12. 5ni  -  5. 3mn  -  2.2  SAE  AMS5764 

Rings.  Flash  Welded.  Corrosion  and  Heat  Resistant  Auste  SAE  AMS7490J 

Rings.  Sealing.  Synthetic  Rubber  High  Temperature  Fluid  SAE  AMS7280 

Rings.  0.95cr  -  0.20mo  (0.28  -  0.33c)  (SAE  4130)  (1971)  SAE  AMS6370G 

Rings.  6al  -  2sn  -  4zr-2mo,  Solution  and  Precipitation  SAE  AMS4975B 

Rings.  6al  -  4v,  Solution  and  Precipitation  Heat  Treate  SAE  AMS4965B 

Rip)  Meth.  (Constant  Rate  of  Extension  /Eth.  of  Test  F  ASTM  D2261 

Rip)  Meth.  (Constant  Rate  of  Traverse  Tensile  Test.  Mac  ASTM  D2262 

Risering  of  Copper  Base  Alloys  in  Foundry  Pract.  (1965)  AFS  NF651 1-6 

Risering  (1965)  AFS  NF656-5 

Risering  (1965)  AFS  NF656-6 

Risers  in  the  Foundry  Industry  (1953)  AFS  GM530 

Rivers  and  Intracoastal  Waterways  (1971 )  Ru  ABS  *1 

Rivet  and  Cold  Heading  Wire  and  Rods  (1970)  ANSI  H38.1 2  ASTM  B316 

Rivet  for  Farm  Mower  Cutter  Bars  (1966)  ASAE  S228.1 

Rivet  Wire  (for  Common  or  Solid;  Split(Bifurcated);  and  SWA  *75 

Rivet  Wire  (1971)  Spec,  for  Steel  Wire,  Corrosion  R  SAE  AMS5686C 

Rivet.  Slug.  Sleeveless  (1966)  NSA  1321 

Riveting  and  Welding  (1962)  Rec.  Rules  Fo  NBBPV  *2 

Riveting  (1971)  ASME  BPVCIPR 

Riveting.  Forging  and  Brazing  (1971)  Cod  ASME  BPVC8-1-B 

Rivets  for  Brake  Linings  and  Bolts  for  Brake  Blocks  (19  SAE  J663B 

Rivets  (Type  2b)  (1971)  IFI  116 

Rivets  (1965)  ANSI  G42.2  ASTM  A502 

Rivets  (1969)                                             .  IFI  110 

Rivets  (1970)  IFI  SEC.J 

Rivets  (1970)  SWA  '54.1 

Rivets  (1971)  IFI  114 

Rivets  (1971)  IFI  117 

Rivets.  Alloy,  Corrosion  and  Heat  Resistant,  Cobalt  Bas  SAE  AMS7236A 

Rivets,  Steel,  Corrosion  and  Heat  Resistant,  1650f  Solu  SAE  AMS7235A 

Road  Agricultural  and  Industrial  Type  Vehicles  (1971)  TRA  6 

Road  Construction  (1942)  AASHO  M52 

Road  Graders;  Mining  and  Logging  Trucks  (Highway  Speed)  TRA  3 

Road  Material  (19701  AASHO  M141 

Road  Mix  Surface  Course  (1964)  Std.  Spec.  AASHO  M62 

Road  Mix  Surface  Course  (1964)  /.  for  Crushed  Stone,  C  AASHO  M63 

Road  Purposes  (1970)  AASHO  M143 

Road  Service  Tests  on  Traffic  Paint  (1969)  ASTM  D713 

Road  Test  Code  (Passenger  Car  and  Light  Duty  Truck)  (19  SAE  J843D 

Road  Test  Code,  Motorcycles  (1971)  SAE  J108A 

Road  Test  Code;  Passenger  Car,  Trailer  Combinations  (19  SAE  J134 

Road  Test  Code;  Truck  and  Bus  and  Combination  of  Vehicl  SAE  J786A 

Road  Vehicle  Mobility  Evaluation  (Hs  J939)  (1967)  SAE  J939 

Road  Vehicles:  Earthmoving,  Mining  and  Logging  (Short  H  TRA  3 

Road  (1970)  /  Std.  for  Regular  Bicycles  Including  Sele  BMA  6/7 

Roads  and  Pavements  (1970)  ANSI  A37. 33  ASTM  D8 

Roads  and  Streets  (1971)  AASHO  '5 

Roads  (Railway)  (1971)  /Roducts  Manufactured  to  A. A. R.  AAR  MSRP-C-3 

Roads  (1971)  /Ices  and  Products  Manufactured  to  A. A. R.  AAR  MSRP-D-3 

Roads.  Streets  and  Driveways  (1971)  CSI  02612 

Roadway  Luminaires  Using  Incandescent  Filament,  or  Merc  lES  LM31 

Rock  Core  Specimens  (1971)  ASTM  D2936 

Rock  Core  Specimens  (1971)  ASTM  D2938 

Rock  Drills  (1963)  CGA  '1 

Rock  for  Engineering  Purposes  (1969)  ASTM  D420 

Rock  (1969)  Std.  Meth.  for  Laboratory  Determinati  ASTM  D2845 

Rocket  Propellants  (1970)  Std.  Definit  ASTM  D2507 

Rocket  Propulsion  (1970)  ASTM  D2506 

Rocks  by  the  Fire  Assay  Preconcentration  Spark  Techniqu  ASTM  E400 

Rockwell  and  Rockwell  Superficial,  and  Knoop  Hardness)  ASTM  E140 

Rockwell  Superficial,  and  Knoop  Hardness)  (1971)  ANSI  Z  ASTM  E140 

Rod  and  Bar  for  Nuclear  Applications  (1970)  ASTM  B510 

Rod  and  Bar  Rolled  or  Cold  Finished  (1970)  AA  *2810 

Rod  and  Bar  Rolled  or  Cold  Finished  (1970)  AA  '2810.5 

Rod  and  Bar  (1970)  Std.  Spec.  Fo  ASTM  B518 

Rod  and  Bar  (1970)  Std.  Spec,  for  ASTM  B151 

Rod  and  Bar  (1971a)  ASTM  B196 

Rod  and  Wire  and  Pipe  and  Tubes  Std.  Handbook  (1968)  CDA  101/8 

Rod  and  Wire  (1970)  ASTM  B365 

Rod  Application  Mechanical  Double  Acting  Automatic  Slac  AAR  MSRP-E-65 

Rod  End  Configurations  for  Cataloged  Square  Head  Indust  NFLDP  T3.6.67.4 

Rod  End,  Anti  Friction,  Airframe  (1971)  NSA  661 

Rod  End,  External  Thread,  Self  Aligning,  Anti  Friction  NSA  659 

Rod  End,  Plain  Shank.  Self  Aligning,  Anti  Friction  (197  NSA  660 

Rod  for  Use  with  Number  C-F  79  A-Ht  (1970)  AAR  MSRP-C-60C 

Rod  Size  Combinations  and  Rod  End  Configurations  for  Ca  NFLDP  T3.6.67.4 

Rod  Sizes  for  Fluid  Power  Cylinders  (1965)  ANSI  B93.3  NFLDP  T3.6.67.1 

Rod  Specimens  for  Adhesion  Tests  (1969)  ASTM  D2094 
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eth.  for  Tensile  Strength  of  Adhesives  by  Means  of  Bar  and 

Rec.  Sid.  for  Curtain 
Rec.  Std.  for  Torque 
Sewer 

Std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy  Bar, 
Std.  for  Tolerances  of  Extruded  Aluminum  Wire, 
chanical  Properties  and  Limits,  of  Extruded  Aluminum  Wire. 

Std.  Spec,  for  Copper  and  Copper  Alloy  Forging 
NSI  h8.1  Std.  Spec,  for  Free  Cutting  Brass 

Std.  Spec,  for  Copper  Silicon  Alloy 
Std.  Spec,  for  Phosphor  Bronze 
r  General  Requirements  for  Wrought  Copper  and  Copper  Alloy 
Std.  Spec,  for  Aluminum  Alloy  Bars, 
Std.  Spec,  for  Aluminum  Alloy  5005  Rolled 
Std.  Spec,  for  Aluminum  Rolled 
(1971)  NEMA  Ph30  Std.  for  Galvanized  Ferrous  Ground 

Steel  Products  Manual  for  Alloy  Steel  Wire  and 
Spec,  for  Sucker  and  Pony 
.  Spec,  for  Aluminum  Alloy  Rivet  and  Cold  Heading  Wire  and 
(Steel  Products  Manual)  Wire  and 
ure  Vessels  (1971)  Ident/  Material  Code  Spec,  for  Welding 

Std.  Spec,  for  Aluminum  Alloy  Extruded  Bars, 

1) 

.  Spec,  for  the  Design,  Materials  and  Fabrication  Meth.  in 

Rubber  and  Plastic 

saturated  and  Coated  Felts,  Prepared  Roofings,  and  Plastic 
ropelle/  Rec.  Pract.  for  Minimum  Performance  Criteria  for 

Rec.  Pract.  for 

.30  Std.  Meth.  of  Testing  Asphalt 

Spec,  for  Resistance  Seam  and 
screws.  Steel,  Corrosion  and  Heat  Resistant,  Heat  Treated, 
Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat  Treated, 
Bolts  and  Screws,  Steel,  Alloy  Heat  Treated, 
Bolts  and  Screws,  Titanium  Alloy,  6al-4v,  Heat  Treated, 
Bolts  and  Screws,  Steel,  Corrosion  Resistant, 
Bolts  and  Screws. 

screws.  Titanium  Alloy  6al-4v,  Upset  Headed,  Heat  Treated, 
s.  Steel,  Corrosion  Resistant,  Upset  Headed,  Heat  Treated, 
,  Steel,  Low  Alloy,  Heat  Resistant,  Hardened  and  Tempered. 
Steel,  Low  Alloy  Heat  Resistant,  Normalized  and  Tempered, 
teel.  Corrosion  and  Moderate  Heat  Resistant,  Heat  Treated, 
resistant  195,  000  psi  Tensile  Strength  Hardened,  Tempered, 
tant,  220,  000  psi  Tensile  Strength,  Hardened  and  Tempered, 
screws.  Steel,  Corrosion  and  Heat  Resistant,  Heat  Treated, 
Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat  Treated, 
,  Corrosion  and  Heal  Resistant,  Upset  Headed,  Heat  Treated 
alves  and  Parts  for  High  Temper/  Sid.  Spec,  for  Forged  or 

alves  and  Parts  Specially  Heat  /  Std.  Spec,  for  Forged  or 

at  Resisting  Steel  Bars  and  Shapes  (1/  Std.  Spec,  for  Hot 

ts  Manual  for  Carbon  Steel,  Semifinished  for  Forgings,  Hot 
Steel  Products  Manual  for  Alloy  Steel,  Semifinished,  Hot 
Std.  Spec,  for  Nickel  Iron  Chromium  Silicon  Alloy  Hot 
d.  Spec,  for  Copper  Silicon  Alloy  Plate,  Sheet,  Strip,  and 
Std.  Spec,  for  Leaded  Brass  Plate,  Sheet,  Strip,  and 
Std.  Spec,  for  Copper  Sheet,  Strip,  Plate  and 
Std.  Spec,  for  Brass  Plate,  Sheet,  Strip,  and 
.  Spec,  for  Copper  Beryllium  Alloy  Plate,  Sheet,  Strip  and 
r  Wrought  Copper  and  Copper  Alloy  Plate,  Sheet,  Strip,  and 
for  Phosphor  Bronze  (Copper  Tin)  Plate,  Sheet,  Strip,  and 
1  Silver)  and  Copper  Nickel  Alloy  Plate,  Sheet,  Strip,  and 

Std.  Spec,  for  Cold 

Stabilized  Alloy  Pipe  Flanges,/  Std.  Spec,  for  Forged  or 

eets  for  Bridge  and  Other  Structural  Uses/  Std.  Spec,  for 

nished  for  Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot 
Steel  Products  Manual  for  Flat 
ducts  Manual  for  Carbon  Steel  Plates,  Structural  Sections, 
for  Electrical  Healing  Elements  /  Sid.  Spec,  for  Drawn  or 

Mechanical  Properties  for  Aluminum  Wire,  Rod  and  Bar 
Std.  Tolerances  for  Aluminum  Wire.  Rod  and  Bar 
Std.  Spec,  for  Aluminum  Alloy  Std.  Structural  Shapes, 
Std.  Spec,  for  Wrought  Iron 
parties  and  Tolerances  for  Aluminum  Die  and  Hand  Forgings; 

Std.  Spec,  for  Aluminum  Alloy  5005 
Std.  Spec,  for  Aluminum 
Alloy  Steel,  Hoi  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold 
n  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot 
Std.  Spec,  for  General  Requirements  for  Delivery  of  Flat 
nd  Parts  for  High  Temperature  SI  Std.  Spec,  for  Forged  or 

nd  Pans  for  General  Service  (1/  Std.  Spec,  for  Forged  or 

Sir/  Std.  Spec,  for  General  Requirements  for  Delivery  of 

Rec.  Pract.  for  Selecting  and  Specifying  Hot  and  Cold 
Std.  for  Numbering  System  for  Wrought  or 
irements  for  Carbon  and  High  Strength  Low  Alloy  Steel,  Hoi 
and  Parts  for  Low  Temperature  /  Std.  Spec,  for  Forged  or 

Nut  Wire,  Cold 

eel  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni)  Cold 


Rod  Specimens  (1969)  Std.  Test  M 

Rod  Spnng  Wire  (1970) 

Rod  Wire  (1970) 

Rod  Wire,  Flat  (1962) 

Rod,  and  Wire  (1969) 

Rod,  Bar  and  Shapes  (1970) 

Rod,  Bar  and  Shapes  (1970)  Std.  for  Me 

Rod,  Bar  and  Shapes  (1971)  ANSI  H7.1 

Rod,  Bar,  and  Shapes  for  Use  in  Screw  Machines  (1970)  A 

Rod,  Bar,  and  Shapes  (1969) 

Rod,  Bar,  and  Shapes  (1971) 

Rod,  Bar,  and  Shapes  (1971)  Std.  Spec.  Fo 

Rods  and  Wire  (1971)  ANSI  H38.4 
Rods  for  Electrical  Purposes  (1970) 
Rods  for  Electrical  Purposes  (1971) 

Rods  Used  in  Overhead  or  Underground  Line  Construction 
Rods  (1967) 
Rods  (1970) 

Rods  (1970)  ANSI  H38.12  Std 
Rods,  Carbon  Steel  (1963) 

Rods,  Electrodes  and  Filler  Metals  for  Boiler  and  Press 

Rods,  Shapes  and  Tubes  (1971)  ANSI  H38.5  . 

Roe  Chlorine  Number  (Short  Time  Correction  Factor)  (197 

Roll  Cage  Construction  of  Dragster  Chassis  (1971)  Rec 

Roll  Covering  Handbook  (1971) 

Roll  Materials  (1970)  /;  Aggregates,  Saturated  Felts, 

Roll  Over  Protective  Structure  for  Rubber  Tired,  Self  P 
Roll  Over  Tests  Without  CoUision  (1970) 
Roll  Roofing,  Cap  Sheets,  and  Shingles  (1969)  ANSI  A109 
Roll  Spot  Welding  Equipment  (3  Phase)  (1971) 
Roll  Threaded  Solution  and  Precipitation  Treated  (1970) 
Roll  Threaded  ISOOf  (982.2c)  Solution  and  Precipitation 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 
Roll  Threaded  (1970) 


Bolts  and 
Bolts  and  Screw 
Bolts  and  Screws 
Bolts  and  Screws, 
Bolts  and  Screws,  S 
/D  Screws,  Steel,  Low  Alloy  Heat 
/Ews,  Steel,  Low  Alloy  Heat  Resis 
Roll  Threaded,  1650f  Heat  Treatment  (1970)  Bolts  and 

Roll  Threaded,  1950f  (1065.6c)  Solution  Heat  Treatment 
Roll  Threaded,  2050f  (1121.1c)  Solution  and  1650f  (898. 
Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  V 
Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  V 
Rolled  and  Cold  Finished  Age  Hardening  Stainless  and  He 
Rolled  and  Cold  Finished  Bars  Hot  Rolled  Deformed  Concr 
Rolled  and  Cold  Finished  Bars  (1970) 
Rolled  and  Cold  Finished  Bars  (1970) 

Rolled  Bar  for  General  Purposes  (1969)  St 
Rolled  Bar  (1971) 
Rolled  Bar  (1971) 
Rolled  Bar  (1971) 

Rolled  Bar  (1971)  Std 
Rolled  Bar  (1971)  /.  Spec,  for  General  Requirements  Fo 

Rolled  Bar  (1971a)  Std.  Spec. 

Rolled  Bar  (1971a)  /or  Copper  Nickel  Zinc  Alloy  (Nicke 

Rolled  Carbon  Steel  Strip  (1965) 

Rolled  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium 
Rolled  Copper  Alloy  Bearing  and  Expansion  Plates  and  Sh 
Rolled  Deformed  Concrete  Reinforcing  Bars  (1964)  /Mifi 
Rolled  Electrical  Steel  (1968) 

Rolled  Floor  Plates,  Steel  Sheet  Pihng  (1963)  /El  Pro 

Rolled  Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys 

Rolled  or  Cold  Finished  (1970) 

Rolled  or  Cold  Finished  (1970) 

Rolled  or  Extruded  (1970)  ANSI  H38.10 

Rolled  or  Forged  Blooms  and  Forgings  (1966) 

Rolled  Rings  (1970)  Std.  Mechanical  Pro 

Rolled  Rods  for  Electrical  Purposes  (1970) 

Rolled  Rods  for  Electrical  Purposes  (1971) 

Rolled  Sheet  (1971)  /  for  Carbon  and  High  Strength  Low 

Rolled  Sheet,  and  Cold  Rolled  Sheet  (1971)  /  for  Carbo 

Rolled  Stainless  and  Heat  Resisting  Steel  Plate,  Sheet, 
Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  A 
Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  A 
Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  and  Bars  for 
Rolled  Steel  Sheet  and  Strip  (1969) 
Rolled  Steel  (1969) 

Rolled  Strip,  Hoi  Rolled  Sheet,  and  Cold  Rolled  Sheet 
Rolled  9%  Nickel  Alloy  Steel  Flanges,  Fittings,  Valves, 
Rolled  (1962) 

Rolled  (1971)  Spec,  for  St 


ASTM 

SWA 

SWA 

SWA 

ASTM 

AA 

AA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

EEI 

AISI 

API 

ASTM 

AISI 

ASME 

ASTM 

TAPPI 

SEMA 

RMA 

NRCA 

SAE 

SAE 

ASTM 

NSA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

AISI 

AISI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AISI 

AISI 

AISI 

ASTM 

AA 

AA 

ASTM 

ASTM 

AA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

ASTM 

ASTM 

SWA 

SAE 


D2095 

♦35 

•93.1 

•135 

B3g7 

•2811.2 

•2811 

B124 

B16 

B98 

B139 

B249 

B2I1 

B531 

B233 

TDJ30 

15 

IIB 

B316 

8 

BPVCIIC 

B221 

UM-209 

2-2 

•3 

•2-IV 

J320A 

J857A 

D228 

1444 

AMS7478G 

AMS7477B 

AMS7452J 

AMS7460B 

AMS7472H 

AMS7473C 

AMS7461A 

AMS7474A 

AMS7455 

AMS7454E 

AMS7470F 

AMS7459A 

AMS7464A 

AMS7479C 

AMS7471B 

AMS7469A 

A182 

A404 

A564 

1 

4 

B511 

B97 

B121 

B152 

B36 

B194 

B248 

B103 

B122 

A109 

B462 

BlOO 

1 

16 
2 

B344 

•2810 

•2810.5 

B308 

A73 

•2815 

B531 

B233 

A568 

A568 

A480 

A105 

A181 

A6 

J126 

J402B 

A568 

A522 

•121 

AMS5519F 
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el  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni),  Cold 
,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  9.0ni)  Cold 
Rake  Tine  Steel  (Hard 
Std.  Spec,  for  Steel  Sheet,  Cold 
Rec.  Spec,  for  Steel  Windows;  Cold 
Std.  Spec,  for  Steel,  Sheet,  Cold 
zinc  (Hot  Galvanized)  Coatings  on  Products  Fabricated  From 
Std.  Spec,  for  Steel  Sheet,  Cold 
Spec  for  Oil  Field 

0)  Spec,  for  Purchase  and  Acceptance  of  Journal 

t  Car  Service)  (1971)  Laboratory  Inspection  and  Test  for 

for  Cap  Screws  and  Finished  Hexagon  Head  Bolts  for  Journal 
4  1/4X8  Thru  7X12  Narrow  Pedestal  Type  Side  Frame  for 
he  Modification  of  Integral  Journal  Box  for  Application  of 
Alternate  Std.  for  Axle  for  Freight  Cars; 

Std.  for  Axle  for  Freight  Cars; 
Std.  for  Axle  for  Passenger  Cars; 
(Railway)  (1970)  Std.  Spec,  for  Approved  Journal 

arding  Assignment  of  Approval  Numbers  for  Approved  Journal 
ming  to  Basic  Boundary  Plans  (1/  Std.  for  Metric  Ball  and 

limiting  Dimensions  for  Seals  and  Seal  Fit  for  Freight  Car 
d.  Tolerance  Definitions  and  Gaging  Practices  for  Ball  and 
Std.  for  Metric  Ball  and  Roller  Bearings  (Except  Tapered 

Shade 

Spec,  for  Bearings,  Ball  and 
Roller  Chain  Steel  Wire 
Truck  Pallet 

metals  (Hs  3)  (1968)  Surface 
Tape  (1970)  Tack 
1  Requirements  for  Duplex  Face  and  Single  Face  Flat  Thread 
Std.  for  Thyristor  Power  Supplies  for  Metal 
for  Screw  Thread  Requirements  for  Bolls,  Screws  and  Studs 
Std.  for  High  Performance  Thread 
Tent.  Meth.  of  Test.  Plywood  in 
Model  Railroad  Curvature  and 
Meth.  for  Hardness  of  Rubber  Covered 
Test  Meth.  for  Hardness  of  Paper 
Std.  Spec,  for  Asphalt 
Std.  Spec,  for  Asphalt 
Std.  Spec,  for  Asphalt  Based,  Aluminum 
Rec.  Pract.  to  Prevent 
Safety  Std.  Test  Meth.  for  Wind  Resistance  of  Prepared 
Wind  Damage  to  Built  Up 
Repair  Procedures  for  Wind  Damaged  Built  Up 
Std.  Meth.  of  Fire  Tests  of 
Manual  on 
Test  Meth.  of  Fire 
Rec.  Pract.  for  Temporary 
Std.  Test  Meth.  for  Structural  Insulating 
Rec.  Pract.  for  How  to  Inspect  a  Gypsum 
c.  Product  and  Application  Spec,  for  Structural  Insulating 
Design  Data  Poured  Gypsum 
ce.  Parapet  and  Promenade  or  Desk  Types,  and  De/  Std.  for 

Rec.  Pract.  for  Venting  Lightweight  Insulating  Concrete 
pplying  Sprinklers,  Water  Spray  and  Foam  Systems,  Yard  and 
lar  Glass,  Urethane  and  Cork  (1970) 

aNSI  al60.l  Safety  Std.  for 

Safety  Std.  for  Gas  Vents  and  Gas  Vent 
and  Coated  Felts,  Prepared  Roofings,  and  Plast/  Spec,  for 

ype  Side  Frame  for  Roller  Bearing  Freight/  Std.  for  Frame 

mooth  Surface  (1970) 
aggregate  Surface  (1970) 
ggregate  Surface  (1970) 
aggregate  Surface  (1970) 

felts.  Coated  Base  Sheet,  Aggregate  Surface  (1970) 

felts.  Aggregate  Surface  (1970) 

mooth  Surface  (1970) 

eet,  Aggregate  Surface  (1970) 

imits  (197/  Std.  for  Aluminum  Sheet  and  Plate;  Commercial 

Std.  for  Aluminum  Sheet  and  Plate;  Commercial 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial 

ess  (1970)  Manual  of 


Rol: 
Rol 
Rol 
Rol 
Rol 
Rol 
Rol 
Rol 
Rol 
Roi: 
Rol 
Roi: 
Rol 
Roi: 
Rol 
Rol 
Rol 
Roi: 
Rol 
Roi: 

Roi: 

Rol 
Rol 
Roll 
Rol 
Rol 

(Rol 
Rol 
Rol 
Rol 
Rol 
Rol 

(Rol 
Rol 
Rol 
Rol 
Rol 
Rol 


ed  (1971)  Spec,  for  Ste 

ed(1971)  Spec,  for  Steel  Sheet 

ed)  (1962) 

ed.  Aluminum  Coated  Type  1  (1969) 
ed,  for  Residential  and  Commercial  Use  (1969) 
ed.  Long  Terne  Coated  (1969)  ANSI  G8.20 
ed.  Pressed,  and  Forged  Steel  Shapes,  Plates,  Bars, 
ed.  Tin  Coated  by  Electrodeposition  (1969) 
er  and  Transmission  Chain  and  Sprockets  (1970) 
er  Bearing  Adapters  for  Freight  Cars  (Railway)  (197 
er  Bearing  Approval  (for  Interchange  Railway  Freigh 
er  Bearing  Boxes  (Railway  Cars)  (1970)  Std. 
er  Bearing  Freight  Car  Applications  (1970)  /Ir  for 

Rec.  Pract.  for  T 


er  Bearing  Units  (1970) 
er  Bearing,  Black  Collar  (Railway)  (1970) 
er  Bearing,  Raised  Wheel  Seat  (Railway)  (1970) 
er  Bearing,  Raised  Wheel  Seat  (1970) 
er  Bearings  Applicable  to  Interchange  Freight  Cars 
er  Bearings  for  Interchange  Freight  Service  (Railwa 
er  Bearings  (Except  Tapered  Roller  Beanngs)  Confer 
er  Bearings  (Railway)  (1970)  /Earance  Outline  and 

er  Bearings  (1971)  ANSI  B3.4,  B3.5  St 
er  Bearings)  Conforming  to  Basic  Boundary  Plans  (19 
er  Chain  Steel  Wire  (Rollers  and  Bushings)  (1962) 
er  Spring  Wire  (1962) 

er.  Rod  End,  Anti  Friction,  Airframe  (1971) 
ers  and  Bushings)  (1962) 
ers  (1964) 

ing  and  Other  Meth.  for  Mechanical  Prestressing  of 
ing  Ball  Adhesion  Test.  Meth.  of  Pressure  Sensitive 
ing  Dies  (1968)  Std.  for  Dimensiona 

ing  Mill  Main  Drives  (1971) 

ing  Process) (1970)  Spec, 
ing  Screws  (1970) 

ing  Shear  (Shear  in  Plane  of  Plies)  (1969) 
ing  Stock  (1970) 
s  (Plastometer  Test)  (1953) 
s (1971) 
Roof  Cement  (1969) 
Roof  Coatings  (1969) 
Roof  Coatings  (1969) 

Roof  Collapse  Caused  by  Snow  Loads  (Construction)  (1971 

Roof  Covering  Materials  (1970) 

Roof  Covering  (1968) 

Roof  Coverings  Over  Steel  Deck  (1971) 

Roof  Coverings  (1970) 

Roof  Coverings  (1970) 

Roof  Coverings  (1970) 

Roof  Deck  Coverings  (1970) 

Roof  Deck  (RI970) 

Roof  Deck  (1967) 

Roof  Deck  (1970)  Re 
Roof  Decks  (1970) 

Roof  Drains  Including  General  Purpose,  Gutter  and  Corni 
Roof  Fills  (1970) 

Roof  Hydrants,  Monitor,  Standpipes)  (1970)  /  Piping  Su 

Roof  Insulation;  Fiberboard,  Perlite,  Fibrous  and  Cellu 
Roof  Jacks  for  Mobile  Homes  and  Travel  Trailers  (1970) 
Roof  Jacks  (1971)  ANSI  A131.2 

Roof  Membranes;  Aggregates,  Saturated  Felts,  Saturated 
Roof  Repair  for  4  1/4  X  8  Thru  7X12  Narrow  Pedestal  T 
Roof  Spec.  Plate  for  Base  Flashing  (1970) 
Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated  Felt,  S 
Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wt  Felt, 
Root  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt,  A 
Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Felts, 
Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15 
Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch:  No.  15 
Roof  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate,  S 
Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sh 
Roofing  and  Siding;  Finishes,  Mechanical  and  Property  L 
Roofing  and  Siding;  Parallelness  of  Corrugations  (1970) 
Roofing  and  Siding;  Thickness  and  Tolerances  (1970) 
Roofing  Practice;  Corps  of  Engineers  Test  for  Deck  Dryn 


SAE 

SAE 

SWA 

ASTM 

SWI 

ASTM 

ASTM 

ASTM 

API 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AFBMA 

AAR 

AFBMA 

AFBMA 

SWA 

SWA 

NSA 

SWA 

ITA 

SAE 

PSTC 

IFI 

NEMA 

SAE 

IFI 

ASTM 

NMRA 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

FMS 

UL 

FMS 

FMS 

ASTM 

NFPA 

NFPA 

NRCA 

ASTM 

GA 

AIMA 

GA 

ANSI 

NRCA 

FI 

NRCA 

UL 

UL 

NRCA 

AAR 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

AA 

AA 

AA 

NRCA 


AMS5517E 

AMS5516G 

•126 

A463 

J.I 

A308 
AI23 
A599 
MF 

MSRP-M-924 

MSRP-D-58 

MSRP-L-28 

MSRP-D-22E 

MSRP-D-62A 

MSRP-D-10 

MSRP-D-11 

MSRP-D-81 

MSRP-D-53 

MSRP-D-55 

20 

MSRP-D-58B 
4 

20  ^ 

*131 

•136 

661 

•131 

9E1 

J81I 

6 

109 
PVl 

AS3062 
112 

D2718 

RPll 

T640 

UM-402 

D2822 

D2823 

D2824 

1-54 

997 

10-37 

LPDI-48 

E108 

203  M 

256 

•2-A4 

D2164 

•18 

1 

•18.1 

AI12.21.2 

•2-A2 

24 

•2-III 
311 
441 
•2-IV 

MSRP-D-22E 

•2-V14 

•2-V6 

•2-V5 

•2-V2 

•2-Vl 

•2-V3 

•2-V4 

•2-VlO 

•2V7.A 

•287.21 

•287.31 

•287.28 

•2-A 
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Manual  of 

Guide  Spec,  for  Built  Up  Biluminous 
Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  for 

Structural  Deck 
Structural  Deck 
Structural  Deck 
Structural  Deck 
Structural  Deck 
Non  Structural  Deck 
Structural  Deck 
Std.  Meth.  of  Testing  Asphalt  Roll 
tes.  Saturated  Felts,  Saturated  and  Coated  Felts,  Prepared 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Corrugated 
Meth.  of  Ceiling  Magazines  Where  Bullet  Proofing  of 
Tent.  Rec.  Pract.  for  Sampling  and  Analysis  of  Built  Up 
for  Asphalt  Base  Sheet  for  Use  in  Construction  of  Built  Up 

Marine  Diesel  Engine  Machinery  and  Engine 
Watertube  and  Cast  Iron  Types);  Controls,  Accessories  and 
Std.  for  Sound  Rating  of 
0)  Rec.  Pract.  for  Color  and  Luminance  of  Review 

Drying,  Curing,  and  Film  Formation  of  Organic  Coatings  at 
Std.  Meth.  of  Compression  Test,  of  Metallic  Materials  at 
or  Leaks  in  the  Filters  Associated  with  Laminar  Flow  Clean 
.  for  Sampling  Airborne  Particulate  Contamination  in  Clean 
Marine  Diesel  Engine  Control 
35mm  Subjective  Picture  Test  Film  for  Theaters  and  Review 
ds  for  Construction,  Location  and  Fire  Protection  of  Clean 
(Wetted)  Surfaces  for  Use  Around  Swimming  Pools  and  Locker 
std.  for  End  Preparation  for  Manual  Inert  Gas  Tungsten  Arc 

Std.  Spec,  for  Wire 
Rec.  Pract.  on  Application,  Care,  and  Use  of  Wire 
ed  Members,  for  Electrical  Conductors  (19/  Std.  Spec,  for 

tranded  Members,  for  Electrical  Conductor/  Std.  Spec,  for 

Std.  Test  Meth.  for  Wire 
Std.  Spec,  for  Zinc  Coated  Steel  Structural  Wire 

Std.  for  Oil 
Safety  Std.  for 
Std.  Test  Meth.  for 
Std.  Spec,  for 
Std.  for 
Std.  Test  Meth.  for 
Std.  Meth.  of  Testing 
Tent.  Std.  for  Analysis  of 
Std.  Meth.  of  Test  for  Toluene  Insoluble  Solid  Matter  in 
Std.  Test  Meth.  for  Ash  in 
Std.  Test  Meth.  for  Iron  in 
Std.  Test  Meth.  for  Unsaponifiable  Matter  in 
Std.  Meth.  of  Test  for  Volatile  Oil  in 
Std.  Meth.  of  Test  for  Saponification  Number  of 
Std.  Meth.  of  Test  for  Acid  Number  of 
Std.  for  Analysis  of 
Std.  Meth.  of  Sampling  and  Grading 
Std.  Test  Meth.  for  Fatty  Acids  Content  of  Tall  Oil 
extiles  (1971)  Test  Meth.  for  Mildew  and 

ons  and  Safety  Pract.  for  Indicating  Variable  Area  Meters 
Procedure  for  Selecting 
Spec,  for 
Std.  Meth.  of  Wear  Test. 

Steel 
Std.  for 

opper  in  Insulating  Oils  Spectrochemically  by  the  Solution 
.  for  Measurement  of  Viscosity  of  Adhesives  by  a  Low  Shear 
Std.  for  Vehicle  Mounted  Elevating  and 
nt  Compressors,  Vacuum  Pumps  and  Blowers  Reciprocating  and 
Spec,  for  Residential  Steel  Windows  (Casement, 
asonic  Test,  and  Inspection  of  Turbine  and  Generator  Steel 
th.  of  Test  for  Heat  Stability  of  Steam  Turbine  Shafts  and 

Std.  for  Finished  and 
Std.  Spec,  for  Bronze  Castings  in  the 
Std.  Sizes  for 
Std.  Spec,  for  Compact 
ors  (1971)  Std.  Spec,  for  Compact 

Hose  Wire  (Low  Carbon)  Half 
Std.  for 

est  Meth.  for  Relative  Thermal  Endurance  of  Film  Insulated 

Std.  Spec,  for 
Std.  Spec,  for 

Tent.  Test  Meth.  for  Establishing  Design  Stresses  for 
Std.  for  Preferred  Diameters  for 
Alloy  Wire, 
Rec.  Std.  for  Pile  Wire 
Rec.  Std.  for  Hose  (Rubber  or  Synthetic)  Wire 
ing  Tools  (1969)  Std.  Indexable,  Throw  Away, 

rmed  Welded  and  Seamless  Carbon  Steel  Structural  Tubing  in 


Roofing  Practice;  Guidelines  and  Std.  (1970) 
Roofing  (1971) 

Roofing  (1971)  Std.  Spec,  for  Steel 

(Roofing);  Gypsum  Concrete  (1970) 
(Roofing);  Insulating  Concrete  and  Fills  (1970) 
(Roofing);  Precast,  Prestressed  Concrete  (1970) 
(Roofing);  Reinforced  Concrete  (1970) 
(Roofing);  Steel  (1970) 

(Roofing);  Thermo  Setting  Insulating  Fill  (1970) 
(Roofing);  Wood  (1970) 

Roofing.  Cap  Sheets,  and  Shingles  (1969)  ANSI  A109.30 
Roofings,  and  Plastic  Roll  Materials  (1970)  /;  Aggrega 

Roofing;  Designed  Dimensions  and  Weights  (1970) 
Roofs  is  Not  Required  (1968) 
Roofs  (1969) 

Roofs  (1969)  Tent.  Spec. 

Room  Air  Conditioner  Sound  Rating  Std.  (1971) 

Room  Arrangements  (Std.  Pract.)  (1971) 

Room  Facilities;  Automatic  Fuel  Burning  Equipment;  Wate 

Room  Fan  Coil  Air  Conditioners  (1970) 

Room  Screens  Used  for  16mm  Color  Television  Prints  (197 

Room  Temperature  (1969)  Std.  Test  Meth.  for 

Room  Temperature  (1970) 

Rooms  and  Clean  Work  Stations  by  Use  of  a  Condensation 
Rooms  for  Handling  Aerospace  Fluids  (1969)  ANSI  Zl  1.268 
Rooms  (Std.  Pract.)  (1971) 

Rooms  (1968)  Rec.  Pract.  Spec,  for 

Rooms  (1971)  Safeguar 
Rooms  (1971)  /.  for  Resilient  Artificial  Recreational 

Root  Pass  Welding  (1969) 

Rope  and  Fittings  for  Highway  Guardrail  (1967) 
Rope  for  Oil  Field  Service  (1968) 

Rope  Lay  Stranded  Copper  Conductors  Having  Bunch  Strand 

Rope  Lay  Stranded  Copper  Conductors  Having  Concentric  S 

Rope  Wire  (Galvanized  or  Aluminized)  (19''0) 

Rope  (Guardrail)  (1967) 

Rope  (1970) 

Rosemary  (1971) 

Rosettes  (1969)  ANSI  C33.20 

Rosin  Acids  in  Fatty  Acids  (1970) 

Rosin  Flux  Core  Solder  (1971) 

Rosin  in  Paper  and  Paperboard  (1961) 

Rosin  in  Paper  and  Paperboard  (1967) 

Rosin  Oils  (R1969) 

Rosin  Size  (1953) 

Rosin  (Chiefly  Sand,  Chips,  Dirt,  and  Bark)  (R1970)  ANS 

Rosin  (R1969) 

Rosin  (R1969) 

Rosin  (R1969) 

Rosin  (R1969) 

Rosin  (R1970) 

Rosin  (R1970) 

Rosin  (1955) 

Rosin  (1970) 

Rosins  (R1969) 

Rot  Resistance  of  Textiles:  Fungicides,  Evaluation  on  T 
(Rotameters)  (Glass,  Metal,  Extension  Type  Glass  Tubes) 
Rotary  Drilling  Equipment  (1965) 
Rotary  Drilling  Equipment  (1971) 
Rotary  Operators  for  Windows  (1970) 
Rotary  Slitting  Knives  and  Steel  Spacing  Collars  (1969) 
Rotary  Table  Surface  Grinding  Machines  (1971) 
Rotating  Disk  Method  (1970)  Std.  Test  Meth.  for  C 

Rotating  Spindle  Apparatus  (1968)  Meth 
Rotating  Work  Platforms  (1969) 

Rotating  (1970)  Positive  Displaceme 

Roto  and  Simplex  Types,  Ranch,  Basement,  Utility)  (1969 

Rotor  Forgings  (R1969)  ANSI  G55.5  Std.  Meth.  of  Ultr 

Rotor  Forgings  (1969)  ANSI  G55.16  Std.  Me 

Rough  Brass  Plumbing  Fixture  Fittings  (1971) 

Rough  for  Locomotive  Wearing  Parts  (1970)  ANSI  H28.1 

Rough  Sawn  Southern  Pine  Siding  (1970) 

Round  Concentric  Lay  Stranded  Copper  Conductors  (1969) 

Round  Concentric  Lay  Stranded  Ec  Grade  Aluminum  Conduct 

Round  Half  Oval  Crescent  (1962) 

Round  Head.  Plow  and  Track  Bolts  (1970) 

Round  Magnet  Wire  (1968)  ANSI  C59.93  Std.  T 

Round  Solid  Ec  Grade  Aluminum  Conductor  (1971) 

Round  Timber  Piles  (1970) 

Round  Timber  Piles  (1970) 

Round  Wire  0.500  In.  and  Under  (1969) 

Round  35pd-30ag-14cu-10au-10pt-0.8zn  (1970) 
(Round)  (1970) 
(Round,  High  Carbon)  (1970) 

(Round,  Triangular,  Square  and  Diamond)  Inserts  for  Cutt 
Rounds  and  Shapes  (1971)  ANSI  G24.21  /Pec.  for  Cold  Fo 


NRCA 

CSI 

ASTM 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

ASTM 

NRCA 

AA 

IME 

ASTM 

ASTM 

AHAM 

DEMA 

ASME 

ARI 

SMPTE 

ASTM 

ASTM 

ASTM 

ASTM 

DEMA 

SMPTE 

FMS 

NSF 

PFI 

AASHO 

API 

ASTM 

ASTM 

SWA 

AASHO 

ASTM 

EOA 

UL 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

ASTM 

AATCC 

ISA 

API 

API 

ASTM 

ANSI 

ANSI 

ASTM 

TAPPI 

ANSI 

ASME 

SWI 

ASTM 

ASTM 

ANSI 

ASTM 

SFPA 

ASTM 

ASTM 

SWA 

IFI 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

SAE 

SWA 

SWA 

ANSI 

ASTM 


•2 

07510 

A361 

•2-II3 

*2-I17 

*2-I5 

♦2-121 

*2-I 

•2-123 

*2-II0 

D228 

*2-IV 

*287.23 

1.3 

D2829T 

D2626 

RAC-2SR 

MD69 

BPVCVI 

443 

RP41 

D1640 

E9 

F91 

F318 

MDlOl 

RP33 

LPDI-56 

39 

ES21 

M30 

9B 

B172 

B173 

*76 

T39 

A603 

287 

351 

D1240 

B284 

T408 

D549 

D1131 

T628 

D269 

D1063 

D1064 

D1065 

D889 

D464 

D465 

T62I 

D509 

D1585 

30 

RP16.1-3 
BULDIO 
7 

E405 

B94.3I 

B5.44 

D2675 

T666 

A92.2 

PTC9 

G.l 

A418 

A472 

A112.18.1 

B66 

TB4 

B496 

B400 

•119 

SEC. 

D2307 

B544 

D25 

D2899 

B32.2 

AMS7735 

•65 

•50 

B94.25 
A500 
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Accrediting  Sid.  for  Diaper  Plant  Route  Salesmen  (1971)  DSAC  '5 

1971)  Rec.  Routine  Operation  Rules  for  the  Care  of  Power  Boilers  ASME  BPVCVIICl 

Simplified  Procedures  for  Routine  Performance  Tests  of  Steam  Turbines  (1970)  ASME  PTC6S 

for  Acetone  Extraction  and  Ignition  of  Strands,  Yarns,  and  Roving  for  Reinforced  Plastics  (196X)  /Td.  Test  Meth.  ASTM  D2587 

Glass  Rovmg,  Epoxy  Resin  Impregnated  Type"S"  glass  (1970)  SAE  AMS3832 

9)  Std.  Test  Meth.  for  Abrasion  Resistance  of  Rubber  and  Elastomeric  Materials  by  the  Pico  Meth.  (196  ASTM  D2228 

Rubber  and  Plastic  Roll  Covering  Handbook  (1971)  RMA  '3 

Std.  Test  Meth.  for  Indentation  Hardness  of  Rubber  and  Plastics  by  Means  of  a  Durometer  ( 1968)  ASTM  D2240 

St  Meth.  for  Evaluating  Low  Temperature  Characteristics  of  Rubber  and  Rubber  Like  Materials  by  a  Temperature  Retra  ASTM  D1329 

Std.  Definitions  of  Terms  for  Rubber  and  Rubber  Like  Materials  ( 1971 )  ASTM  D1566 

oven  Goods  Solid  for  Coaling,  Including  But  Not  Limited  to  Rubber  and  Vinyl  (1969)  Spec,  for  W  ATM!  P.I 

lural  Aluminum  (1969)  Spec,  for  Oil  Extended  Cured  Rubber  Back  Bedding  Glazing  Tapes  for  Use  with  Archilec  AAMA  807.1 

Determination  of  Latex  Foam  Rubber  Content  in  Rubber  Bonded  Animal  Hair  Pads  (1968)  ABFLO  D-2 

Actuating  Cylinders  (1971)  Spec  and  Test  Meth.  for  Rubber  Boots  for  Use  on  Drum  Type  Wheel  Hydraulic  Brake        SAE  J65A 

ulation  (1968)  Std.  Meth.  of  Test.  Fully  Cured  Silicone  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electrical  Ins  ASTM  D1458 

ulation  (1968)  ANSI  C59.89  Spec,  for  Fully  Cured  Silicon  Rubber  Coated  Glass  Fabnc  and  Tapes  for  Electrical  Ins  ASTM  D1931 

eth.  for  Staining  of  Poly  (Vinyl  Chloride)  Compositions  by  Rubber  Compounding  Ingredients  (1968)  Std.  Test  M  ASTM  D2151 

.  Test  Meth.  for  Weather  Resistance  Exposure  of  Automotive  Rubber  Compounds  (1968)  Std  ASTM  D1171 

td.  Test  Meth.  for  Degree  of  Dispersion  of  Carbon  Black  in  Rubber  Compounds  ( 1 969)  ASTM  D2663 

Determination  of  Latex  Foam  Rubber  Content  in  Rubber  Bonded  Animal  Hair  Pads  (1968)  ABFLO  D-2 

Meth.  for  Hardness  of  Rubber  Covered  Rolls  (Plastometer  Test)  (1953)  TAPPI  T640 

Safety  Std.  for  Thermoplastic  and  Rubber  Electrical  Insulating  Tapes  ( 1971 )  ANSI  C33. 21  UL  510 

orption  /  Std.  Meth.  of  Test  for  Characteristic  Groups  in  Rubber  Extender  and  Processing  Oils  by  the  Clay  Gel  Abs  ASTM  D2007 

n  Meth.  /  Std.  Meth.  of  Test  for  Characteristic  Groups  in  Rubber  Extender  and  Processing  Oils  by  the  Precipitatio  ASTM  D2006 

Removal  of  Rubber  From  Textile  Fibers  (1968)  ABFLO  D-22 

Handbook  for  Sheet  Rubber  Gasket  and  Packing  Materials  (1968)  RMA  *1 

std.  Spec,  for  Nonreinforced  Concrete  Irrigation  Pipe  with  Rubber  Gasket  Joints  (1970)  ASTM  C505 

70)  Std.  Spec,  for  Rubber  Gaskets  for  Cast  Iron  Soil  Pipe  and  Fittings  (19  ASTM  C564 

nd  Fittings  (1968)  Std  for  Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron  Soil  Pipe  A  CISPI  HSN-68T 

joints  for  Circular  Concrete  Sewer  and  Culvert  Pipe,  Using  Rubber  Gaskets  (1970)  Std.  Spec,  for  ASTM  C443 

n  Set  Fpm  Type  70  -  /  Spec,  for  Rings,  Sealing,  Synthetic  Rubber  High  Temperature  Fluid  Resistant,  Low  Compressio  SAE  AMS7280 

es.  Application,  Fittings,  Storage,  Care  Maintenance  Std/  Rubber  Hose  Handbook  (Materials,  Construction,  Toleranc  RMA  *5 

ane  Fo/  Quantitative  Determination  of  Shredded  Latex  Foam  Rubber  in  Mixtures  of  Shredded  Latex  Foam  and  Polyureth  ABFLO  C-6 

Safety  Std.  for  Rubber  Insulated  Wires  and  Cables  (1969)  ANSI  C33.6  UL  44 

Std.  Spec,  for  Rubber  Insulating  Blankets  (1970)  ANSI  J6.4  ASTM  D1048 

Std.  Spec,  for  Ozone  Resisting  Butyl  Rubber  Insulation  for  Wire  and  Cable  ( 1970)  ANSI  C8.37  ASTM  D1352 

Std.  Spec,  for  Ozone  Resistant  Ethylene  Propylene  Rubber  Insulation  (1970)  ASTM  D2802 

Std.  Sizes  for  Plastic  and  Rubber  Laboratory  Tubing  (1968)  SAMA  LA3 

trated.  Ammonia  Preserved,  Creamed  and  Centrifuged  Natural  Rubber  Latex  (1971)  Std.  Spec,  for  Concen  ASTM  D1076 

Std.  Meth.  of  Testing  Synthetic  Rubber  Latices  (Styrene  Butadiene  Copolymers)  (1969)  ASTM  D14I7 

Rec.  Pract.  for  Nomenclature  for  Rubbers  and  Rubber  Latices  ( 1971 )  ASTM  D1418 

Spec,  for  Dense  Rubber  Like  Compression  Gasket  Materials  (1970)  NAAMMSG-1 

r  Evaluating  Low  Temperature  Characteristics  of  Rubber  and  Rubber  Like  Materials  by  a  Temperature  Retraction  Proce  ASTM  D1329 

Std.  Definitions  of  Terms  for  Rubber  and  Rubber  Like  Materials  (1971 )  ASTM  D1566 

Safety  Std.  for  Couphngs  for  Rubber  Lined  Fire  Hose  (1970)  UL  236 

Safety  Std.  for  Woven  Jacketed  Rubber  Lined  Fire  Hose  (1971)  UL  19 

65)  Rubber  Microhardness  Measurement  on  Shaft  Oil  Seals  (19  RMA  *6 

Std.  Meth.  for  Test.  Rubber  0-Rings  (1968)  ASTM  D14I4 

Std.  Meth.  of  Test.  Battery  Containers  Made  From  Hard  Rubber  or  Equivalent  Materials  (R1970)  ASTM  D639 

Rec.  Std.  for  Hose  (Rubber  or  Synthetic)  Wire  (Round,  High  Carbon)  (1970)  SWA  '50 

gs  (1969)  Tent.  Spec,  for  Styrene  Rubber  Plastic  Drain  and  Building  Sewer  Pipe  and  Fittin  ASTM  D2852 

Std.  for  Dimensional  Tolerances  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  RMA  *8.44 

Std.  for  Finish  and  Surface  Condition  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  (1970)  RMA  *8.48 

Std.  for  Packaging  of  Cellular  Rubber  Products  (Sponge  and  Expanded)  ( 1970)  RMA  *8.50 

Rec.  Pract.  for  Sponge  and  Expanded  Cellular  Rubber  Products  (1968)  SAE  J18A 

Std.  for  Tolerances  of  Molded  Solid  Rubber  Products  (1970)  RMA  '8.10 

Std.  for  Finish  and  Appearance  of  Molded  Solid  Rubber  Products  (1970)  RMA  '8.17 

Std.  for  Flash  of  Molded  Solid  Rubber  Products  (1970)  RMA  '8.18 

Std.  for  Rubber  to  Metal  Adhesions  of  Molded  Solid  Rubber  Products  (1970)  RMA  '8.20 

Std.  for  Cross  Sectional  Tolerances  of  Extruded  Solid  Rubber  Products  (1970)  RMA  '8.29 

Std.  for  Extruded  Finish  and  Appearance  of  Extruded  Solid  Rubber  Products  (1970)  RMA  ♦8.31A 

td.  for  Formed  Tubing  for  Special  Shapes  of  Extruded  Solid  Rubber  Products  (1970)  RMA  •8.31B 

Std.  for  Ground  Surface  Tolerances  of  Extruded  Solid  Rubber  Products  (1970)  RMA  •8.36A 

Std.  for  Tolerances  for  Mandrel  Cured  Extruded  Solid  Rubber  Products  (1970)  RMA  '8.368 

Std.  for  Packaging  of  Extruded  Rubber  Products  (1970)  RMA  '8.38B 

.  for  Length  Tolerances  tor  Solid  Lathe  Cut  Extruded  Solid  Rubber  Products  (1970)  Std  RMA  '8.35 

.  for  Total  Indicator  Reading  Tolerances  of  Extruded  Solid  Rubber  Products  (1970)  Std  RMA  '8.37 

sary  of  Terms  for  Molded,  Extruded,  Lathe  Cut  and  Cellular  Rubber  Products  (1970)  Glos  RMA  '8.59 

nd  Dynamic  Load  Deflection  Characteristics  of  Molded  Solid  Rubber  Products  (1970)  Std.  for  Static  A  RMA  '8.22 

.  for  Molded,  Extruded,  Lathe  Cut,  and  Sponge  and  Expanded  Rubber  Products  (1970)  Quality  Conformance  Std  RMA  *8.52 

Std.  Classification  System  for  Carbon  Blacks  Used  in  Rubber  Products  (1971)  ASTM  D1765 

Std.  Meth.  of  Chemical  Analysis  of  Rubber  Products  (1971)  ASTM  D297 

.  of  Compound  and  Sample  Preparation  for  Physical  Test,  of  Rubber  Products  (1971)  ANSI  Jl.l  Std.  Meth  ASTM  D15 

Std.  for  Splices  for  Solid  Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  RMA  '8.34 

angle  Cut  Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  Std.  for  RMA  '8.33 

ut  Length  Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber  Products)  (1970)  Std.  for  C  RMA  '8.32 

es  Polyacrylates  and  Other  Post  Cured  Materials  (Extruded  Rubber  Products)  (1970)  Std.  for  Silicon  RMA  'S.SSA 

Std.  for  Rubber  Seated  Butterfly  Valves  (1970)  AWWA  C504 

resistant  60-80  (1965)  Silicone  Rubber  Sheet,  Glass  Fabric  Reinforced  Heat  and  Weather  SAE  AMS3320D 

Std.  Meth.  of  Test.  Bondable  Silicon  Rubber  Tapes  Used  for  Electrical  Insulation  (1968)  ASTM  D2148 

urn  Performance  Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Front  End  Loaders  and  Dozers  (1971)  /Nim  SAE  J237 

ct.  for  Minimum  Performance  Criteria  for  Brake  Systems  for  Rubber  Tired,  Self  Propelled  Graders  (1971)  Rec.  Pra  SAE  J236 

erformance  Criteria  for  Roll  Over  Protective  Structure  for  Rubber  Tired,  Self  Propelled  Scrapers  (1969)  /Inimum  P  SAE  J320A 

urn  Performance  Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Self  Propelled  Scrapers  (1971)  /or  Minim  SAE  J319B 

unlerbalanced  Rider  Fork  Trucks  with  Std.  or  Cushion  Solid  Rubber  Tires  (1970)  /.  Pract.  for  Axle  Loadings  for  Co  ITA  llBl 

ts  (1970)  Std.  for  Rubber  to  Metal  Adhesions  of  Molded  Solid  Rubber  Produc  RMA  '8.20 
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Std.  Test  Melh.  for  Adhesion  of  Vulcanized 
Std.  Meth.  of  Test  for  Tear  Resistance  of  Vulcanized 
a  Light  Source  Used  for  Accelerating  the  Deterioration  of 
Qualitative  Identification  of  Latex  Foam 
ons  for  Qualitative  Determination  of  Defects  in  Latex  Foam 
Std.  Meth,  for  Chemical  Analysis  of  Natural 
Std.  Spec,  for  Limits  on  Impurities  in  Natural 
Std.  Meth.  for  Compression  Set  of  Vulcanized 
.  for  Compression  Deflection  Characteristics  of  Vulcanized 
Rec.  for  Storage  of  Baled  Crude 
Hose 

Preformed,  Straight  Thread  Tube  Fitting  Boss.  Mil-R-25897 
Packing,  Preformed.  Mil-R-25897 
Packing,  Preformed.  Mil-R-25897 
Preformed,  Straight  Thread  Tube  Fitting  Boss,  Mil-R-25897 
Std.  Spec,  and  Meth.  of  Test  for 
horse  Hair  (19/  Quantitative  Determination  of  Hog  Hair  in 

Rec.  Pract.  for  Nomenclature  for 
Std.  Spec,  for  Latex  Foam 
Std.  on  Incinerators  and 


Std.  Meth.  of  Calibrating 
Terms  and  Definiti 


Std.  Melh 


Packing, 


Packing, 


4.217 


ting  Boilers  (Firetube,  Watertube  and  Cast  / 

d  Beautician  Schools  (1960) 

ce  on  Rivers  and  Intracoastal  Waterways  (1971) 


Carpet 
Carpet 
Carpet 
Tape 
General  Rec. 
General 


971) 

ngs.  Pellets  and  Flakes  (1971) 
Blowoff  Equipment  (1968) 


Grading  and  Packing 
Trading 
Trading 
Trading 
Trading 
Trading 
Rec 
Rec 

nt  Systems  (Including  Hydrostatic  Tests)  (Boiler  and  Pre/ 

Rec. 

s(1971)  Code  of  Alternative 

Grading 

pressure  Vessels  (1971)  Code  of  Alternative 

of  Pressure  Vessels  (1971)  Code  of  Alternative 

nces(1971)  Rec. 
aries(1971)  Rec. 

Code  of  Alternative 


Vessels  by  Riveting  and  Welding  (1962) 
(1970) 


Rec. 
Std.  Grading 


ial.  Design,  and  Fabrication  Requirements;  Relief  Devices; 

Rec.  Routine  Operation 


boiler  and  Pressure  Vessel  Code)  (1971) 
d  Cypress  Lumber  (1971) 
lures  (1971) 
ed) (1972) 
d) (1972) 


(1971) 

mlock.  Western  Red  Cedar,  White  Fir  and  Sit/ 


Rec. 

Rec 
Trading 
Trading 
Trading 
Trading 
Rec.  Pract. 
Std.  Grading 
Std.  Grading 
and  Billing  for  Same  (Railway)  (1971) 

ncluding  Selection,  Purchase,  Preparation,  Maintenance  and 
Oilseed  Products  Trading 
Tape  Rule  Steel  Wire  (for  Push  Pull  Measuring 
Flooring  Grading 
Worth  Street 

Rec.  Measurement  Meth  for  Phonograph 
ional  Characteristics  of  Sintered  Metal  Friction  Materials 
Std.  Spec,  for  Light  Gage  Steel  Studs, 
Rec.  Pract.  for 
Rec.  Pract.  for  Sailboat 
Std.  Meth.  of  Test  for  Modulus  of 
Std.  Meth.  of  Test  for  Modulus  of 
Std.  Meth.  of  Test  for  Modulus  of 
Std.  Meth.  of  Test  for  Modulus  of 
Std.  Modulus  of 
Std.  Test  Meth.  for  Environmental  Stress 
Std.  Test  Meth.  for  Transverse 
Std.  Test  Meth.  for  Short  Time 
Std.  Meth.  of  Test  for  Transverse 
Std.  Test  Meth.  of  Test  for  Transverse 
Rec.  Pract.  for  Conducting  Creep  and  Time  for 
tions  of  Rapi/  Rec.  Pract.  for  Conducting  Creep  and  Creep 

Std.  Meth.  of  Flexure  Testing  of  Slate  (Modulus  of 


lie  Load  (1969) 
(1969) 

1970)  ANSI  H9.21 
70) 


Rubber  to  Wire  Cord  (1968) 
Rubber  (R1970) 
Rubber  (R1970) 
Rubber  (1968) 
Rubber  (1968) 
Rubber  (1968a) 
Rubber  (1969) 
Rubber  (1969) 
Rubber  (1969) 
Rubber  (1971) 

(Rubber)  Wire  Low  and  Medium  Carbon  (1970) 
Rubber,  75  Shore  0-Ring  (1970) 
Rubber,  75  Shore,  0-Ring  (1970) 
Rubber,  90  Shore,  O-Ring  (1970) 
Rubber,  90  Shore,  0-Ring  (1970) 
Rubberized  Curled  Hair  (1967) 
Rubberized  Mixtures  of  Hog  and  Cattle  Hair,  or  Hog  and 
Rubbers  and  Rubber  Latices  (1971) 
Rubbers  (1969)  SAE  J17 
Rubbish  Handling  Chutes  (1971) 

(Rug)  Soiling,  Accelerated  Soiling  Method  (1970)  ANSI  LI 
(Rug)  Soiling,  Service  Soiling  Method  (1970)  ANSI  LI4.21 
(Rug)  Soiling,  Visual  Ratmg  Method  (1970)  ANSI  L14.315 
Rule  Steel  Wire  (for  Push  Pull  Measuring  Rules)  (1962) 
Rules  and  Description  for  the  Care  and  Operation  of  Hea 
Rules  and  Formula  for  Fibre  Cans  (1970) 
Rules  and  Regulations  for  the  Conduct  of  Std.  Barber  An 
Rules  for  Building  and  Classing  Steel  Vessels  for  Servi 
Rules  for  Building  and  Classing  Steel  Vessels  (1971) 
Rules  for  Certi  Split  Handsplit  Red  Cedar  Shakes  (1970) 
Rules  for  Cotton  Linters  (1971) 
Rules  for  Cottonseed  Hulls  (1971) 

Rules  for  Cottonseed  Oil,  Soapstock  and  Tank  Bottoms  (1 
Rules  for  Cottonseed  Products  (1971) 
Rules  for  Cottonseed  Slab  and  Sized  Cake,  Meal,  Screeni 
Rules  for  Design  Construction  and  Arrangement  of  Boiler 
Rules  for  Design  of  Installation  of  Power  Boilers  (1971 
Rules  for  Inservice  Inspection  of  Nuclear  Reactor  Coola 
Rules  for  Inspection  and  Care  of  Power  Boilers  (1971) 
Rules  for  Inspection  and  Radiography  of  Pressure  Vessel 
Rules  for  Laminated  Decking  (Offset  Type)  (1963) 
Rules  for  Marking  and  Stamping,  Reports  and  Records  of 
Rules  for  Material,  Design  and  Fabrication  Requirements 
Rules  for  Operating  and  Maintaining  Power  Boiler  Applia 
Rules  for  Operating  and  Maintaining  Power  Boiler  Auxili 
Rules  for  Pressure  Relief  Devices  of  Vessels  (1971) 
Rules  for  Rating  Existing  Concrete  Bridges  (1970) 
Rules  for  Repairs  of  Power  Boilers  and  Unfired  Pressure 
Rules  for  Southern  Pine  Lumber  (1970) 
Rules  for  Storing,  Transporting  and  Shipping  Explosives 
Rules  for  Test,  Inspection,  Marking,  Stamping  and  Repor 
Rules  for  the  Care  of  Power  Boilers  (1971) 
Rules  for  the  Control  of  Internal  Chemical  Conditions 
Rules  for  the  Measurement  and  Inspection  of  Hardwood  An 
Rules  for  the  Prevention  of  Direct  Causes  of  Boiler  Fai 
Rules  for  the  Purchase  and  Sale  of  Linseed  Meal  (Flaxse 
Rules  for  the  Purchase  and  Sale  of  Linseed  Oil  (Flaxsee 
Rules  for  the  Purchase  and  Sale  of  Soybean  Meal  (1970) 
Rules  for  the  Purchase  and  Sale  of  Soybean  Oil  (1970) 
Rules  for  the  Use  of  the  International  System  of  Units 
Rules  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  He 
Rules  for  Western  Lumber  (1970) 

Rules  Governing  Inspection  and  Repairs  of  Foreign  Cars 
Rules  of  the  Road  (1970)  /  Std.  for  Regular  Bicycles  I 

Rules  (1971) 
Rules)  (1962) 

Rules,  Oak,  Pecan.  Beech,  Birch,  Hard  Maple  (1968) 
Rules;  for  the  Textile  Industry  (1964) 
Rumble  (1971) 

Run  in  Lubricants  (1970)  ANSI  H9.31  /of  Test  for  Frict 

Runners,  and  Rigid  Furring  Channels  (1970) 
Running  Lights  on  Boats  (1967) 
Running  Lights  (1967) 

Rupture  of  Air  Setting  Plastic  Refractories  (1970) 
Rupture  of  Castable  Refractories  (1970) 
Rupture  of  Natural  Building  Stone  (1970) 
Rupture  of  Petroleum  Wax  (1970)  TAPPI  T655  Sm 
Rupture  of  Petroleum  Waxes  (1970) 

Rupture  of  Type  Three  Polyethylenes  Under  Constant  Tens 
Rupture  Strength  of  Cemented  Carbides  (1970)  ANSI  H9.23 
Rupture  Strength  of  Plastic  Pipe,  Tubing,  and  Fittings 
Rupture  Strength  of  Sintered  Metal  Friction  Materials 
Rupture  Strength  of  Sintered  Metal  Powder  Specimens  (19 
Rupture  Tension  Tests  of  Materials  (1969) 
Rupture  Tension  Tests  of  Metallic  Materials  Under  Condi 
Rupture,  Modulus  of  Elasticity)  (1970) 
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ers  (1969)  Single  Phase 

Uniform  Terminology  for 
cabinet  (1970)  Sid.  Melh.  of  Test  for 

Sid.  Melh.  of  Evaluating  Deg.  of 
Melh.  for  Welling  Shipping 
Melh.  for  Coefficient  of  Sialic  Friction  of  Shipping 
or  Regular  Bicycles  Including  Wheel  Assembly,  Chainguards, 
Sid.  for  Standardization  of 
rdous  Housing  Areas)  (1965/  Rec.  Pract.  for  Intrinsically 

pment  (Anfo)  and  Related  Facilities  (Bulk  /  Rec.  Sid.  for 

n  Engine  Control  Sysle/  Rec.  Pract.  and  Sid.  Covering  the 

dous  Locations  (1971)  Safety  Sid.  for  Intrinsically 

Sid.  for 

Properties  and  Essential  Information  for 


Hydrogen  Chloride,  Anhydrous  (1970) 
nd  Aqueous)  (1970) 


70) 


Sid.  for 

Std.  for 
Std.  for 
Rec.  for 


Rec.  for  the 
Rec.  Pract.  for 

1970)  Melh.  for 

Auxiliary  Machinery  (Boats)  (1970) 

xiliary  Machinery  (Boats)  /  Rec.  Pract.  and  Std;  Covering 

Healers  (1971)  Code  for 

Rec.  Criteria  for  the 

estone  Lintels  (1967) 

Rec.  Pract.  for  Planning  and 
Gel  or  Slurry  Explosives  or  Blasting  Agen/  Rec.  Std.  for 

Rec.  Std.  for  the 

Std.  to  Assure  Good  Visibility  From  the  Helm  Position  for 
Pressure  Altimeter  System  Minimum 
Rec.  Pract.  and  Standards  Covering 
Rec. 
Rec. 
Rec. 
Rec. 

Manual  of  Accident  Prevention  and 
Rec. 
Rec. 
Rec. 
Rec. 

Std.  for  Ventilation  and 
American  Table  of  Distances  for 
Rec.  Pract.  for 

waste  and  Vents  Including  Std.  Dimensions  and  Weights,  and 
ce  Operations  (1971)  Rec.  on 

perations  (1970)  Rec.  on 

oval  (1971)  Rec.  for 

Rec  on 

Std.  Procedures  for  Cleaning  or 
e  Use  of  Electric  Blasting  Caps  (1970) 

National  Building  Code 

on  of  Clean  Rooms  (1971) 

Rec. 
Rec.  for  the 

al  Burglar  Alarm  Units  and  Systems  for  Mercantile  and  Bank 
Std.  for  Merchandise  Vaults  and 
Requirements  for 
Safely  Std.  for  Special  Purpose  Marine  Water 
rs)(1971)  Safety  Sid.  for  Metal 


(1970) 

ducts  (1970) 
asling  (1970) 

Metal  Casting  (1970) 
casting  (1970) 

in  Metal  Casting  (1970) 
in  Metal  Casting  (1970) 


nts  for  Workmens  Hoists)  (1963) 
ngs (1969) 

erricks.  Hoists,  Jacks  and  Slings  (1968) 

moving  Walks  (1971) 

.1 

ve  Wheels  (1970) 


Rec.  Pract.  for 
Sanitation  and 
Std. 


Std. 
Std. 

Rec.  Pract.  for 
Rec.  Pracl. 


and  Industrial  Machinery  (1970) 
ort  Aircraft  (1971) 

or  Structural  Facing  Tile  and  Glazed  Brick  (Including  Fire 

Rec.  Pracl.  for 

ns.  Cables,  Steering,  Wheel  Guards,  Tilt  Mechanism,  Over/ 

Recommendations  for 

d  Equipment  (1970)  Rec.  Pract.  for 

Wheeled  Equipment  (1969)  SAE  J208 
on  Engine  Trucks)  (1966) 

Automotive 


Rural  Distribution  Service  for  Motors  and  Phase  Convert 
Rural  Waste  Management  (1970) 

Rust  Protection  by  Metal  Preservatives  in  the  Humidity 

Rusting  on  Painted  Steel  Surfaces  (1968)  ASTM  D6I0 

Sack  Paper  for  Test.  (1967) 

Sack  Papers  (Inclined  Plane  Melh.)  (1967) 

Saddle  Braces,  Pedal  Clearance,  Steering  Control,  Brake 

Saddleback  Cars  (Railway)  (1970) 

Safe  and  Non  Incendive  Electrical  Instruments  (for  Haza 

Safe  and  Proper  Operation  of  Bulk  Mix  and  Delivery  Equi 

Safe  Design.  Construction  and  Installation  of  Propulsio 

Safe  Electrical  Circuits  and  Equipment  for  Use  in  Hazar 

Safe  Handling  and  Use  of  Chlorine  (1970) 

Safe  Handling  and  Use  of  Diethylamine  (1971) 

Safe  Handling  and  Use  of  Ethylene  Dichloride  (1971) 

Safe  Handling  and  Use  of  Ethylene  Oxide  (1971) 

Safe  Handling  and  Use  of  Hydrochloric  Acid,  Aqueous  and 

Safe  Handling  and  Use  of  Hydrofluoric  Acid  (Anhydrous  A 

Safe  Handling  and  Use  of  Methanol  (1970) 

Safe  Handling  and  Use  of  Methyl  Chloride  (1970) 

Safe  Handling  and  Use  of  Nitrocellulose  (Wet  Types)  (19 

Safe  Handling  and  Use  of  Perchloroelhylene  (1971) 

Safe  Handling  and  Use  of  Slyrene  Monomer  (1971) 

Safe  Handling  and  Use  of  Toluene  Diisocyanate  (1971) 

Safe  Handling  and  Use  of  Vinyl  Acetate  (1970) 

Safe  Handling  of  Bulk  Materials  in  Metal  Casting  (1970) 

Safe  Handling  of  Perchlorelhylene  Drycleaning  Solvent 

Safe  Installation  of  Exhaust  Systems  for  Propulsion  and 

Safe  Installation  of  Fuel  Systems  for  Propulsion  and  Au 

Safe  Installation  Requirements  of  Boilers  and  Hot  Water 

Safe  Loading  of  Small  Boats  (1970) 

Safe  Loads  in  Pounds  Per  Inch  in  Width  and  Spans  of  Lim 

Safe  Operation  of  a  Speclrochemical  Laboratory  (1971) 

Safe  Operation  of  Bulk  Mix  Delivery  Equipment  for  Water 

Safe  Operation  of  Field  Anfo  Mix  Plant  (1968) 

Safe  Operation  (Boats)  (1970)  Rec.  Pract.  and 

Safe  Performance  Std.  on  Subsonic  Aircraft  (1971) 

Safe  Powering  of  Small  Boats  (1970) 

Safe  Pract.  for  Aircraft  Welding  Operations  in  Hangars 

Safe  Pract.  for  Outdoor  General  Storage  Combustible  Pro 

Safe  Pract.  for  Outside  Storage  of  Logs  (1971) 

Safe  Pract.  in  Cleaning,  Test,  and  Finishing  in  Metal  C 

Safe  Pract.  in  Construction  (1958) 

Safe  Pract.  in  Maintenance,  Heating  and  Illumination  in 
Safe  Pract.  in  Melting  and  Pouring  Operations  in  Metal 
Safe  Pract.  in  Pattern  Shops,  Laboratories,  and  Offices 
Safe  Pract.  in  Sand  Preparation  Molding  and  Coremaking 
Safe  Practices  of  Abrasive  Blasting  Operations  (1968) 
Safe  Storage  of  Explosives  (1964) 

Safe  Use  of  Oxygen  Combustion  Bombs  (1970)  ANSI  Zl  15.15 
Safe  Working  Pressure  (1968)  /Inage  Tube  for  Drainage 

Safeguarding  Aircraft  Breathing  Oxygen  System  Maintenan 
Safeguarding  Aircraft  Cabin  Cleaning  and  Refurbishing  O 
Safeguarding  Aircraft  Cleaning,  Painting,  and  Paint  Rem 
Safeguarding  Aircraft  Fuel  System  Maintenance  (1971) 
Safeguarding  Small  Tanks  and  Containers  (1970) 
Safeguards  Against  Radio  Frequency  Energy  Hazards  in  Th 
Safeguards  During  Construction  (1967) 
Safeguards  for  Construction,  Location  and  Fire  Protecti 
Safeguards  for  the  Protection  of  Plywood  Plants  (1971) 
Safer  Utilization  of  Storage  Racks  (1970) 

Safes  and  Vaults  (1970)  Safety  Std.  for  Loc 

Safes  (1948) 

Safety  and  Wooden  Match  Manufacturing  Plants  (1971) 
Safety  Buoyant  Devices  (1964) 

Safety  Cans  for  Flammable  Liquids  (1  to  5  Gal.  Containe 
Safety  Chain  for  Towed  Equipment  (1970) 
Safety  Chains  on  Boats  (1965) 
Safety  Check  List  for  the  Baking  Industry  (1967) 
Safety  Code  for  Building  Construction  (Safety  Requireme 
Safety  Code  for  Cranes,  Derricks,  Hoists,  Jacks  and  Sli 
Safety  Code  for  Crawler,  Locomotive  and  Truck  Cranes;  D 
Safety  Code  for  Elevators,  Dumbwaiters,  Escalators  and 
Safety  Code  for  Mechanical  Refrigeration  (1970)  ANSI  B9 
Safety  Code  for  the  Use,  Care,  and  Protection  of  Abrasi 
Safety  Code  for  Window  Cleaning  (1969) 
Safety  Considerations  for  the  Operator  of  Construction 
(Safety  Considerations)  for  Flight  Deck  Seats  for  Transp 
Safety  Data  and  Sanitation)  (1969)  /.  and  Test  Meth.  F 

Safety  Equipment  on  Boats  (1968) 

Safety  Features  (Overhead  Guard,  Back  Rest,  Moving  Chai 
Safety  Fill  for  Aerosols  (1971) 

Safety  for  Agricultural  Equipment  and  Industrial  Wheele 
Safety  for  Farm  (Agricultural)  Equipment  and  Industrial 
Safety  Fuel  Handling  and  Storage  (for  Internal  Combusti 
Safety  Glazing  Manual  (HSJ906)  (1968) 


ASAE 

R329 

ASAE 

R292 

ASTM 

D1748 

SSPC 

VIS2 

TAPPI 

T501 

TAPPI 

T503 

BM  A 

6/5 

AAR 

MSRP-L-91 

ISA 

RP12.2 

IME 

6  III 

ABYC 

P14 

UL 

913 

MCA 

SD80 

MCA 

SD97 

MCA 

SD18 

MCA 

SD38 

MCA 

SD39 

MCA 

SD25 

MCA 

SD22 

MCA 

SD40 

MCA 

SD96 

MCA 

SD24 

MCA 

SD37 

MCA 

SD73 

MCA 

SD75 

AFS 

1 

LCATA 

*  1 

ABYC 

PI 

ABYC 

P2 

ASME 

BFVC IVH07 

ABYC 

H5 

ILIA 

*8.31 

ASTM 

E416 

IME 

6.V 

IME 

6TV 

ABYC 

H 1 

SAE 

AS942 

ABYC 

t>i  1 
r  1 1 

NFPA 

41  OF 

NFPA 

23!  A 

NFPA 

46B 

AFS 

4 

AGCA 

*  I 

AFS 

5 

AFS 

3 

AFS 

7 

AFS 

2 

ANSI 

Z9.4 

IME 

2 

ASTM 

El  44 

CDA 

401  /4 

NFPA 

41  OB 

NFPA 

410F 

NFPA 

410D 

NFPA 

4  IOC 

NFPA 

327 

IME 

20 

AIA 

CO-l-XII 

EMS 

LPDl  -56 

FMS 

LPD8-31 

RMI 

6 

UL 

609 

AIA 

RS84 

FMS 

LPD7-5 

UL 

1 1 23 

UL 

30 

ASAE 

R338 

BIA 

203 

AIB 

1 33 

ANSI 

A10.4 

ANSI 

B30.6 

ANSI 

B30.5 

ANSI 

A17.1 

ASHRA 

15 

ANSI 

B7.1 

ANSI 

A39.1 

SAE 

J153 

SAE 

ARPl  150 

FTI 

*5 

BIA 

169 

ITA 

4G 1  -4 

CSMA 

AG*5 

SAE 

J208 

ASAE 

R318.1 

ITA 

6EI-3 

SAE 

J906 

318 
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Measurements  in  Situ  (1969) 

Reactors  (1969) 
tors  (1969) 
of  Explosives  (1970) 


Spec,  for  Motorcycle 
Std. 

Industrial  Hygiene  and 
Std.  Nuclear  Criticality 
Radiological 

Std.  Manual  of  Pract.  for 


Pressure  Code  for  Relieving  Devices  for 
Parameter  Specular  Gloss  Measurements  of  Color  Television 
meters)  (Gla/  Rec.  Pract.  for  Terminology,  Dimensions  and 

Health  and 
Foundry 
Rec.  Pract.  for  Crew 

(for  Electric  Trucks)  (1965)  General 
970)  Rec.  Pract.  for  Motor  Carrier 

Storage  and  Use  of  Explosive  Material/  Suggested  Code  of 


uding  Ski  and  Surface  Lifts  and  Tows  (1970) 
ry  Work  (1970) 

ols  (1970) 
9) 

or  Electrical  Workers,  Class  B  (1971) 
ces (1965) 
ces  (1968) 

d  Sea  Valves  (1966) 

building  Maintenance  (1970) 
s  (1969) 


Std. 
Std. 


Std. 
Std.  for 


Std. 
Std. 
Std. 
Std. 
Std. 
Std. 
Std. 


ating  Devices  and  Equipment  Used  in  the  Constructio/ 
ng,  and  Use  of  Commercial  Explosives  and  Blasting  A/ 
ief  Valves,  Water  Heater  Tanks,  and  Gas  Appliances  / 

Std.  Safety  Code  for  Building  Construction 
and  Defense  Highways  (1968)  a  Guide  on 

minimum  Std.  and  Test  Procedure  for  Automatic  Transmission 
procedures  and  Minimum  Evaluation  Std.  for  Clutch  Flywheel 


upply  Control  Valves  for  Fire  Protection  Service  (1971)  / 
nsulated  Wires;  General  and  Switchboard  Type  (1970) 

ngs  (1969)  ANSI  C33.58 
Systems  (1971) 

rm  and  Supervisory  Services  (1971) 
pliance  (1970)  ANSI  Z181.1 

pe  and  Building  Heating  Appliance  (1971)  ANSI  A131.1 
outfits  (1969)  ANSI  C33.25 
ng  and  Shingles  (1971) 


127.1 

oleum  Gas  (1971) 
970) 

eneral  and  Special  Purpose  Ac  and  Dc  Switches  Having  a  Ml 
arine  Electrical  or  Mechanical  Fuel  Pumps  (1966) 
ng  Explosives  (1968)  Rec. 

.17 

cks (1971) 


se  in  Hazardous  Locations  (1971) 

azardous  Locations  (1971) 

in  Hazardous  Locations  (1971)  ANSI  C33.72 

h  Driven  Turntables  and  Mechanical  Sound  Reproduction  (1/ 
nd  Pull  Boxes  (1970)  ANSI  C33.65 
Locations  (1971) 

r  Use  in  Hazardous  Locations  (1969)  ANSI  C33.27 
970) 

Hazardous  Locations,  Class  1,  Groups  A,  B,  C,  and  D,  An/ 

s  (1971)  ANSI  C33.24 
(1971)  ANSI  A131.3 

compounds  (1971) 
Materials  (1970) 
aNSI  a2.6 

NSI  C33.1 
duit  (1971) 


ty  Helmets  (1967)  MIC 

ty  in  Conducting  Subcritical  Neutron  Multiplication  ANSI 

ty  in  Foundry  Pract.  (1965)  AFS 

ty  in  Operations  with  Fissionable  Materials  Outside  ANSI 

ty  in  the  Design  and  Operation  of  Particle  Accelera  ANSI 

ty  in  the  Transportation,  Storage.  Handling  and  Use  IME 

ty  in  Wastewater  Works  (1969)  WPCF 

ty  Manual  for  Anhydrous  Ammonia  (1964)  FI 

ty  Meth.  for  Filling  Aerosol  Products  (1971)  CSMA 

ty  of  Heating  Boilers  (1971)  ASME 
ty  Panels  (1969)                 /and  Criteria  for  Multi  Angle  Two  EIA 

ty  Pract.  for  Indicating  Variable  Area  Meters  (Rota  ISA 

ty  Pract.  for  Porcelain  Enameling  Aluminum  (1969)  PEI 

ty  Pract.  (1965)  AFS 

ty  Provisions  for  Cargo  Aircraft  (1970)  SAE 

ty  Rec.  for  Changing  and  Charging  Storage  Batteries  ITA 

ty  Regulation  in  Dot  Bumper,  Rear  End  Protection  (1  TTMA 

ty  Regulations  for  the  Manufacture,  Transportation,  IME 

ty  Requirements  for  Aerial  Passenger  Tramways;  Incl  ANSI 

ty  Requirements  for  Concrete  Construction  and  Mason  ANSI 

ty  Requirements  for  Demolition  (1969)  ANSI 

Requirements  for  Explosive  Actuated  Fastening  to  ANSI 

Requirements  for  Industrial  Head  Protection  (196  ANSI 

Requirements  for  Industrial  Protective  Helmets  F  ANSI 

Requirements  for  Marine  Electric  Cooking  Applian  UL 

Requirements  for  Marine  Sewage  Incinerating  Devi  UL 

Requirements  for  Marine  Through  Hull  Fittings  An  UL 

ty  Requirements  for  Material  Hoists  (1969)  ANSI 

;ty  Requirements  for  Powered  Platforms  for  Exterior  ANSI 

;ty  Requirements  for  Pulp,  Paper  and  Paperboard  Mill  ANSI 

:ty  Requirements  for  Sawmills  (1969)  ANSI 

;ty  Requirements  for  Scaffolding  (1969)  ANSI 

;ty  Requirements  for  Temporary  and  Portable  Space  He  ANSI 

;ty  Requirements  for  Transportation,  Storage,  Handli  ANSI 

!ty  Requirements  for  Vending  Machine*,  Including  Rel  NAMA 

;ty  Requirements  for  Workmens  Hoists)  (1963)  ANSI 

;ty  Rest  Areas  for  the  National  System  of  Interstate  AASHO 
^ty  Shield  (1971)                                                   Suggested  SEMA 
;ty  Shields  and  Bellhousings  (1971)                                 Test  SEMA 

;ty  Spec,  for  Power  Lawn  Mowers  (1968)  ANSI 

:ty  Std.  Definitions  for  Regular  Bicycles  (1970)  BMA 

;ty  Std.  for  Air  Filter  Units  (1971)  ANSI  B124.1  UL 

;ty  Std.  for  Alarm  Accessories  for  Automatic  Water  S  UL 

:ty  Std.  for  Asbestos  and  Asbestos  Varnished  Cloth  I  UL 

;ty  Std.  for  Carbon  Dioxide  Fire  Extinguishers  (1971  UL 

;ty  Std.  for  Cellular  Metal  Floor  Raceways  and  Fitti  UL 

;ty  Std.  for  Central  Station  Burglar  Alarm  Units  and  UL 

;ty  Std.  for  Central  Stations  for  Watchman,  Fire  Ala  UL 

:ty  Std.  for  Chimneys,  Factory  Built,  Medium  Heat  Ap  UL 

;ty  Std.  for  Chimneys,  Factory  Built,  Residential  Ty  UL 

;ty  Std.  for  Christmas  Tree  and  Decorative  Lighting  UL 

:ty  Std.  for  Class  C  Asphalt  Organic  Felt  Sheetroofi  UL 

;ty  Std.  for  Commercial  Electric  Dishwashers  (1970)  UL 

;ty  Std.  for  Concrete  Masonry  Units  (1970)  UL 

;ty  Std.  for  Condensing  and  Compressor  Units  (1971)  UL 

;ty  Std.  for  Constant  Level  Oil  Valves  (1970)  ANSI  B  UL 

:ty  Std.  for  Container  Assemblies  for  Liquefied  Petr  UL 

:ty  Std.  for  Couplings  for  Rubber  Lined  Fire  Hose  (1  UL 

;ty  Std.  for  Design,  Construction  and  Operation  of  G  UL 

:ty  Std.  for  Design,  Construction  and  Operation  of  M  UL 

;ty  Std.  for  Driver  Training  Programs  for  Transporti  IME 

:ty  Std.  for  Dry  Chemical  Fire  Extinguishers  (1971)  UL 

:ty  Std.  for  Edison  Base  Lampholders  (1969)  ANSI  C33  UL 

:ty  Std.  for  Electric  Battery  Powered  Industrial  Tru  UL 

!ty  Std.  for  Electric  Dry  Bath  Heaters  (1970)  UL 

;ty  Std.  for  Electric  Fans  (1970)  UL 

;ty  Std.  for  Electric  Flashlights  and  Lanterns  for  U  UL 

:ty  Std.  for  Electric  Lighting  Fixtures  for  Use  in  H  UL 

:ty  Std.  for  Electric  Motors  and  Generators  for  Use  UL 

:ty  Std.  for  Electric  Toys  Including  Phonographs  Wit  UL 

ity  Std.  for  Electrical  Cabinets,  Cutout,  Junction  A  UL 

:ty  Std.  for  Electrical  Heaters  for  Use  in  Hazardous  UL 

:ty  Std.  for  Electrical  Outlet  Boxes  and  Fittings  Fo  UL 

:ty  Std.  for  Electrical  Outlet  Boxes  and  Fittings  (1  UL 

;ty  Std.  for  Electrically  Healed  Bedding  (1970)  UL 

:ty  Std.  for  Electrically  Operated  Valves  for  Use  in  UL 

;ty  Std.  for  Electrically  Operated  Valves  (1970)  UL 

;ty  Std.  for  Electrode  Receptacles  for  Gas  Tube  Sign  UL 

ty  Std.  for  Factory  Built  Fireplaces  for  Buildings  UL 

:ty  Std.  for  Fire  Door  Frames  (1970)  ANSI  A155.1  UL 

;ty  Std.  for  Fire  Hazard  Classification  of  Sweeping  UL 

:ty  Std.  for  Fire  Tests  of  Building  Construction  and  UL 

ty  Std.  for  Fire  Tests  of  Window  Assemblies  (1970)  UL 

:ty  Std.  for  Fireplace  Stoves  (1971)  ANSI  A163.1  UL 

ty  Std.  for  Flexible  Cord  and  Fixture  Wire  (1971)  A  UL 

ty  Std.  for  Flexible  Metal  (Steel  and  Aluminum)  Con  UL 
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115 
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Saf 

Ety 

Std 

for  Flexible  Metallic  Hose  (1970) 

UL 

536 

33.68 

Saf 

;ty 

Std 

for  Fluorescent  Lamp  Ballasts  (1971)  ANSI  C 

UL 

935 

(1964) 

Saf 

ity 

Std 

for  Fuel  Line  Tube  Fittings  for  Marine  Use 

UL 

1108 

plug  Fuses  (1970) 

Saf 

:ty 

Std 

for  Fuseholders  for  Edison  Base  and  Type  S 

UL 

512 

)  ANSI  A131.2 

Saf 

;ty 

Std 

for  Gas  Vents  and  Gas  Vent  Roof  Jacks  (1971 

UL 

441 

(Used  Primarily  for  Cutting  Wood)  (1970) 

Saf 

ety 

Std 

for  Gasoline  Engine  Driven  Power  Chain  Saw 

PS  MA 

SI -70 

es  Including  Wheel  Assembly.  Chainguards.  Saddle  Braces,/ 

Saf 

=ly 

Std 

for  General  Requirements  for  Regular  Bicycl 

BMA 

6/5 

Placement  Over  Restaurant  Cooking  Equipment  (1970)  ANSI/ 

Saf 

;ly 

Std 

for  Grease  Extractors  for  Exhaust  Ducts  for 

UL 

710 

units  (1971)  ANSI  B132.1 

Saf 

Jly 

Std 

for  High  Efficiency  Particulate  Air  Filler 

UL 

586 

s  (1970) 

Saf 

ety 

Std 

for  High  Interrupting  Capacity  Class  K  Fuse 

UL 

198.3 

nt  Limiting  Types  (1970) 

Saf 

:ty 

Std 

for  High  Interrupting  Capacity  Fuses;  Curre 

UL 

198.2 

(1970)  ANSI  B112.1 

Saf 

=ty 

Std 

for  Hose  Valves  for  Fire  Protection  Service 

UL 

668 

Saf 

ety 

Std 

for  Hospital  Laboratories  (1970) 

NFPA 

56C 

s  (1970)  ANSI  C33.59 

Saf 

ety 

Std 

for  Household  and  Commercial  Waste  Disposer 

UL 

430 

Saf 

ety 

Std 

for  Household  Dishwashers  (1971)  ANSI  C33.6 

UL 

749 

971)  ANSI  B97.1 

Saf 

ety 

Std 

for  Household  Refrigerators  and  Freezers  (1 

UL 

250 

vice  (1971) 

Saf 

ity 

Std 

for  Indicator  Posts  for  Fire  Protection  Ser 

UL 

789 

nd  Equipment  (1971 ) 

Saf 

ety 

Std 

for  Industrial  Furnaces;  Design,  Location  A 

NFPA 

86B 

antile  and  Bank  Burglar  Alarm  Systems  (1971) 

Saf 

ety 

Std 

for  Installation  and  Classification  of  Merc 

UL 

681 

stnal  Trucks  (1970) 

Saf 

ety 

Std 

for  Internal  Combustion  Engine  Powered  Indu 

UL 

558 

and  Equipment  for  Use  in  Hazardous  Locations  (1971) 

Saf 

ety 

Std 

for  Intrinsically  Safe  Electrical  Circuits 

UL 

913 

Saf 

ety 

Std 

for  Knife  Switches  (1971)  ANSI  C33.31 

UL 

363 

ers  for  Fluorescent  Lamps  (1969)  ANSI  C33.32 

Saf 

ety 

Std 

for  Lampholders,  Starters,  and  Starter  Hold 

UL 

542 

g  Reflectivity,  Headlights  and  Taillights  (1970) 

Saf 

ety 

Std 

for  Lighting  for  Regular  Bicycles,  Includin 

BMA 

6/6 

ng.  Ventilating  and  Processing  Systems)  (1970) 

Saf 

ety 

Std 

for  Limit  Controls  (Air  Conditioning,  Heati 

UL 

353 

or  Mercantile  and  Bank  Safes  and  Vaults  (1970) 

Saf 

ety 

Std 

for  Local  Burglar  Alarm  Units  and  Systems  F 

UL 

609 

(1970)  ANSI  Z125.1 

Saf 

ety 

Std 

for  Low  Temperature  Venting  Systems,  Type  L 

UL 

641 

Saf 

ety 

Std 

for  Marine  Battery  Chargers  (1963) 

UL 

1 103 

Saf 

ety 

Std 

for  Marine  Combustible  Gas  Indicators  (1965 

UL 

1110 

Saf 

ety 

Std 

for  Marine  Electric  Healing  Devices  (1967) 

UL 

1131 

Saf 

ety 

Std 

for  Marine  Electric  Power  Switches  (1964) 

UL 

1107 

d  Diode  Rectified  Alternators  (1964) 

Saf 

ety 

Std 

for  Marine  Electric  Starters,  Generators  An 

UL 

1112 

non-Flammable  Liquids  (1968) 

Saf 

ety 

Std 

for  Marine  Electrically  Operated  Pumps  for 

UL 

1113 

Ives  for  Flammable  Liquids  (1964) 

Saf 

ely 

Std 

for  Marine  Electrically  Operated  Shuloff  Va 

UL 

1115 

Saf 

ety 

Sid 

for  Marine  Engine  Exhaust  Components  (1965) 

UL 

1129 

s  and  Systems  (1967) 

Saf 

ety 

Std 

for  Marine  Engine  Ignition  System  Component 

UL 

1120 

6) 

Saf 

ety 

Std 

for  Marine  Flexible  Fuel  Line  Sections  (196 

UL 

1114 

rators  (1964) 

Saf 

ety 

Std 

for  Marine  Fuel  Filters,  Strainers  and  Sepa 

UL 

1105 

appliances  (1967) 

Saf 

ety 

Std 

for  Marine  Liquefied  Petroleum  Gas  Cooking 

UL 

1125 

ystems  (1966) 

Saf 

ety 

Std 

for  Marine  Manual  Steering  Components  and  S 

UL 

1139 

with  Flammable  Liquids  (1968) 

Saf 

ety 

Std 

for  Marine  Manually  Operated  Valves  for  Use 

UL 

1106 

Saf 

ety 

Std 

for  Marine  Navigation  I.ights  (1964) 

UL 

1104 

rent  Wiring  Devices  (1968t) 

Saf 

ety 

Std. 

for  Marine  Requirements  for  Alternating  Cur 

UL 

1142 

1966) 

Saf 

ety 

Std. 

for  Marine  Rigid  and  Flexible  Air  Ducting 

UL 

1136 

s  (1966) 

Saf 

ety 

Std. 

for  Marine  Sealed  Combustion  Chamber  Healer 

UL 

1117 

Saf 

ety 

Std 

for  Marine  Signal  Alarm  Equipment  (1964) 

UL 

1127 

es  (1965) 

Saf 

ety 

Std. 

for  Marine  Solidified  Fuel  (Tooking  Applianc 

UL 

1101 

Saf 

ety 

Std 

for  Marine  Storage  Tank  Water  Heaters  (1965 

UL 

1126 

(1969)  ANSI  C33.57 

Saf 

ety 

Std. 

for  Marine  Type  Electric  Lighting  Fixtures 

UL 

595 

y  Equipment  (1971)  ANSI  C33.67 

Saf 

ety 

Std. 

for  Medical,  Commercial  and  Industrial  X-Ra 

UL 

187 

(1  to  5  Gal.  Containers)  (1971) 

Saf 

ety 

Std. 

for  Metal  Safety  Cans  for  Flammable  Liquids 

UL 

30 

ials)  (1970) 

Saf 

ety 

Std. 

for  Metal  Waste  Cans  (for  Combustible  Mater 

UL 

32 

Saf 

ety 

Std. 

for  Motor  Control  Centers  (1971) 

UL 

845 

Blasting  Agents,  Materials  and  Supplies  (1968)  Rec. 

Saff 

ety 

Sid. 

for  Motor  Vehicles  Transporting  Explosives, 

IME 

6.II 

Saf 

ety 

Std. 

for  Night  Depositories  (1971) 

UL 

771 

Saf 

ety 

Sid 

for  Non-Integral  Marine  Fuel  Tanks  (1965) 

UL 

1102 

ses  (1971)  ANSI  C33.42 

Saf( 

ety 

Std. 

for  Nonrenewable,  Renewable  and  Multiple  Fu 

UL 

198 

t  (1970)  ANSI  X4.12 

Saff 

ety 

Std. 

for  Office  Appliances  and  Business  Equipmen 

UL 

114 

Saf 

ety 

Std. 

for  Oil  Fired  Central  Furnaces  (1970) 

UL 

727 

ower.  Traction  and  Steering  Stability  for  Regular  Bicycl/ 

Saft 

;ty 

Std. 

for  Performance  Requirements  for  Slopping  P 

BMA 

6/3 

nd  Liquefied  Petroleum  Gas  (1971) 

Saff 

;ty 

Std. 

for  Pipe  Connectors  for  Flammable  Liquids  A 

UL 

567 

on  Service  (1971) 

Saff 

■ty 

Std. 

for  Pipe  Hanger  Equipment  for  Fire  Protecti 

UL 

203 

1)  ANSI  C33.2I 

Saff 

■ly 

Std. 

for  Porcelain  Cleats,  Knobs,  and  Tubes  (197 

UL 

511 

e  in  Hazardous  Locations  Class,  Groups  C  and  D,  and  Clas/ 

Saff 

ty 

Std. 

for  Portable  Electric  Lighting  Units  for  Us 

UL 

781 

er  Scales  (1971)  ANSI  C33.16 

Saft 

ty 

Std. 

for  Portable  Electrically  Illuminated  Count 

UL 

466 

Saff 

>ty 

Std. 

for  Portable  Metal  Ladders  (1971) 

UL 

184 

lammable  Liquids  (1971)  ANSI  Z216.1 

Safe 

ty 

Std. 

for  Power  Operated  Dispensing  Devices  for  F 

UL 

87 

Saff 

ety 

Std. 

for  Power  Outlets  (1970) 

UL 

231 

ANSI  B130.1 

Saff 

ty 

Std. 

for  Pumps  for  Oil  Burning  Appliances  (1971) 

UL 

343 

urchase.  Preparation,  Maintenance  and  Rules  of  the  Road  / 

Saft 

ty 

Sid. 

for  Regular  Bicycles  Including  Selection,  P 

BMA 

6/7 

Test  Procedures  for  the 

Saft 

ty 

Std. 

for  Regular  Bicycles  (1970) 

BMA 

6/6T 

trailers  (1970)  ANSI  A160.1 

Saff 

ty 

Std. 

for  Roof  Jacks  for  Mobile  Homes  and  Travel 

UL 

311 

Saft 

'ty 

Std. 

for  Rosettes  (1969)  ANSI  C33.20 

UL 

351 

)  ANSI  C33.6 

Safe 

ty 

Std. 

for  Rubber  Insulated  Wires  and  Cables  (1969 

UL 

44 

s  for  Air  Conditioning  and  Refrigerating  Equipment  (1971/ 

Safe 

ty 

Std. 

for  Sealed  (Hermetic  Type)  Motor  Compressor 

UL 

984 

fluids  and  Anhydrous  Ammonia  (1971) 

Safe 

ty 

Std. 

for  Self  Contained  Strainers  for  Flammable 

UL 

331 

1970)  ANSI  A162.1 

Safe 

ty 

Sid. 

for  Septic  Tanks,  Bituminous  Coaled  Metal 

UL 

70 

Ground  (1971)  ANSI  C33.51 

Safe 

ty 

Std. 

for  Service  Entrance  Cables  Above  and  Below 

UL 

854 

r  Fire  Protective  Signaling  Systems  (1971) 

Safe 

ty 

Std. 

for  Smoke  Detectors,  Photoelectric  Type,  Fo 

UL 

168 

yant  Devices  (1964) 

Safe 

ty 

Std. 

for  Special  Purpose  Marine  Water  Safety  Buo 

UL 

1123 

71) 

Safe 

ty 

Std. 

for  Stationary  and  Fixed  Electric  Tools  (19 

TTT 

987 

ycles  Including  Tests  for  Static  Load,  Frame,  Fork,  Stee/ 

Safe 

ty 

Std. 

for  Structural  Requirements  for  Regular  Bic 

BMA 

6/4 

69) 

Safe 

ty 

Sid. 

for  Surface  Metal  Raceways  and  Fillings  (19 

UL 

5 

e  Doors  Mounted  Singly  and  in  Pairs  (1968)  ANSI  AI33.1 

Safe 

ty 

Std. 

for  Swinging  Hardware  for  Sid.  Tin  Clad  Fir 

UL 

14C 

quipment  (1970) 

Safe 

Std. 

for  Temperature  Indicating  and  Regulating  E 

UL 

873 

ppliances  and  Components  (1971) 

Safe 

Sid. 

for  Thermal  Cutoffs  for  Use  in  Electrical  A 

UL 

1020 
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ulaling  Tapes  (1971)  ANSI  C33.21 

der  and  Branch  Circuit  Cables  (1970)  ANSI  C33.60 

s  (1970)  ANSI  C33.63 

)  ANSI  C33.62 


Cabinets  (1971)  ANSI  C33.71 
1971) 

ire  Extinguishers  (197!) 
Gas  (1971)  ANSI  Z217.1 
roof  Covering  Materials  (1970) 

r  the  Blind  and  Visually  Handicapped  (Including  Health  and 
ng  Machines  (1967)  Public  Health  and 

1971)  Code  for 

g  Buildings  (1967) 

All  Meth.  of  Power  Boiler  Construction  (Including  Piping, 
Relieving  Capacities  of 
m  Amount  of  Fuel  that  Can  be  Burned  (B/         Meth.  of  Checking 
Maintenance  Instructions  for  Chlorine  Institute 
Maintenance  Instructions  for  Chlorine  Institute  Std. 
esistant.  18cr  -  l!.5ni  (SAE  30305)  Solution  Heal  Treated. 
Highway  Design  and  Operational  Pract.  Related  to  Highway 

Rec.  Std.  for  Pin  Wire 

1)  Spec,  for  Steel  Wire, 


ider  Type,  Operation,  Stacking,  Loaded  And/  Stability  and 

Std.  Spec,  for 
Test  Meth.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Accrediting  Std.  for  Diaper  Plant  Route 
ntion  of  Salmonellosis  (Bacterial  Food  Poisoning  Caused  by 
nella)  /  Rec.  Basic  Sanitary  Procedures  for  Prevention  of 

Uniform  Schedule  Dates  for  Photography 
Uniform  Credits  Toward  Star  Ratings  for  Judging  of 
Std.  for  Analysis  of 


(1965) 

s  (1971)  ANSI  Jl.l 


Std,  Spec,  for 


hlorine  (1971)  ANSI  L14.I80 
chlorine  (1971)  ANSI  L14.126 


Environmental  Exposure  Test,  of 
Std.  Meth.  of  Compound  and 
Std.  Meth.  of 
Multiple 
Single 

Std.  Meth.  of  Preparing  Coal 
il  Constants  (196/  Std.  Meth.  for  Wet  Preparation  of  Soil 

1969)  Tent.  Meth.  of  Preparing  Coal 

mbrane  Filler/  Std.  Meth.  for  Processing  Aerospace  Liquid 

Std.  Meth.  of  Wet  Preparation  of  Disturbed  Soil 
.  for  Dry  Preparation  of  Disturbed  Soil  and  Soil  Aggregate 
Std.  Meth.  for  Measurement  of  Gaseous  Fuel 
,  or  Related  Product  (1970)  Tent.  Std.  for 

Std.  Meth.  of 

oms  for  Handling  Aerospace  Fluids  (1969)  /  Std.  Meth.  for 

for  Selection  and  Training  of  Nuclear  Power  Plant  Guide  to 


Safety  Std.  for  Thermoplastic  and  Rubber  Electrical  Ins 
Safety  Std.  for  Thermoplastic  Insulated  Underground  Fee 
Safety  Std.  for  Time  Indicating  and  Recording  Appliance 
Safely  Std.  for  Under  Floor  Raceways  and  Fillings  (1970 
Safely  Std.  for  Varnished  Cloth  Wires  and  Cables  (19701 
Safety  Std.  for  Vehicle  Alarm  Systems  (1970) 
Safety  Std.  for  Vending  and  Amusement  Machines  (1970) 
Safety  Std.  for  Wired  Display  Cases  and  Special  Purpose 
Safety  Std.  for  Woven  Jacketed  Rubber  Lined  Fire  Hose 
Safety  Std.  for  2  1/2  Gal.  Stored  Pressure  Water  Type  F 
Safety  Std.  Pressure  Regulators  for  Liquefied  Petroleum 
Safety  Std.  Test  Meth.  for  Wind  Resistance  of  Prepared 
Safety  Std.)  (1966)  Sheltered  Workshops  Fo 

Safety  Test,  and  Evaluation  for  Food  and  Beverage  Vendi 
Safety  Tests,  Inspection,  Stamping  of  Heating  Boilers 
Safety  to  Life  Requirements  Code  (National)  for  Existin 
Safety  Valves  and  Fittings)  (1971)  /E  Requirements  for 

Safety  Valves  and  Relief  Valves  (1970) 
Safety  Valves  (and  Relief  Capacity)  by  Measuring  Maximu 
Safety  Valves,  Type  1  1/2  Jq  (1971) 
Safety  Valves,  Type  4  Jq  (1967) 

Safety  Wire  (1971)  Spec,  for  Steel  Wire,  Corrosion  R 

Safety  (1967) 
(Safety) (1970) 

Safety,  Corrosion  Resistant,  Solution  Heat  Treated  (197 
Safety,  Maintenance  (of  Trucks)  (1964) 
Safely,  Operating  (of  Trucks)  (1964-65) 
Safety,  Tilting  Platform  Tests  (Fork  Industrial  Truck  R 
Safflower  Oil  (R1969) 

Sag  Flow  of  Highly  Viscous  Materials  (1968) 
Sailboat  Auxiliary  Horsepower  (1965) 
Sailboat  Auxiliary  Horsepower  (1970) 
Sailboat  Inboard  Well  Dimensions  (1969) 
Sailboat  Inboard  Well  Dimensions  (1970) 
Sailboat  Running  Lights  (1967) 
Salesmen  (1971) 

Salmonella)  (1965)  /Asic  Sanitary  Procedures  for  Preve 

Salmonellosis  (Bacterial  Food  Poisoning  Caused  by  Salmo 
Salons  (1967) 
Salons  (1969) 
Salt  Cake  (1953) 

Salt  Water  Soap  (Coconut  Oil  Type)  (19691  ANSI  K60.13 
Salvage  of  Copper  Base  Alloy  Castings  in  Foundry  Pract. 
Sample  Model  Marine  Fuel  Tanks  (1965) 
Sample  Preparation  for  Physical  Test,  of  Rubber  Product 
Sample  Reweighing  of  Lois  of  Packaged  Raw  Wool  (1970) 
Sample  Tesl  Melh.  of  Texlile  Tensile  Loss  by  Retained  C 
Sample  Tesl  Method  of  Texlile  Tensile  Loss  by  Retained 
Samples  for  Analysis  (1968) 

Samples  for  Grain  Size  Analysis  and  Determination  of  So 
Samples  for  Microscopical  Analysis  by  Reflected  Light 
Samples  for  Particulate  Contamination  Analysis  Using  Me 
Samples  for  Test  (1949) 

Samples  for  Test  (1970)  Std.  Spec 

Samples  (1970)  ANSI  Z77.5 


Sampl; 
Sampl 
Sampli 
Sampli 


ton.  Macroinvertebrates,  Fishe/ 
es  (1969) 
leaches  (1970) 
(1969) 


Tent.  Rec.  Pract.  for 
Std.  for 

Std.  Meth.  for  Biological 
Std.  Meth.  for 
Std.  Meth.  of 
Std.  Meth.  for 
Std.  Meth.  of 
Accrediting  Std.  for  Diaper  Sanitation 
Rec.  Pract.  for 

d  Transfers  of  Soybean  Oil  (1/  Tent.  Std.  for  Inspection. 

Std.  for 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 

ought  Products  Except  Forgin/  Spec,  for  Quality  Assurance 

Std.  Meth.  of 
Std.  Meth.  of 
Std.  Melh.  of 
Std.  for  Weighing, 
Std.  Melh.  for 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Melh.  of 


Sampling  and  Analysis  of  Anhydrous  Ammonia  (1961) 


Sampl: 
Sampl: 


Sampl 
Sampl 
Sampl 


ng  a  Single  Lot  of  Paper,  Paperboard,  Fiber  Board 
ng  Aerospace  Fluids  From  Components  (1970) 
ng  Airborne  Particulate  Contamination  in  Clean  Ro 
ng  Airborne  Radioactive  Materials  in  Nuclear  Faci 


ng  and  Analysis  of  Built  Up  Roofs  (1969) 
ng  and  Analysis  of  Coal  (1944) 


Sampling  and  Analysis  of  Liquid  Fertilizers  (1961) 


ng  and  Analysis  of  Plankton,  Periphyton,  Macrophy 
ng  and  Chemical  Analysis  of  Alkylbenzene  Sulfonat 
ng  and  Chemical  Analysis  of  Chlorine  Containing  B 


ical  Insulation  (1971)  ANSI  C59.59 
insulation  (1970) 

,  Varnish,  Lacquer,  and  Related  Products  (/ 


Sampling  and  Chemical  Analysis  of  Fatly  Alkyl  Sulfates 
Sampling  and  Grading  Rosin  (1970) 
(Sampling  and  Grading)  (1971) 
Sampling  and  Handling  Phenol  (1968)  ANSI  Z162.1 
Sampling  and  Measuring  Procedures  for  Bulk  Shipments  An 
Sampling  and  Preparing  Wood  for  Analysis  (1959) 
Sampling  and  Test.  Creosote  (1970)  ANSI  011.9 
Sampling  and  Test.  Dipentene  (R1970) 
Sampling  and  Test.  High  Gravity  Glycerin  (1969) 
Sampling  and  Test,  of  Aluminum  and  Magnesium  Alloys  (Wr 
Sampling  and  Test.  Pine  Oil  (R1970) 
Sampling  and  Test.  Pine  Tars  and  Pine  Tar  Oils  (R1969) 
Sampling  and  Tesl.  Premolded  Asphalt  Plank  (1938) 
Sampling  and  Test.  Pulp  for  Moisture  (1958) 
Sampling  and  Tesl.  Untreated  Mica  Paper  Used  for  Electr 
Sampling  and  Tesl.  Untreated  Paper  Used  for  Electrical 
Samphng  and  Testing  Turpentine  (R1969)  ANSI  K33.1 
Sampling  and  Testing  Volatile  Solvents  for  Use  in  Paint 
Sampling  Asbestos  Fiber  for  Test.  (1970) 
Sampling  Bituminous  Materials  (1970) 


UL 

510 

UL 

493 

UL 

863 

UL 

884 

UL 

133 

UL 

904 

UL 

751 

UL 

65 

UL 

19 

UL 

626 

UL 

144 

UL 

997 

NACAB 

S-5 

NAM  A 

•2 

ASME 

BPVCIVHG5 

AIA 

CO-1  -XVII 

ASME 

BPVCIPG 

NBBPV 

*4 

ASME 

BPVCIVB 

CHI 

39 

CHI 

41 

SAE 

AMS5685F 

A  ASHO 

SR-1 

SWA 

*68 

SAE 

AMS5685E 

ITA 

4K1-2 

ITA 

4J1-2 

ITA 

4C17-51 

ASTM 

D1392 

SPI 

ERF24 

BIA 

1 1 5 

AB  YC 

S15 

BIA 

1 14 

AB  YC 

S14 

BIA 

1 68 

DSAC 

*5 

AIB 

109 

AIB 

109 

PSA 

*4 

PSA 

8 

TAPPI 

T6I9 

ASTM 

D593 

AFS 

NF651 1-19 

UL 

MAKlNhK6 

ASTM 

Dl  5 

ASTM 

D1771 

AATCC 

114 

AATCC 

92 

ASTM 

D2013 

ASTM 

D2217 

ASTM 

D2797T 

ASTM 

F311 

AASHO  T146 

AASHO  r87 

ASTM 

D1071 

TAPPI 

T400 

ASTM 

F303 

ASTM 

F318 

ANSI 

N13.1 

FI 

1 

ASTM 

D2829T 

TAPPI 

T605 

FI 

2 

APHA 

•2-600 

ASTM 

D1568 

ASTM 

D2022 

ASTM 

D1570 

ASTM 

D509 

DSAC 

•1 

ASTM 

D2286 

NSPA 

•4 

TAPPI 

Til 

ASTM 

D38 

ASTM 

D801 

ASTM 

D1258 

SAE 

AMS2355B 

ASTM 

D802 

ASTM 

D856 

AASHO 

T77 

TAPPI 

T210 

ASTM 

D1677 

ASTM 

D202 

ASTM 

D233 

ASTM 

D268 

ASTM 

D2590 

ASTM 

D140 

Office  of  Engineering  and  Information  Processing  Standards 


321 


472-864  0-72-22 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


) (1970) 


Std.  Melh.  of 
Std.  Meth  of 
Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of  Pressurant  Gas 


systems  (Gas  Blow  Down  Melh.)  (1970) 
h  Convolutes  (1970) 

sensing  Instruments  by  Fluid  Flushing  (197/ 
(1971) 


ASTM  D28I3 


lock  (1970) 


Std.  Melh.  of 
Std.  Melh.  of 
Std.  Melh.  of 
Std.  Meth.  of 
Std.  Melh.  for 
Std.  Meth.  for 
Std.  Meth.  of 
Rec.  Pract.  for 
Std.  Spec,  for  Equipment  for 
Meth.  of 
Std.  Meth.  for 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Sid.  Meth.  for  Field 
Quality  Assurance 
Quality  Assurance 
Std.  Meth.  for 
Std.  for 

Rec.  Pract.  for  Probability 
Std.  Meth.  of  Liquid 
Tent.  Melh.  for  Open  Bottle  Tap 
Std.  Meth.  of  Field 


Is  for  Aerospace  Fluids  by  Vacuum  Enlrainm/  Std.  Meth.  of 

Std.  Meth.  of 

11.33  Std.  Meth.  of 

Tent.  Meth.  for 

c  Acids,  Industrial  Oils  and  Derivatives)  (1970/  Meth.  of 

Rec.  Pract.  for  Investigating  and 
Sid.  Melh.  for 

use  as  Highway  Materials  (1968)  Std.  Meth.  of 

acceptance  of  Evidence  Based  on  the  Results  of  Probability 

Std.  for  Measuring, 

ions)  (1961)  Public  Works  Spec  for  Ceramic  Veneer 

Std.  for  Aluminum 
Std.  Meth.  of  Sampling  Stone,  Slag,  Gravel, 
Defects  in 

Quality  Control  and  Inspection  of 
Std.  Spec,  for  Leaded  Yellow  Brass 
act.  for  Tension  Test  Specimens  for  Copper  Base  Alloys  for 
Sid.  Spec,  for  Tin  Bronze  and  Leaded  Tin  Bronze 
Std.  Spec,  for  High  Leaded  Tin  Bronze 
Std.  Spec,  for  Leaded  Red  (and  Semi  Red)  Brass 
Std.  Spec,  for  Silicon.  Bronze  and  Brass. 
Std.  Spec,  for  Copper  Base  Alloys  in  Ingot  Form  for 
.  for  Leaded  High  Strength  Yellow  Brass  (Manganese  Bronze) 
Sid.  Spec,  for  Aluminum  Bronze 
eaded  High  Strength  Yellow  Brass  (Leaded  Manganese  Bronze) 
s  (1971/  Std.  Spec,  for  Aluminum  Alloys  in  Ingot  Form  for 

plastic  Fines  in  Graded  Aggregates  and  Soils  by  Use  of  the 

Sid.  Meth.  of  Test  for 

high  Explosives  (1968)  Std.  Magazine 

Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in 
Std.  for  Cast  Iron  Pipe  Centrifugally  Cast  in 
or  Ductile  Iron  Pipe,  Centrifugally  Cast  in  Metal  Molds  or 


SampI 
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SampI 
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Sampl 
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Sampl 
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Sampl 
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Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
Sampl 
(Sampl 


g(1970) 
eated  (1970) 


Rec.  Safe  Pract.  in 
Magnesium  Alloy  Castings, 
Ductile  (Nodular)  Iron  Castings, 
Test  for  Toluene  Insoluble  Solid  Matter  in  Rosin  (Chiefly 
Ductile  (Nodular)  Iron  Castings, 
Std.  Test  Meth.  for  Organic  Impurities  in 
Std.  Meth.  of  Tension  Test  of  Flat 
Std.  Melh.  of  Shear  Test  in  Flatwise  Plane  of  Flat 
Std.  Test  Melh.  for  Edgewise  Compressive  Strength  of  Flat 
Std.  Melh.  of  Flexure  Test  of  Flat 
Std.  Test  Melh.  for  Flexure  Creep  of 
Std.  Test  Meth.  for  Laboratory  Aging  of 
d.  Test  Meth.  for  Density  of  Core  Materials  for  Structural 
elh.  for  Water  Absorption  of  Core  Materials  for  Structural 
Std.  Test  Meth.  for  Shear  Fatigue  of 
Std.  Test  Melh.  for  Flatwise  Compressive  Strength  of 
Std.  Melh.  for  Measurement  of  Thickness  of 
Insert  Molded  In,  Countersunk  and  Thru  Clearance  Hole, 
Insert  Molded  In.  Blind  Threaded,  Self  Locking,  Floating, 
Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Locking, 
Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self  Locking, 
ind  Threaded,  Self  Locking,  Non  Self  Locking,  Lightweight, 
Std.  Manual  of  Pract;  Design  and  Construction  of 


ling  Coke  for  Analysis  (1969) 
ling  Cryogenic  Fluids  (1970) 

ling  Dibasic  Acids  (Industrial  Oils  and  Derivatives 
ling  Electrical  Insulating  Liquids  (1970) 
ling  Finished  Lots  of  Metal  Powders  (1970)  ANSI  H9. 
ling  for  Gaseous  Analysis  (1970) 
ling  for  Particulates  From  Aerospace  Components  or 
ling  for  Particulates  From  Aerospace  Components  Wil 
ling  for  Particulates  From  Reservoir  Type  Pressure 
ling  Fresh  Concrete  (1971)  ANSI  A37.30 
ling  Gas  From  a  Transformer  Under  Positive  Pressure 
ling  Hollow  Microspheres  (1969) 
ling  Hydrated  Lime  (1966) 
ling  Industrial  Chemicals  (1969) 
ling  Industrial  Water  and  Steam  (1970)  ANSI  Z111.2 
ling  Leather  for  Physical  and  Chemical  Tests  (1969) 
ling  Leather  for  Physical  and  Chemical  Tests  (1969) 
ling  Liquefied  Petroleum  (Lp)  Gases  (1970)  ANSI  ZU 
ling  Manufactured  Gas  (1970)  ANSI  Z77.7 
hng  Natural  Gas  (1970)  ANSI  Z77.4 
ling  of  Aerospace  Fluids  in  Containers  (1970) 
ling  of  Bolts  and  Screws  (1970) 
ling  of  Carbon  and  Low  Alloy  Steels,  Forgings  and  S 
ling  of  Coal  (1968) 
ling  of  Fillers  and  Pigments  (1964) 
ling  of  Materials  (R1970) 

ling  of  Noncryogenic  Aerospace  Propellanls  (1970) 
ling  of  Noncryogenic  Fluid  Systems  (1968) 
ling  of  Water  Formed  Deposits  (1970)  ANSI  ZI11.8 
ling  Particulates  From  Man  Accessible  Storage  VesSe 
ling  Peat  Materials  (1971) 

ling  Petroleum  and  Products  (1970)  API  2546,  ANSI  Z 
ling  Procedure  for  Emulsion  Polymers  (1970) 
ling  Purity  by  Total  Acidity  and  Acid  Value  (Dibasi 
ling  Soils  and  Rock  for  Engineering  Purposes  (1969) 
ling  Stacks  for  Particulate  Matter  (1971) 
ling  Stone,  Slag,  Gravel,  Sand  and  Stone  Block  for 
ling  (1969)  Rec.  Pract.  for 

ling,  and  Analyzing  White  Waters  (1961) 
ling.  Testing.  Finishing,  Installation,  and  Definit 
Sand  and  Permanent  Mold  Castings  (1970) 
Sand  and  Stone  Block  for  Use  as  Highway  Materials  (1968 
Sand  Cast  Copper  Base  Alloys  in  Foundry  Pract.  (1965) 
Sand  Casting  Aluminum  and  Magnesium  Alloys  (1965) 
Sand  Castings  for  General  Purposes  (1970) 

Sand  Castings  (1969)  Rec.  Pr 

Sand  Castings  (1970) 

Sand  Castings  (1970) 

Sand  Castings  (1970) 

Sand  Castings  (1970) 

Sand  Castings  (1970) 

Sand  Castings  (1970)  Std.  Spec 

Sand  Castings  (1971) 

Sand  Castings  (1971)  /W  Brass  (Manganese  Bronze)  and  L 

Sand  Castings,  Permanent  Mold  Castings,  and  Die  Casting 
Sand  Equivalent  Test  (1970)  Std.  Test  Meth 

Sand  Equivalent  Value  of  Soils  and  Fine  Aggregate  (1969 
(Sand  Filled  Walls)  for  Storage  of  Dynamite  and  Similar 
Sand  Lined  Molds  for  Gas  (1970) 
Sand  Lined  Molds,  for  Water  or  Other  Liquids  (1970) 
Sand  Lined  Molds,  for  Water  or  Other  Liquids  (1971)  ANS 
Sand  Pract.  for  Aluminum  Alloys  (1965) 
Sand  Pract.  for  Magnesium  Alloys  (1965) 
Sand  Preparation  Molding  and  Coremaking  in  Metal  Castin 
Sand  4.2zn-1.2ce-0.7zr  (Ze41a-T5)  Precipitation  Heat  Tr 
Sand  60,  000  psi  Tensile  (1970) 
Sand.  Chips.  Dirt,  and  Bark)  (R1970)  ANSI  K21.1 
Sand.  80,  000  psi  Tensile  (1970) 
Sands  for  Concrete  (1968) 

Sandwich  Constructions  in  Flatwise  Plane  (1970) 
Sandwich  Constructions  or  Cores  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Constructions  (1970) 
Sandwich  Core  Materials  (1970) 
Sandwich  Cores  (1970) 
Sandwich  Cores  (1970) 
Sandwich  Panel  (1970) 
Sandwich  Panel  (1970) 
Sandwich  Panel  (1970) 
Sandwich  Panel  (1970) 
Sandwich  Panel  (1970) 
Sanitary  and  Storm  Sewers  (1970) 
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cterial  Food  Poisoning  Caused  by  Salmonella)  /  Rec.  Basic 

Std.  Bacteriologic  Examinations  of  Water  to  Determine  Its 
perature  and  Density  Sensors  for  Milk  and  Its  Liquid  Pro/ 
portation  Tanks  for  Bulk  Delivery  And/or  Farm  Pick  Up  Se/ 
ts  (1971) 

ilk  Products  (1971) 
and  Milk  Products  (1971) 
Milk  Products  (1971) 

Brick  and  Tile  in  Sanitation  Structures,  Miscellaneous 
Metal  End  Dimensions  for  Fibre  Citrus  Cans,  401  Diameter, 
Std.  for  Hubless  Cast  Iron 
Meth,  for  Softness  of 

y  (1967) 
1965) 

Rec.  Basic 

ities  (Tech.  Notes)  (1969)  Brick  and  Tile  in 

s  (Tech.  Notes)  (1969)  Brick  and  Tile  in 

h.  Notes)  (1969)  Brick  and  Tile  in 

.  Notes)  (1969)  Brick  and  Tile  in 

Accrediting  Std.  for  Diaper 
Rec.  Pract.  for  Mouse  Control  Meth. 
Rec.  Pract.  for  the  Control  of  Flies 
cing  Tile  and  Glazed  Brick  (Including  Fire  Safety  Data  and 
69)  ANSI  Zl  1 .20  Std.  Test  Meth.  for 

Std.  Meth.  of  Test  for 

Weathering  on  Face  Glazing  and  Bedding  Compounds  on  Metal 
.  Meth.  of  Test  for  Degree  of  Set  for  Glazing  Compounds  on 
product  Std.  for  Auxihary  Builders  Hardware;  Casement  and 
971)  Std.  Spec,  for 

t/  Spec,  for  Roof  Membranes;  Aggregates,  Saturated  Felts, 

polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  Laminates  and 
oofings,  and  Plast/  Spec,  for  Roof  Membranes;  Aggregates, 

Std.  Test  Meth.  for  Aromatic  Traces  in  Light 
Ik  Specific  Gravity  of  Compacted  Bituminous  Mixtures  Using 
ne  Number)  (1971)  Meth.  for 

(1970/  Std.  Meth.  of  Test  for  Saturation  Magnetization  or 

metallic  Magnetic  Materials  (1970/  Std.  Meth.  of  Test  for 

Std.  for  Life 
Std.  Pract.  for  Standardization 
Spec,  for  Hack 
Spec,  for  Band 
Power  Chain 
Power  Chain 
Timing  of  Power  Chain 


Safety  Std.  for  Gasoline  Engine  Driven  Power  Chain 
ion  Joints  in  Portland  Cement  Concrete  Airfield  Pavements, 
Std.  for  Moisture  in  Wood  Chips  and 
Rec.  Std.  for  Stone 
Std.  Safety  Requirements  for 
sses  (1970)  Std.  for 

Std.  Sizes  for  Rough 
Abbreviations  for  Power  Chain 
Guide  Bar  Capacity  for  Power  Chain 
Plunge  Bow  Capacity  for  Power  Chain 
Conversion  Factors  for  Power  Chain 
Fuel  Mixture  for  Power  Chain 
Noise  Level  Measurement  of  Power  Chain 
Noise  Octave  Band  Measurement  of  Power  Chain 
Positions  of  Power  Chain 
Cutting  Rate  of  Power  Chain 
Chain  Speed  of  Power  Chain 
Spark  Arresters  of  Power  Chain 
Symbols  Used  in  Technical  Work  of  Power  Chain 
Wood  Weights  and  Hardnesses  for  Power  Chain 
Volume  Measurement  of  Wood  Power  Chain 
Std.  Test  Meth.  for 
Std.  Safety  Requirements  for 
tering  (Includes  Labor,  Materials,  Services,  Equipment  and 

Spec,  of  Full 

Model  Railroad  Turnout  Dimensions,  0 
Model  Railroad  Turnout  Dimensions,  S 
Model  Railroad  Turnout  Dimensions,  Ho 
Model  Railroad  Turnout  Dimensions,  Tt 
Model  Railroad  Turnout  Dimensions,  Hon3 
a  From  Sensitometric  Strips  Exposed  on  Type  Ib2  (Intensity 
td.  Test  Meth.  for  Color  of  Clear  Liquids  (Platinum  Cobalt 
ted  Organic  Solvents  and  Their  Admixtures  (Platinum  Cobalt 

Std.  Distance 

(1968) 

Model  Railroad  Turnout  Dimensions,  Oo  and  On3 
Safety  Std.  for  Portable  Electrically  Illuminated  Counter 
ing  Chemicals  (1971)  Tent.  Test  Meth.  for 

ure  Sound  Reproducers  (1969)  Spec,  for 


Sanitary  Procedures  for  Prevention  of  Salmonellosis  (Ba  AIB  109 

Sanitary  Quality  (1971)  APHA  •2-400 

Sanitary  Std.  for  Flow  Meters,  Including  Strainers,  Tern  DFISA  2800 

Sanitary  Std.  for  Stainless  Steel  Automotive  Milk  Trans  DFISA  0511 

Sanitary  Std.  for  Storage  Tanks  for  Milk  and  Its  Produc  DFISA  0104 

Sanitary  Stds.  for  Air  Eliminators  for  Milk  and  Fluid  M  DFISA  2900 

Sanitary  Stds.  for  Plate  Type  Heat  Exchangers  for  Milk  DFISA  1103 

Sanitary  Stds.  for  Tubular  Heat  Exchangers  for  Milk  and  DFISA  1204 

Sanitary  Structures  (Tech.  Notes)  (1969)  SCPI  34C 

Sanitary  Style  (1969)  Rec.  Std.  Loose  CCTI  E401.3 

Sanitary  System  with  C  No  Hub  Pipe  and  Fittings  (1969)  CISPI  301-69T 

Sanitary  Tissues  (1966)  TAPPI  T498 

Sanitation  and  Safety  Check  List  for  the  Baking  Industr  AIB  133 

Sanitation  Code  for  the  Vending  of  Food  and  Beverages  NAMA  *5 

Sanitation  Principles  for  the  Baking  Industry  (1969)  AIB  144 

Sanitation  Structures,  Industrial  Waste  Treatment  Facil  SCPI  34B 

Sanitation  Structures,  Miscellaneous  Sanitary  Structure  SCPI  34C 

Sanitation  Structures,  Sewage  Treatment  Facilities  (Tec  SCPI  34A 

Sanitation  Structures,  Water  Treatment  Facilities  (Tech  SCPI  34 

Sanitation  (Sampling  and  Grading)  (1971)  DSAC  *1 

(Sanitation)  for  Baking  Industry  (1967)  AIB  124 

(Sanitation)  in  Commercial  Baking  Areas'(1967)  AIB  131 

Sanitation)  (1969)  /.  and  Test  Meth.  for  Structural  Fa  FTI  *5 

Saponification  Number  by  Color  Indicator  Titration  (R19  ASTM  D94 

Saponification  Number  of  Rosin  (R1970)  ASTM  D464 

Sash  Balance  (Spiral)  Wire  (1962)  SWA  *132 

Sash  (1967)  Std.  Meth.  of  Predicting  the  Effect  of  ASTM  D2249 

Sash  (1969)  Std  ASTM  D2451 

Sash  (1970)  BHMA  1201-5 

Saturable  Papers  for  Laminated  Electrical  Insulation  (1  ASTM  D1080 

Saturated  and  Coated  Felts,  Prepared  Roofings,  and  Plas  NRCA  '2-^ 

Saturated  Felts  (1970)  Roof  Vapor  Barriers;  NRCA  '2-11 

Saturated  Felts,  Saturated  and  Coated  Felts,  Prepared  R  NRCA  *2-IV 

Saturated  Hydrocarbons  by  Gas  Chromatography  (1969)  ASTM  D2600 

Saturated  Surface  Dry  Specimens  (1971t)  /F  Test  for  Bu  ASTM  D2726 

Saturating  Property  of  Roofing  and  Flooring  Felt  Kerosi  TAPPI  T427SU 

Saturation  Induction  of  Nonmetallic  Magnetic  Materials  ASTM  F133 

Saturation  Magnetization  or  Saturation  Induction  of  Non  ASTM  F133 

Saving  Equipment  and  Its  Stowage  (Boats)  (1970)  ABYC  H9 

Savings,  Identification  and  Calculation  (1971)  NSA  1524 

Saw  Blades  (1970)  ANSI  B121.1 

Saw  Blades  (1970)  ANSI  B122.1 

Saw  Engine  Compression  Ratio  (1970)  PSMA  CI. 1-63 

Saw  Engine  Displacement  (1970)  PSMA  Dl.1-70 

Saw  Engine  Ignition  (1970)  PSMA  Tl.1-65 

Saw  Steel  Wire,  Band,  Metal  Cutting  Alloy  (1962)  SWA  *133 

Saw  Steel,  Coping  Wire  (1962)  SWA  *134 

Saw  (Used  Primarily  for  Cutting  Wood)  (1970)  PSMA  Sl-70 

Sawable  Type  (1971)  /Onbituminous  Inserts  for  Contract  ASTM  D2828 

Sawdust  by  Toluene  Distillation  (1960)  TAPPI  T3 

Sawing  Strand  Wire  (1970)  SWA  *86 

Sawmills  (1969)  ANSI  02.1 

Sawn  Crossarms  Preservative  Treatment  by  Pressure  Proce  AWPA  C25-70 

Sawn  Southern  Pine  Siding  (1970)  SFPA  TB4 

Saws  (1970)  PSMA  A2.1-66 

Saws  (1970)  PSMA  B  1.1 -61 

Saws  (1970)  PSMA  B2.1-66 

Saws  (1970)  PSMA  C2.1-65 

Saws  (1970)  PSMA  El. 1-65 

Saws  (1970)  •  PSMA  Nl.1-66 

Saws  (1970)  PSMA  N2.1-67 

Saws  (1970)  PSMA  PI. 1-65 

Saws  (1970)  PSMA  R  1.1 -65 

Saws  (1970)  PSMA  S2.1-70 

Saws  (1970)  PSMA  S3. 1-65 

Saws  (1970)  PSMA  S4.1-65 

Saws  (1970)  PSMA  W2.I-65 

Saws  (1970)  PSMA  W3.1-66 

Saybolt  Viscosity  (1968)  AASHO  T72 

Scaffolding  (1969)  ANSI  A10.8 

Scaffolding)  (1968)  Rec.  Spec,  for  Gypsum  Plas  GA  *4 

Scale  Layout  of  the  Words"School  Bus"  (1965)  NEA  '2 

Scale  (1961)  NMRA  RP12.1 

Scale  (1961)  NMRA  RP12.2 

Scale  (1961)  NMRA  RP12.3 

Scale  (1961)  NMRA  RP12.5 

Scale  (1961)  NMRA  RP12.6 

Scale)  Sensitometers  (1970)  /.  Pract.  for  Plotting  Dat  SMPTE  RP14 

Scale)  (1969)  ASTM  D1209 

Scale)  (1971)  /Td.  Meth.  of  Test  for  Color  of  Halogena  ASTM  D2108 

Scales  for  Focusing  Camera  Lenses  (1968)  ANSI  PH3.20 

Scales  for  Use  with  Decimal  Inch  Dimensioning  (Hs  156)  SAE  J805 

Scales  (1961)  NMRA  RP12.4 

Scales  (1971)  ANSI  C33. 16  UL  466 

Scaling  Resistance  of  Concrete  Surfaces  Exposed  to  Deic  ASTM  C672 

Scanning  Beam  Uniformity  Test  Film  for  35mm  Motion  Pict  ANSI  PH22.65 
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Sid.  Spec.  Fo 
Std.  Spec,  for  Socket  T 
Std.  Spec. 
Std.  Spec.  Fo 
Std.  for  Threa 
Std.  Spec,  for  Socket  T 


St 


ting  Shear  Block  Test  for  Quality  Control  of  Glue  Bonds  in  Scarf  Joints  (1970)  Std.  Meth.  of  Conduc 

n  Dust  Controlled  Areas  Using  Instruments  Based  Upon  Light  Scattering  Principles  (1969)  /  of  Airborne  Particles  I 

Std.  Meth.  of  Test  for  Scavenger  Content  of  Askarels  (1969) 

Marine  Diesel  Engine  Scavenging  and  Supercharging  (Std.  Pract.)  (1971) 

Uniform  Schedule  Dates  for  Photography  Salons  (1967) 

Rec.  Pract,  for  Bending  Polyvinyl  Chloride  (PVC)  Schedule  40  Conduit  in  the  Field  (1971) 

r  Socket  Type  Poly  (Vmyl  Chloride)  Plastic  Pipe  Fittings.  Schedule  40  (1969) 

ype  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings.  Schedule  40  (1969) 

for  Threaded  Poly  (Vmyl  Chloride)  Plastic  Pipe  Fittings.  Schedule  80  (1969) 

r  Socket  Type  Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings.  Schedule  80  (1969) 

ded  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1969) 

ype  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1969) 

uit  Breakers  Rated  on  a  Total  Current  Basis  (19/  Std.  for  Schedules  of  Preferred  Ratings  for  Ac  High  Voltage  Circ 

d.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe,  Schedules  40  and  80  (1969) 

Std.  for  Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  (Schedules  40,  8C,  and  12")  (1970) 

Std.  Station  Invoice  Form  for  Spot  Television  Schedules  (1970) 

Spot  Television  Guide  Scheduling  Form  (1970) 

Spec,  of  Full  Scale  Layout  of  the  Words  "School  Bus"  (1965) 

Minimum  Std.  for  School  Buses  (1964) 

act,  for  Selection  of  Tires;  Medium  and  Heavy  Duty  Trucks,  School  Buses,  Trailers  and  Semitrailers,  for  Normal  Hig 

Std.  for  School  Chalk  (1970) 

valuation  Criteria  for  Design  of  the  Visual  Environment  in  Schools  and  Colleges  (1967) 

Std.  Promoting  Self  Study  and  Evaluation  of  Residential  Schools  for  the  Blind  and  the  Visually  Handicapped  (196 

Std.  for  Schools  of  Barbering  (1960) 

Regulations  for  the  Conduct  of  Std.  Barber  and  Beautician  Schools  (1960) 

Guide  for  Lighting  Audiovisual  Areas  in  Schools  (1966) 

Std,  Test  Meth.  for  Folding  Endurance  of  Paper  by  the  Schopper  Tester  (1969) 

Letter  Symbols  for  Units  Used  in  Science  and  Technology  (1969) 

Std.  Abbreviations  for  Scientific  and  Engineering  Terms  (1941) 

ks.  Through  Hull  Connections,  Outboard  Strainers  and  Water  Scoops  (on  Boats)  (1970) 

t  and  Mobile  Home  Trailers;  Utility,  Garden  Tractor;  Motor  Scooters  (1971) 

senger  Vehicles,  Vehicles,  Station  Wagons,  Motorcycles  and  Scooters,  and  Trailers  (1971)  /  78  In.  Series)  for  Pas 

ontractors  (1969)  Std.  Describing  Scope  of  Work  to  be  Performed  by  Laboratory  Equipment  C 

apparent  Density  of  Refractory  Metals  and  Compounds  by  the  Scott  Volumeter  (1970)  -  .  -  -  - 

ility  of  Spinning  Oils  From  Woolen  Yarns)/  ~ 
4.84 


Rules  and 


/Pract.  for  Installing  Seacoc 
/;  Fork  Lift  Trucks;  Recreational,  Boa 


Std.  Meth.  of  Test  for 
Test  Meth.  for  Scourability  of  Spinning  Lubricant  (to  Test  the  Removab 
Test  Meth.  for  Scouring,  (Continuous,  of  Raw  Grease  Wool  (1971)  ANSI  LI 

Scrap  Spec,  for  Automobile  Bodies  (1970) 
Spec,  for  Alloy  Scrap  (1961) 
Spec,  for  Iron  and  Steel  Scrap  (1968) 
Std.  Classification  of  Unirradiated  Uranium  Scrap  (1970) 
over  Protective  Structure  for  Rubber  Tired,  Self  Propelled  Scrapers  (1969)  /Inimum  Performance  Criteria  for  Roll 

rake  Systems  for  Off  Highway,  Rubber  Tired,  Self  Propelled  Scrapers  (1971)  /or  Minimum  Performance  Criteria  for  B 

Tent.  Meth.  of  Aluminum  Scratch  Test  for  1,1,1-  Trichloroethane  (1971) 
Std.  Test  Meth.  for  Particle  Size  or  Screen  Analysis  at  No.  4  Sieve  and  Coarser  for  Metal  Be 
Std.  Meth.  of  Test  for  Screen  Analysis  of  Coal  (1969) 

Screen  and  Dwarf  Types  for  Door)  (1970) 
Rec.  Std.  for  Screen  Cloth  Wire  (Space  Cloth,  Hardware,  Fly  and  Insec 
Aluminum  Sliding  Screen  Doors  (1968) 

Std.  Spec,  for  Screen  Luminance  for  Indoor  Motion  Picture  Theaters  (19 
Std.  Method  for  Measuring  the  Screen  Luminance  of  Microform  Readers  with  Translucent 
Suggested  Meth.  for  Screen  Residue  of  Paper  Coating  Clays  and  Related  Pigme 


aring  Ores  and  Rela/ 


Std.  for  Spring  Hinges;  Hardware  (Jamb,  Pivot 
t  and  Fine  Mesh)  (1970) 


Spec,  for  Steel 


70) 

screens  (1969) 

nts  (High  Speed  Mixer  Meth.)  (1971) 

Color  Change  of  Fabrics  Due  to  Flat  Abrasion  (Frosting)  Screen  Wire  Method  (1970) 
wire.  Corrosion  and  Heat  Resistant  (18.5cr  ■  13ni  ■  2.5mo)  Screen  (1971) 

Attachment  of  Screening  to  Frame  (1967) 
Trading  Rules  for  Cottonseed  Slab  and  Sized  Cake,  Meal,  Screenings,  Pellets  and  Flakes  (1971) 
Aluminum  Tubular  Frame  Screens  for  Windows  (1968) 
Rec.  Pract.  for  Color  and  Luminance  of  Review  Room  Screens  Used  for  16mm  Color  Television  Prints  (1970) 
the  Screen  Luminance  of  Microform  Readers  with  Translucent  Screens  (1969)  Std.  Method  tor  Measuring 

Vibrating  Screens;  Terms  and  Definitions  (1968) 

Screw  and  Washer  Assemblies;  Sems  (1970) 
.)  (1971)  Std.  for  A-23  Bulb,  Double  Contact  Medium  Screw  Base  Incandescent  Lamp  (Overall  Length  5  15/16  in 

(1971)  Std.  for  A-21  Bulb,  Medium  Screw  Base  Incandescent  Lamp  (Overall  Length  5  1/2  In.) 

Std.  for  Ps-30  Bulb,  Mogul  Screw  Base  Incandescent  Lamp  (1971) 
Std.  Incandescent  Lamp  A-21  Bulb,  Medium  Screw  Base  (Overall  Length  5  5/16  In.)  (1971) 
(Info.  Sheet)  Drive  Shafts  for  Screw  Conveyor  Drives  (1971) 
imensioning  Std.  and  Terminology  for  Permanently  Installed  Screw  Conveyors^(l969) 
ort  Thread,  Torq  Set  (1971)  Std.  Part  Screw  Machine 

(1970) 

ec.  for  Free  Cutting  Brass  Rod,  Bar,  and  Shapes  for  Use  in  Screw  Machines  (1970)  ANSI  H8  1  Std.  Sp 

rolling  Process)  (1970)  Spec,  for  Screw  Thread  Requirements  for  Bolts,  Screws  and  Studs 

Std.  for  Screw  Threads  and  Gaging  Requirements  (1970) 
8)  National  Std.  Screw  Threads  for  Fire  Hose  Couplings  and  Fittings  (195 

Std.  for  Bolt  Heads,  Nuts,  Castle  or  Slotted  Nuts  and  Screw  Threads  (Locomotive)  (1954) 
Std.  Nomenclature,  Definitions,  and  Letter  Symbols  for  Screw  Threads  (1965) 
Std.  Spec,  for  Bone  Screw  Threads  (1969) 
(1970)  Spec,  for  Installation  of  Screw  Type  Steel  Framing  Members  to  Receive  Gypsumboard 

s  -  Railway)  (1971)  Spec,  for  Gland  Nut  (Outside  Screw)  (for  Globe  and  Angle  Valves  for  Steam  Locomotive 

nd  Self  Locking,  Alloy  Steel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  A 

nd  Self  Locking,  Alloy  Steel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket_Head,  Undrilled  and  Drjlled,  Plain  A 

ead.  Nonlocking  (1970) 
d  Nonlocking  (1970) 
,  Full  Thread,  Nonlocking  (1970) 


Flat  Fillister  Head,  Close  Tolerance,  Sh 
Screw  Machine,  Flathead  100  Deg.  Plain  and  Self  Locking 


Screw,  Hex  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full  Thr 
Screw,  Hex  Head,  Tri  Wing  Recess,  A286  ORES,  Full  Threa 
Screw.  Hex  Head,  Tri  Wing  Recess,  6al-4v  Titanium  Alloy 


ng  Recess,  Alloy  Steel,  Self  Locking  and  Nonlocking  (197/  Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wi 


Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wi 
ng  Recess,  Titanium  Alloy,  6al-4v  Self  Locking  and  Nonio/  Screw,  Machine  Flat  Fillister  Head,  Full  Thread.  Tri  Wi 

Std.  Part  Screw,  Machine  Pan  Head,  Cross  Recessed,  Full  Thread  (I 


ng  Recess, _A286  CRES,  Self  Locking  and  Nonlocking  (1970) 
971) 


ASTM 

ASTM 

ASTM 

DEMA 

PSA 

SPI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

ASTM 

use 

AAAA 

AAAA 

NEA 

NEA 

SAE 

use 

lES 

NACAB 

AMBBA 

AMBBA 

lES 

ASTM 

ANSI 

ANSI 

ABYC 

TRA 

TRA 

SAMA 

ASTM 

AATCC 

AATCC 

ISIS 

ISIS 

ISIS 

ANSI 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

BHMA 

SWA 

SCRMA 

ANSI 

ANSI 

TAPPI 

AATCC 

SAE 

SCRMA 

NCPA 

SCRMA 

SMPTE 

ANSI 

ANSI 

IFI 

ANSI 

ANSI 

ANSI 

ANSI 

AGMA 

ASAE 

NSA 

NSA 

ASTM 

SAE 

IFI 

AIA 

AAR 

ANSI 

ASTM 

GA 

AAR 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 


DI759 

F50 

D1701 

MD73 

•4 

PPI-TR15 

D2466 

D2468 

D2464 

D2467 

D2465 

D2469 

C37.6 

D1527 

PS21 

•7 

•9 

•2 

'1 

J161 

PS30 

LM26 

*2 

*\ 

•2 

CP30 

D643 

YI0.19 

ZlO.l 

A2 

5 

1 

LF3 

B329 

77 

64 

•1-4 

•1-2  ■ 

•l-I 

N15.1 

J320A 

J319B 

D2943 

E389 

D410 

1101 

•77 

SMS2003 

PH22.124 

PH5.10 

T681SU 

119 

AMS5690F 

SMT31 

•3 

SMR1003 

RP41 

PH5,10 

Z121.1 

SEC. I 

C78.227 

C78.262 

C78.222 

C78.216 

481.01 

S334T 

1121 

662 

B16 

AS3062 

SEC.M 

FS4 

MSRP-L-27 
B1.7 
F114 
•24 

MSRP-F-173 

1351 

1352 

5900-3 

6000-3 

6100-3 

5300-6 

5400-6 

5500-6 

1635 
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set  (1971) 

ort  Thread,  Torq  Set  (1971) 
et  (1971) 
set (1971) 
t  (1971) 

rl  Thread,  Torq  Set  (1971) 
.  Torq  Set  (1971) 


1971) 
971) 

et  (1971) 


Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Pari 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 
Std.  Part 

1  Thread.  Self  Locking  and  Nonlocking  (1970) 
thread.  Self  Locking  and  Nonlocking  (1970) 
full  Thread  Self  Locking  and  Nonlocking  (1970) 
Full  Thread  Self  Locking  and  Nonlocking  (1970) 

Std.  Part  Bit, 
Bit, 

s)  (1970)  Rec.  Pract.  for 

Rec.  Pract.  for 

egree  Street  Elbows  (Railway  Cars)  (1970/  Rec.  Pract.  for 

er  Bearing  Boxes  (Railway  Cars)  (1970)  Std.  for  Cap 

Spec,  for  Screw  Thread  Requirements  for  Bolts, 
reness  Requirements  (1970)  Std.  for  Bolts, 

light  Gage  Steel  Studs  (1970)  Std.  Spec,  for  Steel  Drill 

Std.  Socket  Cap.  Shoulder  and  Set 
Lag 

Std.  for  Square  and  Hex  Bolts  and 
Std.  for  Tapping 
Std.  for  Socket  Cap  and  Shoulder 
Spec,  for  Hex  Flange 
Std.  for  High  Performance  Thread  Rolling 
Spec,  for  Flange  12  Point 
Quality  .'\ssurance  Sampling  of  Bolts  and 
Nondestructive  Inspection  Std.  for  Bolts  and 
t.  for  the  Mechanical  and  Quality  Requirements  for  Tapping 
uare  Head,  Slotted  Headless,  Hexagon  and  Spline  Socket  Set 
Std.  for  Steel  Self  Drilling  Tapping 
Rec.  Pract.  for  the  Surface  Discontinuities  on  Bolts, 


et  Headed,  Heat  Treated  Roll  Threaded,  2050f  (/ 
et  Headed,  Heat  Treated,  Roll  Threaded,  1950f  / 


ed.  Roll  Threaded  Solution  and  Precipitation  T/ 
ed.  Roll  Threaded,  1650f  Heat  Treatment  (1970) 
ed.  Heat  Treated,  Roll  Threaded  1800f  (982.2c)/ 
eat  Treated,  Roll  Threaded  (1970) 


Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 
Bolts  and 


treated.  Roll  Threaded  (1970) 
sile  Strength  Hardened,  Tempered,  Roll  Threade/ 
Tempered,  Roll  Threaded  (1970) 
nsile  Strength,  Hardened  and  Tempered,  Roll  Th/ 
tempered.  Roll  Threaded  (1970) 

ity  Requirements  for  Stainless  Steel  and  Nonferrous  Bolts, 
ed.  Roll  Threaded  (1970)  Bolts  and 

aded  (1970)  •  Bolts  and 

ature  and  Wood  Types  (1970)  Std.  for 

s  (1970)  Std.  for  Design  Parameters  for  Bolts  and 

59)  Tent.  Test  Meth.  for 

1971)  Test  Procedures  for  Washability  and 

Test  Procedure  for  Gas 
Method  of  Testing  Resistance  to 
Rec.  Pract.  and  Std.  Covering  Cockpits  and 
Safety  Requirements  for  Marine  Through  Hull  Fittings  and 
Rec.  Procedures  for  the  Bacteriological  Examination  of 
and  Water  Scoops  (on  Boats)  (/  Rec.  Pract.  for  Installing 

or  Clearance  Outline  and  Limiting  Dimensions  for  Seals  and 

Rec.  Std.  for  Car 
Meth.  for  Envelope 
Std.  Test  Meth.  for 

Limestone,  Attachment  and  Support  of  Panels  and  Design  of 
meth.  of  Test  for  Indentation  Hardness  of  Elastomeric  Type 
Spec,  for  Nonskinning  Bulk  Sealing  Compounds 
ec.  for  Nonskinning,  Nonresilient  Preformed  Compounds  (for 

Spec,  for  Narrow  Joint 
Std.  for  Meth.  of  Installing  Glass  by 
Spec,  for  Nonskinning  Resilient  Preformed  Compounds 
Std.  for  Headlamp  Aiming  Device  for  Mechanically  Aimable 

Safety  Std.  for  Marine 
Glazing  Spec,  for 
Spec,  for 
Std.  for  Lamp  Bulbs  and 
ioning  and  Refrigerating  Equipment  (1971/  Safety  Std.  for 

Spec,  for  Narrow  Joint  Seam 


Screw,  Machine,  Flat  Fillister  Head,  Full  Thread,  Torq 

NS  A 

1 1 01 

Screw,  Machine,  Flat  100  Deg.  Head,  Close  Tolerance,  Sh 

NS  A 

1 151 

Screw,  Machine,  Flat  100  Deg.  Head,  Full  Thread,  Torq  S 

NS  A 

1 102 

Screw,  Machine,  Flat  100  Deg.  Head,  Short  Thread,  Torq 

NSA 

1620 

Screw,  Machine.  Flat  S2  Deg.  Head,  Full  Thread,  Torq  Se 

NSA 

1 393 

Screw,  Machine,  Pan  Head  Modified.  Close  Tolerance,  Sho 

NSA 

1 141 

Screw,  Machine.  Pan  Head,  Close  Tolerance,  Short  Thread 

NSA 

1131 

ocrew,  Macnine.  ran  Head,  run  thread,  lorq  ^)et  (ly/l) 

NSA 

1 100 

Screw,  Machine,  Pan  Head.  Short  Thread.  Torq  Set  (1971) 

NSA 

1630 

Screw.  ;>eli  Locking,  Mat  rilhster  Head,  run  Ihread 

NSA 

1 191 

Screw.  Sell  Locking,  rlat  100  Ueg.  Head,  hull  Ihread  (1 

NSA 

1 189 

Screw.  Self  Locking,  Flat,  100  Deg.  Head.  Shear,  Torq  S 

NSA 

1 161 

Screw,  Self  Locking,  Pan  Head,  Full  Thread  (1971) 

NSA 

1 190 

Screw,  Self  Locking,  Pan  Head.  Shear  Torq  Set  (1971) 

NSA 

1171 

ocrew,  1  uu  L/cg.  riedu,  in  wing  tvecess,  /\jioy  oieei,  rui 

NSA 

5600-6 

ocrew,  1  uvj  ucg.  ticaci,  i  n  wing  Kccess,  /\zoo  *^t\.i_,o,  run 

NSA 

5700-6 

ocrcw,  1  uu  ueg.  v_ivdi  ncau,  i  n  wing  ixclcss,  nsoo  ^_i\.to. 

NSA 

6500-6 

QrTi^M/     1         r^i^o    Tri  Wino  T3(=p<^cc    fial-dv  "Titanium  Allf^v 
oLI  C  W,   1  Kjyj  L^Cg.    1  11  Wlllg  I\.CLCJ»S,  UaJtV    I  llalllUIII  r\H\jy  , 

NSA 

5800-6 

Screwdriver,  Tri  Wing  Recess  (1971) 

NSA 

4005 

Screwdriver,  Tri  Wing,  Spec,  for  (1970) 

NSA 

4001 

Screwed  Pipe  Fittings  for  300  Lb.  Pressure  (Railway  Car 

A  AR 

MSKr-L- 1  DJ 

ocrewea  ripe  rulings  lor  juu  lo.  rressure  [i^/yj) 

A  AR 

MSKr-L-  1  41 

Screwed  Pipe  Fittings  for  300  Lb.  Pressure,  45  and  90  D 

A  AR 

MSKr-L- 1  4U 

Screws  and  Finished  Hexagon  Head  Bolts  for  Journal  Roll 

A  AR 

MSKr-L-z» 

Screws  and  Studs  (Rolling  Process)  (1970) 

S  AE 

AS3062 

Screws  and  Studs,  Straightness,  Concentricity,  and  Squa 

S  A  E 

AS3063 

Screws  for  the  Application  of  Gypsum  Sheet  Material  to 

ASTM 

C646 

ocrews  \  1 V07 ) 

A  IN  SI 

B 1 8.3 

ocrews  ( 1  vovj 

CAP 
SAL 

1 1  ni 
J  1  \jj 

Screws  ( 1  y  /U) 

IFI 

SEC.  A 

oCrews  [ly  lyj) 

IFI 

SEC.E 

Screws  ( 1  y  /U) 

IFI 

SEC.G 

Screws  ( 1  y  /U) 

IFI 

1 1 1 

C  f  i-a  III  c  /  1  0*70  1 

Screws  ( ly /U) 

IFI 

1 1 2 

Screws  (1970) 

IFI 

1 1 5 

Screws  (1970) 

SAE 

AMSZ->  /i 

Screws  (1970) 

SAE 

AS  1 1 77 

Screws  (1970)  Rec. 

Prac  SAE 

jyj)  Jr> 

Screws  (1970)                                                         Std.  for  Sq  IFI 

SEC.H 

Screws  (1971) 

IFI 

1 1 3 

Screws,  and  Studs  (1969) 

SAE 

Jl  23 

Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Ups 

SAE 

AMS  /4oyA 

Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant,  Ups 

SAE 

AMS  /4  /  1  b 

Screws,  Roll  Threaded  (1970) 

SAE 

AMS  /4  /  jL 

Screws,  Steel.  Alloy  Heat  Treated.  Roll  Threaded  (1970) 

SAE 

AMS  /4jzJ 

Screws,  Steel,  Corrosion  and  Heat  Resistant,  Heat  Treat 

SAE 

AMS  /4  /oU 

Screws,  Steel,  Corrosion  and  Heat  Resistant.  Heat  Treat 

SAE 

AMS  /4  /yc 

Screws,  Steel,  Corrosion  and  Heat  Resistant.  Upset  Head 

SAE 

AMS7477B 

Screws,  Steel,  Corrosion  and  Moderate  Heat  Resistant,  H 

SAE 

AMS  /4 /Ur 

Screws,  Steel,  Corrosion  Resistant,  Roll  Threaded  (1970 

SAE 

AMS  /4  /ZH 

Screws,  Steel,  Corrosion  Resistant.  Upset  Headed,  Heat 

SAE 

A \A Ql A1 A  A 

AMS  /4  /4  A 

Screws.  Steel,  Low  Alloy  Heal  Resistant  195,  000  psi  Ten 

SAE 

AMS  /4jy  A 

Screws,  Steel,  Low  Alloy  Heat  Resistant,  Normalized  and 

SAE 

AMS7454h 

Screws.  Steel,  Low  Alloy  Heat  Resistant.  220,  000  psi  Te 

SAE 

AMS7464A 

Screws.  Steei,  Low  Alloy,  Heat  Resistant,  Hardened  and 

SAE 

AMS7455 

Screws.  Studs  and  Nuts  (1968)              /the  Mechanical  and  Ouai  IFI 

104 

Screws.  Titanium  Alloy  6al-4v,  Upset  Headed.  Heat  Treat 

SAE 

AMS7461  A 

Screws,  Titanium  Alloy,  6al-4v,  Heal  Treated.  Roll  Thre 

SAE 

AMS746UB 

Screws:  Machine,  Slotted  Head  Cap.  Thumb  and  Wing,  Mini 

IFI 

SEC.F 

Screws;  External  Wrenching,  Unified  Threaded  Inch  Serie 

SAE 

ASl  132 

Scrub  Resistance  of  Interior  Latex  Flat  Wall  Paints  (19 

ASTM 

D2486 

Scnibbability  of  Finishes  Applied  lo  Tiles  and  Panels 

AIMA 

7 

Scrubbers  (1964) 

IGCI 

WCl 

Scuffing  of  Tnm  Materials  (1968) 

SAE 

J365 

Scuppers  (Boats)  (1970) 

ABYC 

H4 

Sea  Valves  (1966) 

UL 

1 121 

Sea  Water  and  Shellfish  (1970) 

APHA 

*3 

Seacocks.  Through  Hull  Connections,  Outboard  Strainers 

ABYC 

A2 

Seal  Fit  for  Freight  Car  Roller  Bearings  (Railway)  (197 

AAR 

MSRP-D-58B 

Seal  Wire  (1970) 

SWA 

*24 

Seal,  Seam,  and  Window  Patch  Test.  (1969) 

TAPPI 

T516 

Sealabilily  of  Enveloped  Gaskets  (1970) 

ASTM 

F112 

Sealant  Joints  Shown  in  Detailed  Plates  (1967)                   /Ing  of  ILIA 

*8.35 

Sealants  by  Means  of  a  Durometer  (1970) 

Std.  ASTM 

C661 

(Sealants  for  Nonporous  Surfaces)  (1968) 

Sealants  in  Buildings)  (1968) 

Sealants  (Drying  Type,  Gun  Grade)  (1968) 

Sealants  (1970) 
(Sealants)  (1968) 

Sealed  Beam  (1970) 

Sealed  Combustion  Chamber  Heaters  (1966) 
Sealed  Insulating  Glass  Units  (1970) 
Sealed  Insulating  Glass  Units  (1971) 
Sealed  Units  (1968) 

Sealed  (Hermetic  Type)  Motor  Compressors  for  Air  Condit 
Sealer  for  Use  with  Architectural  Aluminum  (1971) 


Sp 


NAAMMSS-IA 
NAAMMSS-IC 
NAAMMSS-ID 
FGMA  •! 
NAAMMSS-IB 
SAE  J602A 
UL  1117 
SIGMA  70-7-1 
SIGMA  65-7-2 
SAE  J573D 
UL  984 
AAMA  803.2 
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Std.  Spec,  for  Jet  Fuel  Resistant  Concrete  Joint 
Std.  Meth.  of  Test.  Jet  Fuel  Resistant  Concrete  Joint 
969)  Spec,  for  Exterior  Perimeter 

68)  Spec,  for  Nonskinning  Bulk 

Std.  Spec,  for  Cellular  Elastomeric  Preformed  Gasket  and 
or  Solvent  Soluble  Liquid  Adhesives  for  Automatic  Machine 

Meth.  for 
Std.  Meth.  of  Test  for 
.  for  Determining  the  Stnppability  of  a  Gummed  Reinforced 
ant,  Low  Compression  Set  Fpm  Type  70  -  /  Spec,  for  Rings, 

1/  Std.  for  Clearance  Outline  and  Limiting  Dimensions  for 

std.  Spec,  for  Preformed  Polychloroprene  Elastomeric  Joint 
Std.  Spec,  for  Preformed  Elastomeric  Compression  Joint 

c.  for  Lubricant  for  Installation  of  Preformed  Compression 

Std.  for  Oil 

Rubber  Microhardness  Measurement  on  Shaft  Oil 
Meth.  for  Dynamic  Strength  of  Flexible  Barrier  Material 
eth.  for  Static  Load  Strength  of  Flexible  Barrier  Material 

Spec,  for  Resistance 
Spec,  for  Narrow  Joint 

Meth.  for  Envelope  Seal, 
Std.  Test.  Procedure  for  Measuring  Loose  Metal  Ends  and 
I)  ANSI  B125.19  Std.  Spec,  for 

71)  ANSI  BI25.16  Std.  Spec,  for 

or  General  Service  (1971)  ANSI  B125.15  Std.  Spec,  for 

small  Diameter)  for  General  Service  (1969/  Std.  Spec,  for 

w  Temperature  Service  (1969)  Std.  Spec,  for 

ice  (1969)  Std.  Spec,  for 

Spec,  for  Line  Pipe 
Std.  Spec,  for  Wrought  Zirconium  and  Zirconium  Alloy 
Std.  Spec,  for  Columbium  and  Columbium  Alloy 

d.  Rec.  Pract.  for  Electromagnetic  (Eddy  Current)  Test,  of 
ication  (1970)  Std.  Spec,  for 
-  1  Ini  -  Ti  (SAE  30321 )  Hydraul/  Spec,  for  Steel  Tubing, 
sae  30304)  Hydraulic,  Solution  T/               Spec,  for  Steel  Tubing, 

Std.  Spec,  for 
Std.  Spec,  for 

heater  Tubes  (1969)  Std.  Spec,  for 

rvice  (1969)  ANSI  B125.7  Std.  Spec,  for 

hapes  (1971)  ANSI  /  Std.  Spec,  for  Cold  Formed  Welded  and 
.22  Std.  Spec,  for  Hot  Formed  Welded  and 

nger  and  Condenser  Tubes  (1969)  Std.  Spec,  for 

al  Fins  (1971)  Std.  Spec,  for  Copper  and  Copper  Alloy 

Std.  Spec,  for  Copper  and  Copper  Alloy 
denser  Tubes  (1971a)  Std.  Spec,  for  U-Bend 

Std.  Spec,  for  General  Requirements  for  Wrought 
tion  Field  Service  (1971)  ANSI  H23.5  Std.  Spec,  for 

Std.  Spec,  for 
Std.  Spec,  for 

cuum  Induction  Melted  (1971)  (19/  Spec,  for  Steel  Tubing, 

ents  (1969)  Ans/  Std.  Spec,  for  Carbon  Steel  Forgings  for 

Std.  Spec,  for  Aluminum  Alloy  Seamless  Pipe  and 
perheated,  and  Heat  Exchanger  Tubes  (1971/  Std.  Spec,  for 

ubes  for  Refinery  Service  (1969)  Std.  Spec,  for 

aNSIb93.11  Std.  for 

bes  (1971)  ANSI  B125.10  Std.  Spec,  for 

1  Ini  -  (Cb  +  ta)  (SAE  30347)  Hydr/  Spec,  for  Steel  Tubing, 

ae  30304)  High  Pressure  Hydrauli/  Spec,  for  Steel  Tubing, 

8.7  Std.  Spec,  for  Aluminum  Alloy 

std.  Spec,  for  Supplementary  Requirements  for  Nickel  Alloy 
Std.  Spec,  for  Copper  Silicon  Alloy 
Std.  Spec,  for  Nickel 
Std.  Spec,  for  Nickel  Iron  Chromium  Alloy 
Std.  Spec,  for  Nickel  Copper  Alloy 
Std.  Spec,  for 
Spec,  for  High  Strength 
r  Black  and  Hot  Dipped  Zinc  Coated  (Galvanized)  Welded  and 
Std.  Spec,  for  Welded  and 
ement  Tables  for  45  and  90  Deg.  Branch  Connections  of  Pipe 
Std.  Spec,  for  Welded  and 
Std.  Details  of 

)  ANSI  H38.6  Std.  Spec,  for  Aluminum  Alloy  Drawn 

Std.  Spec,  for  Aluminum  Alloy  Drawn 
2.5mo)  (1971)  Spec,  for  Steel  Tubing, 

Ti)(1971)  Spec,  for  Steel  Tubing, 

b  +  ta)(1971)  Spec,  for  Steel  Tubing, 

(1971)  Spec,  for  Steel  Tubing, 

971)  Spec,  for  Steel  Tubing, 

2.5mo  (SAE  30316)  (1971)  Spec,  for  Steel  Tubing, 

Aluminum  Alloy  Tubing, 
Spec,  for  Titanium  Alloy  Tubing, 
0)  Test  Meth.  for  Appearance  of 

Std.  Test.  Procedure  for  Measuring  End 
Materials;/  Seating  Manual  for  Motor  Vehicles;  Including 

Rec.  Pract.  for 


Sealer,  Hot  Poured  Elastic  Type  (1969) 
Sealer,  Hot  Poured  Elastic  Type  (1969)  ANSI  A37.117 
Sealing  Compound  for  Use  with  Architectural  Aluminum  (I 
Sealing  Compounds  (Sealants  for  Nonporous  Surfaces)  (19 
Sealing  Material  (1970) 

Sealing  of  Top  Flaps  of  Fiberboard  Shipping  Cases  (1970 

Sealing  Strength  of  Petroleum  Wax  (197(5) 

Sealing  Strength  of  Petroleum  Wax  (1970)  ANSI  Zl  1.178 

Sealing  Tape  (Non  Asphaltic)  (1968)  Meth 

Sealing,  Synthetic  Rubber  High  Temperature  Fluid  Resist 

Seals  and  Seal  Fit  for  Freight  Car  Roller  Bearings  (Rai 

Seals  for  Concrete  Pavements  (1969) 

Seals  for  Concrete  (1967) 

Seals  in  Concrete  Pavements  (1969)  Tent.  Spe 

Seals  (1964) 
Seals  (1965) 
Seals  (1969) 
Seals  (1969) 

Seam  and  Roll  Spot  Welding  Equipment  (3  Phase)  (1971) 

Seam  Sealer  for  Use  with  Architectural  Aluminum  (1971) 

Seam  Welder  (1964) 

Seam,  and  Window  Patch  Test.  (1969) 

Seaming  Chucks  of  Fibre  Cans  (1968) 

Seamless  and  Electric  Welded  Low  Alloy  Steel  Tubes  (197 
Seamless  and  Welded  Austenitic  Stainless  Steel  Pipe  (19 
Seamless  and  Welded  Austenitic  Stainless  Steel  Tubing  F 
Seamless  and  Welded  Austenitic  Stainless  Steel  Tubing 
Seamless  and  Welded  Carbon  and  Alloy  Steel  Tubes  for  Lo 
Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Serv 
(Seamless  and  Welded  Steel)  (1971) 
Seamless  and  Welded  Tubes  for  Nuclear  Service  (1971) 
Seamless  and  Welded  Tubes  (1970) 

Seamless  and  Welded  Tubular  Products,  Austenitic  Stainl 
Seamless  and  Welded  Zirconium  Tubes  for  Nonnuclear  Appl 
Seamless  and  Welded,  Corrosion  and  Heat  Resistant,  18cr 
Seamless  and  Welded,  Corrosion  Resistant,  19cr  -  lOni 
Seamless  Brass  Tube  (1971)  ANSI  H36.1 
Seamless  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1971 
Seamless  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Super 
Seamless  Carbon  Steel  Boiler  Tubes  for  High  Pressure  Se 
Seamless  Carbon  Steel  Structural  Tubing  in  Rounds  and  S 
Seamless  Carbon  Steel  Structural  Tubing  (1971)  ANSI  G24 
Seamless  Cold  Drawn  Intermediate  Alloy  Steel  Heat  Excha 
Seamless  Condenser  and  Heat  Exchanger  Tubes  with  Integr 
Seamless  Condenser  Tubes  and  Ferrule  Stock  (1971) 
Seamless  Copper  and  Copper  Alloy  Heat  Exchanger  and  Con 
Seamless  Copper  and  Copper  Alloy  Tube  (1971)  ANSI  H23.4 
Seamless  Copper  Tube  for  Air  Conditioning  and  Refrigera 
Seamless  Copper  Tube,  Bright  Annealed  (1970)  ANSI  H23.2 
Seamless  Copper  Water  Tube  (1970)  ANSI  H23.1 
Seamless  Corrosion  Resistant  Consumable  Electrode  or  Va 
Seamless  Drums,  Heads,  and  Other  Pressure  Vessel  Compon 
Seamless  Extruded  Tube  (1971)  ANSI  H38.7 
Seamless  Ferritic  and  Austenitic  Alloy  Steel  Boiler,  Su 
Seamless  Low  Carbon  and  Carbon  Molybdenum  Steel  Still  T 
Seamless  Low  Carbon  Steel  Hydraulic  Line  Tubing  (1969) 
Seamless  Medium  Carbon  Steel  Boiler  and  Super  Heater  Tu 
Seamless  or  Welded,  Corrosion  and  Heat  Resistant,  I8cr- 
Seamless  or  Welded,  Corrosion  Resistant,  19cr  -  lOni  (S 
Seamless  Pipe  and  Seamless  Extruded  Tube  (1971)  ANSI  H3 
Seamless  Pipe  and  Tube  for  Nuclear  Applications  (1970) 
Seamless  Pipe  and  Tube  (1969)  ANSI  H26.3 
Seamless  Pipe  and  Tube  (1970) 
Seamless  Pipe  and  Tube  (1971) 
Seamless  Pipe  and  Tube  (1971)  ANSI  H34.2 
Seamless  Stainless  Steel  Mechanical  Tubing  (1971) 
Seamless  Steel  Casing  and  Tubing  (1970) 
Seamless  Steel  Pipe  for  Ordinary  Uses  (1969)  ANSI  B36.2 
Seamless  Steel  Pipe  Piles  (1969) 

Seamless  Steel  Pipe  (1970)  Reintorc 

Seamless  Steel  Pipe  (1971)  ANSI  BI25.1 

Seamless  Steel  Tube  Bushings  for  Coupler  Shanks  (1970) 

Seamless  Tubes  for  Condensers  and  Heat  Exchangers  (1971 

Seamless  Tubes  (1970)  ANSI  H38.3 

Seamless,  Corrosion  and  Heat  Resistant  (I7cr  -  12.5ni  - 

Seamless,  Corrosion  and  Heat  Resistant  (18.5cr  -  llni  - 

Seamless,  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  C 

Seamless,  Corrosion  and  Heat  Resistant  (23cr  -  13.5ni) 

Seamless,  Corrosion  and  Heat  Resistant  (25cr  -  20ni)  (1 

Seamless,  Corrosion  and  Heat  Resistant,  17cr  -  12.5ni  - 

Seamless,  Drawn  1.25  Manganese  (3003-0)  (1970) 

Seamless,  3.0al  -  2.5v,  Annealed  (1971) 

Seams  in  Wash  and  Wear  Items  After  Home  Laundering  (197 

Seams  of  Fibre  Cans  (1968) 

Seat  Adjusters,  Frames,  Spring  Assemblies,  and  Covering 
Seat  and  Wheel  Relation  on  Boats  (1965) 


ASTM 

DI854 

ASTM 

D1855 

AAMA 

808.1 

NAAMMSS-1 A 

ASTM 

C509 

ASTM 

D1874 

TAPPI 

T642 

ASTM 

D2005 

GIA 

202M 

SAE 

AMS7280 

AAR 

MSRP-D-58B 

ASTM 

D2628 

AASHO 

M220 

ASTM 

D2835T 

RMA 

*7 

RMA 

*6 

TAPPI 

T517 

TAPPI 

T518 

NSA 

1444 

AAMA 

803.2 

RWMA 

16-1.5 

TAPPI 

T516 

CCTI 

C105 

ASTM 

A423 

ASTM 

A312 

ASTM 

A269 

ASTM 

A632 

ASTM 

A334 

ASTM 

A333 

API 

5L 

ASTM 

B353 

ASTM 

B394 

ASTM 

E426 

ASTM 

B523 

SAE 

AMS5557C 

SAE 

AMS5567A 

ASTM 

B135 

ASTM 

A519 

ASTM 

A  209 

ASTM 

A192 

ASTM 

A500 

ASTM 

A501 

ASTM 

A199 

ASTM 

B359 

ASTM 

Bill 

ASTM 

B395 

ASTM 

B251 

ASTM 

B280 

ASTM 

B68 

ASTM 

B88 

SAE 

AMS5560E 

ASTM 

A266 

ASTM 

B241 

ASTM 

A2I3 

ASTM 

A16I 

NFLDP 

T3. 15.67.2 

ASTM 

A210 

SAE 

AMS5556B 

SAE 

AMS5566E 

ASTM 

B241 

ASTM 

B513 

ASTM 

B315 

ASTM 

B161 

ASTM 

B407 

ASTM 

8165 

ASTM 

A511 

API 

5AX 

ASTM 

A120 

ASTM 

A252 

PFI 

rB2 

ASTM 

A53 

AAR 

MSRP-C-35 

ASTM 

B234 

ASTM 

B210 

SAE 

AMS5573D 

SAE 

AMS5570H 

SAE 

AMS5571C 

SAE 

AMS5574A 

SAE 

AMS5572C 

SAE 

AMS5573E 

SAE 

AMS4065E 

SAE 

AMS4943 

AATCC 

88B 

CCTI 

C106 

SAE 

J782A 

BIA 

153 
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Std.  for  Motor  Vehicle 
Sid.  for  Motor  Vehicle 
Rec.  Pract.  for  Dynamic  Test  Procedure,  Types  1  and  2 
Rec.  Pract.  for  Motor  Vehicle 

1)  Rec.  Pract.  for 
1970)  Rec.  Pract.  for 

Rec.  Pract.  for 
Quality  Control  Std.  for  Control  Valve 
td.  for  Axle  for  Freight  Cars;  Plain  Bearing.  Raised  Wheel 
d.  for  Axle  for  Freight  Cars.  Roller  Bearing,  Raised  Wheel 
for  Axle  for  Passenger  Cars;  Roller  Bearing,  Raised  Wheel 
for  Passenger  (Railway)  Cars;  Plain  Bearing,  Raised  Wheel 
d  Area  (1969)  Rec.  Pract.  for 

Std.  for  Rubber 

sld.  for  Devices  for  Use  in  Defining  and  Measuring  Vehicle 
ters.  Frames,  Spring  Assemblies,  and  Covering  Materials;/ 
Marine  Diesel  Engine  Foundations  and 
971)  Std.  for 

Rec.  Pract.  (Safety  Considerations)  for  Flight  Deck 
s  and  Definitions  for  Distribution  Cutouts  and  Fuse  Links, 
tches,  Di/  Guide  for  Distribution  Cutouts  and  Fuse  Links, 

sw/  Design  Tests  for  Distribution  Cutouts  and  Fuse  Links, 

Std.  for 

other  Parts  (Freight  Cars)  (1970)  Spec,  for 

Spec,  for  Inspection  and  Classification  of 
arts  (1970)  Spec,  for 

dustrial  Haulage  (1969)  ANS/  Std.  Spec,  for  Figure  9  Deep 

Std.  for  General  Purpose  Rectangular  Uniform 
ract.  for  Selection  of  Steel  Bar  Compositions  According  to 
(1970)  Std.  for  Cross 

temating  Cur/  Std.  for  Automatic  Circuit  Reclosers,  Line 

Std.  Requirements  for  Automatic  Line 
Safety  Std.  for  Marine  Flexible  Fuel  Line 
Std.  Spec,  for  Precast  Reinforced  Concrete  Manhole 
c.  for  Designs  of  Tie  Plates  for  Use  with  Ra-a  and  Re  Rail 
for  Drives  Using  Single  V-Belts  (21,  31,  41,  and  51  Cross 
Steel  Products  Manual  for  Carbon  Steel  Plates,  Structural 
h  Having  Floating  Sills  with  the  Train  Line  and  Angle  Cock 
rom  the  Water  (Boa/  Rec.  Pract.  and  Std.  Covering  Aids  to 

Spec,  for  Commercial  Projected  Steel  Windows 
oils  (R1969)  ANSI  C59.103  Std.  Test  Meth.  for 

SI  Zl  1.115  Std.  Meth.  of  Test  for  Water  and 

TM  D1796  Std.  Meth.  of  Test  for  Water  and 

SIZ11.58  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for  Water  and 
Std.  Meth.  of  Test  for  Water  and 
e  Size  Distribution  of  Alumina  or  Quartz  Using  Centrifugal 
ination  of  Polluted  Waters,  Wastewaters,  Effluents,  Bottom 
Dielectric  Properties  of  Grain  and 
Meth.  for  Determining  the 
Piston  Ring  Wire 

test  for  Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Linear 
t  and  Strip  (1969)  Rec.  Pract.  for 

970)  a  Guide  to 

Rec.  Pract.  for 
Procedure  for 

sampling  Airborne  Radioactive  Materials  in  Nucl/  Std.  for 

(1971)  Std.  for 

2)  Std.  Form  of  Questionnaire  for  the 
sducers  Used  for  Measuring  Shock  and  Vibrat/  Std.  for  the 
ooling  Systems,  Ethylene  Glycol  and  Meth/            Rec.  Pract.  for 

Rec.  Pract.  for  the 
Std.  Rec.  Guide  for  the 
n  (1969)  ANSI  G24.28  Rec.  Pract.  for 

1  Buses,  Trailers  and  Semitrailers,  for  /  Rec.  Pract.  for 

ft  Trucks,  Mobile  Cranes,  Shovels  and  Mining  Cars  (5  MPH); 
0  be  Used  in  a  Coincident  Current  Memory  with  a  Two  to  One 
and  Garden  Tractors  Load  and  Inflation  Pressures  and  Tire 
machines  of  Future  and  Design  (1968)  Tire 
lure  Design  (1970)  SAE  J7 11  Tire 
Definitions  and  Terms  for  Tire 
e  Photometric  Laboratory  (1968)  Guide  for  the 

of  the  Road  /  Safety  Std.  for  Regular  Bicycles  Including 

Land  Mobile 

Std.  Part  Bearing  Rod  End,  External  Thread, 
Std.  Part  Bearing,  Rod  End,  Plain  Shank, 
Meth.  of  Test,  for  Rating  Drinking  Water  Coolers  with 
rous  Ammonia  (1971)  Safety  Std.  for 

Dehumidifiers  (Portable 
r  Coolers  (1971)  Std.  for  Drinking  Fountains  and 

h  Volla/       Requirements  for  Pad  Mounted  Compartmental  Type, 

Std.  for  Steel 
Product  Sld.  for 
Propyleneglycol  Monoslearate,  Non 
Ethyleneglycol  Monoslearate,  Non 
Diethyleneglycol  Monoslearate,  Non 


Rec.  P 


Spe 
Spec. 


Seat  Belt  Anchorage  (1966) 

Seat  Bell  Assemblies  (1965) 

Seat  Belt  Assemblies  (1970) 

Seal  Belt  Assembly  Installations  (1971) 

Seat  Bell  Assembly  Webbing  Abrasion  Test  Procedure  (197 

Seat  Belt  Assembly  Webbing  Abrasion  Test  Requirements 

Seat  Bell  Hardware  Test  Procedure  (1970) 

Seal  Leakage  (1970) 

Seat  (Railway)  (1970) 

Seat  (Railway)  (1970)  St 
Seat  (1970)  Std. 
Seat  (1970)  Std.  for  Axle 

Seatback  Assembly  Laboratory  Impact  Test  Procedure,  Hea 
Seated  Butterfly  Valves  (1970) 
Sealing  Accommodation  (1970) 

Sealing  Manual  for  Motor  Vehicles;  Including  Seat  Adjus 
Seatings  (Sld.  Pract.)  (1971) 

Seals  for  Flight  Deck  Crewmen  for  Transport  Aircraft  (1 
Seals  for  Transport  Aircraft  (1971) 

Secondary  and  Power  Fuses,  Enclosed  Single  Pole  Air  Swi 
Secondary  and  Power  Fuses,  Enclosed  Single  Pole  Air  Swi 
Secondary  Fuses,  Distribution  Enclosed  Single  Pole  Air 
Secondary  Unit  Substations  (1970) 

Secondhand  A.A.R.  Std.  E  Couplers,  Knuckles;  Locks  and 
Secondhand  Rail  for  Welding  (1969) 

Secondhand  Sld.  E  Couplers,  Knuckles,  Locks  and  Other  P 
Section  Grooved  and  Figure  8  Copper  Trolley  Wire  for  in 
Section  Retaining  Rings  (1969) 
Section  (1969)  ANSI  G24.28 

Sectional  Tolerances  of  Extruded  Solid  Rubber  Products 
Seclionahzers  and  Oil  Filled  Capacitor  Switches  for  Al 
Sectionalizers  for  Alternating  Current  Systems  (1969) 
Sections  (1966) 
Sections  (1969) 
Sections  (1969) 
Sections)  (1968) 

Sections,  Rolled  Floor  Plates,  Steel  Sheet  Piling  (1963 
Secured  to  Floating  Sills  (1970)  /Hi  Cars  of  Any  Lengl 

Security  of  Personnel  on  Deck  and  Aids  for  Reboarding  F 
(Security)  (1969) 

Sediment  and  Soluble  Sludge  in  Service  Aged  Insulating 
Sediment  in  Crude  and  Fuel  Oils  by  Centrifuge  (1968)  AN 
Sediment  in  Crude  and  Fuel  Oils  by  Centrifuge  (1968)  AS 
Sediment  in  Crude  and  Fuel  Oils  by  Extraction  (1969)  AN 
Sediment  in  Crude  Oils  (1968)  ANSI  Z11.8 
Sediment  in  Crude  Oils  (1968)  ASTM  D96 

Sedimentation  (1971)  /Th.  for  Determination  of  Particl 

Sediments  and  Sludges  (1971)  /Emical  and  Bioassay  Exam 

Seeds  (1970) 

Seepage  Rale  of  Aerosol  Products  (1971) 
(Segment,  Expander,  Spacer)  (1962) 

Select  Memory  with  a  Non  Symmetrical  Ratio  Operating  Un 
Selecting  and  Specifying  Hot  and  Cold  Rolled  Steel  Shee 
Selecting  Concrete  Masonry  Walls  for  Noise  Reduction  (1 
Selecting  Proportions  for  Normal  Weight  Concrete  (1970) 
Selecting  Rotary  Drilling  Equipment  (1965) 
Selection  and  Training  of  Nuclear  Power  Plant  Guide  to 
Selection  and  Training  of  Nuclear  Power  Plant  Personnel 
Selection  of  Architects  for  Educational  Facilities  (197 
Selection  of  Calibrations  and  Tests  for  Electrical  Tran 
Selection  of  Engine  Antifreezes  for  Use  in  Automotive  C 
Selection  of  Glazing  Materials  for  House  Boats  (1970) 
Selection  of  Leak  Test.  Meth.  (1971) 
Selection  of  Steel  Bar  Compositions  According  to  Sectio 
Selection  of  Tires;  Medium  and  Heavy  Duty  Trucks,  Schoo 
Selection  Procedure  and  Nomenclature  (1971)  /;  Fork  Li 

Selection  Ratio  Operating  Under  Full  Switching  Conditio 
Selection  Table  for  Future  Design  (1968)  Lawn 
Selection  Tables  for  Agricultural  and  Light  Industrial 
Selection  Tables  for  Agricultural  (Farm)  Machines  of  Fu 
Selection  (1971) 

Selection,  Care  and  Use  of  Electrical  Instruments  in  Th 
Selection,  Purchase,  Preparation,  Maintenance  and  Rules 
Selective  Signaling  Std.  (1970) 
Self  Aligning,  Anti  Friction  (1971) 
Self  Aligning,  Anti  Friction  (1971) 

Self  Contained  Mechanical  Refrigeration  Systems  (1970) 
Self  Contained  Strainers  for  Flammable  Fluids  and  Anhyd 
Self  Contained)  (1969) 

Self  Contained,  Mechanically  Refrigerated  Drinking  Wate 

Self  Cooled,  Three  Phase  Distribution  Transformers;  Hig 

Self  Drilling  Tapping  Screws  (1971) 

Self  Edged  Surfaced  Counter  Tops  (1971) 

Self  Emulsifying  (1952) 

Self  Emulsifying  (1952) 

Self  Emulsifying  (1953) 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

FCI 

AAR 

AAR 

AAR 

AAR 

SAE 

AWWA 

SAE 

SAE 

DEMA 

SAE 

SAE 

ANSI 

ANSI 

ANSI 

NEMA 

AAR 

AREA 

AAR 

ASTM 

ANSI 

ASTM 

RMA 

NEMA 

ANSI 

UL 

ASTM 

AREA 

RMA 

AISI 

AAR 

ABYC 

SWI 

ASTM 

ASTM 

API 

ASTM 

ASTM 

API 

ASTM 

APHA 

ASAE 

CSMA 

SWA 

ASTM 

SAE 

NCMA 

ACI 

API 

ANSI 

ANSI 

AIOA 

ANSI 

ASTM 

BIA 

ASTM 

ASTM 

SAE 

TRA 

ASTM 

SAE 

SAE 

ASAE 

TRA 

lES 

BMA 

EIA 

NSA 

NSA 

ASHRA 

UL 

UL 

ARI 

ANSI 

IFI 

NAPE 
CTFA 
CTFA 
CTFA 


J787B 

J4C 

J1I7 

J800B 

J339A 

Jl  14 

1140 

70-2 

MSRP-D-12 

MSRP-D-1 1 

MSRP-D-81 

MSRP-D-79 

J  346 

C504 

J826A 

J782A 

MDll  1 

AS290A 

ARP1150 

C37.40 

C37.48 

C37.41 

210 

MSRP-M204A 

4-  2-6,5 
M204A 
B116 
B27.5 
A400 
♦8.29 
SGI3 
C37.63 
1114 
C478 

5-  1-7 
•1 

2 

MSRP-E-32A 

H12 

E.l 

D1698 

D1796 

2548 

D473 

D96 

2542 

C678 

*2-200 

D293 

AG*21 

•125 

F125T 

J126 

8 

211.1 

BULDIO 

N13.1 

N18.1 

B431 

S2.ll 

D1880 

HEMIO 

E432 

A400 

J161 

3 

F132 

J344 

J711B 

R220.2 

IX 

LM28 
6/7 

RS374 

659 

660 

18 

331 

474 

1010 

C57.1222 

113 

A-2 

41 

42 

43 
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Glyceryl  Monostearale,  Non  Self  Emulsifying  (1958)  CTFA  22 

i  Wing  Recess,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  Nonlocking  (1967)  /  100  Deg.  Head,  Tr  NSA  4400-16 

oil.  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  6203-20 

Bolt,  Hex  Head,  Close  Tolerance.  A286  CRES,  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  6303-20 

bolt.  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA  6604-20 

Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES,  Long  Threads,  Self  Locking  and  Nonlocking  (1970)  NSA  6704-20 

w,  100  Deg,  Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread,  Self  Locking  and  Nonlocking  (1970)  Sere  NSA  5700-6 

100  Deg,  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full  Thread,  Self  Locking  and  Nonlocking  (1970)  Screw,  NSA  5600-6 

00  Deg.  Oval  Head,  Tri  Wing  Recess,  A286  CRES,  Full  Thread  Self  Locking  and  Nonlocking  (1970)  Screw,  1  NSA  6500-6 

0  Deg.  Tri  Wing  Recess.  6al-4v  Titanium  Alloy.  Full  Thread  Self  Locking  and  Nonlocking  (1970)  Screw,  10  NSA  5800-6 

head.  Close  Tolerance,  6al-4v  Titanium  Alloy,  Long  Thread,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Hex  NSA  6804-20 

ad.  Close  Tolerance,  6al-4v,  Titanium  Alloy,  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Hex  He  NSA  6403-20 

close  Tolerance,  Short  Thread.  Tri  Wing  Recess.  A286  CRES,  Self  Locking  and  Nonlocking  (1970)  Bolt,  Pan  Head,  NSA  5100-6 

lose  Tolerance.  Short  Thread.  Tri  Wing  Recess.  Alloy  Steel  Self  Locking  and  Nonlocking  (1970)  Boll.  Pan  Head.  C  NSA  5000-6 

t  Fillister  Head.  Full  Thread.  Tri  Wing  Recess.  A286  CRES.  Self  Locking  and  Nonlocking  (1970)  Screw.  Machine  Fla  NSA  5400-6 

ri  Wing  Recess.  Close  Tolerance.  Alloy  Steel.  Long  Thread,  Self  Locking  and  Nonlocking  (1970)  /,  100  Deg.  Head,  T  NSA  4104-16 

nee.  Short  Thread,  Tri  Wing  Recess,  Titanium  Alloy  6al-4v.  Self  Locking  and  Nonlocking  (1970)  /Head.  Close  Tolera  NSA  5200-06 

ess.  Close  Tolerance  6al-4v  Titanium  a  Alloy.  Long  Thread.  Self  Locking  and  Nonlocking  (1970)  /Head.  Tri  Wing  Rec  NSA  4304-16 

TRI  Wing  Recess,  Close  Tolerance,  A286  CRES.  Long  Thread.  Self  Locking  and  Nonlocking  (1970)  /Lt.  100  Deg.  Head,  NSA  4204-16 

head.  Full  Thread,  Tri  Wing  Recess,  Titanium  Alloy.  6al-4v  Self  Locking  and  Nonlocking  (1970)  /Ne  Flat  Fillister  NSA  5500-6 

fillister  Head.  Full  Thread.  Tn  Wing  Recess.  Alloy  Steel.  Self  Locking  and  Nonlocking  (1970)  /Rew.  Machine  Flat  NSA  5300-6 

tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  IT.  100  Deg.  Head.  NSA  4500-16 

cess.  Close  Tolerance,  6al-4v  Titanium  Alloy  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  /O  Deg.  Tri  Wing  Re  NSA  4600-16 

Screw  Machine,  Flathead  100  Deg.  Plain  and  Self  Locking  (1970)  NSA  662 

Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Locking.  Alloy  Steel  and  Corrosion  Resisting  Steel  NSA  1351 

Screw.  Cap,  Socket  Head.  Undrilled  and  Drilled.  Plain  and  Self  Locking.  Alloy  Steel  and  Corrosion  Resisting  Steel  NSA  1352 

Std.  Part  Screw.  Self  Locking.  Flat  Fillister  Head.  Full  Thread  (1971)  NSA  1191 

ranee  (1971)  Std.  Part  Bolt.  Self  Locking.  Flat  Fillister  Head,  Torq  Set,  Close  Tole  NSA  1181 

Std.  Part  Screw,  Self  Locking,  Flat  100  Deg.  Head,  Full  Thread  (1971)  NSA  1189 

1)  Std.  Part  Screw.  Self  Locking.  Flat.  100  Deg  Head.  Shear.  Torq  Set  (197  NSA  1161 

Insert  Molded  In.  Blind  Threaded.  Self  Locking.  Floating.  Sandwich  Panel  (1970)  NSA  1835 

Std.  Part  Nut  Assembly,  Self  Locking,  Gang  Channel.  Low  Height.  C-Bored  ( 1 97 1 )  NSA  688 

Insert  Molded  in  Blind  Threaded.  Self  Locking.  Non  Self  Locking,  Lightweight.  Sandwich  Panel  (1970)  NSA  1836 

anel  (1970)  Insert  Molded  in  Blind  Threaded.  Self  Locking.  Non  Self  Locking,  Lightweight,  Sandwich  P  NSA  1836 

Insert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich  Panel  (1970)  NSA  1832 

Insert  Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich  Panel  (1970)  NSA  1833 

Std.  Part  Screw,  Self  Locking,  Pan  Head,  Full  Thread  (1971)  NSA  1190 

Std.  Part  Screw.  Self  Locking.  Pan  Head.  Shear  Torq  Set  (1971 )  NSA  1171 

Std.  Part  Nut.  Self  Locking,  Plate  Corner.  Low  Height.  Csk  ( 1 97 1 )  NSA  685 

ng(1971)  Std.  Part  Nut.  Self  Locking.  Plate  One  Lug.  Low  Height,  C-Bore,  Floati  NSA  687 

Std.  Part  Nut,  Self  Locking,  Plate  One  Lug,  Low  HeTglit,  Csk  (1971)  NSA  683 

Std.  Part  Nut,  Self  Locking,  Plate  Two  Lug,  Low  Height,  Csk  ( 1 97 1 )  NSA  681 

Insert  Molded  in  Blind  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich  Panel  (1970)  NSA  1832 

Insert  Molded  In,  Thru  Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich  Panel  ( 1970)  NSA  1833 

Std.  for  Structural  Self  Plugging  Pull  Mandrel  Blind  Rivets  (Type  2b)  (1971  IFI  116 

Self  Powered  Electric  Warning  Lights  for  Farms  (1970)  ASAE  S216 

ge  Openings  (1970)  Std.  for  M  Rating  Requirements,  for  Self  Priming  Centrifugal  Pumps  with  Suction  and  Dischar  CPB  *2 

Std.  for  Self  Priming  Centrifugal  Trash  Pumps  (1970)  CPB  *1 

m  Performance  Criteria  for  Brake  Systems  for  Rubber  Tired.  Self  Propelled  Graders  (1971)  Rec.  Pract.  for  Minimu  SAE  J236 

uniform  Terminology  for  Traction  of  Agricultural  Tractors.  Self  Propelled  Implements,  and  Other  Traction  and  Trans  ASAE  R296.1 

teria  for  Roll  Over  Protective  Structure  for  Rubber  Tired.  Self  Propelled  Scrapers  (1969)  /Inimum  Performance  Cri  SAE  J320A 

Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Self  Propelled  Scrapers  (1971)  /or  Minimum  Performance  SAE  J319B 

Std.  for  Clinical  Thermometers  (Maximum  Self  Registering.  Mercury  in  Glass)  (1970)  USC  PS39 

e  Blind  and  the  Visually  Handicapped  (196/  Std.  Promoting  Self  Study  and  Evaluation  of  Residential  Schools  for  Th  NACAB  *2 

e  Blind  and  Visually  Handicapped  (1968)  Std.  Promoting  Self  Study  and  Evaluation  of  Sheltered  Workshops  for  Th  NACAB  '3 

(1971)  Std.  Test  Meth.  for  Self  Supporting  Plastic  Films  for  Electrical  Insulation  NEMA  MX3 

Std.  Blanks,  Also  .Semi  Finished,  for  Solid  Carbide  Taps  (1969)  ANSI  B94.1 

1969)  Rec  Spec,  for  Steel  Windows;  Semi  Intermediate,  for  Residential  and  Commercial  Use  SWI  K.l 

Leaded  Red  and  Leaded  Semi  Red  Brasses  in  Foundry  Pract  (1965)  AFS  NF6511-9 

Sid.  Spec,  for  Leaded  Red  (and  Semi  Red)  Brass  Sand  Castings  (1970)  ASTM  B145 

g.  Electrical  Insulation  Irradiated  Polyolefin.  Pigmented.  Semi  Rigid.  Heat  Shrinkable  (1971)  /  for  Plastic  Tubin  SAE  AMS3638C 

Rec.  Pract.  for  Semiautomatic  Headlamp  Beam  Switching  Devices  (1969)  SAE  J565B 

Structural  Design  of  Semicircular  Brick  Masonry  Arches  (Tech.  Note)  (1971 )  SCPI  31C 

r  Letter  Symbols,  Abbreviations.  Terms  and  Definitions  for  Semiconductor  Device  Data  Sheets  and  Spec.  (1969)  /  Fo  EIA  JED77 

Std.  for  Desigination  System  for  Discrete.  Semiconductor  Devices  (1970)  EIA  RS370 

Std.  for  Thermocompression  Wire  Bonding  for  Semiconductor  Devices  (1971 )  SAE  AS1190 

Std.  for  Semiconductor  Dimmers  for  Incandesent  Lamps  (1970)  NEMA  WD2 

Std  Test  Procedure  for  Noise  Margin  Measurements  for  Semiconductor  Logic  Gating  Microcircuits  (1971)  EIA  RS390 

Std.  Meth.  of  Test  for  Resistivity  of  Semiconductor  Materials  (1970)  ASTM  F43 

frared  Absorption  Analysis  of  Impunties  in  Single  Crystal  Semiconductor  Materials  (1970)  /Nt.  Rec.  Pract.  for  in  ASTM  F120T 

Std.  Meth.  of  Test  for  Bulk  Semiconductor  Radial  Resistivity  Variation  (1970)  ASTM  F81 

Std.  Rec.  Guide  to  Interpretation  of  Radiographs  of  Semiconductors  and  Related  Devices  (1971 )  ASTM  E431 

Bars  Hot  Rolled/  Steel  Products  Manual  for  Carbon  Steel,  Semifinished  for  Forgings,  Hot  Rolled  and  Cold  Finished  AISI  1 

Steel  Products  Manual  for  Alloy  Steel.  Semifinished.  Hot  Rolled  and  Cold  Finished  Bars  (1970)  AISI  4 

Fixed  Film  Resistors;  Precision  and  Semiprecision  (1970)  EIA  RS196A 

Std.  Test  Meth.  for  Inorganic  Matter  or  Ash  in  Solid,  Semisolid  or  Liquid  Bitumens  (1942)  AASHO  Till 

Std.  Motor  Vehicles.  Trailers,  and  Semitrailers  Operated  on  Public  Highways  (1968)  ANSI  D7.1 

Std.  for  Fifth  Wheel  Kingpin  for  Commercial  Trailers  and  Semitrailers  (1970)  SAE  J700B 

;  Medium  and  Heavy  Duly  Trucks,  School  Buses,  Trailers  and  Semitrailers,  for  Normal  Highway  Service  (1971)  /Tires  SAE  J161 

Screw  and  Washer  Assemblies;  Sems  (1970)  IFI  SEC.I 

Std  for  Bushings  and  Wells  for  Temperature  Sensing  Elements  (1963)  SAMA  PMC17-10 

of  Sampling  for  Particulates  From  Reservoir  Type  Pressure  Sensing  Instruments  by  Fluid  Flushing  (1970)  /D.  Meth.  ASTM  F305 

Flange  (Thermocouple  for  Mounting  Temperature  Sensing  Probes  in  Gas  Turbine  Engines)  (1971)  SAE  ARP465A 

nology  and  Definition  for  Filled  Thermal  Systems  of  Remote  Sensing  Temperature  Regulators  (1970)  Std.  Termi  FCI  70-1 

ulation  (1970a)  Std.  Meth.  of  Test.  Pressure  Sensitive  Adhesive  Coated  Tapes  Used  for  Electrical  Ins  ASTM  DIOOO 

Std.  Spec,  for  Vinyl  Chloride  Plastic  Pressure  Sensitive  Electrical  Insulating  Tape  (1968)  ANSI  C59.91  ASTM  D2301 
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h. (1959) 


rolylic  Corrosion  Test  Meth.  (1959) 
66) 

elevated  Temperatures  Test  Meth.  (1966) 
Meth.  (19701 

emperature  and  Humidity  (1970) 


Pressure 
Pressure 
Pressure 
Pressure 
Pressure 
Pressure 
Pressure 
Pressure 


(1961) 
1968) 


ment  Reinforced  Tape  Test  Meth.  (1970) 
h. (1970) 


Peel  Adhesion  Test  Meth.  for  Double  Coated  Pressure 
Liner  Removal  Peel  Adhesion  Test  Meth.  of  Pressure 
Adhesion  Test  Meth.  for  Pressure 
Pressure 
Pressure 

Adhesion  Test  Meth.  for  Pressure 
Adhesion  Test  Meth.  for  Pressure 
Pressure 
Pressure 

al  Tape  (1970)  Test  Meth.  for  Pressure 

Pressure 
Pressure 
Pressure 
Pressure 
Pressure 

Shear  Adhesion  Test  Meth.  (Holding  Power)  of  Pressure 
Glossary  of  Terms  for  Pressure 
High  Speed  Unwind  Adhesion  Test  Meth.  for  Pressure 
Adhesion  Test  Meth.  for  Quick  Stick  Pressure 
Tack  Rolling  Ball  Adhesion  Test.  Meth.  of  Pressure 
Unwind  Adhesion  Test  Meth.  of  Pressure 
Std.  Test  Meth.  for  Electrical  Grade  Pressure 
Fiberboard  at  90  Deg.  Angle  and  Constant  Stress  (Pressure 
1.273  Std.  Meth.  of  Test  for  Thermal  Shock 

est  (1970)  Std.  Meth.  of  Test  for  Shock 

Std.  Meth.  of  Test  for  Drop  Weight 
for  Compatibility  of  Materials  with  Liquid  Oxygen  (Impact 
sensitometric  Strips  Exposed  on  Type  Ib2  (Intensity  Scale) 
le)  Sensitomelers  (19/  Rec.  Pract.  for  Plotting  Data  From 

r  Simulated  Incandescent  Tungsten  Sources  for  Photographic 
0  Deg.  Peel  Adhesion  Test  Meth.  for  Single  Coated  Pressure 
Flow  Meters,  Including  Strainers,  Temperature  and  Density 
Std.  Spec.  Covering  Surfaces  of 
Std.  Design  Dimensions  for 
Requirements  of 

Std.  Design  Dimensions  for  Renewable  Wear  Plate  for 
cations  (1970)  Qualification  Test  for  Steel 

Quantitative 

del  Compositions  (1969)  Std.  Meth.  for 

Quantitative 
Test  Meth.  for  Ply 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for  Ply 
Safety  Std.  for  Marine  Fuel  Filters,  Strainers  and 
d.  Glossary  of  Terms  for  Hydraulic  Fluid  Power  Filters  and 
for  Graphic  Symbols  for  Hydraulic  Fluid  Power  Filters  and 
ion  Information  Form  for  Hydraulic  Fluid  Power  Filters  and 
Meth.  of  Test,  for  Discharge  Line  Refrigerant  Oil 
pec.  for  Homogeneous  Perforated  Bituminized  Fiber  Pipe  for 

Safety  Std.  for 
Rec.  Pract.  for  Boat 
Rec.  Pract.  for  Boat 

olts  and  Screws;  External  Wrenching,  Unified  Threaded  Inch 
s.  Motorcycles  and  Sc/  Std.  for  Tires  (60,  70,  and  78  In. 

Structural  Design  of 
Rec.  Pract.  for  Lever  Ends;  Involute 
Std.  Test  Meth.  for  Sediment  and  Soluble  Sludge  in 
(1971)  Minimum  Std.  Citizens  Radio 

stallation  Std.  for  Polyethylene  Building  Supply  for  Water 
material  and  Property  Std.  for  Polyethylene  Pipe  for  Water 

Rec.  Pract.  for 

ger  Cars  (1969) 

r  Car)  (1970)  Rec.  Pract.  for 

les  and  Motor  Driven  Cycles  (1971)  Rec.  Pract.  for 

ty  Truck  (1971)  Rec.  Pract.  for 

troplating)  (1971)'  Guide  to 

ctroplating)  (1971)  Guide  to 

Rec.  Prac.  for  Engine  Oil  Performance  and  the 
nd  Diagrams  (1969)  Relay 
outs  and  Fuse  Links,  Secondary  and  Power  Fuses,  Enc/  Std. 

Std.  Test  Meth.  for  Simulated 
NSI  C33.51  Safety  Std.  for 

oducts  Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous 
oducts  Manufactured  to  A.A.R.  Spec.  But  Having  No  Previous 
Std.  for  Load  Classification  and 
Std.  Color  Code  for 
Std.  Interrupting  Capability  Factors  for  Reclosing 
Single  Phase  Rural  Distribution 


70) 
69) 


Sensitive  Electrical  Tape  Dielectric  Breakdown  Test  Mel 
Sensitive  Electrical  Tape  Flagging  Test  Melh.  (1966) 
Sensitive  Electrical  Tape  Flammability  Test  Melh.  (1966 
Sensitive  Electrical  Tape  Indirect  Measurement  of  Elect 
Sensitive  Electrical  Tape  Oil  Resistance  Test  Meth.  (19 
Sensitive  Electrical  Tape  Resistance  to  Penetration  al 
Sensitive  Electrical  Tape  Thermosetting  Properties  Test 
Sensitive  Tape  Adhesion  Test  Meth.  Resistance  to  High  T 
Sensitive  Tape  at  180  Deg.  Angle  (1970) 
Sensitive  Tape  at  180  Deg.  Angle  (1970) 
Sensitive  Tape  Cold  Temperature  Performance  (1959) 
Sensitive  Tape  Impact  Resistance  Test  Meth.  (1962) 
Sensitive  Tape  Latent  Staining  Test  of  Surface  Finishes 
Sensitive  Tape  Resistance  to  High  Temperature  (1970) 
Sensitive  Tape  Shear  Strength  After  Solvent  Immersion 
Sensitive  Tape  Slain  Resistant  Test  for  Finishing  (1959 
Sensitive  Tape  Stiffness  Test  Meth.  (1965) 
Sensitive  Tape  Tear  Resistance  of  Plastic  Film  Electric 
Sensitive  Tape  Tear  Resistance  Test  Meth.  (1966) 
Sensitive  Tape  Tensile  Strength  and  Elongation  for  Fila 
Sensitive  Tape  Tensile  Strength  and  Elongation  Test  Met 
Sensitive  Tape  Thickness  (Caliper)  Test  Melh.  (1966) 
Sensitive  Tape  Water  Penetration  Test  Meth.  (1970) 
Sensitive  Tape  (1966) 
Sensitive  Tape  (1970) 
Sensitive  Tape  (1970) 
Sensitive  Tape  (1970) 
Sensitive  Tape  (1970) 
Sensitive  Tape  (1970) 
Sensitive  Tape  (1971) 

Sensitive  Tape)  (1970)  Test  Meth.  for  Adhesion  to 

Sensitivity  of  Dry  Solid  Film  Lubricants  (1969)  ANSI  Zl 
Sensitivity  of  Liquid  Monopropellants  by  the  Card  Gap  T 
Sensitivity  of  Liquid  Monopropellants  (1970) 
Sensitivity  Threshold  Technique)  (1970)  /Meth.  of  Test 

Sensitomelers  (1970)  /.  Pract.  for  Plotting  Data  From 

Sensitometric  Strips  Exposed  on  Type  Ib2  (Intensity  Sea 
Sensitometry  (1969)  Std.  Fo 

Sensitve  Tape  (1970)  18 
Sensors  for  Milk  and  Its  Liquid  Products  (1970)  /.  for 

Separable  Body  Center  Plates  and  Application  (1970) 
Separable  Bolted  Journal  Boxes  (1970) 
Separable  Fluid  Power  Tube  Fittings  (1970) 
Separable  Journal  Boxes  (1970) 

Separable  Tube  Fittings  for  Hydraulic  Fluid  Power  Appli 
Separation  of  Acrylic  Fibers  From  Fiber  Mixtures  (1968) 
Separation  of  Active  Ingredient  From  Surfactant  and  Syn 
Separation  of  Foams  (1968) 

Separation  of  Solid  and  Corrugated  Fiberboard  (Wet)  (19 
Separation  of  Vehicle  From  Solvent  Type  Paints  (1968) 
Separation  (Wet)  of  Solid  and  Corrugated  Fiberboard  (19 
Separators  (1964) 

Separators  (1967)  Rec.  St 

Separators  (1968)  Rec.  Std. 

Separators  (1969)  Std.  for  Applicat 

Separators  (1971) 

Septic  Tank  Disposal  Fields  (1969)  Std.  S 

Septic  Tanks,  Bituminous  Coated  Metal  (1970)  ANSI  A162. 
Serial  Number  (1968) 
Serial  Numbers  (1970) 

Series  (1970)  Std.  for  Design  Parameters  for  B 

Series)  for  Passenger  Vehicles,  Vehicles,  Station  Wagon 
Serpentine  Walls,  Non  Loadbearing  (Tech.  Notes)  (1968) 
Serrations  (1970) 

Service  Aged  Insulating  Oils  (R1969)  ANSI  C59.103 
Service  Am  Transceivers  Operating  in  the  27  Mh(Z)  Band 
Service  and  Yard  Piping  (1969)  in 
Service  and  Yard  Piping  (1970) 

Service  Brake  Structural  Integrity  Test  Procedure  (1971 
Service  Brake  System  Performance  Requirements  of  Passen 
Service  Brake  System  Performance  Requirements  (Passenge 
Service  Brake  System  Performance  Requirements,  Motorcyc 
Service  Brake  System  Performance  Requirements;  Light  Du 
Service  Capabilities  by  Plastic  Substrate,  Plated  (Elec 
Service  Capabilities  by  Proven  Application  (Plastic  Ele 
Service  Classification  (1971) 

Service  Classification,  Terminology,  Circuit  Symbols,  A 
Service  Conditions  and  Definitions  for  Distribution  Cut 
Service  Corrosion  Test,  of  Engine  Antifreezes  (1970) 
Service  Entrance  Cables  Above  and  Below  Ground  (1971)  A 
Service  Experience  on  Member  Roads  (Railway)  (1971) 


Service  Experience  on  Member  Roads  (1971) 
Service  Factors  for  Flexible  Couplings  (1971) 
Service  Fixture  Index  Buttons;  Plumbing  (1966) 
Service  for  Ac  High  Voltage  Circuit  Breakers  (1964) 
Service  for  Motors  and  Phase  Converters  (1969) 
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lions  and  Designation  Letters  Of/  Rec.  Pract.  for  General 

ir  and  Maintenance,  Fitting  and  Rigging  (1969)  Marine 
Rules  for  Building  and  Classing  Steel  Vessels  for 
Std.  for  Low  Voltage  Ac  Power 
ements  for  Low  Voltage  Power  Circuit  Breakers  and  Ac  Power 

Carpel  (Rug)  Soiling, 
std.  for  the  Base  Layout  of  Single  and  Single  Product  Twin 
69)  Std.  Test  Meth.  for  Simulated 

Std.  Meth.  of  Conducting  Road 
Std.  for 

Std.  for  Cold  Water  Meters,  Fire 
hermoplastic  Pipe  Materials  (1968)  Rec. 
aining  Operating  Temperature  of  (Pressure)  Vessel  Walls  in 
g  the  Operating  Temperatures  of  (Pressure)  Vessel  Walls  in 
r  Approved  Journal  Roller  Bearings  for  Interchange  Freight 
Std.  for  Axles  Under  Cars  in  Bx 
eel  Bars,  Forgings,  and  Forging  Stock  for  High  Temperature 
ric  Test,  of  Filament  Type  Luminaires  for  General  Lighting 
ct,  for  Fabrication  of  Reinforcing  Steel  Bar  Materials  and 
.  on  Application,  Care,  and  Use  of  Wire  Rope  for  Oil  Field 
eel  Forged  Pipe  Flanges  and  Parts  for  Pressure  and  General 
Ives  and  Parts  Specially  Heat  Treated  for  High  Temperature 
Forged  Fittings  and  Valves  and  Parts  for  High  Temperature 
1  Flanges,  Fittings,  Valves,  and  Parts  for  Low  Temperature 
Flanges,  Forged  Fittings  and  Valves  and  Parts  for  General 
Rec.  Pract.  for  Test.  Engine  Coolants  in  Vehicle 
ec.  for  Seamless  and  Welded  Steel  Pipe  for  Low  Temperature 
nd  Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature 
arbon  and  Carbon  Molybdenum  Steel  Still  Tubes  for  Refinery 
enitic  Stainless  Steel  Tubing  (Small  Diameter)  for  General 
.  for  Seamless  Carbon  Steel  Boiler  Tubes  for  High  Pressure 
loy  Steel  Nuts  for  Bolts  for  High  Pressure  and  Temperature 
Castings  Suitable  for  Fusion  Welding  for  High  Temperature 
or  Pressure  Containing  Parts  Suitable  for  High  Temperature 
ec.  for  Alloy  Steel  Bolting  Materials  for  High  Temperature 
erritic  and  Austenitic  Steel  Castings  for  High  Temperature 
std.  for  Wet  Barrel  Fire  Hydrants  for  Ordinary  Water  Works 
Std.  for  Cold  Water  Meters,  Turbine  Type,  for  Customer 
Std.  for  Multistage  Steam  Turbines  for  Mechanical  Drive 
Std.  for  Single  Stage  Steam  Turbines  for  Mechanical  Drive 
Pract.  for  Estimating  Reinforcing  Steel  Bar  Materials  and 
Ball  Valves  with  Flanged  or  Butt  Welding  Ends  for  General 
ating  and  Repair  of  Pressure  Vessels  in  Petroleum  Refinery 
ttings  and  Valves  and  Parts  for  Corrosive  High  Temperature 
ve  Signaling  Systems  for  Guard,  Fire  Alarm  and  Supervisory 
Safety  Std.  for  Hose  Valves  for  Fire  Protection 
Std.  Spec,  for  Cast  Steel  Wheels  for  Railway 
Safety  Std.  for  Pipe  Hanger  Equipment  for  Fire  Protection 
Safety  Std.  for  Indicator  Posts  for  Fire  Protection 
c.  for  Electric  Fusion  Welded  Steel  Pipe  for  High  Pressure 
ustenitic  Steel  Forged  and  Bored  Pipe  for  High  Temperature 
rical  Resistance  Heaters,  for  Nuclear  or  Other  Specialized 
es  for  Pressure  Vessels  for  Moderate  and  Lower  Temperature 
and  Zirconium  Alloy  Seamless  and  Welded  Tubes  for  Nuclear 
transportation  Tanks  for  Bulk  Delivery  And/or  Farm  Pick  Up 
chool  Buses,  Trailers  and  Semitrailers,  for  Normal  Highway 
arbon  Steel  Boiler  and  Superheater  Tubes  for  High  Pressure 
s  and  Welded  Austenitic  Stainless  Steel  Tubing  for  General 
Automatic  Water  Supply  Control  Valves  for  Fire  Protection 
r  Pressure  Vessels  for  Intermediate  and  Higher  Temperature 
forged  Fittings,  and  Valves  and  Parts  for  High  Temperature 
f  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperature 
.  Spec,  for  Low  Alloy  Steel  Castings  Suitable  for  Pressure 
s  Copper  Tube  for  Air  Conditioning  and  Refrigeration  Field 
s  (for  Casing  and  Tubing  Connections  in  High  Pressure  Well 
ller  Bearing  Approval  (for  Interchange  Railway  Freight  Car 
inery  (Hs  39)  (1968)  Engineering  Design 

Rec.  Pract.  for  Aircraft  Rescue  and  Fire  Fighting 
of  Accelerated  Evaluation  of  Wood  Preservatives  for  Marine 
eluding  Social  Work,  Rehabilitation  Teac/  Std.  for  Social 

Std.  for  Library 
Std.  for  Vocational 

ally  Handicapped  (1966/  Std.  for  Orientation  and  Mobility 

Marine  Diesel  Engines  for  Auxiliary  Power 
std  Threaded  Cast  Iron  Pipe  for  Drainage,  Vent,  and  Waste 
Std.  for  Combustion  Gas  Turbines  for  General  Refinery 
Std.  for  Air  Cooled  Heat  Exchangers  for  General  Refinery 
Load  Indicating  Devices  in  Lifting  Crane 
g  Systems  for  Marine  Steam  Turbine  Pumps  for  Various  Ships 
Rec.  for  the  Organization  for  Fire 
Central  Stations  for  Watchman,  Fire  Alarm  and  Supervisory 
c.  Spec,  for  Gypsum  Plastering  (Includes  Labor,  Materials, 
ing  Systems  (1971)  ANSI  Z119.I  Std.  for  Aircraft  Fuel 

Spec,  for  Drilling  and  Well 
Rec.  Pract.  for  Electrohydraulic  Flow  Control 
Std.  Spec,  for  Modified  Soda 


Service  Freight  Equipment  Cars;  Hopper  Car  Type  (Defini 
Service  Manual;  Rec.  Pract.  for  Shop  Organization.  Repa 
Service  on  Rivers  and  Inlracoastal  Waterways  (1971) 
Service  Protectors  (1969) 

Service  Protectors  (1970)  /  Ratings  and  Related  Requir 

Service  Soiling  Method  (1970)  ANSI  L14.216 
Service  Station  Pumps  or  Remote,  and  Two  Product  Remote 
Service  Test,  of  Wood  and  Wood  Base  Finish  Flooring  (19 
Service  Tests  on  Traffic  Paint  (1969) 
Service  Time  Coding  of  Propulsion  Engine  Items  (1971) 
Service  Type  (1970) 


Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 
Service 

Service)  (1960) 
Service)  (1971) 


Design)  Factors  for  Pressure  Applications  of  T 
Nonmandatory  Appendices)  (1971)  /Eth.  for  Obt 

Nonmandatory  Appendix  1.1)  (1971)  /or  Obtainin 

Railway  Cars)  (1971)  /  of  Approval  Numbers  Fo 

Railway)  (1961) 

1966)  /Td.  Spec,  for  Martensitic  Stainless  St 

1967)  Meth.  for  Photomet 

1968)  Std.  Pra 
1968)  Rec.  Pract 
1968)  Std.  Spec,  for  Leaded  Carbon  St 
1968)  /  Pipe  Flanges,  Forged  Fittings,  and  Va 
1968)  /R  Forged  or  Rolled  Steel  Pipe  Flanges, 
1968)  ANSI  G38.13              /Oiled  9%  Nickel  Alloy  Stee 

1968)  ANSI  G46.1  /Forged  or  Rolled  Steel  Pipe 
1969) 

1969)  Std.  Sp 
1969)  Std.  Spec,  for  Seamless  A 
1969)  Std.  Spec,  for  Seamless  Low  C 
1969)              /Td.  Spec,  for  Seamless  and  Welded  Aust 


1969)  ANSI  B125.7 
1969)  ANSI  E38.1 
1969)  ANSI  G37.2 
1969)  ANSI  G37.3 
1969)  ANSI  G38.4 
1969)  ANSI  G52.2 
1970) 
1970) 
1970) 
1970) 
1970) 
1970) 
1970) 
1970) 
1970) 


1970)  ANSI  B112.1 
1971) 
1971) 
1971) 
1971) 
1971) 
1971) 
1971) 
1971) 
1971) 
1971) 


Std.  Spec 
/Td.  Spec,  for  Carbon  and  Al 
Std.  Spec,  for  Carbon  Steel 
/  for  Alloy  Steel  Castings  F 
Std.  Sp 
Std.  Spec,  for  F 


Std. 

Std.  Pract.  for 
Rec.  Pract.  for  Inspection,  R 
/Abilized  Alloy  Pipe  Flanges,  Forged  Fi 
/Ce  and  Use  of  Central  Station  Protecti 


Std.  Spe 
Std.  Spec,  for  A 
Std.  Spec,  for  Sheathed  Elect 
Std.  Spec,  for  Carbon  Steel  Plat 
Std.  Spec,  for  Wrought  Zirconium 
/.  for  Stainless  Steel  Automotive  Milk 
/Tires;  Medium  and  Heavy  Duly  Trucks,  S 
1971)  ANSI  B125.12  /Ctric  Resistance  Welded  C 

1971)  ANSI  B125.15  Std.  Spec,  for  Seamles 

1971)  ANSI  B129.1  /  for  Alarm  Accessories  for 

1971 )  ANSI  G35.9  /  for  Carbon  Steel  Plates  Fo 

1971)  ANSI  G37.1  /  Alloy  Steel  Pipe  Flanges, 

1971 )  ANSI  G46.2  /Tory  Made  Piping  FiUings  O 

1971)  ANSI  G52.5  Std 
1971 )  ANSI  H23.5  Std.  Spec,  for  Seamles 

Thread  Compound 
Laboratory  Inspection  and  Test  for  Ro 


Serviceability  Review,  Construction  and  Industrial  Mach 
Services  at  Airports  and  Heliports  (1971)  ANSI  Z213.1 
Services  by  Means  of  Small  Size  Specimens  (1970)  /Th. 
Services  for  the  Blind  and  the  Visually  Handicapped,  in 
Services  for  the  Blind  and  Visually  Handicapped  (1966) 
Services  for  the  Blind  and  Visually  Handicapped  (1966) 
Services  (Cane  and  Dog  Programs)  for  the  Blind  and  Visu 
Services  (Std.  Pract.)  (1971) 
Services  (1943) 
Services  (1968) 
Services  (1968) 
Services  (1968) 

Services  (1969)  /.  Pract.  for  the  Design  of  Lubricatin 

Services  (1971) 

Services  (1971)  Safety  Std.  for 

Services,  Equipment  and  Scaffolding)  (1968)  Re 
Servicing  of  Hose,  Tank  Vehicles  and  Airport  Fixed  Fuel 
Servicing  Structures  (1970) 
Servovalves  (1970) 

(Sesquicarbonate  Type)  (1970)  ANSI  K60.17 


AAR 

BIA 

ABS 

ANSI 

ANSI 

AATCC 

API 

ASTM 

ASTM 

SAE 

AWWA 

SPI 

ASME 

ASME 

AAR 

AAR 

ASTM 

lES 

CRSI 

API 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AWWA 

AWWA 

NEMA 

NEMA 

CRSI 

MSS 

API 

ASTM 

NFPA 

UL 

ASTM 

UL 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

DFISA 

SAE 

ASTM 

ASTM 

UL 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

API 

AAR 

SAE 

NFPA 

ASTM 

NACAB 

NACAB 

NACAB 

NACAB 

DEMA 

ANSI 

API 

API 

SAE 

ASME 

NFPA 

UL 

GA 

NFPA 

API 

SAE 

ASTM 


MSRP-L-9 

MSM 

*1 

C37.29 
C37.16 
122 

BUL1610 

D2394 

D7I3 

AS  1105 

C703 

PPI-TR9 

BPVC8-1CC 

BPVC8-2 

MSRP-D-55 

MSRP-D-80 

A505 

LM27 

M.5.3 

9B 

A465 

A404 

AI05 

A522 

A181 

D2847 

A333 

A334 

A161 

A632 

A192 

A194 

A216 

A217 

AI93 

A351 

C503 

C701 

SM21 

SM22 

M.5.1 

SP72 

510 

B462 

71 

668 

A583 

203 

789 

A155 

A430 

E420 

A516 

B353 

0511 

J161 

A226 

A  269 

753 

A515 

A182 

A420 

A487 

B280 

BUL5A2 

MSRP-D-58 

J817 

403 

D2481 

S-6 

S-2 

S-7 

S-3 

MD6I 

A40.5 

616 

661 

J376 

115D 

4 

827 
•4 
407 
4E 

ARP490B 
D457 
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Sid.  Spec,  for  Sodium 
Sid.  Melh.  of  Tesl  for  Degree  of 
c  Rubber  High  Temperature  Fluid  Resistant,  Low  Compression 
1,  AASHO  T185  Std.  Meth.  of  Test  for  False 

Std.  Meth.  for  Compression 
Std.  Socket  Cap,  Shoulder  and 
r  Square  Head,  Slotted  Headless,  Hexagon  and  Spline  Socket 
mining  Compressive  Strength  of  Gypsum  Concrete  From  Poured 
Std.  Part  Screw,  Machine,  Pan  Head,  Full  Thread,  Torq 
Std.  Part  Screw,  Self  Locking,  Pan  Head,  Shear  Torq 
Std.  Part  Screw,  Machine,  Pan  Head,  Short  Thread,  Torq 
Part  Screw,  Machine,  Flat  82  Deg.  Head,  Full  Thread,  Torq 
part  Screw,  Machine,  Flat  100  Deg.  Head,  Full  Thread,  Torq 
part  Screw,  Self  Locking,  Flat,  100  Deg.  Head,  Shear,  Torq 
art  Screw,  Machine,  Flat  Fillister  Head,  Full  Thread,  Torq 
art  Screw,  Machine,  Flat  100  Deg.  Head,  Short  Thread,  Torq 
ew,  Machine,  Pan  Head,  Close  Tolerance,  Short  Thread,  Torq 
ne.  Pan  Head  Modified,  Close  Tolerance,  Short  Thread,  Torq 
,  Flat  Fillister  Head,  Close  Tolerance,  Short  Thread,  Torq 
e.  Flat  100  Deg.  Head,  Close  Tolerance,  Short  Thread,  Torq 
Std.  Part  Bolt,  Self  Locking,  Flat  Fillister  Head,  Torq 
td.  Meth.  for  Measuring  Dimensions  of  Multiple  Lip  Packing 
Std.  for  Chemical  Resistant,  Water  Cleanable  Tile 
ic  Tile  Installed  with  Chemical  Resistant,  Water  Cleanable 
Non  Structural  Deck  (Roofing);  Thermo 
(1970)  ANSI  A37.134  Std.  Meth.  of  Test  for  Time  of 

aNSI  al.17,  AASHO  T154  Std.  Meth.  of  Test  for  Time  of 

A1.15,  AASHO  T131  Std.  Meth.  of  Test  for  Time  of 

Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  Air 


Sesquisilicate  (1970)  ANSI  K60.19 

Set  for  Glazing  Compounds  on  Sash  (1969) 

Set  Fpm  Type  70  -  80  (1970)  /  Rings,  Sealing,  Syntheti 

Set  of  Portland  Cement  (Mortar  Method)  (1969)  ANSI  A1.3 
Set  of  Vulcanized  Rubber  (1969) 
Set  Screws  (1969) 


Rec.  Meth. 


Std.  Fo 
for  Deter 


Std. 
Std. 
Std. 
Std.  P 
Std.  P 
Std.  Part  Scr 
Std.  Part  Screw,  Machi 
Std.  Part  Screw  Machine 
Std.  Part  Screw,  Machin 


Spec,  for  Ceram 


e (1967) 
(1942) 

nder  Static  Axial  Load  (1969/ 
et  (Waste  Systems)  (on  Boa/ 


Spec,  for 
Std.  Test  Meth.  for 
Std.  Melh.  of  Test  for  Load 
Rec.  Pract.  and  Std.  Covering 
Safety  Requirements  for  Marine 
Brick  and  Tile  in  Sanitation  Structures, 
Std.  Manual  of  Pract.  for 
Requirements  for  Marine  Retention  Assemblies  for 
Std.  Spec,  for  Joints  for  Circular  Concrete 
)ANSIA100.1  Std.  Spec,  for 

Std.  Manual  of  Pract.  for 
ermining  Physical  and  Chemical  Properties  of  Culvert  Pipe, 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene 
Tent.  Spec,  for  Styrene  Rubber  Plastic  Drain  and  Building 
Tent.  Std.  for  Asbestos  Cement  Building 
Std.  Spec,  for  Homogeneous  Bituminized  Fiber  Drain  and 
Rec.  Pract.  for  Installing  Bituminized  Fiber  Drain  and 
Tent.  Spec,  for  Filled  Poly  (Vinyl  Chloride) 
d.  Spec,  for  Reinforced  Concrete  Culvert,  Storm  Drain,  and 
ec.  for  Reinforced  Concrete  Arch  Culvert,  Storm  Drain,  and 
r  Reinforced  Concrete  Elliptical  Culvert,  Storm  Drain,  and 
Std.  Spec,  for  Std.  Strength  Clay 
Std.  Spec,  for  Asbestos  Cement  Nonpressure 
Std.  Spec,  for  Asbestos  Cement  Nonpressure  Small  Diameter 
Sid.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Composite 

Std.  Manual  of  Pract.  for  Regulation  of 
al  of  Pract;  Design  and  Construction  of  Sanitary  and  Storm 
lammable  and  Combustible  Liquids  and  Gases  in  Manholes  and 
Meth.  for  Color  Strength  and 

Lamp 

Std.  for  Deep  Well  Vertical  Turbine  Pumps  (Line 
Rec.  Pract.  for  Turbine  Drive 
Std.  Pract.  for  Spur,  Helical  and  Herringbone  Gear 
Rubber  Microhardness  Measurement  on 

td.  Covering  Materials,  Size  and  Installation  of  Propeller 
Std.  Spec,  for  Cold  Finished  Carbon  Steel  Bars  and 
Std.  Meth.  of  Test  for  Heat  Stability  of  Steam  Turbine 
motors  (1966)  A/  Std.  Dimensions  for  Mounting  Flanges  and 

(Info.  Sheet)  Drive 

ricullural  Implement  Power  Takeoff  and  Drive  Line  Pedestal 
ding  and  Packing  Rules  for  Certi  Split  Handsplit  Red  Cedar 
Std.  Spec,  for  Sewer  and  Manhole  Brick  (Made  From  Clay  or 
for  Building  Brick  (Solid  Masonry  Units  Made  From  Clay  or 
c.  for  Facing  Brick  (Solid  Masonry  Units  Made  From  Clay  or 
sily  of  Soil  and  Soil  Aggregate  in  Place  by  Nuclear  Meth. 
Std.  for  Boss  Fluid  Connection,  Internal  Straight  Thread, 

Test,  and  Rating 

Std.  Part  Bolt  100  Deg.  Flush  Tension  Head  .0312  Oversize 
td.  Part  Bolt,  100  Deg.  Flush  Tension  Head,  .0156  Oversize 
e  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Swivel 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Rigid 
E  Coupler  Yoke,  Lightweight  Design.  Cast  Steel,  for  Rigid 


Set  Screws  (1970) 
Set  Slabs  (1964) 
Set  (1971) 
Set  (1971) 
Set  (1971) 

Set  (1971)  i 
Set  (1971) 
Set  (1971) 
Set  (1971) 
Set  (1971) 
Set  (1971) 
Set  (1971) 
Set (1971) 
Set (1971) 

Set,  Close  Tolerance  (1971) 
Sets  (1971) 

Setting  and  Grouting  Epoxy  (1969) 
Setting  and  Grouting  Epoxy  (1969) 
Setting  Insulating  Fill  (1970) 

Setting  of  Concrete  Mixtures  by  Penetration  Resistance 
Setting  of  Hydraulic  Cement  by  Gillmore  Needles  (1970) 
Setting  of  Hydraulic  Cement  by  Vicat  Needle  (1970)  ANSI 
Setting  Plastic  Refractories  (1970) 

Setting  Stone:  Without  Mortar  and  in  Cold  Weather  (1967 
Setting,  Cleaning  and  Waterproofing  of  Indiana  Limeston 
Settlement  Ratio  of  Mineral  Matter  in  Bituminous  Filler 
Settlement  Relationship  for  Individual  Vertical  Piles  U 
Sewage  Holding  And/or  Treatment  Devices  for  Marine  Toil 
Sewage  Incinerating  Devices  (1968) 
Sewage  Treatment  Facilities  (Tech.  Notes)  (1969) 
Sewage  Treatment  Plant  Design  (1967) 
Sewage  (1969) 

Sewer  and  Culvert  Pipe,  Using  Rubber  Gaskets  (1970) 
Sewer  and  Manhole  Brick  (Made  From  Clay  or  Shale)  (1969 
Sewer  Maintenance  (1966) 
Sewer  Pipe  and  Drain  Tile  (1966) 
Sewer  Pipe  and  Fittings  (1969) 
Sewer  Pipe  and  Fittings  (1969) 
Sewer  Pipe  (1967) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969) 
Sewer  Pipe  (1969)  ANSI  A  106.3 
Sewer  Pipe  (1971) 
Sewer  Pipe  (1971) 
Sewer  Piping  (1970) 
Sewer  Rod  Wire,  Flat  (1962) 
Sewer  Use  (1968) 
Sewers  (1970) 
Sewers  (1970) 
Shade  of  Dye  (1966) 
Shade  Roller  Sprmg  Wire  (1962) 
Shade  Wire  (1962) 

Shaft  and  Submersible  Types)  (1971)  ANSI  B58.1 

Shaft  Connection  (1970) 

Shaft  Mounted  Speed  Reducers  (1969) 

Shaft  Oil  Seals  (1965) 

Shaft  Wire,  Flexible  (1970) 

Shafting  Systems  (Boats)  (1970)  Rec.  Pract.  and  S 

Shafting  (1969) 

Shafts  and  Rotor  Forgings  (1969)  ANSI  G55.16 
Shafts  for  Positive  Displacement  Fluid  Power  Pumps  and 
Shafts  for  Screw  Conveyor  Drives  (1971) 


/.  Test  Meth.  for  Det 


St 

Std.  Sp 
Std.  Spec.  Fo 


Std.  Manu 
Std.  on  the  Control  of  F 


Shafts  (1968) 
Shakes  (1970) 
Shale)  (1969)  ANSI  AlOO.l 
Shale)  (1969)  ANSI  A98.1 
Shale)  (1971)  ANSI  A99.1 
(Shallow  Depth)  (1971) 
Shallow  Tap  (1970) 

Shallow  Well  Water  System  Pumps  (1971) 
Shank  Alloy  Steel.  160,  000  psi  (1971) 
Shank  Alloy  Steel,  160.000  psi  (1971) 
Shank  Coupler  (for  Replacement  in  Kind  Only)  (1970) 
Shank  Coupler  (1970) 
Shank  Coupler  (1970) 
Shank  Coupler  (1970) 


Ag 
Gra 

Std.  Spec. 
Std.  Spe 

/.  Meth.  for  Determining  the  Den 


Std. 


A.STM 
ASTM 
SAE 
ASTM 
ASTM 
ANSI 
IFI 
GA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NSA 
NFLDP 
ANSI 
ANSI 
NRCA 
ASTM 
ASTM 
ASTM 
ASTM 
ILIA 
ILIA 
AASHO 
ASTM 
ABYC 
UL 
SCPI 
WPCF 
UL 
ASTM 
ASTM 
WPCF 
AASHO 
ASTM 
ASTM 
lAPMO 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
SWA 
WPCF 
WPCF 
NFPA 
TAPPI 
SWA 
SWA 
AWWA 
SAE 
AGMA 
RMA 
SWA 
ABYC 
ASTM 
ASTM 
NFLDP 
AGMA 
ASAE 
RCSHS 
ASTM 
ASTM 
ASTM 
ASTM 
SAE 
WSC 
NSA 
NSA 
AAR 
AAR 
AAR 
AAR 


D594 

D2451 

AMS7280 

C359 

D395 

BI8.3 

SEC.H 

•19 

1100 

1171 

1630 

1393 

1 102 

1 161 

1 101 

1620 

1131 

1 141 

1121 

1151 

1 181 

T3.19.5 

A118.3 

A108.6 

*2-I23 

C403 

C266 

C191 

C491 

•8.24 

•2 

T109 

Dl  143 

A8 

1150 

34A 

8 

1143 
C443 
C32 
7 

T33 

D2751 

D2852 

PS26-67 

D1861 

D2316 

D2836 

C76 

C506 

C507 

CI3 

C428 

C644 

D2680 

•135 

3 

9 

328 

T626 

•136 

•120 

ElOl 

ARP721 

480.04 

•6 

•79 

P6 

A108 

A472 

T3.9,65.1 

481.01 

R314 

•12 

C32 

C62 

C216 

D2922 

AS1171 

•2 

1603 
1703 

MSRP-C-56 
MSRP-C-51 
MSRP-C-53 
MSRP-C-54 
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Std,  Me 

Sid.  for  Meclianical  Prop 

Std.  Spec,  for  General  Requ 
/  Spec,  for  Hot  Rolled  and  Cold  Finished 
/Pec.  for  Cold  Formed  Welded 


E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Rigid  Shank  Coupler  (1970)  Std. 
e  Coupler  Yoke,  Lightweight  Design,  Cast  Steel,  for  Swivel  Shank  Coupler  (1970)  Std. 
e  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  Coupler  (1970)  Std. 
0  Deg.  Flush  Tension  Head  Hi  Torque  Recess.  .0156  Oversize  Shank  Short  Thread.  Alloy  Steel.  160,  000  psi  (1971)  /O 
0  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  .0312  Oversize  Shank  Short  Thread,  Alloy  Steel,  160,  000  psi  (1971)  /O 

Shoe  Shank  Steel  Wire  (1962) 
Std.  Coupler  Shank  Wear  Plates  and  Application  (1970) 
Std.  E  Coupler,  Swivel  Shank  4.^.  In.  Coupler  Length  (1970) 
Std.  E  Coupler  6  1/4X8  In.  Shank  (1970) 
Std.  E  Coupler  6  1/4X8  In.  Swivel  Shank  (1970) 
Std.  E  Coupler  5  X  7  In.  Shank  (1970) 
Std.  E  Coupler,  6  1/4X8  In.  Rigid  Shank  (25  In.  Length)  (1969) 
Std.  Part  Bearing.  Rod  End.  Plain  Shank.  Self  Aligning.  Ami  Friction  (1971) 
Std.  for  Drills.  High  Speed  Steel  Threaded  Shank.  Sizes  1/16  In.  Thru  Letter  F  (1971) 
E  Coupler,  Swivel  Shank,  60  Inch  Length  (1970) 
Spindle  Noses  and  Tool  Shanks  for  Horizontal  Boring  Machines  (1968) 
Std.  Details  of  Seamless  Steel  Tube  Bushings  for  Coupler  Shanks  (1970) 
Space  Block  Steel  Wire  (I-Beam  Shape)  (1962) 
Std.  Spec,  for  Aluminum  Alloy  Extruded  Bars,  Rods,  Shapes  and  Tubes  (1971)  ANSI  H.18.5 

Std.  Spec,  for  Free  Cutting  Brass  Rod.  Bar.  and  Shapes  for  Use  in  Screw  Machines  (1970)  ANSI  H8.1 
Std.  for  Formed  Tubing  for  Special  Shapes  of  Extruded  Solid  Rubber  Products  (1970) 
fiber  Board  Trays  for  Interior  Protection  and  Stability  of  Shapes  Which  Are  Difficult  to  Palletize  (Rec.  for  Feath 
Std.  Spec,  for  Copper  Silicon  Alloy  Rod.  Bar.  and  Shapes  (1969) 
td  for  Tolerances  of  Extruded  Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970) 
Std.  Nomenclature  for  Structural  Steel  Shapes  (1970) 
Std.  Melh.  of  Test  for  Reheat  Change  of  Carbon  Brick  and  Shapes  (1970) 
chanical  Properties  and  Tolerances  for  Structural  Aluminum  Shapes  (1970) 
erties  and  Limits,  of  Extruded  Aluminum  Wire,  Rod,  Bar  and  Shapes  (1970) 
Std.  Spec,  for  Phosphor  Bronze  Rod.  Bar.  and  Shapes  (1971) 
irements  for  Wrought  Copper  and  Copper  Alloy  Rod,  Bar,  and  Shapes  (1971) 
Age  Hardening  Stainless  and  Heat  Resisting  Steel  Bars  and  Shapes  (1971) 
and  Seamless  Carbon  Steel  Structural  Tubing  in  Rounds  and  Shapes  (1971)  ANSI  G24.21 
td.  Spec,  for  Copper  and  Copper  Alloy  Forging  Rod,  Bar  and  Shapes  ( 1971 )  ANSI  H7.1 

for  Structural  Steel  for  Buildings  (Carbon  and  Alloy  Steel  Shapes)  (1970)  Guide  Spec, 

products  Fabricated  From  Rolled,  Pressed,  and  Forged  Steel  Shapes,  Plates,  Bars,  and  Strip  (1971)  ANSI  G8.1  /  on 

Std.  Spec,  for  Aluminum  Alloy  Std.  Structural  Shapes,  Rolled  or  Extruded  (1970)  ANSI  H38.10 
General  Requirements  for  Delivery  of  Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  and  Bars  for  Structural  Use  (1969 
els  (1970)  Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted  Wheel  Mandr 

0)  Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted  Wheels  (197 

Std  Meth  of  Drop  Shatter  Test  for  Coal  (1969) 
ensitive  Tape  (1966)  Shear  Adhesion  Test  Meth.  (Holding  Power)  of  Pressure  S 

carf  Joints  (1970)  Std.  Melh.  of  Conducting  Shear  Block  Test  for  Quality  Control  of  Glue  Bonds  in  S 

Std.  Test  Meth.  for  Creep  Properties  of  Adhesives  in  Shear  by  Compression  Loading  (Metal  to  Metal)  (1969) 
Std.  Test  Meth.  for  Strength  Properties  of  Adhesives  in  Shear  by  Tension  Loading  at  Elevated  Temperatures  (Meta 
Std.  Test  Meth.  for  Creep  Properties  of  Adhesives  in  Shear  by  Tension  Loading  (Metal  to  Metal)  (1969) 
th  Properties  of  Adhesives  in  Two  Ply  Wood  Construction  in  Shear  by  Tension  Loading  (1970)  /Test  Meth.  for  Streng 

for  Determining  Durability  of  Adhesive  Joints  Stressed  in  Shear  by  Tension  Loading  (1971)  Std.  Rec.  Pract. 

Std.  Test  Melh.  for  Shear  Fatigue  of  Sandwich  Core  Materials  (1970) 
Std.  Part  Bolt.  100  Deg.  Flush  Shear  Head  (1971) 
Tent.  Meth.  of  Test.  Plywood  in  Rolling  Shear  (Shear  in  Plane  of  Plies)  (1969) 

Std.  Test  Meth.  for  Shear  Strength  and  Shear  Modulus  of  Structural  Adhesives  (1970) 
ceramics  by  Res/  Tent.  Meth.  of  Test  for  Young's  Modulus.  Shear  Modulus,  and  Poisson's  Ratio  for  Glass  and  Glass 

Suggested.  Meth.  for  Evaluating  the  Peel  and  Shear  of  Hot  Melt  Bonds  at  Elevated  Temperatures  (1971) 
Std.  Part  Pin  (Threaded  Shear  Protruding  Head)  (1971) 
std.  Test  Meth.  for  Apparent  Viscosity  of  Adhesives  Having  Shear  Rate  Dependent  Flow  Properties  (1969) 
Meth.  for  Measurement  of  Viscosity  of  Adhesives  by  a  Low  Shear  Rotating  Spindle  Apparatus  (1968) 

Std.  Meth.  of  Test  for  Sonic  Shear  Stability  of  Polymer  Containing  Oils  (1970) 
Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Shear  Strength  After  Solvent  Immersion  (1968) 
s  (1970)  Std.  Test  Meth.  for  Shear  Strength  and  Shear  Modulus  of  Structural  Adhesive 

Test  Melh.  for  Tensile  Shear  Strength  of  Adhesives  (Metal  to  Metal)  (1969) 
Std.  Test  Meth.  for  Shear  Strength  of  Plastics  (1969) 
ions  or  Cores  (1970)  Std  Meth.  of  Shear  Test  in  Flatwise  Plane  of  Flat  Sandwich  Construct 

Tent.  Meth.  of  Test.  Plywood  in  Shear  Through  the  Thickness  (1969) 
Std.  Part  Screw,  Self  Locking,  Pan  Head.  Shear  Torq  Set  (1971) 

Std.  Part  Pin  Threaded  Shear  100  Deg.  Csk  Head  (1971) 
Tent.  Meth.  of  Test.  Plywood  in  Rolling  Shear  (Shear  in  Plane  of  Plies)  (1969) 
s  of  Metal  to  Metal  Adhesives  by  Compression  Loading  (Disk  Shear)  (1969) 

Std.  Part  Screw,  Self  Locking,  Flat,  100  Deg.  Head,  Shear,  Torq  Set  (1971) 
other  Specialized  Service  (1971)  Std.  Spec,  for  Sheathed  Electrical  Resistance  Heaters,  for  Nuclear  or 

ec,  Pract.  and  Std.  Covering  Insulating,  Soundproofing  and  Sheathing  Materials  and  Fire  Retardant  Coatings  (on  Boa 
Fire  Resistant  Gypsum  Sheathing  (1964) 
Rec.  for  Nailing  and  Stapling  Gypsum  Sheathing  (1966) 
product  and  Application  Spec.  1.2  In.  Fiberboard  Nail  Base  Sheathing  (1969) 
duct  and  Application  Spec.  1/2  In.  Intermediate  Fiberboard  Sheathing  (1969) 

Std.  for  Limiting  Design  Dimensions  for  Hand  Brake  Sheave  Wheel  (Railway  Cars)  (1970) 
ion  and  Protection  of  Hull  Openings  Between  Water  Line  and  Sheer  Line  (Boats)  (1970) 
Stretch  Presses  Airframe,  Sheet  and  Extrusion  (1970) 
n(I97l)  Std.  Melh.  of  Test.  Rigid 

Aluminum  Alloy 

Aluminum  Alloy  Sheet  and  Plate  4.4cu-l .5mg-0.60mn  (2024-T861 )  (1970) 
Spec,  for  the  Tolerances  of  Aluminum  and  Magnesium  Alloy  Sheet  and  Plate  (1971) 

Std.  Spec,  for  Aluminum  Alloy  Sheet  and  Plate  (1971)  ANSI  H38.2 
(7011  Alclad  7079-0)  (1970)  Aluminum  Alloy  '  " 

(7011  Alclad  7079,  -T6  Sheet,  -T651  Plate/ 
and  1-1/2W  Alclad  2024-T361  Flat  Sheet,  / 


Std.  Test  Meth.  for  Strength  Propertie 


Rec 
Rec.  Pro 


/Act.  and  Std.  tor  Installat 


Sheet  and  Plate  Materials  Used  for  Electrical  Insulatio 
Sheet  and  Plate  4.4cu-l  .5mg-0.60mn  (2024-T36I)  (1970) 


and  1-1/2W  Alclad  2024-T861  Flat  Sheet,  / 
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Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.1 7cr 
Aluminum  Alloy  Sheet  and  Plate,  Alclad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr 
Aluminum  Alloy  Sheet  and  Plate,  Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024 
Aluminum  Alloy  Sheet  and  Plate,  Alclad  4.4cu-1.5mg-0.60mn  (Alclad  2024 
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alclad  7075-0)  (1970) 

Alclad  7075,  -T6  Sheet.  -T651  Plate)  (19/ 
se  -  22cr  -  1.50co  -  9.0mo  -  0.60w  -  18./ 
d  Bend  (1969) 

d  Dimensions  and  Weights  (1970) 
Dimensions  and  Weights  (1970) 
ensions  and  Weights  (1970) 
s.  Mechanical  and  Property  Limits  (197/ 
Iness  of  Corrugations  (1970) 
ss  and  Tolerances  (1970) 
designed  Dimensions  and  Weights  (1970) 
lerances  (1970) 

able  Alloys  and  Brazing  Sheet  (1970) 


s  and  Weights,  and  Tolerances  (1970) 


ate.  Alclad  5.6zn-2.5mg-l .6cu-0.26cr  (701 1 
ate.  Alclad,  5.62n-2.5mg-l .6cu-0.26cr  (701 1 
ate.  Corrosion  and  Heat  Resistant  Nickel  Ba 
ate.  Approximate  Bend  Radii  for  90  Deg.  Col 
ate;  Commercial  Corrugated  Roofing;  Designe 
ate;  Commercial  Corrugated  Siding;  Designed 
ate;  Commercial  Ribbed  Siding;  Designed  Dim 
ate;  Commercial  Roofing  and  Siding;  Finishe 
ate;  Commercial  Roofing  and  Siding;  Paralle 
ate;  Commercial  Roofing  and  Siding;  Thickne 
ate;  Commercial  V  Beam  Roofing  and  Siding; 
ate;  Duct  Sheet;  Composition  Limits,  and  to 
ate;  Mechanical  Property  Limits,  Heat  Treat 
ate;  Painted  (1970) 
ate;  Tolerances  (1970) 

ate;  Tread  Plate;  Mechanical  Property  Limit 
ate;  Weights  (1970) 
rip  for  Building  Construction  (1970) 
rip  for  Surgical  Implants  (1971) 
rip  Handbook;  Terms  and  Definitions  (1960) 


rip  (1969) 
rip  (1969) 
rip  (1970) 
rip.  Corrosion  Resistant  (I8cr 
rip.  Corrosion  Resistant  (18cr 
rip.  Corrosion  Resistant  (18cr 


Rec.  Pra 
Std.  Spec,  for  High  S 
Std.  Spec,  for  Nicke 
8ni)  Cold 
8ni)  (1971 
8ni),  Cold 

Std.  Spec,  for  Pre 


Std. 


Aluminum  Alloy  Sheet  and  P 
Aluminum  Alloy  Sheet  and  P 
Spec,  for  Alloy  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  PI 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  PI 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  P^ 
Std.  for  Aluminum  Sheet  and  P 
Std.  for  Aluminum  Sheet  and  PI 
Std.  for  Aluminum  Sheet  and  P' 
Std.  Spec,  for  Copper  Clad  Stainless  Steel  Sheet  and  S 
Std.  Spec,  for  Stainless  Steel  Sheet  and  S 
Copper  and  Brass  Sheet  and  S 
ct.  for  Selecting  and  Specifying  Hot  and  Cold  Rolled  Steel  Sheet  and  S 
trength  Stainless  and  Heat  Resisting  Chromium  Nickel  Steel  Sheet  and  S 
1  Chromium  Iron  Columbium  Molybdenum  Tungsten  Alloy  Plate.  Sheet  and  S 
rolled  (1971)  Spec,  for  Steel  Sheet  and  S 

Spec,  for  Steel  Sheet  and  S 
Rolled  (1971)  Spec,  for  Steel  Sheet  and  S 

formed  Flexible  Elastomeric  Cellular  Thermal  Insulation  in  Sheet  and  Tubular  Form  (1970) 

Std.  Dimensions  for  Medical  X  Ray  Sheet  Film  (Metric  and  Non  Metric)  (1969) 
Std.  Spec,  for  Copper  Nickel  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (1969) 
Std.  Spec,  for  Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (1969) 
essure  in  A/  Std.  Rec.  Pract.  for  Use  of  a  Std.  Reference  Sheet  for  the  Measurement  of  the  Time  Averaged  Vapor  Pr 

Tent.  Spec,  for  Asphalt  Base  Sheet  for  Use  in  Construction  of  Built  Up  Roofs  (1969) 
Std.  Spec,  for  Polyester  Glass  Mat  Sheet  Laminate  (1968) 
parent  Bags  (1971)  Packaging  Std.  for  Sheet  Material  in  a  Box.  with  Multiple  Individual  Trans 

spec,  for  Steel  Drill  Screws  for  the  Application  of  Gypsum  Sheet  Material  to  Light  Gage  Steel  Studs  (1970) 
Specifying:  Resilient  Flooring,  Including  Tile  and  Sheet  Material  (1971) 
gravimetric  Determination  of  Water  Vapor  Transmission  Rate  Sheet  Materials  at  High  Temperature  and  Humidity  (1971) 
Meth.  for  Water  Vapor  Transmission  Rate  of  Sheet  Materials  at  Normal  Temperature  (1971) 
Tent.  Std.  for  Water  Vapor  Permeability  of  Sheet  Materials  at  0  Deg.  F  (1952) 

Std.  Spec,  for  Sheet  Materials  for  Curing  Concrete  (1969)  ANSI  A37.79 
std.  Meth.  of  Test  for  Temperature  Resistance  Constants  of  Sheet  Materials  for  Shunts  and  Precision  Resistors  (197 
h.  for  Dynamic  Measurement  of  Water  Vapor  Transfer  Through  Sheet  Materials  (1970)  Test  Met 

olar  Energy  Transmittance  and  Reflectance  (Terrestrial)  of  Sheet  Materials  (1971)  Std.  Test  Meth.  for  S 

Air  Handling  Spec,  for  Sheet  Metal  and  Air  Conditioning  Contractors  (1968) 
1969)  Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal  Construction  and  Air  Conditioning  Systems 

968)  Architectural  Sheet  Metal  Manual;  Meth.  of  Design  and  Installation  (1 

Architectural  Sheet  Metal  Spec.  (1968) 
d  Air  Conditioning  Systems  (1969)  High  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for  Ventilations  An 

Std.  Meth.  for  Measuring  Flatness  of  Plastics  Sheet  or  Tubing  (1969)  ANSI  K65.18 
Truck  Ability  Work  Sheet  Pad  (Hs  83)  (1968) 
Spec,  for  Design  of  Flexible  Sheet  Pile  Bulkheads  (1970) 
el  Plates,  Structural  Sections,  Rolled  Floor  Plates,  Steel  Sheet  Piling  (1963)  /El  Products  Manual  for  Carbon  Sle 

Std.  Spec,  for  Steel  Sheet  Piling  (1969)  ANSI  G59.1 
Requirements  for  Delivery  of  Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  and  Bars  for  Structural  Use  (1969a)  ANSI 

Handbook  for  Sheet  Rubber  Gasket  and  Packing  Materials  (1968) 
Spec,  for  Ring,  Memo  and  Post  Binder  Sheet  Sizes  and  Data  (1956) 

Std.  Spec,  for  Corrugated  Sheet  Steel  Beams  for  Highway  Guardrail  (1970) 
Std.  Meth.  of  Test  for  Reboiling  Tendency  of  Sheet  Steel  for  Porcelain  Enameling  (1969) 
ec.  Pract.  for  Meth.  of  Determining  Plastic  Deformation  in  Sheet  Steel  Stampings  (1970) 
-  0.43c)  (1971)  Spec,  for  Steel  Sheet  Strip,  and  Plate  {0.50cr  -  0.55ni  -  0.25mo  -  0.38 

or  Roofing  (1971)  Std.  Spec,  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  F 

Color  and  Quality  Std.  for  Painted  Aluminum  Sheet  (1968) 
Sprinkler  Irrigation  (for  Farms)  Technical  Data  Sheet  (1969) 
Std.  Spec,  for  Extruded  Acrylic  Plastic  Sheet  (1969) 
Std.  for  Polystyrene  Plastic  Sheet  (1970) 
r  and  Copper  Alloys  (Cast  Products  Only);  Application  Data  Sheet  (1970)  Std.  Designations  for  Coppe 

nd  Copper  Alloys  (Wrought  Products  Only);  Application  Data  Sheet  (1970)  Std.  Designations  for  Copper  A 

hanical  Property  Limits,  Heat  Treatable  Alloys  and  Brazing  Sheet  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Mec 

steel.  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold  Rolled  Sheet  (1971)  ■/  for  Carbon  and  High  Strength  Low  Alloy 

(Info.  Sheet)  Drive  Shafts  for  Screw  Conveyor  Drives  (1971) 
clad  4.3zn-3.3mg-0.6cu-0.20mn0.17cr  (7011  Alclad  7079,  -T6  Sheet,  -T651  Plate)  (1970)  /  Alloy  Sheet  and  Plate,  Al 

e,  Alclad,  5.6zn-2.5mg-l  .6cu-0.26cr  (7011  Alclad  7075,  -T6  Sheet,  -T651  Plate)  (1970)  /Minum  Alloy  Sheet  and  Plat 

Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (1970) 
for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts.  Coated  Base  Sheet,  Aggregate  Surface  (1970)  Roof  Spec.  Plate 

Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold  Rolled  Sheet  (1971 )  /         For  Carbon  and  High 
Spec,  for  Titanium  and  Titanium  Alloy  Strip,  Sheet,  and  Plate  (1969) 
d  Heat  Resisting  Chromium  and  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion  Welded  Unfired  Pressure  Ves 
Std.  Spec,  for  Nickel  Plate,  Sheet,  and  Strip  (1969) 


ec.  for  Stainless  and  Heat  Resisting  Chromium  Steel  Plate,  Sheet,  and  Strip  (1969) 
Stainless  and  Heat  Resisting  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  (1969) 
y  of  Flat  Rolled  Stainless  and  Heat  Resisting  Steel  Plate 
corrosion  Resisting  Chromium  Nickel  Manganese  Steel  Plate 
1  Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Plate 
lications  (1971)  Spec,  for  Glass 


Std.  Sp 
Std.  Spec,  for 

Sheet,  and  Strip  (1969)  /Eral  Requirements  for  Deliver 

Sheet,  and  Strip  (1969)  /Stainless  and  Heat  Resisting 

Sheet,  and  Strip  (1970)  Std.  Spec,  for  Chromium  Nicke 

Sheet,  Barium  Aluminum  Borosilicate,  for  Electronic  App 
Std  Spec,  for  Steel  Sheet,  Cold  Rolled,  Aluminum  Coated  Type  1  (1969) 
Std.  Spec,  for  Steel,  Sheet,  Cold  Rolled,  Long  Teme  Coated  (1969)  ANSI  G8.20 
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Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Tin  Coated  by  Electrodeposition  (19 
Spec,  for  Steel  Sheet,  Corrosion  Resistant,  Laminated,  Edge  Bonded  (197 
Std,  Spec,  for  Molybdenum  and  Molybdenum  Alloy  Strip,  Sheet,  Foil,  and  Plate  (1969) 
nt,  60-80  (1965)  Silicone  Rubber  Sheet,  Glass  Fabric  Reinforced  Heat  and  Weather  Resista 

Roof  Vapor  Barriers;  Polyvinyl  Chloride,  Coated  Base  Sheet,  Kraft  Laminates  and  Saturated  Felts  (1970) 
Spec,  for  Aluminum  Sheet,  Laminated,  Edge  Bonded  (1970) 
Spec,  for  Titanium  Alloy  Sheet,  Strip  and  Plate,  Annealed  (1971) 
Ti)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (1 

Ti)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (1 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (1 
2.5mo)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (1 

7.0cr  -  16.5mo  (1971)  Spec,  for  Alloy  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant,  N 

3cr  -  13.5ni  (309s)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant,  2 

5ni)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  11. 

ni)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (IScr  -  8.5 

ni)  Cold  Rolled  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  9.0 

ni)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (19cr  -  9.5 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (1971) 
.43c)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  5.0cr  -  1.3mo  -  0.50v  (0.38  -  0 

Std.  Spec,  for  Copper  Beryllium  Alloy  Plate,  Sheet,  Strip  and  Rolled  Bar  (1971) 
(0.17-0. 23c)  Premium  Quality,  Consumable  Electrode/  Steel  Sheet,  Strip,  and  Plate  0.75cr-9.0ni-4.5co-l  .0mo-0.09v 

0.29-0.34C)  Premium  Quality,  Consumable  Electrode  /  Steel  Sheet,  Strip,  and  Plate  1 .0cr-7.5ni-4.6co-l .0mb-0.09v 


69) 
0) 


8cr  -  lOni 
8cr  -  lOni 
971) 

8cr  -  13ni 
ickel  Base 


1971) 

obalt  Base  -  22cr  -  22ni  -  14. 5w  -  0.071/ 
ickel  Base  -  19.5cr  -  13.5co  -  4.3mo  -  3/ 
deep  Drawing  and  Spinning  (1971) 
nickel  Base  -  16cr  -  37fe  -  2.9cb  -  1.8t/ 
nickel  Base  -  16.Cr  -  37fe  -  2.9cb  -  1.8/ 
nickel  Base  15.5cr  -8.0  Fe  (1970) 
sistant,  12cr  -  8.5ni  -  0.30  (Cb  +  Ta)  -/ 
Ini  -  l.lal  (1971) 
Ozr  (0.10  -  0.17c)  (1971) 


Spec,  for  Steel  Sheet,  Strip,  and  Plate  (0.95cr  -  0.2mo  0.33  -  0.38c) 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant  C 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant  N 
Spec,  for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant, 
Spec,  for  Alloy  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resistant; 
Spec,  for  Steel  Sheet.  Strip,  and  Plate,  Corrosion  and  Moderate  Heat  Re 
Spec,  for  Steel  Sheet,  Strip,  and  Plate,  Corrosion  Resistant,  17cr  -  7. 
Spec,  for  Steel  Sheet,  Strip,  and  Plate,  0.75si  -  0.62cr  -  0.20mo  -  0.1 
Spec,  for  Titanium  Alloy  Sheet,  Strip,  and  Plate,  5al  -  2.5sn,  Annealed  (1971) 
Std.  Spec,  for  Copper  Silicon  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  for  General  Purposes  (1969 
Std.  Spec,  for  Leaded  Brass  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971) 
Std.  Spec,  for  Brass  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971) 
al  Requirements  for  Wrought  Copper  and  Copper  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971)  /.  Spec,  for  Gener 

Std.  Spec,  for  Phosphor  Bronze  (Copper  Tin)  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a) 
Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a)  /or  Copper  Nickel 

Std.  Spec,  for  Copper  Sheet,  Strip,  Plate  and  Rolled  Bar  (1971) 
drawing  Quality,  Special  Killed  (19/  Std.  Spec,  for  Steel  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process 

l  ,5mg-0.60mn  (Alclad  2024  and  l-l/2w  Alclad  2024-T361  Flat  Sheet,  l-l/2w  Alclad  2024-T361  Plate)  (1970)  /D  4.4cu- 

1.5mg-0.60mn  (Alclad  2024  and  l-l/2w  Alclad  2024-T861  Flat  Sheet,  l-l/2w  Alclad  2024-T861  Plate)  (1970)  /D  4.4cu- 

Std.  Spec,  for  Cellulose  Acetate  Butyrate  Film  and  Sheeting  for  Fabricating  and  Forming  (1969) 
Std.  Spec,  for  Nonrigid  Vinyl  Chloride  Plastic  Sheeting  (1969) 
on  and  Orientation  Release  Stress  of  Plastic  Film  and  Thin  Sheeting  (1969)  Std.  Test  Meth.  for  Shrink  Tensi 

Std.  Meth.  of  Test  for  Transparency  of  Plastic  Sheeting  (1970) 
Safety  Std.  for  Class  C  Asphalt  Organic  Felt  Sheetroofing  and  Shingles  (1971) 
lions.  Terms  and  Definitions  for  Semiconductor  Device  Data  Sheets  and  Spec.  (1969)  /  for  Letter  Symbols,  Abbrevia 

Steel  Products  Manual  for  Alloy  Steel  Sheets  and  Strip  (1969) 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  Dip  Process,  Drawing  Quality  (1971) 
.  for  Rolled  Copper  Alloy  Bearing  and  Expansion  Plates  and  Sheets  for  Bridge  and  Other  Structural  Uses  (1971a)  ANS 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  for  Culverts  and  Underdrains  (1970) 
nts  for  Delivery  of  Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the  Hot  Dip  P 
71)  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Commercial  Quality  by  the  Hot  Dip  Process  (19 

Std.  Spec,  for  Carbon  Steel  Sheets  of  Flange  Quality  (1969)  ANSI  33.4 
197/  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Lock  Forming  Quality  by  the  Hot  Dip  Process 

69)  ANSI  G/  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel  Sheets  of  Structural  Quality  Coils,  and  Cut  Lengths  (19 

Steel  Products  Manual  for  Carbon  Steel  Sheets  (Coils  and  Cut  Lengths)  (1970) 
std.  Test  Meth.  for  Punching  Quahty  of  Phenolic  Laminated  Sheets  (1970) 
Spec,  and  Installation  Procedure  for  Glazing  Acrylic  Sheets  (1970) 
Std.  for  Laminated  Thermosetting  Decorative  Sheets  (1971) 
Std.  Meth.  of  Testing  Asphalt  Roll  Roofing,  Cap  Sheets,  and  Shingles  (1969)  ANSI  A109.30 

Std.  for  Aluminum  Sheet  and  Plate;  Duct  Sheet;  Composition  Limits,  and  Tolerances  (1970) 
Test  Meth.  for  Flow  Ratings  of  Organic  Coatings  Using  the  Shell  Flow  Comparator  (1968)  Std. 
Design  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  20  (1971) 
Design  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  8  (1971) 
dures  for  the  Bacteriological  Examination  of  Sea  Water  and  Shellfish  (1970)  Rec.  Proce 

c.  for  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  Shells  (1969)  ANSI  G55.4  Std.  Spe 

Meth.  of  Computation  of  Openings  in  Heating  Boiler  Shells  (1971) 
ped  (Including  Health  and  Safety  Std.)  (1966)  Sheltered  Workshops  for  the  Blind  and  Visually  Handicap 

ped  (1968)  Std.  Promoting  Self  Study  and  Evaluation  of  Sheltered  Workshops  for  the  Blind  and  Visually  Handicap 

Design  of  Ventilation  Systems  for  Poultry  and  Livestock  Shelters  (1970) 
Std.  and  Test  Procedure  for  Automatic  Transmission  Safety  Shield  (1971)  Suggested  Minimum 

gamma  Ray  Protection  for  Energies  Up  to  10  Mev;  Structural  Shielding  Design  and  Evaluation  Handbook  (1970)  /  and 

implements  and  Tractors  (1970)  SAE  J955  Full  Shielding  of  Power  Drive  Lines  for  Agricultural  (Farm) 

ts  and  Tractors  (1968)  Full  Shielding  of  Power  Drivelines  for  Agricultural  Implemen 

res  and  Minimum  Evaluation  Std.  for  Clutch  Flywheel  Safety  Shields  and  Bellhousings  (1971)  Test  Procedu 

n  Brake  Shoes  (1970)  Std.  for  Application  of  Spark  Shields  to  Cars  Equipped  with  Wooden  Decks  and  Cast  Iro 

td.  Meth.  of  Testing  Asphalt  Roll  Roofing,  Cap  Sheets,  and  Shingles  (1969)  ANSI  A109.30 

ety  Std.  for  Class  C  Asphalt  Organic  Felt  Sheetroofing  and  Shingles  (1971)  Saf 
Std.  Spec,  for  Cast  Copper  Nickel  Ship  Tailshaft  Sleeves  (1970) 
Rec.  Pract.  for  Electric  Installations  on  Shipboard  (Merchant  Vessels)  (1971) 
36  Pallets,  End  Gates  Only/  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Double  Tier  Floating  Load,  28,  32,  or 

s  26  to  27  Pallets  (1959)  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  Tilted  Pallet 

ets  (1959)  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  26  to  27  Pall 
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lels  (1959)  Carloading  Pattern  (for  Rail 

ate  Single  Tier  Floating  Load  Carloading  Pattern  (for  Rail 
ate  Double  Tier  Floating  Load  Carloading  Pattern  (for  Rail 
r  Floating  Load,  4  Units  Pel  Carloading  Pattern  (for  Rail 

r  Solid  Load  22  to  23  Pallets  (/  Carloading  Pattern  (Rail 

oad,  22  /  Pallet  Loading  Pattern  and  Carloading  (for  Rail 

Rec.  Carloading  Pattern  (for  Rail 


End  G 
End  G 


tes  Only  (1959) 
g  20  Pallets  (1959) 
23  Pallets,  Loose  Brick  In/ 
se  Brick  in  Door  Area  (1959/ 
d  Braced  in  Place  of  Loose  / 


Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
Carloading  Pattern  (for  Rail 
for  Inspection,  Sampling  and  Measuring  Procedures  for  Bulk 

Std.  Pallet  for  Export 

cartons  Type  X-1  (1962)  Pallet  Load  Protection  for  Export 

cartons  Type  X-2  (1962)  Pallet  Load  Protection  for  Export 

in  Bags  Type  X-3  (1962)  Pallet  Load  Protection  for  Export 

in  Bags  Type  X-4  (1962)  Pallet  Load  Protection  for  Export 

s,  20  Pallets  with  Type"C"  Carloading  Pattern  (for  Rail 

s  for  Automatic  Machine  Sealing  of  Top  Flaps  of  Fiberboard 
ery  Industry  (1964)  Rec.  for 

Meth.  for  Determining  Water  Resistance  of  Fiberboard 
Meth.  for  Drum  Test  for  Fiberboard 
Meth.  for  Drop  Tests  for  Fiberboard 
Std.  for  Compression  Test  of  Fiberboard 
Std.  Meth.  of  Incline  Impact  Test  for 
Std.  Definitions  of  Terms  Relating  to 
Meth.  for  Impact  Resistance  of  Loaded  Fiberboard 
Tensile  Test  for  the  Manufacturers  Joint  of  Fiberboard 
Rec.  Pract.  for  Drums,  Steel  (Dot  5  a  Unlined)  Used  for 
Rules  for  Storing,  Transporting  and 
Meth.  for  Wetting 
Meth.  for  Coefficient  of  Static  Friction  of 
970)  Std.  for  Portable 

icating  Systems  for  Marine  Steam  Turbine  Pumps  for  Various 
Std.  Spec,  for  Structural  Steel  for 
Std.  for  Fire  Protection  of  Vessels 
Std.  for  Control  of  Gas  Hazards  on  Vessels 
Std.  Meth.  for  Analysis  and  Presentation  of 
Specifying  the  Characteristics  of  Auxiliary  Equipment  for 
Std.  Meth.  for  the  Cahbration  of 
ns  and  Tests  for  Electrical  Transducers  Used  for  Measuring 
NSI  zl  1 .273  Std.  Meth.  of  Test  for  Thermal 

Gap  Test  (1970)  Std.  Meth.  of  Test  for 

Rec.  Pract.  for  Test  Procedures  for  Brake 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single 
Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single 

Std.  Test  Meth.  for  Resistance  of  Chrome  Tanned  White 
meth.  of  Determining  the  Resistance  of  Chrome  Tanned  White 
0)  Rec.  Std.  for 

Go  Gage  for  Brake  Heads  for  Either  Metal  or  High  Friction 
Go  Gage  for  Brake  Heads  for  Either  Metal  or  High  Friction 
Ids  to  Cars  Equipped  with  Wooden  Decks  and  Cast  Iron  Brake 
970)  Std.  for  Limiting  Contour  of  Brake 

Construction  of  Indoor  Rifle  and  Pistol 

rigging  (1969)  Marine  Service  Manual;  Rec.  Pract.  for 

Rec.  Safe  Pract.  in  Pattern 
Straight  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  75 

Rec.  Pract.  for 

Packing.  Preformed,  Mil-R-25897  Rubber,  75 
Packing,  Preformed,  Mil-R-25897  Rubber,  90 
Straight  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  90 

Std.  for  Measurement  of  Small  Signal  VHF  UHF  Transistor 
d.  Edgewise  Compressive  Strength  of  Corrugated  Fiberboard; 
or  Off  the  Road  Vehicles:  Earthmoving,  Mining  and  Logging 
.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess, 
td.  for  Bolt  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess, 
Std.  Part  Bolt,  Flat  Pan  Head,  Hi  Torque  Recess, 
.  Part  Bolt  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess, 
Flush  Tension  Head  Hi  Torque  Recess,  .0156  Oversize  Shank 
Flush  Tension  Head  Hi  Torque  Recess,  .0312  Oversize  Shank 
reduced  Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES, 
educed  Head,  Tri  Wing  Recess  Close  Tolerance,  Alloy  Steel, 
,  Tri  Wing  Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy, 
Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy  Steel, 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel, 
Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES, 
Bolt,  Hex  Head,  Close  Tolerance,  6al-4v,  Titanium  Alloy. 
00  Deg.  Head.  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES, 


/.  Std. 


Shipment  of  Brick)  Single  Tier  Solid  Load,  24  to  25  Pal 
Shipment  of  Brick)  (1959) 
Shipment  of  Brick)  (1959) 

Shipment)  for  Bulk  Materials  in  Steel  Drums,  Double  Tie 
Shipment)  for  Bulk  Materials  Packed  in  Bags,  Single  Tie 
Shipment)  for  Insulating  Firebrick,  Single  Tier  Solid  L 
Shipment)  for  Return  of  Empty  Pallets  (1956) 
Shipment)  Single  Tier  Floating  Load,  20  Pallets  (1959) 
Shipment)  Single  Tier  Floating  Load,  20  Pallets,  End  Ga 
Shipment)  Single  Tier  Load  Anchored  with  Steel  Slrappin 
Shipment)  Single  Tier  Solid  Load,  Tilted  Pallets,  22  to 
Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Loo 
Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Woo 
Shipment)  Single  Tier  Wood  Braced  Load  20  Pallets  (1959 
Shipments  and  Transfers  of  Soybean  Oil  (1970) 
Shipments  of  Refractory  Materials  (1962) 
Shipments,  Rec.  for  Brick  and  Refractories  Packaged  in 
Shipments,  Rec.  for  Brick  and  Refractories  Packaged  in 
Shipments,  Rec.  for  Refractory  Bulk  Materials  Packaged 
Shipments,  Rec.  tor  Refractory  Bulk  Materials  Packaged 
Shipment;  Anchored  Load)  Single  Tier  with  Skid  Retarder 
Shipping  Cases  (1970)  /Solvent  Soluble  Liquid  Adhesive 

Shipping  Cases,  Markings  and  Construction,  for  the  Groc 
Shipping  Containers  (Spray  Meth.)  (1970) 
Shipping  Containers  (1964) 
Shipping  Containers  (1967) 
Shipping  Containers  (1967) 
Shipping  Containers  (1968) 
Shipping  Containers  (1969) 
Shipping  Containers  (1971) 
Shipping  Containers  (1971) 

Shipping  Corrosive  Liquids  as  Defined  by  DOT  Regulation 

Shipping  Explosives  (1970) 

Shipping  Sack  Paper  for  Test.  (1967) 

Shipping  Sack  Papers  (Inclined  Plane  Meth.)  (1967) 

Shipping  Tanks  for  Flammable  and  Combustible  Liquids  (1 

Ships  Services  (1969)  /.  Pract.  for  the  Design  of  Lubr 

Ships  (197!) 

(Ships)  During  Construction,  Repair  and  Lay  Up  (1970) 
(Ships)  to  be  Repaired  (1971) 
Shock  and  Vibration  Data  (1971) 

Shock  and  Vibration  Measurements  (1960)  /Td.  Meth.  for 

Shock  and  Vibration  Pickups  (1967) 

Shock  and  Vibration  (1969)  /He  Selection  of  Calibratio 

Shock  Sensitivity  of  Dry  Solid  Film  Lubricants  (1969)  A 

Shock  Sensitivity  of  Liquid  Monopropellants  by  the  Card 

Shoe  and  Lining  Adhesives  and  Bonds  (1971) 

Shoe  Brakes,  33  In.  Dia.  Wheels,  5X9  In.,  5  1/2  X  10 

Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/2  X  12  In.  Journals 

Shoe  Brakes.  38  In.  Dia.  One  Wear  Wheels,  7X12  In.  Jo 

Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/2  X  12  In.  Journals 

Shoe  Shank  Steel  Wire  (1962) 

Shoe  Upper  Leather  to  Artificial  Perspiration  (1969) 

Shoe  Upper  Leather  to  Artificial  Perspiration  (1969)  As 

Shoe  Wire  (Slugging,  Staple  Lasting,  and  Toe  Wire)  (197 

Shoes  (19701  Std.  for  Modified 

Shoes  (1970)  Std.  for  Modified  Go  and  No 

Shoes  (1970)  Std.  for  Application  of  Spark  Shie 

Shoes;  High  Friction  Composition  Type  (Railway  Cars)  (1 

Shooting  Ranges  (1971) 

Shop  Hydrostatic  Test,  of  Fabricated  Piping  (1967) 

Shop  Organization,  Repair  and  Maintenance,  Fitting  and 

Shops,  Laboratories,  and  Offices  in  Metal  Casting  (1970 

Shore  0-Ring  (1970)  Packing,  Preformed, 

Shore  Power  Installation  on  Boats  (1966) 

Shore,  0-Ring  (1970) 

Shore,  0-Ring  (1970) 

Shore,  0-Ring  (1970)  Packing,  Preformed, 

Short  Circuit  Characteristics  of  Insulated  Cable  (1969) 
Short  Circuit  Forward  Current  Transfer  Ratio  (1970) 
Short  Column  Test  (1970)  St 
(Short  Hauls);  Road  Graders;  Mining  and  Logging  Trucks 
Short  Thread  Alloy  Steel,  160,  000  psi  (1971) 
Short  Thread  Titanium  Alloy  (1970) 
Short  Thread  (1971) 
Short  Thread  (1971) 

Short  Thread,  Alloy  Steel,  160,  000  psi  (1971) 
Short  Thread,  Alloy  Steel,  160,  000  psi  (1971) 
Short  Thread,  Nonlocking  (1970) 
Short  Thread,  Nonlocking  (1970) 

Short  Thread,  Nonlocking  (1970)  /lOO  Deg.  Reduced  Head 

Short  Thread,  Self  Locking  and  Nonlocking  (1967)  /  100 

Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
Short  Thread,  Self  Locking  and  Nonlocking  (1970)  /T,  1 


Std 


Std 
/OO  Deg. 
/OO  Deg. 
Bolt,  100  Deg. 
Bolt,  100  Deg.  R 


Rl 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 
RI 

NSPA 

RI 

RI 

RI 

RI 

RI 

RI 

ASTM 

GMA 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

TAPPI 

TAPPI 

MCA 

IME 

TAPPI 

TAPPI 

NFPA 

ASME 

ASTM 

NFPA 

NFPA 

ANSI 

ANSI 

ANSI 

ANSI 

ASTM 

ASTM 

SAE 

AAR 

AAR 

AAR 

AAR 

SWA 

ASTM 

ALCA 

SWA 

AAR 

AAR 

AAR 

AAR 

NRA 

PFI 

BIA 

AFS 

NSA 

BIA 

NSA 

NSA 

NSA 

IPCEA 

EIA 

TAPPI 

TRA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 


Office  of  Engineering  and  Information  Processing  Standards 


P231-1 

P217-2 

P220-2 

P227 

P225-2 

P223-1 

P234 

P233-1 

P214-2 

P209-2 

P230-1 

P205-2 

P207-2 

P208-2 

»4 

P237 

P238 

P239 

P240 

P241 

P212-1 

D1874 

M-5.6 

T805 

T800 

T802 

T804 

D880 

D996 

T801OS 

T8130S 

D30 

5 

T501 

T503 

386 

115D 

A131 

312 

306 

S2.10 

S2.4 

S2.2 

S2.ll 

D2511 

D2539 

J840C 

MSRP-D-7 

MSRP-D-8 

MSRP-D-8B 

MSRP-D-8A 

M37 

D2322 

E61 

•79.1 

B9.1 

BlO.l 

MSRP-L-49 

MSRP-E-94A 

MS 

ES4 

MSM 

7 

1595 

126 

1593 

1594 

1596 

P34-382 

RS371 

T811 

3 

1503 

1083 

1217 

1220 

1243 

1253 

4803-16 

4703-16 

4903-16 

4400-16 

6203-20 

6303-20 

6403-20 

4500-16 
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10  De 


Std 
Std. 
Std. 


g.  Tri  Wing  Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy  Short  Thread,  Self  Locking  and  Nonlocking  (1970) 
Std.  Part  Screw,  Machine,  Pan  Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 
Std.  Part  Screw,  Machine,  Flat  100  Deg.  Head,  Short  Thread,  Torq  Set  (1971) 
Std.  Part  Screw,  Machine,  Pan  Head,  Short  Thread,  Torq  Set  (1971) 
.  Part  Screw,  Machine,  Pan  Head  Modified.  Close  Tolerance.  Short  Thread,  Torq  Set  (1971) 
Part  Screw  Machine,  Flat  Fillister  Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 
Part  Screw,  Machine,  Flat  100  Deg.  Head,  Close  Tolerance,  Short  Thread,  Torq  Set  (1971) 
and  Nonlocking  (1970)  Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread.  Tri  Wing  Recess,  Alloy  Steel  Self  Locking 

and  Nonlocking  (1970)  Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess.  A286  ORES,  Self  Locking 

elf  Locking  and  Nonlock/  Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  Titanium  Alloy  6al-4v.  S 

Roe  Chlorine  Number  (Short  Time  Correction  Factor)  ( 1 971 ) 
als  (1969)  Rec.  Pract.  for  Short  Time  Elevated  Temperature  Tension  Tests  of  Materi 

d  Fittings  (1969)  Std  Test  Melh.  for  Short  Time  Rupture  Strength  of  Plastic  Pipe,  Tubing,  An 

f  Metallic  Materials  Under  Conditions  of  Rapid  Healing  and  Short  Times  (1968)  /  and  Creep  Rupture  Tension  Tests  0 

Rec.  Pract.  for  Cast  Shot  and  Grit  for  Peening  and  Cleaning  (1969) 
Rec.  Std.  for  Shot  Peening  Wire  (1970) 
Manual  on  Shot  Peenmg  (Hs  84)  (1967) 
Spec,  for  Shot  Peening  (1971) 
'  Shot  (1969) 

Pract.  for  Cast  Steel  Shot  (1969) 

Std.  Socket  Cap,  Shoulder  and  Set  Screws  (1969) 
Std-  for  Socket  Cap  and  Shoulder  Screws  (1970) 

~  Shovels  and  Mining  Cars  (5  MPH);  Selection  Procedure  An 

Shower  Areas  (1964) 
Shower  Areas  (1970) 

Std.  Spec,  for  the  Installation  of  Tile  Lined  Shower  Receptors  (and  Replacements)  (1969) 

Prefabncated  Shower  Receptors.  Shower  Stalls  and  Nonmetallic  Bathtub 
Prefabricated  Shower  Receptors,  Shower  Stalls  and  Nonmetallic  Bathtubs  (1969) 
determination  of  Shredded  Latex  Foam  Rubber  in  Mixtures  of  Shredded  Latex  Foam  and  Polyurethane  Foam  (1968)  live 
Quantitative  Determination  of  Shredded  Latex  Foam  Rubber  in  Mixtures  of  Shredded  I^ate 
Quantitative  Determination  of  Mixtures  of  Shredded  Urethane  Foam  and  Feathers  (1968) 
Guide  Spec,  for  Non  Shrink  Portland  Cement  Grouts  (1969) 

~ Shrink  Ratio  (1970)  /Electrical  Insulation  Noncrosslin 

Shrink  Ratio  (1970)  /G,  Electrical  Insulation,  Resin  B 

Shrink  Ratio  (1970)  /Lectrical  Insulation,  Thermally  W 


Rec.  Pract.  for  Cut  Steel  Wire 

Rec. 


g  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes, 
Tests  for  Use  of  Gypsum  Wallboard  in 
Rec.  for  Gypsum  Wallboard  in  Bath 


s  (1969) 


X  Foam  and  Polyurethane  Fo/ 


ked  Polyvinyl  Chloride,  Flexible,  Heat  Shrinkable  1 .6  to  1 
onded  Polyethylene  Terephthalate,  Heat  Shnnkable  1.3  to  1 
elded  Polyethylene  Terephthalate,  Heat  Shnnkable  1.6  to  1 

c  Film  and  Thin  Sheeting  (1969)  Std.  Test  Meth.  for  Shrink  Tension  and  Orientation  Release  Stress  of  Plasti 

Pallet  Load  (of  Bnck)  Protection  Type  "P"  Shnnk  Wrap  (1969) 

Std.  for  Plastic  Heat  Shnnkable  Film  (1970) 

Std.  for  Heat  Shrinkable  Fluorocarbon  Plastic  Tubing  (1971) 

Insulation,  Resin  Bonded  Polyethylene  Terephthalate,  Heat  Shrinkable  1.3  to  1  Shrink  Ratio  (1970) 

sulation  Noncrosslinked  Polyvinyl  Chloride,  Flexible,  Heat  Shrinkable  1.6  to  1  Shrink  Ratio  (1970) 

ulation.  Thermally  Welded  Polyethylene  Terephthalate.  Heat  Shrinkable  1.6  to  1  Shrink  Ratio  (1970) 

ulation  Irradiated  Polyolefin,  Pigmented,  Semi  Rigid,  Heat  Shnnkable  (1971) 

nsulalion  Irradiated  Polyolefin,  Pigmented,  Flexible,  Heat  Shrinkable  (1971) 

ulation  Cross  Linked  Polyolefin,  Pigmented,  Flexible,  Heat  Shrinkable  (1971) 

Std.  for  Solder  Sleeves,  Heat  Shrinkable 

ompounds  (1969) 

Std 


/G,  Electrical 
/Electrical  in 
/Lectrical  Ins 
/  for  Plastic  Tubing,  Electrical  Ins 
/C.  for  Plastic  Tubing,  Electrical  I 
/or  Plastic  Moldings.  Electrical  Ins 

Insulated  (1970) 

Std.  Test  Meth.  for  Shrinkage  and  Tenacity  of  Oil  and  Resin  Base  Caulking  C 
Meth.  of  Determining  the  Shnnkage  Factors  of  Soils  (1968) 

Std.  Meth.  of  Measunng  Shrinkage  From  Mold  Dimensions  of  Molded  Plastics  (R196 
Std.  Meth.  of  Test  for  Relaxation  and  Felting  Shrinkage  in  Laundering  of  Stabilized  Knit  Wool  Fabrics 
Test  Meth.  for  Linear  Shnnkage  of  Epoxy  Casting  Resins  During  Cure  (1969) 
Std.  Meth.  of  Measuring  the  Drying  Shnnkage  of  Mortar  Containing  Portland  Cement  (1970) 
Std.  Test  Meth.  for  Linear  Shrinkage  of  Thermosetting  Casting  Systems  During  Cure 
Std.  Meth.  of  Test  for  Shnnkage  of  Yarns  in  Boiling  Water  or  Dry  Heat  (1971 ) 
Concrete  Masonry  Shrinkage  Spec,  and  Tests  (1969) 
Std.  for  Shunt  Capacitors  (1971) 
rol  of  X-Radiation  Emitted  From  High  Voltage  Rectifier  and  Shunt  Regulator  Receiving  Tubes  (1970)  /R  Quahty  Cont 

or  Temperature  Resistance  Constants  of  Sheet  Materials  for  Shunts  and  Precision  Resistors  (1970)  ANSI  Z155.8  /T  F 

Std.  Requirements  for  Direct  Current  Instrument  Shunts  (1971) 
corrosion  Cracking  by  Use  of  Neutralizing  Solutions  During  Shut  Down  (1970)  /  Steel  in  Refineries  Against  Stress 

Std.  for  Valves,  High  Pressure  Oxygen,  Line  Shut  Off,  Manually  Operated  (1971) 
.  Listing  Requirements  for  Relief  Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot  Water  Supply  Systems  (1964)  /D 
Safety  Std.  for  Marine  Electrically  Operated  Shutoff  Valves  for  Flammable  Liquids  (1964) 
"      "  Windows,  Glass  Blocks  and  Shutters  (1970) 


9)  ANSI  K66.3 
(1970)  An/ 


(1969) 

aNSI  114,190 


Std.  for  Fire  Doors 

Std.  Test.  Procedure  for  Measunng  Flexure  Under  Side  to  Side  Compression  Fibre  Tubes  and  Cores  (1968) 
Std.  Test.  Procedure  for  Side  to  Side  Crush  Fibre  Tubes  and  Cores  (1970) 
roof  Repair  for  4  1/4X8  Thru  7X12  Narrow  Pedestal  Type  Side  Frame  for  Roller  Bearing  Freight  Car  Applications 
ght  Ca/  Spec,  for  the  Purchase  and  Acceptance  of  Approved  ~  '    ~  .  _  .  -  _ 

Std.  for  Clearance 


Side  Frames  and  Bolsters  Applicable  to  Interchange  Frei 
Side  Marker  and  Identification  Lamps  (1971) 

Std.  for  Identification  of  Wire  Side  of  Paper  (1968) 

Std.  Test.  Procedure  for  Measuring  Flexrre  Under  Side  to  Side  Compression  Fibre  Tubes  and  Cores  (1968) 

Std.  Test.  Procedure  for  Side  to  Side  Crush  Fibre  Tubes  and  Cores  (1970) 

for  Structures  Other  Than  Platforms  Adjacent  to  Industrial  Side  Tracks  (1969)  /Ranee  Diagrams  Fixed  Obstructions 

Spec,  for  a  Copper  Plated  Through  Hole  Two  Sided  Boards,  Rigid  (1967) 

nted  Wiring  Board  Dimensions  and  Tolerances  Single  and  Two  Sided  Rigid  Boards  (1970)  Std.  Spec,  for  Pri 

Pallet  Load  (of  Brick)  Protection  Type"D"  on  Two  48  In.  Sides  (1969) 

Aluminum  Siding  Grounding  Requirement  (1965) 

Redwood  Siding  Guide  (1971 ) 

Western  Red  Cedar  Grade  Guide;  Spec,  for  Clear  Lumber  and  Siding  Products  (1970) 

Aluminum  Siding  Spec,  (1970) 

Methods  of  Test  for  Aluminum  Residential  Siding  (1962) 

Installation  for  Residential  Aluminum  Siding  (1963) 

Thermal  Resistance  of  Aluminum  Siding  (1964) 

Redwood  Board  and  Batten  Siding  (1970) 

Redwood  Bevel  Siding  (1970) 

Redwood  Tongue  and  Groove  Siding  (1970) 


NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

TAPPI 

ASTM 

ASTM 

ASTM 

SAE 

SWA 

SAE 

SAE 

SAE 

SAE 

ANSI 

IFI 

TRA 

GA 

GA 

lAPMO 

lAPMO 

lAPMO 

ABFLO 

ABFLO 

ABFLO 

CSI 

SAE 

SAE 

SAE 

ASTM 

RI 

use 
use 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

AASHO 

ASTM 

ASTM 

SPI 

ASTM 

ASTM 

ASTM 

NCMA 

NEMA 

EIA 

ASTM 

IEEE 

NACE 

SAE 

ANSI 

UL 

NFPA 

CCTI 

CCTI 

AAR 

AAR 

SAE 

TAPPI 

CCTI 

CCTI 

AREA 

IPC 

IPC 

RI 

AAMA 

CRA 

WWPA 

AAMA 

AAMA 

AAMA 

AAMA 

CRA 

CRA 

CRA 


4600-16 

1131 

1620 

1630 

1141 

1121 

1151 

5000-6 

5100-6 

5200-06 

UM-209 

E21 

D1599 

El  50 

J444 

•80 

J808A 

AMS2430G 

J441 

J827 

BI8.3 

SEC.G 

3 

M7.1 

*17 

IS4 

PSU 

PSU 

C-6 

C-6 

D-18 

3316.1 

AMS3579 

AMS3589 

AMS3591 

D2838 

P247 

PS29 

PS47 

AMS3589 

AMS3579 

AMS3591 

AMS3638C 

AMS3636C 

AMS3674 

AS939 

D2453 

T92 

D955 

D1284 

ERF12 

C596 

D2566 

D2259 

5 

CPl 

JED73A 

B114 

316 

RPOl-70 

AS1214 

Z21.22 

1115 

80 

T128T 
T108 

MSRP-D-22E 

M210 

J592D 

T455 

T128T 

T108 

28-2-4 

TC500 

D300E 

P229-1 

•3 

3A4 

•21 

100-70 
62-5-16 
•1 
•2 

3A4-2 
3A4-4 
3A4-6 


336 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


9) 


.3 


(1967) 


Std.  Sizes  for  Rough  Sawn  Southern  Pine 
Sid.  for  Aluminum  Sheet  and  Plate;  Commercial  Corrugated 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Ribbed 
or  Aluminum  Sheet  and  Plate;  Commercial  V  Beam  Roofing  and 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and 
Std.  for  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and 
Std.  Spec,  for  Raw  and  Burnt 
Tent.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std  Meth.  for 
Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Tent.  Std.  for 

Std.  Meth.  for  Designating  the  Size  of  Coal  From  Its 
Test  Meth.  for  Particle  Size  or  Screen  Analysis  at  No.  4 
Tent.  Test  Meth.  for 
std.  Test  Meth.  for  Amount  of  Material  Finer  Than  0.075  Mm 

Std.  Test  Meth.  for 

test  Meth.  for  Total  Moisture  in  Coal  Reduced  to  No.  8  Top 
Size  of  Refractory  Metals  and  Compounds  by  the  Fisher  Sub 
Meth.  of  Test  for  Fineness  of  Hydraulic  Cement  by  No.  325 
Std.  Spec,  for  Perforated  Plate 
Std.  Spec,  for  Wire  Cloth 
Std.  Spec,  for  Precision  Electroformed 
f  Determining  and  Expressing  Fineness  of  Feed  Materials  by 
Policy  on  Design  Std.  for  Stopping 
Spec,  for  Highway  Crossing 
Safety  Std.  for  Marine 
Rec.  Pract.  for  Vehicular  Hazard  Warning 
Std.  for  Mounting  of  Coupling  and  Nipple  to  Air  Brake  and 
Std.  for  Mounting  of  Coupling  and  Nipple  to  Air  Brake  and 

Std.  for  Turn 

Rec.  Prac.  for  Supplemental  High  Mounted  Stop  and  Turn 
n  Solid  State  Devices;  Varactor  Measurements,  Part  I  Small 

Rec.  Guide  for  Spec,  of 
Std.  for  Turn 
Std.  for  Vehicular  Hazard  Warning 
Rec.  Pract.  for  Aircraft  Evacuation 
Transfer  Ratio  (1970)  Std.  for  Measurement  of  Small 

Std.  for  the  Measurement  of  Small 
Land  Mobile  Selective 
nation.  Maintenance  and  Use  of  Central  Station  Protective 
r  Smoke  Detectors,  Photoelectric  Type,  for  Fire  Protective 
Definitions  for  Local  Fire  Protective 
Flight  Deck  Visual,  Audible  and  Tactual 
70)  Rec.  Pract.  and  Std.  Covering  Distress 

National  Building  Code  for 
ec.  Use  of  Various  Types  of  Highway  Railway  Grade  Crossing 
Safety  Std.  for  Electrode  Receptacles  for  Gas  Tube 
oven  Glass  Fabric,  Cleaned  and  After  Finished  with  Acrylic 
t  Hoo/  Product  Std.  for  Auxiliary  Builders  Hardware;  Door 

Std.  Meth.  of  Test  for 
Wet  Ash  Meth.  for  Determining  Silicates  and 
Std.  Meth.  for  Chemical  Analysis  of 
Test  Meth.  for  Properties  of  Diatomaceous 
Spec,  for  Dental 
Std.  Spec,  for  Magnesium 
Meth.  for  Analysis  of  Synthetic 
Zirconium 

Tent.  Std.  for  Analysis  of  Sodium 
Complex  Colloidal  Magnesium  Aluminum 
Std.  Spec,  for  Structural  Insulating  Board,  Calcium 
Wet  Ash  Meth.  for  Determining 
Std.  Spec,  for  Basic  Lead 
Spec,  for  Dental  Zinc 
Std.  for  Sodium 
Tent.  Meth.  for  Chemical  Analysis  of 
Std.  Spec,  for  Nickel  Iron  Chromium 
Std.  Spec,  for  Nickel  Iron  Chromium 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Copper 
Std.  Spec,  for  Chromium  Manganese 
Rec.  Pract.  for  Oil  Tempered  Chromium; 

Std.  Spec,  for  Copper 
Copper 

meth.  for  Spectrochemical  Analysis  of  High  Purity  Iron  for 
t  Meth.  of  Test  for  Interstitial  Atomic  Oxygen  Content  of 
Meth.  of  Test  for  Substitutional  Atomic  Carbon  Content  of 
Std.  Meth.  of  Test  for  Crystallographic  Perfection  of 
h.  for  Chemical  Analysis  of  Carbon  Steel,  Low  Alloy  Steel, 
SIC59.118  Std.  Meth.  of  Test. 

(1968)  ANSI  K75.1  Std.  Test  Meth.  for 


9) 

eneral  Purposes  (1969) 


aNSI  g32.1 
.1 


Siding  (1970)  -  SFPA  TB4 

Siding;  Designed  Dimensions  and  Weights  (1970)  AA  '287.24 

Siding;  Designed  Dimensions  and  Weights  (1970)  AA  •287.27 

Siding;  Designed  Dimensions  and  Weights  (1970)  Std.  F  AA  *287.25 

Siding;  Finishes,  Mechanical  and  Property  Limits  (1970)  AA  •287.21 

Siding;  Parallelness  of  Corrugations  (1970)  AA  *287.31 

Siding;  Thickness  and  Tolerances  (1970)  AA  '287.28 

Sienna  (R1969)  ASTM  D765 

Sieve  Analysis  of  Coke  (1969)  ANSI  K20.7  ASTM  D293 

Sieve  Analysis  of  Crushed  Bituminous  Coal  (1969)  ASTM  D311 

Sieve  Analysis  of  Electrical  Grade  Magnesium  Oxide  (196  ASTM  D2772 

Sieve  Analysis  of  Fine  and  Coarse  Aggregates  (1970)  AASHO  T27 

Sieve  Analysis  of  Granular  Metal  Powders  (1970)  ANSI  H9  ASTM  B214 

Sieve  Analysis  of  Mineral  Filler  (1970)  AASHO  T37 

Sieve  Analysis  of  Pulpwood  Chips  (1961)  '      TAPPl  T16 

Sieve  Analysis  (1969)  ANSI  M20.3  ASTM  D431 

Sieve  and  Coarser  for  Metal  Bearing  Ores  and  Related  Ma  ASTM  E389 

Sieve  Determination  of  325  Mesh  pulverized  Limestone  PL  A  lA-T 

Sieve  in  Aggregate  (1970)  AASHO  Til 

Sieve  Residue  From  Carbon  Black  (R1969)  ASTM  D1514 

Sieve  Size  (Limited  Purpose  Meth  )  (1971)  Tent.  ASTM  D2961 

Sieve  Sizer  (1970)  /Meth.  of  Test  for  Average  Particle  ASTM  B330 

Sieve  (1971)  Std.  ASTM  C430 

Sieves  for  Test.  Purposes  (1970)  ASTM  E323 

Sieves  for  Test.  Purposes  (1970)  ANSI  Z23. 1  ASTM  Ell 

Sieves  (1970)  ASTM  E161 

Sieving  (1968)  Meth.  O  ASAE  S319 

Sight  Distance  (1971)  AASHO  PSD-I 

Sign  4  Feet  90  Deg.  Types  (1969)  AREA  9-2-2 

Signal  Alarm  Equipment  (1964)  UL  1127 

Signal  Flasher  (1968)  SAE  J945 

Signal  Hose  (1970)  AAR  MSRP-E-51 

Signal  Hose  (1970)  AAR  MSRP-E-5IB 

Signal  Lamps  for  Automobiles  (1970)  SAE  J588E 

Signal  Lamps  (Rear)  (1970)  SAE  J186 

Signal  Measurements  (1971)  Trial  Use  Std.  Guide  O  IEEE  318 

Signal  Sources  (1955)  IEEE  109 

Signal  Switch  for  Vehicles  (1971)  SAE  J589B 

Signal  Switch  (1971)  SAE  J910B 

Signal  System  (1971)  SAE  ARP1178 

Signal  VHF  UHF  Transistor  Short  Circuit  Forward  Current  EIA  RS371 

Signal  VHF-UHF  Transistor  Admittance  Parameters  (1970)  EIA  RS372 

Signaling  Std.  (1970)  EIA  RS374 

Signaling  Systems  for  Guard,  Fire  Alarm  and  Supervisory  NFPA  71 

Signaling  Systems  (1971)  Safety  Std.  Fo  UL  168 

Signalling  Systems  (in  Training  Manual)  (1971 )  NEMA  SB4 

Signals  (1970)  SAE  ARP450C 

Signals,  Including  Their  Stowage  and  Use  (on  Boats)  (19  ABYC  A9 

Signs  and  Outdoor  Display  Structures  (1967)  AIA  CO-l-XVI 

Signs  (1969)  AREA  9-2-1 

Signs  (1971)  ANSI  C33.24  UL  879 

Silane  Type  Finishes,  for  Plastic  Laminates  (1970)  /  W  ASTM  D2660 

Silencers,  Chain  Guards,  Handrail  Brackets,  Coat  and  Ha  BHMA  1201-3 

Silica  in  Iron  Ores  and  Manganese  Ores  (1971)  ASTM  E247 

Silica  in  Pulp  (1970)  TAPPI  T245 

Silica  Refractories  (1970)  ASTM  C575 

Silica  (1970)  TAPPI  T658 

Silicate  Cement  (1963)  ANSI  Z156.9  ADA  9 

Silicate  Pigment  (1969)  ASTM  D605 

Silicate  Pigments  (1964)  TAPPI  T66I 

Silicate  (1959)  CTFA  37 

Silicate  (1963)  TAPPI  T632 

Silicate  (1965)  CTFA  82 

Silicate  (1970)  ASTM  C656 

Silicates  and  Silica  in  Pulp  (1970)  TAPPI  T245 

Silico  Chromate,  Ready  Mixed  Primer  (1970)  AASHO  M229 

Silico  Phosphate  Cement  (1969)  ADA  21 

Silicofluoride  (1971)  AWWA  B702 

Silicomanganese  and  Ferrosilicon  Manganese  (1970)  ASTM  E362 

Silicon  Alloy  Billets  and  Forging  Bars  (1970)  ASTM  B512 

Silicon  Alloy  Hot  Rolled  and  Cold  Finished  Bars  (1970)  ASTM  B511 

Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vessels  (196  ASTM  B96 

Silicon  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  for  G  ASTM  B97 

Silicon  Alloy  Rod,  Bar,  and  Shapes  (1969)  ASTM  B98 

Silicon  Alloy  Seamless  Pipe  and  Tube  (1969)  ANSI  H26.3  ASTM  B315 

Silicon  Alloy  Steel  Plates  for  Pressure  Vessels  (1971)  ASTM  A202 

Silicon  Alloy  Steel  Wire  and  Springs  (1970)  SAE  J157 

Silicon  Alloy  Wire  for  General  Purposes  (1969)  ANSI  H30  ASTM  B99 

Silicon  Alloys  in  Foundry  Pract.  (1965)  AFS  NF6511-15 

Silicon  and  Aluminum  (1971)  Std.  ASTM  E421 

Silicon  by  Infrared  Absorption  (1970)  Ten  ASTM  F121T 

Silicon  by  Infrared  Absorption  (1970)  Tent.  ASTM  F123T 

Silicon  by  Preferential  Etch  Techniques  (1970)  ASTM  F47 

Silicon  Electrical  Steel,  Ingot  Iron,  and  Wrought  Iron  ASTM  E350 

Silicon  Fluids  Used  for  Electrical  Insulation  (1968)  AN  ASTM  D2225 

Silicon  in  Organic  Compounds  by  Peroxide  Bomb  Ignition  ASTM  E325 
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Tent.  Melh.  for  Chemical  Analysis  of  Ferrosilicon  and  S 
ical  Insulation  (1968)  ANSI  C59.89  Spec,  for  Fully  Cured  S 

68)  Sid.  Meth.  of  Test.  Bondable  S 

Std.  Meth.  for  Measuring  Resistivity  of  S 
35.14  Std.  Spec,  for  Carbon  Manganese  S 

s  (1969)  Std.  Spec,  for  Carbon  Manganese  S 

Tent.  Melh.  for  Chemical  Analysis  of  Ferrochrome  S 

Std.  Spec,  for  S 

r  Surfaces  of  Brick,  Stone,  and  Concrete/  Guide  Spec,  for  S 

rical  Insulation  (1968)  Std.  Melh.  of  Test.  Fully  Cured  S 

Weather  Resistant,  60-80  (1965)  S 

Methylphenyl  S 

(Extruded  Rubber  Products)  (1970)  Std.  for  S 

10/  Std.  Meth.  of  Test  for  Resistance  to  Yarn  Slippage  in  S 

Angle  Cocks  on  Freight  Cars  of  Any  Length  Having  Floating  S 
lis  with  the  Train  Line  and  Angle  Cock  Secured  to  Floating  S 
Fittings  (1970)  Std.  Pract.  for  S 

licalions  (1969)  Std.  Spec,  for  S 

C7.38  Std.  Spec,  for  S 

Std.  Pract.  for  Storage  of  Processed  S 
Spec,  for  Photographic  Film  for  Archival  Records,  S 
residues  (1969)  Std.  Meth.  for  the  Determination  of  S 

Std.  Spec,  for  Sintered  Nickel  S 
Std.  for  S 
Std.  Test  Meth.  for  S 
Std.  Spec,  for  Refined  S 
d  Rolled/  Std.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  S 

Sid.  Spec,  for  Copper  Nickel  Zinc  Alloy  (Nickel  S 
Spec,  for  Residential  Steel  Windows  (Casement,  Roto  and  S 
Std.  Meth.  for  Analysis  of  Sodium  Triphosphate  by  the  S 
lion  (1969)  Sid.  S 

Std.  Meth.  for  Analysis  of  Sodium  Triphosphate  by  the  S 
steam  Turbines  (1970)  S 
71)  S 
c  Sensitometry  (1969)  Std.  for  S 

(1970)  Std.  Test  Melh.  for  S 

ooring(1969)  Std.  Test  Melh.  for  S 

aulic  Fluids  (1969)  Std.  Meth.  for  S 

ction(197I)  Rec.  for  Flight  S 

Rec.  Pract.  for  Ionization  Gage  Application  to  Space  S 
1  Worm  Speed  Reducers  (1971)  Std.  Pract.  for  S 

Remote,  and  Two  Produc/  Rec.  Std.  for  the  Base  Layout  of  S 

Rec.  Pract.  for  Housings  for  S 
Rec.  for  Nailing  Gypsum  Wallboard  S 
.  Spec,  for  Printed  Wiring  Board  Dimensions  and  Tolerances  S 
138000  Volts  and  Below  501  Through  10000/13333/16667  kVa,  S: 
Rec.  Pract.  for  Flywheels  for  S 
180  Deg,  Peel  Adhesion  Test  Melh.  for  S 
r  Transport  of  Dry  Bulk  Chemicals  and  Plastics  /  Rec.  for  S 

r  Transport  of  Dry  Bui/  Rec.  for  Preloading  Inspection  of  S 

.  Pract.  for  Infrared  Absorption  Analysis  of  Impurities  in  S 
Packaging  Std.  for  Wrap,  S 
Sid.  for  Dimensional  Requirements  for  Duplex  Face  and  S 
Std.  Spec,  for  35mm  S 
Std.  for  Packaging  of  A  S 
Packaging  Std.  for  S 

ccant(1971)  Packaging  Std.  for  S 

Std.  Tolerances  for  and  Meth.  of  Test.  S 
d  Product  (1970)  Tent.  Std.  for  Sampling  A  S 

y/9430  Volts  and  /  Sid.  Requirements  for  Underground  Type  S 

Y/9430  /  Requirements  for  Pad  Mounted  Comparlmental  Type  S 
phase  Converters  (1969)  S 

Flywheels  for  S 
Spec,  for  Distribution  Enclosed  S 
utouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  S 
ulouts  and  Fuse  Links,  Secondary  and  Power  Fuses,  Enclosed  S 
uls  and  Fuse  Links,  Secondary  Fuses,  Distribution  Enclosed  S 
d  Two  Produc/  Rec.  Std.  for  the  Base  Layout  of  Single  and  S 

Test  for  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Si 
Test  for  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (S 
lained  Chlorine  (1971)  ANSI  L14.126  S 
imiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  S 
imiling  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  S 
imiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  S 
imiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  S 
e  (1970)  Std.  for  S 

shipment  of  Brick)  (1959)  End  Gate  S 

Carloading  Pattern  (for  Rail  Shipment)  S 
1959)  Carloading  Pattern  (for  Rail  Shipment)  S 

ts(l959)  Carloading  Pattern  (for  Rail  Shipment)  Si 

(1959)  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Si 

pattern  (Rail  Shipment)  for  Bulk  Materials  Packed  in  Bags,  Si 
Carloading  Pattern  (for  Rail  Shipment  of  Brick)  S 
s.  Loose  Brick  In/  Carloading  Pattern  (for  Rail  Shipment)  S 

d  Carloading  (for  Rail  Shipment)  for  Insulating  Firebrick,  S 
n  Door  Area  (1959/  Carloading  Pattern  (for  Rail  Shipment)  S 


con  Metal  (1970)  ASTM  E360 

con  Rubber  Coated  Glass  Fabric  and  Tapes  for  Electr  ASTM  D1931 

oon  Rubber  Tapes  Used  for  Electrical  Insulation  (19  ASTM  D2148 

con  Slices  with  a  Collinear  4  Probe  Array  (1970)  ASTM  F84 

con  Steel  Plates  for  Pressure  Vessels  (1971)  ANSI  G  ASTM  A299 

con  Steel  Plates,  Heat  Treated,  for  Pressure  Vessel  ASTM  A537 

con  (1970)  ASTM  E364 

con.  Bronze  and  Brass,  Sand  Castings  (1970)  ASTM  B198 

cone  Dampproofing;  Water  Repellents  for  the  Exlerio  CSI  7170 

cone  Rubber  Coated  Glass  Fabric  and  Tapes  for  Elect  ASTM  D1458 

cone  Rubber  Sheet,  Glass  Fabric  Reinforced  Heat  and  SAE  AMS3320D 

cone  (1959)  CTFA  75 

cones,  Polyacrylates  and  Other  Post  Cured  Materials  RMA  *8.38A 

Ik,  Rayon,  and  Acetate  Woven  Fabrics  (1970)  ANSI  L14.  ASTM  D434 

lis  with  the  Train  Line  and  Angle  Cock  Secured  to  Flo  AAR  MSRP-E-32A 

lis  (1970)  /Hi  Cars  of  Any  Length  Having  Floating  Si  AAR  MSRP-E-32A 

Iver  Brazing  Joints  for  Wrought  and  Cast  Solder  Joint  MSS  SP73 

Iver  Coated  Copper  Clad  Steel  Wire  for  Electronic  App  ASTM  B50I 

Iver  Coated  Soft  or  Annealed  Copper  Wire  (1970a)  ANSI  ASTM  B298 

Iver  Gelatin  Microfilm  (1970)  ANSI  PH5.4 

Iver  Gelatin  Type,  on  Cellulose  Ester  Base  (1969)  ANSI  PH1.28 

Iver  in  Photographic  Films,  Papers,  Fixing  Baths,  or  ANSI  PH4.33 

Iver  Structural  Parts  (1970)  ANSI  H9.28  ASTM  B458 

Iver  Tarnishing  by  Paper  (1968)  '     TAPPI  T444 

Iver  Tarnishing  by  Paper  (1969)  TAPPI  T444  Ts  ASTM  D2043 

Iver  (1969)  ASTM  B413 

Iver)  and  Copper  Nickel  Alloy  Plate,  Sheet,  Strip,  An  ASTM  B122 

Iver)  and  Copper  Nickel  Rod  and  Bar  (1970)  ASTM  B151 

mplex  Types,  Ranch,  Basement,  Utility)  (1969)  "     SWI  G.l 

mplified  Ion  Exchange  Meth.  (1970)  ASTM  D2761 

mplified  Laboratory  Procedures  for  Wastewater  Examina  WPCF  18 

mplified  Paper  Chromatographic  Meth.  (1970)  ASTM  D2760 

mplified  Procedures  for  Routine  Performance  Tests  of  ASME  PTC6S 

mplified  Span  Tables  for  Light  Frame  Construction  (19  WCLIB  *2 

mulaled  Incandescent  Tungsten  Sources  for  Photographi  ANSI  PH2.35 

mulaled  Service  Corrosion  Test,  of  Engine  Antifreezes  ASTM  D2570 

mulaled  Service  Test,  of  Wood  and  Wood  Base  Finish  Fl  ASTM  D2394 

mulalive  Recirculating  System  Test,  of  Aerospace  Hydr  ASTM  D2428 

mulator  System  Construction,  Occupancy  and  Fire  Prole  FMS  LPD7-3 

mulators  (1970)  ASTM  E296 

ngle  and  Double  Reduction  Cylindrical  Worm  and  Helica  AGMA  440.04 

ngle  and  Single  Product  Twin  Service  Station  Pumps  or  API  BUL16I0 

ngle  and  Two  Plate  Spring  Loaded  Clutches  (1968)  SAE  J373 

ngle  and  Two  Ply  Application  (1968)  GA  *14.1 

ngle  and  Two  Sided  Rigid  Boards  (1970)  Std  IPC  D300E 

ngle  and  501  Through  30000/40000/50000  kVa,  Three  Pha  ANSI  C57.1210 

ngle  Bearing  Engine  Mounted  Power  Generators  ( 1970)  SAE  J162 

ngle  Coated  Pressure  Sensitve  Tape  (1970)  PSTC  1 

ngle  Compartment  Pneumatic  Hopper  Highway  Vehicles  Fo        MCA  TCll 

ngle  Compartment  Pneumatic  Hopper  Highway  Vehicles  Fo        MCA  TC14 

ngle  Crystal  Semiconductor  Materials  (1970)  /Nt.  Rec  ASTM  F120T 

ngle  Face  Corrugated  Paper  (1971)  NSA  3437 

ngle  Face  Flat  Thread  Rolling  Dies  (1968)  IFI  109 

ngle  Frame  Filmstrips  (1971)  ANSI  PH7.1 

ngle  Item  in  a  Bag,  Cushioned  (1971)  NSA  3441 

ngle  Item  in  a  Plastic  Transparent  Bag  (1971)  NSA  3402 

ngle  Items  in  Containers,  Water  Vaporproof,  with  Desi  NSA  3420 

ngle  Jute  Yarn  (1971)  ANSI  L14.34  ASTM  D541 

ngle  Lot  of  Paper,  Paperboard,  Fiber  Board,  or  Relate  TAPPI  T400 

ngle  Phase  Distribution  Transformers  High  16  340  Grd  ANSI  C57.1223 

ngle  Phase  Distribution  Transformers;  High,  16340  Grd  ANSI  C57.1221 

ngle  Phase  Rural  Distribution  Service  for  Motors  and  ASAE  R329 

ngle  Plate  Spring  Loaded  Clutches;  Rec.  Pract.  (1969)  SAE  J618C 

ngle  Pole  Air  Switches  (1969)  ANSI  C37.45 

ngle  Pole  Air  Switches,  Disconnecting  Switches  and  Ac  ANSI  C37.40 

ngle  Pole  Air  Switches,  Disconnecting  Switches  and  Ac  ANSI  C37.48 

ngle  Pole  Air  Switches,  Power  Fuses,  Fuse  Disconnecti  ANSI  C37.41 

ngle  Product  Twin  Service  Station  Pumps  or  Remote,  An  API  BUL1610 

ngle  Rip)  Meth.  (Constant  Rate  of  Extension  /Eth.  of  ASTM  D2261 

ngle  Rip)  Meth.  (Constant  Rate  of  Traverse  Tensile  Te  ASTM  D2262 

ngle  Sample  Test  Method  of  Textile  Tensile  Loss  by  Re  AATCC  92 

ngle  Shoe  Brakes,  33  In.  Dia.  Wheels,  5  X  9  In.,  5  1/  AAR  MSRP-D-7 

ngle  Shoe  Brakes.  36  in  Dia.  Wheels,  6  1/2  X  12  In.  J  AAR  MSRP-D-8 

ngle  Shoe  Brakes,  38  In.  Dia.  One  Wear  Wheels,  7X12  AAR  MSRP-D-8B 

ngle  Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/2  X  12  In.  J  AAR  MSRP-D-8A 

ngle  Stage  Steam  Turbines  for  Mechanical  Drive  Servic  NEMA  SM22 

ngle  Tier  Floating  Load  Carloading  Pattern  (for  Rail  RI  P217-2 

ngle  Tier  Floating  Load,  20  Pallets  (1959)  RI  P233-1 

ngle  Tier  Floating  Load,  20  Pallets,  End  Gales  Only  RI  P214-2 

ngle  Tier  Load  Anchored  with  Steel  Strapping  20  Palle  RI  P209-2 

ngle  Tier  Solid  Load  Tilled  Pallets  26  to  27  Pallets  RI  P232-1 

ngle  Tier  Solid  Load  22  to  23  Pallets  (1959)  /Ading  RI  P225-2 

ngle  Tier  Solid  Load  26  to  27  Pallets  (1959)  RI  P210-2 

ngle  Tier  Solid  Load,  Tilted  Pallets,  22  to  23  Pallet  RI  P230-1 

ngle  Tier  Solid  Load,  22  to  23  Pallets  in  40  FI.-6  in  RI  P223-1 

ngle  Tier  Solid  Load,  22  to  23  Pallets,  Loose  Brick  I  RI  P205-2 
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n  Place  of  Loose  /              Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets,  Wood  Braced  1  RI  P207-2 

Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load,  24  to  25  Pallets  (1959)  RI  P231-1 

c"             Carloading  Pattern  (for  Rail  Shipment;  Anchored  Load)  Single  Tier  with  Skid  Retarders,  20  Pallets  with  Type"  RI  P212-I 

Carloading  Pattern  (for  Rail  Shipment)  Single  Tier  Wood  Braced  Load  20  Pallets  (1959)  RI  P208-2 

ehicles;  Rec.  Pract.  (1968)                                          Extra  Wide  Single  Tire  Rim  and  Wheel  Mounting  for  Rear  Axles  for  V  SAE  J876A 

Spec,  for  Clearance  Diagrams  Fixed  Obstructions  for  Single  Track  Tunnel  (1969)  AREA  28-2-2 

s  for  Handling  and  Storing  (19/                Rec.  Pract.  for  55  Gallon  Single  Trip  Metal  Drums  for  Liquid  Chemicals  (Direction  MCA  D33 

Concrete  Compression  Test  Cyhnders  (19/             Tent.  Spec,  for  Single  Use  Molds  for  Forming  6  by  12  In.  (152  by  305mm)  ASTM  C470 

8)                                                          Spec,  for  Drives  Using  Single  V-Belts  (21,  31,  41,  and  51  Cross  Sections)  (196  RMA  *1 

Minimum  Performance  Std,  for  Single  Wall  Air  Supported  Structures  ( 1971 )  CPAI  '1 

Backwardly  Inclined  (1969/               Std.  for  Operating  Limits  for  Single  Width  Centrifugal  Fans,  Ventilating  Airfoils  and  AMCA  2408 

Tungsten  Carbide,  Cobalt  Powder,  Sintered  and  Crushed  (1970)  SAE  AMS7880 

970)                                                                    Std.  Spec,  for  Sintered  Austenitic  Stainless  Steel  Structural  Parts  (1  ASTM  B525 

Std.  Spec,  for  Iron  Base  Sintered  Bearings  (Oil  Impregnated)  (1970)  ASTM  B439 

Std.  Spec,  for  Copper  Base  Sintered  Bearings  (Oil  Impregnated)  (1970)  ANSI  H9,27  ASTM  B438 

Std.  Spec,  for  Sintered  Brass  Structural  Parts  (1970)  ANSI  H9.8  ASTM  B282 

Std.  Spec,  for  Sintered  Bronze  Structural  Parts  (1970)  ANSI  H9. 6  ASTM  B255 

Rec.  Pract.  for  Sintered  Carbide  Tools  (1969)  SAE  J439A 

Std.  Spec,  for  Copper  Infiltrated  Sintered  Carbon  Steel  Structural  Parts  (1970)  ANSI  G63.  ASTM  B303 

Std.  Spec,  for  Sintered  Carbon  Steel  Structural  Parts  ( 1970)  ANSI  H9.1  ASTM  B310 

Std,  Spec,  for  Sintered  Copper  Steel  Structural  Parts  (1970)  ASTM  B426 

70)/                 Std.  Meth.  of  Test  for  Frictional  Characteristics  of  Sintered  Metal  Friction  Materials  Run  in  Lubricants  (19  ASTM  B461 

h.  of  Test  for  Dynamic  Coefficient  of  Friction  and  Wear  of  Sintered  Metal  Friction  Materials  Under  Dry  Conditions  ASTM  B460 

Std.  Meth.  of  Test  for  Density  of  Sintered  Metal  Friction  Materials  (1970)  ANSI  H9.19  ASTM  B376 

Std.  Meth.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal  Friction  Materials  (1970)  ANSI  H9.21  ASTM  B378 

Std.  Meth.  of  Test  for  Hardness  of  Sintered  Metal  Friction  Materials  (1970)  ANSI  9.18  ASTM  B347 

std.  Test  Meth.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal  Powder  Specimens  (1970)  ASTM  B528 

Std.  Spec,  for  Iron  Copper  Sintered  Metal  Powder  Structural  Parts  (1970)  ANSI  063.  ASTM  B222 

Std.  Test  Meth.  for  Coefficient  of  Friction  and  Wear  of  Sintered  Metals  Friction  Materials  Under  Dry  Clutch  Con  ASTM  B526 

28                                                                       Std.  Spec,  for  Sintered  Nickel  Silver  Structural  Parts  (1970)  ANSI  H9.  ASTM  B458 

Std.  Spec,  for  Sintered  Nickel  Steel  Structural  Parts  (1970)  ASTM  B484 

Itage,  and  a  Guide  /              Std.  Meth.  for  Determining  Values  of  Sinusoidal  Current  Wave,  a  Normal  Frequency  Recovery  Vo  ANSI  C37.5 

tion  of  Animal  Hair  Content  in  Mixtures  of  Animal  Hair  and  Sisal  Fiber  (1968)  Quantitative  Determina  ABFLO  D-20 

xcelsior.  Flax,  Jute,  Kapok,  Manila,  Milkweed,  Moss,  Palm,  Sisal,  Tula)  (1968)                 /Ers  (Akund,  Coco,  Coir,  Cotton,  E  ABFLO  X-3 

lectric  and  Internal  Combustion  Powered  Industrial  Trucks,  Sit  Down  Rider  Type  (1965)                                     Brakes,  E  ITA  3C1 

Controls;  Internal  Combustion  Powered  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2D1 

Controls;  Electric  Industrial  Trucks.  Sit  Down  Rider  Type  (1966)  ITA  2F1 

Std.  for  Low  Pressure  Carbon  Dioxide  Systems  at  Consumer  Sites  (1970)  CGA  G6.1 

Std.  for  Bulk  Oxygen  Systems  at  Consumer  Sites  (1971)  NFPA  50 

Std.  for  Liquefied  Hydrogen  Systems  at  Consumer  Sites  (1971)  NFPA  50.B 

Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  Spruce)  (1970)  /S  for  West  Coast  Lumber  (Douglas  WCLIB  16 

Fir,  West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka  Spruce)  (1971)  IS  for  West  Coast  Lumber  (Douglas  WCLIB  *1 

ducting  Subcritical  Neutron  Multiplication  Measurements  in  Situ  (1969)                                                 Std.  Safety  in  Con  ANSI  N16.3 

Std.  Meth.  for  Wet  Preparation  of  Soil  Samples  for  Grain  Size  Analysis  and  Determination  of  Soil  Constants  (1966  ASTM  D2217 

Std.  Meth.  for  Particle  Size  Analysis  of  Soils  (1963)  ASTM  D422 

70)  ANSI  9.22              Rec.  Pract.  for  Evaluating  Apparent  Grain  Size  and  Distribution  of  Cemented  Tungsten  Carbides  (19  ASTM  B390 

ats)  (1970)                      Rec.  Pract.  and  Std.  Covering  Materials,  Size  and  Installation  of  Propeller  Shafting  Systems  (Bo  ABYC  P6 

trial  Machinery  (1968)                                            Pipe  Plugs,  Size  and  Type  of  Head  for  Use  in  Construction  and  Indus  SAE  J371 

erospace  Fluids  (1970)  ANSI  /             Std.  Meth.  of  Test  for  Pore  Size  Characteristics  of  Membrane  Filters  for  Use  with  A  ASTM  F316 

ged  Square  Head  Industrial  Fluid  Power/          Std.  Bore  and  Rod  Size  Combinations  and  Rod  End  Configurations  for  Catalo  NFLDP  T3.6.67.4 

adiographic  Film  (1970)                                                       Std.  Size  Designations  and  Dimensions  for  Intraoral  Dental  R  ANSI  PH6.2 

1  Sedimentatio/              Tent.  Meth.  for  Determination  of  Particle  Size  Distribution  of  Alumina  or  Quartz  Using  Centrifuga  ASTM  C678 

Std.  Test  Meth.  for  Pellet  Size  Distribution  of  Carbon  Black  (R1969)  ASTM  D1511 

Meth.  for  Particle  Size  Distribution  of  Coating  Clay  (1968)  TAPPI  T649 

Std.  Test  Meth.  for  Particle  Size  Distribution  of  Granular  Activated  Carbon  (1970)  ASTM  D2862 

Meth.  for  Determination  of  the  Particle  Size  Distribution  of  Space  Insecticide  Aerosol  (1971)  CSMA  AG*25 

Std.  16mm  Positive  Aperture  Dimensions  and  Image  Size  for  Positive  Prints  Made  From  35mm  Negatives  (1946  ANSI  PH22.46 

ve  Prints  (1/            Std.  Negative  Aperture  Dimensions  and  Image  Size  for  16mm  Duplicate  Negatives  Made  From  35mm  Positi  ANSI  PH22.47 

t(1970)                                                 Std.  for  Automatic  Field  Size  Limiting  Systems  Used  in  Diagnostic  X-Ray  Equipmen  NEMA  XR4 

Meth.  for  Measuring  Particle  Size  of  Aerosols  (Spray  Patterns)  (1971)  CSMA  AG*10 

Std.  Meth.  of  Test  for  Size  of  Anthracite  (1969)  ASTM  D3I0 

Meth.  of  Measuring  the  Finished  Size  of  Bed  Pillows  (1968)  ABFLO  J-l 

Std.  Meth.  for  Designating  the  Size  of  Coal  From  Its  Sieve  Analysis  (1969)  ANSI  M20. 3  ASTM  D43I 

Std.  Meth.  for  Determining  Particle  Size  of  Multicolor  Lacquers  (1968)  ASTM  D2338 

Test  Meth.  for  Particle  Size  of  Pulverized  Limestone  (1970)  PLA  3 

ub  Sieve  Sizer  (/               Std.  Meth.  of  Test  for  Average  Particle  Size  of  Refractory  Metals  and  Compounds  by  the  Fisher  S  ASTM  B330 

metal  Bearing  Ores  and  Rela/              Std.  Test  Meth.  for  Particle  Size  or  Screen  Analysis  at  No.  4  Sieve  and  Coarser  for  ASTM  E389 

f  Wood  Preservatives  for  Marine  Services  by  Means  of  Small  Size  Specimens  (1970)                /Th.  of  Accelerated  Evaluation  O  ASTM  D2481 

1971)                                                       Test  Meth.  for  Tub  Size  Starch  on  Paper  (Extract  with  Water,  Add  Iodine)  TAPPI  UM-412 

erminating.  Bussing  Arrangement,  Blocks,  Feedthru,  Contact  Size  12  (1971)                  /Connecting  Devices,  Electrical,  Wire  T  NSA  1828 

nating.  Bussing  Arrangement,  Blocks,  Non  Feedthru,  Contact  Size  16  (1971)  /Ecting  Devices,  Electrical,  Wire  Termi  NSA  1824 

n  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  20  (1971)  Desig  NSA  1659 

erminating.  Bussing  Arrangement,  Blocks,  Feedthru,  Contact  Size  20  (1971)                 /Connecting  Devices,  Electrical,  Wire  T  NSA  1826 

n  Std.  for  Insert  Arrangement,  Electrical  Connector,  Shell  Size  8  (1971)  Desig  NSA  1685 

eth.  for  Total  Moisture  in  Coal  Reduced  to  No.  8  Top  Sieve  Size  (Limited  Purpose  Meth.)  (1971)                       Tent.  Test  M  ASTM  D2961 

Tent.  Std.  for  Analysis  of  Rosin  Size  (1953)  TAPPI  T628 

Definition  for  Particle  Size  (1969)  SAE  J391 

nmental  Requirements,  Enclosures  Mounting,  Termination  and  Size,  Coil  or  Thermal  Actuator,  Operation,  Electrical  C  NARM 

std.  for  Magnetic  Recording  Instruments  for  the  Home;  Wire  Size,  Speed,  Spools  (1959)  ANSI  Z57.4 

Trading  Rules  for  Cottonseed  Slab  and  Sized  Cake,  Meal,  Screenings,  Pellets  and  Flakes  (1971)  NCPA  '3 

Std.  for  Package  Quantities  of  Cubed,  Sized,  Crushed,  and  Block  Ice  (1971)  USC  PS48 

of  Refractory  Metals  and  Compounds  by  the  Fisher  Sub  Sieve  Sizer  (1970)                   /Meth.  of  Test  for  Average  Particle  Size  ASTM  B330 

Spec,  for  Ring,  Memo  and  Post  Binder  Sheet  Sizes  and  Data  (1956)  ANSI  X2.4.3 

0)                                                             Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted  Wheel  Mandrels  (197  ANSI  B74.9 

Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted  Wheels  (1970)  ANSI  B74.7 

Rec.  Coupon  Sizes  and  Legends  for  the  Grocery  Industry  (1964)  GMA  '1-5.1 
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Redwood  Plywood  Homes;  Std. 

Rec.  Cable 
Rec.  Pract.  for  Hexagon  Bar 
Cylinder  Bore  and  Piston  Rod 
Std. 
Std. 

(1968)  Bolt  and  Capscrew 

n  Place  Density  of  Compacted  Base  Courses  Containing  Large 

Rec. 

Std.  for  Drills,  High  Speed  Steel  Threaded  Shank, 
.  27  In.  X  48  In.  Wood  Pallet  (for  Bricks)  for  Certain  Bof 
meth.  of  Test.  Lime  for  Chemical  Constituents  and  Particle 
48  In.  Wood  Pallet  (for  Bricks)  for  15  In.  and  30  In.  Bof 
Std.  for  Paper  Ice  Bag 
Southern  Pine  Rec.  Grade  Use  Guide;  Including 
oiled  Areas  Using  Inst/  Std.  Meth.  of  Test  for  Continuous 

membrane  Filters  (1969)  ANSI  /  Std.  Meth.  for  Microscopic 

Std.  for  Body  Measurements  for  the 
Std.  for  Body  Measurements  for  the 
Std.  for  Deg.  of  Curl  and 
Std.  for  Body  Measurements  for  the 
management  (/  a  Guide  to  Locating  and  Constructing  Wells, 

Std.  Meth.  for  Evaluation  of  Wetting  Agents  by  the 
fety  Requirements  for  Aerial  Passenger  Tramways;  Including 
attern  (for  Rail  Shipment;  Anchored  Load)  Single  Tier  with 
ehicles:  Tractors,  Tangential  Pull  Factors,  Implement,  Log 
Tent.  Std.  for  Analysis  of  Tall  Oil 
Std.  for  Thermoformed  Plastic 
es  (1971)  Trading  Rules  for  Cottonseed 

Std.  Meth.  of  Test. 
Dynamic  Flex  Fatigue  Test  for 
Std.  Spec,  for  Carbon  Steel  Blooms,  Billets,  and 
Std.  Spec,  for  Alloy  Steel  Blooms,  Billets,  and 
ng  Compressive  Strength  of  Gypsum  Concrete  From  Poured  Set 
iting  Design  Dimensions  Mechanical  Double  Acting  Automatic 
cal  Top  Rod  AppUcation  Mechanical  Double  Acting  Automatic 
ars  (1970)  Std.  Controlled 

Std.  Controlled 
Std.  Test  Meth.  for  Abrasion  of  Stone  and 
Std.  Spec,  tor  Portland  Blast  Furnace 
Std.  Spec,  for  Crushed  Stone  and 
Std.  Spec,  for  Crushed  Stone  and 
Std.  Spec,  for  Crushed  Stone  and 
Std.  Spec,  for  Crushed  Stone  and 
Std.  Spec,  for  Crushed  Stone  and 
Std.  Spec,  for  Crushed  Stone, 
Std.  Spec,  for  Crushed  Stone,  Crushed 
Std.  Spec,  for  Crushed  Stone,  Crushed 
Std.  Meth.  of  Sampling  Stone, 
Std.  for  Package  HandUng 
Std.  for  Mosaic  Parquet  Hardwood 
Std.  Meth.  of  Flexure  Testing  of 
Std.  Meth.  of  Test  for  Water  Absorption  of 
Cast  Bronze  Hydrodynamic 
of  Coupling  and  Nipple  to  Brake  Pipe  Hose  with  Protection 

Std.  Part  Rivet,  Slug, 
Std.  Spec,  for  Cast  Copper  Nickel  Ship  Tailshaft 
d.  Meth.  of  Test  for  Reheat  Change  of  Fireclay  Nozzles  and 

Std.  for  Solder 
Std.  Meth.  of  Test.  Flexible  Treated 
Std.  Spec,  for  Flexible  Treated 
Std.  Spec,  for  Asbestos  Tubular 
Std.  Meth.  for  Measuring  Resistivity  of  Silicon 
Projection  Conditions  for  Judging  Amateur 
d  (of  Brick)  Protection  Type"C"  weatherproof  Protection  4 
Pallet  Load  (of  Brick)  Protection  Type"C-l"  protection  4 
Std.  Dimensions  for  Projector 
Pallet  Load  (of  Brick)  Protection  Type"C"  protection  3 
Pallet  Load  (of  Brick)  Protection  Type"C-2"  protection  4 
Pallet  Load  (of  Brick)  Protection  Type"C-6"  protection  4 
Std.  Meth.  for  Measuring  Frictional  Properties  of 
Rec.  Pract.  for  Combination  Evacuation 
buildings  (1970)  ANSI  A134.2  Spec,  for  Aluminum 

Std.  for  Wood 
Aluminum 

,  Locomotive  and  Truck  Cranes;  Derricks,  Hoists,  Jacks  and 
Safety  Code  for  Cranes,  Derricks,  Hoists,  Jacks  and 

Concrete 
Std.  Test  Meth.  for 
Tent.  Test  Meth.  for  Qualitative  Determination  of 
Tent.  Meth.  for  Comparative  Determination 
0)  ANSI  L14.10/  Std.  Meth.  of  Test  for  Resistance  to  Yam 

Std.  Test  Meth.  for 
Steel  Rotary 
Concrete  Masonry 
Roof  Spec.  Plate  for  Low 


e  Course  (1964) 
d  Surface  Courses  / 
d  Mix  Surface  Cour/ 
aterials  (1968) 


0) 


Rec.  Meth.  for  Determini 
Std.  Lim 
Std.  Typi 


Sizes  and  Patterns  (1970) 

Sizes  for  Battery  Leads  (for  Electric  Trucks)  (1970) 

Sizes  for  Fluid  Fittings  (1970) 

Sizes  for  Fluid  Power  Cylinders  (1965)  ANSI  B93.3 

Sizes  for  Plastic  and  Rubber  Laboratory  Tubing  (1968) 

Sizes  for  Rough  Sawn  Southern  Pine  Siding  (1970) 

Sizes  for  Use  in  Construction  and  Industrial  Machinery 

Sizes  of  Coarse  Aggregates  (1962)  ID.  Test  Meth.  for  I 

Sizes  of  Limestone  Ashlar  (1967) 

Sizes  1/16  In.  Thru  Letter  F  (1971) 

Sizes  (1966)  Std 
Sizes  (1966)  Std. 
Sizes  (1969)  Std.  30  In.  X 

Sizes  (1971) 

Sizes,  Std.  Grade  Names,  and  Working  Stresses.  (1970) 
Sizing  and  Counting  of  Airborne  Particles  in  Dust  Contr 
Sizing  and  Counting  Particles  From  Aerospace  Fluids  on 
Sizing  of  Apparel  for  Young  Men  (Students)  (1971) 
Sizing  of  Boys  Apparel  (1970) 
Sizing  of  Paper  (1952) 

Sizing  of  Womens  Patterns  and  Apparel  (1970) 

Sizing  Water  Systems,  and  Water  Treatment,  Quality  and 

Skein  Test  (1968) 

Ski  and  Surface  Lifts  and  Tows  (1970)  Std.  Sa 

Skid  Retarders,  20  Pallets  with  Type"C"  Protection  (19 
Skidders,  Planter  Press,  Garden  Tractors  (1971)  /lal  V 

Skimmings  (1969) 
Skin  Packaging  (1971) 

Slab  and  Sized  Cake,  Meal,  Screenings,  Pellets  and  Flak 
Slab  Flexible  Urethane  Foam  (1971) 
Slab  Polyurethane  Foam  (1969) 
Slabs  for  Forgings  (R1969)  ANSI  G55.2 
Slabs  for  Forgings  (1969)  ANSI  G55.3 
Slabs  (1964) 

Slack  Adjuster;  Freight  Cars  (1970) 
Slack  Adjuster;  Freight  Cars  (1970) 

Slack  Coupler  Yoke  and  Parts,  for  Passenger  Equipment  C 
Slack  Coupler  Yoke,  for  Passenger  Equipment  Cars  (1970) 
Slag  by  Use  of  the  Deval  Machine  (1935) 
Slag  Cement  (1963) 
Slag  for  Base  Course  (1964) 
Slag  for  Bituminous  Concrete  Base  Course  (1964) 
Slag  for  Bituminous  Concrete  Surface  Course  (1964) 
Slag  for  Bituminous  Macadam  Surface  Course  (1964) 
Slag  for  Waterbound  Surface  Course  (1964) 
Slag  Gravel  for  Dense  Graded  Bituminous  Road  Mix  Surfac 
Slag,  and  Crushed  Gravel  for  Bituminous  Macadam  Base  An 
Slag,  and  Crushed  Gravel  for  Open  Graded  Bituminous  Roa 
Slag,  Gravel,  Sand  and  Stone  Block  for  Use  as  Highway  M 
Slat  Conveyors  (1970) 
Slat  Flooring  (1970) 

Slate  (Modulus  of  Rupture,  Modulus  of  Elasticity)  (1970 
Slate  (1970) 

Sleeve  Bearing  Performance  Tables;  (User's  Manual)  (197 
Sleeve  (1970)  Std.  for  Mounting 

Sleeveless  (1966) 
Sleeves  (1970) 

Sleeves  (1970)  St 

Sleeves,  Heat  Shrinkable,  Insulated  (1970) 

Sleeving  Used  for  Electrical  Insulation  (1970) 

Sleeving  Used  for  Electrical  Insulation  (1970) 

Sleeving  (1970a)  ANSI  L14.41 

Shces  with  a  CoUinear  4  Probe  Array  (1970) 

Shdes  and  Movies  (1967) 

Slides  and  Top  (1969)  Pallet  Loa 

Slides  (1961) 

Slides  (1969) 

Slides  (1969) 

Slides  (1969) 

Slides  (1969) 

Slideway  Lubricants  (1970) 
Shde/Life  Raft  (1970) 

Sliding  Glass  Doors  for  Commercial  and  Monumental  Type 
Shding  Patio  Doors  (1970) 
Sliding  Screen  Doors  (1968) 

SUngs  (1968)  Safety  Code  for  Crawler 

SUngs  (1969) 

Slip  Form  Canal  and  Ditch  Linings  (1970) 

Slip  Resistance  of  Carbon  Paper  (1969) 

Shp  Resistance  of  Floor  Polishes  (1968) 

Slip  Resistance  of  Floor  Polishes  (1970) 

Shppage  in  Silk,  Rayon,  and  Acetate  Woven  Fabrics  (197 

Sht  Tear  Resistance  of  Leather  (R1969)  ANSI  Z109.21 

Slitting  Knives  and  Steel  Spacing  Collars  (1969) 

Slope  Paving  Under  Bridges  (1958) 

Slope,  Asbestos  Coated  Felt,  Smooth  Surface  (1970) 


CRA 

ITA 

SAE 

NFLDP 

SAMA 

SFPA 

SAE 

AASHO 

ILIA 

NSA 

RI 

AASHO 
RI 

use 

SFPA 
ASTM 
ASTM 

use 
use 

TAPPI 

use 
wse 

ASTM 
ANSI 
RI 

TRA 

TAPPI 

NSA 

NCPA 

ASTM 

SAE 

ASTM 

ASTM 

GA 

AAR 

AAR 

AAR 

AAR 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

ASTM 

AASHO 

AASHO 

CEMA 

use 

ASTM 

ASTM 

CBBI 

AAR 

NSA 

ASTM 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

PSA 

RI 

RI 

ANSI 
RI 
RI 
RI 

ASTM 

SAE 

AAMA 

NWMA 

SCRMA 

ANSI 

ANSI 

ASAE 

ASTM 

CSMA 

CSMA 

ASTM 

ASTM 

ANSI 

NCMA 

NRCA 


3A9-1 
8L8 

ARP1201 

T3.6.67.1 

LA3 

TB4 

J370 

T181 

•8.29A 

965 

P244 

T219 

P245 

PS44 

TBI 

F50 

F312 

PS45 

PS36 

T466 

PS42 

*1 

D2281 
B77.1 
P212-1 
4 

T635 
3445 
*3 

D1564 

J388 

A273 

A274 

♦19 

MSRP-E-63 
MSRP-E-65 
MSRP-C-91 
MSRP-C-92 
T3 

M151 

M75 

M76 

M79 

M78 

M77 

M62 

D693 

M63 

T2 

405 

PS27 

C120 

C121 

*1 

MSRP-E-51A 

1321 

B492 

C605 

AS939 

D350 

D372 

D628 

F84 

•3 

P243 

P235 

PH3.43 

P204-1 

P236 

P246 

D2877 

ARP1146 

402.7 

1.S.3 

SMS2003 

B30.5 

B30.6 

S289 

F254 

117 

245E 

D434 

D2212 

B94.31 

13 

♦2-V6 
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(1970) 
1970) 

ce  (1970) 

neral  Surface  (1970) 
(1970) 

Aggregate  Surface  (1970) 
970) 


(1970) 


Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wl.  Felt,  Aggregate  Surface  (1970)  NRCA 

Roof  Spec.  Plate  for  Steep  Slope,  Asbestos  Nailable  I.t.  Wt.  Felt,  Mineral  Surface  NRCA 

Roof  Spec.  Plate  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Fell,  Smooth  Surface  NRCA 

Roof  Spec.  Plate  for  Steep  Slope,  Asbestos  Non  Nailable  Lt.  Wt.  Felt,  Smooth  Surfa  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt:  Coated  Felt,  Aggregate  Surface  (1970)  NRCA 

Roof  Spec.  Plate  for  Steep  Slope,  Asphalt;  No.  15  Asbestos  Felts,  Non  Nailable,  Mi  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Felts,  Aggregate  Surface  (1970)  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pilch;  No.  15  Felts,  Aggregate  Surface  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Coal  Tar  Pitch;  No.  15  Felts,  Coated  Base  Sheet,  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate,  Smooth  Surface  (1970)  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (I  NRCA 

Design  and  Construction  of  Flat  and  Sloped  Brick  Soffits  (Tech.  Notes)  (1970)  SCPI 

Std.  Part  Pins,  Spring,  Slotted  and  Coiled,  Heavy  Duty  (1 97 1 )  NSA 
Std.  for  Screws;  Machine,  Slotted  Head  Cap,  Thumb  and  Wing,  Miniature  and  Wood  Types  IFI 
Std.  for  Square  Head,  Slotted  Headless,  Hexagon  and  Spline  Socket  Set  Screws  (1970)  IFI 

Std.  for  Bolt  Heads.  Nuts,  Castle  or  Slotted  Nuts  and  Screw  Threads  (Locomotive)  (1954)  AAR 

Std.  for  Packaging  of  Items  in  a  Box.  Slotted  Partitions  (1971)  IMS  A 

Std.  Spec,  for  Slow  Curing  Liquid  Asphaltic  Road  Material  (1970)  AASHO 

Std.  Spec,  for  Liquid  Asphalt  (Slow  Curing  Type)  (1969)  ASTM 

276  Slow  Moving  Vehicle  Identification  Emblem  (1967)  ASAE  R  SAE 

icultural  (Farm)  and  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  Identification  Emblem  (1967)  SAE  J7  ASAE 

43a  Slow  Moving  Vehicle  Identification  Emblem  (1968)  SAE  J9  ASAE 

t  for  Farm  and  Light  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)  Identification  Emblem  (1968)  SAE 

type  Including  Solid  and  Cushion)  for  Industrial  Vehicles;  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mo  TRA 

Std.  Manual  of  Practice  for  Sludge  Dewatering  (1969)  WPCF 

Std.  Manual  of  Pract.  for  Anaerobic  Sludge  Digestion  (1968)  WPCF 

.103  Std.  Test  Meth.  for  Sediment  and  Soluble  Sludge  in  Service  Aged  Insulating  Oils  (RI969)  ANSI  C59  ASTM 

n  of  Cleanliness  of  Animal,  Vegetable  and  Man  Made  Fibers  (Sludge  Meth.)  (1968)  Determinatio  ABFLO 

or  Analysis  of  Bleaching  Powder,  Bleach  Liquor,  and  Bleach  Sludge  (1947)  Std.  F  TAPPI 

luted  Waters,  Wastewaters,  Effluents,  Bottom  Sediments  and  Sludges  (1971)  /Emical  and  Bioassay  Examination  of  Pol  APHA 

Std.  Part  Rivet,  Slug,  Sleeveless  (1966)  NSA 

Rec.  Std.  for  Shoe  Wire  (Slugging,  Staple  Lasting,  and  Toe  Wire)  (1970)  SWA 

Std.  Meth.  of  Test  for  Slump  of  Oil  and  Resin  Base  Caulking  Compounds  (1966)  ASTM 

Std.  Meth.  of  Test  for  Slump  of  Portland  Cement  Concrete  (1971)  ANSI  A37.29  ASTM 

Meth.  for  Ph  of  Filler  and  Pigment  Slurries  (1968)  TAPPI 
Operation  of  Bulk  Mix  Delivery  Equipment  for  Water  Gel  or  Slurry  Explosives  or  Blasting  Agents  (1968)                   /  for  Safe  IMF 

Meth.  for  Viscosity  of  Coating  Clay  Slurry  (1954)  TAPPI 

Std.  for  Bacteriological  Examination  of  Process  Water  and  Slush  Pulp  (1957)  TAPPI 
quipment  (1971)                                            Std.  for  Removal  of  Smoke  and  Grease  Laden  Vapors  From  Commercial  Cooking  E  NFPA 

1.183  Std.  Meth.  of  Test  for  Effect  of  Air  Supply  on  Smoke  Density  in  Burning  Distillate  Fuel  (1970)  ANSI  Zl  ASTM 

1970)  ANSI  Zl  1.182  Std.  Meth.  of  Test  for  Smoke  Density  in  the  Flue  Gases  From  Distillate  Fuels  ASTM 

e  Signaling  Systems  (1971)  Safety  Std.  for  Smoke  Detectors,  Photoelectric  Type,  for  Fire  Protectiv  UL 

70)  Std.  Meth.  for  Measuring  the  Density  of  Smoke  From  the  Burning  or  Decomposition  of  Plastics  (19  ASTM 

Rec.  Pract.  for  Aircraft  Gas  Turbine  Engine  Exhaust  Smoke  Measurement  (1970)  SAE 

Roof  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate,  Smooth  Surface  (1970)  NRCA 

Roof  Spec.  Plate  for  Low  Slope,  Asbestos  Coated  Felt,  Smooth  Surface  (1970)  NRCA 
ec.  Plate  for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970)                                                 Roof  Sp  NRCA 
plate  for  Steep  Slope,  Asbestos  Non  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970)                                             Roof  Spec.  NRCA 

3632sm  Meth.  for  Smoothness  of  Paper  Under  Clamping  Pressure  (1958)  PI  T  TAPPI 

Meth.  for  Smoothness  of  Paper  (Bekk  Meth.)  (1971)  TAPPI 
industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)  Identification  Emblem  (1968)                /for  Farm  and  Light  SAE 

Snake  Fish  Tape  Steel  Wire  (1962)  SWA 

I  C33.29  Std.  Snap  Switches  for  Use  in  Hazardous  Locations  (1969)  ANS  UL 

Snap  Test  for  Bristol  Board  (Paper)  (1971)  TAPPI 

Rec.  Std.  for  Concrete  Form  Twist  or  Snap  Tie  Wire  (1970)  SWA 

Designing  (Farm)  Buildings  to  Resist  Snow  and  Wind  Loads  (1969)  ASAE 

Rec.  Pract.  to  Prevent  Roof  Collapse  Caused  by  Snow  Loads  (Construction)  ( 1971 )  EMS 
pract.  for  the  Test  Procedure  for  Exterior  Sound  Level  for  Snowmobiles  (1970)                                                      Rec.  SAE 

(1969)  Std.  Spec,  for  Chip  or  Granular  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  ASTM 

(1969)  Std.  Spec,  for  Solid  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  ASTM 

s)  (Tent.  Meth.)  (1970)  Soap  in  Oil  Conductivity  Meth.  (Commercial  Fats  and  Oil  AOCS 

Std.  Spec,  for  Salt  Water  Soap  (Coconut  Oil  Type)  (1969)  ANSI  K60.13  ASTM 

Std.  Spec,  for  Liquid  Toilet  Soap  (1969)  ANSI  K60.I4  ASTM 

Std.  Spec,  for  Ordinary  Laundry  Bar  Soap  (1969)  ANSI  K60.2  ASTM 

Std.  Spec,  for  White  Floating  Toilet  Soap  (1969)  ANSI  K60.4  ASTM 

Std.  Spec,  for  Milled  Toilet  Soap  (1969)  ANSI  K60.6  ASTM 

Std.  Spec,  for  Combination  Bar  Soap  (1970)  ASTM 

Std.  Spec,  for  Built  Soap,  Powdered  (1969)  ANSI  K60.7  ASTM 

Std.  Meth.  of  Test  for  (Ph)  of  Aqueous  Solutions  of  Soaps  and  Detergents  (1970)  ASTM 

Std.  Definitions  of  Terms  Relating  to  Soaps  and  Other  Detergents  (1969)  ASTM 

Std.  Meth.  of  Chemical  Analysis  of  Soaps  Containing  Synthetic  Detergents  (1970)  ASTM 

Trading  Rules  for  Cottonseed  Oil,  Soapstock  and  Tank  Bottoms  (1971)  NCPA 

ped,  Including  Social  Work,  Rehabilitation  Teac/  Std.  for  Social  Services  for  the  Blind  and  the  Visually  Handicap  NACAB 

ices  for  the  Blind  and  the  Visually  Handicapped,  Including  Social  Work,  Rehabilitation  Teaching,  Recreation,  Campi  NACAB 

Rec.  Pract.  Used  for  Ball  Studs  and  Socket  Assemblies  (1970)  SAE 

Rec.  Pract.  for  Ball  Stud  and  Socket  Assembly  Performance  Test  Procedure  (1970)  SAE 

Std.  for  Socket  Cap  and  Shoulder  Screws  (1970)  IFI 

Std.  Socket  Cap,  Shoulder  and  Set  Screws  (1969)  ANSI 

Mounting  Brackets  and  Socket  for  Agricultural  (Farm)  and  Industrial  Equipment  ASAE 

Mounting  Brackets  and  Socket  for  Farm  and  Light  Industrial  Equipment  Warning  SAE 

Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Lock  NSA 

Std.  Part  Screw,  Cap,  Socket  Head,  Undrilled  and  Drilled,  Plain  and  Self  Lock  NSA 

std.  for  Square  Head,  Slotted  Headless,  Hexagon  and  Spline  Socket  Set  Screws  (1970)  IFI 

e  Fittings,  Schedule  40  (1969)  Std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plastic  Pip  ASTM 

e  Fittings,  Schedule  80  (1969)  Std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene  Styrene  Plastic  Pip  ASTM 

,  Schedule  40  (1969)  Std.  Spec,  for  Socket  Type  Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings  ASTM 
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Warning  Lamp  and  Slow  Moving  Vehi/ 
lamp  and  Slow  Moving  Vehicle  (Smv)/ 
ing,  Alloy  Steel  and  Corrosion  Res/ 
ing,  Alloy  Steel  and  Corrosion  Res/ 


•2-V5 
•2-Vll 
»2-V8 
•2-V9 
•2-V2 
•2-VI2 
•2-Vl 
♦2-V4 
•2-V3 
•2-VIO 
*2-V7&A 
36A 
561 
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MI4I 
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S277.1 
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J725B 
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16 
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96 
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*2-V10 
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894 
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R288.2 
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D799 
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,  Schedule  80  (1969)  Std.  Spec,  for 

70)  Sid.  for  Lamp  Bulb 

Hydroxide)  /  Std.  Melh.  for  Chemical  Analysis  of  Caustic 

Tent.  Std.  for  Analysis  of 
Std.  for  Analysis  of 
Sid.  for  Analysis  of 
Std  Spec,  for 
Std.  Terms  Used  in  the 
Std.  for  1%  Caustic 
Sid.  for  ]%  Caustic 
Std.  Spec,  for  Caustic 
Sid.  Spec,  for  Modified 
Std.  Analysis  of  Caustic 
pec.  for  Photographic  Grade  Sodium  Hydroxide  NaOH  (Caustic 
Spec,  for  Photographic  Grade 

964) 


Socket  Type  Poly  (Vinyl  Chloride)  Plastic  Pipe  Fittings 
(Sockets)  Retention  System  for  Use  in  Motor  Vehicles  (19 
Soda  and  Caustic  Potash  (Sodium  Hydroxide  and  Potassium 
Soda  and  Sulfate  Black  Liquor  (1964) 
Soda  and  Sulfate  White  and  Green  Liquors  (1968) 
Soda  Ash  (Anhydrous  Sodium  Carbonate)  (1960) 
Soda  Ash  (1970)  ANSI  K60.1  1 
Soda  Pulping  Process  (1961) 
Soda  Solubility  of  Pulp  (1954) 
Soda  Solubility  of  Wood  (1959) 
Soda  (Anhydrous)  (1970)  ANSI  K60.10 
Soda  (Sesquicarbonate  Type)  (1970)  ANSI  K60.17 
Soda  (Sodium  Hydroxide)  (1970) 
Soda)  (1970) 

Sodium  Acid  Sulfate  (NaHS04)  (1969) 
Sodium  Aluminum  Chlorhydroxy  Lactate  Complex  (1964) 
Sodium  Aluminum  Lactate  Complex  40%  Aqueous  Solution  (1 
Std.  for  Determination  of  Sodium  by  the  Uranyl  Zinc  Acetate  Meth.  (1944) 
Std.  for  Analysis  of  Soda  Ash  (Anhydrous  Sodium  Carbonate)  (1960) 

Sodium  Carboxymethylcellulose  (1959) 


Std.  Spec,  of 
Std.  Spec,  for 
Dehydroacelic  Acid 

dway  Luminaires  Using  Incandescent  Filament,  or  Mercury  or 

Std.  far 

970)  Spec,  for  Photographic  Grade 

Std.  for  Analysis  of 
for  Chemical  Analysis  of  Caustic  Soda  and  Caustic  Potash 
Tent.  Std.  for  Solubility  of  Pulp  in 
Spec,  for  Photographic  Grade 
0)  ANS/  Std.  Meth.  of  Test  for  Matunty  of  Cotton  Fibers 

Std.  Analysis  of  Caustic  Soda 


Spec,  for  Photographic  Grade 
Std.  Spec,  for 

969)  ANSI  Zl  1.276  Std.  Meth.  for  Analysis  of  Oil  Soluble 

Std.  Spec,  for 
Tent.  Std.  for  Analysis  of 
Std.  for 

Std.  Test  Meth.  for  Soundness  of  Aggregate  by  Use  of 
Std.  Meth.  of  Test  for  Soundness  of  Aggregates  by  Use  of 
Spec,  for  Photographic  Grade  (Borax); 
.  (1970)  Std.  Meth.  for  Analysis  of 

phic  Meth.  (1970)  Std.  Meth.  for  Analysis  of 

Design  and  Construction  of  Flat  and  Sloped  Brick 
.15  Std.  Spec,  for  Lead  and  Lead  Alloy  Coated 

Std.  for 

ace  /  Tent.  Test  Meth.  for  Fluid  Repellency  of  Disposable 

Rec.  Test  Melh.  for  Absorption  (Disposable 
1970)  Rec.  Test  Meth.  for  Disposable 

Rec.  Test  Meth.  for  Tear  Resistance  of  Disposable 
Rec.  Test  for  the  Thickness  of  Disposable 
Rec.  Test  Melh.  of  Weight  of  Disposable 
Rec.  Test  Melh.  for  Abrasion  Resistance  of  Disposable 
Rec.  Test  Meth.  for  Bursting  Strength  of  Disposable 
Rec.  Test  Meth.  for  Optical  Properties  of  Disposable 
Rec.  Test  Meth.  for  Permeability  of  Disposable 
Rec.  Test  Meth.  for  the  Repellency  of  Disposable 
969)  ANSI  C7.4  Std.  Spec,  for  Tinned 

Std.  Spec,  for 
Std.  Spec,  for  Nickel  Coated 
Std.  Spec,  for  Silver  Coated 
Fabrication  (1/  Std.  Meth.  of  Test  for  Stiffness  of  Bare 

Std.  Spec,  for 

trie  Lay  Stranded  Copper  Conductors,  Hard,  Medium  Hard,  or 

Tent.  Meth.  for 

e  Glycol  (Ring  and  Ball)  (1968)  Std.  Meth.  of  Test  for 

Std.  for  Rigidity,  Stiffness  and 
Meth.  for 

h  Water  Borne  Preservatives  for  Above  Ground  Us/  Std.  for 

th  Water  Borne  Preservatives  for  Above  Ground  U/  Std.  for 

th  Water  Borne  Preservatives  for  Ground  Contact/  Std.  for 

th  Light  Petroleum  Solvent  Penta  Solution  for  A/  Std.  for 

th  Light  Petroleum  Solvent  Penta  Solution  for  G/  Std.  for 

th  Volatile  Petroleum  Solvent  (LPG)  Penta  Solut/  Std.  for 

th  Volatile  Petroleum  Solvent  (LPG)  Penta  Solut/  Std.  for 

th  Creosote  Coal  Tar  Solutions  for  Above  Ground/  Std.  for 

th  Creosote  Coal  Tar  Solutions  for  Ground  Conta/  Std.  for 

th  Heavy  Petroleum  Solvent  Penta  Solution  for  A/  Std.  for 

th  Heavy  Petroleum  Solvent  Penta  Solution  for  G/  Std.  for 

)  (19/  Std.  Melh.  for  Determining  the  Density  of  Soil  and 

es  /  Std.  Rec.  Pract.  for  the  Classification  of  Soils  and 

Std.  Spec,  for  Dry  Preparation  of  Disturbed  Soil  and 
Std.  Spec,  for  Materials  for  Aggregate  and 


Sodium  Chloride  for  Road  Purposes  (1970) 
Sodium  Chloride  (1970)  ANSI  A37.56 
Sodium  Dehydroacetale  Monohydrate  (1965) 
Sodium  Electric  Discharge  Lamps  (1968) 
Sodium  Fluoride  (1971 ) 


/C  Test,  of  Roa 


Sodium  Hydrosulfite  (1968) 

(Sodium  Hydroxide  and  Potassium  Hydroxide)  (1971)  /] 

Sodium  Hydroxide  at  20  Deg.  C  (i960) 

Sodium  Hydroxide  NaOH  (Caustic  Soda)  (1970) 
(Sodium  Hydroxide  Swelling  Polarized  Light  Methods)  (197 
(Sodium  Hydroxide)  (1970) 

Sodium  Lauryl  Sulfate  30  Percent  (1959) 

Sodium  I^auryl  Sulfate,  Dental  Grade  (1966) 

Sodium  Metaborale.  Octahydrate  (1970) 

Sodium  Metasilicate  (1970)  ANSI  K60.18 

Sodium  Petroleum  Sulfonates  by  Liquid  Chromatography  (1 

Sodium  Sesquisilicale  (1970)  ANSI  K60.19 

Sodium  Silicate  (1963) 

Sodium  Silicofluoride  (1971) 

Sodium  Sulfate  or  Magnesium  Sulfate  (1968) 

Sodium  Sulfate  or  Magnesium  Sulfate  (1971)  AASHO  T104 

Sodium  Tetraborate  Pentahydrate  and  Decahydrate  (1970) 

Sodium  Triphosphate  by  the  Simplified  Ion  Exchange  Melh 

Sodium  Triphosphate  by  the  Simplified  Paper  Chromatogra 

Soffits  (Tech.  Notes)  (1970) 

Soft  Copper  Wire  for  Electrical  Purposes  (1969)  ANSI  C7 

Soft  Glass  Bulb  Criteria  and  Bulb  Outlines  (1963) 

Soft  Glass  Tubing  and  Cane  Criteria  and  Tables  (1962) 

Soft  Goods  Hydrostatic  Head  in  Contact  with  a  Flat  Surf 

Soft  Goods  in  the  Presence  of  Liquids)  (1970) 

Soft  Goods  Subjected  to  Tensile  Stress  and  Elongation 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  Goods  (1970) 

Soft  or  Annealed  Copper  Wire  for  Electrical  Purposes  (1 

Soft  or  Annealed  Copper  Wire  (1969)  ANSI  C7.1 

Soft  or  Annealed  Copper  Wire  (1969)  ANSI  C7.48 

Soft  or  Annealed  Copper  Wire  (1970a)  ANSI  C7.38 

Soft  Square  and  Rectangular  Copper  Wire  for  Magnet  Wire 

Soft  Steel  Track  Spikes  (1968) 

Soft  (1971 )  ANSI  C7.8  Sid  Spec,  for  Con 

Softening  Point  for  Certain  Alkali  Soluble  Resins  (1970 
Softening  Point  of  Asphalt  (Bitumen)  and  Tar  in  Ethylen 
Softness  of  Paper  (1960) 
Softness  of  Sanitary  Tissues  (1966) 

Softwood  Lumber  Timber  and  Plywood  Pressure  Treated  Wit 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  Wi 
Soil  Aggregate  in  Place  by  Nuclear  Meth.  (Shallow  Depth 
Soil  Aggregate  Mixtures  for  Highway  Construction  Purpos 
Soil  Aggregate  Samples  for  Test  (1970) 
Soil  Aggregate  Subbase  Base  and  Surface  Courses  (1965) 


ASTM 

D2467 

SAE 

J567B 

ASTM 

E291 

TAPPI 

T625 

TAPPI 

T624 

TAPPI 

T612 

ASTM 

D458 

TAPPI 

T1202 

TAPPI 

T212 

TAPPI 

T4 

ASTM 

D456 

ASTM 

D457 

TAPPI 

T61 3 

ANSI 

PH4.225 

ANSI 

PH4.105 

CTFA 

77 

CTFA 

79 

TAPPI 

T623 

TAPPI 

T612 

CTFA 

34 

AASHO 

Ml  43 

ASTM 

D632 

CTFA 

93 

oa  lES 

LM31 

AW  W  A 

B70I 

1  ANSI 

PH4.156 

TAPPI 

T622 

th.  ASTM 

E291 

TAPPI 

T235 

ANSI 

PH4.225 

ASTM 

D1442 

TAPPI 

T61 3 

CTFA 

59 

CTFA 

60 

ANSI 

PH4.231 

ASTM 

D537 

ASTM 

D2548 

ASTM 

D594 

TAPPI 

T632 

AWWA 

B702 

AASHO 

T104 

ASTM 

C88 

ANSI 

PH4.230 

ASTM 

D276I 

ASTM 

D2760 

SCPI 

36A 

ASTM 

B189 

EIA 

JED28 

EIA 

JED26 

DA 

80.9 

DA 

10.0 

DA 

1 10.0 

DA 

100.0 

DA 

120.0 

DA 

130.0 

DA 

20.0 

DA 

30.0 

DA 

60.0 

DA 

70.0 

DA 

80.0 

ASTM 

B33 

ASTM 

B3 

ASTM 

B355 

ASTM 

B298 

ASTM 

B279 

ASTM 

A65 

en  ASTM 

B8 

CSM  A 

245C 

ASTM 

D2398 

TAPPI 

T451 

TAPPI 

T498 

AWPI 

LP2 

AWPB 

LP-2 

AWPB 

LP-22 

AWPB 

LP-3 

AWPB 

LP-33 

AWPB 

LP-4 

AWPB 

LP-44 

AWPB 

LP-5 

AWPB 

LP-55 

AWPB 

LP-7 

AWPB 

LP-77 

ASTM 

D2922 

AASHO 

M145 

AASHO 

T87 

AASHO 

MI47 
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Sid.  Definitions  of  Terms  Relating  to  Subgrade, 
Sid.  Test  Melh.  for  the  California  Bearing  (Soil  and 
low  Depth)  (19/  Std.  Melh.  for  Determining  the  Density  of 

Sid.  Spec,  for  Dry  Preparation  of  Disturbed 
Std.  Test  Meth.  for  the  California  Bearing 
Asbestos  Cement  Plumbing  Vent  Pipe  (for 
Std.  Meth.  of  Test.  Wood  Preservatives  by  Laboratory 
Disbonding  Characteristics  of  Pipeline  Coatings  by  Direct 
Std.  Test  Meth.  for  Moisture  Density  Relations  of 
Std.  Meth.  of  Wetting  and  Drying  Test  of  Compacted 
Std.  Meth.  of  Freezing  and  Thawing  Tests  of  Compacted 
Std.  Meth.  of  Correction  for  Coarse  Particles  in  the 

Soil  Samples  for  Grain  Size  Analysis  and  Determination  of 
Std.  Test  Meth.  for  Density  of 
Std.  Test  Meth.  for  Density  of 
Std.  Test  Meth.  for  Field  Determination  of  Density  of 
Std.  Test  Meth.  for  Determination  of  the  Strength  of 
n  of  Triaxial  Classification  of  Base  Materials,  Soils,  and 
on  of  Expansion  Pressure  and  Resistance  Value  of  Soils  and 

Cast  Iron 

.  for  Neoprene  Rubber  Gaskets  for  Hub  and  Spigot  Cast  Iron 

Std.  Spec,  for  Cast  Iron 
Std.  Spec,  for  Rubber  Gaskets  for  Cast  Iron 
of  Soil  Constants  (196/  Std.  Meth.  for  Wet  Preparation  of 

Std.  Meth.  of  Wet  Preparation  of  Disturbed 
Std.  Spec,  for  Lime  for 
Terminology  and  Definitions  for 
Terminology  and  Definitions  for  Soil  Tillage  and 

Carpet  (Rug)  Soiling,  Service 
Carpet  (Rug)  Soiling,  Accelerated 
Carpet  (Rug) 
Carpet  (Rug) 
Carpet  (Rug) 

Std.  Meth.  of  Test  for  Sand  Equivalent  Value  of 
Rec.  Pract.  for  Investigating  and  Sampling 
ion  Purposes  /  Std.  Rec.  Pract.  for  the  Classification  of 

etermination  of  Expansion  Pressure  and  Resistance  Value  of 
re  Test/  Std.  Test  Meth.  for  Determination  of  Moisture  in 

std.  Test  Meth.  for  Plastic  Fines  in  Graded  Aggregates  and 
Std.  Test  Meth.  for  Determination  of  Organic  Matter  in 
Std.  Meth.  for  Classification  of 
of  Test  for  Unconsolidated,  Undrained  Strength  of  Cohesive 

(1969) 

Std.  Test  Meth.  for  Moisture  Density  Relations  of 
ASH/  Std.  Meth.  of  Test  for  Moisture  Density  Relations  of 

Std.  Test  Meth.  for  the  Moisture  Density  Relations  of 
Std.  Meth.  of  Test  for  the  Moisture  Density  Relations  of 
td,  Meth.  of  Test  for  Capillary  Moisture  Relationships  for 
Std.  Meth.  for  Particle  Size  Analysis  of 
Std.  Meth.  of  Determining  the  Liquid  Limit  of 
Std.  Meth.  of  Determining  the  Shrinkage  Factors  of 
est  Meth.  for  Determining  the  Field  Moisture  Equivalent  of 
Std.  Meth.  of  Test  for  Relative  Density  of  Cohesionless 
for  Resistance  R  Value  and  Expansion  Pressure  of  Compacted 
Moisture  Penetration  Resistance  Relations  of  Fine  Grained 
Std.  Meth.  of  Test  for  Centrifuge  Moisture  Equivalent  of 
Std.  Test  Meth.  for  Specific  Gravity  of 
Std.  Meth.  of  Mechanical  Analysis  of 
.  of  Determining  the  Plastic  Limit  and  Plasticity  Index  of 
etermination  of  Triaxial  Classification  of  Base  Materials, 
)  of  Sheet  Materials  (1971)  Std.  Test  Meth.  for 

(1970)  Std.  Meth.  of  Identification  of 

Std.  Meth.  of  Identification  of  Solder  and 
0)  Std.  for  Cast  Bronze 

std.  Pract.  for  Silver  Brazing  Joints  for  Wrought  and  Cast 

Std.  for 

Std.  Spec,  for  Rosin  Flux  Core 


Std.  Spec,  for  Edge  Dip 

Test  Meth.  for  Ply  Separation  of 
Std.  Test  Meth.  for  Ply  Separation  (Wet)  of 
Fork  Lift  True/  Std.  for  Tires  (Pneumatic  Type  Including 

Definitions  of  the  Terms  Gross  and  Net  Calorific  Value  of 

Std.  for  Ventilated  or 
Std.  Blanks.  Also  Semi  Finished,  for 
electric  Constant  (Permittivity)  and  Dissipation  Factor  of 
Std.  Spec,  for  Round 
d.  Test  Meth.  for  Voltage  Endurance  Under  Corona  Attack  of 

Std.  for  Splices  for 
Physical  Tests  of 
Meth.  for  Bursting  Strength  of  Corrugated  and 
Tent.  Test  Meth.  for  Bursting  Strength  of  Corrugated  and 


1  Aggregate,  and  Fill  Materials  (1970) 
1  Aggregates)  Ratio  (1963) 

1  and  Soil  Aggregate  in  Place  by  Nuclear  Meth.  (Shal 
I  and  Soil  Aggregate  Samples  for  Test  (1970) 
1  and  Soil  Aggregates)  Ratio  (1963) 
1  and  Waste)  (1955) 
I  Block  Cultures  (1970) 

I  Burial  (1971)  Tent.  Test  Meth.  for 

1  Cement  Mixtures  (1970) 

1  Cement  Mixtures  (1970) 

1  Cement  Mixtures  (1970) 

1  Compaction  Test  (1967) 

1  Cone  Penetrometer  (1971) 

1  Constants  (1966)  ID.  Meth.  for  Wet  Preparation  of 

1  in  Place  by  the  Drive  Cylinder  Meth  (1971) 
1  in  Place  by  the  Drive  Cylinder  Method  (1964) 
1  in  Place  by  the  Oil  Meth.  (1966) 
1  Lime  Mixtures  (1966) 

Std.  Test  Meth.  for  Determinatio 
Std.  Test  Meth.  for  Determinati 


Std 


1  Mixtures  (1965) 
1  Mixtures  (1966) 
1  Pipe  and  Fittings  (1967) 
I  Pipe  and  Fittings  (1968) 
1  Pipe  and  Fittings  (1969) 
I  Pipe  and  Fittings  (1970) 

1  Samples  for  Grain  Size  Analysis  and  Determination 
1  Samples  for  Test  (1949) 
1  Stabilization  (1968) 

1  Tillage  and  Soil  Tool  Relationships  (1970) 
1  Tool  Relationships  (1970) 
1  Type  and  Strength  Classification  (1969) 
ling  Method  (19701  ANSI  L14.216 
ling  Method  (1970)  ANSI  L14.217 
ling.  Accelerated  Soiling  Method  (1970)  ANSI  L14.217 
ling.  Service  Soiling  Method  (1970)  ANSI  L14.216 
ling.  Visual  Rating  Method  (1970)  ANSI  L14.315 
Is  and  Fine  Aggregate  (1969) 
Is  and  Rock  for  Engineering  Purposes  (1969) 
Is  and  Soil  Aggregate  Mixtures  for  Highway  Construct 
Is  and  Soil  Mixtures  (1966)  Std.  Test  Meth.  for  D 

Is  by  Means  of  a  Calcium  Carbide  Gas  Pressure  Moistu 
Is  bv  Use  of  the  Sand  Equivalent  Test  (1970) 
Is  by  Wet  Combustion  (1970) 
Is  for  Engineering  Purposes  (1969) 

Is  in  Triaxial  Compression  (1970)  Std.  Meth. 

Is  Manual  for  Design  of  Asphalt  Pavement  Structures 
Is  Using  a  10  Lb.  Rammer  and  an  18  In.  Drop  (1970) 
Is  Using  a  10  Lb.  Rammer  and  an  18  In.  Drop  (1970)  A 
Is  Using  a  5.5  Lb.  Rammer  and  a  12  In.  Drop  (1970) 
Is  Using  a  5.5  Lb.  Rammer  and  a  12  In.  Drop  (1970) 
Is  (Moisture  Tensions  Between  0.1  and  1  Atmosphere) 
Is  (1963) 
Is  (1968) 
Is  (1968) 
Is  (1968) 
Is  (1969) 

Is  (1969)  Std.  Meth.  of  Test 

Is  (1969)  Std.  Meth.  of  Test  for 

Is  (1969)  ANSI  A37.46 
Is  (1970) 
Is  (1970) 

Is  (1970)  Std.  Meth 

Is,  and  Soil  Mixtures  (1965)  Std.  Test  Meth.  for  D 

Solar  Energy  Transmittance  and  Reflectance  (Terrestrial 
Solder  and  Solder  Flux  Contaminants  in  Aerospace  Fluids 
Solder  Flux  Contaminants  in  Aerospace  Fluids  (1970) 
Solder  Joint  Fittings  for  Solvent  Drainage  Systems  (197 
Solder  Joint  Fittings  (1970) 

Solder  Sleeves,  Heat  Shrinkable,  Insulated  (1970) 
Solder  (1971) 

Solder,  Tin  Lead,  Eutectic  63sn-37pb  (1970) 
Solderability  of  Printed  Wiring  Boards  (1970) 
Solderability  Test  for  Printed  Wiring  Boards  (1970) 
Solderless  Wrapped  Electrical  Connections  (1971) 
Solid  and  Corrugated  Fiberboard  (Wet)  (1970) 
Solid  and  Corrugated  Fiberboard  (1969) 
Sohd  and  Cushion)  for  Industrial  Vehicles:  Slow  Speed; 
Solid  and  Liquid  Fuels  (1969)  ANSI  Z67.1 
Solid  Bottom  Cable  Trays  (1971) 
Solid  Carbide  Taps  (1969) 

Solid  Ceramic  Dielectrics  at  Frequencies  to  10  Mhz  and 
Solid  Ec  Grade  Aluminum  Conductor  (1971) 
Solid  Electrical  Insulating  Materials  (1968) 
Solid  Extrusions  (Extruded  Solid  Rubber  Products)  (1970 
Solid  Fertilizers  (1964) 
Solid  Fiberboard  (1966) 
Solid  Fiberboard  (1968) 


Std.  T 


Std. 


St 


AASHO 

AASHO 

ASTM 

AASHO 

AASHO 

lAPMO 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

ASAE 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

CISPI 

CISPI 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 
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ASAE 

SAE 

AATCC 

AATCC 

AATCC 

AATCC 

AATCC 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

AI 

AASHO 

ASTM 

AASHO 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

ASTM 

ASTM 

AASHO 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

ASTM 

MSS 

MSS 

SAE 

ASTM 

SAE 

ElA 

IPC 

EL\ 

TAPPI 

ASTM 

TRA 

ASTM 

NEMA 

ANSI 

ASTM 

ASTM 

ASTM 

RMA 

FI 

TAPPI 
ASTM 


MM6 

TI93 

D2922 

T87 

TI93 

MS2-55 

D1413 

G19 

TI34 

T135 

TI36 

T224 

R313.1 

D2217 

D2937 

T204 

T715 

T220 

T212 

T190 

HS67 

HSN-68T 

A74 

C564 

D2217 

T146 

M216 

R291 

R291 

JI06 

122 

123 

123 

122 

121 

D2419 

D420 

M145 

T190 

T217 

T176 

T194 

D2487 

D2850 

MSIO 

TI80 

D1557 

T99 

D698 

D2325 

D422 

T89 

T92 

T93 

D2049 

D2844 

D1558 

D425 

TlOO 

T88 

T90 

T212 

E424 

F315 

F315 

SP74 

SP73 

AS939 

B284 

AMS4751 

RS319-A 

S801 

RS280-A 

T812 

D1028 

5 

D407 

VEl 

B94.1 

D2149 

B544 

D2275 

•8.34 

5 

T810 
D2738 
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ng  Endurance  (Wear)  Life  and  Load  Carrying  Capacity  of  Dry 
Std.  Melh.  of  Test  for  Adhesion  of  Dry 
Std.  Meth.  of  Test  for  Thermal  Shock  Sensitivity  of  Dry 
td.  Meth.  for  Determining  Corrosion  Characteristics  of  Dry 
and  Vinyl  (1969)  Spec,  for  Woven  Goods 

Std.  for  Length  Tolerances  for 
arloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier 
1  Shipment)  for  Bulk  Materials  Packed  in  Bags.  Single  Tier 
arloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier 
ck  In/  Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 

(for  Rail  Shipment)  for  Insulating  Firebrick,  Single  Tier 
(1959/  Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 

oose  /  Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 

arloading  Pattern  (for  Rail  Shipment  of  Brick)  Single  Tier 
I  A98.1  Std.  Spec,  for  Buildmg  Buck 

I  A99.1  Std.  Spec,  for  Facing  Brick 

amic  Glazed  Structural  Clay  Facing  Tile,  Facing  Brick,  and 
.  of  Test  for  Reaction  Threshold  Temperature  of  Liquid  and 
ark)  (R1970)  An/  Std.  Meth.  of  Test  for  Toluene  Insoluble 

Std.  Definitions  of  Terms  and  Symbols  Relating  to 
Std.  for  Tolerances  of  Molded 
Std.  for  Finish  and  Appearance  of  Molded 
Std.  for  Flash  of  Molded 
Std.  for  Rubber  to  Metal  Adhesions  of  Molded 
Std.  for  Cross  Sectional  Tolerances  of  Extruded 
Std.  for  Extruded  Finish  and  Appearance  of  Extruded 
Std.  for  Formed  Tubing  for  Special  Shapes  of  Extruded 
Std.  for  Length  Tolerances  for  Solid  Lathe  Cut  Extruded 
Std.  for  Ground  Surface  Tolerances  of  Extruded 
Std.  for  Tolerances  for  Mandrel  Cured  Extruded 
Std.  for  Total  Indicator  Reading  Tolerances  of  Extruded 
atic  and  Dynamic  Load  Deflection  Characteristics  of  Molded 
Std.  for  Splices  for  Solid  Extrusions  (Extruded 
.  for  Angle  Cut  Tolerances  for  Normal  Extrusions  (Extruded 
for  Cut  Length  Tolerances  for  Normal  Extrusions  (Extruded 
for  Counterbalanced  Rider  Fork  Trucks  with  Std.  or  Cushion 
titer)  (1969)  Std.  Spec,  for 

1  Signal  Measurements  (1971)  Trial  Use  Std.  Guide  on 

Std.  Outlines  for 

Std.  Meth.  for  Chemical  Analysis  of  Synthetic  Elastomers 
Pressed  on  Hi  Load  Cushion 
Cured  on 
Pressed  on  Std. 

Std.  Test  Meth.  for  Inorganic  Matter  or  Ash  in 
Foundry  Pract.  (1965) 

loys  in  Foundry  Pract.  (1965)  Directional 

Safety  Std.  for  Marine 
Meth.  for  Determining 
Suggested  Meth.  for  the  Measurement  of 
Std.  Meth.  for  Infrared  Identification  of  Vehicle 
Test  Procedure  for 
Directions  and  Meth.  for  Measuring  Soluble 
Std.  Meth.  for  Linear  Thermal  Expansion  of  Rigid 
Tent.  Meth.  of  Test  for  Specific  Heat  of  Liquids  and 
of  Mass  Spectrometers  for  Mass  Spectrochemical  Analysis  of 
mulsion  F/  Tent.  Test  Meth.  for  Nonvolatile  Matter  (Total 

tions  of  Terms  Relating  to  Density  and  Specific  Gravity  of 
Rec.  Std.  for  Rivet  Wire  (for  Common  or 
Tent.  Meth.  for 
Test  Meth.  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  for  Estimation  of 
60)  Tent.  Std.  for 

Std.  for  Water 
Std.  for  1%  Caustic  Soda 
Std.  for  Water 
Std.  for  1%  Caustic  Soda 
Std.  for  Ether 
Std.  for  Alcohol  Benzene 
Meth.  for  Water 

.  for  Spectrochemical  Analysis  of  Low  Alloy  Steel  for  Acid 

Std.  for  Acid 

of  Top  Flaps  of  Fiberboa/  Std.  Spec,  for  Water  or  Solvent 

Tent.  Meth  for  Acid  Number  for  Certain  Alkali 
Tent.  Meth.  for  Softening  Point  for  Certain  Alkali 


aNSI  059.103 

raphy  (1969)  ANSI  Zl  1.276 
(1960) 


Std.  Test  Meth.  for  Sediment  and 
Std.  Meth.  for  Analysis  of  Oil 
Directions  and  Meth.  for  Measuring 
Tent.  Std.  for  Water 
Tent.  Std.  for  Water 
Oil;  Fluorescent  Penetrant,  Solvent 
Oil;  Fluorescent  Penetrant,  Water 
Oil;  Fluorescent  Penetrant,  High  Fluorescence,  Solvent 
Titanium  Alloy  Bars  6al-25n-4zr-2mo 
or  Titanium  Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn 
Spec,  tor  Aluminum  Alloy  Die  Forgings, 


Solid  Film  Lubricants  (1969)  Std.  Meth.  for  Determini  ASTM  D2625 

Solid  Film  Lubricants  (1969)  ANSI  Zl  1.272  ASTM  D2510 

Solid  Film  Lubricants  (1969)  ANSI  Zl  1.273  ASTM  D2511 

Solid  Film  Lubricants  (1970)  ASTM  D2649 

Solid  for  Coating,  Including  But  Not  Limited  to  Rubber  ATMI  P  I 

Solid  Lathe  Cut  Extruded  Solid  Rubber  Products  (1970)  RMA  *8.35 

Solid  Load  Tilted  Pallets  26  to  27  Pallets  (1959)  RI  P232-1 

Solid  Load  22  to  23  Pallets  (1959)  /Ading  Pattern  (Rai  RI  P225-2 

Sohd  Load  26  to  27  Pallets  (1959)  RI  P210-2 

Solid  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Bri  RI  P230-1 

Sohd  Load,  22  to  23  Pallets  in  40  Ft. -6  In.  Car,  28  to  RI  P223-1 

Solid  Load,  22  to  23  Pallets,  Loose  Brick  in  Door  Area  RI  P205-2 

Solid  Load,  22  to  23  Pallets,  Wood  Braced  in  Place  of  L  RI  P207-2 

Solid  Load,  24  to  25  Pallets  (1959)  RI  P231-1 

(Solid  Masonry  Units  Made  From  Clay  or  Shale)  (1969)  ANS  ASTM  C62 

(Solid  Masonry  Units  Made  From  Clay  or  Shale)  (1971)  ANS  ASTM  C216 

Solid  Masonry  Units  (1971)  ANSI  AlOl.l  /  Spec,  for  Cer  ASTM  C126 

Solid  Materials  (1970)  Tent.  Meth  ASTM  D2883T 

Solid  Matter  in  Rosin  (Chiefly  Sand,  Chips,  Dirt,  and  B  ASTM  D269 

Solid  Rocket  Propulsion  (1970)  ASTM  D2506 

Solid  Rubber  Products  (1970)  RMA  *8.10 

Sohd  Rubber  Products  (1970)  RMA  *8.17 

Solid  Rubber  Products  (1970)  RMA  'S.IS 

Solid  Rubber  Products  (1970)  RMA  *8.20 

Sohd  Rubber  Products  (1970)  RMA  *8.29 

Sohd  Rubber  Products  (1970)  RMA  *8.31A 

Sohd  Rubber  Products  (1970)  RMA  *8.31B 

Solid  Rubber  Products  (1970)  RMA  '8.35 

Sohd  Rubber  Products  (1970)  RMA  *8.36A 

Solid  Rubber  Products  (1970)  RMA  *8.36B 

Sohd  Rubber  Products  (1970)  RMA  »8.37 

Solid  Rubber  Products  (1970)  •  Std.  for  St  RMA  »8.22 

Sohd  Rubber  Products)  (1970)  RMA  *8.34 

Solid  Rubber  Products)  (1970)  Std  RMA  *8.33 

Solid  Rubber  Products)  (1970)  Std.  RMA  '8.32 

Solid  Rubber  Tires  (1970)  /.  Pract.  for  Axle  Loadings  ITA  llBl 

Solid  Soap  for  Low  Temperature  Washing  (Low  and  Medium  ASTM  D11I2 

Solid  State  Devices;  Varactor  Measurements,  Part  I  Smal  IEEE  318 

Solid  State  Products  (1971)  EIA  RS389 

(Solid  Styrene  Butadiene  Copolymers)  (1970)  ASTM  D1416 

Solid  Truck  Tire  List  (1964)  ITA  9C4 

Solid  Truck  Tire  List  (1964)  ITA  9D1 

Solid  Truck  Tires  (1964)  ITA  9C1 

Solid,  Semisolid  or  Liquid  Bitumens  (1942)  AASHO  Till 

Solidification  Characteristics  of  Copper  Base  Alloys  in  AFS  NF6511-4 

Solidification;  Chilling  and  Risering  of  Copper  Base  Al  AFS  NF651I-6 

Solidified  Fuel  Cooking  Appliances  (1965)  UL  1101 

Solids  Content  of  Aerosol  Coatings  (1971)  CSMA  AG''33 

Sohds  Content  of  Black  Liquor  (1971)  TAPPI  T650SU 

Solids  From  Solvent  Type  Paints  (1969)  ASTM  D2621 

Solids  Mixing  Equipment  for  Animal  Feeds  (1969)  ASAE  S303.1 

Solids  with  a  Coffee  Hydrometer  (1970)  CBC  43 

Solids  with  Interferometry  (1970)  ASTM  £289 

Solids  (1968)  ASTM  D2766T 

Solids  (1968)  Rec.  Pract.  for  Use  and  Evaluation  ASTM  E304 

Solids)  in  Water  Emulsion,  Solvent  Based,  and  Polymer  E  ASTM  D2834 

Solids,  Liquids,  and  Gases  (1970)  Std.  Defini  ASTM  E12 

Solid;  Split(Bifurcated);  and  Tubular)  (1970)  SWA  '75 

Solubility  of  Alkali-Soluble  Resins  (1970)  CSMA  245A 

Solubihty  of  Aqueous  Dyes  for  Paper  (1971)  TAPPI  UM-601 

Solubihty  of  Fixed  Gases  in  Liquids  (1969)  ASTM  D2780 

Solubility  of  Gases  in  Petroleum  Liquids  (1969)  ASTM  D2779 

Solubility  of  Pulp  in  Sodium  Hydroxide  at  20  Deg.  C  (19  TAPPI  T235 

Solubility  of  Pulp  (1954)  TAPPI  T207 

Solubility  of  Pulp  (1954)  TAPPI  T212 

Solubility  of  Wood  (1959)  TAPPI  Tl 

Solubility  of  Wood  (1959)  '      TAPPI  T4 

Solubility  of  Wood  (1959)  TAPPI  T5 

Solubility  of  Wood  (1959)  TAPPI  T6 

Soluble  Acidity  or  Alkalinity  of  Paper  (1967)  TAPPI  T428 

Soluble  Aluminum  by  the  Solution  Technique  (1968)  /Eth  ASTM  E293 

Soluble  Iron  in  Paper  (1968)  TAPPI  T434 

Soluble  Liquid  Adhesives  for  Automatic  Machine  Sealing  ASTM  D1874 

Soluble  Resins  (1970)  CSMA  245B 

Soluble  Resins  (1970)  CSMA  245C 

Soluble  Sludge  in  Service  Aged  Insulating  Oils  (R1969)  ASTM  DI698 

Soluble  Sodium  Petroleum  Sulfonates  by  Liquid  Chromatog  ASTM  D2548 

Soluble  Solids  with  a  Coffee  Hydrometer  (1970)  CBC  43 

Soluble  Sulfates  and  Chlorides  in  Paper  and  Paperboard  TAPPI  T468 

Soluble  Sulfates  and  Chlorides  in  Pulp  (1945)  TAPPI  T229 

Soluble  (1970)  SAE  AMS3155B 

Soluble  (1970)  SAE  AMS3I56B 

Soluble  (1970)  SAE  AMS3157A 

Solution  and  Precipitation  Heat  Treated  (1970)  SAE  AMS4975A 

Solution  and  Precipitation  Heat  Treated  (1970)  /Pec.  F  SAE  AMS4979 

Solution  and  Precipitation  Heat  Treated  (1971)  SAE  AMS4148 
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c.  for  Titanium  Alloy  Bars,  Forgings,  and  Rings,  6al  -  4v, 

c.  for  Titanium  Alloy  Bars  and  Rings,  6al  -  2sn  -  4zr-2mo, 
,  Upset  Headed,  Heal  Treated,  Roll  Threaded  I800f  (982.2c) 

Titanium  Bars  and  Forgings  7al-4mo 
Corrosion  and  Heat  Resistant.  Heat  Treated,  Roll  Threaded 
Upset  Headed,  Heat  Treated  Roll  Threaded.  2050f  (1121.1c) 
Std.  Meth.  of  Test  for  Recovery  of  Asphalt  From 
lywood  Pressure  Treated  with  Light  Petroleum  Solvent  Penta 
lywood  Pressure  Treated  with  Heavy  Petroleum  Solvent  Penta 
essure  Treated  with  Volatile  Petroleum  Solvent  (LPG)  Penta 
lywood  Pressure  Treated  with  Light  Petroleum  Solvent  Penta 
lywood  Pressure  Treated  with  Heavy  Petroleum  Solvent  Penta 
essure  Treated  with  Volatile  Petroleum  Solvent  (LPG)  Penta 
ec.  for  Rivets.  Steel,  Corrosion  and  Heat  Resistant.  1650f 
Spec,  for  Titanium  Alloy  Bars  and  Rings  Sal  -Imo  -  Iv 
Titanium  Alloy  Forgings  8al-lmo-lv; 
nium  Alloy  Bars  and  Wire  1 1 .5mo-6.0zr-4.5sn  1  375f  (746.1c) 
nsumable  Electrode  Vacuum  Induction  Melted  1975f  (1079. 4c) 
Spec,  for  Steel  Wire,  Safety,  Corrosion  Resistant, 
Spec,  for  Steel  Wire,  Corrosion  and  Heat  Resistant, 
able  Electrode  or  Vacuum  Induction  Melted,  1525  F  (829.4c) 
able  Electrode  or  Vacuum  Induction  Melted,  1800  F  (982.2c) 
able  Electrode  or  Vacuum  Induction  Melted,  1750  F  (954.4c) 
able  Electrode  or  Vacuum  Induction  Melted,  1800  F  (982.5c) 
able  Electrode  or  Vacuum  Induction  Melted,  1750  F  (954.4c) 
Strength,  Corrosion  Resistant  (35ni  -  35co  -  20cr  -  lOmo) 
.Iti  -  0.30v)  Consumable  Electrode  Melted,  1650  F  (898.9c) 
steel  Wire,  Corrosion  Resistant.  18cr  -  11.5ni  (SAE  30305) 
steel  Wire,  Corrosion  Resistant,  18cr-  11.5ni  (SAE  30305) 
upset  Headed,  Heat  Treated,  Roll  Threaded,  1950f  (1065.6c) 
th.  for  Copper  in  Insulating  Oils  Spectrochemically  by  the 
alysis  of  Low  Alloy  Steel  for  Acid  Soluble  Aluminum  by  the 
.Iti  -  0.30v)  Consumable  Electrode  Melted  1650  F  (898.9  C) 

d.  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304)  Hydraulic, 

Std.  Test  Meth.  for  Dilute 
Aqueous  Sorbitol 
Sodium  Aluminum  Lactate  Complex  40%  Aqueous 
Determination  of  Amount  of  Formaldehyde  Present  in 
Std.  Spec,  for  Creosote  Petroleum 
Std.  for  Creosote  Pentachlorophenol  Wood  Preservative 
studies  (1969)  Std.  for  the  Evaluation  of  Commercial 

rode  or  Vacuum  Induction  Melted  1825-19001  (996.l-1037.8c) 
mable  Electrode  or  Vacuum  Induction  Melted  1975f  (1079.4c) 
able  Electrode  or  Vacuum  Induction  Melted,  1750  F  (954.4c) 
trode  or  Vacuum  Induction  Melted  1825-1900  (996. 1-1037. 8c) 
trode  or  Vacuum  Induction  Melted  1825-1900  (996.l-1037.8c) 
Std.  Method  for  Analysis  of  Treated  Wood  and  Treating 
tory  (1968)  Chemical 
s  Against  Stress  Corrosion  Cracking  by  Use  of  Neutralizing 
timber  and  Plywood  Pressure  Treated  with  Creosote  Coal  Tar 
Rec.  Pract.  for  Use  of  Copper  and  Nickel  Electroplating 
timber  and  Plywood  Pressure  Treated  with  Creosote  Coal  Tar 
Borosilicate  Glass  Raschig  Rings  as  a  Neutron  Absorber  in 
Std.  Meth.  of  Test  for  (Ph)  of  Aqueous 
Std.  Test  Meth.  for  Surface  and  Interfacial  Tension  of 
absorption  of  the  Ch/  Preparation  of  Potassium  Dichromate 

Std.  for  Preparation  and  Standardization  of  Volumetric 
Std.  Meth.  for  Assay  of  (N-)-Butyllithium 
le  Petroleum  Solvent  (LPG)  for  Preparing  Pentachlorophenol 
Tent.  Test  Meth.  for  Methanol  Content  of  Formaldehyde 
meth.  for  Colorimetric  Determination  of  Uranium  in  Aqueous 
est  Meth.  for  Fatty  Acid  Content  of  Alkyd  Resins  and  Resin 

Std.  Test  Meth.  for 

.  for  Nonvolatile  Matter  (Total  Solids)  in  Water  Emulsion, 
and  Fittings  (1970)  Rec.  Pract.  for  Making 

(PVC)  Pipe  and  Fittings  (1969)  Rec.  Pract.  for  Making 

Std.  for  Cast  Bronze  Solder  Joint  Fittings  for 
Std.  Meth.  of  Test  for 
Std.  for  Organic 

1/  Std.  Meth.  for  Identification  of  Oils  and  Oil  Acids  in 

est  Meth.  for  Pressure  Sensitive  Tape  Shear  Strength  After 
,  Timber  and  Plywood  Pressure  Treated  with  Light  Petroleum 
,  Timber  and  Plywood  Pressure  Treated  with  Heavy  Petroleum 
,  Timber  and  Plywood  Pressure  Treated  with  Light  Petroleum 
,  Timber  and  Plywood  Pressure  Treated  with  Heavy  Petroleum 
sealing  of  Top  Flaps  of  Fiberboa/  Std.  Spec,  for  Water  or 

Oil;  Fluorescent  Penetrant, 
Oil;  Fluorescent  Penetrant.  High  Fluorescence, 
is  (1970)  Tent.  Meth.  of  Analysis  of 

Std.  Test  Meth.  for 
.  for  Identification  of  Oils  and  Oil  Acids  in  Solvent  From 
Std.  Test  Meth.  for  Pigment  Content  of 
Std.  Test  Meth.  for  Separation  of  Vehicle  From 
.  Meth.  for  Sulfur  Dioxide  in  White  Pigment  Separated  From 
meth.  of  Qualitative  Determination  of  Nature  of  Thinner  in 
t  Meth.  for  Sulfide  Sulfur  in  White  Pigment  Separated  From 


Solution  and  Precipitation  Heat  Treated  (1971) 
Solution  and  Precipitation  Heat  Treated  (1971) 
Solution  and  Precipitation  Treated  (1967) 
Solution  and  Precipitation  Treated  (1970) 
Solution  and  Precipitation  Treated  (1970)  /Ews 
Solution  and  1650f  (898.9c)  Precipitation  Heat  Treatmen 
Solution  by  Abson  Method  (1969) 
Solution  for  Above  Ground  Use  (1971) 
Solution  for  Above  Ground  Use  (1971) 
Solution  for  Above  Ground  Use  (1971) 
Solution  for  Ground  Contact  Use  (1971) 
Solution  for  Ground  Contact  Use  (1971) 
Solution  for  Ground  Contact  Use  (1971) 
Solution  Heat  and  Partially  Precipitation  Heat  Treated 
Solution  Heat  Treated  and  Stabilized  (1970) 
Solution  Heat  Treated  and  Stabilized  (1970) 
Solution  Heat  Treated  (1970) 


Spe 
Spe 

IT  Resistant 
Steel, 


/Er,  Timber  and  P 
/Er,  Timber  and  P 
/R  and  Plywood  Pr 
/,  Timber  and  P 
/,  Timber  and  P 
/and  Plywood  Pr 


Solution  Heat  Treated  (1970) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated  (1971) 
Solution  Heat  Treated,  Rivet  Wire  (1971) 
Solution  Heat  Treated,  Safety  Wire  (1971) 
Solution  Heat  Treatment  (1970) 
Solution  Rotating  Disk  Method  (1970) 


Tita 

/5co-4.3mo-3.0ti-1.4al  Co 


/  -  l.lti  -  2.0cu,  Consum 
/  -  2.9cb  -  1.8ti,  Consum 
/  -  2.9cb  -  1.8ti,  Consum 
/  -  2.9cb  -  1.8ti,  Consum 
/  -  2.9cb  -  l.8ti,  Consum 
/Ec.  for  Alloy  Bars,  High 
/(15cr  -  26ni  -  1.3mo  -  2 
Spec,  for 
Spec,  for 
/N  and  Heat  Resistant, 
Std.  Test  Me 


Solution  Technique  (1968)  /Eth.  for  Spectrochemical  An 

Solution  Treated  and  Precipitation  Heat  Treated  (1971) 

Solution  Treated  (1971)  /El  Tubing,  Seamless  and  Welde 

Solution  Viscosity  of  Polymers  (1970) 

Solution  (1951) 

Solution  (1964) 

Solution  (1968) 

Solution  (1970) 

Solution  (1970) 

Solution,  Isothiocyanates  Used  in  Fluorescent  Antibody 
Solution.  Stabilization  and  Precipitation  Heat  Treated 
Solution.  Stabilization  and  Precipitation  Heat  Treated 
Solution,  Stabilization,  and  Precipitation  Heat  Treated 
Solution,  Stabilization,  and  Precipitation  Heat  Treated 
Solution,  Stabilization,  and  Precipitation  Heat  Treated 
Solutions  by  X-Ray  Emission  Spectroscopy  (1970) 
Solutions  Commonly  Used  in  the  Filling  Materials  Labora 
Solutions  During  Shut  Down  (1970)  /  Steel  in  Refinerie 

Solutions  for  Above  Ground  Use  (1971)  /Ftwood  Lumber, 

Solutions  for  Electroforming  (1969) 

Solutions  for  Ground  Contact  Use  (1971)  /Wood  Lumber, 

Solutions  of  Fissile  Material  (1971)  Std.  for  Use  of 

Solutions  of  Soaps  and  Detergents  (1970) 

Solutions  of  Surface  Active  Agents  (1970) 

Solutions  Used  as  Std.  for  the  Determination  by  Atomic 

Solutions  (1960) 

Solutions  (1968) 

Solutions  (1968)  Tent.  Spec,  for  Volati 

Solutions  (1969) 
Solutions  (1969) 

Solutions  (1969)  Std.  T 

Solvent  and  Fuel  Resistance  of  Traffic  Paint  (1969) 
Solvent  Based,  and  Polymer  Emulsion  Floor  Waxes  (1969) 
Solvent  Cemented  Joints  with  Poly  (Vinyl  Chloride)  Pipe 
Solvent  Cemented  Joints  with  Polyvinyl  Chloride  Plastic 
Solvent  Drainage  Systems  (1970) 

Solvent  Extraction  of  Organic  Matter  From  Water  (1970) 
Solvent  Extractives  in  Pulp  (1969) 

Solvent  From  Solvent  Type  Paints  (Gas  Chromatography) 
Solvent  Immersion  (1968)  Adhesion  T 


Solvent  Penta  Solution  for  Above  Ground  Use  (1971) 
Solvent  Penta  Solution  for  Above  Ground  Use  (1971) 
Solvent  Penta  Solution  for  Ground  Contact  Use  (1971) 
Solvent  Penta  Solution  for  Ground  Contact  Use  (1971) 
Solvent  Soluble  Liquid  Adhesives  for  Automatic  Machine 
Solvent  Soluble  (1970) 
Solvent  Soluble  (1970) 

Solvent  Systems  Used  for  Removal  of  Water  Formed  Deposi 
Solvent  Tolerance  of  Amine  Resins  (R1961) 
Solvent  Type  Paints  (Gas  Chromatography)  (1968) 
Solvent  Type  Paints  (1968) 
Solvent  Type  Paints  (1968) 
Solvent  Type  Paints  (1968) 
Solvent  Type  Paints  (1968) 
Solvent  Type  Paints  (1968) 


/  Meth 


Std 
Std. 
Std.  Tes 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

AWPB 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

SAE 

SAE 

ASTM 

CTFA 

CTFA 

ABFLO 

ASTM 

AWPA 

BSC 

SAE 

SAE 

SAE 

SAE 

SAE 

AWPA 

ABFLO 

NACE 

AWPB 

ASTM 

AWPB 

ANSI 

ASTM 

ASTM 

ABFLO 

TAPPI 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SPI 

MSS 

ASTM 

TAPPI 

ASTM 

PSTC 

AWPB 

AWPB 

AWPB 

AWPB 

ASTM 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


AMS4965B 

AMS4975B 

AMS7477B 

AMS4970C 

AMS7478G 

AMS7469A 

D1856 

LP-3 

LP-7 

LP-4 

LP-33 

LP-77 

LP-44 

AMS7235A 

AMS4972A 

AMS4973A 

AMS4980 

AMS57()8 

AMS5685E 

AMS5689A 

AMS5860 

AMS5605 

AMS5606 

AMS5701 

AMS5702 

AMS5758 

AMS5734C 

AMS5686C 

AMS5685F 

AMS7471B 

D2675 

E293 

AMS5737E 

AMS5567A 

D2857 

36 

79 

I-l 

D1858 
PI  1-70 
*2 

AMS5704A 

AMS5709A 

AMS57()3 

AMS5706D 

AMS5707C 

A9-70 

X-1 

RPOl-70 

LP-5 

B503 

LP-55 

N16.4 

D1172 

D1331 

B-14 

T610 

E233 

D2605 

D2380 

E318 

D1398 

D2792 

D2834 

D2855 

PPI-TRIO 

SP74 

D2778 

T204 

D2245 

12 

LP-3 

LP-7 

LP-33 

LP-77 

D1874 

AMS3155B 

AMS3157A 

D2790 

D1198 

D2245 

D2371 

D2372 

D2352 

D2349 

D2351 
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of  Test  for  Antimony  Oxide  in  White  Pigment  Separated  From 
.  Meth.  for  Infrared  Identification  of  Vehicle  SoUds  From 
(1958)  Tent.  Spec,  for  Volatile  Petroleum 

imber  and  Plywood  Pressure  Treated  with  Volatile  Petroleum 
imber  and  Plywood  Pressure  Treated  with  Volatile  Petroleum 
Meth.  for  Safe  Handling  of  Perchlorethylene  Drycleaning 
Meth.  for  Nonamine  Acid  Acceptance  of  Halogenated  Organic 

Spec,  for 

Std.  Test  Meth.  for  Volatile 
1971/  Std.  Meth.  of  Test  for  Color  of  Halogenated  Organic 

Meth.  of  Test  for  Specific  Gravity  of  Halogenated  Organic 
eth.  of  Test  for  Nonvolatile  Matter  in  Halogenated  Organic 
Std.  Test  Meth.  for  Ester  Value  of  Lacquer 
Std.  for  Hydrocarbon 

d  Products  (/  Std.  Meth.  of  Sampling  and  Testing  Volatile 

Std.  Test  Meth.  for  Heptane  Miscibility  of  Lacquer 
ne  Point  (and  Mixed)  of  Petroleum  Products  and  Hydrocarbon 
Meth.  for  Nonamine  Acid  Acceptance  of  Halogenated  Organic 
(1965)  Application  (Guide)  of 

Std  Meth.  of  Test  for 
Potassium 

Aqueous 

m  Relative  to  the  Universal  Leader  for  Ml  Rec.  Pract.  for 

Rec.  Pract.  for  Qualifying  A 

Product  Spec,  for  Noncombustible 
Std.  Meth.  of  Measuring 
Meth.  of  Measuring 
Exterior 
Exterior 

Rec.  Pract.  for  the  Test  Procedure  for  Exterior 
ricultural  and  Construction  Industrial  E/  Rec.  Pract.  for 

Std.  for  4  Channel 

(1968)  Spec,  for  Measurement  of 

Application  (Guide)  of 
for  Piezoelectric  (Including  Ferro  Electric)  Pressure  and 

Std.  Test  Code  for 
Std.  for 
Room  Air  Conditioner 

Ir  1667  (1969)  Std.  Dimensions  for  Magnetic 

Std.  Dimensions  of  Photographic 
Std.  Meth.  for  Determining  Flutter  Content  of 
riping  of  35mm  Motion  Picture  Film  for  Four  Track  Magnetic 
or  1,  000  Cycle  Balancing  Test  Film  for  35mm  Motion  Picture 
scanning  Beam  Uniformity  Test  Film  for  35mm  Motion  Picture 
Spec,  for  Theater  Test  Film  for  Motion  Picture  Projection 
ncluding  Phonographs  with  Driven  Turntables  and  Mechanical 
Tent.  Classification  for  Determination  of 
Uniform  Pract.  for  Tape 
esium  Sulfate  <1968)  Std.  Test  Meth.  for 

Std.  Test  Meth.  for 

nesium  Sulfate  (1971 )  AASHO  T104  Std.  Meth.  of  Test  for 

t  Coatings  (On/  Rec.  Pract.  and  Std.  Covering  Insulating, 

ing  Torque  Type  Hex  Locknuts  (1968)  Std.  for  Grade  and 

r  (R1970)  Std.  Meth.  of  Calibrating  a  Light 

Principles  and  Practices  for  Prevention  of  Mosquito 
Rec.  for  Choosing  Light 
Std.  for  Simulated  Incandescent  Tungsten 
Rec.  Guide  for  Spec,  of  Signal 
ral  Glued  Laminated  Timber,  of  Douglas  Fir,  Western  Larch, 
ural  Glued  Laminated  Timber  of  Douglas  Fir,  Western  Larch, 

Std.  Grading  Rules  for 

0) 

d.  Grade  Names,  and  Working  Stresses.  (1970) 

Std.  Sizes  for  Rough  Sawn 
Std.  Spec,  for  Structural  Glued  Laminated 
ervative  and  Quality  Control  Programs  for  Pressure  Treated 
r  Using  E  Rated  and  Visually  Graded  Lumber  of  Douglas  Fir, 
Std.  Test  Meth.  for  Ash  in  Casein  and  Isolated 
Std.  Meth.  for  Fixed  Ash  in  Casein  and  Isolated 
Std.  Test  Meth.  for  Nitrogen  in  Casein  and  Isolated 
Std.  Test  Meth.  for  Oil  in  Casein  and  Isolated 
.  Test  Meth.  for  Alkali  Requirement  of  Casein  and  Isolated 
test  Meth.  of  Test  for  Free  Acidity  in  Casein  and  Isolated 
Std.  Spec,  for  Distilled 
Tent. 

Trading  Rules  for  the  Purchase  and  Sale  of 
Tent.  Meth.  for  Grading 
Std.  Spec,  for  Degummed 
Std.  Spec,  for  Refined 
Trading  Rules  for  the  Purchase  and  Sale  of 
d  Measuring  Procedures  for  Bulk  Shipments  and  Transfers  of 


970) 


Rec.  Std.  for  Screen  Cloth  Wire 
Rec.  Pract.  for  Man  Rated 


Solvent  Type  Paints  (1968)  Std.  Meth.  ASTM  D2350 

Solvent  Type  Paints  (1969)  Std  ASTM  D2621 

Solvent  (LPG)  for  Preparing  Pentachlorophenol  Solutions  ASTM  D2605 

Solvent  (LPG)  Penta  Solution  for  Above  Ground  Use  (1971  AWPB  LP-4 

Solvent  (LPG)  Penta  Solution  for  Ground  Contact  Use  (19  AWPB  LP-44 

Solvent  (1970)  LCATA  ♦! 

Solvent,  Degreasing  Grade  (1968)  Std.  Test  ASTM  D2107 

Solvent,  Petroleum  (1971)  SAE  AMS3160D 

Solvents  and  Diluents  (1969)  ASTM  D1296 

Solvents  and  Their  Admixtures  (Platinum  Cobalt  Scale)  ASTM  D2108 

Solvents  and  Their  Admixtures  (1971 )  Std.  ASTM  D21 1 1 

Solvents  and  Their  Admixtures  (1971)  Std.  M  ASTM  D2109 

Solvents  and  Thinners  (1969)  ASTM  D1617 

Solvents  for  Oil  Bome  Preservatives  (1971)  AWPA  P9-71 

Solvents  for  Use  in  Paint,  Varnish,  Lacquer,  and  Relate  ASTM  D268 

Solvents  (R1968)  ASTM  D1476 

Solvents  (1970)  ANSI  Zll. 101  /  Meth.  of  Test  for  Anili  ASTM  D611 

Solvents,  Degreasing  Grade  (Nonreflux  Meth.)  (1971)  /T  ASTM  D2942 

Sone  Loudness  Ratings  for  Non  Ducted  Air  Moving  Devices         AMCA  302 

Sonic  Shear  Stability  of  Polymer  Containing  Oils  (1970)  ASTM  D2603 

Sorbate  (1965)  CTFA  90 

Sorbic  Acid  (1965)  CTFA  89 

Sorbitol  Solution  (1951)  CTFA  36 

Sound  and  Picture  Synchronization  of  Motion  Picture  Fil  SMPTE  RP25 

Sound  Data  Acquisition  System  (1970)  ■         SAE  J184 

Sound  Deadening  Board  in  Wall  Assemblies  (1969)  AIMA  4 

Sound  Deadening  Board  in  Wall  Assemblies  (1969)  AIMA  5 

Sound  Generated  by  Hydraulic  Fluid  Power  Motors  (1971)       -      NFLDP  T3.9.14 

Sound  Generated  by  Hydraulic  Fluid  Power  Pump  (1970)  NFLDP  T3.9.70.12 

Sound  Level  for  Heavy  Trucks  and  Buses  (1969)  SAE  J336 

Sound  Level  for  Heavy  Trucks  and  Buses  (1969)  SAE  J366 

Sound  Level  for  Snowmobiles  (1970)  SAE  J192 

Sound  Level  Measurements  at  the  Operator  Station  for  Ag  SAE  J919A 

Sound  Magnetic  Tape  Records  (1971)  EIA  RS387 

Sound  on  High  Speed  Helical  and  Herringbone  Gear  Units  AGMA  295.03 

Sound  Power  Ratings  for  Ducted  Air  Moving  Devices  (1965  AMCA  303 

Sound  Pressure  Transducers  (1969)  /Td.  Spec,  and  Tests  ISA  S37.10 

Sound  Rating  Air  Moving  Devices  (1967)  AMCA  300 

Sound  Rating  of  Room  Fan  Coil  Air  Conditioners  (1970)  ARI  443 

Sound  Rating  Std.  (1971)  AHAM  RAC-2SR 

Sound  Record  on  Super  8  Motion  Picture  Film  Perforated  ANSI  PH22.164 

Sound  Record  on  16mm  Motion  Picture  Prints  (1969)  ANSI  PH22.41 

Sound  Recorders  and  Reproducers  ( 1 954)  ANSI  Z57.1 

Sound  Release  Prints  (1970)  /Dimensions  of  Magnetic  St  ANSI  PH22.177 

Sound  Reproducers  (1960)  Std.  F  ANSI  PH22.67 

Sound  Reproducers  (1969)  Spec,  for  ANSI  PH22.65 

Sound  Reproducing  Systems  (1969)  Rec.  Pract.  SMPTE  RP35 

Sound  Reproduction  (1971)  /Ty  Std.  for  Electric  Toys  I  UL  696 

Sound  Transmission  Class  (1970)  ASTM  E413T 

(Sound)  and  Film  (Motion  Picture)  Synchronization  (1969)  PSA  7 

Soundness  of  Aggregate  by  Use  of  Sodium  Sulfate  or  Magn  AASHO  T104 

Soundness  of  Aggregates  by  Freezing  and  Thawing  (1962)  AASHO  T103 

Soundness  of  Aggregates  by  Use  of  Sodium  Sulfate  or  Mag  ASTM  C88 

Soundproofing  and  Sheathing  Materials  and  Fire  Retardan  ABYC  H17 

Source  Identification  Marking  of  Grades  B  and  C  Prevail  IFI  108 

Source  Used  for  Accelerating  the  Deterioration  of  Rubbe  ASTM  D749 

Sources  Associated  with  Irrigation  (1968)  ASAE  R267.2 

Sources  for  General  Lighting  (1967)  lES  CP32 

Sources  for  Photographic  Sensitometry  (1969)  ANSI  PH2.35 

Sources  (1955)  IEEE  109 

Southern  Pine  and  California  Redwood  (1970)  /R  Structu  AITC  203 

Southern  Pine  and  California  Redwood  (1971)  /or  Struct  AITC  117 

Southern  Pine  Lumber  (1970)  SPIB  1 

Southern  Pine  Maximum  Spans  for  Joists  and  Rafters  (197  SFPA  TB2 

Southern  Pine  Rec.  Grade  Use  Guide;  Including  Sizes,  St  SFPA  TBI 

Southern  Pine  Siding  (1970)  SFPA  TB4 

Southern  Pine  Timber  (1965)  AITC  '2 

Southern  Pine  (1970)  Rec.  Pres  SFPA  TB6 

Southern  Pine,  Hem-Fir,  and  Lodgepole  Pine  (1971)  /M be  AITC  120 

Soy  Protein  (R1968)  ASTM  D1797 

Soy  Protein  (R1968)  ASTM  D1798 

Soy  Protein  (R1968)  ASTM  D1803 

Soy  Protein  (1968)  ASTM  D1804 

Soy  Protein  (1968)  Std  ASTM  D1800 

Soy  Protein  (1968)  Std.  ASTM  D1801 

Soybean  Fatty  Acids  (R 1969)  ASTM  D1537 

Soybean  Lecithin  Spec.  (1970)  NSPA  *3 

Soybean  Meal  (1970)  NSPA  M 

Soybean  Oil  for  Color  (1970)  NSPA  *5 

Soybean  Oil  (R1969)  ASTM  D124 

Soybean  Oil  (1969)  ASTM  D1462 

Soybean  Oil  (1970)  NSPA  *2 

Soybean  Oil  (1970)  /.  Std.  for  Inspection,  Sampling  An  NSPA  M 

Space  Block  Steel  Wire  (LBeam  Shape)  (1962)  SWA  "139 

(Space  Cloth,  Hardware,  Fly  and  Insect  and  Fine  Mesh)  (1  SWA  '77 

Space  Facilities  (1969)  ASTM  E348 
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Clio/  Std.  Safely  Requirements  for  Temporary  and  Portable 

th.  for  Determination  of  the  Particle  Size  Distribution  of 
Rec.  Pract.  for  Ionization  Gage  Application  to 
Test  Meth.  for  Evaluating  Aerosol  and  Pressurized 
ria  and  Tests  for  Aerospace  Ground  Equipment  in  Support  of 
Tests  for  Piezoelectric  Acceleration  Transducers  for  Zero 
the  Time  Averaged  Vapor  Pressure  in  a  Controlled  Humidity 

Std.  for  Air 
Rec.  Std.  for  Dent 

terconnecting  Device,  Electrical,  Wire  Terminating  Blocks, 
Piston  Ring  Wire  (Segment,  Expander, 
c.  Tolerances  for  Spoke  Type  Wheels,  Demountable  Rims,  and 
Steel  Rotary  Slitting  Knives  and  Steel 
Std,  Meth.  for  Measurement  of  Lattice 
Std.  for  Electrical  Terminals;  Eyelet  and 
Std.  Test  Meth.  Using  Antimony  Trichloride 
Std.  Meth.  of  Panel 
Std.  Meth.  of  Panel 
Std.  Meth.  of  Panel 

Redwood  Deck  Construction  (1971)  Suggested 
a  for  (Railway)  Cars  of  a  New  or  Untried  Type  Built  with  A 

Meth.  for  Zero 

Simplified 

Meth.  for  Fiber  Orientation  and  Squareness  of  Paper  (Zero 
Southern  Pine  Maximum 
Safe  Loads  in  Pounds  Per  Inch  in  Width  and 
Std.  for  Performance  Requirement  Work  Holder  Airframe 
el  Railroad  Locomotive  Engines)  (1971)  Std.  for 

in  Railroad  Locomotives  (1970)  Rec.  Pract.  for 

Nomenclature  for 
Std.  for  Engine  Rating  Code; 

Std.  for 

Rec.  Pract.  for  Preignition  Rating  of 
St  Iron  Brake  Shoes  (1970)  Std.  for  Application  of 

es.  Minerals,  and  Rocks  by  the  Fire  Assay  Preconcentration 
Std.  Turnout  Plans  (Trackwork  Plans  and 
Application,  Fittings,  Storage,  Care  Maintenance  Std.  and 

Battery  Materials 

0)  Storage  Battery 

Ultrasonic  Examination  of  Plain  and  Clad  Steel  Plates  for 
Std.  Meth.  for  Chemical  Analysis  of 
Std.  F  Interlocking  Coupler  for 
Spec,  for 
Std.  Spec,  for 

Gated  (Galvanized)  by  the  Hot  Dip  Process  Drawing  (Quality, 
Std.  Spec,  for  Carbon  Steel  Forgings  with 
std.  for  Design,  Construction  and  Operation  of  General  and 
Safety  Std.  for  Wired  Display  Cases  and 
Safety  Std.  for 
Std.  Definitions 

onal  Building  Classification  Code  of  Occupancies  and  Their 
Std.  for  Formed  Tubing  for 
Rec.  Procedures  for  Conducting 
inition  and  Designation  of  Letters  of  Class  L,  N,  T  and  Y, 
d.  for  Library  Binding  (Books,  Magazines,  Periodicals,  and 
Std.  Spec,  for  General  Requirements  for 
ealhed  Electrical  Resistance  Heaters,  for  Nuclear  or  Other 

Steel 
Tent.  Std.  for 

relay  in  Model  1234  Airborne  Gyro  Automatic  Pilot  Equipm/ 
Rec.  Pract.  for  Selecting  and 
rough  the  Curing  Stage  for  Factory  Appli/  Rec.  Pract.  for 

or  Shock  and  Vibration  Measurements  (1960/  Std.  Meth.  for 

Rec.  Pract.  for  Describing  and 

t  Material  (1971) 

Test  Method  for  Determining  Visual  Color  Match  to  Master 
ly  the  Reflectance  of  the  Organic  Components  in  a  Polished 
for  Stiffness  of  Paper  or  Paperboard  (Deflection  with  Own 
Std.  Meth.  for  Test.  Coated  Metal 
Rec.  Pract.  for  Preparation  of  Bar  and  Rod 
9)  Rec.  Pract.  for  Tension  Test 

Meth.  for  Creasing  of  Flexible  Packaging  Material 
Rec.  Pract.  for  Molding 
.  for  Determining  Temperatures  of  Std.  Astm  Molds  for  Test 
terials  (1968)  Rec.  Pract.  for  Compression  Molding  of 

Rec.  Pract.  for  Injection  Molding  of 
Tent.  Test  Meth.  for  Critical  Dilation  of  Concrete 
Rec.  Pract.  for  Exposure  of  Adhesive 
rmining  Compressive  Strength  of  Gypsum  Concrete  From  Field 
Std.  Meth.  of  Measuring  Area  of  Leather  Test 
for  Tensile  Strength  of  Adhesives  by  Means  of  Bar  and  Rod 
meth.  of  Test  for  Green  Strength  of  Compacted  Metal  Powder 
t  for  Transverse  Rupture  Strength  of  Sintered  Metal  Powder 
d  Preservatives  for  Marine  Services  by  Means  of  Small  Size 


Std.  Part  in 


Re 


Space  Heating  Devices  and  Equipment  Used  in  the  Constru 
Space  Insecticide  Aerosol  (1971)  Me 
Space  Simulators  (1970) 

Space  Spray  Insecticides  Against  Flying  Insects  (1971) 
Space  Systems  (Guide  Specification)  (1970)  /Ntal  Crite 

Space  Test.  (1964)  Guide  for  Spec,  and 

Space  (1971)  /.  Reference  Sheet  for  the  Measurement  of 

Spaced  Low  Capacitance  Coaxial  Cables  (1971) 
Spacer  Wire  (1970) 
Spacer  (Feedthru) (1971) 
Spacer)  (1962) 
Spacers;  Rec.  Pract.  (1969) 
Spacing  Collars  (1969) 
Spacing  of  Nuclear  Graphite  (1969) 
Spade  Type  (1968) 

Spall,  for  Porcelain  Enameled  Aluminum  (1968) 

Spalling  Test  for  Fireclay  Plastic  Refractories  (1970) 

Spallmg  Test  for  High  Duty  Fireclay  Brick  (1970) 

Spalling  Test  for  Super  Duty  Fireclay  Brick  (1970) 

Span  Allowances  for  Nonstress  Graded  Redwood  Lumber  for 

Span  Bolster  Arrangement  (1970)  /Tline  of  Test  Criteri 

Span  Breaking  Length  of  Pulp  (1970) 

Span  Tables  for  Joists  and  Rafters  (Lumber)  (1970) 

Span  Tables  for  Light  Frame  Construction  (1971) 

Span  Tensile  Strength)  (I960) 

Spans  for  Joists  and  Rafters  (1970) 

Spans  of  Limestone  Lintels  (1967) 

Spar  Milling  Machine  (1970) 

Spark  Arrester  Test  Apparatus  (for  Nonturbocharged  Dies 

Spark  Arresters  for  Nonturbocharged  Diesel  Engines  Used 

Spark  Arresters  of  Power  Chain  Saws  (1970) 

Spark  Igniter,  Gap  Types  (1971) 

Spark  Ignition  (1971) 

Spark  Plugs  (1969) 

Spark  Plugs  (1970) 

Spark  Shields  to  Cars  Equipped  with  Wooden  Decks  and  Ca 
Spark  Technique  (1971)  /Speclrochemical  Analysis  of  or 

Spec.)  (1969) 

Spec.)  (1970)  IK  (Materials,  Construction.  Tolerances, 

Spec,  Vehicular,  Ignition,  Lighting  and  Starting  (1970 
Spec,  Vehicular,  Ignition,  Lighting,  and  Starting  (197 


64) 


5.20 

47) 
969) 


Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
(Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec: 
Spec 
Spec 
Spec 
Spec 
Spec: 
Spec 
Spec 
Spec: 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 
Spec 


al  Applications  (1971)  /.  Spec,  for  Straight  Beam 

al  Brasses  and  Bronzes  (1970) 
al  Car  Equipment  (1970) 

al  Cushioning  Devices  for  Freight  Cars  (1970) 
al  Duty  Propane  (1968)  ANSI  ZI1.229 

al  Killed  (1971)  /.  Spec,  for  Steel  Sheet,  Zinc  C 

al  Magnetic  Characteristics  (1969) 

al  Purpose  Ac  and  Dc  Switches  Having  a  Maximum  Rat 

al  Purpose  Cabinets  (1971)  ANSI  C3.3.71 

al  Purpose  Marine  Water  Safety  Buoyant  Devices  (19 

al  Report)  Used  in  Boat  and  Yacht  Std.  (1970) 

al  Requirements  (1967)  Nati 

al  Shapes  of  Extruded  Solid  Rubber  Products  (1970) 

al  Tests  in  the  Concrete  Block  Plant  (1969) 

al  Type  Railway  Freight  Cars  (1971)  /Ication,  Def 

al  Volumes)  (1971)  St 

alized  Carbon  and  Alloy  Steel  Pipe  (1971)  ANSI  B12 

alized  Service  (1971)  Std.  Spec,  for  Sh 

alty  Tubular  Products  (1966) 

es  Identification  of  Nonwoody  Vegetable  Fibers  (19 

fying  a  Relay;  Spec,  for  Vending  Machine,  Thermal 

fying  Hot  and  Cold  Rolled  Steel  Sheet  and  Strip  (1 

fying  Properties  of  Paint  From  the  Liquid  State  Th 

fying  the  Characteristics  of  Auxiliary  Equipment  F 

fying  the  Spectrograph  (1968) 

fying:  Resilient  Flooring,  Including  Tile  and  Shee 

men  for  Fabrics,  Vinyls,  Coated  Fiberboards,  and  O 

men  of  Coal  (1969)  /for  Determining  Microscopical 

men  Weight)  (1971)  Test  Meth. 

mens  at  100%  Relative  Humidity  (1968) 

mens  for  Adhesion  Tests  (1969) 

mens  for  Copper  Base  Alloys  for  Sand  Castings  (196 

mens  for  Test.  (1969) 

mens  of  Amino  Plastics  (1969) 

mens  of  Plastics  (1969)  Rec.  Pract 

mens  of  Styrene  Butadiene  Molding  and  Extrusion  Ma 
mens  of  Thermoplastic  Materials  (1969)  ANSI  K66.7 
mens  Subject  to  Freezing  (1971) 
mens  to  High  Energy  Radiation  (1970) 

mens  (1964)  Meth.  for  Dete 

mens  (1968) 

mens  (1969)  Std.  Test  Meth. 

mens  (1970)  Std. 
mens  (1970)  Std.  Test  Meth.  of  Tes 

mens  (1970)  /Th.  of  Accelerated  Evaluation  of  Woo 
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ASTM 

CSMA 

SAE 
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AIO.IO 

AG*25 

E296 

AG*26 

AIR1I67 

RP37.2T 

C677 

WC40 

•36 

1822 

•125 

J851 

B94.3I 

C558 

J561B 

BULT51 

CI80 

C107 

CI  22 

3C2-5 

MSRP-C-8A 

T231 

•2 

•2 

T48I 
TB2 
•8.31 
929 

MSRP-F-253 

MSRP-F-251 

S3. 1-65 

ARP484A 

J245 

J548B 

J549A 

MSRP-L-49 

£400 

•1 

•5 

•1.41 
•1.48 
A578 
E54 

MSRP-C-61 

M921 

D2154 

A642 

A594 

1135 

65 

1123 
S4 

CO-I-III 

•8.31B 

12 

MSRP-L-17 
•1 

A530 

E420 

19 

TIO 

•1.7 

J126 

D2336 

S2.4 

E356 

09650 

J361 

D2798T 

UM-409 

D2247 

D2094 

B208 

T512 

D956 

D958 

D2292 

D1130 

C671 

D1879 

•19.1 

D2347 

D2095 

B312 

B528 

D2481 
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verse,  Longitudinal,  and  Torsional  Frequencies  of  Concrete  Specimens  (1970)  ANSI  A37.82  /St  for  Fundamental  Trans  ASTM  C215 

Std.  Meth,  of  Capping  Cylindrical  Concrete  Specimens  (1971)  ASTM  C617 

Std.  Test  Meth.  for  Direct  Tensile  Strength  of  Rock  Core  Specimens  ( 1971 )  ASTM  D2936 

est  Meth.  for  Unconfined  Compressive  Strength  of  Rock  Core  Specimens  ( 1971 )  Std.  T  ASTM  D2938 

ectral  Emittance  at  Elevated  Temperatures  of  Nonconducting  Specimens  (1971)  Std.  Test  Meth.  for  Normal  Sp  ASTM  E423 

ity  of  Compacted  Bituminous  Mixtures  Using  Paraffin  Coated  Specimens  (1971 )  ANSI  37.107,  AASHO  T166  /Pecific  Grav  ASTM  DI188 

Compacted  Bituminous  Mixtures  Using  Saturated  Surface  Dry  Specimens  (1971t)  /F  Test  for  Bulk  Specific  Gravity  of  ASTM  D2726 

Meth.  for  Identification  of  Specks  and  Spots  in  Paper  (1957)  TAPPI  T445 

nee  Spectrometers  (1969)  Tent.  Test  Meth.  for  Spectral  Bandwidth  and  Wavelength  Accuracy  of  Fluoresce  ASTM  E388 

cting  Specimens  (1971)  Std.  Test  Meth.  for  Normal  Spectral  Emittance  at  Elevated  Temperatures  of  Noncondu  ASTM  E423 

Std,  for  Spectral  Reflectivity  and  Color  of  Paper  (1947)  TAPPI  T442 

Std.  for  Spectral  Reflectivity  and  Color  of  Pulp  (1947)  TAPPI  T216 

using  a  Vacuum  Spectrometer  (1971 )  Std.  Meth.  for  Spectrochemical  Analysis  of  Carbon  and  Low  Alloy  Steel  ASTM  E415 

rc  Technique  (1971)  Std.  Meth.  for  Spectrochemical  Analysis  of  Copper  by  the  Briquet  D-C  A  ASTM  E414 

n  and  Aluminum  (1971)  Std.  Meth.  for  Spectrochemical  Analysis  of  High  Purity  Iron  for  Silico  ASTM  £421 

luble  Aluminum  by  the  Solution  Technique  /  Std.  Meth.  for  Spectrochemical  Analysis  of  Low  Alloy  Steel  for  Acid  So  ASTM  £293 

y  the  Fire  Assay  Preconcentration  Spark  T/  Std.  Meth.  for  Spectrochemical  Analysis  of  Ores,  Minerals,  and  Rocks  B  ASTM  £400 

act.  for  Use  and  Evaluation  of  Mass  Spectrometers  for  Mass  Spectrochemical  Analysis  of  Solids  (1968)  Rec.  Pr  ASTM  £304 

by  the  Point  to  Plane  Technique  Using  an  /  Std.  Meth.  for  Spectrochemical  Analysis  of  Stainless  Type  18-8  Steels  ASTM  £327 

Rec.  Pracl.  for  Photographic  Photometry  in  Spectrochemical  Analysis  (1970)  ASTM  £116 

Pract.  for  Photographic  Processing  of  Plates  and  Films  in  Spectrochemical  Analysis  (1971)  Rec.  ASTM  £115 

Rec.  Pract.  for  Planning  and  Safe  Operation  of  A  Spectrochemical  Laboratory  ( 1 971 )  ASTM  £416 

(1970)  Std.  Test  Meth.  for  Copper  in  Insulating  Oils  Spectrochemically  by  the  Solution  Rotating  Disk  Method  ASTM  D2675 

Rec.  Pract,  for  Describing  and  Specifying  the  Spectrograph  (1968)  ASTM  £356 

rmining  Hermeticity  of  Electron  Devices  with  a  Helium  Mass  Spectrometer  Leak  Detector  (1970)  /Ec.  Pract.  for  Dete  ASTM  F134T 

by  the  Point  to  Plane  Technique  Using  an  Optical  Emission  Spectrometer  (1968)  /Sis  of  Stainless  Type  18-8  Steels  ASTM  £327 

al  Gases  and  Related  Types  of  Gaseous  Mixtures  by  the  Mass  Spectrometer  (1970)  ANSI  Z77.2  /  for  Analysis  of  Natur  ASTM  D1137 

ical  Analysis  of  Carbon  and  Low  Alloy  Steel  Using  a  Vacuum  Spectrometer  (1971)  Std,  Meth.  for  Spcctrochem  ASTM  £415 

ds  (1968)  Rec.  Pract.  for  LIse  and  Evaluation  of  Mass  Spectrometers  for  Mass  Spectrochemical  Analysis  of  Soli  ASTM  £304 

spectral  Bandwidth  and  Wavelength  Accuracy  of  Fluorescence  Spectrometers  (1969)  Tent.  Test  Meth.  for  ASTM  £388 

Std.  Meth.  of  Test  for  Lead  in  Gasoline  by  X-Ray  Spectrometry  (1970)  ASTM  D2599 

and  Its  Derivatives  (1969)  Std.  Test  Meth.  for  Spectrophotometric  Diene  Value  of  Dehydrated  Castor  Oil  ASTM  D1358 

nents  in  Poly  (Vinyl  Chloride)  Compounds  Using  an  Infrared  Spectrophotometric  Technique  (1970)  /Analysis  of  Compo  ASTM  D2i24 

s  in  Industrial  Water  and  Waste  Water  by  Atomic  Absorption  Spectrophotometry  (1970)  Std.  Meth.  of  Test  for  Metal  ASTM  D2576 

d  Man  Made  Fibers,  and  Other  Filling  Materials  by  Infrared  Spectroscopy  (1968)  Identification  of  Natural  An  ABFLO  D-25 

ions  and  References  Relating  to  Nuclear  Magnetic  Resonance  Spectroscopy  (1969)  /Nitlons  of  Terms  Symbols,  Convent  ASTM  £386 

s  of  Treated  Wood  and  Treating  Solutions  by  X-Ray  Emission  Spectroscopy  (1970)  Std.  Method  for  Analysi  AWPA  A9-70 

td.  Definitions  of  Terms  and  Symbols  Relating  to  Molecular  Spectroscopy  ( 1971 )  ASTM  £131 

Spectrum  for  Aldehyde  C-7  (1970)  EOA  281S 

Spectrum  for  Cinnamic  Aldehyde  Dimethyl  Acetal  (1969)  EOA  278S 

Std.  and  Spectrum  for  Citral  Dimethyl  Acetal  (1968)  EOA  273S 

Spectrum  for  Citronellyl  Propionate  (1970)  EOA  283S 

Spectrum  for  Dimethvl  Phenyl  Ethyl  Carbinol  (1969)  EOA  277S 

Spectrum  for  Geranyi  Phenyiacetate  (1970)  EOA  280S 

Spectrum  for  Iso  Eugenyl  Acetate  (1969)  EOA  276S 

Spectrum  for  Isopulegol  (1970)  EOA  282S 

Spectrum  for  Linalyl  Formate  (1969)  EOA  275S 

Spectrum  for  Linalyl  Isobutyrate  (1969)  EOA  274S 

Spectrum  for  Methyl  Diphenyl  Ether  (1970)  EOA  285S 

Spectmm  for  Methyl  Hexyl  Ketone  (1970)  EOA  284S 

Spectrum  for  Phenyl  Ethyl  Phenyiacetate  (1970)  EOA  279S 

pa/  Test  Meth-  and  Criteria  for  Multi  Angle  Two  Parameter  Specular  Gloss  Measurements  of  Color  Television  Safety  EIA  JED66A 

)  PI  T3633,  ASTM  D1223  Tent.  Std,  for  Specular  Gloss  of  Paper  and  Paperboard  at  75  Deg.  (1965  TAPPI  T480 

Std.  Specular  Gloss  of  Waxed  Paper  at  20  Deg,  (1970)  TAPPI  T653 

Std,  Meth.  of  Test  for  20  Degree  Specular  Gloss  of  Waxed  Paper  ( 1970)  ANSI  Zl  1 .177  ASTM  D1834 

Std.  Test  Meth.  for  Two  Parameter,  60  Deg  Specular  Gloss  ( 1969)  ASTM  D1471 

Rec  Pract  Crane  Hoist  Line  Speed  and  Power  Test  Code  (1969)  SAE  J820 

Agricultural  Tractor  Belt  Speed  and  Pulley  Width  ( 1966)  SAE  J720  ASAE  S210.2 

Tractor  Belt  Speed  and  Pulley  Width  (1967)  SAE  J720 

Film  (1970)  Std.  Speed  Classifications  for  Intraoral  Dental  Radiographic  ANSI  PH6.1 

Marine  Diesel  Engine  Governors  and  Speed  Control  Systems  (Std.  Pract.)  (1971 )  DEMA  MD88 

Rec.  Pract.  for  Automatic  Vehicle  Speed  Control  (1970)  SAE  J195 

Spec,  for  Measurement  of  Sound  on  High  Speed  Helical  and  Herringbone  Gear  Units  (1968)  AGMA  295.03 

Std,  Pract,  for  High  Speed  Helical  and  Herringbone  Gear  Units  (1969)  AGMA  421.06 

Residue  of  Paper  Coating  Clays  and  Related  Pigments  (High  Speed  Mixer  Meth.)  (1971)  Suggested  Meth.  for  Screen  TAPPI  T681SU 

Chain  Speed  of  Power  Chain  Saws  (1970)  PSMA  S2.I-70 

recording  (1970)  Std.  Speed  of  2  In.  Tape  for  Quadruplex  Video  Magnetic  Tape  ANSI  C98.4 

Test  Procedures  and  Minimum  Evaluation  Std.  for  2  Speed  Planetary  Transmissions  ( 1971 )  SEMA  12-1 

Std.  Pract.  Helical  and  Herringbone  Gear  Speed  Reducers  for  Oilfield  Pumping  Units  (1969)  AGMA  422.02 

ract.  for  Spur,  Helical  and  Herringbone  Gear  Shaft  Mounted  Speed  Reducers  (1969)  Std.  P  AGMA  480.04 

gle  and  Double  Reduction  Cylindrical  Worm  and  Helical  Worm  Speed  Reducers  (1971)  Std.  Pract.  for  Sin  AGMA  440.04 

f(1971)  Std.  for  Dnlls.  High  Speed  Steel  Threaded  Shank,  Sizes  1/16  In.  Thru  Letter  NSA  965 

Std.  Spec,  for  High  Speed  Tool  Steel  (1969)  ASTM  A600 

Tape  (1970)  High  Speed  Unwind  Adhesion  Test  Meth.  for  Pressure  Sensitive  PSTC  13 

der  Type,  Operation,  Stacking,  Loaded  and  Unloaded,  Travel  Speed)  (1964-69)  /Form  Tests  (Fork  Industrial  Truck  Ri  ITA  4C17-51 

t  Hauls);  Road  Graders;  Mining  and  Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mi  TRA  3 

or  Magnetic  Recording  Instruments  for  the  Home;  Wire  Size,  Speed,  Spools  (1959)  Std.  F  ANSI  Z57.4 

Rec.  Pract.  for  Speedometer  Installation  on  Boats  (1963)  BIA  165 

Rec.  Pract.  for  Instrument  Panel  and  Speedometer  Installation  (Boats)  (1970)  ABYC  S9 

Std,  for  Mechanical  and  Electric  Chart  Drive  Speeds  of  Circular  Charts  ( 1954)  SAMA  PMCl 

rial  Photography  (1969)  Std.  Meth.  tor  Determining  the  Speeds  of  Monochrome  Photographic  Negative  Films  for  Ae  ANSI  PH2.34 

td.  Test.  Meth.  for  Tensile  Properties  of  Plastics  at  High  Speeds  (1969)  ASTM  D2289 

including  Solid  and  Cushion)  for  Industrial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  TRA  5 

Spermaceti  (1959)  CTFA  26 

ing  Characteristics  of  Metallic  Surfaces  Using  Integrating  Sphere  Instruments  (1971)  /  and  Calculation  of  Reflect  ASTM  £429 

M  D1408  Std.  Meth.  for  Calibrating  Spherical  and  Spheroidal  Tanks  (1970)  ANSI  Z11.199,  AST  API  2552 
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Std.  Melh.  for  Calibrating  Spherical  and 
Std.  for  the  Prevention  of  Dust  Ignition  in 
Tent.  Meth.  for  Chemical  Analysis  of  Ferromanganese  and 
Std.  for  Neoprene  Rubber  Gaskets  for  Hub  and 
.  Spec,  for  Compression  Joints  for  Vitrified  Clay  Bell  and 
Std.  Spec,  for  Soft  Steel  Track 
surement  of  Viscosity  of  Adhesives  by  a  Low  Shear  Rotating 
Std.  Test.  Procedure  for  Measuring 

hines  (1968) 

Rec.  Std.  for  Cotton  Pickers 
act.  for  Dimensions  for  16mm  Motion  Picture  Projector  Reel 
g  Oils  From  Woolen  Yarns)/  Test  Meth.  for  Scourability  of 

ability  of  Spinning  Lubricant  (to  Test  the  Removability  of 
and  Plate,  Corrosion  and  Heat  Resistant,  Deep  Drawing  and 
i  Z155/  Std.  Meth.  of  Test  for  Thermal  Deflection  Rate  of 

pract.  for  Gearmotors  Using  Spur,  Helical,  Herringbone  and 

Rec.  Std.  for 

Std.  Meth.  of  Test  for  Mechanical  Torque  Rate  of 

Spec,  for 

Manual  on  Design  and  Application  of  Helical  and 
manual  Including  Spec,  for  Straight,  Circular,  Curved,  and 

Spec,  for 

Packaging  Std.  for  an  Item  in  a  Tube,  Fiber  Papeboard, 

Sash  Balance 
Std.  Spec,  for 

ducts)  (1970)  Std.  for 

projection  Type  (1969)  Std.  Dimensions  of  Cemented 

projection  Type  (1969)  Std.  Dimensions  of  Tape 

Std.  Dimensions  for  35mm  Motion  Picture  Film 
Std.  for  Wrenching  Configuration, 
Std.  for  Square  Head,  Slotted  Headless,  Hexagon  and 

Involute 
Rec.  Pract.  for  Involute 
Std.  for  Small,  Large,  Tubular, 
hydraulic  Flanged  Tube,  Pipe,  and  Hose  Connections,  4  Bolt 
Grading  and  Packing  Rules  for  Certi 
fficult  to  Palletize  (Rec.  for  Featheredge,  Neck  Brick  and 
Std.  Spec,  for  Natural  Muscovite  Mica 
Rec.  Std.  for  Rivet  Wire  (for  Common  or  Solid; 
pract.  (1969)  Rec.  Tolerances  for 

Rec.  Std.  for 
Rec.  Pract.  for 

lity  Conformance  Std.  for  Molded,  Extruded.  Lathe  Cut,  and 
Std.  for  Packaging  of  Cellular  Rubber  Products 
d.  for  Dimensional  Tolerances  of  Cellular  Rubber  Products 
Finish  and  Surface  Condition  of  Cellular  Rubber  Products 
1962)  Std.  Requirements  for 

etic  Recording  Instruments  for  the  Home;  Wire  Size,  Speed, 
Std.  Dimensions  of  Aerial  Film 
Packaging  Std.  for  Raw  Stock  Material  on 
Press  Type, 

70)  Sid.  Pract.  for 

Rec.  Location  of 

Std.  Station  Invoice  Form  for 
Std.  Meth.  of 
Horn  Type 

Three  Phase  Direct  Energy 
Spec,  for  Resistance  Seam  and  Roll 
Std.  for  Resistance 

Welding,  Similar  and  Dissimilar  Metals  Using  Conventional 
ntional  Spot  Welding  (1963)  Electrode  Materials  for 

Meth.  for  Identification  of  Specks  and 
utside  Protection  (Yard  Piping  Supplying  Sprinklers,  Water 
Spec,  for  Coating,  Plasma 
Accepted  Pract.  for 
Test  Meth.  for  Evaluating  Aerosol  and  Pressurized  Space 
mining  Water  Resistance  of  Fiberboard  Shipping  Containers 
Meth.  for  Measuring  Particle  Size  of  Aerosols 
Test  Meth.  for  Water  Repellency  of  Textile  Fabrics 
Meth.  for  Resistance  to  Welting  of  Garment  Type  Leathers 
Std.  for  Creosote  for  Brush  or 
Rec.  Std.  for  Metal 
Sid.  Meth.  for  Adhesion  or  Cohesive  Strength  of  Flame 
Uniform  Terminology  for  Pesticide 
Volumetric  Capacity  of  Box  Type  Manure 
Volumetric  Capacity  of  Open  Tank  Type  Manure 
Volumetric  Capacity  of  Closed  Tank  Type  Manure 
ns.  Wagon  Boxes,  and  Forage  Handling  Adaptations  of  Manure 
nual  for  Motor  Vehicles;  Including  Seat  Adjusters,  Frames, 
types  for  Door)  (1970)  Std.  for 

Rec.  Pract.  for  Housings  for  Single  and  Two  Plate 
Flywheels  for  Single  Plate 
Flywheels  for  Two  Plate 
Rec.  Spec,  for  Helical 


Sid 


Meth.  for  Mea 


Pr 


Spheroidal  Tanks  (1970)  ANSI  Zl  1.199,  ASTM  DI408 
Spice  Grinding  Plants  (1971)  ANSI  Z12.9 
Spiegeleisen  (1970) 

Spigot  Cast  Iron  Soil  Pipe  and  Fittings  (1968) 
Spigot  Pipe  (1971) 
Spikes  (1968) 
Spindle  Apparatus  (1968) 

Spindle  Fil  Composite  Tubes  and  Cores  (1971) 
Spindle  Noses  and  Tool  Shanks  for  Horizontal  Boring  Mac 
Spindle  Wire  (1970) 

Spindles  (1968)  Re. 
Spinning  Lubricant  (to  Test  the  Removability  of  Spinnin 
Spinning  Oils  From  Woolen  Yarns)  (1971)  ANSI  L14.113 
Spinning  (1971)  Spec,  for  Steel  Sheet,  Strip, 

Spiral  and  Helical  Coils  of  Thermostat  Metal  (1970)  Ans 
Spiral  Bevel  Gears  (1971)  Std. 
Spiral  Binding  Wire  (1970) 

Spiral  Coils  of  Thermostat  Metal  (1970)  ANSI  Z155.18 
Spiral  Metal  Stairs  (for  Public  Use)  (1971) 
Spiral  Springs  (Hs9)  (1968) 

Spiral  Types  (1971)  Metal  Stairs 

Spiral  Weld  Line  Pipe  (1971) 
Spiral  Wound  (1971) 
(Spiral)  Wire  (1962) 

Spirits  of  Turpentine  (R1970)  ANSI  K32.1 
Splices  for  Solid  Extrusions  (Extruded  Solid  Rubber  Pro 
Splices  on  8mm  Motion  Picture  Film  Perforated  Super  8, 
Splices  on  8mm  Motion  Picture  Film  Perforated  Super  8, 
Splices  (1971) 

Spline  Drive  Threaded  Fasteners  (1970) 
Spline  Socket  Set  Screws  (1970) 
Splines  and  Inspection  (1970)  SAE  J498c 
Splines;  Wear  Limit,  Definition  of  (1971) 
Split  and  Blind  Rivets  (1970) 

Split  Flange  Type  (1968)  Std.  for 

Split  Handsplit  Red  Cedar  Shakes  (1970) 

Splits)  (1962)  IN  and  Stability  of  Shapes  Which  Are  Di 

Splittings  (1971)  ANSI  C59.71 
Split(Bifurcated);  and  Tubular)  (1970) 

Spoke  Type  Wheels,  Demountable  Rims,  and  Spacers;  Rec. 
Spoke  Wire  (High  Carbon)  (1970) 

Sponge  and  Expanded  Cellular  Rubber  Products  (1968) 
Sponge  and  Expanded  Rubber  Products  (1970)  Qua 
(Sponge  and  Expanded)  (1970) 

(Sponge  and  Expanded)  (1970)  St 
(Sponge  and  Expanded)  (1970)  Std.  for 

Spooling  Photographic  Paper  for  Recording  Instruments 

Spools  (1959)  Std.  for  Magn 

Spools  (1964) 

Spools  (1971) 

Spot  and  Projection  Welder  (1964) 

Spot  Facing  for  Bronze,  Iron  and  Steel  Pipe  Flanges  (19 

Spot  for  Price  Marking  for  the  Grocery  Industry  (1964) 

Spot  Television  Guide  Scheduling  Form  (1970) 

Spot  Television  Schedules  (1970) 

Spot  Test  of  Asphaltic  Materials  (1968) 

Spot  Welder  (1964) 

Spot  Welder,  Portable  Type  (1964) 

Spot  Welders,  Press  Type,  Air  Operated  (1954) 

Spot  Welding  Equipment  (3  Phase)  (1971) 

Spot  Welding  Machine,  3  Phase  (1971) 

Spot  Welding  (1963)  Electrode  Materials  for  Spot 

Spot  Welding,  Similar  and  Dissimilar  Metals  Using  Conve 
Spots  in  Paper  (1957) 

Spray  and  Foam  Systems,  Yard  and  Roof  Hydrants,  Monitor 
Spray  Deposition  (1971) 

Spray  Drying  Systems  for  Milk  and  Its  Products  (1971) 

Spray  Insecticides  Against  Flying  Insects  (1971) 
(Spray  Meth.)  (1970)  Meth.  for  Deter 

(Spray  Patterns)  (1971) 

(Spray  Test)  (1967)  ANSI  L14.60,  ASTM  D583 

(Spray  Test)  (1969)  ANSI  Z109.ll  Std.  Test 

Spray  Treatment  for  Field  Cuts  (1971) 

Spray  Wire  (1970) 

Sprayed  Coatings  (1969) 

Spraying  (1969) 

Spreaders  (Dual  Rating  Method)  (1971) 
Spreaders  (1969) 
Spreaders  (1969) 

Spreaders  (1970)  Volumetric  Capacity  of  Forage  Wago 

Spring  Assemblies,  and  Covering  Materials;  Pad  Supports 

Spring  Hinges;  Hardware  (Jamb,  Pivot,  Screen  and  Dwarf 

Spring  Loaded  Clutches  (1968) 

Spring  Loaded  Clutches;  Rec.  Pract.  (1969) 

Spring  Loaded  Clutches;  Rec.  Pract.  (1969) 

Spring  Lock  Washers  (1970) 


API 
NFPA 
ASTM 
CISPI 
ASTM 
ASTM 
TAPPI 
CCTI 
ANSI 
SWA 
SMPTE 
AATCC 
AATCC 
SAE 
ASTM 
AGMA 
SWA 
ASTM 
NAAMM*33.4 
SAE  J795 
NAAMM*33 
API  5LS 
NSA  3446 
SWA  '132 
ASTM  D13 


2552 
656 
E361 

HSN-68T 
C425 
A65 
T666 
T1I5 
B5.40 
•33 
RP34 
77 
77 

AMS5521C 
B389 
460.05 
'82 
B362 


RMA 
ANSI 
ANSI 
ANSI 
SAE 
IFl 
ANSI 
SAE 
IFI 
SAE 
RCSHS 
RI 

ASTM 
SWA 
SAE 
SWA 
SAE 
RMA 
RMA 
RMA 
RMA 
ANSI 
ANSI 
ANSI 
NSA 
RWMA 
MSS 
GMA 
AAAA 
AAAA 
AASHO  T102 
RWMA  16-1.2 
RWMA 
RWMA 
NSA 
NSA 
RWMA 
RWMA 
TAPPI 


•8.34 

PH22. 172.1 
PH22. 172.2 
PH22.I78 
AS1159 
SEC.H 
B92.1 
ARP1200 
SEC.J 
J518B 
•12 
P242 
D2131 
•75 
J851 
•83 
J18A 
•8.52 
•8.50 
•8.44 
•8.48 
PHI. 27 
Z57.4 
PHI. 2 
3412 
16-1.3 
SP9 
•1-5.5 
•9 
•7 


FI 

SAE 

DFISA 

CSMA 

TAPPI 

CSMA 

AATCC 

ASTM 

AWPA 

SWA 

ASTM 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

SAE 

BHMA 

SAE 

SAE 

SAE 

HWI 


16-1.4 
16-1.31 
1444 

967 

16-1.10 
16-1.10 
T445 
24 

AMS2347 

60700 

AG*26 

T805 

AGMO 

22 

D1913 

P7-68 

*57 

C633 

S327 

S324 

S325 

S326 

S238 

J782A 

1101 

J373 

J618C 

J619C 

•1 
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Std.  for 
Sid,  for  Push  on 

Manual  on  Design  and  Manufacture  of  Coned  Disk 
Rec.  Pract.  for  Journal  Box  Lid  Lug  and  L^id 
Rec.  Pract.  for  Oil  Tempered  Chromium  Vanadium  Valve 
Rec.  Pract.  for  Hard  Drawn  Carbon  Steel  Valve 
Std.  Spec,  for  Steel  Wire.  Oil  Tempered  Carbon  Valve 

Regulator 
Clock 

ion  Resistant  12cr  -  8.5ni  -  0.30  (Cb+ta)  -  1.1  Ti  -  2.0cu 
Spec,  for  Steel  Wire,  Corrosion  Resistant. 
Rec.  Pract.  for  Hard  Drawn  Mechanical 
Rec.  Pract.  for  Music  Steel 
Rec.  Std.  for 
Rec.  Std  for 
Door  Closer 
Shade  Roller 
Rec.  Std.  for  Curtain  Rod 
Rec.  Std.  for  Hood  Hmge 
Rec.  Std.  for  Overhead  Door 
Door  Lock  Wire  (Lock 
Std.  for  Freight  Car  D6  Truck 
Std.  Part  Pins, 
Std.  for  Leaf 

Manual  on  Design  and  Manufacture  of  Torsion  Bar 
Design  and  Manufacture  of  Coned  Disk  Spring  or  Belleville 
Manual  on  Design  and  Application  of  Helical  and  Spiral 
Rec.  Pract.  for  Hard  Drawn  Mechanical  Spring  Wire  and 
1  Tempered  Chromium  Vanadium  Valve  Spring  Quality  Wire  and 
Rec.  Pract.  for  Music  Steel  Spring  Wire  and 
Rec.  Pract.  Meth.  for  Test,  and  Comparing  Trailer  Leaf 
t.  for  Oil  Tempered  Chromium;  Silicon  Alloy  Steel  Wire  and 
for  Hard  Drawn  Carbon  Steel  Valve  Spring  Quality  Wire  and 
Std.  Spec,  for  Steel  Wire,  Hard  Drawn  for  Mechanical 
er  Forming  (1971)  Spec,  for 

Std.  for  Freight  Car  D3  Truck 
Std.  for  Freight  Car  D5  Truck 
Std.  for  Freight  Car  D4  Truck 
969)  Procedure  for 

Minimum  Installation  Spec,  for  Turf 
Guide  Spec,  for  Underground 

1969) 

Std.  Model  a  Accelerator  for 

Rec.  for  the  Inspection  and  Maintenance  of 
Std.  for  the  Installation  of 
Rec.  Pract.  for  the  Care  and  Maintenance  of 
Hydr/  Std.  for  Outside  Protection  (Yard  Piping  Supplying 

Spec,  for  Oil  Field  Roller  and  Transmission  Chain  and 
west  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka 
west  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Sitka 
Std.  for  Rating  of  Worm  and 
reducers  (1969)  Std.  Pract.  for 

Geometry  Factors  for  Determining  the  Strength  of 
Std.  Pract.  for  Gearmotors  Using 
n  the  Frequency  Range  of  100  to  1000/  Std,  Measurement  of 

Std.  Indexable,  Throw  Away,  (Round,  Triangular, 

Std.  for 
Std.  for 

ication  (1/  Std.  Meth.  of  Test  for  Stiffness  of  Bare  Soft 

omponents  (1968)  ANSI  89/  Static  Pressure  Rating  Meth.  of 

size  Combinations  and  Rod  End  Configurations  for  Cataloged 
i  B93.15  Mounting  Dimensions  for 

t  Set  Screws  (1970)  Std,  for 

Meth.  for  Fiber  Orientation  and 
Bolts,  Screws  and  Studs,  Straightness,  Concentricity,  and 
Rec.  Std.  for  Torpedo  or 
Meth.  for  Comparing  the  Color 
strial  Truck  Rider  Type,  Operation,  Stacking,  Loaded  And/ 
nee  Requirements  for  Stopping  Power,  Traction  and  Steering 
(1970)  ANSI  Z11.60  Std.  Meth.  of  Test  for  Oxidation 

Std.  Meth.  of  Test  for  Thermal 
Rec.  Pract.  for  Detecting  Swell,  Growth,  and  Dimensional 
1970)  Std.  Meth.  of  Test  for 

Test  Meth.  for  Dimensional 
Std.  Test.  Procedure  for  Dimensional 
errell  Test)  (1968)  ANSI  C59.124  Std.  Test  Meth.  for 

hod  (1970)  ANSI  Z11.65  Std.  Meth  of  Oxidation 

Std.  Test  Meth.  for  Freeze  Thaw 
nee)  (1970)  Meth.  for  Relative 

Std.  Meth.  of  Test  for  Sonic  Shear 
Std.  Test  Meth.  for  Thermal  Oxidative 
orrugated  or  Fiber  Board  Trays  for  Interior  Protection  and 
969)  ANSI  G55.16  Std.  Meth.  of  Test  for  Heat 

Rec.  Pract.  for  Crane  Load 


Spec,  for  Steel  Wire,  Corros 


Manual  on 


Rec.  Pract.  for  Oi 


Rec.  Prac 
Rec.  Pract. 


Spring  Nuts  (1970) 
Spring  Nuts  (1970) 

Spring  or  Belleville  Springs  (Hs  63)  (1968) 
Spring  Pad  Gage  (1970) 
Spring  Quality  Wire  and  Springs  (1969) 
Spring  Quality  Wire  and  Springs  (1970) 
Spring  (Quality  (1971) 
Spring  Steel  Wire  (1962) 
Spring  Steel  (1962) 
Spring  Temper  (1970) 
Spring  Temper  (1971) 
Spring  Wire  and  Springs  (1969) 
Spring  Wire  and  Springs  (1970) 
Spring  Wire  (Mechanical)  (1970) 
Spring  Wire  (Upholstery  Construction)  (1970) 
Spnng  Wire  (1962) 
Spnng  Wire  (1962) 
Spring  Wire  (1970) 
Spring  Wire  (1970) 
Spnng  Wire  (1970) 
Spnng  Wire)  (1962) 
Spnng  (Railway)  (1966) 

Spring,  Slotted  and  Coiled,  Heavy  Duty  (1971) 
Springs  for  Motor  Vehicle  Suspension  (1970) 
Spnngs  (Hs  26)  (1970) 
Spnngs  (Hs  63»  (1968) 
Springs  (Hs9)  (1968) 
Spnngs  (1969) 
Spnngs  (1969) 
Spnngs  (1970) 
Springs  (1970) 
Spnngs  (1970) 
Springs  (1970) 
Springs  (1971)  ANSI  G54.1 

Springs,  Steel,  0.85  -  1.05c,  Hardened  and  Tempered  Aft 

Springs,  Total  Travel  2  1/2  In.  (Railway)  (1970) 

Springs,  Total  Travel  3  11/16  In.  (Railway)  (1970) 

Spnngs,  Total  Travel  3  1/16  In.  (Railway)  (1970) 

Sprinkler  Distribution  Testing  for  Research  Purposes  (1 

Sprinkler  Irrigation  Systems  (1966) 

Sprinkler  Irrigation  Systems  (1968) 

Sprinkler  Irrigation  (for  Farms)  Technical  Data  Sheet 

Sprinkler  System  (1971) 

Sprinkler  Systems  Leakages  (1961) 

Sprinkler  Systems  (1971 ) 

Sprinkler  Systems  (1971) 

Sprinkler  Systems  (1971) 

Sprinklers,  Water  Spray  and  Foam  Systems,  Yard  and  Roof 
Sprockets  (1970) 

Spruce)  (1970)  IS  for  West  Coast  Lumber  (Douglas  Fir, 

Spruce)  (1971)  /S  for  West  Coast  Lumber  (Douglas  Fir, 

Spur  Gear  Winches  (1970) 

Spur,  Helical  and  Herringbone  Gear  Shaft  Mounted  Speed 
Spur,  Helical,  Herringbone  and  Bevel  Gear  Teeth  (1970) 
Spur,  Helical,  Herringbone  and  Spiral  Bevel  Gears  (1971 
Spurious  Radiation  From  FM  and  TV  Broadcast  Receivers  I 
Square  and  Diamond)  Inserts  for  Cutting  Tools  (1969) 
Square  and  Hex  and  Wing  Nuts  (1970) 
Square  and  Hex  Bolts  and  Screws  (1970) 
Square  and  Hex  Nuts  (1969) 

Square  and  Rectangular  Copper  Wire  for  Magnet  Wire  Fabr 
Square  Head  Fluid  Power  Cylinders  Pressure  Containing  C 
Square  Head  Industrial  Fluid  Power  Cylinders  (1968)  ANS 
Square  Head  Industrial  Fluid  Power  Cylinders  (1969)  ANS 
Square  Head,  Slotted  Headless.  Hexagon  and  Spline  Socke 
Squareness  of  Paper  (Zero  Span  Tensile  Strength)  (1960) 
Squareness  Requirements  (1970)  Std.  for 

Squib  Wire  (1970) 
Stabilities  of  Photographs  (1969) 

Stability  and  Safety,  Tilting  Platform  Tests  (Fork  Indu 

Stability  for  Regular  Bicycles  (1970)  /D.  for  Performa 

Stability  of  Aviation  Fuels  (Potential  Residue  Methods) 

Stability  of  Aviation  Turbine  Fuels  (1970)  ANSI  Z11.I48 

Stability  of  Brake  Linings  (1970) 

Stability  of  Distillate  Fuel  Oil  (Accelerated  Method) 

Stability  of  Epoxy  Casting  Compounds  (1969) 

Stability  of  Fibre  Tubes  and  Cores  (1967) 

Stability  of  Insulating  Oils  Under  Electrical  Stress  (M 

Stability  of  Lubricating  Greases  by  the  Oxygen  Bomb  Met 

Stability  of  Multicolor  Lacquers  (1968) 

Stability  of  Paper  (by  Effect  of  Heat  on  Folding  Endura 

Stability  of  Polymer  Containing  Oils  (1970) 

Stability  of  Propylene  Plastics  (1969) 

Stability  of  Shapes  Which  Are  Difficult  to  Palletize  (R 

Stability  of  Steam  Turbine  Shafts  and  Rotor  Forgings  (1 

Stability  Test  Code  (1969) 


SAE 

J891A 

SAE 

J892A 

SAE 

J798 

AAR 

MSRP-B-32 

SAE 

J132 

SAE 

J172 

ASTM 

A230 

SWA 

*129 

SWA 

♦100 

SAE 

AMS5672 

SAE 

AMS5688F 

SAE 

J113 

SAE 

J178 

SWA 

•84 

SWA 

•85 

SWA 

•106 

SWA 

•136 

SWA 

•35 

SWA 

•47.1 

SWA 

•59.1 

SWA 

•107 

AAR 

MSRP-D-74 

NSA 

561 

SAE 

J510B 

SAE 

J796A 

SAE 

J798 

SAE 

J795 

SAE 

J113 

SAE 

J 132 

SAE 

J178 

TTMA 

RP32-70 

SAE 

J157 

SAE 

J172 

ASTM 

A227 

SAE 

AMS7304B 

AAR 

MSRP-D-71 

AAR 

MSRP-D-73 

AAR 

MSRP-D-72 

ASAE 

R330 

SIA 

A66 

CSI 

2741 

ASAE 

S262T 

EMS 

2-80 

FMS 

10-24 

FMS 

2-81 

NFPA 

13 

NFPA 

13A 

FI 

24 

API 

MF 

WCLIB 

16 

WCLIB 

•1 

SAE 

J706A 

AGMA 

480.04 

AGMA 

226.01 

AGMA 

460.05 

EIA 

RS378 

ANSI 

B94.25 

IFI 

SEC.D 

IFI 

SEC. A 

SAE 

J104 

ASTM 

B279 

NFLDP 

T3.6.68.5 

NFLDP 

T3.6.67.4 

NFLDP 

T3.6.7 

IFI 

SEC.H 

TAPPI 

T481 

SAE 

AS3063 

SWA 

•93 

ANSI 

PHI. 42 

ITA 

4C 17-51 

BMA 

6/3 

ASTM 

D873 

ASTM 

D1660 

SAE 

J160 

ASTM 

D2274 

SPI 

ERF14 

CCTI 

TI19 

ASTM 

D2298 

ASTM 

D942 

ASTM 

D2337 

TAPPI 

T453 

ASTM 

D2603 

ASTM 

D2445 

RI 

P242 

ASTM 

A472 

SAE 

J765A 

350 


Office  of  Engineering  and  Information  Processing  Standards 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


Rec.  Pract.  for  Level  Boal  Flotation 
cuum  Induction  Melted  1825-1900f  (996. 1-1037. 8c)  Solution, 
trade  or  Vacuum  Induction  Melted  1975f  (1079.4c)  Solution. 

Std.  Spec,  for  Lime  for  Soil 
acuum  Induction  Melted  1825-1900  (996.l-1037.8c)  Solution, 
acuum  Induction  Melted  1825-1900  (996. 1-1037.80  Solution, 
rode  or  Vacuum  Induction  Melted.  1750  F  (954.4c)  Solution, 
spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium 
spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium 
or  Rolled  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium 
spec,  for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium 
test  for  Relaxation  and  Felling  Shrinkage  in  Laundering  of 
anium  Alloy  Forgings  8al-lmo-lv;  Solution  Heat  Treated  and 
loy  Bars  and  Rings  8al  -Imo  -  Iv  Solution  Heat  Treated  and 
Dibasic  Calcium  Phosphate, 
Std.  Nomenclature  for  Pallet 
alform  Tests  (Fork  Industrial  Truck  Rider  Type,  Operation, 
Std.  Meth.  for  Sampling 
Tent.  Meth.  of  Test  for  Coincident  Current  Memory  Core 
operties  of  Paint  From  the  Liquid  State  Through  the  Curing 

Std.  for  Single 

presentations  on  Educational  and  Community  Proscenium  Type 

Std.  Test  Meth.  for 
Rec.  Pract.  for  Determining  Relative 
Pressure  Sensitive  Tape 
Std.  Meth.  of  Test  for 

r  Compounding  Ingredients  (1968)  Std.  Test  Meth.  for 

Meth.  for  Alkali 
Pressure  Sensitive  Tape  Latent 
el  Steel  Plate,  Sheet,  and  Strip  for  Fusi/  Std.  Spec,  for 

e,  Sheet,  and  Strip  (1969)  Std.  Spec,  for 

t  and  Strip  (1969)  Std.  Spec,  for  High  Strength 

t,  and  Strip  (1969)  Std.  Spec,  for 

um  Nickel  Manganese  Steel  Plate,  Sheet,  A/  Std.  Spec,  for 

Std.  Spec,  for  Hot  Rolled  and  Cold  Finished  Age  Hardening 
spec,  for  General  Requirements  for  Delivery  of  Flat  Rolled 

Nu/  Spec,  on  the  Mechanical  and  Quality  Requirements  for 

Test,  of  Seamless  and  Welded  Tubular  Products.  Austenitic 
r  Bulk  Delivery  And/or  Farm  Pick  Up  Se/  Sanitary  Std.  for 

71)  Std.  Spec,  for 

igh  Temperature  Service  (1966/  Std.  Spec,  for  Martensitic 

Std.  for  Wrought 
Rec.  Pract.  for  Protection  of  Austenitic 
Std.  Spec,  for  Seamless 
Std.  Spec,  for  Seamless  and  Welded  Austenitic 
Std.  Spec,  for  Copper  Clad 
Std.  Spec,  for 
Std.  Spec,  for  Sintered  Austenitic 
Std.  Spec,  for  Seamless  and  Welded  Austenitic 
Std.  Spec,  for  Seamless  and  Welded  Austenitic 
Rec.  Pract.  for  Preparation  of  and  Electroplating  on 
t.  for  Detecting  Susceptibility  to  Intergranular  Attack  in 
Iding  of  Transition  Joints  Between  Ferritic  and  Austenitic 
Std.  for  Chemical  Compositions  of  SAE  Wrought 
inishes  Manual  Including  Std.  for  Aluminum,  Copper  Alloys, 
que  Using  an  /  Std.  Meth.  for  Spectrochemical  Analysis  of 

chromium  Nickel  Iron/  Std.  Meth.  for  Chemical  Analysis  of 

urved,  and  Spiral  Types  (1971 )  Metal 

Spec,  for  Straight  Metal 
Spec,  for  Circular  Metal 
Spec,  for  Curved  Metal 
Spec,  for  Spiral  Metal 
meth.  of  Evaluating  Wood  Preservatives  by  Field  Tests  with 
Prefabricated  Shower  Receptors,  Shower 
ents;  Relief  Devices;  Rules  for  Test,  Inspection,  Marking, 
Code  for  Safety  Tests,  Inspection, 
Code  of  Alternative  Rules  for  Marking  and 
or  Meth.  of  Determining  Plastic  Deformation  in  Sheet  Steel 
emiock.  Western  Red  Cedar,  White  Fir  and  Sitka  Spr/  Grade 
Rec.  Pract.  for  the  Installation  of  Rails, 
Std.  for 

way  Cars)  (1971) 

Std.  for  Preparation  and 
(1971)  Std.  Pract.  for 

Std.  for  Installation  of 
r  Spray  and  Foam  Systems,  Yard  and  Roof  Hydrants,  Monitor, 

Rec.  Pract.  for  Test 
Portable 

969)  Std.  Test  Meth.  for  Total  Iron  in  Iron  Ores  by 

Rec.  Std.  for  Shoe  Wire  (Slugging, 
Rec.  Std.  for  Preformed 


Stability  (1969) 

Stabilization  and  Precipitation  Heat  Treated  (1966) 
Stabilization  and  Precipitation  Heat  Treated  (1970) 
Stabilization  (1968) 

Stabilization,  and  Precipitation  Heat  Treated  (1970) 
Stabilization,  and  Precipitation  Heat  Treated  (1970) 
Stabilization,  and  Precipitation  Heat  Treated  (1971) 
Stabilized  Alloy  Bar  and  Wire  (1970) 
Stabilized  Alloy  Billets  and  Bars  for  Reforging  (1970) 
Stabilized  Alloy  Pipe  Flanges,  Forged  Fittings  and  Valv 
Stabilized  Alloy  Plate,  Sheet,  and  Strip  (1970) 
Stabilized  Knit  Wool  Fabrics  (1970)  ANSI  L14.130 
Stabilized  (1970) 


Std 


cracking  by  Use/ 


on  (1970) 
1971) 

bl25.15 
vice  (1969/ 


BIA  305 
SAE  AMS5704A 
SAE  AMS5709A 
AASHO  M216 
SAE  AMS5706D 
AMS5707C 
AMS5703 
B473 
B472 
B462 
B463 
D1284 
AMS4973A 
AMS4972A 
35 
*4 

4CI7-51 
D2928 
F124T 
D2336 


SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

CTFA 

RMI 

ITA 

ASTM 

ASTM 

ASTM 


NEMA  SM22 
lES  CP34 


Rec.  Std.  for  Card  Wire 
Rec.  for  Nailing  and 
Gypsum  Lath  Floating  Angle  Construction  and  Nailing  and 


n  Removal  From  Multicolor  Lacquers  (1968) 
n  Resistance  of  Plastics  (1968) 
n  Resistant  Test  for  Finishing  (1959) 
ning  of  Oil  and  Resin  Base  Caulking  Compounds  (1966 
ning  of  Poly  (Vinyl  Chloride)  Compositions  by  Rubbe 
ning  Resistance  of  Paper  (1970) 
ning  Test  of  Surface  Finishes  (1961 ) 
nless  and  Heat  Resisting  Chromium  and  Chromium  Nick 
nless  and  Heat  Resisting  Chromium  Nickel  Steel  Plat 
nless  and  Heat  Resisting  Chromium  Nickel  Steel  Shee 
nless  and  Heat  Resisting  Chromium  Steel  Plate,  Shee 
nless  and  Heat  Resisting  Corrosion  Resisting  Chromi 
niess  and  Heat  Resisting  Steel  Bars  and  Shapes  (197 
nless  and  Heat  Resisting  Steel  Plate,  Sheet,  and  St 
nless  and  Heat  Resisting  Steels  (1963) 
nless  Steel  and  Nonferrous  Bolts,  Screws,  Studs  and 
nless  Steel  and  Similar  Alloys  (1971)  /Dy  Current) 

nless  Steel  Automotive  Milk  Transportation  Tanks  Fo 
nless  Steel  Bars  and  Wire  for  Surgical  Implants  (19 
nless  Steel  Bars,  Forgings,  and  Forging  Stock  for  H 
nless  Steel  Butt  Welding  Fittings  (1971) 
nless  Steel  in  Refineries  Against  Stress  Corrosion 
nless  Steel  Mechanical  Tubing  (1971) 
nless  Steel  Pipe  (1971)  ANSI  B125.16 
nless  Steel  Sheet  and  Strip  for  Building  Constructi 
nless  Steel  Sheet  and  Strip  for  Surgical  Implants 
nless  Steel  Structural  Parts  (1970) 
nless  Steel  Tubing  for  General  Service  (1971)  ANSI 
nless  Steel  Tubing  (Small  Diameter)  for  General  Ser 
nless  Steel  (1970)  ANSI  G53.13 

nless  Steels  (1968)  Rec.  Prac 

nless  Steels  (1969)  Rec.  Pract.  for  We 

nless  Steels  (1970) 

nless  Steel;  Carbon  Steel  and  Iron;  Organic,  Vitreo 
nless  Type  18-8  Steels  by  the  Point  to  Plane  Techni 
nless.  Heat  Resisting,  Maraging,  and  Other  Similar 
rs  Manual  Including  Spec,  for  Straight,  Circular,  C 
rs  (for  Public  Use)  (1971) 
rs  (for  Public  Use)  (1971) 
rs  (for  Public  Use)  (1971) 
rs  (for  Public  Use)  (1971) 
Stakes  (1970)  Std. 
Stalls  and  Nonmetallic  Bathtubs  (1969) 

Stamping  and  Reports;  and  Glossary  (1971)  /on  Requirem 

Stamping  of  Heating  Boilers  (1971) 

Stamping,  Reports  and  Records  of  Pressure  Vessels  (1971 
Stampings  (1970)  Rec.  Pract.  F 

Stamps  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  H 
Stanchions  and  Life  Lines  for  House  Boats  (1970) 
Standardization  of  Saddleback  Cars  (Railway)  (1970) 
Standardization  of  Steel  Wheels  and  Their  Designs  (Rail 
Standardization  of  Volumetric  Solutions  (1960) 
Standardization  Savings,  Identification  and  Calculation 
Standpipe  and  Hose  Systems  (1971) 

Standpipes)  (1970)  /  Piping  Supplying  Sprinklers,  Wate 

Stands  for  Diesel  Fuel  Injection  Systems  (1970) 
Stands  for  Gravity  Conveyors  (1967) 
Stannous  Chloride  Reduction  and  Dichromate  Titration  (1 
Staple  Lasting,  and  Toe  Wire)  (1970) 
Staple  Wire  (1970) 
Staple  Wire,  Preformed,  Flat  (1962) 
(Staples  for  Card  Clothing)  (1970) 
Stapling  Gypsum  Sheathing  (1966) 
Stapling  Rec.  (1965) 


ASTM 
ASTM 
PSTC 
ASTM 
ASTM 


D2198 
D2299 
21 

D2203 
D2151 


TAPPI  T440 
PSTC  22 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AISI 

IFI 

ASTM 


A240 

A167 

A177 

A176 

A412 

A564 

A480 

13 

104 

E426 


DFISA  0511 
ASTM  F55 


ASTM 

MSS 

NACE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


A  505 

SP43 

RPOl-70 

A511 

A312 

B506 

F56 

B525 


ASTM  A269 
ASTM  A632 


ASTM 
ASTM 
PFI 
SAE 


B254 
A262 
ES23 
J405D 


NAAMM*32 
ASTM  E327 
ASTM  E353 
NAAMM*33 
NAAMM*33.1 
NAAMM*33.2 
NAAMM«33.3 
NAAMM*33.4 
ASTM  D1758 
lAPMO  PSll 
ASME  BPVCX 
ASME  BPVCIVHG5 
ASME  BPVC8-2AS 
SAE  J863B 
WCLIB  *1 
BIA  HEM9 


AAR 
AAR 


MSRP-L-91 
MSRP-G-21 


TAPPI  T610 
NSA  1524 


NFPA 
FI 

SAE 

MHI 

ASTM 

SWA 

SWA 

SWA 

SWA 

GA 

GA 


14 
24 

J970A 
•1 

E277 

•79.1 

•71 

•140 

•25 

•22 

•6 
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69)  ANSI  C33.32 
964) 


battery  Materials  Spec 
Storage  Battery  Spec, 
al  Measurements  (1971) 


Rec.  Std.  for  Box 
Uniform  Credits  Toward 
Tab  Colors  for  Divisional 
Uniform  Pract.  for  Membership  Requirement  for 
test)  (1970)  Meth.  for  Viscosity  of 

70)  Meth.  for  Measuring  Viscosity  of 

Meth.  for  Analysis  of 
Std.  for  the  Prevention  of  Dust  Explosions  in 
Std.  Test  Meth.  for 
Meth.  for 
Test  Meth.  for  Tub  Size 
Meth.  for  Viscosity  of  Starch  and 
Meth.  for  Measuring  Viscosity  of  Starch  and 
Meth.  for  Analysis  of  Starch  and 
nal  and  Electrical  Characteristics  of  40  Watt  T  12  Preheat 
sional  and  Electrical  Characteristics  of  30  Watt  T12  Rapid 
Safely  Std.  for  Lampholders.  Starters,  and 
Std.  for 

Spec,  tor  Fluorescent  Lamp 
Safety  Std.  for  Lampholders, 
Safety  Std.  for  Marine  Electric 
Rec.  Pract. 
Marine  Diesel  Engine 
Vehicular,  Ignition,  Lighting  and 
Vehicular,  Ignition,  Lighting,  and 
Trial  Use  Std.  Guide  on  Solid 
Impedance  in  Distributed  Parameter  Coaxi/  Std.  Report  on 

Std.  Outlines  for  Solid 
Pract.  for  Specifying  Properties  of  Paint  From  the  Liquid 

Std.  for  Precision 

971)  Tent.  Rec.  Pract.  for  Preparing  Precision 

extile  Materials  (1970)  Tent  Rec  Pract.  for 

thode  Ray  Tubes  And/  Rec.  Pract.  for  Conversion  of  United 

n  of  Exterior  Windows,  Curtain  Walls,  and  Doors  by  Uniform 
olded  Solid  Rubber  Products  (1970)  Std.  for 

ettlement  Relationship  for  Individual  Vertical  Piles  Under 
Surfaces  as  Measured  by  the  James  M/  Std.  Test  Meth.  for 

1971)  Meth.  for 

w  and  Elevated  Temperatures  (1969)  Std.  Meth.  for 

Meth.)  (1967)  Meth.  for  Coefficient  of 

le  (Car)  Passenger  Door  Hinge  Systems  (Test  Procedures  and 
(1969)  Meth.  for 

ural  Requirements  for  Regular  Bicycles  Including  Tests  for 
Cylinders  Pressure  Containing  Components  (1968)  ANSI  B9/ 
Aircraft  (19/  Rec.  Pract.  for  Flight  Test  Procedures  for 

Std.  for  Packaging  Items  in  Bag,  Anti 
es  (Boats)  (1970)  Rec.  Pract.  for  Determining  and 

nes  (Boats)  (1970)  Rec.  Pract.  for  Determining  and 

Safety  Std.  for  Central 
ng  Equipments  (1970)  Std.  for  Manual  and  Automatic 

Rec.  Pract.  for  Sound  Level  Measurements  at  the  Operator 
0)  Std. 

Rec.  for  Lighting  Indoor  Locations  of  Central 
ar/  Std.  for  Installation,  Maintenance  and  Use  of  Central 

the  Base  Layout  of  Single  and  Single  Product  Twin  Service 
,  70,  and  78  In.  Series)  for  Passenger  Vehicles,  Vehicles, 

Safety  Std.  for 
Std.  for  Installation  and  Use  of 
1410  Std.  Meth.  for  Calibrating 

c.  Std.  and  Spec,  for  Tablets  and  Related  Products;  Paper, 
rs  Associated  with  Laminar  Flow  Clean  Rooms  and  Clean  Work 
ces(l97l)  Safety  Std.  for  Central 

Rec.  Pract.  for  Cabin  Attendant 
for  Class  le  Electric  Systems  for  Nuclear  Power  Generating 
iteria  for  Protection  Systems  for  Nuclear  Power  Generating 
containment  Structures  for  Nuclear  Fueled  Power  Generating 
Glossary  of  Quality  Control 
eluding  Cost)  and  Recording  Patron  and  Non  Employee  Injury 
ograms  (1971)  Rec.  Pract.  for  Gas  Turbine  Engine 

Rec.  Std  for  Corset 

lind  and  Visually  Handicapped  (Including  Health  and  Safety 
Std.  Approval  Requirements  for  Gas  Fired 
(Application  Guide  For)  the  (Tare  and  Maintenance  of 
Application  Guide  for  Piping,  Trapping  and  Venting 
Rec.  Pract.  for  Atmospheric  Pressure 
ction  and  Measurement)  (1970)  Water  and 

spec,  for  Body  Marking  for  All  Valves  (Globe  and  Angle  for 
Gland  Nut  (Outside  Screw)  (for  Globe  and  Angle  Valves  for 

Std.  Spec,  for 

Test  Meth.  for  Colorfastness  of  Textile  Resistance  to 

Nuclear 

,  Pract.  for  the  Purification  of  Lubricating  Oil  in  Marine 
performance  Test  Code  for  Pressure  Control  Systems  Used  on 
c.  Pract.  for  the  Design  of  Lubricating  Systems  for  Marine 


Stapling  Wire  (1970)  SWA  *17 

Star  Ratings  for  Judging  of  Salons  (1969)  PSA  8 

Star  Ratings  for  Photography  (1967)  PSA  *2 

Star  Ratings  (1969)  PSA  10 

Starch  and  Starch  Products  (Corn  Industries  Viscometer  TAPPI  T637 

Starch  and  Starch  Products  ( Visco/Amylo/Graph  Test)  (19  TAPPI  T676 

Starch  and  Starch  Products  (1968)  TAPPI  T638 

Starch  Factories  (1971)  ANSI  Z12. 2  NFPA  61A 

Starch  in  Paper  (1967)  ASTM  D591 

Starch  in  Paper  (1970)  TAPPI  T419 

Starch  on  Paper  (Extract  with  Water,  Add  Iodine)  (1971)  TAPPI  UM-412 

Starch  Products  (Corn  Industries  Viscometer  Test)  (1970  TAPPI  T637 

Starch  Products  (Visco/Amylo/Graph  Test)  (1970)  TAPPI  T676 

Starch  Products  (1968)  TAPPI  T638 

Start  Fluorescent  Lamp  (1961)  Std.  Dimensio  ANSI  C78.408 

Start  Fluorescent  Lamp  (1969)  Std.  Dimen  ANSI  C78.708 

Starter  Holders  for  Fluorescent  Lamps  (1969)  ANSI  C33. 3  UL  542 

Starter  Pinions  and  Ring  Gears  (1968)  SAE  J543B 

Starters  (1966)  ANSI  C78.I80 

Starters,  and  Starter  Holders  for  Fluorescent  Lamps  (19  UL  542 

Starters,  Generators  and  Diode  Rectified  Alternators  (1  UL  1112 

Starting  Motor  Mountings  (1968)  SAE  J542B 

Starting  Systems  (Std.  Pract.)  (1971)  DEMA  MD122 

Starting  (1970)  BCI  M.41 

Starting  (1970)  BCI  M.48 

State  Devices;  Varactor  Measurements,  Part  I  Small  Sign  IEEE  318 

State  of  the  Art  Measuring  Unbalanced  Transmission  Line  IEEE  314 

State  Products  (1971)  EIA  RS389 

State  Through  the  Curing  Stage  for  Factory  Applied  Coat  ASTM  D2336 

Statement  for  Test  Meth.  (1969)  TAPPI  T1206 

Statement  on  Vinyl  Dispersion  Air  Release  (1969)  SPI  VDT20 

Statements  for  Test  Meth.  for  Construction  Materials  (1  ASTM  C670 

Statements  on  Precision  and  Accuracy  in  Test  Meth.  of  T  ASTM  D2906T 

States  to  Metric  Dimensions  for  Color  and  Monochrome  Ca  EIA  JED72 

Static  Air  Pressure  Difference  (1970)  /Ater  Penetratio  ASTM  E331 

Static  and  Dynamic  Load  Deflection  Characteristics  of  M  RMA  *8.22 

Static  Axial  Load  (1969)  /Td.  Meth.  of  Test  for  Load  S  ASTM  D1143 

Static  Coefficient  of  Friction  of  Polished  Coated  Floor  ASTM  D2047 

Static  Creasing  of  Paper  for  Water  Vapor  Transmission  TAPPI  T465SU 

Static  Determination  of  Young's  Modulus  of  Metals  at  Lo  ASTM  E231 

Static  Friction  of  Shipping  Sack  Papers  (Inclined  Plane  TAPPI  T503 

Static  Load  Requirements)  (1969)  /Ec.  Pract.  for  Vehic  SAE  J934A 

Static  Load  Strength  of  Flexible  Barrier  Material  Seals  TAPPI  T5I8 

Static  Load,  Frame,  Fork,  Steering  Assembly  and  Tire  Bl  BMA  6/4 

Static  Pressure  Rating  Meth.  of  Square  Head  Fluid  Power  NFLDP  T3.6.68.5 

Static  Pressure  Systems  Installed  in  Subsonic  Transport  SAE  ARP921 

Static,  (1971)  NSA  3425 

Stating  the  Horsepower  Rating  of  Inboard  Gasoline  Engin  ABYC  S6 

Stating  the  Horsepower  Rating  of  Outboard  Gasoline  Engi  ABYC  S6A 

Station  Burglar  Alarm  Units  and  Systems  (1971 )  UL  611 

Station  Control,  Supervisory,  and  Associated  Telemeteri  ANSI  C37.2 

Station  for  Agricultural  and  Construction  Industrial  Eq  SAE  J919A 

Station  Invoice  Form  for  Spot  Television  Schedules  (197  A  AAA  *7 

Station  Properties  (1957)  lES  CP9 

Station  Protective  Signaling  Systems  for  Guard,  Fire  Al  NFPA  71 

Station  Pumps  or  Remote,  and  Two  Product  Remote  Dispens  API  BULI610 

Station  Wagons,  Motorcycles  and  Scooters,  and  Trailers  TRA  1 

Stationary  and  Fixed  Electric  Tools  (1971)  UL  987 

Stationary  Combustion  Engines  and  Gas  Turbines  (1970)  NFPA  37 

Stationary  Horizontal  Tanks  (1970)  ANSI  All. 198,  Astm  D  API  2551 

Stationery  (1964)  Re  PSTMA  *1 

Stations  by  Use  of  a  Condensation  Nuclei  Detector  (1970  ASTM  F91 

Stations  for  Watchman,  Fire  Alarm  and  Supervisory  Servi  UL  827 

Stations  (1970)  SAE  ARP583C 

Stations  (1970)  Criteria  IEEE  308 

Stations  (1971)  Cr  IEEE  279 

Stations  (1971)  /Electrical  Penetration  Assemblies  in  IEEE  317 

Statistical  Terms  (1963)  Fl  7 

Statistics  (1968)  Std.  Meth.  of  Measuring  (in  ANSI  Z108.1 

Status  Performance  Presentation  for  Digital  Computer  Pr  SAE  ARP1211 

Stay  Wire  (1970)  SWA  *31.1 

Std.)  (1966)  Sheltered  Workshops  for  the  B  NACAB  S-5 

Steam  and  Hot  Water  Boilers  (1967)  ANSI  Z21.13 

Steam  and  Hot  Water  Unit  Heaters  (1961)  AMCA  BUL-12 

Steam  and  Hot  Water  Unit  Heaters  (1963)  AMCA  BUL-15 

Steam  Curing  of  Concrete  (1970)  ACI  517 

Steam  in  the  Power  Cycle  (Purity  and  Quality,  Leak  Dete  ASME  PTC19.11 

Steam  Locomotives  -  Railway)  (1970)  AAR  MSRP-F-174 

Steam  Locomotives  -  Railway)  (1971)  Spec,  for  AAR  MSRP-F-173 

Steam  or  Valve  Bronze  Castings  (1970)  ASTM  B61 

Steam  Pleating  (1971)  ANSI  L14. 240  AATCC  131 

Steam  Supply  Systems  for  Reactor  Fuel  (1969)  ASME  PTC32.1 

Steam  Surface  Condensers  (1970)  HEI  *4 

Steam  Turbine  Driven  Auxiliary  Machinery  (1969)  Rec  ASME  121 

Steam  Turbine  Generator  Units  (1970)  ASME  PTC20.3 

Steam  Turbine  Pumps  for  Various  Ships  Services  (1969)  ASME  115D 
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.16  Std.  Meth.  of  Test  for  Heal  Stability  of 

Std.  for  Multistage 
Std.  for  Single  Stage 

alculations)  (1964) 

Test  Code  for 

luation  of  Measurement  Uncertainty  in  Performance  Tests  of 
Simplified  Procedures  for  Routine  Performance  Tests  of 
std.  Spec,  for  Equipment  for  Sampling  Industrial  Water  and 

Calcium 
Magnesium 
Butyl 

Zinc  Oxide  Zinc 


.  Spec,  for  Factory  Made  Piping  Fittings  of  Wrought  Carbon 
tures  (/  Std.  Spec,  for  Piping  Fittings  of  Wrought  Carbon 

Safety  Std.  for  Flexible  Metal 
ireproofing  of  Vermicuhte  Type  Mono  Kote;  Bond  Applied  to 
head.  Undrilled  and  Drilled,  Plain  and  Self  Locking,  Alloy 
head,  Undrilled  and  Drilled,  Plain  and  Self  Locking,  Alloy 

Std.  for  Wrought 

Std.  for  Aluminum,  Copper  Alloys,  Stainless  Steel;  Carbon 
.  on  the  Mechanical  and  Quality  Requirements  for  Stainless 
seamless  and  Welded  Tubular  Products,  Austenitic  Stainless 
Std.  Spec,  for  Zinc  Coated  Flat 
for  Weight  of  Coating  on  Zinc  Coated  (Galvanized)  Iron  or 
Pract.  for  Inspection  and  Test.  Agencies  for  Concrete  and 
ivery  And/or  Farm  Pick  Up  Se/  Sanitary  Std.  for  Stainless 

Iway  Use  (1969a)  Std.  Spec,  for  Carbon 

G24.28  Rec.  Pract.  for  Selection  of 

Std.  Pract.  for  Fabrication  of  Reinforcing 
Std.  Pract.  for  Estimating  Reinforcing 
Spec,  for  Placing  Reinforcing 
Std.  Spec,  for  Aluminum  Coated 
Std.  Spec,  for  Zinc  Coated  (Galvanized) 
Spec,  for 

g  Quality  (1971)  Spec,  for 

.17  -  0.22c)  (SAE  4620)  (1971)  Spec,  for 

18cr  -  10.5ni)  Free  Machining  (1971)  Spec,  for 

18cr  -  13ni  -  2.1mo)  Free  Machining  (1971)  Spec,  for 

18cr  -  10.5ni  (303  +  Cb)  Free  Machining  (1971)  Spec,  for 

(1.00-1. 10c)  (1970) 

o  (0.951.20c)  (SAE  51440c)  Consumable  Electrode  Melted  (/ 
8mn  -  5.8ni  -  2.0cu)  Free  Machining  (1971)  Spec,  for 

i)  Free  Machining  (1971 )  Spec,  for 

Oni  (SAE  30303,  30303se,  30303mod)  Free  Machin/  Spec,  for 

e  (1971)  Spec,  for 

7) (1971)  Spec,  for 

-  0.40c)  (SAE  4337)  (1971 )  Spec,  for 

(SAE  4640)  Heat  Treated,  125,  000  psi  (862  Mn/M/  Spec,  for 

Std.  Spec,  for  Cold  Finished  Carbon 
d  Cold  Finished  Age  Hardening  Stainless  and  Heat  Resisting 

Std.  Spec,  for  Stainless 

ectrode  Vacuum  Melted  (1971) 
00)  Premium  Quahty  (1971) 
wn  (1971) 
wn  (1971) 

ning.  High  Yield  Strength  (1971) 
o  -  O.llv  0,45  -  0.50c)  (1971) 
istant  (15cr  -  26ni  -  1.3mo  -  2.1ti 


0.30v)  CI 


Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 

ature  Service  (1966/  Std.  Spec,  for  Martensitic  Stainless 

-  0.33c)  (SAE  4130)  (1971)  Spec,  for 

mable  Electrode  Vacuum  Melted  (1971)  Spec,  for 

mo-0.09v  (0.17-0. 23c)  Premium  Quality,  Consumable  Electr/ 
80-0.90C)  Vacuum  Consumable  Melted  (1970) 
23-0.28C)  (1970) 

0mo-0.07v  ^0.38-0.43c)  Premium  Quality  Consumable  Electr/ 
0mo-0.07v  (0.40-0. 45c)  Premium  Quality,  Consumable  Elect/ 


mo  -  0.07v  (0.23  -  0.33c)  Premium  Quality,  Con/ 

-  0.38c)  (1971) 

-  0.43c)  (1971) 

sistant  (15cr  -  26ni  -  1.3mo  -  2.1ti  -  0.30v)  / 

e  Heat  Resistant  12cr  Ferrite  Controlled  Premi/ 

6.2cr-25ni  (SAE  51431)  (1970) 

-  1.02c)  (Modified  51100)  Premium  Quality,  Con/ 
sae  52100)  Premium  Quality  (1971) 

resistant.  22cr  -  12.5ni  -  5.3mn  -  2.25mo  (197/ 
eat  Resistant,  18cr  -  llni  -  (Cb  +  Ta)  (SAE  30/ 
.9mo  -  0.40ti  -  O.lOal  Consumable  Electrode  Me/ 


eat  Resistant  (18cr  - 
eat  Resistant  (23cr  ■ 


13ni  -  2.5mo)  (1/ 
13.5ni)  (1971) 


Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 

Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Specification  for 
Spec,  for 


Steam  Turbine  Shafts  and  Rotor  Forgings  (1969)  ANSI  G55 
Steam  Turbines  for  Mechanical  Drive  Service  (1970) 
Steam  Turbines  for  Mechanical  Drive  Service  (1970) 
Steam  Turbines  (Numerical  Examples  of  Various  Turbine  C 
Steam  Turbines  (1964) 

Steam  Turbines  (1969)  Guidance  for  Eva 

Steam  Turbines  (1970) 

Steam  (1970)  ANSI  Z111.2 

Stearate  (1951) 

Stearate  (1960) 

Stearate  (1960) 

Stearate  (1965) 

Stearic  Acid  37.5  Percent  (1967) 
Stearic  Acid  42.5  Percent  (1967) 
Stearic  Acid  95  Percent  (1967) 
Stearyl  Alcohol  (1960) 

Stearyldimethylbenzylammonium  Chloride  Paste  (1960) 
Steel  and  Alloy  Steel  for  Low  Temperature  Service  (1971 
Steel  and  Alloy  Steel  for  Moderate  and  Elevated  Tempera 
(Steel  and  Aluminum)  Conduit  (1971) 

Steel  and  Concrete  (1968)  /Ta  for  Direct  Application  F 

Steel  and  Corrosion  Resisting  Steel,  Unified  Coarse  3a 
Steel  and  Corrosion  Resisting  Steel,  Unified  Fine  3a  Th 
Steel  and  Iron  Pipe  (1970) 

Steel  and  Iron;  Organic,  Vitreous  and  Laminated  Coating 

Steel  and  Nonferrous  Bolts,  Screws,  Studs  and  Nuts  (196 

Steel  and  Similar  Alloys  (1971)  /Dy  Current)  Test,  of 

Steel  Armoring  Tape  for  Electrical  Cables  (1971) 

Steel  Articles  (1969)  Std.  Test  Meth. 

Steel  as  Used  in  Construction  (1970)  Rec. 

Steel  Automotive  Milk  Transportation  Tanks  for  Bulk  Del 

Steel  Axles,  Non  Heat  Treated  and  Heat  Treated,  for  Rai 

Steel  Bar  Compositions  According  to  Section  (1969)  ANSI 

Steel  Bar  Materials  and  Service  (1968) 

Steel  Bar  Materials  and  Service  (1970) 

Steel  Bar  Supports  in  Concrete  Construction  (1970) 

Steel  Barbed  Wire  (1969) 

Steel  Barbed  Wire  (1969)  ANSI  G8.10 

Steel  Bars  and  Forgings  Premium  Quahty  (1971) 

Steel  Bars  and  Forgings  (1.05cr  -(0.98  -  1.10  C)  Bearin 

Steel  Bars  and  Forgings,  Carburizing,  1.8ni  -  O.25mo  (0 

Steel  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 

Steel  Bars  and  Forgings,  Corrosion  and  Heat  Resistant 

Steel  Bars  and  Forgings,  Corrosion  and  Heat  Resistant, 

Steel  Bars  and  Forgings,  Corrosion  Resistant  14cr-4.0mo 

Steel  Bars  and  Forgings,  Corrosion  Resistant  17cr-0.50m 

Steel  Bars  and  Forgings,  Corrosion  Resistant  (17cr  -  5. 

Steel  Bars  and  Forgings,  Corrosion  Resistant  (18cr  -  9n 

Steel  Bars  and  Forgings,  Corrosion  Resistant,  18cr  -  9. 

Steel  Bars  and  Forgings,  Nitriding  Heat  Treated,  Tensil 

Steel  Bars  and  Forgings,  0.25mo  (0.35  -  0.40c)  (SAE  403 

Steel  Bars  and  Forgings,  0.80cr  -  1.8ni  -  0.25mo  (0,35 

Steel  Bars  and  Forgings,  1.8ni  -  0.25mo  (0.38  -  0.43c) 

Steel  Bars  and  Shafting  (1969) 

Steel  Bars  and  Shapes  (1971)  /  Spec,  for  Hot  Rolled  An 

Steel  Bars  and  Wire  for  Surgical  Implants  (1971) 

Steel  Bars,  and  Forgings  Premium  Quality,  Consumable  El 

Steel  Bars,  and  Forgings,  1.05cr  (0.98  -  1.10c)  SAE  511 

Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni)  Cold  Dra 

Steel  Bars,  Corrosion  Resistant  (18cr  -  8.5ni)  Cold  Dra 

Steel  Bars,  Corrosion  Resistant  (18cr  -  9ni)  Free  Machi 

Steel  Bars,  Forgings  and  Tubing  (1.05cr  -  0.55ni  -  I.Om 

Steel  Bars,  Forgings  and  Tubing,  Corrosion  and  Heat  Res 

Steel  Bars,  Forgings  and  Tubing,  Nitriding  (1971) 

Steel  Bars,  Forgings,  and  Forging  Stock  for  High  Temper 

Steel  Bars,  Forgings,  and  Rings,  0.95cr  -  0.20mo  (0.28 

Steel  Bars,  Forgings,  and  Tubing  Premium  Quality,  Consu 

Steel  Bars,  Forgings,  and  Tubing  0.75cr-9.0ni-4.5co-l .0 

Steel  Bars,  Forgings,  and  Tubing  0.75si-1.0cr-0.58mo(0. 

Steel  Bars,  Forgings.  and  Tubing  1 .5cr-3.5ni-0.25mo  (0. 

Steel  Bars.  Forgings,  and  Tubing  1 ,6si-0.82cr-l .8ni-0.4 

Steel  Bars,  Forgings,  and  Tubing  1 .6si-0.82cr-l .8ni-0.4 

Steel  Bars,  Forgings,  and  Tubing  (0.85cr  -  1.8ni  -  0.40 

Steel  Bars,  Forgings,  and  Tubing  (1.25cr  -  0.65ni  (0.33 

Steel  Bars,  Forgings,  and  Tubing  (1.8ni  -  0.25mo  (0.38 

Steel  Bars,  Forgings.  and  Tubing.  Corrosion  and  Heat  Re 

Steel  Bars,  Forgings.  and  Tubing.  Corrosion  and  Moderat 

Steel  Bars.  Forgings,  and  Tubing.  Corrosion  Resistant  1 

Steel  Bars,  Forgings,  and  Tubing,  1.05cr  -  1.1  mn  (0.92 

Steel  Bars,  Forgings,  and  Tubing,  1.45cr  (0.98-1. 10c) 

Steel  Bars,  Forgings.  Extrusions,  and  Rings,  Corrosion 

Steel  Bars.  Forgings,  Tubes,  and  Rings.  Corrosion  and  H 

Steel  Bars.  Forgings,  Tubing  and  Rings  18ni  -  7.8co  -  4 

Steel  Bars.  Forgings.  Tubing  and  Rings  (1971) 

Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  H 

Steel  Bars,  Forgings,  Tubing  and  Rings,  Corrosion  and  H 
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eal  Resistant  (I8cr  -  llni  -  Cb  +  ta)  Melted  (19/  Spec,  for 

tant  (19cr  -  9.5niM1971)  Spec,  for 

tant  11.8cr-2.5ni-1.8mo-0.33v  (0.08-0.15c)  (1970) 
-  4.9mo  -  0.65ti-0.10al  Consumable  Electrode  M/  Spec,  for 

heat  Resistant,  18cr  -  lOni  -  Ti  (SAE  30321)  (/  Spec,  for 

stanl  13cr  ■  8ni  -  2.3mo  -  l.lal  Vacuum  Induct/  Spec,  for 

stant  11.8cr-2.5ni-1.8mo-0.33v  (0.08-0.15c)  Premium  Qual/ 
Std.  Spec,  for  Corrugated  Sheet 
Std.  for 

NSI  g55.2  Std.  Spec,  for  Carbon 

SI  G55.3  Std.  Spec,  for  Alloy 

and  5  1/2  X  10  In.  Journals  (Railway)  (19/  Std.  for  Cast 

.  or  6  1/2  X  12  In.  Journals  (Ra/  Std.  for  Cast  or  Forged 

,  or  6  1/2  X  12  In.  Jo/  Alternate  Std.  for  Cast  or  Forged 

.  Journals  (Railway)  (1970)  Std.  for  Cast  or  Forged 

.  and  5  1/2  X  10  In.  Journals  (Railway)  /  Std.  for  Forged 

n.  Journals,  for  Repairs  Only  /  Alternate  Std.  for  Forged 

Std.  Spec,  for  Seamless  Medium  Carbon 
rvice  (/  Std.  Spec,  for  Electric  Resistance  Welded  Carbon 

Std.  Spec,  for  Seamless  Carbon  Molybdenum  Alloy 
ec.  for  Electric  Resistance  Welded  Carbon  Molybdenum  Alloy 
I  B125.7  Std.  Spec,  for  Seamless  Carbon 

Std.  Spec,  for  Electric  Resistance  Welded  Carbon 
71/  Std.  Spec,  for  Seamless  Ferritic  and  Austenitic  Alloy 

r  Tubes  (1971)  Std.  Spec,  for  Welded  Austenitic 

969)  ANSI  G38.4  Std.  Spec,  for  Alloy 

Std.  Spec,  for  Quenched  and  Tempered  Alloy 
able  Nuts  and  Plain  Hardene/  Std.  Spec,  for  High  Strength 

Spec,  for  Foliage  Green 
Spec,  for  Black  Paint  for 
Code  of  Std.  Pract.  for 
Std.  for  Wrought  Stainless 
Tent.  Criteria  for  Structural  Applications  of 
Spec,  for  Grade  C-75  and  C-95 
Spec,  for  High  Strength  Seamless 
Bui.  on  Performance  Properties  of 
166.11  Std.  Reference  Radiographs  of  Investment 

Std.  Spec,  for  Mild  to  Medium  Strength  Carbon 
G52.2  Std.  Spec,  for  Ferritic  and  Austenitic 

Std.  Spec,  for 

or  High  Temperature  Service  (1969)  /  Std.  Spec,  for  Alloy 

es)(1971)  Inspection  and  Test,  of 

Std.  Spec,  for  High  Strength 
er  Piping  Components  (Dry  Powder  Magnet/  Quality  Std.  for 


er  Piping  Components  (Visual)  (1971) 
Annealed  (1970) 

perature  Service  (1969)  ANSI  G37.2 
IG52.5 


Quality  Std.  for 


Std.  Spec,  for  Carbon 
Std.  Spec,  for  Low  Alloy 
Std.  for  Automotive 
alificalion  of  Procedures  and  Personnel  for  the  Welding  of 
sure  Vessels  (1971)  Std.  Spec,  for 

Spec,  for 

71)  Spec,  for 

s.  Flanges,  Fittings,  and  Other  Piping  /  Quality  Std.  for 

Spec,  for  Galvanized 
.  Spec,  for  Concentric  Lay  Stranded  Copper  and  Copper  Clad 
Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Clad 
ted  (Galvanized)  and  Aluminum  Coated  (Aluminized)  Stranded 
steel  Reinforced  (1970)  Std.  Spec,  for  Aluminum  Clad 

Std.  Spec,  for  Magnetic  Particle  Inspection  of  Large 
std.  Spec,  for  Zinc  Coated  (Galvanized)  Corrugated  Iron  or 
Std.  for  Reinforced  Concrete  Water  Pipe; 

Requirements  for  Insulated 
r  Procedures  for  Wind  Damaged  Built  Up  Roof  Coverings  Over 

Std.  Spec,  for  Rail 
Design  of  Light  Gage 

nforcings  (1969)  Performance  Test  for  Std. 

material  to  Light  Gage  Steel  Studs  (1970)  Std.  Spec,  for 

palletloading  Binding  and  Protection  for  Bulk  Materials  in 
rioading  Pattern  (for  Rail  Shipment)  for  Bulk  Materials  in 
(1971)  '  '  '        '     "     '  ~  " 


erature  / 


ue  / 
70) 


Std.  Spec,  for  Zinc  Coated  (Galvanized)  Iron  or 
Std.  Spec,  for  Electric  Resistance  Welded  Carbon 
Std.  Spec,  for  Forged  or  Rolled  9%  Nickel  Alloy 
Steel  Products  Manual  for  Carbon 
Spec,  for 

Std.  Meth.  for  Spectrochemical  Analysis  of  Low  Alloy 
Guide  Spec,  for  Structural 
Guide  Spec,  for  Structural 
Spec,  for  Wheels,  Cast  Carbon 
ory  Made  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy 
pec.  for  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy 
Std.  Meth.  of  Test  for  Reboiling  Tendency  of  Sheet 
Std.  Spec,  for  Structural 
e(1971)  Std.  Spec,  for  Austenitic 

neral  Service  (1968)  Std.  Spec,  for  Leaded  Carbon 

Generators  (1968)  ANSI  /  Std.  Spec,  for  Carbon  and  Alloy 


Steel  Bars.  Forgings,  Tubing  and  Rings,  Corrosion  and  H 
Steel  Bars.  Forgings.  Tubing  and  Rings,  Corrosion  Resis 
Steel  Bars.  Forgings,  Tubing  and  Rings,  Corrosion  Resis 
Steel  Bars,  Forgings.  Tubing,  and  Rings  I8.5ni  -  9.0co 
Steel  Bars,  Forgings.  Tubing,  and  Rings,  Corrosion  and 
Steel  Bars.  Forgings.  Tubing,  and  Rings,  Corrosion  Resi 
Steel  Bars,  Forgings,  Tubing,  and  Rings,  Corrosion  Resi 
Steel  Beams  for  Highway  Guardrail  (1970) 
Steel  Bi-Fold  Closet  Door  Units,  Frames,  and  Trim  (1970 
Steel  Blooms,  Billets,  and  Slabs  for  Forgings  (R1969)  A 
Steel  Blooms.  Billets,  and  Slabs  for  Forgings  (1969)  AN 
Steel  Body  Center  Plate  for  Freight  Cars  with  5  X  9  In. 
Steel  Body  Center  Plate  for  Freight  Cars  with  6  X  1 1  in 
Steel  Body  Center  Plate  for  Freight  Cars  with  6  X  11  in 
Steel  Body  Center  Plate  for  Freight  Cars  with  7  X  12  in 
Steel  Body  Center  Plates  for  Freight  Cars  with  5  X  9  in 
Steel  Body  Center  Plates  for  Freight  Cars  with  6X111 
Steel  Boiler  and  Super  Heater  Tubes  (1971)  ANSI  B125.10 
Steel  Boiler  and  Superheater  Tubes  for  High  Pressure  Se 
Steel  Boiler  and  Superheater  Tubes  (1969) 
Steel  BoUer  and  Superheater  Tubes  (1971)  ANSI  B125.13 
Steel  Boiler  Tubes  for  High  Pressure  Service  (1969)  ANS 
Steel  BoUer  Tubes  (1971) 

Steel  Boiler.  Superheated,  and  Heal  Exchanger  Tubes  (19 

Steel  Boiler.  Superheater.  Heat  Exchanger,  and  Condense 

Steel  Bolting  Materials  for  High  Temperature  Service  (1 

Steel  Bolts  for  Structural  Steel  Joints  (1971) 

Steel  Bolts  for  Structural  Steel  Joints,  Including  Suit 

Steel  Bridge  Paint  (1970) 

Steel  Bridges  or  Timber  Structures  (1970) 

Steel  Buildings  and  Bridges  (1970) 

Steel  Butt  Welding  Fittings  (1971) 

Steel  Cables  for  Buildings  (1966) 

Steel  Casing  and  Tubing  (1970) 

Steel  Casing  and  Tubing  (1970) 

Steel  Casing,  Tubing,  and  Drill  Pipe  (1971) 

Steel  Castings  for  Aerospace  Apphcations  (1964)  ANSI  Z 

Steel  Castings  for  General  Application  (1971)  ANSI  G50. 

Steel  Castings  for  High  Temperature  Service  (1969)  ANSI 

Steel  Castings  for  Highway  Bridges  (1971)  ANSI  G52.3 

Steel  Castings  for  Pressure  Containing  Parts  Suitable  F 

Steel  Castings  for  Pressure  Vessels  (Mandatory  Appendic 

Steel  Castings  for  Structural  Purposes  (1971)  ANSI  G52. 

Steel  Castings  for  Valves,  Flanges  and  Fittings  and  0th 

Steel  Castings  for  Valves.  Flanges  and  Fittings  and  0th 

Steel  Castings  Investment,  Electrical  Induction  Melted, 

Steel  Castings  Suitable  for  Fusion  Welding  for  High  Tem 

Steel  Castings  Suitable  for  Pressure  Service  (1971)  ANS 

Steel  Castings  (1969) 

Steel  Castings  (1969)  ANSI  52.6  Rec.  Pract.  f( 

Steel  Castings,  Heavy  Walled,  Carbon  and  Alloy  for  Pres 
Steel  Castings,  Investment  (1971) 

Steel  Castings,  Investment,  Maraging,  Vacuum  Melted  (19 

Steel  Castings;  Radiographic  Inspection  Meth.  for  Valve 

Steel  Chain  Link  Fence  Fabric  (1970) 

Steel  Composite  Conductors  (1971)  ANSI  C7.19 

Steel  Conductors  (1971) 

Steel  Core  for  Aluminum  Conductors,  Steel  Reinforced  (A 
Steel  Core  Wire  for  Aluminum  Conductors,  Aluminum  Clad 
Steel  Crankshaft  Forgings  (1971)  ANSI  G60.3 
Steel  Culverts  and  Underdrains  (1970) 
Steel  Cylinder  Type,  Pretensioned  (1970) 
Steel  Deck  (1971) 

Steel  Deck  (1971)  1 
Steel  Deformed  Bars  for  Concrete  Reinforcement  (1970) 
Steel  Diaphragms  (1967) 

Steel  Doors,  Frames,  Anchors,  Hinge  and  Exit  Device  Rei 
Steel  Drill  Screws  for  the  Apphcation  of  Gypsum  Sheet 
Steel  Drums  (1959) 

Steel  Drums,  Double  Tier  Floating  Load,  4  Units  Per  Car 

Steel  Farm  Field  and  Railroad  Right  of  Way  Wire  Fencing 

Steel  Feedwater  Heater  Tubes  (1969)  ANSI  B36.59  . 

Steel  Flanges,  Fittings,  Valves,  and  Parts  for  Low  Temp 

Steel  Flat  Wire  (1959) 

Steel  Foil,  Corrosion  Resistant  (1971) 

Steel  for  Acid  Soluble  Aluminum  by  the  Solution  Techniq 

Steel  for  Buildings  (Carbon  and  Alloy  Steel  Shapes)  (19 

Steel  for  Buildings  (1970) 

Steel  for  Locomotives  and  Railway  Cars  (1970) 
Steel  for  Low  Temperature  Service  (1971)  ANSI  G46.2 
Steel  for  Moderate  and  Elevated  Temperatures  (1971) 
Steel  for  Porcelain  Enameling  (1969) 
Steel  for  Ships  (1971) 

Steel  Forged  and  Bored  Pipe  for  High  Temperature  Servic 
Steel  Forged  Pipe  Flanges  and  Parts  for  Pressure  and  Ge 
Steel  Forgings  for  Magnetic  Retaining  Rings  for  Turbine 
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rators  (1968)  ANSI  G55.6  Std.  Spec,  for  Alloy  Steel  Forgings  for  Nonmagnetic  Retaining  Rings  for  Gene  ASTM  A289 

si/  Std.  Spec,  for  Quenched  and  Tempered  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessel  Components  (1969)  An  ASTM  A541 

55.4  Std.  Spec,  for  Carbon  and  Alloy  Sleel  Forgings  for  Pressure  Vessel  Shells  (1969)  ANSI  G  ASTM  A372 

for  Quenched  and  Tempered  Vacuum  Treated  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Vessels  (1969)  ANSI  G55.I7  ASTM  A508 

Std.  Spec,  for  Carbon  Steel  Forgings  for  Railway  Use  (1969)  ASTM  A236 

Std.  Spec,  for  Alloy  Steel  Forgmgs  for  Railway  Use  (1969)  ASTM  A238 

ssure  Vessel  Components  (1969)  ANS/  Std.  Spec,  for  Carbon  Steel  Forgings  for  Seamless  Drums,  Heads,  and  Other  Pre  ASTM  A266 

969)  Std.  Spec,  for  Carbon  Steel  Forgings  with  Special  Magnetic  Characteristics  (1  ASTM  A594 

.  Meth.  of  Magnetic  Particle  Test,  and  Inspection  of  Heavy  Steel  Forgings  (1968)  ANSI  G60.6  Std  ASTM  A275 

Spec,  for  Carbon  Steel  Forgings  (1970)  AAR  M126 

Spec,  for  Installation  of  Screw  Type  Steel  Framing  Members  to  Receive  Gypsumboard  (1970)  GA  '24 

Std.  for  A-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-30A 

Std.  for  Ca-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-31A 

Std.  for  K-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-32A 

Std.  for  Ck-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-33A 

Std.  for  N-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-34A 

Std.  tor  Cn-33  Steel  Freight  Car  Wheel  (Railway)  (1970)  AAR  MSRP-G-35A 

Std.  Reference  Radiographs  for  Steel  Fusion  Welds  (1969)  ASTM  E390 

alves(1971)  Spec,  for  Steel  Gate,  Plug.  Ball,  and  Check  Valves  for  Pipeline  V  API  6D 

1969)  ANSI  57.6  Std.  Spec,  for  Steel  Girder  Rails  of  Plain,  Grooved,  and  Guard  Types  ASTM  A2 

Erection  Responsibilities  (1970)  Steel  Grain  Storage  Tanks  -  Materials,  Fabrication,  and  ASAE  R287 

Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Iron  and  Steel  Hardware  (1971)  ASTM  A153 

Std.  Spec,  for  Seamless  Cold  Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  and  Condenser  Tubes  (1969)  ASTM  AI99 

25.11  Std.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Heat  Exchanger  and  Condenser  Tubes  ( 1971 )  ANSI  B 1  ASTM  A214 

Std.  for  Prevailing  Torque  Type  Steel  Hex  Flange  Locknuts  (1969)  IFI  107 

Std.  for  Prevailing  Torque  Type  Steel  Hex  Locknuts  (1969)  IFI  100 

Std.  for  Seamless  Low  Carbon  Steel  Hydraulic  Line  Tubing  (1969)  ANSI  B93.il  NFLDP  T3. 15.67. 2 

y  Use/  Rec.  Pract.  for  Protection  of  Austenitic  Stainless  Steel  in  Refineries  Against  Stress  Corrosion  Cracking  B  NACE  RPOl-70 

Spec,  for  High  Carbon  Steel  Joint  Bars  (1969)  AREA  4-2-9 

for  Quenched  and  Tempered  Alloy  Steel  Bolts  for  Structural  Steel  Joints  (1971)  Std.  Spec.  ASTM  A490 

Std.  Spec,  for  High  Strength  Steel  Bolts  for  Structural  Steel  Joints,  Including  Suitable  Nuts  and  Plain  Hardene  ASTM  A325 

Guide  Spec,  for  Steel  Joists  (1969)  CSI  5202 

Structural  Steel  Lintels  (Tech.  Notes)  (1969)  SCPI  31B 

Suggested  Components  of  a  Concrete  Reinforcing  Steel  Material  Supply  and  Installation  Contract  (1968)  CRSI  *1.9.1 

std.  Spec,  for  Electric  Resistance  Welded  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1969)  ANSI  G62.3  ASTM  A513 

Std.  Spec,  for  Seamless  Stainless  Steel  Mechanical  Tubing  (1971)  ASTM  A511 

Std.  Spec,  for  Seamless  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1971)  ASTM  A519 

Rec.  for  Lighting  for  Steel  Mills;  Open  Hearth  (1952)  lES  CPIO 

service  (1969)  ANSI  E38./  Std.  Spec,  for  Carbon  and  Alloy  Steel  Nuts  for  Bolts  for  High  Pressure  and  Temperature  ASTM  A194 

pec.  for  Heal  Treated  Carbon  Steel  Track  Bolts,  and  Carbon  Steel  Nuts  (1969)  AREA  4-2-15 

Std.  for  Mechanical  and  Quality  Requirements  for  Steel  Nuts  (1970)  SAE  J995A 

9)  Spec,  for  Prefabricated  Corrugated  Steel  Pipe  and  Arches  for  Culverts  and  Underdrains  (196  AREA  1-4-6 

Std.  for  Polytetrafluoroethylene  (Ptfe)  Plastic  Lined  Steel  Pipe  and  Fittings  (1970)  USC  PS33 

td.  for  Fluorinaled  Ethylene  Propylene  (Fep)  Plastic  Lined  Steel  Pipe  and  Fittings  ( 1970)  USC  PS34 

Std.  for  Poly  (Vinylidene  Fluoride)  (Pvf  2)  Plastic  Lined  Steel  Pipe  and  Fittings  (1970)  USC  PS35 

Std.  Pract.  for  Spot  Facing  for  Bronze,  Iron  and  Sleel  Pipe  Flanges  (1970)  MSS  SP9 

s  for  High  Temperature  S/  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  and  Part  ASTM  A105 

s  for  General  Service  (1/  Std.  Spec,  for  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and  Valves  and  Part  ASTM  A181 

ts  for  High  Temper/  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  Valves  and  Par  ASTM  A182 

Is  Specially  Heat  /  Std.  Spec,  for  Forged  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and  Valves  and  Par  ASTM  A404 

Std.  Spec,  for  Electric  Fusion  Welded  Steel  Pipe  for  High  Pressure  Service  (1971)  ASTM  A155 

Std.  Spec,  for  Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Service  (1969)  ASTM  A333 

nd  Hot  Dipped  Zinc  Coated  (Galvanized)  Welded  and  Seamless  Steel  Pipe  for  Ordinary  Uses  (1969)  ANSI  B36.20  /Ack  A  ASTM  A120 

Std.  Spec,  for  Electric  Welded  Low  Carbon  Steel  Pipe  for  the  Chemical  Industry  (1968)  ANSI  B36.60  ASTM  A587 

Std.  Sleel  Pipe  Line  Flanges  (1970)  MSS  SP44 

Std.  Spec,  for  Welded  and  Seamless  Steel  Pipe  Piles  (1969)  ASTM  A252 

res  of  Hot  Applied  Coal  Tar  and  Asphalt  Enamel  Coalings  to  Steel  Pipe  (1968)  /C.  for  External  Application  Procedu  NAPCA  BUL3 

Spec,  for  Fabricated  Structural  Steel  Pipe  (1969)  API  2B 

Std.  Spec,  for  Electric  Resistance  Welded  Sleel  Pipe  (1969)  ASTM  AI35 

les  for  45  and  90  Deg.  Branch  Connections  of  Pipe  Seamless  Steel  Pipe  (1970)  Reinforcement  Tab  PFI  TB2 

Std.  Spec,  for  Welded  and  Seamless  Sleel  Pipe  (1971)  ANSI  B125.1  ASTM  A53 

Std.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless  Steel  Pipe  (1971 )  ANSI  B125. 16  ASTM  A312 

for  General  Requirements  for  Speciahzed  Carbon  and  Alloy  Steel  Pipe  (1971)  ANSI  B125.20  Std.  Spec,  ASTM  A530 

Std.  Spec,  for  Electric  Fusion  (Arc)  Welded  Steel  Pipe  (1971)  ANSI  B36.9  ASTM  A139 

ular  Goods  (1964)  Sleel  Products  Manual  for  Carbon  Steel  Pipe;  Structural  Tubing  Line  Pipe  Oil  Country  Tub  AISI  18 

Std.  Spec,  for  Nickel  and  Nickel  Base  Alloy  Clad  Steel  Plate  (1969)  ASTM  A265 

Std.  Spec,  for  Copper  and  Copper  Alloy  Clad  Steel  Plate  (1971)  ASTM  B432 

s  (1971)  Std.  Spec,  for  8  and  9%  Nickel  Alloy  Steel  Plate,  Quenched  and  Tempered,  for  Pressure  Vessel  ASTM  A553 

Stainless  and  Heat  Resisting  Chromium  and  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion  Welded  Unfired  ASTM  A240 

td.  Spec,  for  Stainless  and  Heal  Resisting  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  (1969)  ASTM  A167 

Std.  Spec,  for  Stainless  and  Heal  Resisting  Chromium  Steel  Plate,  Sheet,  and  Strip  (1969)  ASTM  A176 

s  for  Delivery  of  Flat  Rolled  Stainless  and  Heal  Resisting  Sleel  Plate,  Sheet,  and  Strip  (1969)  /Eral  Requirement  ASTM  A480 

at  Resisting  Corrosion  Resisting  Chromium  Nickel  Manganese  Steel  Plate,  Sheet,  and  Strip  (1969)  /Stainless  and  He  ASTM  A412 

s(1971)  Std.  Spec,  for  5%  Nickel  Alloy  Steel  Plate,  Specially  Heat  Treated  for  Pressure  Vessel  ASTM  A645 

Spec,  for  High  Yield  Strength  Quenched  and  Tempered  Alloy  Steel  Plate,  Suitable  for  Welding  (1969a)  ANSI  G24.26  ASTM  A514 

higher  Temperature  Service  (1971)  /  Std.  Spec,  for  Carbon  Steel  Plates  for  Pressure  Vessels  for  Intermediate  and  ASTM  A5I5 

r  Temperature  Service  (1971)  Std.  Spec,  for  Carbon  Steel  Plates  for  Pressure  Vessels  for  Moderate  and  Lowe  ASTM  A516 

Std.  Spec,  for  Nickel  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G33.1  ASTM  A203 

Std.  Spec,  for  Chromium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G33.3  ASTM  A410 

td.  Spec,  for  Low  and  Intermediate  Tensile  Strength  Carbon  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G35.2  ASTM  A285 

Std.  Spec,  for  Chromium  Molybdenum  Alloy  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G35.4  ASTM  A387 

Spec,  for  Leaded,  Carbon  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G35.6  ASTM  A433 

Std.  Spec,  for  Carbon  Manganese  Steel  Plates  for  Pressure  Vessels  (1969)  ANSI  G35.8  ASTM  A455 

manganese  Molybdenum  and  Manganese  Molybdenum  Nickel  Steel  Plates  for  Pressure  Vessels  (1969a)  ANSI  G35.15  ASTM  A302 

Std.  Spec,  for  General  Requirements  for  Delivery  of  Steel  Plates  for  Pressure  Vessels  (1971)  ASTM  A20 

Std.  Spec,  for  Manganese  Vanadium  Alloy  Steel  Plates  for  Pressure  Vessels  (1971)  ASTM  A225 
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Std.  Spec,  for  Chromium  Manganese  Silicon  Alloy  Slee 

Std.  Spec,  for  Molybdenum  Alloy  Stee 

Sid  Spec,  for  Carbon  Manganese  Silicon  Slee 

for  Slraighl  Beam  Ultrasonic  Examinalion  of  Plain  and  Clad  Slee 

essure  Vessels  (1971)  ANSI  G35.7                Sid.  Spec,  for  Carbon  Slee: 

Sleel  Products  Manual  for  Alloy  Slee 

ure  Vessels  (1971)                         Std.  Spec,  for  9%  Nickel  Alloy  Slee 

Std.  Spec,  for  Carbon  Manganese  Silicon  Stee 

Is  (1969a)  ANSI  035.1/              Std.  Spec,  for  High  Strength  Alloy  Slee 

manganese  Molybdenum  and  Manganese  Molybdenum  Nickel  Slee 

Is  (1969a)  ANSI/        Std.  Spec,  for  Chromium  Molybdenum  Alloy  Stee 

Is  (1969/          Std.  Spec,  for  Nickel  Chromium  Molybdenum  Alloy  Stee 

std.  Spec,  for  General  Requirements  for  Delivery  of  Rolled  Stee 

Steel  Sheet  Piling  (19/               Steel  Products  Manual  for  Carbon  Stee 

Stee 

(1969)  Stee 

67)  Stee 

t  Rolled  and  Cold  Finished  Bars  (1970)  Stee 

Slee 

Tubing  Line  Pipe  Oil  Country  Tubular  Goods  (1964)  Stee 

al  Sections,  Rolled  Floor  Plates,  Steel  Sheet  Piling  (19/  Slee 

d  Cut  Lengths)  (1970)  Slee 

Slee 

r  Forgings,  Hot  Rolled  and  Cold  Finished  Bars  Hot  Rolled/  Slee 

(1968)  Stee 

Stee 
Slee 

3)  (Stee 

Std.  Spec,  for  Zinc  Coating  (Hot  Dip)  on  Assembled  Stee 

Machining  Allowance,  Aircraft  Quality  and  Premium  Quality  Stee 

Sid.  Melh.  and  Definitions  for  Mechanical  Test,  of  Slee 

Spec,  for  Stee 

Spec,  for  Slee 

971)                             Rec.  Pract.  for  Fabrication  and  Control  of  Stee 

lAluminized)  Stranded  Steel  Core  for  Aluminum  Conductors,  Slee 

uminum  Conductors,  Concentric  Lay  Stranded,  Aluminum  Clad,  Stee 

Rec.  Std.  for  Core  Wire  Aluminum  Coaled  (Aluminized)  Stee 

Rec.  Std.  for  Core  Wire  Zinc  Coated  (Galvanized)  Stee 

lad  Steel  Core  Wire  for  Aluminum  Conductors,  Alummum  Clad  Stee 

Id.  Spec,  for  Alummum  Conductors,  Concentric  Lay  Stranded  Stee 

Std.  Spec,  for  Very  High  Strength  Alloy  Stee 

(1969)  Stee 
f  Ultrasonic  Test,  and  Inspection  of  Turbine  and  Generator  Stee 

Spec,  for  Iron  and  Slee 

Std.  for  Stee 

ead.  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess,  Alloy  Stee 

Applications  (1970)                                    Qualification  Test  for  Stee 

Std.  Nomenclature  for  Structural  Slee 

spec,  for  Structural  Steel  for  Buildings  (Carbon  and  Alloy  Stee 

gs  on  Products  Fabricated  From  Rolled,  Pressed,  and  Forged  Stee 

Std.  Spec,  for  Copper  Clad  Stainless  Stee 

Std.  Spec,  for  Stainless  Slee 

c.  Pract.  for  Selecting  and  Specifying  Hot  and  Cold  Rolled  Stee 

high  Strength  Stainless  and  Heat  Resisting  Chromium  Nickel  Stee 

,  Cold  Rolled  (1971)                                                     Spec,  for  Slee 

(1971)                                                                       Spec,  for  Slee 

Cold  Rolled  (1971)                                                   Spec,  for  Slee 

on  Steel  Plates,  Structural  Sections,  Rolled  Floor  Plates,  Slee 

Std.  Spec,  for  Stee 

-  0.38  -  0.43c)  (1971)                                                     "        '  ' 
cess  for  Roofing  (1971 ) 

on  (1969) 
d  (1970) 
ant  (IXcr  - 
ant  (18cr  - 
ant  (1971) 
ant,  23cr  - 
ant  (18cr  ■ 

■  ll.Sni)  (1971) 
-  8.5ni)  (1971) 

■  9.0ni)  Cold  Rolled  (1971) 

■  9.5ni)  (1971) 

38  -  0,43c)  (1971) 


lOni  -  Ti)  (1971) 
lOni  ■  Ti)  (1971) 


13.5ni  (309s) (1971) 
13ni  -  2.5mo)  (1971) 


0.09v  (0.17-0.23c)  Premium  Quality,  Consumable  Electrode/  Stee 
.09v  (0.29-0.34C)  Premium  Quality,  Consumable  Electrode  /  Stee! 
38c)  (1971)  Spec,  for  Stee 

tant,  Deep  Drawing  and  Spinning  (1971)  Spec,  for  Slee 

eat  Resistant,  12cr  -  8.5ni  ■  0.30  (Cb  +  Ta)  -/  Spec,  for  Stee 

r  -  7.ini  -  l.lal  (1971)  Spec,  for  Stee 

-  O.lOzr  (0.10  -  0.17c)  (1971)  Spec,  for  Stee 

ocess  Drawing  Quality,  Special  Killed  (19/  Std.  Spec,  for  Stee 

Sleel  Products  Manual  for  Alloy  Stee 
971)  Std.  Spec,  for  Zinc  Coaled  (Galvanized)  Carbon  Slee 

Std.  Spec,  for  Zinc  CoatedjGalvanized)  Iron  or  Stee 


1  Plates  for  Pressure  Vessels  (1971)  ANSI  G32.1 
1  Plates  for  Pressure  Vessels  (1971)  ANSI  G34.1 
I  Plates  for  Pressure  Vessels  (1971)  ANSI  G35.14 
1  Plates  for  Special  Applications  (1971)  /.  Spec. 

1  Plates  with  Improved  Transition  Properties  for  Pr 
1  Plates  (1970) 

I  Plates,  Double  Normalized  and  Tempered,  for  Press 
1  Plates,  Heal  Treated,  for  Pressure  Vessels  (1969) 
1  Plates,  Quenched  and  Tempered,  for  Pressure  Vesse 
1  Plates,  Quenched  and  Tempered,  for  Pressure  Vesse 
1  Plates,  Quenched  and  Tempered,  for  Pressure  Vesse 
1  Plates,  (Juenched  and  Tempered,  for  Pressure  Vesse 
1  Plates,  Shapes,  Sheet  Piling,  and  Bars  for  Struct 
1  Plates,  Structural  Sections,  Rolled  Floor  Plates, 
I  Products  Manual  for  Alloy  Steel  Plates  (1970) 
1  Products  Manual  for  Alloy  Steel  Sheets  and  Strip 
1  Products  Manual  for  Alloy  Steel  Wire  and  Rods  (19 
1  Products  Manual  for  Alloy  Steel,  Semifinished,  Ho 
1  Products  Manual  for  Carbon  Steel  Flat  Wire  (1959) 
1  Products  Manual  for  Carbon  Sleel  Pipe;  Structural 
I  Products  Manual  for  Carbon  Sleel  Plates,  Structur 
I  Products  Manual  for  Carbon  Steel  Sheets  (Coils  An 
1  Products  Manual  for  Carbon  Steel  Strip  (1964) 
I  Products  Manual  for  Carbon  Steel,  Semifinished  Fo 
1  Products  Manual  for  Flat  Rolled  Electrical  Sleel 
1  Products  Manual  for  Tool  Steels  (1970) 
1  Products  Manual  for  Wrought  Steel  Wheels  (1961) 
1  Products  Manual)  Wire  and  Rods.  Carbon  Steel  (196 
1  Products  (1971) 

1  Products  (1971)  Std. 
I  Products  (1971)  ANSI  G60.1 
1  Rails  (1970) 
1  Railway  Bridges  (1970) 

1  Reference  Blocks  Used  in  Ultrasonic  Inspection  (1 
1  Reinforced  (ACSR)  (1971)  /D)  and  Aluminum  Coated 

1  Reinforced  (ACSR/Aw)  (1971)  Std.  Spec,  for  Al 

1  Reinforced  (1970) 
1  Reinforced  (1970) 

1  Reinforced  (1970)  Std.  Spec,  for  Aluminum  C 

1  Reinforced,  (ACSR)  (1971)  ANSI  C7.22 
1  Reinforcement  Bars  for  Prestressed  Concrete  (1965 
1  Rotary  Slitting  Knives  and  Sleel  Spacing  Collars 
1  Rotor  Forgings  (R1969)  ANSI  G55.5  Std.  Meth.  O 

1  Scrap  (1968) 

1  Self  Drilling  Tapping  Screws  (1971) 

1  Self  Locking  and  Nonlocking  (1970)  Bolt,  Pan  H 

1  Separable  Tube  Fittings  for  Hydraulic  Fluid  Power 
1  Shapes  (1970) 
1  Shapes) (1970) 

1  Shapes,  Plates,  Bars,  and  Strip  (1971)  ANSI  G8.1 
1  Sheet  and  Strip  for  Building  Construction  (1970) 
1  Sheet  and  Strip  for  Surgical  Implants  (1971) 
1  Sheet  and  Strip  (1969) 

1  Sheet  and  Strip  (1969)  Std.  Spec,  for 

I  Sheet  and  Strip,  Corrosion  Resistant  (I8cr  -  8ni) 
I  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni) 
I  Sheet  and  Strip,  Corrosion  Resistant  (18cr  -  8ni) 
I  Sheet  Piling  (1963)  /El  Products  Manual  for  Carb 

1  Sheet  Piling  (1969)  ANSI  G59.1 
Spec,  for  Steel  Sheet  Strip,  and  Plate  (0.50cr  -  0.55ni  -  O.25mo 
Std.  Spec,  for  Steel  Sheet  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Pro 
Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Aluminum  Coaled  Type  1  (1969) 
Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Tin  Coated  by  Eleclrodeposili 
Spec,  for  Steel  Sheet,  Corrosion  Resistant,  Laminated,  Edge  Bonde 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resist 
Spec,  for  Sleel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resist 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heal  Resist 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heal  Resist 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resist 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr 
Spec,  for  Sleel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (19cr 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (1971 
Spec,  for  Steel  Sheet,  Strip  and  Plate,  5.0cr  -  1.3mo  -  0.50v  (0. 

1  Sheet,  Strip,  and  Plate  0  75cr-9.0ni-4. 5co-1.0mo- 
1  Sheet,  Strip,  and  Plate  1  .Ocr-7.5ni-4.6co-l  Omo-O 
I  Sheet,  Strip,  and  Plate  (0.95cr  -  0.2mo  0.33  -  0. 
1  Sheet,  Strip,  and  Plate,  Corrosion  and  Heat  Resis 
1  Sheet,  Strip,  and  Plate,  Corrosion  and  Moderate  H 
1  Sheet,  Strip,  and  Plate,  Corrosion  Resistant,  17c 
1  Sheet,  Strip,  and  Plate,  0.75si  -  0.62cr  -  0.20mo 
1  Sheet,  Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Pr 
1  Sheets  and  Strip  (1969) 

I  Sheets  by  the  Hot  Dip  Process,  Drawing  Quality  (I 
1  Sheets  for  Culverts  and  Underdrains  (1970) 
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uirements  for  Delivery  of  Zinc  Coaled  (Galvanized)  Iron  or 
ss  (1971)  Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon 

Sid.  Spec,  for  Carbon 

cess  (197/  Sid.  Spec,  for  Zinc  Coaled  (Galvanized)  Carbon 

hs  (1969)  ANSI  G/  Sid.  Spec,  for  Zinc  Coaled  (Galvanized) 

Sleel  Products  Manual  for  Carbon 
Rec.  Pracl.  for  Cast 
Steel  Rotary  Slitting  Knives  and 
(Plate)  Backstop 

Rec.  Pracl.  for  Music 
act.  for  Meth.  of  Determining  Plastic  Deformation  in  Sheet 
Std.  Spec,  for  Seamless  Low  Carbon  and  Carbon  Molybdenum 

Std.  for  Industrial 

971)  Std.  Spec,  for  Zinc  Coated 

pattern  (for  Rail  Shipment)  Single  Tier  Load  Anchored  with 
Steel  Products  Manual  for  Carbon 
Std.  Spec,  for  Cold  Rolled  Carbon 
Spec,  for  the  Design  of  Cold  Formed 
Std.  Spec,  for  Sintered  Copper 
Std.  Spec,  for  Sintered  Nickel 
Std.  Spec,  for  Sintered  Austenitic  Stainless 
Std.  Spec,  for  Copper  Infiltrated  Sintered  Carbon 
Std.  Spec,  for  Sintered  Carbon 
Std.  Spec,  for 

II  Std.  Spec,  for  Cold  Formed  Welded  and  Seamless  Carbon 

Std.  Spec,  for  Hot  Formed  Welded  and  Seamless  Carbon 
Std.  Spec,  for  Zinc  Coated 
for  Aluminum  Paint,  Pigment  Paste,  and  Mixing  Varnish  for 
Surface  Preparation  Spec,  for 
for  the  Application  of  Gypsum  Sheet  Material  to  Light  Gage 
Sid.  Spec,  for  Light  Gage 
Pictorial  Surface  Preparation  Std.  for  Painting 
Std.  Meth.  of  Evaluating  Deg.  of  Rusting  on  Painted 
inst  Exterior  Corrosion  (1970)  Std.  for  Underground 

Rec.  Pract.  for  Torque  Tension  Test  Procedure  for 
1)  Std.  for  Drills,  High  Speed 

Std.  Spec,  for  Hot  Worked  High  Carbon 
Spec,  for  Heat  Treated  Carbon 
Std.  Spec,  for  Soft 
Std.  Details  of  Seamless 
Std.  Spec,  for  Seamless  and  Welded  Carbon  and  Alloy 
Std.  Spec,  for  Seamless  and  Electric  Welded  Low  Alloy 
uirements  for  Carbon,  Ferritic  Alloy,  and  Austenitic  Alloy 

Std.  Spec,  for 

Std.  Spec,  for  Electric  Resistance  Welded  Coiled 
Std.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless 
Std.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless 

-  Ti)  Hydraulic  (1971) 

-  0.40c)  (SAE  4337)  (1971) 
esistant,  18cr  -  llni  -  Ti  (SAE  30321)  Hydraul/ 

19cr  -  lOni  (SAE  30304)  Hydraulic,  Solution  T/ 
lectrode  or  Vacuum  Induction  Melted  (1971)  (19/ 
sistant,  18cr-  llni  -  (Cb  +  ta)  (SAE  30347)  Hydr/ 
19cr  -  lOni  (SAE  30304)  High  Pressure  Hydrauli/ 
8.5cr  -  llni  -  Ti)  (1971) 
8cr  -  llni  -  Cb  +  la)  (1971) 
7cr  -  12.5ni  -  2.5mo)  (1971) 
5cr  -  20ni)  (1971) 
3cr  -  13.5ni)  (1971) 

7cr  -  12.5ni  -  2.5mo  (SAE  30316)  (1971) 
130) (1970) 

r-  llni  -  Cb+ta)  Thin  Wall  (1971) 
r-  llni  -  Cb+ta)  (1971) 
r-  lOni  -  Ti)  (1971) 
r-  20ni)  (1971) 


Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for  Coated 
meth.  for  Spectrochemical  Analysis  of  Carbon  and  Low  Alloy 
Rec.  Pracl.  for  Hard  Drawn  Carbon 
lerways  (1971)  Rules  for  Building  and  Classing 

Rules  for  Building  and  Classing 
Guide  Spec,  for  Structural 
-llni  -  Cb+ta)  Wire,  Welding  (1971)  Spec,  for 

Std.  for 
Std.  for 
Standardization  of 

ickness.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange 
ickness.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange 
t  and  Throat  Radius  Gage  for  New  One  Wear  Wrought  and  Cast 

Spec,  for  Wrought  Carbon 
Std.  Spec,  for  Cast 

ickness.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange 
Steel  Products  Manual  for  Wrought 
and  Test  Procedures  (1970)  Rec.  Pract.  for  Pressed 

types (1969) 

Basement,  Utihty)  (1969)  Spec,  for  Residential 


Steel  Sheets  in  Coils  and  Cut  Lengths  Coated  by  the  Hot  ASTM  A525 

Steel  Sheets  of  Commercial  Quality  by  the  Hot  Dip  Proce  ASTM  A526 

Steel  Sheets  of  Flange  Quality  (1969)  ANSI  33.4  ASTM  A4I4 

Steel  Sheets  of  Lock  Forming  Quality  by  the  Hot  Dip  Pro  ASTM  A527 

Steel  Sheets  of  Structural  Quality  Coils,  and  Cut  Lengt  ASTM  A446 

Steel  Sheets  (Coils  and  Cut  Lengths)  (1970)  AISI  5 

Steel  Shot  (1969)  SAE  J827 

Steel  Spacing  Collars  (1969)  ANSI  B94.31 

Steel  Spec.  (1970)  NRA  *]4 

Steel  Specialty  Tubular  Products  (1966)  AISI  19 

Steel  Spring  Wire  and  Springs  (1970)  SAE  J178 

Steel  Stampings  (1970)  Rec.  Pr  SAE  J863B 

Steel  Still  Tubes  for  Refinery  Service  (1969)  ASTM  A161 

Steel  Storage  Racks  (1964)  RMI  •! 

Steel  Strand  for  Messenger  Support  of  Figure  8  Cable  (1  ASTM  A640 

Steel  Strapping  20  Pallets  (1959)  Carioading  RI  P209-2 

Steel  Strip  (1964)  AISI  6 

Steel  Strip  (1965)  ASTM  AI09 

Steel  Structural  Members  (1968)  AISI  20 

Steel  Structural  Parts  (1970)  ASTM  B426 

Steel  Structural  Parts  (1970)  ASTM  B484 

Steel  Structural  Parts  (1970)  ASTM  B525 

Steel  Structural  Parts  (1970)  ANSI  G63.2  ASTM  B303 

Steel  Structural  Parts  (1970)  ANSI  H9.11  ASTM  B3I0 

Steel  Structural  Rivets  (1965)  ANSI  G42. 2  ASTM  A502 

Steel  Structural  Tubing  in  Rounds  and  Shapes  (1971)  ANS  ASTM  A500 

Steel  Structural  Tubing  (1971)  ANSI  G24. 22  ASTM  A501 

Steel  Structural  Wire  Rope  (1970)  ASTM  A603 

Steel  Structures  (1970)  Spec.  AASHO  M69 

Steel  Structures  (1971)  SSPC  SP-0 

Steel  Studs  (1970)  Std.  Spec,  for  Steel  Drill  Screws  ASTM  C646 

Steel  Studs,  Runners,  and  Rigid  Furring  Channels  (1970)  ASTM  C645 

Steel  Surfaces  (1967)  ASTM_P2200  SSPC  VISl 

Steel  Surfaces  (1968)  ASTM  D610  SSPC  VIS2 

Steel  Tanks  with  Pre  Engineered,  20  Year  Protection  Aga  STI  *3 

Steel  Threaded  Fasteners  (1970)  SAE  J174 

Steel  Threaded  Shank,  Sizes  1/16  In.  Thru  Letter  F  (197  NSA  965 

Steel  Tie  Plates  (1968)  ASTM  A241 

Steel  Track  Bolts,  and  Carbon  Steel  Nuts  (1969)  AREA  4-2-15 

Steel  Track  Spikes  (1968)  ASTM  A65 

Steel  Tube  Bushings  for  Coupler  Shanks  (1970)  AAR  MSRP-C-35 

Steel  Tubes  for  Low  Temperature  Service  (1969)  ASTM  A334 

Steel  Tubes  (1971)  ANSI  B125. 19  ASTM  A423 

Steel  Tubes  (1971)  ANSI  B36.46  /  Spec,  for  General  Req  ASTM  A450 

Steel  Tubes,  Low  Carbon,  Tapered  Structural  Use  (1969)  ASTM  A595 

Steel  Tubing  for  Gas  and  Fuel  Oil  Lines  (1971)  ASTM  A539 

Steel  Tubing  for  General  Service  (1971)  ANSI  B125.15  ASTM  A269 

Sleel  Tubing  (Small  Diameter)  for  General  Service  (1969  ASTM  A632 

Steel  Tubing,  Corrosion  and  Heat  Resistant  (18cr  -  1  Ini  SAE  AMS5557B 

Steel  Tubing,  Mechanical,  0.80cr  -  1.8ni  -  O.25mo  (0.35  SAE  AMS6413E 

Sleel  Tubing,  Seamless  and  Welded,  Corrosion  and  Heal  R  SAE  AMS5557C 

Steel  Tubing,  Seamless  and  Welded,  Corrosion  Resistant,  SAE  AMS5567A 

Sleel  Tubing,  Seamless  Corrosion  Resistant  Consumable  E  SAE  AMS5560E 

Steel  Tubing,  Seamless  or  Welded,  Corrosion  and  Heat  Re  SAE  AMS5556B 

Steel  Tubing,  Seamless  or  Welded,  Corrosion  Resistant,  SAE  AMS5566E 

Steel  Tubing,  Seamless,  Corrosion  and  Heal  Resistant  (1  SAE  AMS5570H 

Steel  Tubing,  Seamless,  Corrosion  and  Heal  Resistant  (1  SAE  AMS5571C 

Steel  Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (1  SAE  AMS5573D 

Steel  Tubing,  Seamless,  Corrosion  and  Heal  Resistant  (2  SAE  AMS5572C 

Steel  Tubing,  Seamless,  Corrosion  and  Heal  Resistant  (2  SAE  AMS5574A 

Sleel  Tubing,  Seamless,  Corrosion  and  Heal  Resistant,  1  SAE  AMS5573E 

Sleel  Tubing,  Welded  0.95  Cr-0.20mo  (0.28-0.33c)  (SAE  4  SAE  AMS6373A 

Steel  Tubing,  Welded,  Corrosion  and  Heat  Resistant  (18c  SAE  AMS5558A 

Steel  Tubing,  Welded,  Corrosion  and  Heat  Resistant  (I8c  SAE  AMS5575G 

Steel  Tubing,  Welded,  Corrosion  and  Heat  Resistant  (18c  SAE  AMS5576D 

Sleel  Tubing,  Welded,  Corrosion  and  Heat  Resistant  (25c  SAE  AMS5577B 

Sleel  Underground  Tanks  (1968)  STI  *2 

Sleel  Using  a  Vacuum  Spectrometer  (1971)  Std.  ASTM  E415 

Steel  Valve  Spring  Quality  Wire  and  Springs  (1970)  SAE  J172 

Sleel  Vessels  for  Service  on  Rivers  and  Intracoastal  Wa  ABS  *1 

Steel  Vessels  (1971)  ABS  '5 

Steel  Welding  for  Buildings  (1969)  CSI  5010 

Sleel  Welding  Wire,  Corrosion  and  Heat  Resistant  (18cr  SAE  AMS5680C 

Sleel  Wheel  A-28  (Railway  Cars)  (1970)  AAR  MSRP-G-28A 

Sleel  Wheel  A-30  (Railway  Cars)  (1970)  AAR  MSRP-G-29 

Sleel  Wheels  and  Their  Designs  (Railway  Cars)  (1971)  AAR  MSRP-G-21 

Sleel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Cars)  (19  AAR  MSRP-B-96 

Sleel  Wheels  as  Shown  on  Plate  B-42i  (Railway  Cars)  (19  AAR  MSRP-B-96A 

Sleel  Wheels  as  Shown  on  Plate  B-42j  (Railway  Cars)  (19  AAR  MSRP-B-96B 

Sleel  Wheels  for  Locomotives  and  Railway  Cars  (1970)  AAR  MSRP-M-107 

Steel  Wheels  for  Railway  Service  (1971)  ASTM  A583 

Sleel  Wheels  (Railway  Cars)  (1970)  /  Maximum  Flange  Th  AAR  MSRP-B-42I 

Steel  Wheels  (1961)  AISI  11 

Sleel  Wheels,  (Passenger  Cars)  Performance  Requirements  SAE  J328A 

Steel  Window  Spec,  for  Projected,  Casement  and  Pivoted  SWI  A.l 

Steel  Windows  (Casement,  Roto  and  Simplex  Types.  Ranch,  SWI  G.l 
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Spec,  for  Architectural  Projected  Stee 

Spec,  for  Commercial  Projected  Stee 

Spec,  for  Double  Hung  Light  Type  Stee 

for  Std.  Intermediate,  Heavy  Intermediate  and  Heavy  Custom  Stee! 

ial  Use  (1969)                                                   Rec.  Spec,  for  Stee! 

ommercial  Use  (1969)                                         Rec.  Spec,  for  Stee 

Steel  Products  Manual  for  Alloy  Stee 

Rec.  Pract.  for  Oil  Tempered  Chromium;  Silicon  Alloy  Stee 

in  Concrete  (1970)                                                         Spec.  Stee: 

1  G45.1                                                 Std.  Spec,  for  Welded  Stee: 

I  G45.3                                   Std.  Spec,  for  Welded  Deformed  Stee 

Std.  Spec,  for  Alloy  Stee 

Std.  Spec,  for  Silver  Coated  Copper  Clad  Stee 

Std.  Spec,  for  Tin  Coated  Copper  Clad  Stee 

Rec.  Pract.  for  Cut  Stee 

Std.  Spec,  for  Zinc  Coated  Stee 

Tape  Rule  Stee 

Space  Block  Stee 

Roller  Chain  Stee 

Regulator  Spring  Stee 

Shoe  Shank  Stee 

Snake  Fish  Tape  Stee 

Tape  Line  Measuring  Stee 

Std.  Spec,  for  Zinc  Coated  (Galvanized)  Carbon  Stee 

Saw  Stee 

s  (1970) 
ications  (1970) 

-  (Cb  +  ta)  (1971) 

-  2.5mo)  Screen  (1971) 
(1971) 

Treated  (1971) 

+  ta)  -  1.1  Ti  -  2.0CU  Spring  Temper  (1970) 


Stee: 
Stee 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee: 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee: 

Spec,  for  Stee: 

Std.  Spec,  for  Stee 

Std.  Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee 

Spec,  for  Stee 


05)  Solution  Heat  Treated,  Safety  Wire  (1971) 
05)  Solution  Heat  Treated,  Rivet  Wire  (1971) 
SI  G54.1 
971) 

treated  (1971) 

26  -  0.32c)  Vacuum  Melted,  Environment  Control/ 
40c)  Vacuum  Melted,  Environment  Controlled  (1/ 
0.28  -  0.33c)  Vacuum  Melted  (1971) 

k  (197/  Std.  Spec,  for  High  Strength  Low  Alloy  Structural  Stee 

k  (197/  Std.  Spec,  for  High  Strength  Low  Alloy  Structural  Stee 

uids  as  Defined  by  Dot  Regulation/  Rec.  Pract.  for  Drums,  Stee 

Rake  Tine  Stee 

Influence  of  Residual  Stress  on  Fatigue  of  Stee 
Rake  Tine  Stee 
High  Strength  Low  Alloy  Stee 
Clock  Spring  Stee 
Doctor  Blade  Stee 
Feeler  Gauge  Stee 
File  Stee 
Hacksaw  Frame  Stee 
Zipper  Wire,  Flat  Stee 
(Steel  Products  Manual)  Wire  and  Rods,  Carbon  Stee 
Steel  Products  Manual  for  Flat  Rolled  Electrical  Stee 
Std.  Spec,  for  Cast  Tool  Stee 
Std.  Spec,  for  High  Speed  Tool  Stee 
Std.  for  Numbering  System  for  Wrought  or  Rolled  Stee: 
Std.  Spec,  for  Structural  Stee 
Std.  F  Interlocking  Coupler  Yoke,  Cast  Stee 
Structural  Deck  (Roofing);  Stee 
Ball,  Low  Chromium  High  Carbon  Stee: 
Rec.  Pract.  for  High  Strength,  Low  Alloy  Stee: 
Pract.  for  Preparation  of  and  Electroplating  on  Stainless  Stee 
for  High  Strength  Low  Alloy  Structural  Manganese  Vanadium  Stee 
Std.  Spec,  for  Electrodeposited  Coatings  of  Zinc  on  Slee 
Std.  Spec,  for  Electrodeposited  Coatings  of  Cadmium  on  Stee 
Spec,  for  Continuous  (Stee 
Spec,  for  Line  Pipe  (Seamless  and  Welded  Stee 
Bolts  and  Screws,  Stee 
bon  and  Low  Alloy  Steels,  Nonferrous  Materials,  High  Alloy  Stee 
970)  Std.  Meth.  for  Chemical  Analysis  of  Stee 

trial  Use  (1969)  ANSI  G55.19  Std.  Spec,  for  Stee 

Saw  Stee 

o)(1971)  Spec,  for  Welding  Electrodes,  Coated,  Stee 

cb  +  ta)  (1971)  Spec,  for  Welding  Electrodes,  Coated,  Stee 

Spec,  for  Welding  Electrodes,  Coated,  Stee 
Threaded  Solution  and  Precipitation  T/  Bolts  and  Screws,  Stee 

Threaded,  1650f  Heat  Treatment  (1970)  Bolts  and  Screws,  Stee 

Treated,  Roll  Threaded  I800f  (982.2c)/  Bolts  and  Screws,  Stee 

t  and  Partially  Precipitation  Heat  Tre/  Spec,  for  Rivets,  Stee 

ted,  Roll  Threaded  (1970)  Bolts  and  Screws,  Stee 

Bolts  and  Screws,  Stee 

Roll  Threaded  (1970)  Bolts  and  Screws.  Stee 


Windows  (Guard,  Psychiatric  and  Awning)  (1969) 

SWI 

C.l 

Windows  (Security)  (1969) 

SWI 

E.l 

Windows  (1969) 

SWI 

H.l 

Windows  (1969) 

Spec 

SWI 

B.l 

Windows;  Cold  Rolled,  for  Residential  and  Commerc 

SWI 

J.l 

Windows;  Semi  Intermediate,  for  Residential  and  C 

SWI 

K.l 

Wire  and  Rods  (1967) 

AISI 

15 

Wire  and  Springs  (1970) 

SAE 

J157 

Wire  Bar  Supports  Used  to  Position  Reinforcement 

CRSI 

♦1.3.1 

Wire  Fabric  for  Concrete  Reinforcement  (1969)  ANS 

ASTM 

A 185 

Wire  Fabric  for  Concrete  Reinforcement  (1969)  ANS 

ASTM 

A497 

Wire  for  Cold  Heading  of  Hexagon  Head  Bolts  (1968 

ASTM 

A547 

Wire  for  Electronic  Applications  (1969) 

ASTM 

B501 

Wire  for  Electronic  Apphcations  (1970) 

ASTM 

B520 

Wire  Shot  (1969) 

SAE 

J441 

Wire  Strand  (1969) 

ASTM 

A475 

Wire  (for  Push  Pull  Measuring  Rules)  (1962) 

SWA 

♦142 

Wire  (I-Beam  Shape)  (1962) 

SWA 

♦139 

Wire  (Rollers  and  Bushings)  (1962) 

SWA 

♦131 

Wire  (1962) 

SWA 

♦129 

Wire  (1962) 

SWA 

♦  1 37 

Wire  (1962) 

SWA 

♦138 

Wire  (1962) 

SWA 

♦141 

Wire  (1971 ) 

ASTM 

A641 

Wire,  Band,  Metal  Cutting  Alloy  (1962) 

SWA 

•133 

Wire,  Copper  Clad  99fe  for  Electronic  Application 

SAE 

AMS7732 

Wire,  Copper  Clad  99fe-0.45mn  for  Electronic  AppI 

SAE 

AMS7733 

Wire,  Corrosion  and  Heat  Resistant  I8cr  -  11. Sri 

SAE 

AMS5674A 

Wire,  Corrosion  and  Heat  Resistant  (18.5cr  -  13ni 

SAE 

AMS5690F 

Wire,  Corrosion  and  Heat  Resistant  (25cr  -  20ni) 

SAE 

AMS5694C 

Wire,  Corrosion  and  Heat  Resistant,  Solution  Heat 

SAE 

AMS5689A 

Wire,  Corrosion  Resistant  12cr  ■  8.5ni  -  0.30  (Cb 

SAE 

AMS5672 

Wire,  Corrosion  Resistant  (19cr  -  9.5ni)  (1971) 

SAE 

AMS5697A 

Wire,  Corrosion  Resistant,  Spring  Temper  (1971) 

SAE 

AMS5688F 

Wire,  Corrosion  Resistant,  18cr  -  ll.Sni  (SAE  303 

SAE 

AMS5685F 

Wire,  Corrosion  Resistant,  18cr  -  ll  .Sni  (SAE  303 

SAE 

AMS5686C 

Wire,  Hard  Drawn  for  Mechanical  Springs  (1971)  AN 

ASTM 

A227 

Wire,  Oil  lempered  Carbon  Valve  Spring  Quality  (1 

ASTM 

A230 

Wire,  Safety,  Corrosion  Resistant,  Solution  Heat 

SAE 

AMS5685E 

Wire,  Welding  l.OScr  -  0.55ni  -  l.Omo  -  0.07v  (0. 

SAE 

AMS5027 

Wire,  Welding  1 .05cr-0.55ni-l .0mo-0.07v  (0.34  -  0 

SAE 

AMS5028 

Wire,  Welding,  0.65si  -  1.25cr  -  0.50mo  -  0.30v 

SAE 

AMS6458D 

with  50,  000  psi  Minimum  Yield  Point  to  4  In.  Thic 

AASHO 

M222 

with  50.  000  psi  Minimum  Yield  Point  to  4  In.  Thic 

ASTM 

A588 

(Dot  5  a  Unlined)  Used  for  Shipping  Corrosive  Liq 

MCA 

D30 

(Hard  Rolled)  (1962) 

SWA 

♦126 

(Hs  198)  (1968) 

SAE 

J783 

(Tempered).  Flat  (1962) 

SWA 

*127 

(1958) 

AISI 

17 

(1962) 

SWA 

*100 

(1962) 

SWA 

*105 

(1962) 

SWA 

*109 

(1962) 

SWA 

♦110 

(1962) 

SWA 

♦114 

(1962) 

SWA 

♦148 

(1963) 

AISI 

8 

(1968) 

AISI 

16 

(1969) 

ASTM 

A  597 

( 1 969 ) 

ASTM 

A  600 

(1969) 

SAE 

J402B 

(1969)  ANSI  G41.5 

ASTM 

A36 

(1970) 

AAR 

MSRP-C-63 

(1970) 

NRCA 

♦2-1 

(1970) 

SAE 

AMS7440A 

(1970) 

SAE 

J410C 

(1970)  ANSI  G53.13 

Rec. 

ASTM 

B254 

(1970a)                                                            Std.  Spec. 

ASTM 

A441 

(1971)  ANSI  G53.1 

ASTM 

A164 

(1971)  ANSI  G53.2 

ASTM 

A165 

Windows  Top  Hung  (1969) 

SWI 

F.I 

(1971) 

API 

5L 

Alloy  Heat  Treated,  Roll  Threaded  (1970) 

SAE 

AMS7452J 

Cast  Iron,  Integrally  Clad  Plate  or  with  Applied 

ASME 

BPVC8-1-C 

Cast  Iron,  Open  Hearth  Iron,  and  Wrought  Iron  (1 

ASTM 

E30 

Closed  Impression  Die  Forgings  for  General  Indus 

ASTM 

A521 

Coping  Wire  (1962) 

SWA 

♦134 

Corrosion  and  Heat  Resistant  (18cr  -  13ni  -  2.3m 

SAE 

AMS5691C 

Corrosion  and  Heat  Resistant  (19.5cr  -  10.5ni  - 

SAE 

AMS5681B 

Corrosion  and  Heat  Resistant  (1971) 

SAE 

AMS5695B 

Corrosion  and  Heat  Resistant.  Heat  Treated,  Roll 

SAE 

AMS7478G 

Corrosion  and  Heat  Resistant,  Heat  Treated,  Roll 

SAE 

AMS7479C 

Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat 

SAE 

Corrosion  and  Heat  Resistant.  16501  Solution  Hea 

SAE 

AMS7235A 

Corrosion  and  Moderate  Heat  Resistant,  Heat  Trea 

SAE 

AMS7470F 

Corrosion  Resistant,  Roll  Threaded  (1970) 

SAE 

AMS7472H 

Corrosion  Resistant,  Upset  Headed,  Heat  Treated, 

SAE 

AMS7474A 
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Fasteners,  Alloy 
Conduit 

Std.  E  Coupler  Yoke,  Cast 
Std.  E  Coupler  Yoke,  Lightweight  Design.  Cast 
Std.  E  Coupler  Yoke,  Cast 
Std.  E  Coupler  Yoke,  Lightweight  Design,  Cast 
0)  Std.  E  Coupler  Yoke,  Cast 

r  Replacement  in  Kind  Only)  (1/  Std.  E  Coupler  Yoke.  Cast 

70)  Std.  E  Coupler  Yoke,  Cast 

Std.  for  F  Interlocking  Coupler  Yoke,  Cast 
gear  Pocket  (1970)  Std.  E  Coupler  Yoke,  Cast 

Screw,  Hex  Head,  Tri  Wing  Recess,  Alloy 
Screw,  100  Deg.  Head,  Tri  Wing  Recess,  Alloy 
eneral  Requirements  for  Carbon  and  High  Strength  Low  Alloy 
lysis  of  Carbon  Steel,  Low  Alloy  Steel,  Silicon  Electrical 
It,  100  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy 
englh  Hardened,  Tempered,  Roll  Threade/         Bolts  and  Screws, 
d.  Roll  Threaded  (1970)  Bolts  and  Screws, 

rength.  Hardened  and  Tempered,  Roll  Th/  Bolts  and  Screws, 

Iron,  and  Wr/  Std.  Meth.  for  Chemical  Analysis  of  Carbon 

,  Roll  Threaded  (1970)  Bolts  and  Screws, 

e  Flat  Fillister  Head,  Full  Thread,  Tri  Wing  Recess,  Alloy 
inished  Bars  Hot  Rolled/  Steel  Products  Manual  for  (Tarbon 

(1970)  Steel  Products  Manual  for  Alloy 

I  G8.20  Std.  Spec,  for 

Deg.  Reduced  Head,  Tri  Wing  Recess  Close  Tolerance,  Alloy 
It,  100  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy 
Bolt.  Hex  Head,  Close  Tolerance.  Alloy 
Id.  Meth.  for  Chemical  Analysis  of  Carbon  Steel,  Low  Alloy 
lain  and  Self  Locking,  Alloy  Steel  and  Corrosion  Resisting 
lain  and  Self  Locking,  Alloy  Steel  and  Corrosion  Resisting 
g(197l)  Spec,  for  Springs, 

I  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess  Alloy 
olt  100  Deg.  Flush  Tension  Head  .0312  Oversize  Shank  Alloy 
g.  Flush  Tension  Head  Hi  Torque  Recess,  Short  Thread  Alloy 
hi  Torque  Recess,  .0156  Oversize  Shank  Short  Thread,  Alloy 
hi  Torque  Recess,  .0312  Oversize  Shank  Short  Thread,  Alloy 
I,  100  Deg.  Flush  Tension  Head,  .0156  Oversize  Shank  Alloy 
ngs.  Flash  Welded,  Corrosion  and  Heat  Resistant  Austenitic 
1970)  Std.  Meth.  for  Chemical  Analysis  of  Tool 

Meth.  for  Spectrochemical  Analysis  of  Stainless  Type  18-8 
Std.  Spec,  for  High  Strength  Low  Alloy  Columbium  Vanadium 
rrosion  Resistant  Linings,  Cast  Ductile  Iron,  and  Ferritic 
Machinability  of  Ordnance 
Stainless  and  Heat  Resisting 
ecling  Susceptibility  to  Intergranular  Attack  in  Stainless 
Rec.  Pract.  for  Hardenability  Bands  for  Carbon  H 
ransition  Joints  Between  Ferritic  and  Austenitic  Stainless 
e  Bends  and  Formed  Components  of  Carbon  and  Ferritic  Alloy 
determine  Nil  Ductility  Transition  Temperature  of  Ferritic 
Steel  Products  Manual  for  Tool 
High  Strength,  Quenched,  and  Tempered  Structural 
Std.  for  Chemical  Compositions  of  SAE  Carbon 
Std.  for  Chemical  Compositions  of  SAE  Alloy 
Std.  for  Chemical  Compositions  of  SAE  Wrought  Stainless 

Std.  for  Tool  and  Die 
sis  of  Tool  Steels  and  Other  Similar  Medium  and  High  Alloy 
Tent.  Meth.  for  Drop  Weight  Tear  Tests  of  Ferritic 
Quality  Assurance  Sampling  of  Carbon  and  Low  Alloy 
s  for  Pressure  Vessels  Constructed  of  Carbon  and  Low  Alloy 
nual  Including  Std.  for  Aluminum,  Copper  Alloys,  Stainless 
rface  (1970)  Roof  Spec.  Plate  for 

face  (1970)  Roof  Spec.  Plate  for 

Surface  (1970)  Roof  Spec.  Plate  for 

le,  Mineral  Surface  (1970)  Roof  Spec.  Plate  for 

Std. 

dustrial  Vehicles:  Tractors,  Ta/  Std.  for  Tires  and  Rims 

Rec. 

lar  Bicycles  Including  Tests  for  Static  Load,  Frame,  Fork, 

Rec.  Pract.  for 
Rec.  Pract.  for 
Safety  Std.  for  Marine  Manual 
eel  Assembly,  Chainguards,  Saddle  Braces,  Pedal  Clearance, 
Rec.  Pract.  for  Cable  and  Pulley 
Rec.  Pract.  for  Mechanical 
Std.  for  Power 

(1970)  Std.  for  Power 

1970)  Std.  for  Power 

Std.  for  Power 

Performance  Requirements  for  Stopping  Power,  Traction  and 
ts)  (1970)  Rec.  Pract.  Covering 

eatures  (Overhead  Guard,  Back  Rest,  Moving  Chains,  Cables, 
and  Tool  Joints)  (1971)  Rec.  Pract.  for  Drill 

Valve 
Std. 


Steel,  Externally  Threaded  (1970)  NSA 
Steel,  Flat  Electrogalvanized  (1962)  SWA 
Steel,  for  Rigid  Shank  Coupler  (1970)  AAR 
Steel,  for  Rigid  Shank  Coupler  (1970)  AAR 
Steel,  for  Swivel  Shank  Coupler  (19701  AAR 
Steel,  for  Swivel  Shank  Coupler  (1970)  AAR 
Steel,  for  Twin  Draft  Gear  and  Rigid  Shank  Coupler  (197  AAR 
Steel,  for  Tv.  in  Draft  Gear  and  Swivel  Shank  Coupler  (Fo  AAR 
Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  Coupler  (19  AAR 
Steel,  for  Twin  Draft  Gear  (1970)  AAR 
Steel,  for  Use  with  B-E  67  Ht  Coupler  and  36  In.  Draft  AAR 
Steel,  Full  Thread,  Nonlocking  (1970)  NSA 
Steel,  Full  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA 
Steel,  Hot  Rolled  Strip,  Hot  Rolled  Sheet,  and  Cold  Rol  ASTM 
Steel,  Ingot  Iron,  and  Wrought  Iron  (1971)  /Emical  Ana  ASTM 

Steel,  Long  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA 
Steel,  Long  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA 
Steel,  Low  Alloy  Heal  Resistant  195,  000  psi  Tensile  Str  SAE 
Steel,  Low  Alloy  Heat  Resistant,  Normalized  and  Tempere  SAE 
Steel,  Low  Alloy  Heat  Resistant,  220,  000  psi  Tensile  St  SAE 
Steel,  Low  Alloy  Steel,  Silicon  Electrical  Steel,  Ingot  ASTM 
Steel,  Low  Alloy,  Heat  Resistant,  Hardened  and  Tempered  SAE 
Steel,  Self  Locking  and  Nonlocking  (1970)  /Rew,  Machin  NSA 

Steel,  Semifinished  for  Forgings,  Hot  Rolled  and  Cold  F  AISI 
Steel,  Semifinished,  Hot  Rolled  and  Cold  Finished  Bars  AISI 
Steel,  Sheet,  Cold  Rolled,  Long  Terne  Coated  (1969)  ANS  ASTM 
Steel,  Short  Thread,  Nonlocking  (1970)  Bolt.  100  NSA 

Steel,  Short  Thread,  Self  Locking  and  Nonlocking  (1967)  NSA 
Steel,  Short  Thread,  Self  Locking  and  Nonlocking  (1970)  NSA 
Steel,  Silicon  Electrical  Steel,  Ingot  Iron,  and  Wrough  ASTM 
Steel,  Unified  Coarse  3a  and  2a  Thread  (1971)  /Lied,  P  NSA 

Steel,  Unified  Fine  3a  Thread  (1971)  ID  and  Drilled,  P  NSA 

Steel,  0.85  -  1.05c,  Hardened  and  Tempered  After  Formin  SAE 
Steel,  160,  000  psi  (1971)  Std.  Par  NSA 

Steel,  160,  000  psi  (1971)  Std.  Part  B  NSA 

Steel,  160,  000  psi  (1971)  Std.  Part  Bolt,  100  De  NSA 

Steel,  160,  000  psi  (1971)  /OO  Deg.  Flush  Tension  Head  NSA 

Steel,  160,  000  psi  (1971)  /OO  Deg.  Flush  Tension  Head  NSA 

Steel,  160.000  psi  (1971)  Std.  Part  Bol  NSA 

Steels  and  Austenitic-Type  Alloys  (1971)  Spec,  for  Ri  SAE 

Steels  and  Other  Similar  Medium  and  High  Alloy  Steels  ASTM 
Steels  by  the  Point  to  Plane  Technique  Using  an  Optical  ASTM 
Steels  of  Structural  Quality  (1968)  AASHO 
Steels  with  Tensile  Properties  Enhanced  by  Heat  Treatme  ASME 
Steels  (Hs  123)  (1968)  SAE 
Steels  (1963)  AISI 
Steels  (1968)  Rec.  Pract.  for  Det  ASTM 

Steels  (1969)  SAE 
Steels  (1969)  Rec.  Pract.  for  Welding  of  T  PFI 

Steels  (1969)  Rec.  Pract.  for  Heat  Treatment  of  Pip  PFI 

Steels  (1969)  ANSI  Z178.5  /Ucting  Drop  Weight  Test  to  ASTM 

Steels  (1970)  AISI 
Steels  (1970)  SAE 
Steels  (1970)  '  SAE 

Steels  (1970)  SAE 
Steels  (1970)  SAE 
Steels  (1970)  SAE 
Steels  (1970)  Std.  Meth.  for  Chemical  Analy  ASTM 

Steels  (1971)  ASTM 
Steels,  Forgings  and  Stock  (1970)  SAE 
Steels,  Nonferrous  Materials,  High  Alloy  Steel,  Cast  Ir  ASME 
Steel;  Carbon  Steel  and  Iron;  Organic,  Vitreous  and  Lam  NAAMM 
Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Fell,  Mineral  Su  NRCA 
Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Fell,  Smooth  Sur  NRCA 
Sleep  Slope,  Asbestos  Non  Nailable  Lt.  Wt.  Felt,  Smooth  NRCA 
Sleep  Slope,  Asphalt;  No.  15  Asbestos  Felts,  Non  Nailab  NRCA 
Steeple  Back  Journal  Bearing  Wedges  (1970)  AAR 
(Steering  and  Drive  Wheel  Types)  for  Agricultural  and  in  TRA 
Steering  Arrangements;  Rider  Type  Trucks  (1964)  ITA 
Steering  Assembly  and  Tire  Blowout  (1970)  /Ts  for  Regu  BMA 

Steering  Cable  and  Pulleys  on  Boats  (1966)  BIA 
Steering  Cable  Clearance  on  Boats  (1960)  BIA 
Steering  Components  and  Systems  (1966)  UL 
Steering  Control,  Brakes,  Tires  and  Controls  (1970)  /H  BMA 

Steering  Installation  on  Boats  (1969)  BIA 
Steering  Installation  on  Boats  (1969)  BIA 
Steering  Pressure  Hose,  Wire  Braid  (1970)  SAE 
Steering  Pressure  Hose;  High  Volumetric  Expansion  Type  SAE 
Steering  Pressure  Hose;  Low  Volumetric  Expansion  Type  SAE 
Steering  Return  Hose,  Low  Pressure  (1970)  SAE 
Steering  Stabihty  for  Regular  Bicycles  (1970)  ID.  for  BMA 

Steering  Systems  on  Vessels  Under  26  Ft.  in  Length  (Boa  ABYC 
Steering,  Wheel  Guards,  Tilt  Mechanism,  Overtravel  Limi  ITA 
Stem  Design  and  Operating  Limits  (Drill  Pipes,  Strings  API 
Stem  Key  Wire  (1962)  SWA 
Step  Voltage  and  Induction  Voltage  Regulators  (1968)  ANSI 


4002 
♦101 

MSRP-C-53 
MSRP-C-54 
MSRP-C-51 
MSRP-C-52 
MSRP-C-58 
MSRP-C-56 
MSRP-C-57 
MSRP-C-62 
MSRP-C-55 
5900-3 
5600-6 
A568 
E350 
4104-16 
6604-20 
AMS7459A 
AMS7454E 
AMS7464A 
E350 
AMS7455 
5300-6 
1 

4 

A308 
4703-16 
4400-16 
6203-20 
E350 
1352 
1351 

AMS7304B 
583 
1603 
1503 
1243 
1253 
1703 

AMS7490J 
E352 
E327 
M223 

BPVC8-1-C 
J791 
13 

A262 
J776B 
ES23 
ES6 
E208 
14 

J368 
J403F 
J404G 
J405D 
J438B 
E352 
E436 
AMS2372 
BPVC8-1-C 
32 
•2-Vll 
*2-V8 
•2-V9 
•2-V12 
MSRP-D-49 
4 

2B1-2 
6/4 
156 
155 
1139 
6/5 
157 
158 
J190 
J188 
J191 
J189 
6/3 
H16A 
4G1-4 
RP7G 
♦146 
C57.15 
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Sid.  Dimensional  Characteristics  of  Monophonic  and 


Std.  Test  Meth.  foi  Fire  Retardance  of  Paints 
Std.  Spec,  for  Magnesium  Ingot  and 
Adhesion  Test  Meth.  for  Quick 
Std.  Packaging  of  Items  in  a  Wrap,  with 
Packaging  Std.  for  Items  in  a  Box,  with  Fiberboard 
d.  for  Packaging  of  Items  in  Transparent  Plastic  Bags  with 

Std.  for  Rigidity, 

re  for  Magnet  Wire  Fabrication  (1/  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for 

atus  (1969)  Tent.  Meth.  for  Measuring  the  Relative 

pecimen  Weight)  (1971)  Test  Meth.  for 

Std.  Measurement  for  the 
Test  Meth.  for 
Pressure  Sensitive  Tape 
Spec,  for  Seamless  Low  Carbon  and  Carbon  Molybdenum  Steel 

Rec.  Std.  for  Metal 

or  Martensitic  Stainless  Steel  Bars,  Forgings,  and  Forging 
ure  Film  Camera  Cartridge  Notches  for  Exposure  Control  and 

Packaging  Std.  for  Raw 
Meth.  Resistance  of  Pulp  or  Paper 
Paper 

Test  Meth.  for  Alkali  Loss  of  Washed  Brown 
td.  Designation  of  A  and  B  Windings  for  Motion  Picture  Raw 
Property  Limits  and  Std.  Tolerances  of  Aluminum  Fin 
Model  Railroad  Curvature  and  Rolling 
Mechanical  Properties  and  Tolerances  for  Aluminum  Forging 
ance  Sampling  of  Carbon  and  Low  Alloy  Steels,  Forgings  and 
pper  and  Copper  Alloy  Seamless  Condenser  Tubes  and  Ferrule 
Std.  Test  Meth.  for  Abrasion  of 
Std.  Spec,  for  Crushed 
4)  Std.  Spec,  for  Crushed 

1964)  Std.  Spec,  for  Crushed 

964)  Std.  Spec,  for  Crushed 

Std.  Spec,  for  Crushed 
Design  Guide  for  Permanent  Parking  Areas  (Crushed 
Design  Guide  for  Streets  (Crushed 
Std.  Meth.  of  Sampling  Stone,  Slag.  Gravel,  Sand  and 

Rec.  Std.  for 

Std.  Meth.  of  Test  for  Abrasion  Resistance  of 

Ashlar 

Random  Ashlar  or  Veneer 
.  Meth.  of  Test  for  Modulus  of  Rupture  of  Natural  Building 
meth.  of  Test  for  Compressive  Strength  of  Natural  Building 
r  Absorption  and  Bulk  Specific  Gravity  of  Natural  Building 
fing;  Water  Repellents  for  the  Exterior  Surfaces  of  Brick, 
macadam  Base  and  Surface  Courses  /         Std.  Spec,  for  Crushed 
Bituminous  Road  Mix  Surface  Cour/  Std.  Spec,  for  Crushed 

Surface  Course  (1964)  Std.  Spec,  for  Crushed 

ghway  Materials  (1968)  Std.  Meth.  of  Sampling 

Std.  Definitions  of  Terms  Relating  to  Natural  Building 

Setting 

Rec.  Prac.  for  Supplemental  High  Mounted 
Std.  for 

70)  Std.  for  Glass 

ular  Bicycl/  Safety  Std.  for  Performance  Requirements  for 

Policy  on  Design  Std.  for 
Product  Std.  for  Auxiliary  Builders  Hardware;  Door 

Std.  for  the  Production, 
of  Safety  Regulations  for  the  Manufacture,  Transportation. 
St  for  Gloss  Retention  of  Waxed  Paper  and  Paperboard  After 
ractors  (1970)  Std.  for 

General  Safety  Rec.  for  Changing  and  Charging 
Rec.  Pracl.  and  Std.  for  the  Location  and  Installation  of 
luding  Guarantee  Policy  for  Motor  Vehicle  Type  (Lead  Acid) 
Std.  Definitions  for  Lead  Acid  Industrial 
Rec.  Pract.  tor  Life  Test  for  Automotive 

nd  Starting  (1970) 

and  Delivery  Equipment  (Anfo)  and  Related  Facilities  (Bulk 
Rec.  Safe  Pract.  for  Outdoor  General 
Yard 
Code  for  the 
Rec.  for 
Std.  for  Indoor  General 
Std.  Magazine  (Brick)  for 
Std.  Magazine  (Sand  Filled  Walls)  for 
American  Table  of  Distances  for  Safe 
Rec.  Safe  Pract.  for  Outside 
Std.  for  Rack 
Outdoor 

Requirements  for  Palletized  and  Rack 
Std.  Pract.  for 

8)  Std.  Magazine  for 

Std.  for  Industrial  Steel 


Stereophonic  Disc  Phonograph  Records  for  Home  Use:  78.  EIA  RS2II-C 

Sterilization  of  Filling  Materials  Used  in  Bedding  (197  ABFLO  2K 

(Stick  and  Wick  Method)  (1965)  ASTM  D136! 

Stick  for  Remelting  (1971)  ASTM  B92 

Stick  Pressure  Sensitive  Tape  (1970)  PSTC  5 

Sliffener  (1971)  NSA  3401 

Stiffener  (1971)  NSA  3416 

Stiffener  (1971)  St  NSA  3415 

Stiffness  and  Softness  of  Paper  (I960)  TAPPI  T45I 

Stiffness  of  Bare  Soft  Square  and  Rectangular  Copper  Wi  ASTM  B279 

Stiffness  of  Fabrics  (1970)  ANSI  L14.199  ASTM  D1388 

Stiffness  of  Leather  by  Means  of  a  Torsional  Wire  Appar  ASTM  D282I 

Stiffness  of  Paper  or  Paperboard  (Deflection  with  Own  S  TAPPI  UM-409 

Stiffness  of  Paperboard  (1970)  TAPPI  T489 

Stiffness  of  Thin  Paperboard  (1971)  TAPPI  UM-404 

Stiffness  Test  Meth.  (1965)  PSTC  37 

Still  Tubes  for  Refinery  Service  (1969)  Std.  ASTM  A16I 

Stitching  Wire  (1970)  SWA  *58 

Stock  for  High  Temperature  Service  (1966)  /Td.  Spec.  F  ASTM  A505 

Stock  Identification  (1970)  /.  for  Super  8  Motion  Pict  ANSI  PH22.166 

Stock  Material  on  Spools  (1971)  NSA  3412 

Stock  to  Disintegration  (1967)  TAPPI  T239 

Stock  (for  Repulping)  Std.  and  Pract.  (1970)  NASMI  PS70 

Stock  (Volumetric)  (1971)  TAPPI  UM-604 

Stock  (1969)  ANSI  PH22.75 

Stock  (1970)  AA  •288.1 

Stock  (1970)  NMRA  RPll 

Stock  (1970)  Std.  AA  '2814 

Stock  (1970)                                                        Quality  Assur  SAE  AMS2372 

Stock  (1971)                                                Std.  Spec,  for  Co  ASTM  Bill 

Stone  and  Slag  by  Use  of  the  Deval  Machine  (1935)  AASHO  T3 

Stone  and  Slag  for  Base  Course  (1964)  AASHO  M75 

Stone  and  Slag  for  Bituminous  Concrete  Base  Course  (196  AASHO  M76 

Stone  and  Slag  for  Bituminous  Concrete  Surface  Course  AASHO  M79 

Stone  and  Slag  for  Bituminous  Macadam  Surface  Course  (I  AASHO  M78 

Stone  and  Slag  for  Waterbound  Surface  Course  (1964)  AASHO  M77 

Stone  Bases)  for  Automobile  and  Truck  Traffic  (1971)  NCSA  '1 

Stone  Bases)  (1970)  NCSA  *2 

Stone  Block  for  Use  as  Highway  Materials  (1968)  AASHO  T2 

Stone  Sawing  Strand  Wire  (1970)  SWA  *86 

Stone  Subjected  to  Foot  Traffic  (1970)  ASTM  C241 

Stone  (Limestone)  Veneer  Std.  Wall  Patterns  (1967)  ILIA  '8.51 

Stone  (Limestone)  (1967)  ILIA  '3 

Stone  (1970)  Std  ASTM  C99 

Stone  (1970)  Std.  ASTM  C170 

Stone  (1970)  Std.  Meth.  of  Test  Fo  ASTM  C97 

Stone,  and  Concrete  Block  Masonry  (1970)  /One  Dampproo  CSI  7170 

Stone.  Crushed  Slag,  and  Crushed  Gravel  for  Bituminous  ASTM  D693 

Stone.  Crushed  Slag,  and  Crushed  Gravel  for  Open  Graded  AASHO  M63 

Stone,  Slag  Gravel  for  Dense  Graded  Bituminous  Road  Mix  AASHO  M62 

Stone.  Slag,  Gravel,  Sand  and  Stone  Block  for  Use  as  Hi  AASHO  T2 

Stones  (1971)  ASTM  CI  19 

Stone:  Without  Mortar  and  in  Cold  Weather  (1967)      -  ILIA  *8.24 

Stop  and  Turn  Signal  Lamps  (Rear)  (1970)  SAE  JI86 

Stop  Lamps  for  Vehicles  (1970)  SAE  J586C 

Stopcocks  with  Polytetrafluoroethylene  (Ptfe)  Plugs  (19  USC  PS28 

Stopping  Power,  Traction  and  Steering  Stability  for  Reg  BMA  6/3 

Stopping  Sight  Distance  (1971)  AASHO  PSD-1 

Stops  (1970)  BHMA  1201-2 

Storage  and  Handling  of  Anhydrous  Ammonia  (1968)  FI  Ml 

Storage  and  Handling  of  Liquefied  Natural  Gas  (1971)  NFPA  59A 

Storage  and  Use  of  Explosive  Materials  (1970)  /D  Code  IMF  3 

Storage  at  104  F  (40c)  (1970)                            Tent.  Meth.  of  Te  ASTM  D2895T 

Storage  Batteries  for  Motor  Vehicles,  Motorboats,  and  T  SAE  J537F 

Storage  Batteries  (for  Electric  Trucks)  (1965)  ITA  8K1 

Storage  Batteries  (on  Boats)  (1970)  ABYC  ElO 

Storage  Batteries  (1970)  /  Domestic  Marketing  Std.  Inc  BCI  '1.15 

Storage  Batteries  (1971)  NEMA  IBl 

Storage  Batteries  (1971)  SAE  J240 

Storage  Battery  Spec.  Vehicular,  Ignition,  Lighting,  A  BCI  '1.48 

Storage  Bins)  (1968)  /Nd  Proper  Operation  of  Bulk  Mix  IMF  6.III 

Storage  Combustible  Products  (1970)  NFPA  231A 

Storage  Fires  (1957)  FMS  10-6 

Storage  of  Ammonium  Nitrate  (1970)  NFPA  490 

Storage  of  Baled  Crude  Rubber  (1971)  FMS  8-1 

Storage  of  Combustible  Products  (1970)  NFPA  231 

Storage  of  Dynamite  and  Similar  High  Explosives  (1968)  IME  1.1 

Storage  of  Dynamite  and  Similar  High  Explosives  (1968)  IME  1,2 

Storage  of  Explosives  (1964)  IME  2 

Storage  of  Logs  (1971)  NFPA  46B 

Storage  of  Materials  (1971)  NFPA  231C 

Storage  of  Mobile  Homes  and  Travel  Trailers  (1968)  FMS  10-38 

Storage  of  Ordinary  and  Noncombustible  Materials  (I97I)  FMS  LPD8-25S 

Storage  of  Processed  Silver  Gelatin  Microfilm  (1970)  ANSI  PH5.4 

Storage  of  Small  Quantities  of  Explosives  and  Caps  (196  IME  1.8 

Storage  Racks  (1964)  RMI  M 
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Rec.  for  the  Safer  Utilization  of  Storage  Racks  (1970)  RMI  6 

Rec.  Meth.  for  Arrangements  of  Carpet  Storage  Racks  (1971 )  FMS  I.PD8-30 

ication  and  Hardware  Definitions  for  Controlled  Mechanical  Storage  Systems  (1969)                                              Rec.  Appl  MHI  CMSSl 

Coal  Pulverizers  (Direct  Fire  and  Storage  Systems)  (1969)  ASME  PTC4.2 

Safety  Std.  for  Marine  Storage  Tank  Water  Heaters  (1965)  UL  1126 

Household  Electric  Storage  Tank  Water  Heaters  ( 1970)  UL  174 

sponsibilities  (1970)                                                   Steel  Grain  Storage  Tanks  -  Materials,  Fabrication,  and  Erection  Re  ASAE  R287 

Std.  for  Glass  Fiber  Reinforced  Plastic  Storage  Tanks  for  Flammable  Liquids  (1965)  FMS  7-88 

Sanitary  Std.  for  Storage  Tanks  for  Milk  and  Its  Products  (1971)  DI  ISA  0104 

Rec.  Pract.  for  Cleaning  Petroleum  Storage  Tanks  (1968)  API  RP2015 

Meth.  for  Storage  Tests  of  Aerosol  Products  (1971 )  CSMA  AG*20 

Std.  Meth.  of  Sampling  Particulates  From  Man  Accessible  Storage  Vessels  for  Aerospace  Fluids  by  Vacuum  Entramm  ASTM  F306 

Safety  Fuel  Handling  and  Storage  (for  Internal  Combustion  Engine  Trucks)  (1966)  ITA  6E1-3 

Facilities  and  Operating  Procedures  for  Chlorine  Storage  (1970)  CHI  5 

Test  Meth.  for  Oils,  Wool:  Oxidation  in  Storage  (1971)  ANSI  L14.82  AATCC  62 

0)                               Code  for  the  Manufacture,  Transportation,  Storage,  and  Use  of  Explosives  and  Blasting  Agents  (197  NFPA  495 

aterials.  Construction,  Tolerances,  Application,  Fittings,  Storage,  Care  Maintenance  Std.  and  Spec.)  (1970)  IK  (M  RMA  *5 

Safety  in  the  Transportation,  Storage,  Handling  and  Use  of  Explosives  ( 1970)  IME  17 

Blasting  A/              Std.  Safety  Requirements  tor  Transportation,  Storage,  Handling,  and  Use  of  Commercial  Explosives  and  ANSI  A10.7 

Stored  Energy  Welder  (1955)  RWMA  16-1.8 

Safety  Std.  for  2  1/2  Gal.  Stored  Pressure  Water  Type  Fire  Extinguishers  (1971 )  UL  626 

Std.  Definitions  of  Terms  Relating  to  Naval  Stores  and  Products  (RI970)  ASTM  D804 

Std.  Meth.  of  Test  for  Water  in  Liquid  Naval  Stores  (R1969)  ASTM  D890 

of  Reinforced  Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied  Structures  (1968)  the  Application  NCMA  10 

on  Reinforced  Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied  Structures  (1969)                             the  Application  of  N  NCMA  9 

al  Drums  for  Liquid  Chemicals  (Directions  for  Handling  and  Storing  (1970)  /.  Pract.  for  55  Gallon  Single  Trip  Met  MCA  D33 

Rules  for  Storing,  Transporting  and  Shipping  Explosives  (1970)  IME  5 

Std.  Spec,  for  Reinforced  Concrete  Arch  Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969)  ASTM  C506 

Std.  Spec,  for  Reinforced  Concrete  Elliptical  Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969)  ASTM  C507 

Std.  Spec,  for  Reinforced  Concrete  Culvert,  Storm  Drain,  and  Sewer  Pipe  (1969)  ASTM  C76 

Std.  Spec,  for  Asbestos  Cement  Pipe  for  Culverts  and  Storm  Drains  (1967)  AASHO  M217 

.  Manual  of  Pract;  Design  and  Construction  of  Sanitary  and  Storm  Sewers  (1970)  Std  WPCF  9 

overing  the  Design  Construction  and  Installation  of  Galley  Stoves  (Other  Than  Those  Using  Liquefied  Petroleum  Gas  ABYC  A3 

roval  Requirements  for  Domestic  Gas  Hot  Plates  and  Laundry  Stoves  (1962)  Std.  App  ANSI  Z21.9 

Safety  Std.  for  Fireplace  Stoves  (1971)  ANSI  A163.1  UL  737 

pract.  and  Std.  Covering  Distress  Signals,  Including  Their  Stowage  and  Use  (on  Boats)  (1970)  Rec.  ABYC  A9 

Std.  for  Life  Saving  Equipment  and  Its  Stowage  (Boats)  (1970)  ABYC  H9 

steel  Plates  for  Special  Applications  (19/                   Std.  Spec,  for  Straight  Beam  Ultrasonic  Examination  of  Plain  and  Clad  ASTM  A578 

Spec,  for  Straight  Metal  Stairs  (for  Public  Use)  (1971)  NAAMM*33..I 

Std.  for  Clevis,  Cotter,  Dowel,  Grooved,  Taper  and  Straight  Pins  (1970)  IFI  SEC. 

Std.  for  Die  Buttons;  Basic  Straight  Relief,  Press  Fit  (1970)  ANSI  B94.28 

75  Shore,  0-Ring  (1970)                                Packing,  Preformed,  Straight  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  NSA  1595 

90  Shore,  0-Ring  (1970)                                Packing,  Preformed,  Straight  Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber,  NSA  1596 

Std.  for  Boss  Fluid  Connection,  Internal  Straight  Thread,  Shallow  Tap  (1970)  SAE  AS1171 

Rec.  Std.  for  Pin  Wire  (Common  or  Straight)  (1970)  SWA  *67 

Metal  Stairs  Manual  Including  Spec,  for  Straight,  Circular,  Curved,  and  Spiral  Types  (1971)  NAAMM'33 

-  1.6cu  -  0.26cr  (7075-T735 1 1 )  Stress  Relief  Stretched  and  Straightened  (1970)  /M  Alloy  Extrusions  5.6zn  -  2.5mg  SAE  AMS4167C 

s  (1970)                                    Std.  for  Bolts,  Screws  and  Studs,  Straightness,  Concentricity,  and  Squareness  Requirement  SAE  AS3063 

Tent.  Test  Meth.  for  Plane  Strain  Fracture  Toughness  of  Metallic  Materials  (1970)  ASTM  E399 

ion  Systems)  (1970)                                       Spec,  and  Tests  for  Strain  Gage  Pressure  Transducers  (Test  for  Instrumental  ISA  S37.3 

Temperatures  with  Conventional  or  Rapid  Heating  Rates  and  Strain  Rates  (R1969)  IF  Metallic  Materials  at  Elevated  ASTM  E209 

Temperatures  with  Rapid  Heating  and  Conventional  or  Rapid  Strain  Rates  (1969)  /of  Metallic  Materials  at  Elevated  ASTM  El 51 

Well  Strainer  Wire  (1962)  SWA  '147 

Safety  Std.  for  Marine  Fuel  Filters,  Strainers  and  Separators  (1964)  UL  1105 

or  Installing  Seacocks,  Through  Hull  Connections,  Outboard  Strainers  and  Water  Scoops  (on  Boats)  (1970)  /Pract.  F  ABYC  A2 

971)                                             Safety  Std.  for  Self  Contained  Strainers  for  Flammable  Fluids  and  Anhydrous  Ammonia  (1  UL  331 

Its  Liquid  Pro/                Sanitary  Std.  for  Flow  Meters.  Including  Strainers,  Temperature  and  Density  Sensors  for  Milk  and  DFISA  2800 

Rec.  Pract.  for  the  Use  of  a  Melt  Index  Strand  for  Determining  Density  of  Polyethylene  (1969)  ASTM  D2839 

Std.  Spec,  for  Zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figure  8  Cable  (1971)  ASTM  A640 

Rec.  Std.  for  Stone  Sawing  Strand  Wire  (1970)  SWA  *86 

Std.  Spec,  for  Zinc  Coated  Steel  Wire  Strand  (1969)  ASTM  A475 

Packaging  Std.  for  Bare  Stranded  Aluminum  Conductor  (1970)  AA  '21 

(1970)  Std.  Spec,  for  Concentric  Lay  Stranded  Aluminum  Conductors,  Aluminum  Alloy  Reinforced  ASTM  B524 
ors  (1971)  ANSI  C7. 19                     Std.  Spec,  for  Concentric  Lay  Stranded  Copper  and  Copper  Clad  Steel  Composite  Conduct  ASTM  B229 

Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Clad  Steel  Conductors  (1971 )  ASTM  B228 

971)  ANSI  C7.14                                         Std.  Spec,  for  Bunch  Stranded  Copper  Conductors  for  Electrical  Conductors  (1  ASTM  B174 

s.  for  Electrical  Conductors  (19/  Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having  Bunch  Stranded  Member       ASTM  B172 

embers,  for  Electrical  Conductor/             Std.  Spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having  Concentric  Stranded  M  ASTM  B173 

Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Copper  Conductors  (1969)  ASTM  B496 

Std.  Spec,  for  Cored,  Annular,  Concentric  Lay  Stranded  Copper  Conductors  (1971)  ANSI  C7. 16  ASTM  B226 

(1971)  ANSI  C7.8                           Std.  Spec,  for  Concentric  Lay  Stranded  Copper  Conductors,  Hard,  Medium  Hard,  or  Soft  ASTM  B8 

Std.  Spec,  for  Compact  Round  Concentric  Lay  Stranded  Ec  Grade  Aluminum  Conductors  (1971)  ASTM  B400 

spec,  for  Rope  Lay  Stranded  Copper  Conductors  Having  Bunch  Stranded  Members,  for  Electrical  Conductors  (1971)  ANSI  ASTM  B172 

for  Rope  Lay  Stranded  Copper  Conductors  Having  Concentric  Stranded  Members,  for  Electrical  Conductors  (1971)  ANSI  ASTM  B173 

Zinc  Coated  (Galvanized)  and  Aluminum  Coated  (Aluminized)  Stranded  Steel  Core  for  Aluminum  Conductors,  Steel  Rein  ASTM  B500 

Std.  Spec,  for  Aluminum  Conductors,  Concentric  Lay  Stranded  Steel  Reinforced,  (ACSR)  (1971)  ANSI  C7.22  ASTM  B232 

Std  Spec,  for  Concentric  Lay  Stranded  5005-H19  Aluminum  Alloy  Conductors  (1971)  ASTM  B397 

Std.  Spec,  for  Concentric  Lay  Stranded  6201-T  81  Aluminum  Alloy  Conductors  (1971)  ASTM  B399 

Std.  Spec,  for  Aluminum  Conductors.  Concentric  Lay  Stranded  (1971)  ASTM  B23I 

71)              Std.  Spec,  for  Aluminum  Conductors,  Concentric  Lay  Stranded,  Aluminum  Clad,  Steel  Reinforced  (ACSR/Aw)  (19  ASTM  B549 

8/               Std.  Test  Meth.  for  Acetone  Extraction  and  Ignition  of  Strands.  Yams,  and  Roving  for  Reinforced  Plastics  (196  ASTM  D2587 

n  (for  Rail  Shipment)  Single  Tier  Load  Anchored  with  Steel  Strapping  20  Pallets  (1959)  Carloading  Patter  RI  P209-2 

Std.  Code  of  Stratigraphic  Nomenclature  (1970)  AAPG  '2 

Tent.  Meth.  of  Estimating  Stray  Radiant  Energy  (1969)  ASTM  E387 

Rec.  for  Transportation  Lighting  Including  Busses,  Street  Cars,  Rapid  Transit  and  Railway  Trains  (1952)  lES  CP12 

rewed  Pipe  Fittings  for  300  Lb.  Pressure.  45  and  90  Degree  Street  Elbows  (Railway  Cars)  (1970)  /Ec.  Pract.  for  Sc  AAR  MSRP-L-140 
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s  Within  Ihe  Fire  Limits,  HEIGht  and  Area  Restrictions  and 

Worth 

pec.  Asphalt  Concrete  Paving  Used  for  Parking  Lots,  Roads, 

Design  Guide  for 

gn  Full  Depth  Asphalt  Pavement  Structures  for  Highways  and 
Geometric  Design  Guide  for  Local  Roads  and 
Rec.  for  Public  Lighting  Needs  for 
Spec,  for  High 
High 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Shear 
Pressure  Vessels  (1969a)  ANSI  G35.I/  Std.  Spec,  for  High 


Concrete  (1965) 
St  Meth.  (1970) 


0) 

(1971)  ANSI  G50.1 
)  ANSI  G35.2 


Std.  Spec,  for  Very  High 
Pressure  Sensitive  Tape  Tensile 
Pressure  Sensitive  Tape  Tensile 
Meth.  for  Color 
Std.  Test  Meth.  for  Shear 
Std.  Spec,  for  Mild  to  Medium 
Std.  Spec,  for  Low  and  Intermediate  Tensile 
Soil  Type  and 
Std.  Spec,  for  Extra 
Std.  Spec,  for  Std. 
Std.  Test.  Procedure  for  End  Supported  Beam 
crews.  Steel,  Low  Alloy  Heat  Resistant  195,  000  psi  Tensile 
ral  Quality  (1968)  Std.  Spec,  for  High 

High 

Std.  Spec,  for  General  Requirements  for  Carbon  and  High 
(1970a)  Std.  Spec,  for  High 

imum  Yield  Point  to  4  In.  Thick  (197/  Std.  Spec,  for  High 

imum  Yield  Point  to  4  In.  Thick  (197/  Std.  Spec,  for  High 

g(1969)  Std.  Test  Meth.  for  Flexural 

Std.  Test.  Meth.  for  Impact 
(1969)  Std.  Test  Meth.  for  Tensile 

Test  Meth.  for  Tensile  Shear 
Early 

Std.  Test  Meth.  for  Transverse  Rupture 
Std.  Meth.  of  Test  for  Breaking 
Meth.  for  Surface 

0)  Std.  Meth.  of  Test  for  Unconsolidated,  Undrained 

Std.  Meth.  of  Test  for  Green 
Meth.  for  Bursting 
Tent.  Test  Meth.  for  Bursting 
Std.  Test  Meth.  for  Edgewise  Compressive 
970)  Std.  Edgewise  Compressive 

Rec.  Test  Meth.  for  Bursting 
est.  Meth.  for  Dielectric  Breakdown  Voltage  and  Dielectric 


s  (1969) 


70)  ANSI  Z98.6 
(1970) 
9) 


Wood  Test  Meth.  for  Determining  the  Holding 
Std.  Test.  Procedure  for  Torque 
Std.  Meth.  for  Adhesion  or  Cohesive 
Std.  Test  Meth.  for  Edgewise  Compressive 
Meth.  for  Dynamic 
Meth.  for  Static  Load 
Std.  Test  Meth.  for  Elongation  and  Tensile 
Meth.  for  Determining  Compressive 
Rec.  Meth.  for  Determining  Compressive 
Std.  Test  Meth.  for  Delamination 
Std.  Meth.  of  Test  for  Compressive 
Std.  Meth.  of  Test  for  Flexural 
Std.  Meth.  of  Test  for  Tensile 
Meth.  for  Edge  Nail 
Std.  Meth.  of  Test  for  Dielectric  Breakdown  Voltage  and 
Std.  Test  Meth.  for  Bursting 
Std.  Test  Meth.  for  Breaking 
Std.  Test  Meth.  for  Tensile 
Std.  Test  Meth.  for  the  Peel 
Std.  Meth.  of  Test  for  Compressive 
Meth.  for  Internal  Bond 
Tent.  Std.  for  Tensile  Breaking 
Std.  for  Wet  Tensile  Breaking 
Meth.  for  Surface 
Test  Meth.  for  Wet 
Tent.  Std.  for  Bursting 
Std.  Test  Meth.  for  Edge  Tearing 
Meth.  for  Bursting 
Std.  for  Tensile 
Meth.  for  Sealing 
Std.  Meth.  of  Test  for  Sealing 
Std.  Test  Meth.  for  Short  Time  Rupture 
Std.  Test.  Meth.  for  Bond 
Std.  Test  Meth.  for  Shear 
Std.  Test  Meth.  for  Bearing 
Std.  Meth.  of  Test  for  Compressive 
Std.  Meth.  of  Test  for  Lap  Joint 
Test  Meth.  of  Test  for  Cyclic  Pressure 
Std.  Test  Meth.  for  Apparent  Tensile 
Std.  Test  Meth.  for  Direct  Tensile 
Std.  Test  Meth.  for  Unconfined  Compressive 


70) 


related  Produ/ 


Prisms  Broken  in  Fie/ 
AASHO  T132 


.16 
17 


ectional  Tensile  Test  (1968) 


Std. 


Street  Encroachments  (1967)  /Building  Code  Restriction 

Street  Rules;  for  the  Textile  Industry  (1964) 
Streets  and  Driveways  (1971) 
Streets  (Crushed  Stone  Bases)  (1970) 

Streets  (1970)  Thickness  Desi 

Streets  (1971) 

Streets,  Highways,  and  Freeways  (1966) 

Strength  Adhesive  Bonded  Units  of  Limestone  (1967) 

Strength  Adhesives  Used  on  Limestone  (1967) 

Strength  After  Solvent  Immersion  (1968) 

Strength  Alloy  Steel  Plates,  Quenched  and  Tempered,  for 

Strength  Alloy  Steel  Reinforcement  Bars  for  Prestressed 

Strength  and  Elongation  for  Filament  Reinforced  Tape  Te 

Strength  and  Elongation  Test  Meth.  (1970) 

Strength  and  Shade  of  Dye  (1966) 

Strength  and  Shear  Modulus  of  Structural  Adhesives  (197 

Strength  Carbon  Steel  Castings  for  General  Application 

Strength  Carbon  Steel  Plates  for  Pressure  Vessels  (1969 

Strength  Classification  (1969) 

Strength  Clay  Pipe  (1969) 

Strength  Clay  Sewer  Pipe  (1969)  ANSI  A106.3 

Strength  Fibre  Tubes  and  Cores  (1966) 

Strength  Hardened,  Tempered,  Roll  Threaded  (1970)  /D  S 

Strength  Low  Alloy  Columbium  Vanadium  Steels  of  Structu 
Strength  Low  Alloy  Steel  (1958) 

Strength  Low  Alloy  Steel,  Hot  Rolled  Strip,  Hot  Rolled 
Strength  Low  Alloy  Structural  Manganese  Vanadium  Steel 
Strength  Low  Alloy  Structural  Steel  with  50,  000  psi  Min 
Strength  Low  Alloy  Structural  Steel  with  50,  000  psi  Min 
Strength  of  Adhesive  Bonded  Laminated  Assemblies  Loadin 
Strength  of  Adhesive  Bonds  (1970) 

Strength  of  Adhesives  by  Means  of  Bar  and  Rod  Specimens 

Strength  of  Adhesives  (Metal  to  Metal)  (1969) 

Strength  of  Brick  Masonry  (Tech.  Notes)  (1969) 

Strength  of  Cemented  Carbides  (1970)  ANSI  H9.23 

Strength  of  Ceramic  Tile  (1970) 

Strength  of  Coated  Paperboard  (1969) 

Strength  of  Cohesive  Soils  in  Triaxial  Compression  (197 

Strength  of  Compacted  Metal  Powder  Specimens  (1970) 

Strength  of  Corrugated  and  Solid  Fiberboard  (1966) 

Strength  of  Corrugated  and  Solid  Fiberboard  (1968) 

Strength  of  Corrugated  Fiberboard  (1969) 

Strength  of  Corrugated  Fiberboard,  Short  Column  Test  (1 

Strength  of  Disposable  Soft  Goods  (1970) 

Strength  of  Electrical  Insulating  Materials  at  Commerci 

Strength  of  Fastening  Devices  Used  in  Window  Frames  (19 

Strength  of  Fibre  Tubes  and  Cores  (1963) 

Strength  of  Flame  Sprayed  Coatings  (1969) 

Strength  of  Flat  Sandwich  Constructions  (1970) 

Strength  of  Flexible  Barrier  Material  Seals  (1969) 

Strength  of  Flexible  Barrier  Material  Seals  (1969) 

Strength  of  Free  Films  of  Paint,  Varnish,  Lacquer,  and 

Strength  of  Gypsum  Concrete  From  Field  Specimens  (1964) 

Strength  of  Gypsum  Concrete  From  Poured  Set  Slabs  (1964 

Strength  of  Honeycomb  Type  Core  Material  (1970) 

Strength  of  Hydraulic  Cement  Mortars  (Using  Portions  of 

Strength  of  Hydraulic  Cement  Mortars  (1969) 

Strength  of  Hydraulic  Cement  Mortars  (1970)  ANSI  1.14, 

Strength  of  Insulating  Board  (1966) 

Strength  of  Insulating  Gases  at  Commercial  Power  Freque 

Strength  of  Leather  by  the  Ball  Method  (1969)  ANSI  Z109 

Strength  of  Leather  by  the  Grab  Meth.  (1969)  ANSI  Z109. 

Strength  of  Leather  (R1969)  ANSI  Z109.18 

Strength  of  Metal  Plated  Plastics  (1971) 

Strength  of  Natural  Building  Stone  (1970) 

Strength  of  Paper  and  Paperboard  as  Measured  by  a  Z-Dir 

Strength  of  Paper  and  Paperboard  (1966) 

Strength  of  Paper  and  Paperboard  (1968) 

Strength  of  Paper  Tester  (1964) 

Strength  of  Paper  (Mullen  Tester)  (1971) 

Strength  of  Paper  (1963) 

Strength  of  Paper  (1967) 

Strength  of  Paperboard  and  Linerboard  (1966) 
Strength  of  Paraffin  Wax  (1967) 
Strength  of  Petroleum  Wax  (1970) 
Strength  of  Petroleum  Wax  (1970)  ANSI  Zl  1.178 
Strength  of  Plastic  Pipe,  Tubing,  and  Fittings  (1969) 
Strength  of  Plastics  and  Electrical  Insulating  Material 
Strength  of  Plastics  (1969) 
Strength  of  Plastics  (1969) 

Strength  of  Preformed  Block  Type  Thermal  Insulation  (19 
Strength  of  Refractory  Mortar  at  Elevated  Temperatures 
Strength  of  Reinforced,  Thermosetting  Plastic  Pipe  (196 
Strength  of  Ring  or  Disk  Meth.  (1969) 
Strength  of  Rock  Core  Specimens  (1971) 
Strength  of  Rock  Core  Specimens  (1971) 
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Std.  Test  Meth.  for  Flatwise  Compressive  Strength  of  Sandwich  Cores  (1970)  ASTM 

Std.  Meth.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal  Friction  Materials  (1970)  AN  ASTM 

Std.  Test  Meth.  of  Test  for  Transverse  Rupture  Strength  of  Sintered  Metal  Powder  Specimens  (1970)  ASTM 

Std.  Test  Meth.  for  Determination  of  the  Strength  of  Soil  Lime  Mixtures  (1966)  AASHO 

Geometry  Factors  for  Determining  the  Strength  of  Spur.  Helical,  Herringbone  and  Bevel  Gear  T  AGMA 

Meth.  for  Racking  Strength  of  Structural  Insulating  Board  (1966)  TAPPI 

th.  (Constant  Rate  of  Ext/  Std.  Meth.  of  Test  for  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Me  ASTM 

th.  (Constant  Rate  of  Tra/  Std.  Meth.  of  Test  for  Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single  Rip)  Me  ASTM 

Std.  Spec,  for  Std.  and  Extra  Strength  Perforated  Clay  Pipe  (1968)  ANSI  A106.1  ASTM 

ading  at  Elevated  Temperatures  (Meta/  Std.  Test  Meth.  for  Strength  Properties  of  Adhesives  in  Shear  by  Tension  Lo  ASTM 

uclion  in  Shear  by  Tension  Loading  (/  Std.  Test  Meth.  for  Strength  Properties  of  Adhesives  in  Two  Ply  Wood  Constr  ASTM 

ression  Loading  (Disk  Shear)  (1969)  Std.  Test  Meth.  for  Strength  Properties  of  Metal  to  Metal  Adhesives  by  Comp  ASTM 

ble  for  Welding  (1969a)  ANSI  G/  Std.  Spec,  for  High  Yield  Strength  Quenched  and  Tempered  Alloy  Steel  Plate,  Suita  ASTM 

Spec,  for  High  Strength  Seamless  Steel  Casing  and  Tubing  ( 1 970)  API 

Std.  Spec,  for  High  Strength  Stainless  and  Heat  Resisting  Chromium  Nickel  S  ASTM 

Std.  Spec,  for  High  Strength  Steel  Bolts  for  Structural  Steel  Joints,  Inclu  ASTM 

Std.  Spec,  for  High  Strength  Steel  Castings  for  Structural  Purposes  (1971)  ASTM 

Std.  for  Cam  Follower,  Needle  Bearing,  High  Strength  Stud  (1970)  NSA 

Std.  Meth.  for  Strength  Tests  of  Zippers  (1970)  ASTM 

Std.  Meth.  for  EstabHshing  Clear  Wood  Strength  Values  (1970)  ASTM 

h  Strength  Yellow  Brass  (Manganese  Bronze)  and  Leaded  High  Strength  Yellow  Brass  (Leaded  Manganese  Bronze)  Sand  Ca  ASTM 

h  Strength  Yellow  Brass  (Leaded  Mang/  Std.  Spec,  for  High  Strength  Yellow  Brass  (Manganese  Bronze)  and  Leaded  Hig  ASTM 

(1970)  Std.  Spec,  for  Leaded  High  Strength  Yellow  Brass  (Manganese  Bronze)  Sand  Castings  ASTM 

High  Strength  Yellow  Brasses  in  Foundry  Pract.  (1965)  AFS 
orrosion  Resistant  (18cr  -  9ni)  Free  Machining,  High  Yield  Strength  (1971)                                     Spec,  for  Steel  Bars,  C  SAE 
(SAE  4640)  Heat  Treated,  125.  000  psi  (862  Mn/M(2))  Tensile  Strength  (19711                       /Gings,  1 .8ni  -  0.25mo  (0.38  -  0.43c)  SAE 
ber  Orientation  and  Squareness  of  Paper  (Zero  Span  Tensile  Strength)  (1960)                                                     Meth.  for  Fi  TAPPI 

o)  Solution  Heat  Treated  (197/  Spec,  for  Alloy  Bars,  High  Strength,  Corrosion  Resistant  (35ni  -  35co  -  20cr  -  10m  SAE 

rews,  Steel.  Low  Alloy  Heat  Resistant,  220,  000  psi  Tensile  Strength,  Hardened  and  Tempered.  Roll  Threaded  (1970)  SAE 

Rec.  Pract.  for  High  Strength.  Low  Alloy  Steel  (1970)  SAE 

0)  High  Strength.  Quenched,  and  Tempered  Structural  Steels  (197  SAE 

mpounds  (1971)  Rec.  Hydrostatic  Strengths  and  Design  Stresses  for  Thermoplastic  Pipe  Co  SPI 

r  and  Pressure  Vessel  Code)  (1971)  Stress  Analysis  Meth.  for  Power  Plant  Components  (Boile  ASME 

Test  Meth.  for  Disposable  Soft  Goods  Subjected  to  Tensile  Stress  and  Elongation  (1970)  Rec.  DA 

test  Meth.  for  Gassing  of  Insulating  Oils  Under  Electrical  Stress  and  Ionization  (Modified  Pirelli  Meth.)  (1968)  ASTM 

Measurement  of  Stress  by  X-Ray  (Hs784a)  (1970)  SAE 

ctronic  Components  (19/         Tent.  Meth.  of  Test  for  Embedment  Stress  Caused  by  Casting  Compounds  on  Glass  Encased  Ele  ASTM 

ection  of  Austenitic  Stainless  Steel  in  Refineries  Against  Stress  Corrosion  Cracking  by  Use  of  Neutralizing  Soluti  NACE 

71)  Rec.  Pract.  for  Minimizing  Stress  Corrosion  in  Wrought  Titanium  Alloy  Products  (19  SAE 

Std.  Test  Meth.  for  Environmental  Stress  Cracking  of  Ethylene  Plastics  (1970)  ASTM 

National  Design  Spec,  for  Stress  Grade  Lumber  and  Its  Fastenings  (1968)  NFORP 

Meth.  of  Residual  Stress  Measurement  (Hs  J936)  (1968)  SAE 

tion  Method  (1970)  Tent.  Meth.  of  Test  for  Yield  Stress  of  Heterogeneous  Propellants  by  the  Cone  Penetra  ASTM 

std.  Test  Meth.  for  Shrink  Tension  and  Orientation  Release  Stress  of  Plastic  Film  and  Thin  Sheeting  (1969)  ASTM 

Influence  of  Residual  Stress  on  Fatigue  of  Steel  (Hs  198)  (1968)  SAE 

ion  Loads  at  V/  Rec.  Pract.  for  Test.  Long  Time  Creep  and  Stress  Relaxation  of  Plastics  Under  Tension  or  Compress  ASTM 

oy  Extrusions  5.6zn  -  2.5mg  -  1.6cu  -  0.26cr  (7075-T7351  1)  Stress  Relief  Stretched  and  Straightened  (1970)  /M  All  SAE 

nt  Tensile  Load  (1969)  Std.  Test  Meth.  for  Environmental  Stress  Rupture  of  Type  Three  Polyethylenes  Under  Consta  ASTM 

Evaluation  of  Meth.  for  Measurement  of  Residual  Stress  (Hs  147)  (1968)  SAE 
St  Meth.  for  Stability  of  Insulating  Oils  Under  Electrical  Stress  (Merrell  Test)  (1968)  ANSI  C59.124                      Std.  Te  ASTM 
.  for  Adhesion  to  Fiberboard  at  90  Deg.  Angle  and  Constant  Stress  (Pressure  Sensitive  Tape)  (1970)                       Test  Meth  PSTC 
Rec.  Pract.  for  Determining  Durability  of  Adhesive  Joints  Stressed  in  Peel  (1971)                                                   Std.  ASTM 
Rec.  Pract.  for  Determining  DurabiUty  of  Adhesive  Joints  Stressed  in  Shear  by  Tension  Loading  (1971)                         Std.  ASTM 

971)  Code  for  Design  Stresses  and  Minimum  Thicknesses  for  Heating  Boilers  (1  ASME 

Working  Stresses  for  Joists  and  Rafters  (Lumber)  (1970)  NFORP 

Tent.  Test  Meth.  for  Establishing  Design  Stresses  for  Round  Timber  Piles  (1970)  ASTM 

Rec.  Hydrostatic  Strengths  and  Design  Stresses  for  Thermoplastic  Pipe  Compounds  (1971)  SPI 
d  Procedures  for  Developing  Recommended  Hydrostatic  Design  Stresses  for  Thermoplastic  Pipe  (1971)                      Policies  An  SPI 
Use  Guide;  Including  Sizes,  Std.  Grade  Names,  and  Working  Stresses.  (1970)                                 Southern  Pine  Rec.  Grade  SFPA 

Std.  for  Stretch  of  Paper  and  Paperboard  (1946)  TAPPI 

Stretch  Presses  Airframe,  Sheet  and  Extrusion  (1970)  NSA 
5.6zn  -  2.5mg  -  1.6cu  -  0.26cr  (7075-T7351 1 )  Stress  Relief  Stretched  and  Straightened  (1970)                 /M  Alloy  Extrusions  SAE 

Umbrella  Wire  (Stretcher  Wire)  (1962)  SWA 

Rec.  Std.  for  Covering  Wire  (Musical  Instrument  String)  (1970)  SWA 
.  for  Drill  Stem  Design  and  Operating  Limits  (Drill  Pipes,  Strings  and  Tool  Joints)  (1971)                                 Rec.  Pract  API 

Spec,  for  Titanium  Alloy  Sheet,  Strip  and  Plate,  Annealed  (1971)  SAE 

Oni  -  Ti)  (1971)  Spec,  for  Steel  Sheet.  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (18cr  -  1  SAE 

Oni  -  Ti)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (18cr  -  1  SAE 

3ni  -  2.5mo)  (1971)  Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (18cr  -  1  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant  (1971)  SAE 

Spec,  for  Alloy  Sheet,  Strip  and  Plate,  Corrosion  and  Heat  Resistant.  Nickel  B  SAE 

Spec,  for  Steel  Sheet.  Strip  and  Plate,  Corrosion  and  Heat  Resistant,  23cr  -  1  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  11.5ni)  (1  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  8.5ni)  (19  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (18cr  -  9. Oni)  Col  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (19cr  -  9.5ni)  (19  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  Corrosion  Resistant  (1971)  SAE 

Spec,  for  Steel  Sheet,  Strip  and  Plate,  5.0cr  -  l.3mo  -  0.50v  (0.38  -  0.43c)  SAE 

Std.  Spec,  for  Copper  Beryllium  Alloy  Plate,  Sheet,  Strip  and  Rolled  Bar  (1971)  ASTM 

Std.  Spec,  for  Copper  Clad  Stainless  Steel  Sheet  and  Strip  for  Building  Construction  (1970)  ASTM 

Tent.  Spec,  for  Copper  Alloy  Strip  for  Flexible  Metal  Hose  (1969)  ASTM 

sting  Chromium  and  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion  Welded  Unfired  Pressure  Vessels  (1969)  ASTM 

Std.  Spec,  for  Stainless  Steel  Sheet  and  Strip  for  Surgical  Implants  (1971)  ASTM 

Revolving  Drum  Tests  to  Measure  the  Durability  of  the  Two  Strip  Gummed  Tape  Closure  for  the  Flaps  of  Corrugated  F  GIA 

Copper  and  Brass  Sheet  and  Strip  Handbook;  Terms  and  Definitions  (1960)  CDA 

Steel  Products  Manual  for  Carbon  Steel  Strip  (1964)  AISI 
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Std.  Spec,  for  Cold  Rolled  Carbon  Steel 
Steel  Products  Manual  for  Alloy  Steel  Sheets  and 
Std.  Spec,  for  Nickel  Plate,  Sheet,  and 
lecting  and  Specifying  Hot  and  Cold  Rolled  Steel  Sheet  and 
inless  and  Heat  Resisting  Chromium  Steel  Plate.  Sheet,  and 
and  Heat  Resisting  Chromium  Nickel  Steel  Plate,  Sheet,  and 
ainless  and  Heat  Resisting  Chromium  Nickel  Steel  Sheet  and 
oiled  Stainless  and  Heat  Resisting  Steel  Plate,  Sheet,  and 
esisting  Chromium  Nickel  Manganese  Steel  Plate,  Sheet,  and 
Iron  Columhium  Molybdenum  Tungsten  Alloy  Plate,  Sheet  and 
bdenum  Copper  Columbium  Stabilized  Alloy  Plate,  Sheet,  and 
oiled.  Pressed,  and  Forged  Steel  Shapes,  Plates,  Bars,  and 
.23c)  Premium  Quality,  Consumable  Electrode/  Steel  Sheet, 
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Spec,  for  Alloy  Sheet, 
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Spec,  for  Alloy  Sheet, 
Spec,  for  Alloy  Sheet, 
Spec,  for  Alloy  Sheet, 
Spec,  for  Steel  Sheet, 
Spec,  for  Steel  Sheet, 
Spec,  for  Steel  Sheet, 
Spec,  for  Titanium  Alloy  Sheet. 
Std.  Spec,  for  Copper  Silicon  Alloy  Plate,  Sheet, 
Std.  Spec,  for  Leaded  Brass  Plate,  Sheet, 
Std.  Spec,  for  Brass  Plate,  Sheet, 
irements  for  Wrought  Copper  and  Copper  Alloy  Plate,  Sheet, 
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Spec,  for  Steel  Sheet  and 
Spec,  for  Steel  Sheet  and 
Spec,  for  Steel  Sheet  and 
s  for  Carbon  and  High  Strength  Low  Alloy  Steel,  Hot  Rolled 
Std.  Spec,  for  Copper  Sheet, 
Spec,  for  Titanium  and  Titanium  Alloy 
Std.  Spec,  for  Molybdenum  and  Molybdenum  Alloy 
,  2r  1667  (1-3)  (1969)  Std.  Dimensions  of  Magnetic 

netic  Sound  Release  Prints  (/  Std.  Dimensions  of  Magnetic 

asphaltic)  (1968)  Meth  for  Determining  the 

dhesive/  Std.  Meth.  of  Test  for  Coating  and  Resistance  to 

ers  (19/  Rec.  Pract.  for  Plotting  Data  From  Sensilometric 

Std.  Test  Meth.  for  Shear  Strength  and  Shear  Modulus  of 
Std.  Mechanical  Properties  and  Tolerances  for 
Tent.  Criteria  for 
Std.  Spec,  for 
Color  Std.  for  Glazed  and  Unglazed 
sonry  Units  (1971)  ANSI  Al/  Std.  Spec,  for  Ceramic  Glazed 

Std.  Spec,  for 

d  Cavity  Walls  (1962) 

Std.  Spec,  for  Lightweight  Aggregates  for 
Preformed  Expansion  Joint  Fillers  for  Concrete  Paving  and 

s  (1970) 
e  (1970) 


Strip  (1965) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1969) 
Strip  (1970) 
Strip  (1970) 
Strip  (1971)  ANSI  G8.I 


Rec.  Pract.  for  Se 
Std.  Spec,  for  Sta 
Std.  Spec,  for  Stainless 
Std.  Spec,  for  High  Strength  St 
/Eral  Requirements  for  Delivery  of  Flat  R 
/Stainless  and  Heat  Resisting  Corrosion  R 
Std.  Spec,  for  Nickel  Chromium 
Std.  Spec,  for  Chromium  Nickel  Iron  Moly 
/  on  Products  Fabricated  From  R 


ase  -  22cr  -  22ni  ■  14.5w  -  0.071/ 
ase  -  19.5cr  -  13.5co  -  4.3mo  -  3/ 
awing  and  Spinning  (1971) 
base  -  16cr  ■  37fe  ■  2.9cb  ■  1 .8t/ 
base  -  16.Cr  -  37fe  -  2.9cb  -  1.8/ 
base  I5.5cr  -8.0  Fe  (1970) 
,  12cr  -  8.5ni  -  0.30  (Cb  +  Ta)  -/ 
lal  (1971) 
10  -  0.17c)  (1971) 


71) 


971) 


1966) 


11  (1970) 


Non 


Rec  tor  Wood 

(1967) 

(Tech.  Note)  (1971) 
(Tech.  Notes)  (1968) 

Safety  Data  and  Sanitation)  (1/  Spec,  and  Test  Meth.  for 

ents,  Test  Meth.  and  Ratings  for  Glazed  and  Natural  Finish 
Std.  Spec,  for  Elastomeric 

imber  (1962) 


Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 


rn  Larch,  Southern  Pine  and  California  Re/ 
ually  Graded  Lumber  of  Douglas  Fir,  South/ 
ern  Larch,  Southern  Pine  and  California  R/ 

Tent.  Std.  for  Thermal  Conductivity  of 
Meth.  for  Racking  Strength  of 
Std.  Spec,  for 
Std.  Test  Meth.  for 
Rec.  Product  and  Application  Spec,  for 
Rec.  Pract.  for  Service  Brake 
or  (Wet  Use)  Exposure  Condi/  Std.  Spec,  for  Adhesives  for 

processes (1970)  Std.  for 

Std.  Spec,  for  High  Strength  Low  Alloy 
Spec,  for  the  Design  of  Cold  Formed  Steel 
Std.  Spec,  for  Sintered  Copper  Steel 
Std.  Spec,  for  Sintered  Nickel  Steel 


Strip,  and  Plate  0.75cr-9.0ni-4.5co-l  .0mo-0.09v  (0.17-0 
Strip,  and  Plate  1 .0cr-7.5ni-4.6co-l .0mo-0.09v  (0.29-0. 
Strip,  and  Plate  (0.50cr  -  0.55ni  -  O.25mo  -  0.38  -  0.4 
Strip,  and  Plate  (0.95cr  -  0.2mo  0.33  -  0.38c)  (1971) 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant  Cobalt  B 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant  Nickel  B 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Deep  Dr 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Nickel 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant,  Nickel 
Strip,  and  Plate,  Corrosion  and  Heat  Resistant;  Nickel 
Strip,  and  Plate,  Corrosion  and  Moderate  Heat  Resistant 
Strip,  and  Plate,  Corrosion  Resistant,  17cr'-  7.ini  -  1 
Strip,  and  Plate,  0.75si  -  0.62cr  -  0.20mo  -  O.lOzr  (0. 
Strip,  and  Plate,  5al  -  2.5sn,  Annealed  (1971) 
Strip,  and  Rolled  Bar  for  General  Purposes  (1969) 
Strip,  and  Rolled  Bar  (1971) 
Strip,  and  Rolled  Bar  (1971) 

Strip,  and  Rolled  Bar  (1971)  /.  Spec,  for  General  Requ 

Strip,  and  Rolled  Bar  (1971a) 

Strip,  and  Rolled  Bar  (1971a)  /or  Copper  Nickel  Zinc  A 

Strip,  Corrosion  Resistant  (18cr  -  8ni)  Cold  Rolled  (19 

Strip,  Corrosion  Resistant  (18cr  -  8ni)  (1971) 

Strip,  Corrosion  Resistant  (18cr  -  8ni),  Cold  Rolled  (1 

Strip,  Hot  Rolled  Sheet,  and  Cold  Rolled  Sheet  (1971) 

Strip,  Plate  and  Rolled  Bar  (1971) 

Strip,  Sheet,  and  Plate  (1969) 

Strip,  Sheet,  Foil,  and  Plate  (1969) 

Striping  of  16mm  Motion  Picture  Film  Perforated  Super  8 
Striping  of  35mm  Motion  Picture  Film  for  Four  Track  Mag 
Strippability  of  a  Gummed  Reinforced  Sealing  Tape  (Non 
Stripping  of  Bituminous  Aggregate  Mixtures  Containing  A 
Strips  Exposed  on  Type  Ib2  (Intensity  Scale)  Sensitomet 
Structural  Adhesives  (1970) 
Structural  Aluminum  Shapes  (1970) 
Structural  Applications  of  Steel  Cables  for  Buildings 
Structural  Clay  Facing  Tile  (1960) 
Structural  Clay  Facing  Tile  (1964) 

Structural  Clay  Facing  Tile,  Facing  Brick,  and  Solid  Ma 
Structural  Clay  Non  Load  Bearing  Tile  (1971)  ANSI  A76.1 
Structural  Clay  (Properly  Constructed  Masonry)  Insulate 
Structural  Concrete  (1962) 

Structural  Construction  (Nonextruding  and  Resilient  Bit 
Structural  Deck  (Roofing);  Gypsum  Concrete  (1970) 
Structural  Deck  (Roofing);  Insulating  Concrete  and  Fill 
Structural  Deck  (Roofing);  Precast,  Prestressed  Concret 
Structural  Deck  (Roofing);  Reinforced  Concrete  (1970) 
Structural  Deck  (Roofing);  Steel  (1970) 
Structural  Deck  (Roofing);  Thermo  Setting  Insulating  Fi 
Structural  Deck  (Roofing);  Wood  (1970) 
Structural  Decks;  Cement,  Fiber  Roof  (1970) 
Structural  Design  Data  (1970) 

Structural  Design  of  Bnck  Masonry  Arches  (Tech.  Notes) 

Structural  Design  of  Semicircular  Brick  Masonry  Arches 

Structural  Design  of  Serpentine  Walls,  Non  Loadbearing 

Structural  Facing  Tile  and  Glazed  Brick  (Including  Fire 

Structural  Facing  Tile  (1971)  Spec.  Std.  Requirem 

Structural  Glazing  and  Panel  Gaskets  (1971) 

Structural  Glued  Laminated  Douglas  Fir  (Coast  Region)  T 

Structural  Glued  Laminated  Southern  Pine  Timber  (1965) 

Structural  Glued  Laminated  Timber  of  Douglas  Fir,  Weste 

Structural  Glued  Laminated  Timber  Using  E  Rated  and  Vis 

Structural  Glued  Laminated  Timber,  of  Douglas  Fir,  West 

Structural  Insulating  Board  (1960) 

Structural  Insulating  Board  (1966) 

Structural  Insulating  Board,  Calcium  Silicate  (1970) 

Structural  Insulating  Roof  Deck  (R1970) 

Structural  Insulating  Roof  Deck  (1970) 

Structural  Integrity  Test  Procedure  (1971) 

Structural  Laminated  Wood  Products  for  Use  Under  Exteri 

Structural  Lumber  Fire  Retardant  Treatment  by  Pressure 

Structural  Manganese  Vanadium  Steel  (1970a) 

Structural  Members  (1968) 

Structural  Parts  (1970) 

Structural  Parts  (1970) 


ASTM 

AISI 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ANSI 

ANSI 

GIA 

ASTM 

SMPTE 

ASTM 

AA 

AISI 

ASTM 

FTI 

ASTM 

ASTM 

SCPI 

AASHO 

ASTM 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NRCA 

NFORP 

SCPI 

SCPI 

SCPI 

FTI 

FTI 

ASTM 

WCLIB 

AITC 

AITC 

AITC 

AITC 

TAPPI 

TAPPI 

ASTM 

ASTM 

AIMA 

SAE 

ASTM 

AWPA 

ASTM 

AISI 

ASTM 

ASTM 


A109 
12 

BI62 

J126 

A176 

A167 

A177 

A480 

A412 

B519 

B463 

A 123 

AMS6523 

AMS6524 

AMS6358C 

AMS6352C 

AMS5608 

AMS5544B 

AMS5521C 

AMS5605 

AMS5606 

AMS5540H 

AMS5860 

AMS5528B 

AMS6354A 

AMS4910E 

B97 

B121 

B36 

B248 

B103 

B122 

AMS5519F 

AMS55I8D 

AMS55I7E 

A568 

B152 

B265 

B386 

PH22.176 

PH22.I77 

202M 

D2727 

RPI4 

E229 

*28I3 

23 

C2I2 
*2 

C126 

C56 

*26 

MI95 

D1751 

*2-II3 

♦2-117 

•2-15 

*2-I21 

•2-1 

•2-123 

•2-110 

•2-17 

•1 

31A 

31C 

33 

•5 

•I 

C542 

•3 

*2 

117 

120 

203 

TIOOO 

T1005 

C656 

D2164 

1 

J229 

D2559 

C20-70 

A441 

20 

B426 
B484 
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Std.  Spec,  for  Sintered  Auslenilic  Stainless  Steel 
Std.  Spec,  for  Iron  Copper  Sintered  Metal  Powder 
Std.  Spec,  for  Copper  Infiltrated  Sintered  Carbon  Steel 
Std.  Spec,  for  Sintered  Carbon  Steel 
Std.  Spec,  for  Sintered  Nickel  Silver 
Std.  Spec,  for  Sintered  Bronze 
Std.  Spec,  for  Sintered  Brass 
Is,  and  Doors  Under  the  Influence/  Std.  Meth.  of  Test  for 

Std.  Spec,  for  Aluminum  Alloy 
0)  Std.  Spec,  for 

Spec,  for  Corrugated 
Std.  Spec,  for  High  Strength  Steel  Castings  for 
Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel  Sheets  of 
.  for  High  Strength  Low  Alloy  Columbium  Vanadium  Steels  of 
tests  for  Static  Load,  Frame,  Fork,  Stee/  Safety  Std.  for 

Std.  Spec,  for  Steel 
Std.  Test  Meth.  for  Density  of  Core  Materials  for 
std.  Test  Meth.  for  Water  Absorption  of  Core  Materials  for 
iling  (19/  Steel  Products  Manual  for  Carbon  Steel  Plates, 

e2b)(I97I)  Std.  for 

Std.  Spec,  for  Aluminum  Alloy  Std. 
X-Ray  and  Gamma  Ray  Protection  for  Energies  Up  to  10  Mev; 
shapes)  (1970)  Guide  Spec,  for 

Guide  Spec,  for 
Std.  Spec  for 

std.  Spec,  for  Quenched  and  Tempered  Alloy  Steel  Bolts  for 


ain  Hardene/ 


Std.  Spec,  for  High  Strength  Steel  Bolts  for 


Spec,  for  Fabricated 
Std.  Nomenclature  for 
Guide  Spec,  for 

4  In.  Thick  (197/  Std.  Spec,  for  High  Strength  Low  Alloy 

4  In.  Thick  (197/  Std.  Spec,  for  High  Strength  Low  Alloy 

Std.  Spec,  for 
High  Strength,  Quenched,  and  Tempered 
Spec,  for  Design  and  Construction  of 
Std.  Spec,  for 

td.  Spec,  for  Cold  Formed  Welded  and  Seamless  Carbon  Steel 
1964)  Steel  Products  Manual  for  Carbon  Steel  Pipe; 

std.  Spec,  for  Hot  Formed  Welded  and  Seamless  Carbon  Steel 
Std.  Spec,  for  Steel  Tubes,  Low  Carbon,  Tapered 
of  Rolled  Steel  Plates,  Shapes,  Sheet  Piling,  and  Bars  for 
aring  and  Expansion  Plates  and  Sheets  for  Bridge  and  Other 
Std.  Spec,  for  Zinc  Coated  Steel 
Spec,  for  Graphite  Yarn.  Non 
for  Minimum  Performance  Criteria  for  Roll  Over  Protective 
Thickness  Design  Full  Depth  Asphalt  Pavement 
Std.  for  Electrical  Penetration  Assemblies  in  Containment 
side/  Spec,  for  Clearance  Diagrams  Fixed  Obstructions  for 

Suggested  Good  Pract.  Regarding  Internal  Pressure  Vessel 
and  Tile  in  Sanitation  Structures,  Miscellaneous  Sanitary 
quirements  for  Minimum  Design  Loads  in  Buildings  and  Other 
National  Building  Code  for  Signs  and  Outdoor  Display 
e  and  Occupancy,  Location  and  Maintenance  of  Buildings  and 
creed  Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied 
Soils  Manual  for  Design  of  Asphalt  Pavement 
design,  Materials  and  Construction  of  Prestressed  Concrete 
orced  Concrete  Masonry  Load  Bearing  Walls  in  Multi  Storied 
Spec,  for  Black  Paint  for  Steel  Bridges  or  Timber 
Spec,  for  Drilling  and  Well  Servicing 
Instructions  for  the  Inspection  of  Concrete  and  Masonry 
ct.  for  Atmospheric  Exposure  of  Adhesive  Bonded  Joints  and 
luminum  Paint,  Pigment  Paste,  and  Mixing  Varnish  for  Steel 
oncrete  and  Reinforced  Concrete  Railraod  Bridges  and  Other 
Minimum  Performance  Std.  for  Single  Wall  Air  Supported 
Surface  Preparation  Spec,  for  Steel 
.  Notes)  (1969)  Brick  and  Tile  in  Sanitation 

tes)  (1969)  Brick  and  Tile  in  Sanitation 

1969)  Brick  and  Tile  in  Sanitation 

969)  Brick  and  Tile  in  Sanitation 

Spec,  for  Aluminum 
Std.  for 
Std.  Angle  Gage  for 

70)  Rec.  Pract.  for  Ball 

Std.  for  Cam  Follower,  Needle  Bearing,  High  Strength 
Principles  of  Clay  Masonry  Construction; 
body  Measurements  for  the  Sizing  of  Apparel  for  Young  Men 
Rec.  Pract.  for  Film  Analysis  Guides  for  Dynamic 
Gas  Flow  Model 

ial  Solution,  Isothiocyanates  Used  in  Fluorescent  Antibody 
Rec.  Pract.  for  Color  Temperature  for  Color  Television 
Std.  for  Bent  Bolts,  Studs,  Projection  Weld 
iremenls  for  Stainless  Steel  and  Nonferrous  Bolls,  Screws, 
Rec.  Pract.  Used  for  Ball 
Spec,  for  Screw  Thread  Requirements  for  Bolts,  Screws  and 
act.  for  the  Surface  Discontinuities  on  Bolts,  Screws,  and 


Structural  Parts  (1970) 
Structural  Parts  (1970)  ANSI  G63.1 
Structural  Parts  (1970)  ANSI  G63.2 
Structural  Parts  (1970)  ANSI  H9.1I 
Structural  Parts  (1970)  ANSI  H9.28 
Structural  Parts  (1970)  ANSI  H9.6 
Structural  Parts  (1970)  ANSI  H9.8 

Structural  Performance  of  Exterior  Windows,  Curtain  Wal 

Structural  Plate  for  Pipe,  Pipe  Arches  and  Arches  (1966 

Structural  Plate  for  Pipe,  Pipe  Arches,  and  Arches  (197 

Structural  Plate  Pipe,  Pipe  Arches,  and  Arches  (1970) 

Structural  Purposes  (1971)  ANSI  G52.1 

Structural  Quality  Coils,  and  Cut  Lengths  (1969)  ANSI  G 

Structural  Quality  (1968)  Std.  Spec 

Structural  Requirements  for  Regular  Bicycles  Including 

Structural  Rivets  (1965)  ANSI  G42.2 

Structural  Sandwich  Constructions  (1970) 

Structural  Sandwich  Constructions  (1970) 

Structural  Sections,  Rolled  Floor  Plates,  Steel  Sheet  P 

Structural  Self  Plugging  Pull  Mandrel  Blind  Rivets  (Typ 

Structural  Shapes,  Rolled  or  Extruded  (1970)  ANSI  H38.I 

Structural  Shielding  Design  and  Evaluation  Handbook  (19 

Structural  Steel  for  Buildings  (Carbon  and  Alloy  Steel 

Structural  Steel  for  Buildings  (1970) 

Structural  Steel  for  Ships  (1971) 

Structural  Steel  Joints  (1971) 

Structural  Steel  Joints.  Including  Suitable  Nuts  and  PI 

Structural  Steel  Lintels  (Tech.  Notes)  (1969) 

Structural  Steel  Pipe  (1969) 

Structural  Steel  Shapes  (1970) 

Structural  Steel  Welding  for  Buildings  (1969) 

Structural  Steel  with  50,  000  psi  Minimum  Yield  Point  to 

Structural  Steel  with  50,  000  psi  Minimum  Yield  Point  to 

Structural  Steel  (1969)  ANSI  G41.5 

Structural  Steels  (1970) 

Structural  Supports  for  Highway  Luminaires  (1970) 
Structural  Timber,  Lumber,  and  Piling  (1965) 
Structural  Tubing  in  Rounds  and  Shapes  (1971)  ANSI  G24. 
Structural  Tubing  Line  Pipe  Oil  Country  Tubular  Goods 
Structural  Tubing  (1971)  ANSI  G24.22 
Structural  Use  (1969) 

Structural  Use  (1969a)  ANSI  G24.4  /Ments  for  Delivery 

Structural  Uses  (1971a)  ANSI  H31.1  /Ed  Copper  Alloy  Be 

Structural  Wire  Rope  (1970) 
Structural;  2  Ply,  720  Filaments  (1970) 
Structure  for  Rubber  Tired,  Self  Propelled  Scrapers  (19 
Structures  for  Highways  and  Streets  (1970) 
Structures  for  Nuclear  Fueled  Power  Generating  Stations 
Structures  Other  Than  Platforms  Adjacent  to  Industrial 
Structures  (Nonmandatory  Appendices)  (1971) 
Structures  (Tech.  Notes)  (1969)  Brick 


(1955) 

Std.  Building  Code  Re 

(1967) 

(1967) 

/  Removal,  Demolition,  Equipment,  Us 

(1968) 

the  Application  of  Reinf 

(1969) 

(1969) 

Spec,  for 

(1969) 

the  Application  of  Non  Reinf 

(1970) 

(1970) 

(1970) 

(1970) 

Rec.  Pra 

(1970) 

Spec,  for  A 

(1970) 

Spec,  for  C 

(1971) 

(1971) 

Structures,  Industrial  Waste  Treatment  Facilities  (Tech 
Structures,  Miscellaneous  Sanitary  Structures  (Tech.  No 
Structures,  Sewage  Treatment  Facilities  (Tech.  Notes) 
Structures,  Water  Treatment  Facilities  (Tech.  Notes)  (1 
Structures;  Aluminum  Construction  Manual  (1967) 
Strut  Pin  Hole  Gage  (1970) 
Strut  (1970) 

Stud  and  Socket  Assembly  Performance  Test  Procedure  (19 
Stud  (1970) 

Student's  Manual  (1960) 

(Students)  (1971)  Std.  for 

Studies  of  Test  Subjects  (1970) 
Studies  (1969) 

Studies  (1969)  Std.  for  the  Evaluation  of  Commerc 

Studio  Monitors  (1969) 

Studs  and  Forged  Eyebolts  (1970) 

Studs  and  Nuts  (1968)  /the  Mechanical  and  Quality  Requ 

Studs  and  Socket  Assemblies  (1970) 
Studs  (Rolling  Process)  (1970) 

Studs  (1969)  Rec.  Pr 
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ASTM 

ASTM 
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ASTM 

ASTM 
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ASTM 
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CSI 
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ASTM 

SAE 

AASHO 
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ASTM 

ASTM 

ASTM 

ASTM 

SAE 

SAE 

AI 

IEEE 

AREA 

ASME 

SCPI 

ANSI 

AIA 

AIA 
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AI 
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API 

AREA 

ASTM 
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AREA 
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SCPI 

SCPI 

SCPI 

SCPI 

AA 
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AAR 
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SCPI 

use 

SAE 
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e  Application  of  Gypsum  Sheet  Material  to  Light  Gage  Steel 

Std.  for  Bent  Bolts. 
Std.  Spec,  for  Light  Gage  Steel 
irements  (1970)  Sid.  for  Bolts,  Screws  and 

for  Underground  Installations  (1970)  Std.  for 

Std.  Meth.  of  Testing  Synthetic  Rubber  Latices 
meth.  for  Chemical  Analysis  of  Synthetic  Elastomers  (Solid 
Rec.  Pract.  for  Compression  Molding  of  Specimens  of 
Std.  Spec,  for  Acrylonitrile  Butadiene 

(1968)  ANSI  /  Std,  Melh.  of  Test  for  Butadiene  Dimer  and 

Tent.  Spec,  for 
Tent.  Spec,  for 
Std.  Test  Meth.  for  Aldehydes  in 
Std.  Test  Meth.  for  Polymer  Content  of 
Meth.  of  Test  for  Inhibitor,  4  Tertiary  Butylcatechol,  in 
Std.  Test  Meth.  for  Peroxides  in 
Safe  Handling  and  Use  of 
Std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene 
Std.  for  Threaded  Acrylonitrile  Butadiene 
Std.  Spec,  for  Socket  Type  Acrylonitrile  Butadiene 
Std.  Spec,  for  Acrylonitrile  Butadiene 
Std.  Spec,  for  Acrylonitrile  Butadiene 
Std.  Spec,  for  Acrylonitrile  Butadiene 
Std.  Spec,  for  Rigid  Acrylonitrile  Butadiene 
d  Fittings  (1969)  Tent.  Spec,  for 

Std.  Spec,  for  Acrylonitrile  Butadiene 
Installation  Procedures  for  Acrylonitrile  Butadiene 
Std.  Acceptable  Concentrations  of 
./  Std.  4  1/4  In.  and  53  1/8  In.  Bridge  Plate  Details  and 

B93.7  Std.  Dimensions  for  Mounting  Surfaces  of 

icle  Size  of  Refractory  Metals  and  Compounds  by  the  Fisher 
Std.  Spec,  for  Materials  for  Aggregate  and  Soil  Aggregate 
Tent.  Spec,  for  Graded  Aggregate  Material  for  Bases  or 
Std.  Form  of  Agreement  Between  Contractor  and 

(1969)  Std.  Safety  in  Conducting 
Std.  Spec,  for  Concrete  Pavement 

Std.  Definitions  of  Terms  Relating  to 
Std.  Spec,  for  Materials  for  Embankments  and 
nt.  Test  Meth.  for  Critical  Dilation  of  Concrete  Specimens 
oms  (1968)  Rec.  Pract.  Spec,  for  35mm 

ract.  for  Film  Analysis  Guides  for  Dynamic  Studies  of  Test 
pract.  for  Control  of  External  Corrosion  on  Underground  or 

Test,  and  Rating 

Test,  and  Rating  Deep  Well  Water  System  Pumps  Excluding 
eas(1970)  Std.  for 

Std.  for  Deep  Well  Vertical  Turbine  Pumps  (Line  Shaft  and 
Test,  and  Rating  Deep  Well 
sification  (1970)  ANSI  H9.9  Std.  Meth.  for 

pressure  Altimeter  System  Minimum  Safe  Performance  Std.  on 
t  Test  Procedures  for  Static  Pressure  Systems  Installed  in 
Std.  for  Weight  Per  Unit  Area  (Basis  Weight  or 
std.  Spec,  for  Woven  Glass  Fabrics  Treated  with  Bituminous 
Std.  Test  Meth.  for  Content  of  Oxidizing 
Std.  for  Primary  Unit 
Std.  for  Secondary  Unit 
Std.  Spec,  for 

ared  Absorption  (1970)  Tent.  Meth.  of  Test  for 

parties)  and  Resin  Characteristics,  Pro/  Guide  to  Plastic 

the  Ability  of  a  Latex  Paint  to  Resist  Efflorescence  From 
Guide  to  Service  Capabilities  by  Plastic 
est  Meth.  for  Block  Resistance  of  Organic  Coatings  on  Wood 
ectrodeposited  Nickel  Coatings  on  Magnetic  and  Nonmagnetic 

Spec,  for 
Spec,  for 

ting  Requirements,  for  Self  Priming  Centrifugal  Pumps  with 
meth.  of  Rating  Commercial  and  Industrial  Vacuum  Cleaners, 
meth.  of  Rating  Commercial  and  Industrial  Vacuum  Cleaners, 
Rec.  for  Embankment  Supported  (Pump 
Tent.  Std.  for  Analysis  of  Soda  and 
Std.  for  Analysis  of  Calcium 
al.29  Std.  Meth.  of  Test  for  Calcium 

td.  Test  Meth.  for  Soundness  of  Aggregate  by  Use  of  Sodium 
meth.  of  Test  for  Soundness  of  Aggregates  by  Use  of  Sodium 

Std.  Terms  Used  in  the 
Formed  Deposits  (1970)  Std.  Meth.  of  Test  for 

Std.  for  Analysis  of  Soda  and 
Sodium  Lauryl 
Std.  for  Aluminum 
Spec,  for  Photographic  Grade  Sodium  Acid 
Triethanolammonium  Lauryl 
undness  of  Aggregate  by  Use  of  Sodium  Sulfate  or  Magnesium 
ndness  of  Aggregates  by  Use  of  Sodium  Sulfate  or  Magnesium 
Std.  Spec,  for  Blue  Lead  (Basic 
Sodium  Lauryl 

Meth.  for  Determining  Active  Ingredients  in  Sulfonated  or 
Std.  Meth.  of  Chemical  Analysis  of  Sulfonated  and 


Studs  (1970)  Std.  Spec,  for  Steel  Drill  Screws  for  Th  ASTM  C646 

Studs,  Projection  Weld  Studs  and  Forged  Eyebolts  (1970)  IFI  SEC.C 

Studs,  Runners,  and  Rigid  Furring  Channels  (1970)  ASTM  C645 

Studs,  Straightness,  Concentricity,  and  Squareness  Requ  SAE  .AS3063 

Styrene  and  Poly  Vinyl  Chloride  Ducts,  and  Its  Fittings  NEMA  TCI 

(Styrene  Butadiene  Copolymers)  (1969)  ASTM  D1417 

Styrene  Butadiene  Copolymers)  (1970)  Std.  ASTM  D14I6 

Styrene  Butadiene  Molding  and  Extrusion  Materials  (1968  ASTM  D2292 

Styrene  Composite  Sewer  Piping  (1970)  ASTM  D2680 

Styrene  in  Butadiene  Concentrates  by  Gas  Chromatography  ASTM  D2426 

Styrene  Monomer  993  (1969)  ASTM  D2826 

Styrene  Monomer  996  (1969)                                          .  ASTM  D2827 

Styrene  Monomer  (1968)  ASTM  D2119 

Styrene  Monomer  (1968)  ASTM  D2121 

Styrene  Monomer  (1968)  Std.  ASTM  D2120 

Styrene  Monomer  (1968)  ANSI  Z163.1  ASTM  D2340 

Styrene  Monomer  (1971)  MCA  SD37 

Styrene  Plastic  Pipe  Fittings,  Schedule  40  (1969)  ASTM  D2468 

Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1969)  ASTM  D2465 

Styrene  Plastic  Pipe  Fittings,  Schedule  80  (1969)  ASTM  D2469 

Styrene  Plastic  Pipe  (1969a)  ASTM  D2282 

Styrene  Plastic  Pipe,  Schedules  40  and  80  (1969)  ASTM  D1527 

Styrene  Plastic  Utilities  Conduit  and  Fittings  (1970)  ASTM  D2750 

Styrene  Plastics  (1968)                                                 '  ASTM  D1788 

Styrene  Rubber  Plastic  Drain  and  Building  Sewer  Pipe  An  ASTM  D2852 

Styrene  Sewer  Pipe  and  Fittings  (1969)  ASTM  D2751 

Styrene  (Abs)  Plastic  Piping  (1969)  SPI  PPI-TR12 

Styrene  (1969)  ANSI  Z37.15 

Sub  Assemblies  for  Cars  with  Std.  Draft  Gears  and  10  in  AAR  MSRP-L-78E 

Sub  Plate  Type  Hydraulic  Fluid  Power  Valves  (1968)  ANSI  NFLDP  T3.5.65.1 

Sub  Sieve  Sizer  (1970)  /Meth.  of  Test  for  Average  Part  ASTM  B330 

Subbase  Base  and  Surface  Courses  (1965)  AASHO  MI47 

Subbases  for  Highways  or  Airports  (1971)  ASTM  D2940 

Subcontractor  (1972)  AIOA  A401 

Subcritical  Neutron  Multiplication  Measurements  in  Situ  ANSI  N16.3 

Subgrade  Paper  (1955)  AASHO  M74 

Subgrade,  Soil  Aggregate,  and  Fill  Materials  (1970)  AASHO  M146 

Subgrades  (1964)  ■        AASHO  M57 

Subject  to  Freezing  (1971)  Te  ASTM  C671 

Subjective  Picture  Test  Film  for  Theaters  and  Review  Ro  SMPTE  RP33 

Subjects  (1970)  Rec.  P  SAE  J138 

Submerged  Metallic  Piping  Systems  (1969)  Rec.  NACE  RPOl-69 

Submersible  Pump  Motors  (Water  Systems)  (1971)  WSC  *6 

Submersible  Pumps  (1971)  WSC  '3 

Submersible  Pumps,  Electric  Driven.  Dewatering  Large  Ar  CPB  *5 

Submersible  Types)  (1971)  ANSI  B58.I  AWWA  ElOl 

Submersible  Water  System  Pumps  (1971)  WSC  *4 

Subsieve  Analysis  of  Granular  Metal  Powders  by  Air  Clas  ASTM  B293 

Subsonic  Aircraft  (1971)  SAE  AS942 

Subsonic  Transport  Aircraft  (1971 )  /.  Pract.  for  Fligh  SAE  ARP92I 

Substance)  of  Paper  and  Paperboard  (1968)  TAPPI  T410 

Substances  for  Use  in  Waterproofing  (1971)  ANSI  A109.26  ASTM  D1668 

Substances  in  the  Atmosphere  (1970)  ASTM  D29I2 

Substations  (1970)  NEMA  201 

Substations  (1970)  NEMA  210 

Substitute  Ocean  Water  (1965)  ASTM  D1141 

Substitutional  Atomic  Carbon  Content  of  Silicon  by  Infr  ASTM  F123T 

Substrate  Fabrication  Requisites  (Unplaled  Physical  Pro  ASEP  3 

Substrate  (1969)  Std.  Test  Meth.  for  Evaluating  ASTM  D2831 

Substrate.  Plated  (Electroplating)  (1971)  ASEP  6A 

Substrates  (1969)  Std.  T  ASTM  D2793 

Substrates  (1970)  /Icknesses  by  the  Magnetic  Meth.:  El  ASTM  B530 

Subsurface  Pumps  and  Fittings  (1971)  API  IIAX 

Sucker  and  Pony  Rods  (1970)  API  IIB 

Suction  and  Discharge  Openings  (1970)                   Std.  for  M  Ra  CPB  *2 

Suction  Type  (Portable  and  Mobile)  (1968)  Std.  FVMMAl 

Suction  with  Agitation  Type  (Portable  and  Mobile)  (1969  FVMMA2 

Suction)  Fabric  Tanks  for  Fire  Protection  (1971)  EMS  3-4 

Sulfate  Black  Liquor  (1964)  TAPPI  T625 

Sulfate  Fillers  (1967)  TAPPI  T615 

Sulfate  in  Hydrated  Portland  Cement  Mortar  (1970)  ANSI  ASTM  C265 

Sulfate  or  Magnesium  Sulfate  (1968)  AASHO  T104 

Sulfate  or  Magnesium  Sulfate  (1971)  AASHO  TI04  Std.  ASTM  C88 

Sulfate  Pulping  Process  (1961)  TAPPI  T1203 

Sulfate  Reducing  Bacteria  in  Industrial  Water  and  Water  ASTM  D993 

Sulfate  White  and  Green  Liquors  (1968)  TAPPI  T624 

Sulfate  30  Percent  (1959)  CTFA  59 

Sulfate  (Lump.  Ground,  or  Liquid)  (1970)  AWWA  B403 

Sulfate  (NaHS04)(  1969)  ANSI  PH4.105 

Sulfate  (1960)  CTFA  62 

Sulfate  (1968)  Std.  Test  Melh.  for  So  AASHO  T104 

Sulfate  (1971)  AASHO  T104  Std.  Meth.  of  Test  for  Sou  ASTM  C88 

Sulfate)  (R1969)  ANSI  K48  ASTM  D405 

Sulfate,  Dental  Grade  (1966)                        .  CTFA  60 

Sulfated  Oil  (1954)                    '  ALCA  H46 

Sulfated  Oils  (1970)  ASTM  D500 
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Tent.  Std.  for  Water  Soluble 
Tent.  Std.  for  Water  Soluble 
d.  Meth.  for  Sampling  and  Chemical  Analysis  of  Fatty  Alkyl 
Std.  Meth.  of  Test  for  Hydrogen 
type  Paints  (1968)  Std.  Test  Meth.  for 

Meth.  of  Analysis  of  Sulfur  Dioxide  in 
Std.  for  Analysis  of  Spent 
Std.  Terms  Used  in  the 
Std.  Spec,  for  Neutral  Detergent,  40%  Alkylbenzene 
Std.  Meth.  of  Chemical  Analysis  of 
Meth.  for  Determining  Active  Ingredients  in 
Std.  Meth.  for  Analysis  of  Oil  Soluble  Sodium  Petroleum 
Tent.  Meth.  for  Analysis  of  Calcium  and  Barium  Petroleum 
.  Meth.  for  Sampling  and  Chemical  Analysis  of  Alkylbenzene 
Std.  Test  Meth.  for  Biodegradability  of  Alkylbenzene 
Std.  Meth.  of  Analysis  of  Calcium  and  Barium  Petroleum 
Std.  Meth.  for  Identification  of  Iron  and 
Std.  for  Analysis  of 
Rec.  Guide  for  the  Control  of  Emission  of  Oxides  of 
Std.  Test  Meth.  for 

th.)  (1970)  Tent.  Test  Meth.  for 

Meth.  of  Analysis  of 

type  Paints  (1968)  Std.  Meth.  for 

Std.  for  Prevention  of 
td.  Meth.  of  Test  for  Nitrogen  and  Carbon  Tetrafluoride  in 
Std.  Test  Meth.  for  Acidity  of 
Std.  Spec,  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for  Total 
Std.  Test  Meth.  for  Total 
r  or  Lamp)  (1970)  Std.  Meth.  of  Test  for 

zl  1.108  Std.  Meth.  of  Test  for 

nts  (1968)  Std.  Test  Meth.  for  Sulfide 

0)  Std.  Meth.  of  Test  for  Trace  Quantities  of  Total 

Tent.  Std.  for  Analysis  of 
eth.  for  Measuring  Fast  Neutron  Flux  by  Radioactivalion  of 

Std.  for  Analysis  of 

1)  Test  Meth.  for 

Test  Meth.  for  Sulphates  in 

Tent.  Std.  for  Reducible 
Test  Meth.  for 
Std.  for  Gas  Fired  Absorption 
Std.  for  Gas  Engine  Powered 
Rec.  Std.  for  Domestic 
Test  Meth.  for  Colorfastness  to 
Std.  Meth.  of  Panel  Spalling  Test  for 
Std.  Spec,  for  Seamless  Medium  Carbon  Steel  Boiler  and 
r  Exposure  Control  and  Stock  Identification  (1/  Spec,  for 

Std.  Dimensions  for  Magnetic  Sound  Record  on 
Std.  Dimensions  of  Projectable  Image  Area  on 
Std.  Dimensions  for  Projection  Reels  for 
Std.  Dimensions  of  Camera  Aperture  Image  on 
Rec.  Pract.  Emulsion  Orientation  of 
Rec.  Pract.  Spec,  for  A 
Std.  Dimensions  for  8mm  Motion  Picture  Film,  Perforated 
ions  of  Tape  Splices  on  8mm  Motion  Picture  Film  Perforated 
of  Cemented  SpUces  on  8mm  Motion  Picture  Film  Perforated 
Std.  Dimensions  for  35  mm  Motion  Picture  Film  Perforated 
f  Magnetic  Striping  of  16mm  Motion  Picture  Film  Perforated 
Marine  Diesel  Engine  Scavenging  and 
lationship  Between  Brinell,  Vickers,  Rockwell  and  Rockwell 
.  for  Seamless  Ferritic  and  Austenitic  Alloy  Steel  Boiler, 
ec.  for  Electric  Resistance  Welded  Carbon  Steel  Boiler  and 
pec.  for  Seamless  Carbon  Molybdenum  Alloy  Steel  Boiler  and 
resistance  Welded  Carbon  Molybdenum  Alloy  Steel  Boiler  and 
Std.  Spec,  for  Welded  Austenitic  Steel  Boiler, 
ion  Protective  Signaling  Systems  for  Guard,  Fire  Alarm  and 
ety  Std.  for  Central  Stations  for  Watchman,  Fire  Alarm  and 
70)  Std.  for  Manual  and  Automatic  Station  Control, 

ear)  (1970)  Rec.  Prac.  for 

uclear  Applications  (1970)  Std.  Spec,  for 

for  Nuclear  Applications  (1970)  Std.  Spec,  for 

pe  and  Tube  for  Nuclear  Applications  (197/  Std.  Spec,  for 

Std.  for  Thyristor  Power 
es  Transporting  Explosives,  Blasting  Agents,  Materials  and 
gested  Components  of  a  Concrete  Reinforcing  Steel  Material 
)  /  Safety  Std.  for  Alarm  Accessories  for  Automatic  Water 

Installation  Std.  for  Polyethylene  Building 
Std.  Fire  Resistant  Door  for  Powder  and  Blasting 
Rec.  Pract.  for  Air 

0)  ANSI  Z11.183  Std.  Meth.  of  Test  for  Effect  of  Air 

Ignition  System  Test.  Metering  and  Power 
Nuclear  Steam 

ief  Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot  Water 
g  and  Regulating  Valves  for  Installation  on  Domestic  Water 
Std.  for  Vending  Machine  Water 


Sulfates  and  Chlorides  in  Paper  and  Paperboard  (1960)  TAPPI 

Sulfates  and  Chlorides  in  Pulp  (1945)  TAPPI 

Sulfates  (1969)  St  ASTM 

Sulfide  in  Natural  Gas  (Methylene  Blue  Meth.)  (19701  ASTM 

Sulfide  Sulfur  in  White  Pigment  Separated  From  Solvent  ASTM 

Sulfite  Cooking  Liquor  (1970)  TAPPI 

Sulfite  Liquor  (1953)  TAPPI 

Sulfite  Pulping  Process  (1961)  TAPPI 

Sulfonate  Type  (1970)  ASTM 

Sulfonated  and  Sulfated  Oils  (1970)  ASTM 

Sulfonated  or  Sulfated  Oil  (1954)  ALCA 

Sulfonates  by  Liquid  Chromatography  (1969)  ANSI  Z11.276  ASTM 

Sulfonates  by  Liquid  Chromatography  (1970)  ASTM 

Sulfonates  (1969)  Std  ASTM 

Sulfonates  (1970)  ASTM 

Sulfonates  (1970)  ANSI  Zl  1.103  ASTM 

Sulfur  Bacteria  in  Water  and  Wastewater  (1971)  APHA 

Sulfur  Burner  Gas  (1945)  TAPPI 

Sulfur  Combustion  for  Indirect  Heat  Exchangers  (1970)  ASME 

Sulfur  Content  of  Carbon  Black  (R1969)  ASTM 

Sulfur  Dioxide  Content  of  the  Atmosphere  (West  Gaeke  Me  ASTM 

Sulfur  Dioxide  in  Sulfite  Cooking  Liquor  (1970)  TAPPI 

Sulfur  Dioxide  in  White  Pigment  Separated  From  Solvent  ASTM 

Sulfur  Fires  and  Explosions  (1971)  NFPA 

Sulfur  Hexafluoride  by  Gas  Chromatography  (1971)  ASTM 

Sulfur  Hexafluoride  (1968)  ANSI  C59.120  ASTM 

Sulfur  Hexafluoride  (1971)  ASTM 

Sulfur  in  Coal  Ash  (1969)  ASTM 

Sulfur  in  Fuel  Gases  (1970)  ANSI  Z77.6  ASTM 

Sulfur  in  Iron  Ore  by  Combustion  lodate  Titration  (1970  ASTM 

Sulfur  in  Liquefied  Petroleum  Gases  (Oxy  Hydrogen  Hume  ASTM 

Sulfur  in  Petroleum  Products  (Lamp  Method)  (1970)  ANSI  ASTM 

Sulfur  in  White  Pigment  Separated  From  Solvent  Type  Pai  ASTM 

Sulfur  (Wickbold  and  Beckman  Combustion  Apparatus)  (197  ASTM 

Sulfur  (1965)  TAPPI 
Sulfur  (1970)                                                                 Std.  M  ASTM 

Sulfuric  Acid  (1945)  TAPPI 

Sulphates  in  Sulphite  Cooking  Liquor  (Gravimetric)  (197  TAPPI 

Sulphite  Cooking  Liquor  (Gravimetric)  (1971)  TAPPI 

Sulphur  in  Paper  and  Paperboard  (1960)  TAPPI 

Sulphur  Loss  From  Acid  Towers  (lodate  Absorption)  (1971  TAPPI 

Summer  Air  Conditioning  Appliances  (1969)  ANSI 

Summer  Air  Conditioning  Appliances  (1969)  ANSI 

Sump  Pump  (197!)  SPMA 

Sunlight  of  Textiles  (1971)  AATCC 

Super  Duty  Fireclay  Brick  (1970)  ASTM 

Super  Heater  Tubes  (1971)  ANSI  B125.10  ASTM 

Super  8  Motion  Picture  Film  Camera  Cartridge  Notches  Fo  ANSI 

Super  8  Motion  Picture  Film  Perforated  Ir  1667  (1969)  ANSI 

Super  8  Motion  Picture  Film  (1969)  ANSI 

Super  8  Motion  Picture  Film  (1969)  ANSI 

Super  8  Motion  Picture  Film  (1971)  ANSI 

Super  8  Release  Prints  (1970)  SMPTE 

Super  8  Test  Film  for  Projectors  and  Printers  (1969)  SMPTE 

Super  8,  Ir-1667  (1967)  ANSI 
Super  8,  Projection  Type  (1969)  Std.  Dimens  ANSI 
Super  8,  Projection  Type  (1969)                          Std.  Dimensions  ANSI 

Super  8,  2r  1664  (1-0)  (1969)  ANSI 
Super  8,  2r  1667  (1-3)  (1969)                          Std.  Dimensions  O  ANSI 

Supercharging  (Std.  Pract.)  (1971)  DEMA 

Superficial,  and  Knoop  Hardness)  (1971)  ANSI  Z76.4  /Re  ASTM 
Superheated,  and  Heat  Exchanger  Tubes  (1971)             /Td.  Spec  ASTM 

Superheater  Tubes  for  High  Pressure  Service  (1971)  ANSI  ASTM 
Superheater  Tubes  (1969)  Std.  S  ASTM 
Superheater  Tubes  (1971)  ANSI  B125.13                  /.  for  Electric  ASTM 

Superheater,  Heat  Exchanger,  and  Condenser  Tubes  (1971)  ASTM 
Supervisory  Service  (1970)                 /Ce  and  Use  of  Central  Stat  NFPA 

Supervisory  Services  (1971)  Saf  UL 

Supervisory,  and  Associated  Telemetering  Equipments  (19  ANSI 

Supplemental  High  Mounted  Stop  and  Turn  Signal  Lamps  (R  SAE 

Supplementary  Requirements  for  Nickel  Alloy  Plate  for  N  ASTM 

Supplementary  Requirements  for  Nickel  Alloy  Rod  and  Bar  ASTM 

Supplementary  Requirements  for  Nickel  Alloy  Seamless  Pi  ASTM 

Supplies  for  Metal  RoUing  Mill  Main  Drives  (1971)  NEMA 
Supplies  (1968)                       Rec.  Safety  Std.  for  Motor  Vehicl  IME 

Supply  and  Installation  Contract  (1968)  Sug  CRSI 

Supply  Control  Valves  for  Fire  Protection  Service  (1971  UL 

Supply  for  Water  Service  and  Yard  Piping  (1969)  lAPMO 

Supply  Magazines  (1968)  IME 

Supply  Manifold  for  Unloading  Tank  Trailers  (1971)  TTMA 

Supply  on  Smoke  Density  in  Burning  Distillate  Fuel  (197  ASTM 

Supply  Regulation  (1971)  SAE 

Supply  Systems  for  Reactor  Fuel  (1969)  ASME 
Supply  Systems  (1964)  ID.  Listing  Requirements  for  Rel  ANSI 
Supply  Tanks  (1966)                                     Pressure  Reducin  lAPMO 

Supply,  Backflow  Protection  and  Plumbing  (1967)  NAMA 


T468 

T229 

D1570 

D2725 

D2351 

T604 

T629 

T1201 

D2021 

D500 

H46 

D2548 

D2894T 

D1568 

D2667 

D1216 

•2-500 

T603 

APS-2 

D1619 

D2914T 

T604 

D2352 

655 

D2685 

D2284 

D2472 

D1757 

D1072 

E395 

D2784 

D1266 

D2351 

D2785 

T616 

E265 

T602 

UM-600 

UM-600 

T406 

UM-607 

Z21.40.1 

Z21.40.2 

*1 

16B 

C122 

A210 

PH22.166 

PH22.164 

PH22.154 

PH22.160 

PH22.157 

RP42 

RP32 

PH22.I49 

PH22.172.2 

PH22.172.1 

PH22  169 

PH22.176 

MD73 

E140 

A213 

A226 

A209 

A250 

A249 

71 

827 

C37.2 

J186 

B509 

B510 

B513 

PVl 

6.II 

♦1.9.1 

753 

IS7 

1.7 

RP34 

D2157 

ARP504A 

PTC32.1 

Z21.22 

PS15 

•1-600 
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Products  and  Product  Contact  Surfac/  Accepted  Pract.  (or  Supplying  Air  Under  Pressure  in  Contact  with  Milk,  Milk  DFISA 

d  and  Roof  Hydr/  Std.  for  Outside  Protection  (Yard  Piping  Supplying  Sprinklers.  Water  Spray  and  Foam  Systems,  Yar  PI 

Std.  Pract.  Guide  Lines  for  Pipe  Support  Contractual  Relationships  (1971)  MSS 

Std.  Part  Knob,  Hand,  Ground  Support  Equipment  0971)  NSA 

Std.  Spec,  for  Zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figure  8  Cable  (1971)  ASTM 

.  of  Mortar  Joints,  Detailing  of  Limestone,  Attachment  and  Support  of  Panels  and  Design  of  Sealant  Joints  Shown  in  ILIA 

Spec,  for  Dynamic  Test  Position  and  Support  of  Portable  Bridge  Plate  (Railway  Cars)  (1970)  AAR 

ental  Criteria  and  Tests  for  Aerospace  Ground  Equipment  in  Support  of  Space  Systems  (Guide  Specification)  (1970)  SAE 

Std.  for  Packagmg  of  Items  in  a  Box,  with  Die  Cut  Support  Pads  and  Filters  (1971)  NSA 

Std.  Test.  Procedure  for  End  Supported  Beam  Strength  Fibre  Tubes  and  Cores  (1966)  CCTI 

Minimum  Performance  Std.  for  Single  Wall  Air  Supported  Structures  (1971)  CPAI 

on  (1971)  Rec.  for  Embankment  Supported  (Pump  Suction)  Fabric  Tanks  for  Fire  Protecti  FMS 

1)  Std.  Test  Meth.  for  Self  Supporting  Plastic  Films  for  Electrical  Insulation  (197  NEMA 

spec,  for  Distribution  Fuse  Disconnecting  Switches,  Fuses:  Supports  and  Current  Limiting  (1969)  ANSI 
rs.  Frames,  Spring  Assemblies,  and  Covering  Materials;  Pad  Supports  and  Padding;  and  Trim  Fastenings  (1970)               /Usle  SAE 

Spec,  for  Design  and  Construction  of  Structural  Supports  for  Highway  Luminaires  (1970)  AASHO 

(1971)  Suggested  Good  Pract.  Regarding  Design  of  Supports  for  Pressure  Vessels  (Nonmandatory  Appendices)  ASME 

Spec,  for  Placing  Reinforcing  Steel  Bar  Supports  in  Concrete  Construction  (1970)  CRSI 

70)  Spec.  Steel  Wire  Bar  Supports  Used  to  Position  Reinforcement  in  Concrete  (19  CRSI 

Requirements  for  Nuclear  Power  Plant  Component  Supports  (Boiler  and  Pressure  Vessel  Code)  (1971)  ASME 

Std.  for  Pipe  Hangers  and  Supports  (Materials  and  Design)  (1967)  MSS 

Rec.  Pract.  for  Trailer  Boat  Supports  ( 1969)  BIA 

Rec.  Pract.  Truck  Trailer  Supports  ( 1 970)  TTMA 

Std-  Test  Meth.  for  Resistance  of  Transparent  Plastics  to  Surface  Abrasion  (1969)  ASTM 

Std.  Test  Meth.  for  Foaming  Properties  of  Surface  Active  Agents  (1970)  ASTM 
Meth.  for  Surface  and  Interfacial  Tension  of  Solutions  of  Surface  Active  Agents  (1970)                                       Std.  Test  ASTM 

Ai-tive  Agents  (1970)  Std.  Test  Meth.  for  Surface  and  Interfacial  Tension  of  Solutions  of  Surface  ASTM 

Steam  Surface  Condensers  (1970)  HEI 

nd  Expanded)  (1970)  Std.  for  Finish  and  Surface  Condition  of  Cellular  Rubber  Products  (Sponge  A  RMA 

Std.  Spec,  for  Crushed  Stone  and  Slag  for  Waterbound  Surface  Course  (1964)  AASHO 
d.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous  Macadam  Surface  Course  (1964)                                                          St  AASHO 

.  Spec,  for  Crushed  Stone  and  Slag  for  Bituminous  Concrete  Surface  Course  (1964) 
ed  Stone,  Slag  Gravel  for  Dense  Graded  Bituminous  Road  Mix  Surface  Course  (1964) 
ag,  and  Crushed  Gravel  for  Open  Graded  Bituminous  Road  Mix  Surface  Course  (1964) 
d  Slag,  and  Crushed  Gravel  for  Bituminous  Macadam  Base  and  Surface  Courses  of  Pavements  (1971) 
aterials  for  Aggregate  and  Soil  Aggregate  Subbase  Base  and  Surface  Courses  (1965) 

69) 


Std  AASHO 
Std.  Spec,  for  Crush  AASHO 
/.  for  Crushed  Stone,  Crushed  SI  AASHO 
/Hed  Stone,  Crushe  ASTM 
Std.  Spec,  for  M  AASHO 
Rec.  Pract.  for  the  Surface  Discontinuities  on  Bolts,  Screws,  and  Studs  (19  SAE 
Rec.  Pract.  for  the  Surface  Discontinuities  on  Nuts  (1969)  SAE 
c  Gravity  of  Compacted  Bituminous  Mixtures  Using  Saturated  Surface  Dry  Specimens  (19711)  /F  Test  for  Bulk  Specifi  ASTM 

^  Std.  for  Surface  Durability  (Pitting)  of  Helical  and  Herringbone  AGMA 

Plain  Surface  Fabrics  Class  Test  (1954)  ATMI 
Raised  Fiber  Surface  Fabrics  Class  Test  (1954)  ATMI 
Std.  Meth.  of  Test  for  Hydrophobic  Surface  Films  by  the  Atomizer  Test  (1970)  ANSI  Z143.1  ASTM 
Pressure  Sensitive  Tape  Latent  Staining  Test  of  Surface  Finishes  (1961)  PSTC 
Std.  Meth.  of  Test  for  Measunng  Surface  Frictional  Properties  Using  the  British  Portabl  ASTM 
Std.  for  Rotary  Table  Surface  Grinding  Machines  (1971 )  ANSI 
uirements  for  Aenal  Passenger  Tramways;  Including  Ski  and  Surface  Lifts  and  Tows  (1970)  Std.  Safety  Req  ANSI 

"  "  ^  ^  UL 

TAPPI 
SSPC 
SSPC 
TAPPI 
SAE 
TAPPI 
TAPPI 
ASTM 
RMA 
SPI 
AI 

NEMA 
TAPPI 
ASTM 
TAPPI 
Ro  NRCA 
Ro  NRCA 
Roof  NRCA 
Roof  S  NRCA 
Roof  S  NRCA 
Roof  Spec.  NRCA 
Roof  Spec.  Plate  NRCA 
Roof  Spec.  Plate  NRCA 
Roof  Spec.  Plate  NRCA 
Roof  Spec.  Plate  NRCA 
Roof  Spec.  Plate  for  Steep  Slope,  NRCA 
Roof  Spec.  Plate  for  Low  Slope,  NRCA 
/Test  Meth.  for  Fluid  Repellency  of  Disposable  DA 
Product  Std.  for  Self  Edged  Surfaced  Counter  Tops  (1971)  N APF 

Product  Std.  for  Plastic  Surfaced  Vanity  Cabinets  (1970)  NAPF 
Std.  for  Vending  Machine  Noncontact  Surfaces  and  Components  (1967)  NAM  A 

Std.  for  Good  Contact  Surfaces  and  Parts  of  Vending  Machines  (1967)  NAMA 
Static  Coefficient  of  Friction  of  Polished  Coated  Floor  Surfaces  as  Measured  by  the  James  Machine  (1969)  /H.  for  ASTM 

Tent.  Test  Meth.  for  Scaling  Resistance  of  Concrete  Surfaces  Exposed  to  Deicing  Chemicals  (1971)  ASTM 
(19/  Std.  for  Resilient  Artificial  Recreational  (Wetted)  Surfaces  for  Use  Around  Swimming  Pools  and  Locker  Rooms  NSF 

r  Silicone  Dampproofing;  Water  Repellents  for  the  Exterior  Surfaces  of  Brick,  Stone,  and  Concrete  Block  Masonry  (1  CSI 

Rec.  Pract.  for  Preparation  of  Surfaces  of  Plastic  Prior  to  Adhesive  Bonding  (1969)  ASTM 
n  (1970)  Std.  Spec.  Covering  Surfaces  of  Separable  Body  Center  Plates  and  Applicatio  AAR 
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Gear  Teeth  (1969) 


e  Tester  (1969) 

Std.  fo 

for  Aenal  Passenger  Tramways;  Int 

Safety  Std.  for  Surface  Metal  Raceways  and  Fittings  (1969) 

Meth.  for  Specific  External  Surface  of  Pulp  (1965) 

Surface  Preparation  Spec,  for  Steel  Structures  (1971) 

Pictorial  Surface  Preparation  Std.  for  Painting  Steel  Surfaces  (1 

Test.  Meth.  for  Surface  Receptivity  of  Paper  to  Water  (1971) 

Surface  Rolling  and  Other  Meth.  for  Mechanical  Prestres 

Meth.  for  Surface  Strength  of  Coated  Paperboard  (1969) 

Meth.  for  Surface  Strength  of  Paper  Tester  (1964) 

Rec.  Pract.  for  Determining  Mold  Surface  Temperature  of  Commercial  Molds  for  Plastics  (1 

Std.  for  Ground  Surface  Tolerances  of  Extruded  Solid  Rubber  Products  (1 

Rec.  Pract.  for  Evaluating  Surface  Treatment  of  Polyethylene  Containers  Using  the 

Asphalt  Surface  Treatments  and  Penetration  Macadam  (1969) 

Automatic  Temperature  Controls  for  Surface  Type  Electric  Water  Heaters  (1967) 

Std.  for  Surface  Wax  on  Waxed  Paper  or  Paperboard  (1969) 

Std.  Meth.  of  Test  for  Weight  of  Surface  Wax  on  Waxed  Paper  (1970) 

Std.  for  Surface  Wettability  of  Paper  (Angle  of  Contact  Meth.) 

of  Spec.  Plate  for  Low  Slope,  Fiberglass  Aggregate.  Smooth  Surface  (1970) 

of  Spec.  Plate  for  Low  Slope.  Asbestos  Coated  Felt.  Smooth  Surface  (1970) 

spec.  Plate  for  Low  Slope.  Asphalt:  Coated  Felt,  Aggregate  Surface  (1970) 

pec.  Plate  for  Low  Slope,  Asphalt;  No.  15  Felts,  Aggregate  Surface  (1970) 

pec.  Plate  for  Low  Slope,  Asbestos  Lt.  Wt.  Felt,  Aggregate  Surface  (1970) 

plate  for  Low  Slope,  2  Ply  Asphalt  Coated  Sheet,  Aggregate  Surface  (1970) 

for  Low  Slope,  Coal  Tar  Pitch:  No.  15  Felts,  Aggregate  Surface  (1970) 

for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970) 

for  Steep  Slope,  Asbestos  Nailable  Lt.  Wt.  Felt.  Mineral  Surface  (1970) 

for  Steep  Slope,  Asbestos  Non  Nailable  Lt.  Wt.  Felt,  Smooth  Surface  (1970) 

Asphalt:  No.  15  Asbestos  Felts,  Non  Nailable,  Mineral  Surface  (1970) 

Coal  Tar  Pitch :No.  15  Felts,  Coated  Base  Sheet,  Aggregate  Surface  (1970) 

Soft  Goods  Hydrostatic  Head  in  Contact  with  a  Flat  Surface  (1970) 


967)  ASTM  D2200 

sing  of  Metals  (Hs  3)  (1968) 


969) 
970) 

water  Dip,  Ink  and  Label  Adhe/ 


1970) 


60403 
24 

SP77 
1553 
A640 
*8.35 

MSRP-L-82 

AIR1167 

3419 

T114 

*1 

3-4 

MX3 

C37.47 

J782A 

SSL-1 

BPVC8-I-G 
•1.3. 5 

*  1.3.1 

BPVCIIINF 

SP58 

207 

RP4-66 

D1044 

D1I73 

D1331 

D1331 

*4 

•8.48 

M77 

M78 

M79 

M62 

M63 

D693 

M147 

J123 

J122 

D2726 

211.02 

PS6-54 

RFS6-54 

F21 

22 

E303 
B5.44 
B77.1 
5 

T226 

SP-0 

VISl 

UM-415 

J811 

T514 

T499 

D957 

*8.36A 

PBD6 

MS13 

DC  5 

T497 

D2423 

T458 

•2-VlO 

*2-V6 

•2-V2 

»2-Vl 

•2-V5 

*2-V7&A 

*2-V4 

*2-V8 

*2-Vl  1 

*2-V9 

*2-V12 

*2-V3 

80.9 

A-2 

C-1 

*  1-500 

*  I  -400 
D2047 
C672 
39 

7170 
D2093 

MSRP-C28.1 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


(1968)  ANSI  B93.7  Std.  Dimensions  for  Mounting 

ear  Liners;  Cars  with  6  1/2  X  12  In.  and  hi  Std  Covering 

Std.  Spec,  for  Metalized 
Std.  Meth.  for  Measurement  of  Gloss  of  High  Gloss  Metal 
and  Calculation  of  Reflecting  Characteristics  of  Metallic 
1971)  Packaging  Std.  for  Items  Having  Ferrous  Metal 

Std.  Meth.  of  Test  for  Image  Gloss  of  Porcelain  Enamel 
Pictorial  Surface  Preparation  Std.  for  Painting  Steel 
Std.  Meth.  of  Evaluating  Deg.  of  Rusting  on  Painted  Steel 
orrosive  and  Adhesive  Effects  of  Gasket  Materials  on  Metal 
ec.  Pract.  for  Electrical  Circuits  on  Passenger  Car  Glazed 
h.  for  Measuring  and  Counting  Particulate  Contamination  of 
Pract.  for  Evaluation  of  the  Appearance  of  Plated  Plastic 
St  for  Determination  of  Lead  Extracted  From  Glazed  Ceramic 
re  in  Contact  with  Milk.  Milk  Products  and  Product  Contact 
Grades  of  Indiana  Limestone  Finishes 
nonskinning  Bulk  Sealing  Compounds  (Sealants  for  Nonporous 
Std.  Meth.  for  Separation  of  Active  Ingredient  From 
Std.  Qualitative  Classification  of 
Std.  Test  Meth.  for  Cloud  Point  of  Nonionic 
rated  on  a  /  Std.  Requirements  for  Line  Closing  Switching 

Std.  Spec,  for  Stainless  Steel  Bars  and  Wire  for 
Std.  Spec,  for  Stainless  Steel  Sheet  and  Strip  for 
ques  for  Spec;  a  Research  Study  (1967) 

Rec.  Std.  Breakdowns  for  Demographic  Characteristics  in 
.  Test  Meth.  for  Gas  Content  of  Insulating  Oils,  Up  to  100 
els  (1968)  Rec.  Pract.  for  Detecting 

971)  Std.  Fatigue  Test  for  Front  End 

Acoustical  Tile  and  Lay  in  Panel  Ceiling 
Std.  Wet  Process  Porcelain  Insulators 
Std.  for  Leaf  Springs  for  Motor  Vehicle 
Meth.  for  Consistency  (Concentration)  of  Pulp 
gings.  Corrosion  Resistant  (18.5cr  -  lOni)  Free  Machining; 

Safety  Std.  for  Fire  Hazard  Classification  of 
gs  (1970)  Rec.  Pract.  for  Detecting 

h.  of  Test  for  Maturity  of  Cotton  Fibers  (Sodium  Hydroxide 

Std.  Test  Meth.  for 
Use  of  Concrete  Masonry  in  Small 
t  Artificial  Recreational  (Wetted)  Surfaces  for  Use  Around 
Rec.  Pract.  for  Design,  Equipment  and  Operation  of 
Std.  for  Cartridge  and  High  Permeability  Type  Filters  for 
Std.  Pract.  for  Cast  Iron 
singly  and  in  Pairs  (1968)  ANSI  A133.1  Safety  Std.  for 

Std.  for  Turn  Signal 

s  (1970)  Std.  for  Cross  Ties  and 

Spec,  for  Railway  Cross  Ties  and 
Electric  Windshield  Wiper 
Std.  for  Vehicular  Hazard  Warning  Signal 
and  Asbestos  Varnished  Cloth  Insulated  Wires;  General  and 
Single  Pole  Air  Switches,  Power  Fuses,  Fuse  Disconnecting 
er  Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconnecting 
er  Fuses,  Enclosed  Single  Pole  Air  Switches,  Disconnecting 
Std.  Requirements  for  Oil  Filled  Capacitor 
it  Reclosers,  Line  SectionaUzers  and  Oil  Filled  Capacitor 
.29  Std.  Snap 

ion  and  Operation  of  General  and  Special  Purpose  Ac  and  Dc 
Std.  for  Bolted  Pressure  Contact 
Safety  Std.  for  Marine  Electric  Power 
Spec,  for  Distribution  Enclosed  Single  Pole  Air 
Spec,  for  Power  Fuses  and  Fuse  Disconnecting 
ted  Control  Voltages  and  Their  Ranges  for  High  Voltage  Air 

Enclosed  Air  Brake 
Safety  Std.  for  Knife 
links.  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  Air 
links,  Secondary  and  Power  Fuses,  Enclosed  Single  Pole  Air 
Spec,  for  Distribution  Fuse  Disconnecting 
ks,  Secondary  Fuses,  Distribution  Enclosed  Single  Pole  Air 

Std.  for  Power 
Std.  Definitions  of  Electrical  Terms 
ory  with  a  Two  to  One  Selection  Ratio  Operating  Under  Full 
t  Memory  with  a  Non  Symmetrical  Ratio  Operating  Under  Full 
Rec.  Pract.  for  Semiautomatic  Headlamp  Beam 
Rec.  Pract.  for  Headlamp  Beam 
Breakers  Rated  on  a  /  Std.  Requirements  for  Line  Closing 

Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and 
Std.  E  Coupler  Yoke,  Cast  Steel,  for 
Std.  E  Coupler  Yoke,  Lightweight  Design,  Cast  Steel,  for 
Std.  E  Coupler  Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and 

Std.  E  Coupler, 
Std.  E  Coupler  6  1/4  X  8  In. 

E  Coupler, 
Std.  for  Radiation 
Std.  Fissile  Material 
Std.  for  Instrumentation 
Std.  Flowchart 

ignated  on  Cable  Television  Systems  Layout  /  Std.  Graphic 


Surfaces  of  Sub  Plate  Type  Hydraulic  Fluid  Power  Valves 
Surfaces  of  Truck  Center  Plate  and  the  Application  of  W 
Surfaces  on  Ceramic  (1968)  ANSI  Z173.12 
Surfaces  Using  Abridged  Goniophotometer  or  Goniophotome 
Surfaces  Using  Integrating  Sphere  Instruments  (1971) 
Surfaces  Using  Volatile  Corrosion  Inhibitor  Materials 
Surfaces  (1967) 

Surfaces  (1967)  ASTM  D2200 
Surfaces  (1968)  ASTM  D610 

Surfaces  (1969)  Std.  Test  Meth.  for  C 

Surfaces  (1970) 

Surfaces  (1970)  ANSI  Z146.1  Std.  Met 

Surfaces  (1971)  Rec. 
Surfaces  (1971)  Std.  Meth.  of  Te 

Surfaces  (1971)  /Pract.  for  Supplying  Air  Under  Pressu 

(Surfaces)  (1965) 

Surfaces)  (1968)  Spec,  for 

Surfactant  and  Syndet  Compositions  (1969) 
Surfactants  by  Infrared  Absorption  (1969) 
Surfactants  (1970) 

Surge  Voltage  Control  for  Ac  High  and  Circuit  Breakers 
Surgical  Implants  (1971) 
Surgical  Implants  (1971) 

Survey  of  Current  Pract.  in  the  Use  of  Automated  Techni 
Surveys  of  Data  for  Consumer  Media  Audiences  (1970) 
SUS(I971)  Std 
Susceptibility  to  Intergranular  Attack  in  Stainless  Ste 
Suspension  C  Type  Lift  Kits  for  Accelerating  Vehicle  (1 
Suspension  Systems  (1966) 
(Suspension  Type)  (1962) 
Suspension  (1970) 
Suspensions  (1967) 

Swaging  or  Upsetting  (1971)  Spec,  for  Bars  and  for 

Sweeping  Compounds  (1971) 

Swell,  Growth,  and  Dimensional  Stability  of  Brake  Linin 
Swelling  Polanzed  Light  Methods)  (1970)  ANSI  L14.93 
Swimming  Pool  and  Bathing  Place  Waters  (1971) 
Swimming  Pool  Construction  (1953) 

Swimming  Pools  and  Locker  Rooms  (1971)  /.  for  Resilien 

Swimming  Pools  and  Other  Public  Bathing  Places  (1957) 
Swimming  Pools  (1971) 

Swing  Check  Valves,  Flanged  and  Threaded  Ends  (1970) 
Swinging  Hardware  for  Std.  Tin  Clad  Fire  Doors  Mounted 
Switch  for  Vehicles  (1971) 

Switch  Ties  Preservative  Treatment  by  Pressure  Processe 
Switch  Ties  (1970) 
Switch  (1969) 
Switch  (1971) 

Switchboard  Type  (1970)  Safety  Std.  for  Asbestos 

Switches  and  Accessories  (1969)  /Distribution  Enclosed 

Switches  and  Accessories  (1969)  /Ks,  Secondary  and  Pow 

Switches  and  Accessories  (1969)  /Ks,  Secondary  and  Pow 

Switches  for  Alternating  Current  Systems  (1969) 
Switches  for  Alternating  Current  Systems  (1971)  /Circu 
Switches  for  Use  in  Hazardous  Locations  (1969)  ANSI  C33 
Switches  Having  a  Maximum  Rating  of  30  Amps.  (1966)  /T 
Switches  (Integrally  Fused  and  Manually  Operated)  (1971 
Switches  (1964) 
Switches  (1969) 
Switches  (1969) 

Switches  (1970)  Std.  Ra 

Switches  (1970)  ANSI  C33.64 
Switches  (1971)  ANSI  C33.31 

Switches,  Disconnecting  Switches  and  Accessories  (1969) 
Switches,  Disconnecting  Switches  and  Accessories  (1969) 
Switches,  Fuses:  Supports  and  Current  Limiting  (1969) 
Switches,  Power  Fuses,  Fuse  Disconnecting  Switches  and 
Switchgear  Assembhes  (1971) 
(Switchgear)  (1956) 

Switching  Conditions  (1970)  /  a  Coincident  Current  Mem 

Switching  Conditions  (1970)  /be  Used  in  a  Linear  Selec 

Switching  Devices  (1969) 
Switching  for  Vehicles  (1971) 

Switching  Surge  Voltage  Control  for  Ac  High  and  Circuit 

Swivel  Shank  Coupler  (for  Replacement  in  Kind  Only)  (19 

Swivel  Shank  Coupler  (1970) 

Swivel  Shank  Coupler  (1970) 

Swivel  Shank  Coupler  (1970) 

Swivel  Shank  43  In.  Coupler  Length  (1970) 

Swivel  Shank  U970) 

Swivel  Shank,  60  Inch  Length  (1970) 

Symbol  (1969) 

Symbol  (1971) 

Symbols  and  Identification  Code  (1968) 

Symbols  and  Their  Usage  in  Information  Processing  (1970 

Symbols  for  Electrical  and  Electronic  Devices  to  be  Des 
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AAR 

ASTM 

ASTM 

ASTM 

NSA 

ASTM 

SSPC 

SSPC 

ASTM 

SAE 

ASTM 

ASEP 

ASTM 

DFISA 

ILIA 


MSRP-D-I4A 

F44 

E430 

E429 

3400 

C540 

VISI 

VIS2 

F64 

J216 

F24 

5E 

C555 

60403 

•6 


NAAMMSS-IA 
ASTM  D2358 


ASTM 

ASTM 

ANSI 

ASTM 

ASTM 

CSI 

AAAA 

ASTM 

ASTM 

SEMA 

CISCA 

ANSI 

SAE 

TAPPI 

SAE 

UL 

SAE 

ASTM 

APHA 

NCMA 

NSF 

APHA 

NSF 

MSS 

UL 

SAE 

AWPA 

RTA 

SAE 

SAE 

UL 

ANSI 

ANSI 

ANSI 

ANSI 

NEMA 

UL 

UL 

NEMA 

UL 

ANSI 

ANSI 

ANSI 

UL 

UL 

ANSI 

ANSI 

ANSI 

ANSI 

NEMA 

ANSI 

ASTM 

ASTM 

SAE 

SAE 

ANSI 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

AAR 

ANSI 

ANSI 

ISA 

ANSI 

NCTA 
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D2357 

D2024 

C37.071 

F55 

F56 

STDl 

*8 

D2945 
A  262 
9-1 
*2 

C29.2 
J510B 
T240 

AMS5641B 
41 

J160 
D1442 
*2-413 
11 

39 
*1 

28 

SP71 

14C 

J589B 

C6-70 

*l 

JI12 

J910B 

115 

C37.41 

C37.40 

C37.48 

C37.66 

SGI3 

894 

1135 

KS2 

1107 

C37.45 

C37.46 

C37.33 

98 

363 

C37.40 

C37.48 

C37.47 

C37.41 

SG5 

C42.20 

F132 

F125T 

J565B 

J564C 

C37.071 

MSRP-C-56 

MSRP-C-51 

MSRP-C-52 

MSRP-C-57 

MSRP-C-38A 

MSRP-C-37 

MSRP-C-38B 

N2.1 

N12.1 

S5.1 

X3.5 

003-0668 
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aNSI  y32.2 


Sid.  Graphic 
Graphic 
Sid.  Graphical 
Std.  Graphical 
Rec.  Std.  for  Graphic 


(R1953) 
s  (1968) 

Power  Valves  (1968)  ANSI  B93.9 
Industrial  Equipment  (1969)  Universal 
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Std.  for  Voltage  Ratings  for  Electric  Power  Systems  and  Equipment  (60h2)  (1970)  ANSI  C84.1 

Std.  for  Low  Pressure  Carbon  Dioxide  Systems  at  Consumer  Sites  (1970)  CGA  G6.1 

Std.  for  Bulk  Oxygen  Systems  at  Consumer  Sites  (1971)  NFPA  50 

Std.  for  Liquefied  Hydrogen  Systems  at  Consumer  Sites  (1971)  NFPA  50B 

LP  Gas  Fuel  Systems  Components  (1968)  SAE  J372 

.  Test  Meth.  for  Linear  Shrinkage  of  Thermosetting  Casting  Systems  During  Cure  (1969)  Std  ASTM  D2566 

Std.  Alloy  and  Temper  Designation  Systems  for  Aluminum  (1969)  ANSI  H35.1 

Std.  Alloy  and  Temper  Designation  Systems  for  Aluminum  (1970)  AA  '24 

Vehicular  Access  Systems  for  Construction  and  Industrial  Equipment  (1970  SAE  J185 

Rec.  Pract.  for  Electrical  Charging  Systems  for  Construction  and  Industrial  Machinery  (1970  SAE  J180 

Pract.  for  Instantizing  Systems  for  Dry  Milk  (1971)  DFISA  60800 

f  Test  Procedures  for  the  Thermal  Evaluation  of  Insulation  Systems  for  Electric  Equipment  (1970)  IE  Preparation  O  IEEE  99 

Std.  on  Type  Designation  Systems  for  Electron  Tubes  (1970)  EIA  RS301A 

Std.  Rec.  Pract.  for  Prefabricated  Reflective  Insulation  Systems  for  Equipment  and  Pipe  Operating  at  Temperature  ASTM  C667 

dusts  (1970)  Std.  Pneumatic  Conveying  Systems  for  Feed,  Flour,  Grain,  and  Other  Agricultural  NFPA  66 

s  (1970)  Rec.  Pract.  for  Fuel  Systems  for  Gasoline  and  Diesel  Systems,  for  House  Boat  BIA  HEMl 

aintenance  and  Use  of  Central  Station  Protective  Signaling  Systems  for  Guard,  Fire  Alarm  and  Supervisory  Service  NFPA  71 

td.  Spec,  for  Homogeneous  Perforated  Bituminous  Fiber  Pipe  Systems  for  Highway,  Airport,  and  Similar  Drainage  (196  ASTM  D2818 

Std.  for  Essential  Electrical  Systems  for  Hospitals  (1971)  NFPA  76A 

Rec.  Pract.  for  the  Installation  of  Potable  Water  Systems  for  House  Boats  (1970)  BIA  HEM3 

rec.  Pract.  for  the  Installation  of  Toilet  Waste  Retention  Systems  for  House  Boats  (1970)  BIA  HEM4 

Rec.  Pract.  for  the  Installation  of  Bilge  Pumping  Systems  for  House  Boats  (1970)  BIA  HEM6 

s  Services  (19/  Rec.  Pract.  for  the  Design  of  Lubricating  Systems  for  Marine  Steam  Turbine  Pumps  for  Various  Ship  ASME  115D 

Safety  Std.  for  Local  Burglar  Alarm  Units  and  Systems  for  Mercantile  and  Bank  Safes  and  Vaults  (1970)  UL  609 

Accepted  Pract.  for  Spray  Drying  Systems  for  Milk  and  Its  Products  (1971 )  DFISA  60700 

Criteria  for  Class  le  Electric  Systems  for  Nuclear  Power  Generating  Stations  (1970)  IEEE  308 

Criteria  for  Protection  Systems  for  Nuclear  Power  Generating  Stations  (1971 )  IEEE  279 

Rec.  Pract.  for  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  Highway  Trucks  and  Wagons  (1971)  SAE  J166 

rec.  Pract.  for  the  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Front  End  Loader  SAE  J237 

c/  Rec.  Pract.  for  Minimum  Performance  Criteria  for  Brake  Systems  for  Off  Highway,  Rubber  Tired,  Self  Propelled  S  SAE  J319B 

Design  of  Ventilation  Systems  for  Poultry  and  Livestock  Shelters  (1970)  ASAE  D270.3 

(1970)  Safe  Installation  of  Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery  (Boats)  ABYC  P! 

Rec.  Pract.  and  Std:  Covering  Safe  Installation  of  Fuel  Systems  for  Propulsion  and  Auxiliary  Machinery  (Boats)  ABYC  P2 

Nuclear  Steam  Supply  Systems  for  Reactor  Fuel  (1969)  ASME  PTC32.I 

Rec.  Pract.  for  Minimum  Performance  Criteria  for  Brake  Systems  for  Rubber  Tired,  Self  Propelled  Graders  (1971)  SAE  J236 

anual  for  the  Balancing  and  Adjustment  of  Air  Distribution  Systems  for  the  Construction  of  Air  Distribution  System  SMACN  *7 

Rec.  Pract.  for  Heavy  Duty  Lighting  Systems  for  Truck  Trailers  (Other  Than  Tank  Type)  (1970  TTMA  RP14-67 

71)  Rec.  Pract.  for  Windshield  Wiper  Systems  for  Trucks,  Buses  and  Multipurpose  Vehicles  (19  SAE  J198 

rec.  Pract.  and  Std.  for  the  Installation  of  Potable  Water  Systems  for  Use  on  Boats  (1970)  ABYC  A13 

Std.  on  Halogenated  Fire  Extinguishing  Agent  Systems  Halon  1301  (1971)  NFPA  12A 

rec.  Pract.  for  Flight  Test  Procedures  for  Static  Pressure  Systems  Installed  in  Subsonic  Transport  Aircraft  (1971)  SAE  ARP921 

nd  Electronic  Devices  to  be  Designated  on  Cable  Television  Systems  Layout  Drawings  (1968)  /Mbols  for  Electrical  A  NCTA  003-0668 

Sprinkler  Systems  Leakages  (1961)  FMS  10-24 

Std.  Terminology  and  Definition  for  Filled  Thermal  Systems  of  Remote  Sensing  Temperature  Regulators  (1970)  FCI  70-1 

Rec.  Pract.  for  Trailer  Electrical  Systems  on  Boats  (1964)  BIA  211 

Rec,  Pract.  for  Engine  Electrical  Systems  on  Boats  (1967)  BIA  122 

Rec.  Pract.  for  Engine  Fuel  Systems  on  Boats  (1969)  BIA  143 

Rec.  Pract.  for  Permanent  Fuel  Systems  on  Boats  (1969)  BIA  144 

Electrical  Grounding  of  Direct  Current  Systems  on  Boats  (1970)  ABYC  El 

act.  and  Std.  Covering  Alternating  Current  (Ac)  Electrical  Systems  on  Boats  (1970)  Rec.  Pr  ABYC  E8 

Rec.  Pract.  Covering  Steering  Systems  on  Vessels  Under  26  Ft.  in  Length  (Boats)  (1970  ABYC  H16A 

Rec.  Pract.  and  Std.  Covering  Direct  Current  Wiring  Systems  Operating  Under  50  Volts  (on  Boats)  (1970)  ABYC  E9 

multipurpose  Vehic/  Rec.  Pract.  for  Windshield  Defrosting  Systems  Performance  Requirements  for  Trucks,  Buses  and  SAE  J382 

act.  for  Aerospace  Ground  Equipment  Criteria  for  Umbilical  Systems  Propellant  Quick  Disconnects  (1970)  Rec.  Pr  SAE  ARP1206 

e  Vehicles  (1969)  Windshield  Defrosting  Systems  Test  Procedure  of  Trucks,  Buses  and  Multipurpos  SAE  J381 

Tent.  Meth.  of  Analysis  of  Solvent  Systems  Used  for  Removal  of  Water  Formed  Deposits  (1970  ASTM  D2790 

Std.  for  Automatic  Field  Size  Limiting  Systems  Used  in  Diagnostic  X-Ray  Equipment  (1970)  NEMA  XR4 

Performance  Test  Code  for  Pressure  Control  Systems  Used  on  Steam  Turbine  Generator  Units  (1970)  ASME  PTC20.3 

Rec.  Pract.  for  Boat  and  Engine  Electrical  Systems  Wiring  Color  Code  (1970)  ABYC  E3A 

ing  Materials,  Size  and  Installation  of  Propeller  Shafting  Systems  (Boats)  (1970)  Rec.  Pract.  and  Std.  Cover  ABYC  P6 

construction  and  Installation  of  Propulsion  Engine  Control  Systems  (Boats)  (1970)  /Td.  Covering  the  Safe  Design,  ABYC  P14 

of  Sampling  for  Particulates  From  Aerospace  Components  or  Systems  (Gas  Blow  Down  Meth.)  (1970)  Std.  Meth.  ASTM  F308 

d  Tests  for  Aerospace  Ground  Equipment  in  Support  of  Space  Systems  (Guide  Specification)  (1970)  /Ntal  Criteria  An  SAE  AIR1167 

Maintenance  of  Automotive  Engine  Cooling  Systems  (Hs40)  (1968)  SAE  J340 

Definitions  for  Local  Fire  Protective  Signalling  Systems  (in  Training  Manual)  (1971)  NEMA  SB4 

Rules  for  Inservice  Inspection  of  Nuclear  Reactor  Coolant  Systems  (Including  Hydrostatic  Tests)  (Boiler  and  Press  ASME  BPVCXIA 
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nd  Std.  Covering  the  Marine  Use  of  Liquefied  Petroleum  Gas  Systems  (on  Boats)  (1970) 

uality  of  Electrical  Insulatmg  Oil  for  Low  Pressure  Cable  Systems  (R1969)  ANSI  C59.69 
Marine  Diesel  Engine  Air  Intake  and  Exhaust  Systems  (Std.  Pract.)  (1971) 
Marine  Diesel  Engine  Starting  Systems  (Std.  Pract 
Marine  Diesel  Engine  Cooling  Water  Systems  (Std.  Pract 
Marine  Diesel  Engine  Lubricating  Oil  Systems  (Std.  Pract 
Marine  Diesel  Engine  Fuel  Oil  Systems  (Std.  Pract 
Manne  Diesel  Engine  Electric  Drive  Systems  (Std.  Pract 
arine  Diesel  Engine  Combustion  Chambers  and  Fuel  Injection  Systems  (Std.  Pract 
Marine  Diesel  Engine  Governors  and  Speed  Control  Systems  (Std.  Pract 
(1969/  Rec.  Pract.  for  Vehicle  (Car)  Passenger  Door  Hinge  Systems 

accumulation  of  Maintenance  Test  Data  of  Electric  Lighting  Systems  (1963) 
ves  and  Automatic  Gas  Shutoff  Devices  for  Hot  Water  Supply  Systems  (1964) 
Rec.  Std.  for  Filtration  for  Hydraulic  Fluid  Power  Systems  (1965) 
Technical  Manual  for  Filtration  for  Hydraulic  Fluid  Power  Systems  (1965) 
Acoustical  Tile  and  Lay  in  Panel  Ceiling  Suspension  Systems  (1966) 
Minimum  Installation  Spec,  for  Turf  Sprinkler  Irrigation  Systems  (1966) 
Safety  Std.  for  Marine  Manual  Steering  Components  and  Systems  (1966) 
National  Building  Code  for  Chimneys,  Flues  and  Venting  Systems  (1967) 
Rec.  Pract.  for  Boat  Electrical  Systems  (1967) 
fety  Std.  for  Marine  Engine  Ignition  System  Components  and  Systems  (1967) 
tribution  Systems  for  the  Construction  of  Air  Distribution  Systems  (1967) 
heating.  Ventilating.  Air  Conditioning,  Blower  and  Exhaust  Systems  (1967) 
heating.  Ventilating,  Air  Conditioning,  Blower  and  Exhaust  Systems  (1967) 
Refrigeration  Equipment  Capacity  for  Bulk  Milk  Cooling  Systems  (1968) 
Guide  Spec,  for  Underground  Sprinkler  Irrigation  Systems  (1968) 
.  Meth.  for  Open  Bottle  Tap  Sampling  of  Noncryogenic  Fluid  Systems  (1968) 
performance  Characteristics  of  Pulse  Echo  Ultrasonic  Test.  Systems  (1968)  ANSI  Z166.21 
Guide  for  Pressure  Relief  and  Depressuring  Systems  (1969) 
Guide  for  Test,  Adjust  and  Balance  of  Mechanical  Systems  (1969) 
Std.  Noise  Level  in  Cable  Television  Systems  (1969) 
Vehicle  Hood  Latch  Systems  (1969) 
Test  Meth.  for  Coverage  of  Laminating  Systems  (1969) 
St  Meth.  for  Edgewise  Compressive  Properties  of  Laminating  Systems  (1969) 
r  Coefficient  of  Linear  Thermal  Expansion  of  Epoxy  Casting  Systems  (1969) 
uct  Construction  Std  for  Ventilating  and  Air  Conditioning  Systems  (1969) 
and  Hardware  Definitions  for  Controlled  Mechanical  Storage  Systems  (1969) 
for  Automatic  Line  Sectionalizers  for  Alternating  Current  Systems  (1969) 
for  Oil  Filled  Capacitor  Switches  for  Alternating  Current  Systems  (1969) 
rmination  of  the  Thermal  Conductivity  of  Cured  Epoxy  Resin  Systems  (1969) 
rtical  Dimensioning  of  Coordinated  Building  Components  and  Systems  (1969) 
nated  Poly  (Vinyl  Chloride)  Plastic  Hot  Water  Distribution  Systems  (1969) 
ion  Std.  for  Sheet  Metal  Construction  and  Air  Conditioning  Systems  (1969) 
Test  Film  for  Motion  Picture  Projection  Sound  Reproducing  Systems  (1969) 
ct  Construction  Std.  for  Ventilations  and  Air  Conditioning  Systems  (1969) 
rnal  Corrosion  on  Underground  or  Submerged  Metallic  Piping  Systems  (1969) 
es  and  Performances  of  Coordinated  Building  Components  and  Systems  (1969) 

ments  and  Installation  of  Plumbing,  Heating  and  Electrical  Systems  (1969)  ANSI  A119.1 

Rec.  Pract.  and  Std.  Covering  Boat  Heating  Systems  (1970) 
Minimum  Requirements  for  Non  Water  Carriage  Disposal  Systems  (1970) 
Std.  Measurement  of  Liquid  Hydrocarbons  by  Turbine  Meter  Systems  (1970) 
Terminology  for  Mechanical  Milking  Machine  Systems  (1970) 
Symbols  for  Use  with  Numerical  Control  Systems  (1970) 
Std.  for  Foam  Fire  Extinguishing  Systems  (1970) 
Std.  for  High  Expansion  Foam  Systems  (1970) 
Std.  on  Explosion  Prevention  Systems  (1970) 
Rec.  Pract.  for  Aircraft  Visual  Warning  Indicating  Systems  (1970) 
Rec.  Pract.  for  Calibrating  Oil  for  Diesel  Fuel  Injection  Systems  (1970) 
rec.  Pract.  for  Test.  Techniques  for  Diesel  Fuel  Injection  Systems  (1970) 
Rec  Pract.  for  Test  Stands  for  Diesel  Fuel  Injection  Systems  (1970) 
Manual  of  Rec.  Pract.  for  Industrial  Ventilation  Systems  (1970) 
Fire  Damper  Guide  for  Air  Handling  Systems  (1970) 
Fabrication  of  Air  Duct  Systems  (1970) 
Safety  Std.  for  Vehicle  Alarm  Systems  (1970) 
for  Cast  Bronze  Solder  Joint  Fittings  for  Solvent  Drainage  Systems  (1970) 
m  Operational  Characteristics  for  Airborne  ATC  Transponder  Systems  (1970) 
librating  Nozzle  Holder  Assembly  for  Diesel  Fuel  Injection  Systems  (1970) 
f  Terms  for  Automatic  Generation  Control  on  Electric  Power  Systems  (1970) 
water  Coolers  with  Self  Contained  Mechanical  Refrigeration  Systems  (1970) 
performance  Characteristics  of  Factory  Primed  and  Finished  Systems  (1970) 
r  Homes)  Installation  of  Plumbing,  Heating,  and  Electrical  Systems  (1970) 
Std.  for  Load  Control  for  Use  on  Central  Electric  Heating  Systems  (1971) 
Rec.  for  the  Inspection  and  Maintenance  of  Sprinkler  Systems  (1971) 
Rec.  Pract.  for  Installation  of  Fire  Alarm  Systems  (1971) 
Rec.  Pract.  for  the  Proper  Maintenance  of  Fire  Alarm  Systems  (1971) 
Std.  for  the  Installation  of  Sprinkler  Systems  (1971) 
Rec.  Pract.  for  the  Care  and  Maintenance  of  Sprinkler  Systems  (1971) 
Std.  for  Installation  of  Standpipe  and  Hose  Systems  (1971) 
Std.  for  Chimneys,  Fireplaces,  and  Venting  Systems  (1971) 
Safety  Std.  for  Central  Station  Burglar  Alarm  Units  and  Systems  (1971) 
.  for  the  Installation  of  Air  Conditioning  and  Ventilating  Systems  (1971) 
on  of  Residence  Type  Warm  Air  Heating  and  Air  Conditioning  Systems  (1971) 
lectors,  Photoelectric  Type,  for  Fire  Protective  Signaling  Systems  (1971) 
on  and  Classification  of  Mercantile  and  Bank  Burglar  Alarm  Systems  (1971) 
Line  Impedance  in  Distributed  Parameter  Coaxial  Waveguide  Systems  (1971) 
,  Tetrafluoroelhylene,  for  Aircraft  High  Temperature  Fluid  Systems  (1971) 


Rec.  Pract.  A 
/Spec,  for  Continuity  of  Q 


) (1971) 
) (1971) 
) (1971) 
) (1971) 
) (1971) 
) (1971) 
) (1971) 

(Test  Procedures  and  Static  Load  Requirements) 


Rec.  Form  for 
ID.  Listing  Requirements  for  Relief  Val 
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/He  Balancing  and  Adjustment  of  Air  Dis 
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/C.  Pract.  for  Evaluating 
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Tent  Spec  for  Chlori 
Low  Velocity  Duct  Construct 
Rec.  Pract.  Spec,  for  Theater 
High  Velocity  (Sheet  Metal)  Du 
Rec.  Pract.  for  Control  of  Exte 
Std.  Classification  for  Properti 
/N  and  Construction  Require 


Std. 
Minimu 
Rec.  Pract.  for  Ca 
Std.  Definitions  O 
Meth.  of  Test,  for  Rating  Drinking 
Wood  Test  Meth.  for  Determining  the 
/  Camping  Trailers,  Truck  Campers,  Moto 
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Std.  for  Installati 
Safety  Std.  for  Smoke  De 
Safety  Std.  for  Installati 
/  Art  Measuring  Unbalanced  Transmission 
/  Temperature  Hose  Assembly,  Convoluted 
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and  Oil  Filled  Capacitor  Switches  for  Alternating  Current 
servicing  of  Hose,  Tank  Vehicles  and  Airport  Fixed  Fueling 
Holding  And/or  Treatment  Devices  for  Marine  Toilet  (Waste 
Coal  Pulverizers  (Direct  Fire  and  Storage 
cal  Transducer  Nomenclature  and  Terminology  (for  Measuring 
strain  Gage  Pressure  Transducers  (Test  for  Instrumentation 
ols  (Air  Conditioning,  Heating,  Ventilating  and  Processing 
Test,  and  Rating  Nonsubmersible  Pump  Motors  (Water 
Test,  and  Rating  Submersible  Pump  Motors  (Water 
a  Guide  to  Locating  and  Constructing  Wells,  Sizing  Water 
ection  of  Engine  Antifreezes  for  Use  in  Automotive  Cooling 
Rec.  Pract.  for  Fuel  Systems  for  Gasoline  and  Diesel 
Safety  Std.  for  Low  Temperature  Venting 
on  (Yard  Piping  Supplying  Sprinklers,  Water  Spray  and  Foam 
Std.  for  Functional  Diagramming  of  Instrument  and  Control 
Guide  Spec,  for  Coating 
Pin  Wire 
Installation 

(1967) 

n  Tractors  Load  and  Inflation  Pressures  and  Tire  Selection 

American 

970)  Residual  Loss 

Std.  for  Rotary 
Residual  Loss 

St  for  Flow  of  Portland  Cement  Concrete  by  Use  of  the  Flow 
f  Future  and  Design  (1968)  Tire  Selection 

n  (1970)  SAE  J71 1  Tire  Selection 

Std.  Definitions,  Symbols,  Formulas  and 
Std.  Volume  and  Specific  Gravity  Correction 
Rec.  Practice  for  Correcting  Gage 
Span 

Simplified  Span 

s,  Rockwell  and  Rockwell  Superf/  Std  Hardness  Conversion 

bridges  (1969)  Spec,  for  Design 

amless  Steel  Pipe  (1970)  Reinforcement 
Soft  Glass  Tubing  and  Cane  Criteria  and 
n  Unloading  Tank  Cars,  Temperature  Volume  Corrections,  and 
Std.  ASTM  Butadiene  Measurement 
or  Aluminum  Wrought  and  Cast  Products,  Including  Tolerance 
Cast  Bronze  Hydrodynamic  Sleeve  Bearing  Performance 
Rec.  Std.  and  Spec,  for 
for  Preparation  of  Reference  High  Reflectance  White  Powder 
Std.  for  Heavy  Duty  Alpha  Cellulose  Filled  Melamine 
.  for  Detergent  Resistance  of  Ceramic  Decorations  on  Glass 

Rec.  Std.  tor 
Rec.  Pract.  for  Precision  Motor 

itive  Tape  (1970) 

Guide  Spec,  for 
Rec.  Pract.  and  Std.  Covering  Ground 
Std.  for  Production  of 
Flight  Deck  Visual,  Audible  and 
Std.  Meth.  of  Test  for  Flash  Point  by 
Rec.  Std.  for 
Std.  Test  Meth.  for  Flash  Point  with 
Rec.  Std.  for 

tallation.  Qualification,  and  Operational  Requirements  for 

Std.  for 

y  of  Terms  for  Hydraulic  Hoists,  Dump  Bodies  and  Elevating 
r  Regular  Bicycles,  Including  Reflectivity,  Headlights  and 
Std.  Spec,  for  Cast  Copper  Nickel  Ship 
Industrial  Tractors  (1967)  Power 
Rec.  Pract.  for  Operating  Requirements  for  Power 
t.  for  Agricultural  and  Industrial  Tractor  Auxiliary  Power 
Std.  for  540  RPM  Power 
Std.  for  1000  RPM  Power 
Agricultural  Implement  Power 
d  Light  Industrial  Tractors  (1967)  SAE  J722  Power 
gricultural  (Farm)  and  Industrial  Tractors  Auxiliary  Power 
Operating  Requirements  for  Tractor  Power 
540  RPM  Power 
1000  RPM  Power 
Tractor  and  Farm  Implement  Power 

Meth.  for  Analysis  of 
Std.  Spec,  for 

Std.  Test  Meth.  for  Fatty  Acids  Content  of 
Tent.  Std.  for  Analysis  of 
Std.  Meth.  of  Test. 
Std.  Terms  Relating  to 
ion  of  the  Chromic  Oxide  Content  of  Plumage  Treated  by  the 
ation  by  Atomic  Absorption  of  the  Chromic  Oxide  Content  of 
Rec.  Pract.  Permissible  Load  Concentration  for 
types)  for  Agricultural  and  Industrial  Vehicles:  Tractors, 
Fabricating  Tolerances,  Minimum  Bending  Radii  and 
Trading  Rules  for  Cottonseed  Oil,  Soapstock  and 
Std.  Meth.  for  Cahbrating 


handicapped  (1970) 


Systems  (1971)  /Circuit  Reclosers,  Line  Sectionalizers  NEMA 

Systems  (1971)  ANSI  ZI19.1  Std.  for  Aircraft  Fuel  NFPA 

Systems)  (on  Boats)  (1970)  /.  and  Std.  Covering  Sewage  ABYC 

Systems)  (1969)  ASME 
Systems)  (1969)  Std.  for  Electri  ISA 

Systems)  (1970)  Spec,  and  Tests  for  ISA 

Systems)  (1970)  Safely  Std.  for  Limit  Contr  UL 

Systems)  (1971)  WSC 
Systems)  (1971)  WSC 
Systems,  and  Water  Treatment,  Quality  and  Management  (1  WSC 
Systems,  Ethylene  Glycol  and  Methanol  Types  (1970)  /El  ASTM 

Systems,  for  House  Boats  (1970)  BIA 
Systems,  Type  L  (1970)  ANSI  Z125.1  UL 
Systems,  Yard  and  Roof  Hydrants,  Monitor,  Standpipes)  FI 
Systems;  Analog  and  Digital  (1966)  SAMA 
Systems;  Painting  and  Finishing  (1970)  CSI 
(T-Pin)  (1970)  SWA 
Tab  and  Alignment  Tool  for  Molded  in  Inserts  (1970)  NSA 
Tab  Colors  for  Divisional  Star  Ratings  for  Photography  PSA 
Table  for  Future  Design  (1968)  Lawn  and  Garde  SAE 

Table  of  Distances  for  Safe  Storage  of  Explosives  (1964  IME 
Table  of  Fibers  Used  as  Filling  Materials  in  Bedding  (1  ABFLO 
Table  Surface  Grinding  Machines  (1971)  ANSI 
Table  (Fibers)  (1968)  ABFLO 
Table  (1971)  AASHO  T120,  ANSI  A37.26  Std.  Meth.  of  Te  ASTM 

Tables  for  Agricultural  and  Light  Industrial  Machines  O  SAE 
Tables  for  Agricultural  (Farm)  Machines  of  Future  Desig  ASAE 
Tables  for  Control  Charts  (1968)  ASQC 
Tables  for  Creosote  and  Coal  Tar  (R1970)  ASTM 
Tables  for  Incrustation  (of  the  Oil  Tank)  (1968)  API 
Tables  tor  Joists  and  Rafters  (Lumber)  (1970)  NFORP 
Tables  for  Light  Frame  Construction  (1971)  WCLIB 
Tables  for  Metals  (Relationship  Between  Brinell,  Vicker  ASTM 
Tables  for  Precast  Prestressed  Box  Girders  for  Railway  AREA 
Tables  for  45  and  90  Deg.  Branch  Connertions  of  Pipe  Se  PFI 
Tables  (1962)  EIA 
Tables  (1965)  /Alt,  Pocketbook  of  Useful  Information  O  AI 

Tables  (1968)  ANSI  Zl  1.144  ASTM 
Tables  (1970)  /Silion  and  Mechanical  Property  Limits  F  AA 

Tables;  (User's  Manual)  (1970)  CBBI 
Tablets  and  Related  Products;  Paper,  Stationery  (1964)  PSTMA 
Tablets  (1968)  Meth.  TAPPI 

Tableware  (1970)  USC 
Tableware  (1971)  Tent.  Test  Meth  ASTM 

Tabulating  Machine  Control  Wire  (1970)  SWA 
Tachometer  Generator  ( 1970)  SAE 
Tack  Rolling  Ball  Adhesion  Test.  Meth.  of  Pressure  Sens  PSTC 
Tackboards  (1971)  CSI 
Tackle  (on  Boats)  (1970)  ABYC 
Tactile  Materials,  Braille,  for  the  Blind  and  Visually  NACAB 
Tactual  Signals  (1970)  SAE 
Tag  Closed  Tester  (1970)  ANSI  Z11.24  ASTM 
Tag  Fastener  Wire  (1970)  SWA 
Tag  Open  Cup  Apparatus  (1970)  AASHO 
Tag  Wire  (1970)  SWA 
Tail  Bumpers  for  Piloted  Aircraft  (1971)  /  Design,  Ins  SAE 

Tail  Lamps  (Rear  Position  Light)  for  Vehicles  (1970)  SAE 
Tailgates  (1967)  Glossar  TBEA 

Taillights  (1970)  Safety  Std.  for  Lighting  Fo  BMA 

Tailshaft  Sleeves  (1970)  ASTM 
Take  Off  Definitions  and  Terminology  for  Farm  and  Light  SAE 
Take  Off  Drives  (1970)  SAE 
Take  Off  Drives  (1970)  Rec.  Prac  SAE 

Take  Off  for  Farm  Tractors  (1970)  SAE 
Take  Off  for  Farm  Tractors  (1970)  SAE 
Takeoff  and  Drive  Line  Pedestal  Shafts  (1968)  ASAE 
Takeoff  Definitions  and  Terminology  for  Agricultural  An  ASAE 
Takeoff  Drives  (1969)  ASAE 
Takeoff  Drives  (1970)  SAE  J721  ASAE 
Takeoff  for  Agricultural  (Farm)  Tractors  (1969)  SAE  J71  ASAE 
Takeoff  for  Agricultural  (Farm)  Tractors  (1969)  SAE  J71  ASAE 
Takeoff  Universal  Joint  Drive  Lines  (1970)  ASAE 
Talc  (1962)  CTFA 
Talc  (1965)  TAPPI 
Tall  Oil  Fatty  Acids  (1969)  ASTM 
Tall  Oil  Rosins  (R1969)  ASTM 
Tall  Oil  Skimmings  (1969)  TAPPI 
Tall  Oil  (R 1970)  ASTM 
Tall  Oil  (1961)  TAPPI 
Tan-O-Quill  Meth.  (1968)  /Ermination  by  Atomic  Absorpt  ABFLO 

Tan-O-Quill  Treated  Plumage  (1968)  /.  for  the  Determin  ABFLO 

Tandem  Axle  General  Purpose  Trailers  (1970)  TTMA 
Tangential  Pull  Factors,  Implement,  Log  Skidders,  Plant  TRA 
Tangents  (1969)  PFI 
Tank  Bottoms  (1971)  NCPA 
Tank  Car  Tanks  (1970)  ANSI  Z11.201,  Astm  D1409  API 
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Producer  Air  Padding  for  Chlorine  Tank  Cars  and  Tank  Trucks  (1967)  CHI  54 

1/  Asphalt,  Pocketbook  of  Useful  Information  on  Unloading  Tank  Cars,  Temperature  Volume  Corrections,  and  Tables  AI  MS6 

Rec.  Pract.  for  the  Installation  of  Engine  and  Fuel  Tank  Compartment  Ventilation  (1970)  BIA  HEMS 

Rec  Std.  and  Pract.  for  Ventilation  of  Engine  and  Fuel  Tank  Compartments  (Boats)  (1970)  ABYC  H2 

r  Homogeneous  Perforated  Bituminized  Fiber  Pipe  for  Septic  Tank  Disposal  Fields  (1969)  Std.  Spec.  Fo  ASTM  D2312 

Handling  Chlorine  in  Tank  Motor  Vehicles  (1968)  CHI  49 

Rec.  Pract.  for  Portable  Fuel  Tank  on  Boats  (1969)  BIA  145 

Rec.  Pract.  for  Clean  Out  Nipples  on  Tank  Trailers  (1970)  TTMA  RP33-70 

Rec.  Pract.  for  Air  Supply  Manifold  for  Unloading  Tank  Trailers  (1971)  TTMA  RP34 

Producer  Air  Padding  for  Chlorine  Tank  Cars  and  Tank  Trucks  (1967)  CHI  54 

Volumetric  Capacity  of  Open  Tank  Type  Manure  Spreaders  (1969)  ASAE  S325 

Volumetric  Capacity  of  Closed  Tank  Type  Manure  Spreaders  (1969)  ASAE  S326 

heavy  Duty  Lighting  Systems  for  Truck  Trailers  (Other  Than  Tank  Type)  (1970)  Rec.  Pract.  for  TTMA  RP14-67 

aNSI  Z119.1  Std.  for  Aircraft  Fuel  Servicing  of  Hose.  Tank  Vehicles  and  Airport  Fixed  Fueling  Systems  (1971)  NFPA  407 

71)  Rec.  Regulatory  Std.  for  Tank  Vehicles  for  Flammable  and  Combustible  Liquids  (19  NFPA  385 

Safety  Std.  for  Marme  Storage  Tank  Water  Heaters  (1965)  UL  1126 

Household  Electric  Storage  Tank  Water  Heaters  (1970)  UL  174 

ce  for  Correcting  Gage  Tables  for  Incrustation  (of  the  Oil  Tank)  (1968)  Rec.  Practi  API  2556 

lilies  (1970)  Steel  Grain  Storage  Tanks  -  Materials,  Fabrication,  and  Erection  Responsibi  ASAE  R287 

Std.  Procedures  for  Cleaning  or  Safeguarding  Small  Tanks  and  Containers  (1970)  NFPA  327 

Std,  for  Dip  Tanks  Containing  Flammable  or  Combustible  Liquids  (1971  NFPA  34 

ry  Std.  for  Stainless  Steel  Automotive  Milk  Transportation  Tanks  for  Bulk  Delivery  And/or  Farm  Pick  Up  Service  (19  DFISA  0511 

Rec.  tor  Embankment  Supported  (Pump  Suction)  Fabric  Tanks  for  Fire  Protection  (1971 )  EMS  3-4 

Std.  for  Portable  Shipping  Tanks  for  Flammable  and  Combustible  Liquids  (1970)  NFPA  386 

Std.  tor  Glass  Fiber  Reinforced  Plastic  Storage  Tanks  for  Flammable  Liquids  (1965)  FMS  7-88 

Rec.  Pract.  for  the  Construction  of  Fuel  Tanks  for  House  Boats  (1970)  BIA  HEM2 

Sanitary  Std.  tor  Storage  Tanks  for  Milk  and  Its  Products  (1971)  DFISA  0104 

Std.  for  Water  Tanks  for  Private  Fire  Protection  (1971)  NFPA  22 

Rec.  Pract.  for  Fuel  Tanks  on  Boats  (1969)  BIA  309 

xterior  Corrosion  (1970)  Std.  for  Underground  Steel  Tanks  with  Pre  Engineered,  20  Year  Protection  Against  E  STI  '3 

ent.  Rec.  Pract.  for  Abandonment  or  Removal  of  Underground  Tanks  (1960)  API  BUL1604 

Environmental  Exposure  Test,  of  Sample  Model  Marine  Fuel  Tanks  (1965)  UL  MARINE 

Safety  Std.  for  Non-Integral  Marine  Fuel  Tanks  (1965)  UL  1102 

Meth.  for  Calibrating  Barge  Tanks  (1965)  ANSI  Zl  1.200,  ASTM  D1407  API  2553 

egulating  Valves  for  Installation  on  Domestic  Water  Supply  Tanks  (1966)  Pressure  Reducing  and  R  lAPMO  PS15 

Rec.  Pract.  for  Cleaning  Petroleum  Storage  Tanks  (1968)  API  RP2015 

Spec,  for  Coated  Steel  Underground  Tanks  (1968)  STI  *2 

Design  Recommendations  tor  Chlorine  Cargo  Tanks  (1970)  CHI  59 

Std.  Meth.  for  Calibrating  Stationary  Horizontal  Tanks  (1970)  ANSI  Al  1 .198,  ASTM  D14I0  API  2551 

Std.  Meth.  for  Calibrating  Upright  Tanks  (1970)  ANSI  Zl  1.197,  API  2550  ASTM  D1220 

Std.  Meth.  for  Calibrating  Spherical  and  Spheroidal  Tanks  ( 1970)  ANSI  Zl  1 .1 99,  ASTM  DI408  API  2552 

Std.  Meth.  for  Calibrating  Tank  Car  Tanks  (1970)  ANSI  Zl  1.201,  ASTM  D1409  API  2554 

Std.  Meth.  for  Liquid  Calibration  of  Tanks  (1970)  ANSI  Zl  1.202,  ASTM  DI406  API  2555 

or  Vending  Machines,  Including  Relief  Valves,  Water  Heater  Tanks,  and  Gas  Appliances  (1967)  /Afety  Requirements  F  NAMA  *l-800 

Safety  Std.  for  Septic  Tanks,  Bituminous  Coated  Metal  (1970)  ANSI  A162.1  UL  70 

ion  (1969)/  Meth.  of  Determining  the  Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial  Perspirat  ALCA  E61 

ion  (1969)  Std.  Test  Meth.  for  Resistance  of  Chrome  Tanned  White  Shoe  Upper  Leather  to  Artificial  Perspirat  ASTM  D2322 

ing  Analytical  Procedures  to  Examine  Mineral  Oils  (Leather  Tanning)  (1954)  Meth.  of  Identify  ALCA  H8 

Std.  Spec,  for  Tantalum  and  Tantalum  Alloy  Tubing  (1970)  ASTM  B52I 

Std.  Spec,  for  Tantalum  and  Tantalum  Alloy  Tubing  (1970)  ASTM  B521 

Std.  Spec,  for  Tantalum  Ingots  and  Flat  Mill  Products  (1970)  ASTM  B364 

Std.  Spec,  for  Tantalum  Rod  and  Wire  (1970)  ASTM  B365 

and  Humidity  (1970)  Pressure  Sensitive  Tape  Adhesion  Test  Meth.  Resistance  to  High  Temperature  PSTC  9 

Tape  Formats  for  7,  14,  and  21  Tracks  on  1/2  In.  Magnetic  Tape  and  14,  28  and  42  Tracks  on  1  In.  Magnetic  Tape  Fo  EIA  RS394 

ner  Removal  Peel  Adhesion  Test  Meth.  of  Pressure  Sensitive  Tape  at  180  Deg.  Angle  (1970)  Li  PSTC  4 

1  Adhesion  Test  Meth.  for  Double  Coated  Pressure  Sensitive  Tape  at  180  Deg.  Angle  (1970)  Pee  PSTC  3 

um  Tests  to  Measure  the  Durability  of  the  Two  Strip  Gummed  Tape  Closure  for  the  Flaps  of  Corrugated  Fibreboard  Box  GIA  2 

Spec.  Guide  for  Irrigation  Pipeline;  Underground,  Plastic  Tape  Coaled,  Aluminum  Irrigation  Tubing  (1965)  /D.  and  SIA  '1 

Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Cold  Temperature  Performance  (1959)  PSTC  11 

Pressure  Sensitive  Electrical  Tape  Dielectric  Breakdown  Test  Meth.  (1959)  PSTC  51 

Pressure  Sensitive  Electrical  Tape  Flagging  Test  Meth.  (1966)  PSTC  54 

Pressure  Sensitive  Electrical  Tape  Flammability  Test  Meth.  (1966)  PSTC  57 

Std.  Spec,  for  Zinc  Coated  Flat  Steel  Armoring  Tape  tor  Electrical  Cables  (1971)  ASTM  A459 

.  Magnetic  Tape  and  14,  28  and  42  Tracks  on  1  In.  Magnetic  Tape  for  Instrumentation  Recording  (1971)  /S  on  1/2  in  EIA  RS394 

ders  Operating  at  15in./S  And/  Rec.  Pract.  for  Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recor  SMPTE  RP29 

ders  Operating  at  7.5  In./S  A/  Rec.  Pract.  for  Video  Test  Tape  for  (Juadruplex  Video  Frequency  Magnetic  Tape  Recor  SMPTE  RP30 

ders  Operating  at  15  In./S  An/  Rec.  Pract.  tor  Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recor  SMPTE  RP31 

at  15  1/  Spec,  for  an  Audio  Level  and  Multitrequency  Test  Tape  for  Quadruplex  Video  Magnetic  Recorders  Operating  ANSI  C98.8 

Std.  Speed  of  2  In.  Tape  tor  (Quadruplex  Video  Magnetic  Tape  Recording  (1970  ANSI  C98.4 

ic  Tape  and  14,  28  and  42  Tracks  on  1  In  Magne/  Recorded  Tape  Formats  for  7,  14,  and  21  Tracks  on  1/2  In.  Magnet  EIA  RS394 

Pressure  Sensitive  Tape  Impact  Resistance  Test  Meth.  (1962)  PSTC  36 

t  Meth.  (1959)  Pressure  Sensitive  Electrical  Tape  Indirect  Measurement  of  Electrolytic  Corrosion  Tes  PSTC  52 

r,  Cloth,  and  Multi  Ply  Types  (1964)  Corrugators  Box  Tape  Industry  Spec,  for  Glass,  Nylon,  All  Purpose,  Pape  GIA  01-59B 

Std.  for  Magnetic  Tape  Labels  for  Information  Interchange  (1969)  ANSI  X3.27 

Pressure  Sensitive  Tape  Latent  Staining  Test  of  Surface  Finishes  (1961)  PSTC  22 

Tape  Line  Measuring  Steel  Wire  (1962)  SWA 

Pressure  Sensitive  Electrical  Tape  Oil  Resistance  Test  Meth.  (1966)  PSTC  55 

or  Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Operating  at  15  In./S  and  Pract.  Lbc  of  SMPTE  RP31 

io  Reference  Level  Recording  for  Quadruplex  Video  Magnetic  Tape  Recorders  Operating  at  15  In./S  (1969)  /Imary  Aud  ANSI  C98.7 

or  Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Operating  at  15in./S  and  Pract.  Lbm  of  S  SMPTE  RP29 

or  Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape  Recorders  Operating  at  7.5  In./S  and  Pract.  Lbm  of  SMPTE  RP30 

Std.  Speed  of  2  In.  Tape  tor  Quadruplex  Video  Magnetic  Tape  Recording  (1970)  ANSI  C98.4 

Std.  for  4  Channel  Sound  Magnetic  Tape  Records  (1971)  EIA  RS387 

Std.  Dimensions  of  2  In.  Video  Magnetic  Tape  Reels  (1970)  ANSI  C98.5 

Adhesion  Test  Meth.  tor  Pressure  Sensitive  Tape  Resistance  to  High  Temperature  (1970)  PSTC  10 

Test  Meth.  (1966)  Pressure  Sensitive  Electrical  Tape  Resistance  to  Penetration  at  Elevated  Temperatures  PSTC  56 
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962) 

Adhesion  Test  Melh.  for  Pressure  Sensitive 
r  8,  Projection  Type  (1969)  Sid.  Dimensions  of 

Pressure  Sensitive 
Snake  Fish 
Pressure  Sensitive 

970)  Test  Meth.  for  Pressure  Sensitive 

Pressure  Sensitive 

creed  Tape  Test  Melh.  (1970)  Pressure  Sensitive 

Pressure  Sensitive 

pe  Tensile  Strength  and  Elongation  for  Filament  Reinforced 
Pressure  Sensitive  Electrical 
Pressure  Sensitive 
Pressure  Sensitive 

termining  the  Strippability  of  a  Gummed  Reinforced  Sealing 
(1969)  Uniform  Pract.  for 

2  In.  Video  Magnetic 
Adhesion  Test  Meth.  (Holding  Power)  of  Pressure  Sensitive 
Werle  Test  Meth.  for  Adhesiveness  of  Gummed  Paper 
Chloride  Plastic  Pressure  Sensitive  Electrical  Insulating 
Rec.  Test  Melh.  Tensile  Properties  of  Magnetic 
Glossary  of  Terms  for  Pressure  Sensitive 
Adhesion  Test  Melh.  for  Quick  Slick  Pressure  Sensitive 
Unwind  Adhesion  Test  Melh.  of  Pressure  Sensitive 
Meth.  for  Adhesiveness  of  Gummed  Paper 
gh  Speed  Unwind  Adhesion  Test  Meth.  for  Pressure  Sensitive 
ck  Rolling  Ball  Adhesion  Test.  Melh.  of  Pressure  Sensitive 
.  for  Black  and  Yellow  Varnished  Glass  Polyester  Cloth  and 
el  Adhesion  Test  Meth.  for  Single  Coated  Pressure  Sensitve 
Sensitive  Tape  Tear  Resistance  of  Plastic  Film  Electrical 
1  In.  Perforated  Paper 
Sid.  Test  Meth.  for  Electrical  Grade  Pressure  Sensitive 
d  at  90  Deg.  Angle  and  Constant  Stress  (Pressure  Sensitive 
Std.  for  Clevis,  Colter,  Dowel,  Grooved, 
Std.  for  Die  Bullons;  Basic 
lans  (1/  Sid.  for  Metric  Ball  and  Roller  Bearings  (Except 

Std.  Spec,  for  Steel  Tubes,  Low  Carbon, 
Test.  Fully  Cured  Silicone  Rubber  Coated  Glass  Fabric  and 
ec.  for  Fully  Cured  Silicon  Rubber  Coated  Glass  Fabric  and 
Spec,  for  Ductile  Back  Bedding  Glazing 
Spec,  for  Bonding  Type  Back  Bedding  Glazing 
Spec,  for  Oil  Extended  Cured  Rubber  Back  Bedding  Glazing 
Revolving  Drum  Tests  to  Measure  the  Durability  of  Gummed 
Std.  Meth.  of  Test.  Bondable  Silicon  Rubber 
test.  Flexible  Resin  Coaled  Glass  Fabrics  and  Glass  Fabric 
Meth.  of  Test.  Varnished  Cotton  Fabrics  and  Cotton  Fabric 
Std.  Meth.  of  Test.  Pressure  Sensitive  Adhesive  Coaled 
Std.  Meth.  of  Test,  and  Tolerances  for  Woven 
ty  Std.  for  Thermoplastic  and  Rubber  Electrical  Insulating 

Std.  for 

ec.  Pracl.  for  the  Mechanical  and  Quality  Requirements  for 
Std.  for  Steel  Self  Drilling 
Std. 

Std.  Blanks,  Also  Semi  Finished,  for  Solid  Carbide 
c.  for  External  Application  Procedures  of  Hot  Applied  Coal 
Std.  Meth.  of  Test  for  Coking  Value  of 
Guide  Spec,  for  Coal 
Std.  Spec,  for 
Std.  Spec,  for 

meth.  of  Test  for  Softening  Point  of  Asphalt  (Bitumen)  and 
Std.  Meth.  of  Sampling  and  Test.  Pine  Tars  and  Pine 
Roof  Spec.  Plate  for  Low  Slope,  Coal 
urface  (1970)  Roof  Spec.  Plate  for  Low  Slope,  Coal 

er.  Timber  and  Plywood  Pressure  Treated  with  Creosote  Coal 
er.  Timber  and  Plywood  Pressure  Treated  with  Creosote  Coal 
d  Specific  Gravity  Correction  Tables  for  Creosote  and  Coal 

Std.  for  Silver 
Std.  Test  Meth.  for  Silver 
Std.  Meth.  of  Sampling  and  Test.  Pine 
isually  Handicapped,  Including  Social  Work,  Rehabilitation 

Rec.  Test  Meth.  for 
Std.  Test  Meth.  for  Slit 
Test  Meth.  for  Pressure  Sensitive  Tape 
Std.  Melh.  of  Test  for 

Imendorf)  Apparatus  (1970)  ANSI  L/  Std.  Meth.  of  Test  for 

Pressure  Sensitive  Tape 
Tent.  Meth.  for  Drop  Weight 
Tent.  Std.  for  Internal 
Std.  for  Edge 
Meth.  for  Cross  Directional  Internal 
Std.  Test  Melh.  for  Edge 
Rip)  Melh.  (Constant  Rale  of  Ext/  Std.  Meth.  of  Test  for 

Rip)  Melh.  (Constant  Rate  of  Tra/  Std.  Meth.  of  Test  for 

Sprinkler  Irrigation  (for  Farms) 

er  Systems  (1965) 

Reinforced  Brick  Masonry  Retaining  Walls 


Tape  Rule  Steel  Wire  (for  Push  Pull  Measuring  Rules)  (I 

Tape  Shear  Strength  After  Solvent  Immersion  (1968) 

Tape  Splices  on  8mm  Motion  Picture  Film  Perforated  Supe 

Tape  Stain  Resistant  Test  for  Finishing  (1959) 

Tape  Steel  Wire  (1962) 

Tape  Stiffness  Test  Meth.  (1965) 

Tape  Tear  Resistance  of  Plastic  Film  Electrical  Tape  (1 

Tape  Tear  Resistance  Test  Meth.  (1966) 

Tape  Tensile  Strength  and  Elongation  tor  Filament  Reinf 

Tape  Tensile  Strength  and  Elongation  Test  Meth.  (1970) 

Tape  Test  Meth.  (1970)  Pressure  Sensitive  Ta 

Tape  Thermosetting  Properties  Test  Melh.  (1970) 

Tape  Thickness  (Caliper)  Test  Melh.  (1966) 

Tape  Water  Penetration  Test  Melh.  (1970) 

Tape  (Non  Asphaltic)  (1968)  Meth.  for  De 

Tape  (Sound)  and  Film  (Motion  Picture)  Synchronization 
Tape  (1965) 

Tape  (1966)  Shear 
Tape  (1967) 

Tape  (1968)  ANSI  C59.91  Std.  Spec,  for  Vinyl 

Tape  (1969)  ANSI  C83.56 
Tape  (1970) 
Tape  (1970) 
Tape  (1970) 

Tape  (1970)  ■ 

Tape  (1970)  Hi 
Tape  (1970)  Ta 
Tape  (1970)  Sid.  Spec 

Tape  (1970)  180  Deg.  Pe 

Tape  (1970)  Test  Meth.  for  Pressure 

Tape  (1971) 
Tape  (1971) 

Tape)  (1970)  Test  Meth.  for  Adhesion  to  Fiberboar 

Taper  and  Straight  Pins  (1970) 
Taper  Relief,  Press  Fit  (1970) 

Tapered  Roller  Bearings)  Conforming  to  Basic  Boundary  P 
Tapered  Structural  Use  (1969) 
Tapes  for  Electrical  Insulation  (1968) 
Tapes  for  Electrical  Insulation  (1968)  ANSI  C59.89 
Tapes  for  Use  with  Architectural  Aluminum  (1969) 
Tapes  for  Use  with  Architectural  Aluminum  (1969) 
Tapes  for  Use  with  Architectural  Aluminum  (1969) 
Tapes  Forming  the  Manufacturers  Joint  of  Corrugated  Fib 
Tapes  Used  for  Electrical  Insulation  (1968) 
Tapes  Used  for  Electrical  Insulation  (1969)  ANSI  C59.35 
Tapes  Used  for  Electrical  Insulation  (1970) 
Tapes  Used  for  Electrical  Insulation  (1970a) 
Tapes  (1970)  ANSI  L14.I6 
Tapes  (1971)  ANSI  C33.21 
Tapping  Screws  (1970) 
Tapping  Screws  (1970) 
Tapping  Screws  (1971) 
Taps  Cut  and  Ground  Threads  (1971 ) 
Taps  (1969) 

Tar  and  Asphalt  Enamel  Coatings  to  Steel  Pipe  (1968) 
Tar  and  Pitch  (Modified  Conradson)  (1968) 
Tar  Epoxy  Protective  Coating  (1970) 
Tar  for  Absorptive  Treatment  (1965) 
Tar  for  Use  in  Road  Construction  (1942) 
Tar  in  Ethylene  Glycol  (Ring  and  Ball)  (1968) 
Tar  Oils  (R1969) 

Tar  Pilch;  No.  15  Felts,  Aggregate  Surface  (1970) 
Tar  Pitch:  No.  15  Fells,  Coaled  Base  Sheet,  Aggregate  S 
Tar  Solutions  for  Above  Ground  Use  (1971)  ~ 
Tar  Solutions  for  Ground  Contact  Use  (1971) 
Tar  (R1970) 

Tarnishing  by  Paper  (1968) 
Tarnishing  by  Paper  (1969)  TAPPI  T444  Ts 
Tars  and  Pine  Tar  Oils  (RI969) 

Teaching,  Recreation,  Camping  and  Group  Residential  Car 
Tear  Resistance  of  Disposable  Soft  Goods  (1970) 
Tear  Resistance  of  Leather  (RI969)  ANSI  ZI09.21 
Tear  Resistance  of  Plastic  Film  Electrical  Tape  (1970) 
Tear  Resistance  of  Vulcanized  Rubber  (R1970) 
Tear  Resistance  of  Woven  Fabrics  by  Falling  Pendulum  (E 
Tear  Resistance  Test  Meth.  (1966) 
Tear  Tests  of  Ferritic  Steels  (1971) 
Tearing  Resistance  of  Paper  (1965) 

Tearing  Resistance  of  Paper  (1966)  PI  T3614p,  ASTM  D082 
Tearing  Resistance  of  Paperboard  (1%4) 
Tearing  Strength  of  Paper  (1967) 

Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single 
Tearing  Strength  of  Woven  Fabrics  by  the  Tongue  (Single 
Technical  Data  Sheet  (1969) 

Technical  Manual  for  Filtration  for  Hydraulic  Fluid  Pow 
(Technical  Notes)  (1964-65) 


Std.  Meth.  of 
Sp 


Std. 


Safe 


Std. 


/Ftwood  Lumb 
/Wood  Lumb 
Std.  Volume  An 


SWA 

PSTC 

ANSI 

PSTC 

SWA 

PSTC 

PSTC 

PSTC 

PSTC 

PSTC 

PSTC 

PSTC 

PSTC 

PSTC 

GIA 

PSA 

ANSI 

PSTC 

GIA 

ASTM 

EIA 

PSTC 

PSTC 

PSTC 

TAPPI 

PSTC 

PSTC 

ASTM 

PSTC 

PSTC 

EIA 

NEMA 

PSTC 

IFI 

ANSI 

AFBMA 

ASTM 

ASTM 

ASTM 

AAMA 

AAMA 

AAMA 

GIA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

UL 

IFI 

SAE 

IFI 

ANSI 

ANSI 

NAPCA 

ASTM 

AASHO 

AASHO 

AASHO 

ASTM 

ASTM 

NRCA 

NRCA 

AWPB 

AWPB 

ASTM 

TAPPI 

ASTM 

ASTM 

NACAB 

DA 

ASTM 

PSTC 

ASTM 

ASTM 

PSTC 

ASTM 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

ASAE 

NFLDP 

SCPI 


*142 
12 

PH22,172.2 
21 

♦138 

37 

58 

38 

32 

31 

32 

53 

33 

35 

202M 
7 

C98.6 
7 

203 

D2301 

RS362 

•1 

5 

8 

T463 

13 

6 

D2400 
1 

58 

RS227-A 

MX4 

14 

SEC.L 
B94.27 
20 

A595 

D1458 

D1931 

804.1 

806  1 

807.1 

I 

D2148 

D902 

D295 

DIOOO 

D259 

510 

SEC.E 

J933B 

113 

B94.9 

B94.1 

BUL3 

D2416 

M200 

M214 

M52 

D2398 

D856 

•2-V4 

*2-V3 

LP-5 

LP-55 

D347 

T444 

D2043 

D856 

S-6 

100.0 

D22I2 

58 

D624 

D1424 

38 

E436 

T414 

T470 

T496 

D827 

D2261 

D2262 

S262T 

T3. 10.65.2 
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Symbols  Used  in 

mage  and  Other  Filling  Materials)  (1968) 
c  Gravity)  of  Fibers  (1968) 

alysis  of  Stainless  Type  18-8  Steels  by  the  Point  to  Plane 
storage  Vessels  for  Aerospace  Fluids  by  Vacuum  Entrainment 
of  Animal,  Vegetable  and  Man  Made  Fibers  by  the  Oven  Meth. 
Low  Alloy  Steel  for  Acid  Soluble  Aluminum  by  the  Solution 
tent  Using  a  14  Mev  Neutron  Activation  and  Direct  Counting 
1  Chloride)  Compounds  Using  an  Infrared  Spectrophotometric 
owered  Passenger  Cars  and  Light  Trucks  Using  the  Enclosure 
Spectrochemical  Analysis  of  Copper  by  the  Briquet  D-C  Arc 
nerals,  and  Rocks  by  the  Fire  Assay  Preconcentration  Spark 
materials  with  Liquid  Oxygen  (Impact  Sensitivity  Threshold 

Rec.  Pract.  for  Test. 

uggested  Guidelines  for  Artwork  Generation  and  Measurement 
Survey  of  Current  Pract,  in  the  Use  of  Automated 
Rec.  Pract.  for  General 
Sid.  Meth.  for  Measuring  Neutron  Flux  by  Radioactivation 
.  Meth.  for  Measuring  Fast  Neutron  Flux  by  Radioactivation 
rystallographic  Perfection  of  Silicon  by  Preferential  Etch 
Tent.  Definitions  of  Terms  Relating  to  Photomasking 
Iding  Endurance  of  Paper  by  the  Massachusetts  Institute  of 
Letter  Symbols  for  Units  Used  in  Science  and 
Acrylic  Resin 

rface  Durability  (Pitting)  of  Helical  and  Herringbone  Gear 
the  Strength  of  Spur.  Helical,  Herringbone  and  Bevel  Gear 
and  Automatic  Station  Control,  Supervisory,  and  Associated 
r  Location,  Construction,  Occupancy  and  Fire  Protection  of 

Std.  on  Cable 
Industry  Std.  Coding  Identification  for 
Spot 

performance  Std.  for  Direct  View  Monochrome  Closed  Circuit 
Spec.  Criteria  of  Bulbs  and  Implosion  Panels  for 
r  and  Luminance  of  Review  Room  Screens  Used  for  16mm  Color 
I  Angle  Two  Parameter  Specular  Gloss  Measurements  of  Color 
Std.  Station  Invoice  Form  for  Spot 
Rec.  Pract.  for  Color  Temperature  for  Color 
lectrical  and  Electronic  Devices  to  be  Designated  on  Cable 
Std.  Noise  Level  in  Cable 
c.  Pract.  Spec,  for  Operational  Alignment  Test  Pattern  for 
rizontal  Channel  Frames  for  Transformers  for  Radio  and  TV 

Std.  Alloy  and 
Std.  Alloy  and 

istant  12cr  -  8.5ni  -  0.30  (Cb  +  ta)  -  1.1  Ti  -  2.0cu  Spnng 
Spec,  for  Steel  Wire,  Corrosion  Resistant.  Spring 
Std.  Test  Meth.  for  Elevated 
Pro/  Sanitary  Std.  for  Flow  Meters.  Including  Strainers, 

sure  Sensitive  Tape  Adhesion  Test  Meth.  Resistance  to  High 
n  of  Water  Vapor  Transmission  Rate  Sheet  Materials  at  High 
tent.  Std.  for  Determining  the  Refrigerant  Consumption  and 
aterials  by  a  Tempera/  Std.  Test  Meth.  for  Evaluating  Low 

Spec,  for  Brazing  Filler  Metal,  High 
artment  (1970)  Rec.  Pract.  for 

aters  (1967)  Automatic 

Std.  for  Automatic 

of  Metallic  Materials  (RI96/  Rec.  Pract.  for  Determining 

antan  Thermocouples  (1956) 

pe  70  -  /  Spec,  for  Rings.  Sealing,  Synthetic  Rubber  High 

sembly.  Convoluted,  Tetrafluoroethylene,  for  Aircraft  High 

Rec,  Pract.  for  Color 

ene,  for  Aircraft  High  Temperature  Fluid  Systems  (1/  High 

Safety  Std.  for 

rs  (1971)  Std.  for  Residential 

Rec.  Pract.  for  Determining  Mold  Surface 
Test  Meth.  for  Deflection 
Std.  Test  Meth.  for  Minimum  Film  Formation 
Test  Meth.  for  Gel  Time  and  Peak  Exothermic 
ing  Drop  Weight  Test  to  Determine  Nil  Ductility  Transition 
Tent.  Meth.  of  Test  for  Reaction  Threshold 
ressure  Temperature  Relationship  and  Initial  Decomposition 
g  (1970/  Std.  Meth.  of  Test  for  Change  of  Resistance  with 

72.  ASTM  DI086  Std.  Meth.  of  Measuring  the 

Std.  Meth.  of  Test  for  Maximum  Fluidity 
andatory  Appendices)  (1971/  Meth.  for  Obtaining  Operating 

Std.  Test  Meth.  for  Effect  of  Moisture  and 
Rec.  for  the  Effect  of 
Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape  Cold 
968)  Low 
test  for  Evaporation  Loss  of  Lubricating  Greases  Over  Wide 
nd  Definition  for  Filled  Thermal  Systems  of  Remote  Sensing 
erature  of  Liquids/  Std.  Meth.  of  Test  for  Vapor  Pressure 

rdous  Food  Vending  Machines)  (1967)  Std. 
cision  Resistors  (1970)  ANSI  Z155/  Std.  Meth.  of  Test  for 

Shunts  and  Precision  Resistors  (/  Std.  Meth.  of  Test  for 

of  Platinum,  Nickel  and  Copper  (1966)  Std.  for 

e  Characteristics  of  Rubber  and  Rubber  Like  Materials  by  A 


Technical  Work  of  Power  Chain  Saws  (1970)  PSMA  S4.1-65 

Technique  for  the  Determination  of  Buoyancy  Factor  (Plu  ABFLO  H-1 

Technique  for  the  Determination  of  the  Density  (Specifi  ABFLO  G-1 

Technique  Using  an  Optical  Emission  Spectrometer  (1968)  ASTM  E327 

Technique  (General  Meth.)  (1970)  /From  Man  Accessible  ASTM  F306 

Technique  (1968)  Determination  of  Moisture  Content  ABFLO  F-1 

Technique  (1968)  /Eth.  for  Spectrochemical  Analysis  of  ASTM  E293 

Technique  (1969)  Tent.  Test  Meth.  for  Oxygen  Con  ASTM  E385 

Technique  (1970)  /Analysis  of  Components  in  Poly  (Viny  ASTM  D2124 

Technique  ( 1970)  /Vaporative  Emissions  From  Gasoline  P  SAE  JI71 

Technique  (1971)  Std.  Meth.  for  ASTM  E414 

Technique  ( 1971 )  /Spectrochemical  Analysis  of  Ores.  Mi  ASTM  E400 

Technique)  (1970)  /Meth.  of  Test  for  Compatibility  of  ASTM  D2512 

Techniques  for  Diesel  Fuel  Injection  Systems  (1970)  SAE  J969A 

Techniques  for  Printed  Circuits  (1969)  IPC  D310 

Techniques  for  Spec;  a  Research  Study  (1967)  CSI  STDI 

Techniques  of  Infrared  Microanalysis  (1968)  ASTM  E334 

Techniques  (1970)  ASTM  E261 

Techniques  (1970)  Std  ASTM  E262 

Techniques  (1970)  Std.  Meth.  of  Test  for  C  ASTM  F47 

Technology  for  Microelectronics  (1970)  ASTM  F127T 

Technology  Tester  (1969)  Std.  Test  Meth.  for  Fo  ASTM  D2176 

Technology  (1969)  ANSI  Y10.19 

Teeth  (1958)  ANSI  Z156.15  ADA  15 

Teeth  (1969)  Std.  for  Su  AGMA  211.02 

Teeth  (1970)  Geometry  Factors  for  Determining  AGMA  226.01 

Telemetering  Equipments  ( 1970)  Std.  for  Manual  ANSI  C37.2 

Telephone  Control  Offices  (1971)  Rec.  Fo  EMS  LPDI4-18 

Television  Amplifier  Distortion  Characteristics  (1967)  NCTA  002-0267 

Television  Commercials  of  National  Advertisers  (1970)  AAAA  '10 

Television  Guide  Scheduling  Form  (1970)  AAAA  *9 

Television  Monitors  526/60  Interlaced  2:1  (1970)  /Cal  EIA  RS375 

Television  Picture  Tubes  (1966)  EIA  JED3IA 

Television  Prints  (1970)  Rec.  Pract.  for  Colo  SMPTE  RP41 

Television  Safety  Panels  (1969)  /and  Criteria  for  Mult  EIA  JED66A 

Television  Schedules  (1970)  AAAA  *7 

Television  Studio  Monitors  (1969)  SMPTE  RP37 

Television  Systems  Layout  Drawings  (1968)  /Mbols  for  E  NCTA  003-0668 

Television  Systems  (1969)  NCTA  005-0669 

Television  (1968)  Re  SMPTE  RP27.1 

(Television)  Receivers  (1971)  /Nations.  Vertical  and  Ho  EIA  RS393 

Temper  Designation  Systems  for  Aluminum  (1969)  ANSI  H35.I 

Temper  Designation  Systems  for  Aluminum  (1970)  AA  *24 

Temper  (1970)  Spec,  for  Steel  Wire,  Corrosion  Res  SAE  AMS5672 

Temper  (1971)  SAE  AMS5688F 

Temperature  Aging  Using  a  Tubular  Oven  (1968)  ASTM  D1870 

Temperature  and  Density  Sensors  for  Milk  and  Its  Liquid  DFISA  2800 

Temperature  and  Humidity  (1970)  Pres  PSTC  9 

Temperature  and  Humidity  (1971)  /Vimetric  Determinatio  TAPPI  T464SU 

Temperature  Characteristics  of  Baffles  and  Traps;  Test  AVS  4.10 

Temperature  Characteristics  of  Rubber  and  Rubber  Like  M  ASTM  D1329 

Temperature  Cobalt  Base  (1971)  SAE  AMS4783 

Temperature  Control  Equipment.  Automatic.  Aircraft  Comp  SAE  ARP89C 

Temperature  Controls  for  Surface  Type  Electric  Water  He  NEMA  DC5 

Temperature  Controls.  Oil  Burner  Primary  Controls  (1970  NEMA  DC9 

Temperature  Electrical  Resistance  Characteristics  (Emf)  ASTM  E189 

Temperature  Electromotive  Force  Relation  for  Iron  Const  SAMA  PMC9-I1 

Temperature  Fluid  Resistant.  Low  Compression  Set  Fpm  Ty         SAE  AMS7280 

Temperature  Fluid  Systems  (1971 )  /  Temperature  Hose  As  SAE  ARP620A 

Temperature  for  Color  Television  Studio  Monitors  (1969)  SMPTE  RP37 

Temperature  Hose  Assembly.  Convoluted.  Telrafluoroethyl  SAE  ARP620A 

Temperature  Indicating  and  Regulating  Equipment  (1970)  UL  873 

Temperature  Limit  Controls  for  Electric  Baseboard  Heate  NEMA  DCIO 

Temperature  of  Commercial  Molds  for  Plastics  (1969)  ASTM  D957 

Temperature  of  Cured  Epoxy  Resins  Under  Load  (1969)  SPI  ERF17 

Temperature  of  Emulsion  Vehicles  (1968)  ASTM  D2354 

Temperature  of  Epoxy  Compounds  (1970)  ASTM  D247 1  SPI  ERF2 

Temperature  of  Ferritic  Steels  (1969)  ANSI  Z178.5  /Uct  ASTM  E208 

Temperature  of  Liquid  and  Solid  Materials  (1970)  ASTM  D2883T 

Temperature  of  Liquids  by  Isoteniscope  (1970)  /Vapor  P  ASTM  D2879 

Temperature  of  Metallic  Materials  for  Electrical  Heatin  ASTM  B70 

Temperature  of  Petroleum  and  Products  (1968)  ANSI  Zl  1.1  API  2543 

Temperature  of  Residual  Fuel  Oil(  1970)  ANSI  Zl  1.174  ASTM  D1659 

Temperature  of  (Pressure)  Vessel  Walls  in  Service  (Nonm  ASME  BPVC8-1CC 

Temperature  on  Adhesive  Bonds  (1969)  ASTM  D1151 

Temperature  on  Fluorescent  Lamps  (1963)  IBS  CP25 

Temperature  Performance  (1959)  PSTC  II 

Temperature  Properties  of  Ferrous  Materials  (Hs  169)  (1  SAE  J794 

Temperature  Range  (1970)  Std.  Meth.  of  ASTM  D2595 

Temperature  Regulators  (1970)  Std.  Terminology  A  FCI  70-1 

Temperature  Relationship  and  Initial  Decomposition  Temp  ASTM  D2879 

Temperature  Requirements  and  Controls  (Potentially  Haza  NAMA  '1-700 

Temperature  Resistance  Constants  of  Alloy  Wires  for  Pre  ASTM  B84 

Temperature  Resistance  Constants  of  Sheet  Materials  for  ASTM  B1I4 

Temperature  Resistance  Values  for  Thermometer  Elements  SAMA  PMC21-4 

Temperature  Retraction  Procedure  (R1970)  /W  Temperatur  ASTM  D1329 
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Sid.  for  Bushings  and  Wells  for  Temperalure  Sensing  Elements  (1963)  SAMA  PMCI7-10 

1)  Flange  (Thermocouple  for  Mounting  Temperature  Sensing  Probes  in  Gas  Turbine  Engines)  (197  SAE  ARP465A 

stainless  Steel  Bars,  Forgings,  and  Forging  Stock  for  High  Temper;-ture  Service  (1966)  /Td.  Spec,  for  Martensitic  ASTM  A505 

ings,  and  Valves  and  Parts  Specially  Heat  Treated  for  High  Temperature  Service  (1968)  /  Pipe  Flanges,  Forged  Fitt  ASTM  A404 

ipe  Flanges,  Forged  Fittings  and  Valves  and  Parts  for  High  Temperature  Service  (1968)  /R  Forged  or  Rolled  Steel  P  ASTM  A105 

I  Alloy  Steel  Flanges,  Fittings,  Valves,  and  Parts  for  Low  Temperature  Service  (1968)  ANSI  G38.13  /Oiled  9%  Nicke  ASTM  A522 

Sid.  Spec,  for  Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Service  ( 1969)  ASTM  A333 

r  Seamless  and  Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature  Service  (1969)  Std.  Spec.  Fo  ASTM  A334 

arbon  and  Alloy  Steel  Nuts  for  Bolts  for  High  Pressure  and  Temperature  Service  (1969)  ANSI  E38.1  /Td.  Spec,  for  C  ASTM  A194 

carbon  Steel  Castings  Suitable  for  Fusion  Welding  for  High  Temperature  Service  (1969)  ANSI  G37.2  Std.  Spec,  for  ASTM  A216 

I  Castings  for  Pressure  Containing  Parts  Suitable  for  High  Temperature  Service  (1969)  ANSI  G37.3  /  for  Alloy  Stee  ASTM  A217 

Std.  Spec,  for  Alloy  Steel  Bolting  Materials  for  High  Temperature  Service  (1969)  ANSI  G38.4  ASTM  A193 

Spec,  for  Ferritic  and  Austenitic  Steel  Castings  for  High  Temperature  Service  (1969)  ANSI  G52.2  Std.  ASTM  A35I 

s.  Forged  Fittings  and  Valves  and  Parts  for  Corrosive  High  Temperature  Service  (1970)  /Abilized  Alloy  Pipe  Flange  ASTM  B462 

Spec,  for  Austenitic  Steel  Forged  and  Bored  Pipe  for  High  Temperature  Service  (1971)  Std.  ASTM  A430 

n  Steel  Plates  for  Pressure  Vessels  for  Moderate  and  Lower  Temperature  Service  (1971)  Std.  Spec,  for  Carbo  ASTM  A5I6 

el  Plates  for  Pressure  Vessels  for  Intermediate  and  Higher  Temperature  Service  (1971)  ANSI  035.9  /  for  Carbon  Ste  ASTM  A515 

pe  Flanges,  Forged  Fittings,  and  Valves  and  Parts  for  High  Temperalure  Service  (1971)  ANSI  G37.1  /  Alloy  Steel  Pi  ASTM  A182 

g  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperature  Service  (1971)  ANSI  G46.2  /Tory  Made  Pipin  ASTM  A420 

Rec.  Pract.  for  Short  Time  Elevated  Temperature  Tension  Tests  of  Materials  (1969)  ASTM  E2I 

Safety  Std.  for  Low  Temperature  Venting  Systems,  Type  L  (1970)  ANSI  Z125.1  UL  641 

,  Pocketbook  of  Useful  Information  on  Unloading  Tank  Cars,  Temperature  Volume  Corrections,  and  Tables  (1965)  /Alt  AI  MS6 

Std.  Spec,  for  Chip  or  Granular  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  (1969)  ASTM  Dl  1 1 1 

Std.  Spec,  for  Solid  Soap  for  Low  Temperature  Washing  (Low  and  Medium  Titer)  (1969)  ASTM  D1112 

test  Meth.  for  Autoclave  Corrosion  Test,  of  Metals  in  High  Temperature  Water  (1971 )  NACE  TMOl-71 

ue  Rheometer  (Brabender  Plasti  Corder)  at  a  Constant  Mixer  Temperature  (1968)  /Pparent  Viscosity  Utilizing  a  Torq  SPI  VDT19 

ng.  Curing,  and  Film  Formation  of  Organic  Coatings  at  Room  Temperature  (1969)  Std.  Test  Meth.  for  Dryi  ASTM  D1640 

.  Meth.  of  Compression  Test,  of  Metallic  Materials  at  Room  Temperature  (1970)  Std  ASTM  E9 

Test  Meth.  for  Pressure  Sensitive  Tape  Resistance  to  High  Temperature  (1970)  Adhesion  PSTC  10 

vapor  Content  of  Gaseous  Fuels  by  Measurement  of  Dew  Point  Temperature  (1970)  ANSI  Z77.3  /Eth.  of  Test  for  Water  ASTM  D1142 

water  Vapor  Transmission  Rate  of  Sheet  Materials  at  Normal  Temperature  (1971 )  Meth.  for  TAPPI  T448SU 

Hose  Assemblies,  Aircraft  and  Missile,  High  Temperature  (400  F),  High  Pressure  (4000  psi)  (1971)  SAE  ARP614B 

on,  Nickel,  And/  Std.  Meth.  for  Chemical  Analysis  of  High  Temperature,  Electrical,  Magnetic,  and  Other  Similar  Ir  ASTM  E354 

Spec,  for  Brazmg  Filler  Metal,  High  Temperature,  82au  -  18ni  (1971 )  SAE  AMS4787 

ive  Insulation  Systems  for  Equipment  and  Pipe  Operating  at  Temperatures  Above  Ambient  Air  (1971)  /Ricated  Reflect  ASTM  C667 

Std.  Test  Meth.  for  Normal  Spectral  Emittance  at  Elevated  Temperatures  of  Nonconducting  Specimens  (1971)  ASTM  E423 

lastics  (1969)  Rec.  Pract.  for  Determining  Temperatures  of  Std.  Astm  Molds  for  Test  Specimens  of  P  ASTM  D958 

mandatory  Ap/  Suggested  Meth.  for  Obtaining  the  Operating  Temperatures  of  (Pressure)  Vessel  Walls  in  Service  (Non  ASME  BPVC8-2 

live  Electrical  Tape  Resistance  to  Penetration  at  Elevated  Temperatures  Test  Meth.  (1966)  Pressure  Sensi  PSTC  56 

of  Solid  Ceramic  Dielectrics  at  Frequencies  to  10  Mhz  and  Temperatures  to  500  C  (1968)  /)  and  Dissipation  Factor  ASTM  D2149 

t.  for  Compression  Tests  of  Metallic  Materials  at  Elevated  Temperatures  with  Conventional  or  Rapid  Heating  Rates  A  ASTM  E209 

pract.  for  Tension  Tests  of  Metallic  Materials  at  Elevated  Temperatures  with  Rapid  Heating  and  Conventional  or  Rap  ASTM  EI51 

rties  of  Adhesives  in  Shear  by  Tension  Loading  at  Elevated  Temperatures  (Metal  to  Metal)  (1969)  /R  Strength  Prope  ASTM  D2295 

Iron  for  Pressure  Containing  Castings  for  Use  at  Elevated  Temperatures  (1968)  Std.  Spec,  for  Ductile  ASTM  A395 

Std.  Test  Procedures  for  Temperatures  (1969)  UL  MARSTP-3 

rmination  of  Young's  Modulus  of  Metals  at  Low  and  Elevated  Temperatures  (1969)  Std.  Meth.  for  Static  Dete  ASTM  E231 

of  Plastics  Under  Tension  or  Compression  Loads  at  Various  Temperatures  (1969)  /  Time  Creep  and  Stress  Relaxation  ASTM  D674 

si  for  Lap  Joint  Strength  of  Refractory  Mortar  at  Elevated  Temperatures  (1970)  Std.  Meth.  of  Te  ASTM  C606 

valuating  the  Peel  and  Shear  of  Hot  Melt  Bonds  at  Elevated  Temperatures  (1971)  Suggested.  Meth.  for  E  TAPPI  T814SU 

ght  Carbon  Steel  and  Alloy  Steel  for  Moderate  and  Elevated  Temperatures  (1971)  /Spec,  for  Piping  Fittings  of  Wrou  ASTM  A234 

Spec,  for  Springs,  Steel,  0.85  -  1.05c,  Hardened  and  Tempered  After  Forming  (1971)  SAE  AMS7304B 

(1971)  Std.  Spec,  for  Quenched  and  Tempered  Alloy  Steel  Bolts  for  Structural  SteelJoints  ASTM  A490 

)ANSIG/  Std.  Spec,  for  High  Yield  Strength  Quenched  and  Tempered  Alloy  Steel  Plate,  Suitable  for  Welding  (1969a  ASTM  A514 

essel  Components  (1969)  ANSI/  Std.  Spec,  for  Quenched  and  Tempered  Carbon  and  Alloy  Steel  Forgings  for  Pressure  V  ASTM  A54I 

Std.  Spec,  for  Steel  Wire,  Oil  Tempered  Carbon  Valve  Spring  Quality  (1971)  ASTM  A230 

d  Springs  (1969)  Rec.  Pract.  for  Oil  Tempered  Chromium  Vanadium  Valve  Spring  Quality  Wire  An      SAE  J132 

(1970)  Rec.  Pract.  for  Oil  Tempered  Chromium;  Silicon  Alloy  Steel  Wire  and  Springs  SAE  J157 

High  Strength,  Quenched,  and  Tempered  Structural  Steels  (1970)  SAE  J368 

Rec.  Pract.  for  Decarburization  in  Hardened  and  Tempered  Threaded  Fasteners  ( 1969)  SAE  J121 

for  Pressure  Vessels  (1969)/  Std,  Spec,  for  Quenched  and  Tempered  Vacuum  Treated  Carbon  and  Alloy  Steel  Forgings         ASTM  A508 

Rec.  Std.  for  Brush  Wire,  Tempered  (1970)  SWA  *22 

Rake  Tine  Steel  (Tempered),  Flat  (1962)  SWA  *127 

ickel  Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  Vessels  (1969)  /Td.  Spec,  for  N  ASTM  A543 

nganese  Molybdenum  Nickel  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)  /Ybdenum  and  Ma  ASTM  A533 

.  Spec,  for  High  Strength  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)  ANSI  G35.il  /Td  ASTM  A517 

.  for  Chromium  Molybdenum  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure  Vessels  (1969a)  ANSI  G35.18  /Ec  ASTM  A542 

Spec,  for  8  and  9%  Nickel  Alloy  Steel  Plate,  Quenched  and  Tempered,  for  Pressure  Vessels  (1971)  Std.  ASTM  A553 

c.  for  9%  Nickel  Alloy  Steel  Plates,  Double  Normalized  and  Tempered,  for  Pressure  Vessels  (1971)  Std.  Spe  ASTM  A353 

and  Screws,  Steel,  Low  Alloy,  Heat  Resistant,  Hardened  and  Tempered,  Roll  Threaded  (1970)  Bolts  SAE  AMS7455 

nd  Screws,  Steel,  Low  Alloy  Heal  Resistant,  Normalized  and  Tempered,  Roll  Threaded  (1970)  Bolts  A  SAE  AMS7454E 

Hoy  Heat  Resistant  195,  000  psi  Tensile  Strength  Hardened,  Tempered,  Roll  Threaded  (1970)  ID  Screws,  Steel,  Low  A  SAE  AMS7459A 

heal  Resistant,  220,  000  psi  Tensile  Strength,  Hardened  and  Tempered,  Roll  Threaded  (1970)  /Ews,  Steel,  Low  Alloy  SAE  AMS7464A 

ent  Used  in  the  Constructio/  Std.  Safety  Requirements  for  Temporary  and  Portable  Space  Healing  Devices  and  Equipm  ANSI  AlO.lO 

intenance  and  Removal  (1970)  Guide  Spec,  for  Temporary  Electrical  Facilities,  Their  Installation,  Ma  CSI  1511 

Spec,  for  Denture  Base  Temporary  Relining  Resin  (1962)  ANSI  Z156.17  ADA  17 

Rec.  Pract.  for  Temporary  Roof  Deck  Coverings  (1970)  NRCA  •2-A4 

Std.  Test  Meth.  for  Shrinkage  and  Tenacity  of  Oil  and  Resin  Base  Caulking  Compounds  (1969  ASTM  D2453 

Std  Meth.  of  Test  for  Reboiling  Tendency  of  Sheet  Steel  for  Porcelain  Enameling  (1969)  ASTM  C632 

Std.  Spec,  for  Car  and  Tender  Journal  Bearings,  Lined  (1970)  ANSI  H29.1  ASTM  B67 

ing  Constant  Rate  of  Elongation  Apparatus)  (1970)  Std.  Tensile  Breaking  Properties  of  Paper  and  Paperboard  (Us  TAPPI  T494 

Tent.  Std.  for  Tensile  Breaking  Strength  of  Paper  and  Paperboard  (1966  TAPPI  T404 

Std.  for  Wet  Tensile  Breaking  Strength  of  Paper  and  Paperboard  (1968  TAPPI  T456 

insulating  Materials  (1968)  Std.  Test  Meth.  for  Tensile  Impact  Energy  to  Break  Plastics  and  Electrical  ASTM  D1822 

Stress  Rupture  of  Type  Three  Polyethylenes  Under  Constant  Tensile  Load  (1969)  Std.  Test  Meth.  for  Environmental  ASTM  D2552 

Single  Sample  Test  Method  of  Textile  Tensile  Loss  by  Retained  Chlorine  (1971)  ANSI  L14.126  AATCC  92 

>  Multiple  Sample  Test  Meth.  of  Textile  Tensile  Loss  by  Retained  Chlorine  (1971)  ANSI  L14. 180  AATCC  114 
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slant  Linings.  Cast  Ductile  Iron,  and  Ferritic  Steels  with 

Std.  Test  Meth.  for 
Rec.  Test  Meth. 
Std.  Test.  Meth.  tor 

969)  Test  Meth.  for 

Tape  Test  Meth.  (1970)  Pressure  Sensitive  Tape 

Pressure  Sensitive  Tape 
Is  (1969)  ANSI  G35.2  Std.  Spec,  for  Low  and  Intermediate 

ts  and  Screws,  Steel,  Low  Alloy  Heat  Resistant  195,  000  PSI 
pecimens  (1969)  Std.  Test  Meth.  for 

er,  and  Related  Produ/  Std.  Test  Meth.  for  Elongation  and 

I  1.14,  AASHO  TI32  Std.  Meth.  of  Test  for 

Std.  Test  Meth.  for 
Std.  for 

Std.  Test  Meth.  for  Apparent 
Std.  Test  Meth.  for  Direct 
0.43c)  (SAE  4640)  Heat  Treated,  125,  000  psi  (862  Mn/M(2)) 
.  for  Fiber  Orientation  and  Squareness  of  Paper  (Zero  Span 
s  and  Screws.  Steel,  Low  Alloy  Heat  Resistant.  220.  000  psi 
Rec.  Test  Meth.  for  Disposable  Soft  Goods  Subjected  to 
shipping  Containers  (1971) 

gth  of  Paper  and  Paperboard  as  Measured  by  a  Z-Directional 
s  of  Paint.  Varnish,  Lacquer,  and  Related  Products,  with  A 
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le  Properties  Enhanced  by  Heat  Treatment  (1971) 
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Terminology  for  Home  Cooking  and  Baking  Utensils  (1970) 

Terminology  for  Mechanical  Milking  Machine  Systems  (197 

Terminology  for  Permanently  Installed  Screw  Conveyors 

Terminology  for  Pesticide  Spraying  (1969) 

Terminology  for  Plastic  Pipe  Fittings  (1968) 

Terminology  for  Regulators  (1971) 

Terminology  for  Rural  Waste  Management  (1970) 

Terminology  for  Traction  of  Agricultural  Tractors,  Self 

Terminology  for  Wrought  Copper  and  Copper  Alloy  Mill  Pr 

Terminology  Pertaining  to  Motor  Vehicle  Lighting  (1969) 
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Terminology  (1971 ) 

Terminology  (1971 ) 

Terminology,  and  Test  Code  for  Distribution,  Power,  and 
Terminology,  Circuit  Symbols,  and  Diagrams  (1969) 
Terminology,  Dimensions  and  Safety  Pract.  for  Indicatin 
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Std.  Definitions  of  Electrical 
Std.  Definitions  of  Electrical 
Std.  Definitions  of  Electrical 
Std  Definitions  of  Electrical 
Std,  Abbreviations  for  Scientific  and  Engineering 
Std.  on  Facsimile;  Definitions  of 
Glossary  of  Quality  Control  Statistical 
Glossary  of  Drilling  Fluid  and  Associated 
Diclionarj'  of  Turfgrass  (Golfing  Green) 
Std.  Definitions  of  Textile 
Glossary  of  Rec.  Quality  Control  and  Reliability 
a  Glossary  of  Plastics  Piping 
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Gypsum  Base  for  Veneer  Plasters  and  Application  (Includes 
Std.  Spec,  for  Steel,  Sheet,  Cold  Rolled,  Long 
Design,  Layout,  Construction  and  Maintenance  of 
Design,  Layout,  Construction  and  Maintenance  of 
lest  Meth.  for  Solar  Energy  Transmittance  and  Reflectance 
clearance  Diagrams  Fixed  Obstructions  Lines  for  Third  Rail 
1,  1  Dimet/        Std.  Common  Name  for  the  Pest  Control  Chemical 
Std.  Meth.  of  Test  for  Inhibitor,  4 
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Introduction  to  Asphalt;  Uses,  History,  Definitions, 
omotive  Engines)  (1971)  Std.  for  Spark  Arrester 

Equipment 

rakes  (Railway  Cars)  (1971) 
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Vehicle  Grade  Parking  Braking  System  Performance 
Agricultural  Tractor 
Rec.  Pract.  for  Crane  Load  Stability 
Rec.  Pract.  Crane  Hoist  Line  Speed  and  Power 
Rec  Pract.  for  Gas  Turbine  Engine 
Rec  Pract.  for  Gas  Turbine  Engine 
il  Bath,  Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner 
Rec.  Pract.  for  Brake  System  Torque  Balance 
Rec.  Pract.  for  Brake  System  Road 
Rec.  Pract.  for  Brake  System  Road 
971)  Rec.  Pract.  for  Brake  System  Road 

r  Quick  Disconnect  Couplings  (1970)  Std. 
modulated  Land  Mobile  Communications  Equipment  /  Std.  for 
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or  Forming  6  by  12  In.  (152  by  305mm)  Concrete  Compression 
Rec.  Form  for  Accumulation  of  Maintenance 
Rec.  Pract.  for  Gas  Turbine  Engine  Interface 
Rec.  Pract.  Spec,  for  Theater 
Rec.  Pract.  Spec,  for  a  Super  8 
Rec.  Pract.  Spec,  for  35mm  -Subjective  Picture 
Spec,  for  Scanning  Beam  Uniformity 
Std.  for  1,  000  Cycle  Balancing 
Spec,  for  16mm  3khz  Flutter 
Spec,  for  35mm  3  Record  Azimuth  Alignment 
Spec,  for  16mm  Azimuth  Alignment 
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Terms  (Electrochemistry  and  Electrometallurgy)  ( 1956)  ANSI  C42.60 

Terms  (Electron  Devices)  (1956)  ANSI  C42.70 

Terms  (Industrial  Control  Equipment)  (1956)  ANSI  C42.25 

Terms  (Switchgear)  (1956)  ANSI  C42.20 

Terms  (1941)  ANSI  ZlO.l 

Terms  (1956)  IEEE  168 

Terms  (1963)  EI  7 

Terms  (1965)  API  BULDll 

Terms  (1966)  USGA  '2 

Terms  (1968)  ANSI  L22.60.1 

Terms  (1968)  EIA  JED68 

Terms  (1968)  SPI  PPI-TRI 

Terms  (1969)  IGCI  F2 

Terms)  (1970)  Spec,  for  Application  of  GA  *2 

Teme  Coated  (1969)  ANSI  G8. 20  ASTM  A308 

Terraces  (1970)  ASAE  R263 

Terraces  (1970)  ASAE  R268 

(Terrestrial)  of  Sheet  Materials  (1971)  Std.  ASTM  E424 

Territory  (1969)  Spec,  for  AREA  28-2-7 

Tert  Butylcarbamic  Acid  Ester  with  3-(M-Hydroxyphenyl)-  ANSI  K62.94 

Tertiary  Butylcatechol,  in  Styrene  Monomer  (1968)  ASTM  D2120 

Test  and  Rating  Procedure  for  Flow  and  Grease  Retention  PDI  GlOl 

Test  and  Spec,  for  Paving  Materials  (1970)  AI  MS5 

Test  Apparatus  (for  Nonturbocharged  Diesel  Railroad  Loc  AAR  MSRP-F-253 

Test  Code  for  Air  Diffusion  (1971)  ADC  1062R2 

Test  Code  for  Certificate  of  Approval  for  Geared  Hand  B  AAR  MSRP-E-19 

Test  Code  for  Commercial  Vehicles  (1970)  SAE  J880A 

Test  Code  for  Distribution,  Power,  and  Regulating  Trans  ANSI  C57.1220 

Test  Code  for  Pressure  Control  Systems  Used  on  Steam  Tu  ASME  PTC20.3 

Test  Code  for  Sound  Rating  Air  Moving  Devices  (1967)  AMCA  300 

Test  Code  for  Steam  Turbines  (1964)  ASME  PTC6 

Test  Code  on  Definitions  and  Valves  (1971)  ASME  PTC2 

Test  Code  (General  Instructions)  (1970)  ASME  PTCl 

Test  Code  (Passenger  Car  and  Light  Duty  Truck)  (1971)  SAE  J843D 

Test  Code  (1967)  SAE  J708  ASAE  S209.3 

Test  Code  (1968)  SAE  J360 

Test  Code  (1968)  SAE  J708B 

Test  Code  (1969)  SAE  J765A 

Test  Code  (1969)  SAE  J820 

Test  Code  (1970)  SAE  J116 

Test  Code  (1970)  SAE  J152 

Test  Code  (1970)  Std.  for  0  SAE  J726B 

Test  Code,  Commercial  Vehicles  (1971)  SAE  J225 

Test  Code,  Motorcycles  (1971)  SAE  J108A 

Test  Code;  Passenger  Car,  Trailer  Combinations  (1970)  SAE  J134 

Test  Code;  Truck  and  Bus  and  Combination  of  Vehicles  (1  SAE  J786A 

Test  Conditions  and  Procedures  for  Hydraulic  Fluid  Powe  NFLDP  T3.2O.70.2 

Test  Conditions  Common  to  Frequency  Modulated  or  Phase  EIA  RS388 

Test  Criteria  for  (Railway)  Cars  of  a  New  or  Untried  Ty  AAR  MSRP-C-8A 

Test  Cylinders  (19711)  ANSI  A37.95  /Single  Use  Molds  F  ASTM  C470 

Test  Data  of  Electric  Lighting  Systems  (1963)  lES  CP27 

Test  Data  Reduction  Computer  Programs  (1971)  SAE  ARP1210 

Test  Film  for  Motion  Picture  Projection  Sound  Reproduci  SMPTE  RP35 

Test  Film  for  Projectors  and  Printers  (1969)  SMPTE  RP32 

Test  Film  for  Theaters  and  Review  Rooms  (1968)  SMPTE  RP33 

Test  Film  for  35mm  Motion  Picture  Sound  Reproducers  (19  ANSI  PH22.65 

Test  Film  for  35mm  Motion  Picture  Sound  Reproducers  (19  ANSI  PH22.67 

Test  Film  Photographic  Type  (1970)  ANSI  PH22.43 

Test  Film,  Magnetic  Type  (1969)  ANSI  PH22.99 

Test  Film,  Perforated  One  Edge,  Magnetic  Type  (1969)  ANSI  PH22.114 

Test  for  Abrasion  Resistance  of  Stone  Subjected  to  Foot  ASTM  C241 

Test  for  Absorption  and  Bulk  Specific  Gravity  of  Natura  ASTM  C97 

Test  for  Acid  Number  of  Rosin  (RI970)  ASTM  D465 

Test  for  Acidity  of  Distillation  Residues  or  Hydrocarbo  ASTM  D1093 

Test  for  Acidity  or  Alkalinity  of  Water  (1970)  ASTM  D1067 

Test  for  Adhesion  of  Dry  Solid  Film  Lubricants  (1969)  A  ASTM  D2510 

Test  for  Air  Content  of  Freshly  Mixed  Concrete  by  the  P  ASTM  C231 

Test  for  Air  Content  of  Freshly  Mixed  Concrete  by  the  V  ASTM  C173 

Test  for  Air  Content  of  Hydraulic  Cement  Mortar  (1971)  ASTM  C185 

Test  for  Alpha  Acetylenes  in  Butadiene,  and  Mixtures  (1  ASTM  D1020 

Test  for  Aluminum  Residential  Siding  (1962)  AAMA  62-5-16 

Test  for  Amyl  Nitrate  in  Diesel  Fuels  (1970)  ASTM  D1839 

Test  for  Aniline  Point  (and  Mixed)  of  Petroleum  Product  ASTM  D6U 

Test  for  Antimony  Oxide  in  White  Pigment  Separated  From  ASTM  D2350 

Test  for  Apparent  Density  of  Metal  Powders  (1970)  ANSI  ASTM  B212 

Test  for  Apparent  Density  of  Non  Free  Flowing  Metal  Pow  ASTM  B417 

Test  for  Apparent  Density  of  Refractory  Metals  and  Comp  ASTM  B329 

Test  for  Apparent  Porosity,  Water  Absorption.  Apparent  ASTM  C20 

Test  for  Ash  in  Drying  Oils  and  Fatty  Acids  (R1969)  ASTM  D1951 

Test  for  Ash  in  Graphite  (1969)  ASTM  C56I 

Test  for  Ash  in  Polybasic  Acids  (1971)  ASTM  E347 

Test  for  Automotive  Storage  Batteries  (1971)  SAE  J240 

Test  for  Average  Particle  Size  of  Refractory  Metals  and  ASTM  B330 

Test  for  Bleeding  of  Cement  Pastes  and  Mortars  (1970)  A  ASTM  C243 

Test  for  Blocking  Point  of  Petroleum  Wax  (1970)  ANSI  Zl  ASTM  D1465 

Test  for  Blocking  Resistance  of  Paper  and  Paperboard  (1  ASTM  D918 
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or  Drop  Impact  Resistance  of  Plastic  Containers 
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or  Flow  Rate  of  Metal  Powders  (1970)  ANSI  H9.2 
or  Free  Acidity  in  Casein  and  Isolated  Soy  Protei 
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ASTM 
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ASTM 
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ASTM 
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ASTM 
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ASTM 

D440 

ASTM 
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ASTM 

D2727 

ASTM 
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ASTM 

D24 1 6 

ASTM 

D239^ 

ASTM 
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ASTM 

E69 

ASTM 

D251 2 

ASTM 

Fl  3 1 

ASTM 

B331 

ASTM 

C349 

ASTM 

C 1 70 

ASTM 

C165 

ASTM 

D938 

ASTM 

Dl  89 

ASTM 

DI9i  0 

ASTM 

F50 

ASTM 

D2608 

ASTM 

D2688 

ASTM 

D2*i4 1 

ASTM 

F47 

ASTM 

D291 

ASTM 

D2143 

NRCA 

*2-A 

ASTM 

D245 1 

ASTM 

C559 

ASTM 

B376 

ASTM 

V_  J  JJ 

Ao  1  M 

CnV  / 

ASTM 

D2477 

ASTM 

ASTM 

D888 

ASTM 

UZ  JoV 

SPI 
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Ao  1  M 

D2540 

A  QTM 
AO  1  >1 
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A  ^TM 
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B460 

AO  1  IVl 
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Ao  1  IVi 

B342 

ASTM 
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1 

Ao  1  M 

Fl  35T 

Ao  1  M 

D!  345 

Ao  1  IVl 

UZjVj 

Ao  1  M 

ASTM 

UZ  i\>y 

Ao  1  M 

UZ4jZ 

ASTM 

U 1 0  /u 

ASTM 

C359 

ASTM 

F130 

TAPPI 

T800 

ASTM 

C430 

ASTM 

CI  15 
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21 

ASTM 
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D2859T 

ASTM 
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ASTM 

C348 

ASTM 

C124 

ASTM 

B213 

ASTM 

D1801 
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aims  ( 1  VD(S) 

Std. 

Meth. 

of 

Test 

for  Freeze  Thaw  Resistance  of  Latex  and  Emulsion  P 

ASTM 

D2243 

QTAi    A  M        '7  11  Qfi 

Std. 

Meth. 

of 

Test 

for  Freezing  Points  of  High  Purity  Hydrocarbons  (1 

ASTM 

DlOl  5 

TTC  AACUr^Tll") 
/.Zo,  AAjFUJ  illZ 

Std 

Meth 

of 

1  esi 

for  Friable  Particles  in  Aggregates  (1971)  ANSI  A3 

ASTM 

CI  42 

riction  Materials  Run  in  Lubricants  (1970)/ 

Std 

Meth. 

of 

1  esi 

for  Frictional  Characteristics  of  Sintered  Metal  F 

ASTM 

B461 

lerating  venicie  iiy/ij 

Std.  Fatigue 

I  esi 

for  Front  End  Suspension  C  Type  Lift  Kits  for  Acce 

SEM  A 

9-1 

ional  Frequencies  of  Concrete  Specimens  (1/ 

Std 

Meth. 

of 

Test 

for  Fundamental  Transverse,  Longitudinal,  and  Tors 

ASTM 

C21 5 

Std 

Meth 

of 

Test 

lor  rusiuuiiy  oi  i_oai  anu  t^oKe  Asn  iivoo) 

ASTM 

Dl  857 

9.23 

Std 

Meth. 

of 

Test 

lor  uas  Lonieni  oi  insuiaiing  uiis  (Kiyov)  ainoI  Cj 

ASTM 

D83I 

after  Storage  at  104  F  (40c)  (1970) 

Tent 

Meth. 

of 

Test 

for  Gloss  Retention  of  Waxed  Paper  and  Paperboard 

ASTM 

D2895T 

lien  Test  (R1969)  ANSI  Z109.19 

Std 

Melh 

of 

Test 

for  Grain  Crack  and  Extension  of  Leather  by  the  Mu 

ASTM 

D22IO 

Std.  for  Turpentine  Test 

for  Grease  Resistance  of  Paper  (1966) 

TAPPI 

T454 

mens  (1970) 

Std 

Melh 

of 

Test 

for  Green  Strength  of  Compacted  Metal  Powder  Speci 

ASTM 

B3 1 2 

metn.  ( 1  v / 1 ) 

Sid 

Melh. 

of 

Test 

for  Grindability  of  Coal  by  the  Hardgrove  Machine 

ASTM 

D409 

\    AKTCT  '71<<  11 
)  AiN^>l  L\jj.\  I 

Std 

Meth 

of 

Test 

for  Ha rd ness  of  Electrical  Contact  M aterials  (1970 

ASTM 

B''77 

(1970)  ANSI  9,18 

Std 

Meth 

of 

Test 

for  Hardness  of  Sintered  Metal  Friction  Materials 

n  1/17 

Dj^i 

b  Calorimeter  (High  Precision  Meth  )  (1970/ 

Std 

Meth 

of 

Test 

for  Heat  of  Combustion  of  Hydrocarbon  Fuels  by  Bom 

ASTM 

or  Forgings  (1969)  ANSI  G55.16 

Std 

Meth 

of 

Test 

for  Heat  Stability  of  Steam  Turbine  Shafts  and  Rot 

A  QTM 
AO  1  M 

A  Alt 
A'J  /  Z 

Std 

Meth 

of 

Test 

for  Hexane  Extractable  Matter  in  Water  (1969) 

AO  1  M 

U I  OV  1 

Std.  Melh. 

of  Panel  Spalling  Test 

lor  Mign  uuiy  rireciay  duck  {ly/yj} 

AO  I  M 

1 U  / 

Std 

Meth 

of 

Test 

for  Hydration  of  Pilch  Bearing  Basic  Brick  (1970) 

ASTM 

C649 

ick  (1968) 

Std 

Meth 

of 

Test 

for  Hydration  of  Pitch  Bearing  Basic  Refractory  Br 

ASTM 

C620 

by  Fluorescent  Indicator  Absorption  (1970/ 

Std 

Meth.  of 

Test 

for  Hydrocarbon  Types  in  Liquid  Petroleum  Products 

AO  1  M 

U  I  J  I  V 

e  Meth.)  (1970) 

Std 

Meth 

of 

Test 

for  Hydrogen  Sulfide  in  Natural  Gas  (Methylene  Blu 

AO  1  M 

(1970)  ANSI  Z143.1 

Std 

Meth 

of 

Test 

for  Hydrophobic  Surface  Films  by  the  Atomizer  Test 

AO  1  M 

P?i 

nants  in  Aerospace  Fluids  (1970) 

Std 

Meth 

of 

Test 

for  Identification  of  Metallic  and  Fibrous  Contami 

AO  1  M 

rri  T  A 
r  J I  'f 

Std 

Meth 

of 

Test 

for  Image  Gloss  of  Porcelain  Enamel  Surfaces  (1967 

AO  1  JVl 

C^A(\ 

nts  by  Means  of  a  Durometer  (1970) 

Std 

Meth 

of 

Test 

for  Indentation  Hardness  of  Elastomenc  Tvpc  Seala 

AO  1  IV1 

L.  001 

I  K20.1 1 

Std 

Meth 

of 

Test 

for  Index  of  Dustiness  of  Coal  and  Coke  (1969)  ANS 

ASTM 

D547 

e  Monomer  (1968) 

Std 

Meth.  of 

Test 

for  Inhibitor,  4  Tertiary  Butylcatechol,  in  Styren 

ASTM 

D"*  1 20 

Gravimetric  Analysis  (1970) 

Std 

Meth. 

of 

Test 

for  Insoluble  Contamination  of  Hydraulic  Fluids  by 

AO  1  M 

Spec,  and  Tests  for  Strain  Gage  Pressure  Transducers  (Test 

for  Instrumentation  Systems)  (1 970 ) 

ISA 

S37  3 

\ rdper J  ( 1 " '  I  ( 

Test 

for  Interfiber  Bond  Using  the  Internal  Bond  Tester 

TAPPI 

U  IVI-hUj 

by  Infrared  Absorption  (1970) 

1  ent 

Meth. 

OI 

Test 

for  Intersitial  Atomic  Oxygen  Content  of  Germanium 

ASTM 

Fl  22T 

by  Infrared  Absorption  (1970) 

Tent 

Meth 

ol 

Test 

for  Interstitial  Atomic  Oxygen  Content  of  Silicon 

ASTM 

Fl  21T 

Std 

Meth 

of 

Test 

for  Iodine  Adsorption  Number  of  Carbon  Black  (1970 

ASTM 

Dl  5 1 0 

rmed  Deposits  (1970) 

Std 

Meth. 

of 

Test 

for  Iron  Bacteria  in  Industrial  Water  and  ^Vate^  Fo 

ASTM 

D932 

Std 

Meth 

of 

Test 

for  Iron  in  Manganese  Ore  ( 1 97 1 ) 

ASTM 

E316 

pe  rueis  oy  me  Moior  Memou  yiyiM)  ainoi  i^t 

QlH 

oia 

Meth. 

01 

1  esi 

for  Knock  Characteristics  of  Motor  and  Aviation  Ty 

ASTM 

D2700 

stribution  Octane  Number  (Don)  Meth.  (197/ 

Tent 

Meth. 

of 

Test 

for  Knock  Characteristics  of  Motor  Fuels  by  the  Di 

AO  1  M 

Uzooo  1 

searcn  Method  (IV/U)  AiN^I  Zll.z4j 

Std 

Meth. 

of 

Test 

for  Knock  Characteristics  of  Motor  Fuels  by  the  Re 

ASTM 

u/ov? 

vated  Temperatures  (1970) 

Std 

Meth. 

of 

Test 

for  Lap  Joint  Strength  of  Refractory  Mortar  at  Ele 

ASTM 

CfxC\f. 
L.OUO 

Std 

Meth 

of 

Test 

for  Lead  in  Gasoline  by  X-Ray  Spectrometry  (1970) 

AO  I  M 

r^T^QQ 

SI  Zl  1.48 

Std. 

Meth. 

of 

Test 

for  Lead  in  Gasoline,  Gravimetric  Method  (1970)  AN 

AO  1  M 

UjZO 

1970)  ANSI  Z11.223 

Std. 

Meth. 

of 

Test 

for  Lead  in  Gasoline,  Volumetric  Chromate  Method 

ASTM 

D2547 

969) 

Tent. 

Meth. 

of 

Test 

for  Length  Change  of  Cement  Mortar  and  Concrete  (1 

ASTM 

C 1 57T 

Tent 

Meth 

of 

Test 

for  Liquid  Flow  Rate  of  Membrane  Fillers  (1968) 

AO  1  M 

r  J 1  /  i 

rtical  Piles  Under  Static  Axial  Load  (1969/ 

Std. 

Meth. 

of 

Test 

for  Load  Settlement  Relationship  for  Individual  Ve 

A  CTM 
AO  1  M 

D 1 1 43 

Std 

Meth. 

of 

Test 

for  M angane se  in  Iron  Ore s  (1971) 

ASTM 

E314 

elling  Polarized  Light  Methods)  (1970)  Ans/ 

Std. 

Meth. 

of 

Test 

for  Maturity  of  Cotton  Fibers  (Sodium  Hydroxide  S w 

ASTM 

D1442 

oil  (1970)  ANSI  ZI1.174 

Std. 

Meth. 

of 

1  esi 

for  Maximum  Fluidity  Temperature  of  Residual  Fuel 

A  CTM 
AO  I  M 

r^  1 

U  1 037 

mixtures  (1971 ) 

Std. 

Meth. 

of 

Test 

for  Maximum  Specific  Gravity  of  Bituminous  Paving 

AO  I  M 

r^oA/i  1 

UZU4I 

the  British  Portable  Tester  (1969) 

Std. 

Meth. 

of 

Test 

for  Measuring  Surface  Friclional  Properties  Using 

ASTM 

mostat  Metal  (1970)  ANSI  Z155.18 

Std. 

Meth. 

of 

Test 

for  Mechanical  Torque  Rate  of  Spiral  Coils  of  Ther 

A  CTX(f 
AO  1  M 

B362 

atomic  Absorption  Spectrophotometry  (1970) 

Std. 

Meth. 

of 

Test 

for  Metals  in  Industrial  Water  and  Waste  Water  by 

AO  I  M 

D2576 

onopropellants  (1970) 

Std. 

Meth. 

of 

Test 

for  Minimum  Pressure  for  Vapor  Phase  Ignition  of  M 

AO  I  M 

D2389 

actories  (1970) 

Std. 

Melh. 

of 

Test 

for  Modulus  of  Rupture  of  Air  Setting  Plastic  Refr 

ASTM 

C49I 

970) 

Std. 

Meth. 

of 

Test 

for  Modulus  of  Rupture  of  Castable  Refractories  (1 

ASTM 

CzOo 

1970) 

Std. 

Meth. 

of 

Test 

for  Modulus  of  Rupture  of  Natural  Building  Stone 

ASTM 

C99 

PI  T655  Sm 

Std. 

Meth. 

of 

Test 

lor  Moauius  oi  Kupiure  oi  reiroieum  wax  (i"'07  i  r\r 

AO  1  M 

UZIAI'I 

Lb.  Rammer  and  an  18  In.  Drop  (1970)  AASH/ 

Std. 

Meth. 

of 

Test 

for  Moisture  Density  Relations  of  Soils  Using  a  10 

AO  I  M 

Dl  557 

Std. 

Meth. 

of 

Test 

for  Moisture  in  Graphite  (1969) 

AO  I  M 

jOZ 

4.202 

Std. 

Meth. 

of 

Test 

tor  Moisture  in  wool  oy  uven  Drying  (ly/u)  ainoI  li 

ASTM 

Dl  576 

ine  Grained  Soils  (1969) 

Std. 

Meth. 

of 

Test 

for  Moisture  Penetration  Resistance  Relations  of  F 

ASTM 

Dl  558 

NSI  zll.173 

Std. 

Meth. 

of 

Test 

for  Needle  Penetration  of  Petroleum  Waxes  (1970)  A 

ASTM 

Dl  321 

xafluoride  by  Gas  Chromatography  (1971) 

Std. 

Meth. 

of 

Test 

for  Nitrogen  and  Carbon  Tetrafluoride  in  Sulfur  He 

ASTM 

D2685 

ear  Select  Memory  with  a  Non  Symmetrical  / 

Tent. 

Meth. 

of 

Test 

for  Nonmetallic  Magnetic  Cores  to  be  Used  in  a  Lin 

ASTM 

Fl  25T 

ents  and  Their  Admixtures  (1971) 

Std. 

Meth. 

of 

Test 

for  Nonvolatile  Matter  in  Halogenated  Organic  Solv 

ASTM 

D2109 

water  (1970) 

Std. 

Meth. 

of 

Test 

for  Odor  in  Industrial  Water  and  Industrial  Waste 

ASTM 

Dl  292 

Meth. 

of 

Test 

for  Optimum  So3  in  Portland  Cement  (1970) 

AO  I  M 

L  JO  J 

cts  (1968)  ANSI  A128.I 

Std. 

Meth. 

of 

Test 

for  Organic  Fiber  Content  of  Asbestos  Cement  Produ 

ASTM 

C458 

oils  (1970) 

Tent. 

Meth. 

of 

Test 

for  Oxidation  Characteristics  of  Extreme  Pressure 

ASTM 

ter  (1970) 

Std. 

Meth. 

of 

Test 

for  Oxidation  Reduction  Potential  of  Industrial  Wa 

ASTM 

DI  498 

al  Residue  Methods)  (1970)  ANSI  Z11.60 

Std. 

Meth. 

of 

Test 

for  Oxidation  Stability  of  Aviation  Fuels  (Polenti 

ASTM 

D873 

by  Turbidimetry  (1970)  ANSI  H9.25 

Std. 

Meth. 

of 

Test 

for  Particle  Distribution  of  Tungsten  Metal  Powder 

ASTM 

B430 

els  (1970) 

Std. 

Meth. 

of 

Test 

for  Particulate  Contaminant  in  Aviation  Turbine  Fu 

ASTM 

D2276 

971) 

Tent. 

Meth. 

of 

Test 

for  Penetration  Resistance  of  Pipeline  Coatings  (1 

ASTM 

U 1  / 

refractories  (1970) 

Std. 

Meth. 

of 

Test 

for  Permanent  Linear  Change  on  Firing  of  Castable 

ASTM 

C269 

11.176 

Std. 

Meth. 

of 

Test 

lor  reroxide  iNumoer  oi  retroieum  wax  tiv/u)  ainoi  z. 

AO  1  ivi 

DI  832 

Std. 

Meth. 

of 

Test 

for  Ph  of  Industrial  Water  and  Waste  Water  (1970) 

A  QTM 
AO  1  M 

U  1  Z73 

Std. 

Meth. 

of 

Test 

for  Phenolic  Compounds  in  Water  (1970) 

ASTM 

Dl  783 

Std. 

Meth. 

of 

Test 

for  Phosphorus  in  Iron  Ores  (1971) 

ASTM 

E278 

stometer  (1969) 

Std. 

Meth. 

of 

Test 

for  Plastic  Properties  of  Coal  by  the  Gieseler  Pla 

ASTM 

D1812 

for  Use  with  Aerospace  Fluids  (1970)  ANSI  / 

Std. 

Meth. 

of 

Test 

for  Pore  Size  Characteristics  of  Membrane  Filters 

ASTM 

F316 

ax  Blends  (1970) 

Std. 

Meth. 

of 

Test 

for  Pressure  Blocking  Point  of  Petroleum  Wax  and  W 

ASTM 

Dz618 

Std.  Spec,  for  Edge  Dip  Solderability 

Test 

for  Printed  Wiring  Boards  (1970) 

IPC 

S801 

Std. 

Meth.  of 

Test 

for  Purity  of  Acetaldehyde  (1968) 

ASTM 

D2192 
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Sid.  Meth.  of  Conducting  Shear  Block  Test 


Std. 

Meth.  of 

Test 

Std. 

Meth.  of 

Test 

olid  Materials  (1970) 

Tent. 

Meth.  of 

Test 

n  Enameling  (1969) 

Std. 

Meth.  of 

Test 

hod  (1969) 

Std. 

Meth.  of 

Test 

Std. 

Meth.  of 

Test 

(1970) 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

of  Stabilized  Knit  Wool  Fabrics  (1970)  An/ 

Std. 

Meth.  of 

Test 

on  Line  Analyzers  (1970) 

Tent. 

Meth.  of 

Test 

70)  ANSI  Z11.184 

Std. 

Meth.  of 

Test 

ompacted  Soils  (1969) 

Std. 

Meth.  of 

Test 

res  Using  Marshall  Apparatus  (1971) 

Std. 

Meth.  of 

Test 

ituminous  Mixtures  by  Means  of  the  Hubbard/ 

Std. 

Meth.  of 

Test 

d  Acetate  Woven  Fabrics  (1970)  ANSI  L14.10/ 

Std. 

Meth.  of 

Test 

nee  and  Contact  Materials  (1970)  ANSI  Z155/ 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 
Test 

ay  Freight  Car  Service)  (1971)              Laboratory  Inspection  and 

Test 

Sid.  Spec,  and  Meth.  of 

Test 

humidity  Cabinet  (1970) 

Std. 

Meth.  of 

Test 

ate  (1969) 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

on  of  Nonmetallic  Magnetic  Materials  (1970/ 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

zll.178 

Std. 

Meth.  of 

Test 

(1969)  ANSI  Z11.58 

Std. 

Meth.  of 

Test 

Std.  Meth. 

of  Incline  Impact 

Test 

the  Card  Gap  Test  (1970) 

Std. 

Meth.  of 

Test 

t  (1971)  ANSI  L14.190 

Std. 

Meth.  of 

Test 

Tent 

Meth.  of 

Test 

9) 

Std. 

Meth.  of 

Test 

)  ANSI  H9.3 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

Dynamic  Fie 

x  Fatigue 

Test 

(1966) 

Std. 

Meth.  of 

Test 

a37.29 

Std. 

Meth.  of 

Test 

Std. 

Meth.  of  Tumbler 

Test 

e  Fuels  (1970)  ANSI  Z11.182 

Std. 

Meth.  of 

Test 

n  Ethylene  Glycol  (Ring  and  Ball)  (1968) 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

r(1970) 

Std. 

Meth.  of 

Test 

Is  (1970) 

Std. 

Meth.  of 

Test 

te  or  Magnesium  Sulfate  (1971)  AASHO  T104 

Std. 

Meth.  of 

Test 

z69.1 

Std. 

Meth.  of 

Test 

ts  and  Their  Admixtures  (1971) 

Std. 

Meth.  of 

Test 

Tent 

Meth.  of 

Test 

method)  (1970) 

Std. 

Meth.  of 

Test 

nds  (1966) 

Std. 

Meth.  of 

Test 

xit  Device  Reinforcings  (1969) 

Performance 

Test 

uid  Power  Applications  (1970) 

Qualification 

Test 

copper  Wire  for  Magnet  Wire  Fabrication  (1/ 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

rtain  Walls,  and  Doors  Under  the  Influence/ 

Std. 

Meth.  of 

Test 

n  by  Infrared  Absorption  (1970) 

Tent. 

Meth.  of 

Test 

and  Water  Formed  Deposits  (1970) 

Std. 

Meth.  of 

Test 

Std 

Meth.  of 

Test 

gen  Burner  or  Lamp)  (1970) 

Std. 

Meth.  of 

Test 

70)  ANSI  Zl  1.108 

Std. 

Meth.  of 

Test 

Std.  Meth 

of  Panel  Spalling 

Test 

Std. 

Meth.  of 

Test 

ndulum  (Elmendorf)  Apparatus  (1970)  ANSI  L/ 

Std. 

Meth.  of 

Test 

e  (Single  Rip)  Meth.  (Constant  Rate  of  Ext/ 

Std. 

Meth.  of 

Test 

e  (Single  Rip)  Meth.  (Constant  Rate  of  Tra/ 

Std. 

Meth.  of 

Test 

s  for  Precision  Resistors  (1970)  ANSI  Z155/ 

Std. 

Meth.  of 

Test 

rials  for  Shunts  and  Precision  Resistors  (/ 

Std. 

Meth.  of 

Test 

1970)  ANSI  1.14,  AASHO  T132 

Std. 

Meth.  of 

Test 

Containers  (1971) 

Tensile 

Test 

a  5.5  Lb.  Rammer  and  a  12  In.  Drop  (1970) 

Std. 

Meth.  of 

Test 

Rec. 

Test 

the  Heat  Flow;  Meter  (1970) 

Std. 

Meth.  of 

Test 

coils  of  Thermostat  Metal  (1970)  ANSI  Z155/ 

Std. 

Meth.  of 

Test 

bricants  (1969)  ANSI  Zl  1.273 

Std. 

Meth.  of 

Test 

970)  ANSI  Zl  1.148 

Std. 

Meth.  of 

Test 

alloys  (1970)  ANSI  Z155.4 

Std. 

Meth.  of 

Test 

thermal  Insulating  Materials  (1970)  ANSI  Z/ 

Std. 

Meth.  of 

Test 

ation  Resistance  (1970)  ANSI  A37.134 

Std. 

Meth.  of 

Test 

e  Needles  (1970)  ANSI  A1.17,  AASHO  T154 

Std. 

Meth.  of 

Test 

eedle  (1970)  ANSI  A1.15,  AASHO  T131 

Std. 

Meth.  of 

Test 

Std. 

Meth.  of 

Test 

ly  Sand,  Chips,  Dirt,  and  Bark)  (R1970)  An/ 

Std. 

Meth.  of 

Test 

enliometric  Perchloric  Acid  Titration  (19/ 

Tent. 

Meth.  of 

Test 

Std. 

Meth.  of 
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Test  Meth.  for  Swimming  Pool  and  Bathing  Place  Waters 
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Test  Meth.  for  Tensile  Strength  of  Leather  (R1969)  ANSI 
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Test  Meth.  for  the  Moisture  Density  Relations  of  Soils 
Test  Meth.  for  the  Peel  Strength  of  Metal  Plated  Plasti 
Test  Meth.  for  the  Preparation  of  Spec,  for  Aqueous  Emu 
Test  Meth.  for  the  Repellency  of  Disposable  Soft  Goods 
Test  Meth.  for  Thermal  Conductivity  of  Cellular  Plastic 
Test  Meth.  for  Thermal  Conductivity  of  Electrical  Grade 
Test  Meth.  for  Thermal  Cycling  of  Plated  Plastics  (Elec 
Test  Meth.  for  Thermal  Oxidative  Stability  of  Propylene 
Test  Meth.  for  Titanium  in  Coated  Paper  (Qualitative  Fu 
Test  Meth.  for  Total  Acidity  of  Organic  Acids  (1968)  AN 
Test  Meth.  for  Total  Ash  Content  of  Activated  Carbon  (1 
Test  Meth.  for  Total  Ash  in  Leather  (19691 
Test  Meth.  for  Total  Iodine  Value  of  Drying  Oils  and  Th 
Test  Meth.  for  Total  Iron  in  Iron  Ores  by  Stannous  Chlo 
Test  Meth.  for  Total  Moisture  in  Coal  Reduced  to  No,  8 
Test  Meth.  for  Total  Sulfur  in  Iron  Ore  by  Combustion  I 
Test  Meth.  for  Transverse  Load  of  Corrugated  Reinforced 
Test  Meth.  for  Transverse  Rupture  Strength  of  Cemented 
Test  Meth.  for  Tub  Size  Starch  on  Paper  (Extract  with  W 
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Test  Meth.  for  Volatile  Content  of  Paints  (1968) 
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Pressure  Sensitive  Tape  Tear  Resistance 
Pressure  Sensitive  Electrical  Tape  Flagging 
Pressure  Sensitive  Electrical  Tape  Oil  Resistance 
Pressure  Sensitive  Electrical  Tape  Flammability 
a!  Tape  Resistance  to  Penetration  at  Elevated  Temperatures 
Std.  for  Precision  Statement  for 
ckness  by  Magnetic  Field  or  Eddy  Current  (Electromagnetic) 
Pressure  Sensitive  Tape  Tensile  Strength  and  Elongation 
Pressure  Sensitive  Tape  Water  Penetration 
ressure  Sensitive  Electrical  Tape  Thermosetting  Properties 
nsile  Strength  and  Elongation  for  Filament  Reinforced  Tape 
Water  Resistance  of  Textile  Fabrics:  Hydrostatic  Pressure 
Thermistor  Definitions  and 
for  Measurement  of  Coating  Thicknesses  by  the  Eddy  Current 
r  Specimen  for  Fabrics,  Vinyls,  Coated  Fiberboards,  and  / 

Std. 

e  (1971)  ANSI  L14.126  Single  Sample 

mability  of  Automotive  Interior  Trim  Materials;  Horizontal 

Std.  Melh.  of  Spot 
Std.  Meth.  of  Wetting  and  Drying 
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Meth.  for  Flat  Crush 
Meth.  for  Flat  Crush 
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Std.  for  Compression 
Std.  Meth.  of  Tension 
Std.  Meth.  of  Flexure 
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Std.  Meth.  for  Accelerated  Laboratory 
Std.  Meth.  of  Accelerated  Life 
Meth.  for  Wax  Pick 
Meth.  for  Water  Immersion 
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Pressure  Sensitive  Tape  Latent  Staining 
Std.  Meth.  of  Internal  Pressure 
Std.  Meth.  of  Pressure 
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Rec.  Pract.  Spec,  for  Operational  Alignment 
Spec,  for  Dynamic 

ed  on  a  Symmetrical  Current  Basis  (1970)  Supplement  to 

(1971)  Suggested  Minimum  Std.  and 

(1970)  Rec.  Pract.  for  the 


Pressure  Sensitive  Electric 
/C.  Pract.  for  Measuring  Coating  Thi 


Pressure  Sensitive  Tape  Te 


Flam 


1970) 

Detector  Method)  (1970)  ANSI  / 
for  Electrical  Heating  (/ 
ometer  (1969) 


Iway  Cars)  (1970) 


Std. 

Rec.  Pract.  for  Brake 
Std. 


ent (1970) 

nductor  Logic  Gating  Microcircuits  (1971) 
s  in  Foundry  Pract.  (1965) 
eeds  (1969) 

Rec.  Pract.  for  Torque  Tension 
es  (1969)  Windshield  Defrosting  Systems 

Rec.  Pract.  for  Brake  System  Dynamometer 
Rec.  Pract.  for  Fiberboard 
Rec.  Pract.  for  Seat  Belt  Hardware 
Rec.  Pract.  for  Ball  Stud  and  Socket  Assembly  Performance 
Rec.  Pract.  for  Passenger  Car  Door  System  Crush 
Rec.  Pract.  for  Hydraulic  Power  Pump 
Rec.  Pract.  for  Hydraulic  Motor 
Rec.  Pract.  for  Electric  Battery  Powered  Vehicle 
Rec.  Pract.  for  Service  Brake  Structural  Integrity 
Rec.  Pract.  for  Seat  Belt  Assembly  Webbing  Abrasion 

Spec,  for  Firesuit 

Rec.  Pract.  for  Seatback  Assembly  Laboratory  impact 
0)  Rec.  Pract.  for  Dynamic 

flywheel  Safety  Shields  and  Bellhousings  (1971) 
Planetary  Transmissions  (1971) 

Protective  Frame  (for  Tractor  Operators) 
Std.  for  Protective  Frame  with  Overhead  Protection; 

Std.  for  Protective  Enclosures; 
Std.  for  Protective  Frame 
J168  Protective  Enclosures  (for  Tractor  Operators) 

ve  Frame  (for  Tractor  Operators)  with  Overhead  Protection 
ec.  Pract.  for  Vehicle  (Car)  Passenger  Door  Hinge  Systems 
Rec.  Pract.  for  2  Cycle  Water  Cooled  Engine  Oil 
Bonds  (1971)  Rec.  Pract.  for 

Impact  Performance  Requirements  and 
n  Subsonic  Transport  Aircraft  (19/  Rec.  Pract.  for  Flight 

Std. 

s  (1970) 

n  Systems  for  Electric  Equi/  Guide  for  the  Preparation  of 

power  Transistors  (1967) 

nishes  Applied  to  Tiles  and  Panels  (1971) 

Rec.  Pract.  for  Two  Cycle,  Water  Cooled,  Oil 
Rec.  Load  Cell 

Std.  for  Passenger  Car  Tire  Performance  Requirements  and 
teel  Wheels,  (Passenger  Cars)  Performance  Requirements  and 


Test  Meth.  (1966) 
Test  Meth.  (1966) 
Test  Meth.  (1966) 
Test  Meth.  (1966) 
Test  Meth.  (1966) 
Test  Meth.  (1969) 
Test  Meth.  (1969) 
Test  Meth.  (1970) 
Test  Meth.  (1970) 
Test  Meth,  (1970) 
Test  Meth.  (1970) 
Test  Meth.  (1971) 
Test  Meth.  (1971) 

Test  Meth.:  Nonconductive  Coatings  on  Nonmagnetic  Basis 
Test  Method  for  Determining  Visual  Color  Match  to  Maste 
Test  Method  for  Penetration  of  Adhesives  (1969) 
Test  Method  of  Textile  Tensile  Loss  by  Retained  Chlorin 
Test  Method  (1969) 
Test  of  Asphaltic  Materials  (1968) 
Test  of  Compacted  Soil  Cement  Mixtures  (1970) 
Test  of  Container  Board  (1967) 
Test  of  Corrugated  Board  (1971) 
Test  of  Corrugating  Medium  (1971) 
Test  of  Electric  Contact  Materials  (1970)  ANSI  Z155.9 
Test  of  Fiberboard  Shipping  Containers  (1967) 
Test  of  Flat  Sandwich  Constructions  in  Flatwise  Plane 
Test  of  Flat  Sandwich  Constructions  (1970) 
Test  of  Industrial  Water  (Bureau  of  Mines  Embrittlement 
Test  of  Limestone  (1969) 

Test  of  Natural  Decay  Resistance  of  Woods  (1970) 

Test  of  Nickel  Chromium  and  Nickel  Chromium  Iron  Alloys 

Test  of  Paper (1965) 

Test  of  Paperboard  (1963) 

Test  of  Poly  (Vinyl  Chloride)  Resins  Using  a  Torque  Rhe 

Test  of  Surface  Finishes  (1961) 

Test  on  Glass  Containers  (1969) 

Test  on  Glass  Pipe  (1970) 

Test  Panel  (Electroplated  Plastics)  (1971) 

Test  Pattern  for  Television  (1968) 

Test  Position  and  Support  of  Portable  Bridge  Plate  (Rai 

Test  Procedure  for  Ac  High  Voltage  Circuit  Breakers  Rat 

Test  Procedure  for  Automatic  Transmission  Safety  Shield 

Test  Procedure  for  Exterior  Sound  Level  for  Snowmobiles 

Test  Procedure  for  Gas  Scrubbers  (1964) 

Test  Procedure  for  Geiger  Muller  Counters  (1970) 

Test  Procedure  for  Industrial  Wheel  Tractors  and  Equipm 

Test  Procedure  for  Noise  Margin  Measurements  for  Semico 

Test  Procedure  for  Quality  Control  of  Copper  Base  Alloy 

Test  Procedure  for  Solids  Mixing  Equipment  for  Animal  F 

Test  Procedure  for  Steel  Threaded  Fasteners  (1970) 

Test  Procedure  of  Trucks,  Buses  and  Multipurpose  VehicI 

Test  Procedure  (Passenger  Car)  (1971) 

Test  Procedure  (1969) 

Test  Procedure  (1970) 

Test  Procedure  (1970) 

Test  Procedure  (1970) 

Test  Procedure  (1970) 

Test  Procedure  (1970) 

Test  Procedure  (1971) 

Test  Procedure  (1971 ) 

Test  Procedure  (1971) 

Test  Procedure  (1971) 

Test  Procedure,  Head  Area  (1969) 

Test  Procedure,  Types  1  and  2  Seat  Belt  Assemblies  (197 
Test  Procedures  and  Minimum  Evaluation  Std.  for  Clutch 
Test  Procedures  and  Minimum  Evaluation  Std.  for  2  Speed 
Test  Procedures  and  Performance  Requirements  (1970) 
Test  Procedures  and  Performance  Requirements  (1970) 
Test  Procedures  and  Performance  Requirements  (1970) 
Test  Procedures  and  Performance  Requirements  (1970) 
Test  Procedures  and  Performance  Requirements  ( 1 970)  SAE 
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(Test  Procedures  and  Static  Load  Requirements)  (1969) 
Test  Procedures  for  Boats  (1969) 

Test  Procedures  for  Brake  Shoe  and  Lining  Adhesives  and 

Test  Procedures  for  Passenger  Car  Wheels  (1970) 

Test  Procedures  for  Static  Pressure  Systems  Installed  I 

Test  Procedures  for  Temperatures  (1969) 

Test  Procedures  for  the  Safety  Std.  for  Regular  Bicycle 

Test  Procedures  for  the  Thermal  Evaluation  of  Insulatio 

Test  Procedures  for  Verification  of  Maximum  Ratings  of 

Test  Procedures  for  Washabilily  and  Scrubbability  of  Fi 

Test  Procedures  (Boats)  (1970) 

Test  Procedures  (1964) 

Test  Procedures  (1970) 

Test  Procedures  (1970)  Rec.  Pract.  for  Pressed  S 
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anufaclured  to  A.A.R.  Spec.  Bui  Having  No  Previous/  Field 
anufactured  to  A.A.R.  Spec.  But  Having  No  Previous/  Field 
Rec.  Pracl.  for  Seat  Belt  Assembly  Webbing  Abrasion 
Tent.  Std.  for  Dealing  with  Outlying 
(1969)  Rec.  Pract.  for  Tension 

pract.  for  Determining  Temperatures  of  Std.  Astm  Molds  for 
Std.  Meth.  of  Measuring  Area  of  Leather 
Rec.  Pract.  for 

1971) 

ec.  Pract.  for  Film  Analysis  Guides  for  Dynamic  Studies  of 
recorders  Operating  at  15in./S  And/  Rec.  Pract.  for  Video 

recorders  Operating  at  7.5  In./S  A/  Rec.  Pract.  for  Video 

recorders  Operating  at  15  In./S  An/  Rec.  Pract.  for  Video 

ting  at  15  1/  Spec,  for  an  Audio  Level  and  Multifrequency 

s)/  Test  Meth.  for  Scourability  of  Spinning  Lubricant  (to 

of  Ferrilic  Steels/  Std.  Meth.  for  Conducting  Drop  Weight 

Rec.  Pract.  for  Interlaboratory  Evaluation  of 
Std.  for  Plain,  Lock,  Beveled  and 
Bleachabihly  of  Pulp  (Hot 
Spec,  for  High 
Lube  Oil  Filter  Performance 
est  for  Grain  Crack  and  Extension  of  Leather  by  the  Mullen 
td.  Meth.  of  Wet  Preparation  of  Disturbed  Soil  Samples  for 
Plain  Surface  Fabrics  Class 
Raised  Fiber  Surface  Fabrics  Class 
Incandescent  Lamp  Impact 
of  Correction  for  Coarse  Particles  in  the  Soil  Compaction 
Std.  Meth.  for  Evaluation  of  Wetting  Agents  by  the  Skein 
aper  and  Paperboard  as  Measured  by  a  Z-Directional  Tensile 
td.  Meth.  of  Conditioning  Leather  and  Leather  Products  for 
Rec.  Pract.  for  Fiberboard  Crease  Bending 
ompressive  Strength  of  Corrugated  Fiberboard;  Short  Column 
eparation  of  Disturbed  Soil  and  Soil  Aggregate  Samples  for 
hock  Sensitivity  of  Liquid  Monopropellants  by  the  Card  Gap 
Graded  Aggregates  and  Soils  by  Use  of  the  Sand  Equivalent 
eth.  of  Test  for  Hydrophobic  Surface  Films  by  the  Atomizer 
ess  to  Oxides  of  Nitrogen  in  the  Atmosphere;  Rapid  Control 
Meth.  for  Determining  the  Compressive  Yield  Load  (Crush 
Meth.  for  Hardness  of  Rubber  Covered  Rolls  (Plastometer 
Test  Meth.  for  Water  Repellency  of  Textile  Fabrics  (Spray 
meth.  for  Compression  Resistance  of  Paperboard  (Ring  Crush 
ect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven 
bility  of  Insulating  Oils  Under  Electrical  Stress  (Merrell 
r  Absorptiveness  of  Nonbibulous  Paper  and  Paperboard  (Cobb 
ect  of  Heat  and  Air  on  Asphaltic  Materials  (Thin  Film  Oven 
for  Resistance  to  Wetting  of  Garment  Type  Leathers  (Spray 
est  Meth.  for  Printing  Ink  Permeation  of  Paper  (Castor  Oil 
of  Starch  and  Starch  Products  (Corn  Industries  Viscometer 
viscosity  of  Starch  and  Starch  Products  (Visco/Amylo/Graph 
est  Meth.  for  Glue  (Protein)  in  Paper,  Qualitative  (Biuret 
or  Water  Resistance  of  Textile  Fabrics  (Impact  Penetration 
Test  Meth.  for  Water  Resistance  of  Textile  Fabrics  (Rain 

Guide  for 

n,  and  Fabrication  Requirements;  Relief  Devices;  Rules  for 
114.222  Std.  Meth.  for  Operating  Machine  for 


Test  Requirements  for  Materials.  Devices  and  Products  M 
Test  Requirements  for  Materials,  Devices  and  Products  M 
Test  Requirements  (1970) 
Test  Results  (19631 

Test  Specimens  for  Copper  Base  Alloys  for  Sand  Castings 
Test  Specimens  of  Plastics  (1969) 
Test  Specimens  (1968) 

Test  Stands  for  Diesel  Fuel  Injection  Systems  (1970) 
Test  Std.  for  Custom  Constructed  Passenger  Car  Wheels 
Test  Std.  for  Custom  Wheel  Adapters  for  Vehicles  (1971) 
Test  Subjects  (1970) 

Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape 
Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape 
Test  Tape  for  Quadruplex  Video  Frequency  Magnetic  Tape 
Test  Tape  for  Quadruplex  Video  Magnetic  Recorders  Opera 
Test  the  Removability  of  Spinning  Oils  From  Woolen  Yarn 
Test  to  Determine  Nil  Ductility  Transition  Temperature 
Test  Used  with  Paper  and  Paper  Products  (1968) 
Test  Washers  (1970) 
Test  with  Bleach  Liquor)  (1971) 
Test  Wrought  Welding  Fittings  (1970) 
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Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
Test 
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Std.  M 
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Std.  Test  Meth.  for  Sta 
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Meth.  for  Measuring 

Test  Meth.  F 


ulation  (1970) 
fiberboard  Containers  (1969) 
uction  (1970) 


ines  (1967) 


Std.  Meth.  of 
Meth.  for 

Rec.  Pract.  for  Inspection  and 
Tent.  Std.  for 
Rec.  Pract.  Meth.  for 
Public  Health  and  Safety 
Rec.  Safe  Pract.  in  Cleaning, 
edures  (1969)  Electromagnetic  Relay 

I  G60.6  Std.  Meth.  of  Magnetic  Particle 

or  Forgings  (R1969)  ANSI  G55.5  Std.  Meth.  of  Ultrasonic 

Displacement  Hydraulic  Fluid  Power  Pumps  and  M/        Meth.  of 
for  Heating  Boilers;  Baseboard  and  Finned  Tube  Radiation; 
ps  (1971) 

Submersible  Pumps  (1971) 
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)(197l) 

rics  (1970)  ANSI  L14.28 


nt,  Varnish,  Lacquer,  and  Related  Products 
Std  "  ■ 


s,  and  Related  Products  (1970) 
alent  Materials  (R1970) 
Insulation  (1968) 


(1968) 


Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
with  a  Tensile 
Index  of  Meth.  for 
Std.  Meth.  of 
Std.  Conditioning  and 
Std.  Meth.  of 
Std.  Meth.  of 
O-Ring  Tension 
Std.  Meth.  for 
Std.  Meth.  of  Sampling  and 
Std.  Meth.  of  Sampling  and 


Test)  of  Plastic  Containers  (1968) 
Test)  (1953) 

Test)  (1967)  ANSI  L14.60,  ASTM  D583 

Test)  (1968) 
Test)  (1968) 

Test)  (1968)  ANSI  C59.124 
Test)  (19691 

Test)  (1969)  ANSI  A37.140  Std 
Test)  (1969)  ANSI  Z109.ll 
Test)  (1969)  TAPPI  T462  Ts-63 
Test)  (1970) 
Test)  (1970) 
Test)  (1971) 

Test)  (1971)  ANSI  L14.7I,  ASTM  D583 
Test)  (1971)  ANSI  L14.74,  ASTM  D583 
Test,  Adjust  and  Balance  of  Mechanical  Systems  (1969) 
Test,  Inspection,  Marking,  Stamping  and  Reports;  and  Gl 
Test.  Abrasion  Resistance  of  Textile  Yarns  (1970)  ANSI 
Test.  Adhesives  Relative  to  Their  Use  as  Electrical  Ins 
Test.  Adhesives  Used  in  Glued  Lap  Joints  of  Corrugated 
Test.  Agencies  for  Concrete  and  Steel  as  Used  in  Constr 
Test.  Analytical  Filter  Papers  (1947) 
Test,  and  Comparing  Trailer  Leaf  Springs  (1970) 
Test,  and  Evaluation  for  Food  and  Beverage  Vending  Mach 
Test,  and  Finishing  in  Metal  Casting  (1970) 
Test,  and  Inspecting  Procedures  (1969)  Relay  Test.  Proc 
Test,  and  Inspection  of  Heavy  Steel  Forgings  (1968)  ANS 
Test.  and. Inspection  of  Turbine  and  Generator  Steel  Rot 
Test,  and  Presenting  Basic  Performance  Data  for  Positve 
Test,  and  Rating  Codes  for  Boiler  Burner  Units;  Definit 
Test,  and  Rating  Deep  Well  Submersible  Water  System  Pum 
Test,  and  Rating  Deep  Well  Water  System  Pumps  Excluding 
Test,  and  Rating  Nonsubmersible  Pump  Motors  (Water  Syst 
Test,  and  Rating  Shallow  Well  Water  System  Pumps  (1971) 
Test,  and  Rating  Submersible  Pump  Motors  (Water  Systems 
Test,  and  Tolerances  for  Certain  Wool  and  Part  Wool  Fab 
Test,  and  Tolerances  for  Knit  Goods  (1970)  ANSI  L14.67 
Test,  and  Tolerances  for  Woven  Tapes  (1970)  ANSI  L14.16 
Test.  Apparatus  (1968)  /  Strength  of  Free  Films  of  Pai 

Test.  Architectural  Paints  and  Coalings  (1969) 
Test.  Askarels  (1970) 

Test.  Atmospheres  for  Paper,  Paperboard,  Pulp  Handsheet 
Test.  Battery  Containers  Made  From  Hard  Rubber  or  Equiv 
Test.  Bondable  Silicon  Rubber  Tapes  Used  for  Electrical 
Test.  Calculations  (1971) 

Test.  Coated  Metal  Specimens  at  100%  Relative  Humidity 
Test.  Creosote  (1970)  ANSI  011.9 
Test.  Dipentene  (R1970) 
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Rec.  Prac.  Sid.  Procedure  for 
Std.  Meth.  of 
Sid.  Melh.  of 
Std.  Melh.  of 
Sid.  Test  Melh.  for 
Rec.  Pract.  for 
Std.  Meth.  of 

make  Up,  Potable  and  Process  Use  (1970) 

Std.  Melh.  for 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Std.  Meth.  of 
Test.  Meth.  for  Traffic 
Melh.  of 
Meth.  of 
Melh.  of 
Std.  Rec.  Pract.  for 
Std.  Rec  Pract  for 
Std.  Melh.  for 
Melh.  of 
Meth.  of 
Std.  Meth.  of 
Std.  Melh.  of 
Std.  Meth.  of  Sampling  and 
Std.  Meth.  of 

red  Elastic  Type  (1969)  ANSI  A37.117  Std.  Melh.  of 

(1966)  Std.  Meth.  of 

Under  Tension  or  Compression  Loads  at  V/  Rec.  Pract.  for 

ngue  (Single  Rip)  Meth.  (Constant  Rate  of  Traverse  Tensile 

Sid.  for 
Ignition  System 

ners  Evaporator  Capacity  (Btu)  Certification,  Definitions 


1965)  ANSI  C59.85 


insulation  (1968)  ANSI  C59.94 

c  Film  or  Treated  Fabrics  (1970) 

ric  Tapes  Used  for  Electrical  Insulation  (/ 

ulation  (1970) 

dilions  (1966) 

71) 

aNSI  b38.1 

flow  Clean  Rooms  and  Clean  Work  Sla/ 
Ion  Diode) (1971) 


ined  Mechanical  Refrigeration  Systems  (1970) 
Refrigerant  Condensers  (1970) 
nd  Tapes  for  Electrical  Insulation  (1968) 


ability  of  Plastic  Materials  (1969) 
1  Insulating  Materials  (1969) 
ther  (1969)  ANSI  Z109.10 
ty  of  Cured  Epoxy  Resin  Systems  (1969) 
trie  Strength  of  Electrical  Insulating  Materials  At/ 
Primed  Wood  Products  with  Representative  Finish  Co/ 

slerification  (1969) 

nde  Esterification  (1969)  ANSI  K7I.1 


Std. 
Std. 
Std. 

Std. 
Std. 
Std. 
Std. 
Std. 
Std. 


Passenger  Cars  (1971) 
Components  (1969) 
1971) 

speeds  (1969)  Std. 
aboratory  Controlled  Conditions  (1966) 

Tack  Rolling  Ball  Adhesion 
Std.  Rec.  Guide  for  the  Selection  of  Leak 
e  Air  Conditioners  Air  Quantity  Certification  Definitions, 

Std.  Meth.  of 
Std.  Meth.  of 

Std.  Melh.  for  Simulative  Recirculating  System 


(1968) 
s  Except  Forgin/ 

denser  Tubes  (1961 ) 
Std 

service  (1967) 
13 

d  Printed  Circui/ 


lectric  (1969) 


Meth  for  Photometric  and  Thermal 
Spec,  for  Quality  Assurance  Sampling  and 
Std.  Meth.  for  Diametral  Compression 
Rec.  Pract.  for  Eddy  Current 
Test  Melh.  for  Simulated  Service  Corrosion 
Shop  Hydrostatic 
Meth.  for  Photometric 
Std.  Meth.  of  Flex 
Procedure  for  the  Design,  Assembly,  and 
Melh.  for  Drop 

Std.  Spec,  for  Weights  and  Balances  Used  in  the 
Tent.  Meth.  for  High  Pressure  Pump 
Std.  Meth.  for  Preparing  and  Electrical 
Std.  Meth.  of  Tension 
Std.  Meth.  of  Compression 
Std.  Meth.  of  Tension 
Test  Meth.  for  Laboratory  Corrosion 
Test  Meth.  for  Autoclave  Corrosion 
Std.  for  Hermeticity 

paints  on  Wood  (1968)  Std.  Meth.  for  Accelerated 

Tent.  Rec.  Pract.  for  Atmospheric  Environmental  Exposure 
Std.  for  Dynamic  Response 
Std.  for  Physical 
Std.  Meth.  of  Physical 

,  or  Mercury  or  Sodium  Electric  Di/  Meth.  for  Photometric 

std.  Meth.  of  Compound  and  Sample  Preparation  for  Physical 

Environmental  Exposure 
ic  SI  Std.  Rec.  Pract.  for  Electromagnetic  (Eddy  Current) 

Appendices)  (1971)  Inspection  and 

Std.  Meth.  and  Definitions  for  Mechanical 
Std.  Meth.  for  Oxyacetylene  Ablation 
Rec.  Pract.  for  Forced  Vibration 


Test.  Drilling  Fluids  (1971) 

Test.  Electrical  Grade  Polytetrafluoroelhylene  Tubing 
Test.  Electrical  Insulating  Oils  (1969) 

Test.  Emulsified  Asphalts  (1969)  ANSI  A37.42.  AASHO  T59 

Test.  Emulsified  Asphalts  (1970) 

Test.  Engine  Coolants  in  Vehicle  Service  (1969) 

Test.  Ethylcellulose  (1969) 

Test.  Evaporating  Apparatus  Producing  Water  for  Boiler 
Test.  Film  Insulated  Magnet  Wire  (1970) 
Test.  Flexible  Composite  Materials  Used  for  Electrical 
Test.  Flexible  Composites  of  Copper  Foil  with  Dielectri 
Test.  Flexible  Resin  Coated  Glass  Fabrics  and  Glass  Fab 
Test.  Flexible  Treated  Sleeving  Used  for  Electrical  Ins 
Test.  Floor  Polishes  Under  Nonlaboratory  Controlled  Con 
Test,  for  Automatic  Ice  Makers  (1971) 
Test,  for  Discharge  Line  Refrigerant  Oil  Separators  (19 
Test,  for  Household  Refrigerators,  and  Freezers  (1969) 
Test,  for  Leaks  in  the  Filters  Associated  with  Laminar 
Test,  for  Leaks  Using  the  Halogen  Leak  Detector  (Alkali 
Test,  for  Monobasic  Organic  Acids  (1968)  ANSI  159.6 
Test,  for  Rating  Drinking  Water  Coolers  with  Self  Conta 
Test,  for  Rating  Remote  Mechanical  Draft  Air  Cooled  and 
Test.  Fully  Cured  Silicone  Rubber  Coated  Glass  Fabric  A 
Test.  Heavy  Truss  Assemblies  (1970)  ANSI  A135.2 
Test.  High  Gravity  Glycerin  (1969) 
Test.  Hydroxyethyl  Cellulose  (1969) 
Test.  Jet  Fuel  Resistant  Concrete  Joint  Sealer,  Hot  Pou 
Test.  Lime  for  Chemical  Constituents  and  Particle  Sizes 
Test.  Long  Time  Creep  and  Stress  Relaxation  of  Plastics 
Test.  Machine)  (1971)  /Ngth  of  Woven  Fabrics  by  tl 

Test.  Metal  Curtain  Walls  (1968) 
Test.  Metering  and  Power  Supply  Regulation  (1971) 
Test.  Meth.  Calculations  and  Rating  Requirements  (1967) 
Test.  Meth.  for  Apparent  Density,  Bulk  Factor,  and  Pour 
Test.  Meth.  for  Bond  Strength  of  Plastics  and  Electrica 
Test.  Meth.  for  Cold  Crack  Resistance  of  Upholstery  Lea 
Test.  Meth.  for  Determination  of  the  Thermal  Conductivi 
Test.  Meth.  for  Dielectric  Breakdown  Voltage  and  Dielec 
Test.  Meth.  for  Durability  and  Compatibility  of  Factory 
Test.  Meth.  for  Friable  Particles  in  Aggregate  (1968) 
Test.  Melh.  for  Hydroxyl  Groups  by  Phthalic  Anhydride  E 
Test-  Meth.  for  Hydroxyl  Groups  by  Pyromellitic  Dianhyd 
Test.  Meth.  for  Impact  Strength  of  Adhesive  Bonds  (1970 
Test.  Meth.  for  Occupant  Restraint  System  Evaluation  of 
Test.  Meth.  for  Specific  Gravity  of  Epoxy  Compounds  and 
Test.  Meth.  for  Surface  Receptivity  of  Paper  to  Water 
Test.  Meth.  for  Tensile  Properties  of  Plastics  at  High 
Test.  Meth.  for  Traffic  Test.  Floor  Polishes  Under  NonI 
Test.  Meth.  of  Pressure  Sensitive  Tape  (1970) 
Test.  Meth.  (1971) 

Test.  Meth.,  Calculations  and  Rating  Requirements  (1967 

Test.  Molded  Flexible  Urethane  Foam  (1968) 

Test.  Nonrigid  Vinyl  Chloride  Polymer  Tubing  (1971) 

Test,  of  Aerospace  Hydraulic  Fluids  (1969) 

Test,  of  Air  and  Liquid  Cooled  Heat  Transfer  Luminaires 

Test,  of  Aluminum  and  Magnesium  Alloys  (Wrought  Product 

Test,  of  Cemented  Carbides  (1970) 

Test,  of  Copper  and  Copper  Alloy  Heat  Exchanger  and  Con 
Test,  of  Engine  Antifreezes  (1970) 
Test,  of  Fabricated  Piping  (1967) 

Test,  of  Filament  Type  Luminaires  for  General  Lighting 
Test,  of  Finish  on  Upholstery  Leather  (1969)  ANSI  Z109. 
Test,  of  Fused  in  Place  Interfacial  Connections  in  Rigi 
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Std.  Test  Meth.  for  Simulated  Service 
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Std.  Meth.  of 
Std.  Meth.  for 
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Sid.  Meth.  of 
Sid.  Melh.  of 
Tenl.  Melh.  of 
Sid.  Melh.  of 
Sid.  Melh.  of 
Procedure  for  Sprinkler  Distribulion 

ger  Car  Tires  (1969) 

Anechoic  Chambers  (Used  for 
cidenl  Currenl  Memory  wilh  a  Two  lo  One  Se/  Std.  Meth.  of 

Rec.  Pracl.  for  Hardness 
lenl.  Definilions  of  Terms  and  Symbols  Relaling  lo  Use  and 
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city)  (1970)  Sid.  Melh.  of  Flexure 

Rec.  Pracl.  for  Interlaboralory 
Rec.  Pracl.  for 
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Method  of 
Std.  Melh.  of 
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Nondestructive 
Std.  Meth.  of  Sampling  and 
Laboratory  Procedure  for 
cquer,  and  Related  Products  (/  Std.  Melh.  of  Sampling  and 
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y  Fuses,  Distribution  Enclosed  Single  Pole  Air  Sw/  Design 
ck  and  Vibrat/  Std.  for  the  Selection  of  Calibrations  and 

Meth.  for  Drop 

I)  Code  Requirements,  Quality  Control,  Inspection  and 

(1970)  Std.  for 

ro  Space  Test.  (1964)  Guide  for  Spec,  and 

sure  and  Sound  Pressure  Transducers  (1969/  Std.  Spec,  and 

for  Structural  Requirements  for  Regular  Bicycles  Including 
strumentation  Systems)  (1970)  Spec,  and 
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Rec.  Procedures  for  Conducting  Special 
Melh.  for  Storage 
Safety  Std.  for  Fire 
Std.  Meth.  of  Fire 
Std.  Meth.  of  Freezing  and  Thawing 
Gaseous  Fuels  (for 
Tent.  Meth.  for  Drop  Weight  Tear 
Std.  Meth.  for  Conducting  Exterior  Exposure 
Std  Guide  for  Properties  and 
Rec.  Pracl.  for  Short  Time  Elevated  Temperature  Tension 
Pracl  for  Conducting  Creep  and  Time  for  Rupture  Tension 
ih  Rapid  Heating  and  Convenliona/  Rec.  Pracl.  for  Tension 

Ih  Conventional  or  Rapid  Hea/  Rec.  Pracl.  for  Compression 

rec.  Pracl.  for  Conducting  Creep  and  Creep  Rupture  Tension 
Std.  for  Forming  Handsheets  for  Reflectance 
Std.  for  Forming  Handsheets  for  Physical 
Std.  Meth.  of  Fire 
Physical 

e  for  Evaluation  of  Measurement  Uncertainty  in  Performance 
Simplified  Procedures  for  Routine  Performance 
Std.  for  Fire 
Safety  Std.  for  Fire 
Std.  Meth.  of  Conducting  Machining 
Std.  Meth.  for  Strength 
Std.  Meth.  of  Conducting  Road  Service 
the  Manufacturers  Joint  of  Corrugated  Fi/  Revolving  Drum 

Tape  Closure  for  the  Flaps  of  Corrugated/  Revolving  Drum 

Std.  Meth.  of  Evaluating  Wood  Preservatives  by  Field 
Rec.  Pracl.  for  Roll  Over 
eking.  Loaded  And/  Stability  and  Safety,  Tilting  Platform 

Field  Uplift 

Tent.  Std.  for  Forming  Insulating  Boards  for  Physical 
Moving  Barrier  Collision 
ene  Containers  Using  the  Water  Dip,  Ink  and  Label  Adhesion 
Std.  Meth.  for  Sampling  Leather  for  Physical  and  Chemical 
Concrete  Masonry  Shrinkage  Spec,  and 
act.  for  Preparation  of  Bar  and  Rod  Specimens  for  Adhesion 
Meth.  of  Sampling  Leather  for  Physical  and  Chemical 
Std.  Brake  Beam  Spec,  and 
Rec.  Pracl.  for  Instrumentation  for  Barrier  Collision 
Rec.  Pract.  for  Instrumentation  for  Laboratory  Impact 
th.  of  Conducting  Controlled  Velocity  Laboratory  Corrosion 
moplastics;  Molding  Rec;  Annealing  of  Parts;  and  Chemical 
of  Nuclear  Reactor  Coolant  Systems  (Including  Hydrostatic 

Code  for  Safety 
Spec,  for  Photographic  Grade  (Borax);  Sodium 
Std.  Meth.  of  Test  for  Nitrogen  and  Carbon 
High  Temperature  Hose  Assembly,  Convoluted. 

Std.  Spec,  for 


phy  (1971) 
d  Systems  (1/ 


Testing  Asbestos  Cement  Pipe  (1969a) 
Testing  Asphalt  Roll  Roofing,  Cap  Sheets,  and  Shingles 
Testing  Bonded  and  Laminated  Apparel  Fabrics  (1970) 
Testing  Drying  Oils  (1969) 

Testing  Fatly  Acids  Used  in  Protective  Coatings  (1969) 
Testing  for  Research  Purposes  (1969) 

Testing  Machines  for  Measuring  the  Uniformity  of  Passen 

Testing  Microwave  Equipment)  (1970) 

Testing  Nonmelallic  Magnetic  Cores  lo  be  Used  in  a  Coin 

Testing  of  Cemented  Carbides  (1970)  ANSI  H9.10 

Testing  of  Ferrile  Memory  Cores  and  Memory  Core  Arrays 

Testing  of  Gypsum  Plasters  and  Gypsum  Concrete  (1970) 

Testing  of  Slate  (Modulus  of  Rupture,  Modulus  of  Elasti 

Testing  of  Textile  Materials  (1970) 

Testing  Oil  Well  Cements  and  Its  Additives  (1971) 

Testing  Paint  Finishes  (R1969)  Std.  Mel 

Testing  Resistance  lo  Scuffing  of  Trim  Materials  (1968) 

Testmg  Rosin  Oils  (R1969) 

Testing  Synthetic  Rubber  Latices  (Slyrene  Butadiene  Cop 

Testing  Terminology  (1971) 

Testing  Turpentine  (RI969)  ANSI  K33.1 

Testmg  V-Belts  (1968) 

Testing  Volatile  Solvents  for  Use  in  Paint,  Varnish,  La 

Testing  (1968)  /  Cleaning  Copper  Clad  Electrical  Insul 

Testing.  Finishing,  Installation,  and  Definilions)  (196 

Tests  for  Aerospace  Ground  Equipment  in  Support  of  Spac 

Tests  for  Automotive  Vehicles  (1969) 

Tests  for  Distribution  Cutouts  and  Fuse  Links,  Secondar 

Tests  for  Electrical  Transducers  Used  for  Measuring  Sho 

Tests  for  Fiberboard  Shipping  Containers  (1967) 

Tests  for  Healing  Boilers  Constructed  of  Cast  Iron  (197 

Tests  for  Motor  Vehicle  Lighting  Devices  and  Components 

Tests  for  Piezoelectric  Acceleration  Transducers  for  Ze 

Tests  for  Piezoelectric  (Including  Ferro  Electric)  Pres 

Tests  for  Sialic  Load,  Frame,  Fork,  Steering  Assembly  A 

Tests  for  Strain  Gage  Pressure  Transducers  (Test  for  in 

Tests  for  Use  of  Gypsum  Wallboard  in  Shower  Areas  (1964 

Tests  in  the  Concrete  Block  Plant  (1969) 

Tests  of  Aerosol  Products  (1971) 

Tests  of  Building  Construction  and  Materials  (1970) 
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Tests  of  Mastics  and  Coatings  for  Thermal  Insulation  (I 
Tests  of  Materials  (1969) 
Tests  of  Materials  (1969) 

Tests  of  Metallic  Materials  at  Elevated  Temperatures  Wi 
Tests  of  Metallic  Materials  at  Elevated  Temperatures  Wi 
Tests  of  Metallic  Materials  Under  Conditions  of  Rapid  H 
Tests  of  Pulp  (1969) 
Tests  of  Pulp  (1971) 
Tests  of  Roof  Coverings  (1970) 
Tests  of  Solid  Ferlihzers  (1964) 
Tests  of  Steam  Turbines  (1969) 
Tests  of  Steam  Turbines  (1970) 
Tests  of  Window  Assemblies  (1970) 
Tests  of  Window  Assembhes  (1970)  ANSI  A2.6 
Tests  of  Wood  and  Wood  Base  Materials  (1970) 
Tests  of  Zippers  (1970) 
Tests  on  Traffic  Paint  (1969) 

Tests  lo  Measure  the  Durability  of  Gummed  Tapes  Forming 
Tests  to  Measure  the  Durability  of  the  Two  Strip  Gummed 
Tests  wilh  Stakes  (1970) 
Tests  Without  Collision  (1970) 

Tests  (Fork  Industrial  Truck  Rider  Type,  Operation,  Sta 
Tests  (Performed  on  a  Roof)  (1970) 
Tests  (1960) 
Tests  (1966) 

Tests  (1968)  /Valuating  Surface  Treatment  of  Polyethyl 

Tests  (1969) 
Tests  (1969) 

Tests  (1969)  Rec.  Pr 

Tests  (1969)  ASTM  D28I3 
Tests  (1970) 
Tests  (1970) 
Tests  (1970) 

Tests  (1970)  Test  Me 

Tests  (1971)  /Teristics,  Properties  of  Commercial  Ther 

Tests)  (Boiler  and  Pressure  Vessel  Code)  (1971)  /CTIon 
Tests,  Inspection,  Stamping  of  Healing  Boilers  (1971) 
Tetraborate  Penlahydrate  and  Decahydrate  (1970) 
Tetrafluoride  in  Sulfur  Hexafluoride  by  Gas  Chromatogra 
Tetrafluoroelhylene,  for  Aircraft  High  Temperature  Flui 
Tetrasodium  Pyrophosphate  (Anhydrous)  (1970)  ANSI  K60.2 
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UL 
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ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 
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TAPPI 

ASTM 

FI 
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ASME 
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UL 

ASTM 

ASTM 

ASTM 
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ASTM 
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EMS 

TAPPI 

SAE 
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ASTM 
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AAR 
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SAE 
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ASME 

ANSI 

ASTM 
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C500 

D228 

D2724 

D555 

DI467 
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1-53 

F132 

B294 
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C472 

CI20 

D990 
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D1734 

J365 
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D233 
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D268 
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5 
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and  Inlermediales.  and  Other  /  Rec.  Pract.  for  Use  of  the 

Manufacturing  Std.  and  Spec,  tor 
Assay  of  Bacterial  Alpha  Amylase  Enzymes  Used  in 
(1971)  ANSI  L14.54  Test  Meth.  for  Colorfastness  of 

114.174  Test  Meth.  for  Colorfastness  of  Dyed 

(1971)  Test  Meth.  for  Colorfastness  of 

14.71 ,  ASTM  D583  Test.  Meth.  for  Water  Resistance  of 

83  Test  Meth.  for  Water  Resistance  of 

583  Test  Meth.  for  Water  Repellency  of 

Sid.  Meth.  of  Test  for  Breaking  Load  and  Elongation  of 
Water  Resistance  of 
Removal  of  Rubber  From 
Tent.  Meth.  of  Test  for  Flammability  of  Finished 
Worth  Street  Rules;  for  the 
Std.  Definitions  of  Terms  Relatmg  to 
Rec.  Pract.  for  Interlaboratory  Testing  of 
for  Statements  on  Precision  and  Accuracy  in  Test  Meth.  of 
inear  Density  of  Fibers.  Yarn  and  Intermediates,  and  Other 
Std.  Meth.  for  Measuring  Thickness  of 
Fire  Hazard  Protection  Rec.  for 
guide  for  Improved  and  Permanent  Care  Labeling  of  Consumer 
Test  Meth.  for  Colorfastness  of 
14.180  Multiple  Sample  Test  Meth.  of 

14.126  Single  Sample  Test  Method  of 

Std.  Definitions  of 

71)  ANSI  L14.149  Test  Meth.  for  Colorfastness  of 

th.  for  Operating  Machine  for  Test.  Abrasion  Resistance  of 
h.  for  Evaluation  of  Wettability  Applicable  to  Fabrics  and 
Test  Meth.  for  Colorfastness  of 
Test  Meth.  for  Colorfastness  of 
Test  Meth.  for  Resistance  of 
Darkness  (1971)  Test  Meth.  for  Colorfastness  of 

971)  Test  Meth.  for  Colorfastness  of 

te  Light  and  Darkness  (1/  Test  Meth.  for  Colorfastness  of 

ous  Light  (1971)  Test  Meth.  for  Colorfastness  of 

General  Test  Meth.  of  Colorfastness  to  Light  of 
Test  Meth.  for  Colorfastness  to  Sunlight  of 
and  Rot  Resistance  of  Textiles:  Fungicides,  Evaluation  on 
Test  Meth.  for  Identification  of  Fibers  in 
Test  Meth.  for  Quantitative  Analysis  of 
Test  Meth  for  Insect  Pest  Deterrents  on 
Test  Meth.  for  Mildew  and  Rot  Resistance  of 
Std.  Meth.  of  Test  for  Freeze 
Tent.  Test  Meth.  for  Determining  Freeze 
Std.  Test  Meth.  for  Freeze 
(1960)  Std.  Test  Meth.  for  Evaluation  of  Freezing  and 

Std.  Meth.  of  Freezing  and 
td.  Test  Meth.  for  Soundness  of  Aggregates  by  Freezing  and 
est  Meth.  for  Resistance  of  Concrete  to  Rapid  Freezing  and 
eproducing  Systems  (1969)  Rec.  Pract.  Spec,  for 

ec.  Pract.  Spec,  for  35mm  Subjective  Picture  Test  Film  for 
Std.  Spec,  for  Screen  Luminance  for  Indoor  Motion  Picture 
roscenium  Type  Stages  (1968)  Rec.  Lighting  for 

pract.  Spec,  for  Maintaining  an  Emulsion  in  Orientation  on 
Tent.  Meth.  for  Distillation  of  Crude  Petroleum  (15 
recaulions  in  the  Management  of  Patients  Who  Have  Received 
ements.  Enclosures  Mounting,  Termination  and  Size,  Coil  or 

Rec.  Pract.  for 

Probe  (1970)  Std.  Test  Meth.  for 

Test.  Meth.  for  Determination  of  the 
e  (1970)  Std.  Test  Meth.  for 

paralus  (1970)  Std.  Test  Meth.  for  Estimating  the 

flow  Meter  (1970)  Sid.  Meth.  of  Test  for 

60)  Tent.  Std.  for 

mponents  (1971)  Safely  Std.  for 

71)  Std.  Test  Meth.  for 

thermostat  Metal  (1970)  ANSI  Z155/  Std.  Melh.  of  Test  for 

1968)  ANSI  C59.93  Std.  Test  Meth.  for  Relative 

qui/  Guide  for  the  Preparation  of  Test  Procedures  for  the 

iais  (1968)  Std.  Meth.  for 

elroleum  Origin  and  A/  Std.  Test  Meth.  for  Coefficient  of 

Test  Meth.  for  Coefficient  of  Linear 
Std.  Test  Meth.  for  Coefficient  of  Linear 
1970)  Std.  Meth.  for  Linear 

of  Test  for  Thickness  and  Density  of  Blanket  or  Batt  Type 
Std.  Spec,  for  Amosite  Asbestos 
n  Buildings  (1970)  Std.  Spec,  for  Mineral  Fiber  Blanket 

Std.  Spec,  for  Preformed  Flexible  Elastomeric  Cellular 
Std.  Meth.  for  Oxyacetylene  Ablation  Test,  of 
guide  for  Properties  and  Tests  of  Mastics  and  Coatings  for 
Std.  Spec,  for  Mineral  Fiber  Block  and  Board 
th.  for  Conducting  Exterior  Exposure  Tests  of  Finishes  for 
.  of  Test  for  Compressive  Strength  of  Preformed  Block  Type 
Std.  Spec,  for  Diatomaceous  Earth  Block  and  Pipe 
Std.  Test  Meth.  for 

edar  and  Alaska  Yellow  Cedar  Poles  (1971)  Full  Length 


Tex  Sy.stem  to  Designate  Linear  Density  of  Fibers,  Yarn  ASTM 

Textbooks  (Books)  (1969)  NASTA 

Textile  Desizing  (1970)  ANSI  L14.I47  AATCC 

Textile  Fabrics  to  Oxides  of  Nitrogen  in  the  Atmosphere  AATCC 

Textile  Fabrics  to  Ozone  in  the  Atmosphere  (1971)  ANSI  AATCC 

Textile  Fabrics  to  Water  and  Light:  Alternate  Exposure  AATCC 

Textile  Fabrics  (Impact  Penetration  Test)  (1971)  ANSI  I.  AATCC 

Textile  Fabrics  (Rain  Test)  (1971)  ANSI  L14.74,  ASTM  D5  AATCC 

Textile  Fabrics  (Spray  Test)  (1967)  ANSI  L14.60,  ASTM  D  AATCC 

Textile  Fabrics  (1970)  ANSI  L14.184  ASTM 

Textile  Fabrics:  Hydrostatic  Pressure  Test  Meth.  (1971)  AATCC 

Textile  Fibers  (1968)  ABFLO 

Textile  Floor  Covering  Materials  (1970)  ASTM 

Textile  Industry  (1964)  ATMI 

Textile  Materials  (1970)  ASTM 

Textile  Materials  (1970)  ASTM 
Textile  Materials  (1970)  Tent.  Rec.  Pract.  ASTM 
Textile  Materials  (1970)                /He  Tex  System  to  Designate  L  ASTM 

Textile  Materials  (1970)  ANSI  L14.137  ASTM 

Textile  Mills  (1971)  EMS 

Textile  Products  (1967)  NRMA 

Textile  Resistance  to  Steam  Pleating  (1971)  ANSI  L14.24  AATCC 

Textile  Tensile  Loss  by  Retained  Chlorine  (1971)  ANSI  L  AATCC 

Textile  Tensile  Loss  by  Retained  Chlorine  (1971)  ANSI  L  AATCC 

Textile  Terms  (1968)  ANSI 

Textile  Yarns  and  Fabrics  to  Chlorinated  Pool  Water  (19  AATCC 
Textile  Yarns  (1970)  ANSI  L14.222                                Std.  Me  ASTM 
Textiles  in  Yarn  Form  (1971)  ANSI  L14.75                   Test  Met  AATCC 

Textiles  to  Daylight  (1971)  AATCC 

Textiles  to  Dry  Heat  (Excluding  Pressing)  (1971)  AATCC 

Textiles  to  Insects  (1971)  ANSI  L14.64  AATCC 

Textiles  to  Light:  Carbon  Arc  Lamp,  Alternate  Light  and  AATCC 

Textiles  to  Light:  Carbon  Arc  Lamp,  Continuous  Light  (1  AATCC 

Textiles  to  Light:  Water  Cooled  Xenon  Arc  Lamp,  Alterna  AATCC 

Textiles  to  Light:  Water  Cooled  Xenon  Arc  Lamp,  Continu  AATCC 

Textiles  (1971)  AATCC 

Textiles  (1971)  AATCC 
Textiles  (1971)                                        Test  Meth.  for  Mildew  AATCC 

Textiles  (1971 )  ANSI  L14.131  AATCC 

Textiles  (1971)  ANSI  L14. 132  AATCC 

Textiles  (1971)  ANSI  L14.65  AATCC 

Textiles:  Fungicides,  Evaluation  on  Textiles  (1971)  AATCC 

Thaw  Resistance  of  Latex  and  Emulsion  Paints  (1968)  ASTM 

Thaw  Resistance  of  Liquid  Polishes  (1968)  CSMA 

Thaw  Stability  of  Multicolor  Lacquers  (1968)  ASTM 

Thawing  of  Air  Entraining  Additions  to  Portland  Cement  AASHO 

Thawing  Tests  of  Compacted  Soil  Cement  Mixtures  (1970)  AASHO 

Thawing  (1962)  AASHO 
Thawing  (1971)                                                              Std.  T  ASTM 

Theater  Test  Film  for  Motion  Picture  Projection  Sound  R  SMPTE 

Theaters  and  Review  Rooms  (1968)  SMPTE 

Theaters  (1970)  ANSI 

Theatrical  Presentations  on  Educational  and  Community  P  lES 
Theatrical  Release  Prints  (1970)                                          Rec.  SMPTE 

Theoretical  Plate  Column)  (1970)  ASTM 
Therapeutic  Amounts  of  Radionuclides  (1970)                    Rec.  P  NCRPM 

Thermal  Actuator,  Operation,  Electrical  Characteristics  NARM 

Thermal  Analysis  of  Metals  and  Alloys  (1969)  ANSI  Z30.2  ASTM 

Thermal  Conductivity  of  Cellular  Plastics  by  Means  of  A  ASTM 

Thermal  Conductivity  of  Cured  Epoxy  Resin  Systems  (1969  SPI 

Theimal  Conductivity  of  Electrical  Grade  Magnesium  Oxid  ASTM 

Thermal  Conductivity  of  Leather  with  the  Cenco  Fitch  Ap  ASTM 

Thermal  Conductivity  of  Materials  by  Means  of  the  Heat  ASTM 

Thermal  Conductivity  of  Structural  Insulating  Board  (19  TAPPI 

Thermal  Cutoffs  for  Use  in  Electrical  Appliances  and  Co  UL 

Thermal  Cycling  of  Plated  Plastics  (Electroplating)  (19  ASEP 

Thermal  Deflection  Rate  of  Spiral  and  Helical  Coils  of  ASTM 

Thermal  Endurance  of  Film  Insulated  Round  Magnet  Wire  ASTM 

Thermal  Evaluation  of  Insulation  Systems  for  Electric  E  IEEE 

Thermal  Evaluation  of  Rigid  Electrical  Insulating  Mater  ASTM 

Thermal  Expansion  of  Electrical  Insulating  Liquids  of  P  ASTM 

Thermal  Expansion  of  Epoxy  Casting  Systems  (1969)  SPI 

Thermal  Expansion  of  Plastics  (1970)  ASTM 

Thermal  Exoansion  of  Rigid  Solids  with  Interferometry  ASTM 
Thermal  Insulating  Materials  (1970)  ANSI  Z98.8                /  Meth.  ASTM 

Thermal  Insulation  for  Pipes  (1971)  ASTM 

Thermal  Insulation  for  Wood  Frame  and  Light  Constructio  ASTM 

Thermal  Insulation  in  Sheet  and  Tubular  Form  (1970)  ASTM 

Thermal  Insulation  Materials  (1970)  ASTM 
Thermal  Insulation  (1969)                                                   Std.  ASTM 

Thermal  Insulation  (1970)  ASTM 
Thermal  Insulation  (1970)  ANSI  Z98.32  Std.  Me  ASTM 
Thermal  Insulation  (1970)  ANSI  Z98.6                        Std.  Meth  ASTM 

Thermal  Insulation  (1971)  ASTM 

Thermal  Oxidative  Stability  of  Propylene  Plastics  (1969  ASTM 

Thermal  Process  Preservative  Treatment  of  Western  Red  C  AWPA 
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103 

23 

109 

125 

42 

35 

22 
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127 

D-22 
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D123 

D990 
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114 

92 

L22.60.1 
105 

D1379 

39 
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117 

24 
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16 

168 

30 
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20A 
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30 

D2243 
60 

D2337 

T188 

T136 

T103 

C666 

RP35 

RP33 

PH22.124 

CP34 

RP39 

D2892T 

R37 

*1.7 

E14 

D2326 

ERF22 

D2858 

D2214 

C518 

TIOOO 

1020 
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B389 

D2307 

99 

D2304 

D1903 
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E289 
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C165 
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epole  Pine  Poles  Preservative  Treatment  by  the  Full  Length 
d.  for  Preservative  Treatment  of  Incised  Pole  Butts  by  the 
ot  Equipm/  Specifying  a  Relay;  Spec,  for  Vending  Machine, 

lay  in  Model  1234  Airborne  Gyro  Automatic  Pilot  Equipment, 


Type  Building  Insu/ 
(1969)  ANSI  ZII.273 

ZII.I48 
s  (1970) 
minaires  (1968) 
kable  1.6  to  1  / 


Rec.  Pract.  for  Determination  of  the 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
Std.  Terminology  and  Definition  for  Filled 
Meth.  for  Photometric  and 
Spec,  for  Tubing,  Electrical  Insulation, 


s  (1971) 
Gas  Turbine  Engines)  (1971) 


66) 

1  Z7 1 . 1 

s) (1970) 


Non  Structural  Deck  (Roofing); 
Spec,  for  Dental  Duplicating  Material 
Std,  for 
Flange 
Std,  for 

mperature  Electromotive  Force  Relation  for  Iron  Constantan 

970)  ANSI  Z155.4  Std,  Meth.  of  Test  for 

Std,  for 

Std.  for  Temperature  Resistance  Values  for 
Std.  Spec,  for  ASTM 
Std.  for  Clinical 
Std.  for  Thermocouple 
Std.  for  Bimetallic 
Std.  for  Liquid  in  Glass  Industrial 
Std.  for  Resistance 
Filled  System 

Rec.  Spec,  for  General  Purpose  Glass  Laboratory 

971)  ANSI  C33.2I  Safety  Std.  for 
ircuit  Cables  (1970)  ANSI  C33.60  Safety  Std.  for 

Rec.  Pract.  for  Injection  Molding  of  Specimens  of 
ing  Weight)  (19/  Std.  Test  Meth.  for  Impact  Resistance  of 

Std.  Meth.  of  Determining  Dimensions  of 
Rec.  Hydrostatic  Strengths  and  Design  Stresses  for 
rec.  Service  (Design)  Factors  for  Pressure  Applications  of 
Std.  Meth.  for  Obtaining  Hydrostatic  Design  Basis  for 
Rec.  Meth.  for  Obtaining  Hydrostatic  Design  Basis  for 
for  Developing  Recommended  Hydrostatic  Design  Stresses  for 
Tent.  Rec.  Pract.  for  Underground  Installation  of 
rties)  and  Resin  Charactenstics,  Properties  of  Commercial 
Std.  Test  Meth.  for  Linear  Shrinkage  of 
Std.  for  Laminated 
Resin,  Polyimide, 

wiring  (1969)  Rec.  Pract.  for  Low  Tension  Cable 

d  Cleaning  Copper  Clad  Electrical  Insulating  Materials  and 
Std.  Spec,  for  Copper  Clad 
Std.  Spec,  for  Threads  for  Reinforced 
Meth.  of  Test  for  Cyclic  Pressure  Strength  of  Reinforced, 
the  Transmission  and  Distribution  of  Elect/  Cross  Linked 

e  Rated  0  to  2000v  (1970)  Std.  Spec,  for  Crosslinked 

e  Rated  2001  to  15,  OOOv  (1970/  Std,  Spec,  for  Crosslinked 

Std.  for  Industrial  Laminated 
Pressure  Sensitive  Electrical  Tape 
Tent.  Spec,  for  Reinforced 
Spec,  for  Aluminum  Coating,  Corrosion  and  Heat  Resistant 
eth.  of  Test  for  Mechanical  Torque  Rate  of  Spiral  Coils  of 
for  Thermal  Deflection  Rate  of  Spiral  and  Helical  Coils  of 
ers(1967)  Component  Std.  for 

Std.  for 

Sid.  Listing  Requirements  for  Gas  Appliance 
uctural  Steel  with  50,  000  psi  Minimum  Yield  Point  to  4  In, 
uctural  Steel  with  50,  000  psi  Minimum  Yield  Point  to  4  In. 
nsulating  Materials  (1970)  ANSI  Z/  Std.  Meth.  of  Test  for 

r  Aluminum  Sheet  and  Plate;  Commercial  Roofing  and  Siding; 
netic)  Test  Meth.  (196/  Rec.  Pract.  for  Measuring  Coating 

for  Highways  and  Streets  (1970) 

Std.  for  the 
Rec.  Test  for  the 

(1970)  Std.  Meth.  for  Measuring  the 

Std.  Designation  for 
Std.  Meth.  for  Measurement  of 
Std.  Meth.  for  Measuring 
Std.  for 

Pressure  Sensitive  Tape 
Tent.  Meth.  of  Test.  Plywood  in  Shear  Through  the 
flammability  of  Hardened  Epoxy  Compounds  Over  0.050  In.  in 
inimum  Master  Gage  for  Checking  A.A.R.  Std.  Minimum  Flange 
lange  Steel  Wheels  (Railway  Cars/  Std.  for  Maximum  Flange 

aximum  Master  Gage  for  Checking  A.A.R.  Std.  Maximum  Flange 
inimum  Master  Gage  for  Checking  A.A.R.  Std.  Maximum  Flange 
ve  Coatings  on  Non/  Std.  Meth.  for  Measurement  of  Coating 

on  Magnetic  Basis  /  Std.  Meth.  for  Measurement  of  Coating 

kel  Coatings  on  Ma/  Std.  Meth.  for  Measurement  ot  Coating 

Code  for  Design  Stresses  and  Minimum 
Std.  Test.  Procedure  for  Measuring  Wall 


Thermal  Process  (1971 )  Lodg 
Thermal  Process,  Western  Red  Cedar,  Northern  White  Ceda 
Thermal  Relay  in  Model  1234  Airborne  Gyro  Automatic  Pil 
Thermal  Relays  in  Domestic  Electric  Heat  Panels,  Enviro 
Thermal  Resistance  of  Aluminum  Siding  (1964) 
Thermal  Resistance  of  Low  Density  Mineral  Fiber  Blanket 
Thermal  Shock  Sensitivity  ot  Dry  Solid  Film  Lubricants 
Thermal  Stability  of  Aviation  Turbine  Fuels  (1970)  ANSI 
Thermal  Systems  of  Remote  Sensing  Temperature  Regulator 
Thermal  Test,  of  Air  and  Liquid  Cooled  Heat  Transfer  Lu 
Thermally  Welded  Polyethylene  Terephthalate,  Heat  Shrin 
Thermistor  Definitions  and  Test  Meth.  (1971) 
Thermo  Setting  Insulating  Fill  (1970) 
(Thermo-Reversible  and  Nonreversible)  (1968) 
Thermocompression  Wire  Bonding  for  Semiconductor  Device 
(Thermocouple  for  Mounting  Temperature  Sensing  Probes  in 
Thermocouple  Thermometers  (Pyrometers)  (1963) 
Thermocouples  (1956)  Te 
Thermoelectric  Power  of  Electrical  Resistance  Alloys  (1 
Thermoformed  Plastic  Skin  Packaging  (1971) 
Thermometer  Elements  of  Platinum,  Nickel  and  Copper  (19 
Thermometers  (Including  Tentative  Revisions)  (1970)  ANS 
Thermometers  (Maximum  Self  Registering,  Mercury  in  Glas 
Thermometers  (Pyrometers)  (1963) 
Thermometers  (1962) 
Thermometers  (1962) 
Thermometers  (1963) 
Thermometers  (1963) 
Thermometers  (1965) 

Thermoplastic  and  Rubber  Electrical  Insulating  Tapes  (1 
Thermoplastic  Insulated  Underground  Feeder  and  Branch  C 
Thermoplastic  Materials  (1969)  ANSI  K66.7 
Thermoplastic  Pipe  and  Fittings  by  Means  of  a  Tup  (Fall 
Thermoplastic  Pipe  and  Fittings  (1970) 
Thermoplastic  Pipe  Compounds  (1971) 
Thermoplastic  Pipe  Materials  (1968) 
Thermoplastic  Pipe  Materials  (1969) 
Thermoplastic  Pipe  (1968) 

Thermoplastic  Pipe  (1971)  Policies  and  Procedures 

Thermoplastic  Pressure  Piping  (1969) 
Thermoplastics;  Molding  Rec;  Annealing  of  Parts;  and  C 
Thermosetting  Casting  Systems  During  Cure  (1969) 
Thermosetting  Decorative  Sheets  (1971) 
Thermosetting  High  Heat  (290c  (554f))  Resistant  (1970) 
Thermosetting  Insulation  Used  in  Automotive  Electrical 
Thermosetting  Laminates  for  Electrical  Testing  (1968) 
Thermosetting  Laminates  for  Printed  Wiring  (1968) 
Thermosetting  Plastic  Pipe  (1967) 

Thermosetting  Plastic  Pipe  (1969)  Std.  Test 

Thermosetting  Polyethylene  Insulated  Wire  and  Cable  for 
Thermosetting  Polyethylene  Insulation  for  Wire  and  CabI 
Thermosetting  Polyethylene  Insulation  for  Wire  and  Cabl 
Thermosetting  Products  (1971) 
Thermosetting  Properties  Test  Meth.  (1970) 
Thermosetting  Resin  Line  Pipe  (1971) 
Thermosetting,  Inorganic  Binder  (1971) 

Thermostat  Metal  (1970)  ANSI  Z155.18  Std.  M 

Thermostat  Metal  (1970)  ANSI  Z155.20  /.  Meth.  of  Test 

Thermostatic  Expansion  Valves  for  Vehicle  Air  Condition 
Thermostatic  Refrigerant  Expansion  Valves  (1970) 
Thermostats  (1963) 

Thick  (1970)  ID.  Spec,  for  High  Strength  Low  Alloy  Str 

Thick  (1971)  IV).  Spec,  for  High  Strength  Low  Alloy  Str 

Thickness  and  Density  of  Blanket  or  Batt  Type  Thermal  I 

Thickness  and  Tolerances  (1970)  Std.  Fo 

Thickness  by  Magnetic  Field  or  Eddy  Current  (Electromag 

Thickness  Design  Full  Depth  Asphalt  Pavement  Structures 

Thickness  Design  of  Ductile  Iron  Pipe  (1971)  ANSI  A21.5 

Thickness  of  Disposable  Soft  Goods  (1970) 

Thickness  of  Metallic  Coatings  by  the  Coulometric  Meth. 

Thickness  of  Photographic  Paper  (1968) 

Thickness  of  Sandwich  Cores  (1970) 

Thickness  of  Textile  Materials  (1970)  ANSI  L14.137 

Thickness  (Caliper)  of  Paper  and  Paperboard  (1968) 

Thickness  (Caliper)  Test  Meth.  (1966) 

Thickness  (1969) 

Thickness  (1969)  ASTM  D635  Test  Meth.  for 

Thickness,  Height  and  Throat  Radius  Gage  for  New  One  We 
Thickness,  Height  and  Throat  Radius  Gage  for  New  Wide  F 
Thickness,  Height  and  Throat  Radius  Gage  for  New  Wide  F 
Thickness,  Height  and  Throat  Radius  Gage  for  New  Wide  F 
Thicknesses  by  the  Eddy  Current  Test  Meth.:  Nonconducti 
Thicknesses  by  the  Magnetic  Meth.  Nonmagnetic  Coatings 
Thicknesses  by  the  Magnetic  Meth.:  Electrodeposited  Nic 
Thicknesses  for  Heating  Boilers  (1971) 
Thicknesses  of  Fibre  Cans,  Tubes  and  Cores  (1968) 


AWPA 

AWPA 

NARM 

NARM 

AAMA 

ASTM 

ASTM 

ASTM 

FCI 

lES 

SAE 

EIA 

NRCA 

ADA 

SAE 

SAE 

SAMA 

SAMA 

ASTM 

NSA 

SAMA 

ASTM 

use 

SAMA 

SAMA 

SAMA 

SAMA 

SAMA 

SAMA 

UL 

UL 

ASTM 

ASTM 

ASTM 

SPI 

SPI 

ASTM 

SPI 

SPI 

ASTM 

ASEP 

ASTM 

NEMA 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

NEMA 

ASTM 

ASTM 

NEMA 

PSTC 

API 

SAE 

ASTM 

ASTM 

IMACA 

ARI 

ANSI 

AASHO 

ASTM 

ASTM 

AA 

ASTM 

AI 

AWWA 

DA 

ASTM 

ANSI 

ASTM 

ASTM 

TAPPI 

PSTC 

ASTM 

SPI 

AAR 

AAR 

AAR 

AAR 

ASTM 

ASTM 

ASTM 

ASME 

CCTI 


CIO-71 

C7-71 

•1.7 

*1.7 

*2 

C653 

D2511 

D1660 

70-1 

LM30 

AMS3591 

RS275-A 

*2-I23 

20 

AS1190 

ARP465A 

PMC8-10 

PMC9-I1 

B77 

3445 

PMC2I-4 
El 

PS39 

PMC8-10 

PMC4-1 

PMC7-1 

PMC5-10 

PMC6-10 

LAI 

510 

493 

D1130 

D2444 

D2122 

PPI-TR4 

PPI-TR9 

D2837 

PPI-TR2 

PPI-TR3 

D2774 

3 

D2566 
LDl 

AMS3618 

J878A 

D1825 

D1867 

D1694 

D2143 

WC7 

D2655 

D2656 

LIl 

53 

5LR 

AMS3I26 

B362 

B389 

301 

750 

Z21.23 

M222 

A588 

C167 

•287.28 

E376 

MSI 

H3 

120.0 

B504 

PHl.l 

C366 

D1777 

T411 

33 

D2719 
ERF7 

MSRP-B-96B 

MSRP-B-421 

MSRP-B-96 

MSRP-B-96A 

B529 

B499 

B530 

BPVCIVHF3 
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t  Meth.  for  Effect  of  Heal  and  Air  on  Asphaltic  Materials 
of  Test  for  Effect  of  Heat  and  Air  on  Asphaltic  Materials 
Test  Meth.  for  Stiffness  of 
tension  and  Orientation  Release  Stress  of  Plastic  Film  and 
Vent  Pipe  and  Finings  (1971 )  Std.  Spec,  for  3  In. 

welded.  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb+ta) 
Std.  Meth.  of  Qualitative  Determination  of  Nature  of 
Std.  Test  Meth.  for  Ester  Value  of  Lacquer  Solvents  and 
Std.  Spec,  for  Natural  Muscovite  Mica  and 
Dilauryl 
Ammonium 

Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Short 
high  Pressure  Well  Service)  (1960) 

ads  (1971)  Spec,  for  Threading,  Gaging,  and 

Screw,  Hex  Head,  TRI  Wing  Recess,  A286  CRES,  Full 
g  Process)  (1970)  Spec,  for  Screw 

ensional  Requirements  for  Duplex  Face  and  Single  Face  Flat 
Std.  for  High  Performance 
crew,  100  Deg.  Oval  Head,  TRI  Wing  Recess,  A286  CRES,  Full 
rew,  100  Deg.  TRI  Wing  Recess,  6al-4v  Titanium  Alloy,  Full 
r  Bolt  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Short 
r  Bolt,  100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Long 
o-Ring  (1970)  Packing,  Preformed,  Straight 

0-Ring  (1970)  Packing,  Preformed,  Straight 

Std.  for  Class  5  Interference  Fit 
Std.  Part  Screw,  Self  Locking,  Flat  100  Deg.  Head,  Full 
Std.  Part  Screw,  Self  Locking,  Pan  Head,  Full 
Std.  Part  Screw,  Self  Locking,  Flat  Fillister  Head,  Full 
Std.  Part  Bolt  Flat  Pan  Head,  Hi  Torque  Recess,  Full 
Std.  Part  Bolt,  Flat  Pan  Head,  Hi  Torque  Recess,  Short 
Std.  Part  Bolt  Flat  Pan  Head,  Hi  Torque  Recess,  Long 
Std.  Part  Bolt,  Flat  Pan  Head,  Full 
Std.  Part  Bolt  100  Deg.  Flush  Tension  Head,  Full 
Std.  Part  Screw,  Machine  Pan  Head,  Cross  Recessed,  Full 
.  Part  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess,  Long 
Bolt,  100  Deg.  Flush  Tension  Head,  Hi  Torque  Recess,  Full 
Bolt  100  Deg.  Flush  Tension  Head.  Hi  Torque  Recess,  Short 
alloy  Steel  and  Corrosion  Resisting  Steel.  Unified  Fine  3a 
el  and  Corrosion  Resisting  Steel.  Unified  Coarse  3a  and  2a 
Tension  Head  Hi  Torque  Recess.  .0156  Oversize  Shank  Short 
Tension  Head  Hi  Torque  Recess,  .0312  Oversize  Shank  Short 
Screw,  Hex  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full 
ew.  Hex  Head,  Tri  Wing  Recess.  6al-4v  Titanium  Alloy,  Full 
d  Head,  Tri  Wing  Recess,  Close  Tolerance,  A286  CRES,  Short 
Head,  Tri  Wing  Recess  Close  Tolerance.  Alloy  Steel.  Short 
wing  Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Short 
Std.  Part  Bearing  Rod  End,  External 
head,  Tri  Wing  Recess,  Close  Tolerance,  Alloy  Steel,  Short 
Screw,  100  Deg.  Head,  Tri  Wing  Recess,  Alloy  Steel,  Full 
Screw,  100  Deg.  Head,  Tri  Wing  Recess.  A286  CRES.  Full 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Short 
Bolt,  Hex  Head,  Close  Tolerance,  A286  CRES,  Short 
Bolt,  Hex  Head,  Close  Tolerance,  Alloy  Steel,  Long 
It,  Hex  Head,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Long 
,  Hex  Head,  Close  Tolerance,  6al-4v,  Titanium  Alloy,  Short 
Head,  Tri  Wing  Recess.  Close  Tolerance,  Alloy  Steel,  Long 
wing  Recess,  Close  Tolerance  6al-4v  Titanium  a  Alloy,  Long 
g.  Head,  Tri  Wing  Recess.  Close  Tolerance,  A286  CRES,  Long 
Head,  Tri  Wing  Recess,  Close  Tolerance.  A286  CRES.  Short 
Wing  Recess.  Close  Tolerance,  6al-4v  Titanium  Alloy  Short 
Std.  for  Boss  Fluid  Connection,  Internal  Straight 
Std.  Part  Screw,  Machine,  Pan  Head,  Full 
Std.  Part  Screw,  Machine,  Flat  Fillister  Head,  Full 
Std.  Part  Screw,  Machine,  Flat  100  Deg.  Head.  Full 
std.  Part  Screw,  Machine,  Pan  Head.  Close  Tolerance.  Short 
Std.  Part  Screw.  Machine,  Flat  82  Deg.  Head,  Full 
Std.  Part  Screw.  Machine,  Flat  100  Deg.  Head,  Short 
Std.  Part  Screw,  Machine,  Pan  Head,  Short 
Screw,  Machine,  Pan  Head  Modified,  Close  Tolerance,  Short 
screw  Machine,  Flat  Fillister  Head,  Close  Tolerance,  Short 
screw.  Machine.  Flat  100  Deg.  Head.  Close  Tolerance.  Short 
onlocking  (1970)  Bolt.  Pan  Head.  Close  Tolerance,  Short 

nonlocking  (197/  Screw,  Machine  Flat  Fillister  Head.  Full 

nlocking  (1970)  Boll.  Pan  Head,  Close  Tolerance,  Short 

niocking  (1970)  Screw,  Machine  Flat  Fillister  Head,  Full 

eking  and  Nonlock/  Bolt,  Pan  Head,  Close  Tolerance,  Short 

eking  and  Nonlo/  Screw,  Machine  Flat  Fillister  Head,  Full 

itlings.  Schedule  80  (1969)  Std.  for 

ervices  (1943)  Std. 

Std.  Pract.  for  Cast  Iron  Valves,  Flanged  and 
Std.  Pract.  for  Cast  Iron  Swing  Check  Valves,  Flanged  and 
std.  of  Mechanical  and  Quality  Requirements  for  Externally 
Rec.  Pract.  for  Decarburization  in  Hardened  and  Tempered 
Std.  for  Wrenching  Configuration,  Spline  Drive 
Rec.  Pract.  for  Torque  Tension  Test  Procedure  for  Steel 


(Thin  Film  Oven  Test)  (1968)  Std.  Tes 

(Thin  Film  Oven  Test)  (1969)  ANSI  A37.140  Std.  Meth. 

Thin  Paperboard  (1971) 

Thin  Sheeting  (1969)  Std.  Test  Meth.  for  Shrink 

Thin  Wall  Poly(Vinyl  Chloride)  Plastic  Drain.  Waste  and 

Thin  Wall  (1971)  Spec,  for  Steel  Tubing. 

Thinner  in  Solvent  Type  Paints  (1968) 

Thinners  (1969) 

Thins  Based  on  Visual  Quality  (1971)  ANSI  C.'i9.27 
Thiodipropionate  (1965) 
Thioglycolate.  Cosmetic  Grade  (1959) 
Thioglycolic  Acid,  Cosmetic  Grade  (1964) 

Thread  Alloy  Steel,  160,  000  psi  (1971)  Std.  Part 

Thread  Compounds  (for  Casing  and  Tubing  Connections  in 
Thread  Inspection  of  Casing,  Tubing,  and  Line  Pipe  Thre 
Thread  Nonlocking  (1970) 

Thread  Requirements  for  Bolts,  Screws  and  Studs  (Rollin 
Thread  Rolling  Dies  (1968)  Std.  for  Dim 

Thread  Rolling  Screws  (1970) 
Thread  Self  Locking  and  Nonlocking  (1970) 

Thread  Self  Locking  and  Nonlocking  (1970)  Sc 

Thread  Titanium  Alloy  (1970)  Std.  Fo 

Thread  Titanium  Alloy  (1970)  Std.  Fo 

Thread  Tube  Fitting  Boss,  Mil-R-25897  Rubber.  75  Shore 

Thread  Tube  Fitting  Boss.  Mil-R-25897  Rubber,  90  Shore, 

Thread  (1963) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971) 

Thread  (1971)  Std 
Thread  (1971)  Std.  Part 

Thread  (1971)  Std.  Part 

Thread  (1971)  /D  and  Drilled,  Plain  and  Self  Locking. 

Thread  (1971)  /Lied.  Plain  and  Self  Locking.  Alloy  Ste 

Thread.  Alloy  Steel.  160.  000  psi  (1971)  /GO  Deg.  Flush 

Thread,  Alloy  Steel,  160,  000  psi  (1971)  /OO  Deg.  Flush 

Thread,  Nonlocking  (1970) 

Thread,  Nonlocking  (1970)  Scr 
Thread,  Nonlocking  (1970)  Bolt,  100  Deg.  Reduce 

Thread,  Nonlocking  (1970)  Bolt,  100  Deg.  Reduced 

Thread,  Nonlocking  (1970)  /lOO  Deg.  Reduced  Head,  Tri 

Thread,  Self  Aligning,  Anti  Friction  (1971) 
Thread,  Self  Locking  and  Nonlocking  (1967) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Self  Locking  and  Nonlocking  (1970) 
Thread,  Shallow  Tap  (1970) 
Thread,  Torq  Set  (1971) 
Thread,  Torq  Set  (1971) 
Thread,  Torq  Set  (1971) 
Thread.  Torq  Set  (1971) 
Thread,  Torq  Set  (1971) 
Thread,  Torq  Set  (1971) 
Thread,  Torq  Set  (1971) 

Thread,  Torq  Set  (1971)  Std.  Part 

Thread,  Torq  Set  (1971)  Std.  Part 

Thread,  Torq  Set  (1971 )  Std.  Part 

Thread.  Tri  Wing  Recess,  Alloy  Steel  Self  Locking  and  N 
Thread,  Tri  Wing  Recess,  Alloy  Steel,  Self  Locking  and 
Thread,  Tri^  Wing  Recess,  A286  CRES,  Self  Locking  and  No 
Thread,  Tri_Wing  Recess,  A286  CRES,  Self  Locking  and  No 
Thread,  Tri  Wing  Recess,  Titanium  Alloy  6al-4v,  Self  Lo 
Thread,  Tri  Wing  Recess,  Titanium  Alloy,  6al-4v  Self  Lo 
Threaded  Acrylonitrile  Butadiene  Styrene  Plastic  Pipe  F 
Threaded  Cast  Iron  Pipe  for  Drainage,  Vent,  and  Waste  S 
Threaded  Ends  (1970) 
Threaded  Ends  (1970) 

Threaded  Fasteners  Used  in  Automotive  and  Related  Indus 
Threaded  Fasteners  (1969) 
Threaded  Fasteners  (1970) 
Threaded  Fasteners  (1970) 


/  100  Deg. 


Bo 
Bolt 
/,  100  Deg. 
/Head,  TRI 
/Lt,  100  De 
/T,  100  Deg 
/O  Deg.  Tri 
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NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 
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ANSI 
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TI79 

D1754 

UM-404 

D2838 

D2949 

AMS5558A 

D2349 

D1617 

D351 

94 

32 

31 

1503 

BUL5A2 
5B 

6000-3 
AS3062 
109 
112 

6500-6 

5800-6 

1083 

663 

1595 

1596 

B1.12 

1189 

1190 

1 191 

1216 

1217 

1218 

1579 

1582 

1635 

1221 

1219 

1220 

1351 

1352 

1243 

1253 

5900-3 

6100-3 

4803-16 

4703-16 

4903-16 

659 

4400-16 

5600-6 

5700-6 

6203-20 

6303-20 

6604-20 

6804-20 

6403-20 
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4304-16 

4204-16 

4500-16 

4600-16 

AS1171 

1100 

1101 

1102 

1131 

1393 

1620 

1630 
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5300-6 
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5400-6 
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SP70 
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J429E 

J121 

ASI159 

J174 
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rameters  for  Bolls  and  Screws;  External  Wrenching,  Unified 

Std.  for  Malleable  Iron 
chedule  80  (1969)  Std.  Spec,  for 

Std.  for  Drills.  High  Speed  Steel 
Std.  Part  Pin 
Std.  Part  Pin 

s.  Steel,  Corrosion  and  Heal  Resistant,  Heat  Treated,  Roll 
osion  and  Heat  Resistant,  Upset  Headed,  Heat  Treated,  Roll 
Fasteners,  Alloy  Steel,  Externally 
Fasteners,  A286  CRES,  Externally 
Fasteners,  6al-4v  Titanium  Alloy,  Externally 
Bolts  and  Screws,  Steel,  Alloy  Heat  Treated,  Roll 
Bolts  and  Screws,  Steel,  Corrosion  Resistant,  Roll 
Bolts  and  Screws,  Roll 
Its  and  Screws,  Titanium  Alloy,  6al-4v,  Heat  Treated,  Roll 
s.  Titanium  Alloy  6al-4v,  Upset  Headed,  Heat  Treated,  Roll 
eel.  Corrosion  Resistant,  Upset  Headed,  Heat  Treated,  Roll 
el.  Low  Alloy,  Heat  Resistant,  Hardened  and  Tempered,  Roll 
1,  Low  Alloy  Heat  Resistant,  Normalized  and  Tempered,  Roll 
Corrosion  and  Moderate  Heat  Resistant,  Heat  Treated,  Roll 
tant  195,  000  psi  Tensile  Strength  Hardened,  Tempered,  Roll 
220,  000  psi  Tensile  Strength,  Hardened  and  Tempered,  Roll 

Insert  Molded  In,  Blind 
sandwich  Panel  (1970)  Insert  Molded  in  Blind 

1(1970)  Insert  Molded  m  Bhnd 

1(1970)  Insert  Molded  In,  Thru 

s.  Steel,  Corrosion  and  Heat  Resistant,  Heat  Treated,  Roll 
osion  and  Heat  Resistant,  Upset  Headed,  Heat  Treated,  Roll 
rosion  and  Heat  Resistant.  Upset  Headed,  Heat  Treated  Roll 
ing,  and  Line  Pipe  Threads  (1971)  Spec,  for 

Std.  for  Screw 
Std.  Pipe 
National  Std  Screw 
Std.  Spec,  for 

td.  for  Bolt  Heads,  Nuts,  Castle  or  Slotted  Nuts  and  Screw 
d.  Nomenclature,  Definitions,  and  Letter  Symbols  for  Screw 

Std.  Dryseal  Pipe 
Std.  Spec,  for  Bone  Screw 
Std.  Taps  Cut  and  Ground 
ng,  and  Thread  Inspection  of  Casing,  Tubing,  and  Line  Pipe 
Bolt.  Hex  Head,  Close  Tolerance,  A286  CRES,  Long 
of  Neutron  Dose  to  Polymeric  Materials  and  Application  of 
bility  of  Materials  with  Liquid  Oxygen  (Impact  Sensitivity 
70)  Tent.  Meth.  of  Test  for  Reaction 

Checking  A.A.R.  Std.  Minimum  Flange  Thickness,  Height  and 
Checking  A.A.R.  Std.  Maximum  Flange  Thickness,  Height  and 
Checking  A.A.R.  Std.  Maximum  Flange  Thickness,  Height  and 
ilway  Cars/        Std.  for  Maximum  Flange  Thickness.  Height  and 

Std.  Indexable, 

erts  for  Cutting  Tools  (1969)  Std.  Indexable, 

Std.  for  Screws:  Machine,  Slotted  Head  Cap, 
Std.  for  Oil 
Std.  for 
Rec.  Std.  for  Pin 
Twine  for  Automatic 
Rec.  Pract.  for  License  Plate  and 
Spec,  for  Designs  of 
Std.  Spec,  for  Hot  Worked  High  Carbon  Steel 
Rec.  Std.  for  Concrete  Form  Twist  or  Snap 
End  Gate  Single 
End  Gate  Double 
Carloading  Pattern  (for  Rail  Shipment)  Single 
Carloading  Pattern  (for  Rail  Shipment)  Single 
y/  Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Double 

r  Rail  Shipment)  for  Bulk  Materials  in  Steel  Drums,  Double 
9)  Carloading  Pattern  (for  Rail  Shipment)  Single 

Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single 
(Rail  Shipment)  for  Bulk  Materials  Packed  in  Bags,  Single 
Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single 
e  Brick  In/  Carloading  Pattern  (for  Rail  Shipment)  Single 

ading  (for  Rail  Shipment)  for  Insulating  Firebrick,  Single 
area  (1959/  Carloading  Pattern  (for  Rail  Shipment)  Single 

of  Loose  /  Carloading  Pattern  (for  Rail  Shipment)  Single 

Carloading  Pattern  (for  Rail  Shipment  of  Brick)  Single 
rloadlng  Pattern  (for  Rail  Shipment;  Anchored  Load)  Single 
Carloading  Pattern  (for  Rail  Shipment)  Single 
rocesses  (1970)  Std.  for  Lumber,  Timbers,  Bridge 

Processes  (1970)  Std.  for  Cross 

Spec,  for  Railway  Cross 
Rec.  Pract.  for  Keel  and  Trailer 
Std.  for  Lumber,  Timbers,  Bridge  Ties  and  Mine 
Std.  for  Cross  Ties  and  Switch 
Spec,  for  Railway  Cross  Ties  and  Switch 
s,  for  Passenger  Equipment  Cars  (1970)  Std.  H 

anitation)  (1/  Spec,  and  Test  Meth.  for  Structural  Facing 

Acoustical 


Threaded  Inch  Series  (1970)  Std.  for  Design  Pa 

Threaded  Pipe  Unions  150.  250,  and  300  Lb.  (1970) 
Threaded  Poly  (Vmyl  Chloride)  Plastic  Pipe  Fittings,  S 
Threaded  Shank,  Sizes  1/16  In.  Thru  Letter  F  (1971) 
(Threaded  Shear  Protruding  Head)  (1971) 
Threaded  Shear  100  Deg.  Csk  Head  (1971) 

Threaded  Solution  and  Precipitation  Treated  (1970)  /Ew 
Threaded  1800f  (982.2c)  Solution  and  Precipitation  Trea 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 
Threaded  (1970) 


Ives  (1971) 


t  of  Brick)  (1959) 
t  of  Brick)  (1959) 


Bo 

Bolts  and  Screw 
Bolts  and  Screws.  St 
Bolts  and  Screws,  Ste 
Bolts  and  Screws,  Stee 
Bolls  and  Screws,  Steel. 
ID  Screws.  Steel.  Low  Alloy  Heat  Resis 
/Ews.  Steel,  Low  Alloy  Heat  Resistant, 
Threaded,  Self  Locking,  Floating,  Sandwich  Panel  (1970) 
Threaded,  Self  Locking,  Non  Self  Locking,  Lightweight, 
Threaded,  Self  Locking,  Non  Self  flocking.  Sandwich  Pane 
Threaded,  Self  Locking,  Non  Self  Locking,  Sandwich  Pane 
Threaded,  1650f  Heat  Treatment  (1970)  Bolts  and  Screw 

Threaded,  1950f  (1065.6c)  Solution  Heat  Treatment  (1970 
Threaded,  2050f  (1121.1c)  Solution  and  1650f  (898.9c)  P 
Threading.  Gaging,  and  Thread  Inspection  of  Casing.  Tub 
Threads  and  Gaging  Requirements  (1970) 
Threads  Except  Dryseal  (1968) 

Threads  for  Fire  Hose  Couplings  and  Fillings  (1958) 
Threads  for  Reinforced  Thermosetting  Plastic  Pipe  (1967 
Threads  (l^ocomolive)  (1954) 

Threads  (1965)  St 
Threads  (1968) 
Threads  (19691 
Threads  (1971) 

Threads  (1971)  Spec,  for  Threading.  Gagi 

Threads.  Self  Locking  and  Nonlocking  (1970) 
Threshold  Foil  Measurements  (1968)  /Th.  of  Calculation 

Threshold  Technique)  (1970)  /Meth.  of  Test  for  Compati 

Threshold  Temperature  of  Liquid  and  Solid  Materials  (19 
Throat  Radius  Gage  for  New  One  Wear  Wrought  and  Cast  St 
Throat  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as 
Throat  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  as 
Throat  Radius  Gage  for  New  Wide  Flange  Steel  Wheels  (Ra 
Throw  Away.  Insert  Holders  (Clamp  and  Pin  Type)  (1969) 
Throw  Away.  (Round.  Triangular.  Square  and  Diamond)  Ins 
Thumb  and  Wing.  Miniature  and  Wood  Types  (1970) 
Thyme  (1971) 

Thyristor  Power  Supplies  for  Metal  Rolling  Mill  Main  Dr 

Ticket  Wire  (1970) 

Tie  Balers  (Knolters)  (1968) 

Tie  Downs  for  Boats  (1961) 

Tie  Plates  for  Use  with  Ra-a  and  Re  Rail  Sections  (1969 
Tie  Plates  (1968) 
Tie  Wire  (1970) 

Tier  Floating  Load  Carloading  Pattern  (for  Rail  Shipmen 

Tier  Floating  Load  Carloading  Pattern  (for  Rail  Shipmen 

Tier  Floating  Load.  20  Pallets  (1959) 

Tier  Floating  Load.  20  Pallets,  End  Gales  Only  (1959) 

Tier  Floating  Load,  28,  32,  or  36  Pallets,  End  Gates  Onl 

Tier  Floating  Load,  4  Units  Per  Car,  24  to  40  Pallets 

Tier  Load  Anchored  with  Steel  Strapping  20  Pallets  (195 

Tier  Solid  Load  Tilted  Pallets  26  to  27  Pallets  (1959) 

Tier  Sohd  Load  22  to  23  Pallets  (1959)  /Ading  Pattern 

Tier  Solid  Load  26  to  27  Pallets  (1959) 

Tier  Solid  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loos 

Tier  Solid  Load,  22  to  23  Pallets  in  40  Ft.-6  In.  Car, 

Tier  Solid  Load,  22  to  23  Pallets,  Loose  Brick  in  Door 

Tier  Sohd  Load,  22  to  23  Pallets,  Wood  Braced  in  Place 

Tier  Solid  Load,  24  to  25  Pallets  (1959) 

Tier  with  Skid  Relarders,  20  Pallets  with  Type"C"  prot 

Tier  Wood  Braced  Load  20  Pallets  (1959) 

Ties  and  Mine  Ties  Preservative  Treatment  by  Pressure  P 

Ties  and  Switch  Ties  Preservative  Treatment  by  Pressure 

Ties  and  Switch  Ties  (1970) 

Ties  on  Boats  (1962) 

Ties  Preservative  Treatment  by  Pressure  Processes  (1970 
Ties  Preservative  Treatment  by  Pressure  Processes  (1970 
Ties  (1970) 

Tightlock  Coupler  Yokes,  Radial  Connections  and  Fitting 
Tile  and  Glazed  Brick  (Including  Fire  Safety  Data  and  S 
Tile  and  Lay  in  Panel  Ceiling  Suspension  Systems  (1966) 
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RI 

RI 
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RI 
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RI 

RI 
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RI 
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SP76 
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4003 

4004 
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AMS7454E 

AMS7470F 

AMS7459A 

AMS7464A 

1835 

1836 

1832 
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AMS7479C 
AMS747IB 
AMS7469A 
5B 
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5B 
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Specifying:  Resilient  Flooring,  Including  Tile  and  Sheet  Material  (1971 )  CSI  09650 

nt  Facilities  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Industrial  Waste  Treatme  SCPI  34B 

tructures  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Miscellaneous  Sanitary  S  SCPI  34C 

ies  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Sewage  Treatment  Facilit  SCPI  34A 

es  (Tech.  Notes)  (1969)  Brick  and  Tile  in  Sanitation  Structures,  Water  Treatment  Facilili  SCPI  34 

Setting  and  Grouting  Epoxy  (1969)  Spec,  for  Ceramic  Tile  Installed  with  Chemical  Resistant,  Water  Cleanahle  ANSI  AI08.6 

Std.  Spec,  for  the  Installation  of  Tile  Lined  Shower  Receptors  (and  Replacements)  (19691  lAPMO  IS4 

Std.  for  Chemical  Resistant,  Water  Cleanable  Tile  Setting  and  Grouting  Epoxy  ( 1 969)  ANSI  A1I8.3 

Moisture  Control  in  Brick  and  Tile  Walls,  Condensation  (Tech.  Notes)  ( 1965)  SCPI  7C 

Std.  Spec,  for  Structural  Clay  Facing  Tile  (1960)  ASTM  C212 

Color  Std.  for  Glazed  and  Unglazed  Structural  Clay  Facing  Tile  (1964)  FTI  '2 

Chemical  Properties  of  Culvert  Pipe,  Sewer  Pipe  and  Drain  Tile  (1966)  /.  Test  Meth.  for  Determining  Physical  and  AASHO  T33 

Std.  Spec,  for  Clay  Drain  Tile  (1967)  AASHO  M179 

Rec.  Product  and  Application  Spec,  for  Fiherhoard  Ceiling  Tile  (1967)  AIMA  6 

Spec,  for  Color  Engineered  Facing  Tile  (1967)  FTI  *3 

Std.  Meth.  of  Test  for  Breaking  Strength  of  Ceramic  Tile  (1970)  ASTM  C648 

St  for  Determining  Physical  Properties  of  Concrete  Pipe  or  Tile  (1970)  Std.  Meth.  of  Te  ASTM  C497 

nd  Ratings  for  Glazed  and  Natural  Finish  Structural  Facing  Tile  (197!)  Spec.  Std.  Requirements,  Test  Meth.  A  FTI  *l 

Std.  Spec,  for  Structural  Clay  Non  Load  Bearing  Tile  (1971)  ANSI  A76.1  ASTM  C56 

Al/  Std.  Spec,  for  Ceramic  Glazed  Structural  Clay  Facing  Tile,  Facing  Brick,  and  Solid  Masonry  Units  (1971)  ANSI  ASTM  C126 

s  for  Washability  and  Scrubbability  of  Finishes  Applied  to  Tiles  and  Panels  (1971)  Test  Procedure  AIMA  7 

Terminology  and  Definitions  for  Soil  Tillage  and  Soil  Tool  Relationships  (1970)  ASAE  R291 

Back  Rest,  Moving  Chains,  Cables,  Steering,  Wheel  Guards,  Tilt  Mechanism,  Overtravel  Limits,  Warning  Devices,  of  ITA  4G1-4 

attern  (for  Rail  Shipment  of  Brick)  Single  Tier  Solid  Load  Tilted  Pallets  26  to  27  Pallets  (1959)  Carloading  P  RI  P232-1 

oading  Pattern  (for  Rail  Shipment)  Single  Tier  Solid  Load,  Tilted  Pallets,  22  to  23  Pallets,  Loose  Brick  in  Doorwa  RI  P230-I 

e.  Operation,  Slacking,  Loaded  And/  Stability  and  Safety,  Tilting  Platform  Tests  (Fork  Industrial  Truck  Rider  Typ  ITA  4C17-51 

tar  Solutions  for  Above  Ground/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Creosote  Coal  AWPB  LP-5 

tar  Solutions  for  Ground  Conta/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Creosote  Coal  AWPB  LP-55 

m  Solvent  Penta  Solution  for  A/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy  Petroleu  AWPB  LP-7 

m  Solvent  Penta  Solution  for  G/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Heavy  Petroleu  AWPB  LP-77 

m  Solvent  Penta  Solution  for  A/  Std.  for  Softwood  Lumber.  Timber  and  Plywood  Pressure  Treated  with  Light  Petroleu  AWPB  LP-3 

m  Solvent  Penta  Solution  for  0/  Std.  for  Softwood  Lumber.  Timber  and  Plywood  Pressure  Treated  with  Light  Petroleu  AWPB  LP-33 

leum  Solvent  (LPG)  Penta  Solut/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Volatile  Petro  AWPB  LP-4 

leum  Solvent  (LPG)  Penta  Solut/  Std.  for  Softwood  Lumber.  Timber  and  Plywood  Pressure  Treated  with  Volatile  Petro  AWPB  LP-44 

eservatives  for  Above  Ground  U/         Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water  Borne  Pr  AWPB  LP-2 

eservatives  for  Ground  Contact/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with  Water  Borne  Pr  AWPB  LP-22 

eservatives  for  Above  Ground  Us/         Std.  for  Softwood  Lumber  Timber  and  Plywood  Pressure  Treated  with  Water  Borne  Pr  AWPI  LP2 

California  Re/  Std.  Spec,  for  Structural  Glued  Laminated  Timber  of  Douglas  Fir,  Western  Larch,  Southern  Pine  and  AITC  117 

Std.  Spec,  for  Round  Timber  Piles  (1970)  ASTM  D25 

ent.  Test  Meth.  for  Establishing  Design  Stresses  for  Round  Timber  Piles  (1970)  ASTM  D2899 

esses  (1 97 1)  Std  for  All  Timber  Products  Preservative  Treatment  by  Pressure  Proc  AWPA  Cl-71 

Std.  Spec,  for  Pressure  Treatment  of  Timber  Products  (1969)  ASTM  D1760 

Std.  for  Inspection  of  Treated  Timber  Products  (1970)  AWPA  M2-70 

Spec,  for  Black  Paint  for  Steel  Bridges  or  Timber  Structures  (1970)  AASHO  M68 

las  Fir,  South/  Std.  Spec,  for  Structural  Glued  Laminated  Timber  Using  E  Rated  and  Visually  Graded  Lumber  of  Doug  AITC  120 

for  Structural  Glued  Laminated  Douglas  Fir  (Coast  Region)  Timber  (1962)  Std.  Spec.  WCLIB  '3 

Std.  Spec,  for  Structural  Glued  Laminated  Southern  Pine  Timber  (1965)  AITC  *2 

ec.  for  Preservatives  and  Pressure  Treatment  Processes  for  Timber  (1967)  Std.  Sp  AASHO  M133 

Std.  Spec,  for  Hardwood  Glued  Laminated  Timber  (1971)  AITC  119 

Std.  Spec,  for  Structural  Timber,  Lumber,  and  Piling  (1965)  AASHO  M168 

d  California  R/  Std.  Spec,  for  Structural  Glued  Laminated  Timber,  of  Douglas  Fir,  Western  Larch,  Southern  Pine  An  AITC  203 

Std.  for  Pressure  Treated  Piles  and  Timbers  in  Marine  Construction  (1971 )  AWPA  C18-71 

nt  by  Pressure  Processes  (1970)  Std.  for  Lumber.  Timbers.  Bridge  Ties  and  Mine  Ties  Preservative  Treatme  AWPA  C2-70 

Std.  for  Drainage,  Time  and  Factor,  of  Pulp  (R1963)  TAPPI  T221 

(1970)  ASTM  D2471  Test  Meth.  for  Gel  Time  and  Peak  Exothermic  Temperature  of  Epoxy  Compounds      SPI  ERF2 

r  Use  of  a  Std.  Reference  Sheet  for  the  Measurement  of  the  Time  Averaged  Vapor  Pressure  in  a  Controlled  Humidity  S  ASTM  C677 

Std.  for  Service  Time  Coding  of  Propulsion  Engine  Items  (1971)  SAE  AS1105 

Roe  Chlorine  Number  (Short  Time  Correction  Factor)  (1971)  TAPPI  UM-209 

ion  or  Compression  Loads  at  V/  Rec.  Pract.  for  Test.  Long  Time  Creep  and  Stress  Relaxation  of  Plastics  Under  Tens  ASTM  D674 

Test  Meth.  for  Long  Time  Creep  of  Epoxy  Compounds  (R1969)  Astm  D674  SPI  ERF4 

1970)  Std.  Exposure  Time  Designations  for  Timers  of  Dental  X-Ray  Machines  ANSI  PH6.4 

z  Channel  Bandwidths  (1970)  Time  Division  Multiplex  Equipment  Std.  for  Nominal  4  Kh  EIA  RS384 

%9)  Rec.  Pract.  for  Short  Time  Elevated  Temperature  Tension  Tests  of  Materials  (1  ASTM  E21 

Rec.  Pract.  for  Conducting  Creep  and  Time  for  Rupture  Tension  Tests  of  Materials  (1969)  ASTM  E139 

3.63  Safety  Std.  for  Time  Indicating  and  Recording  Appliances  (1970)  ANSI  C3  UL  863 

Rec.  Pract.  for  Air  Brake  Build  Up  Time  Instrumentation  (1969)  SAE  J668 

Std.  Test  Meth.  for  Gel  Time  of  Drying  Oils  (1969)  ASTM  D1955 

Meth.  for  Drainage  Time  of  Pulp  for  Insulating  Board  (1960)  TAPPI  T1002 

Wetting  Time  of  Pulp  (Disk  Flotation)  (1971)  TAPPI  UM-208 

istance  (1970)  ANSI  A37. 134  Std.  Meth.  of  Test  for  Time  of  Setting  of  Concrete  Mixtures  by  Penetration  Res  ASTM  C403 

(1970)  ANSI  Al. 17  AASHO  T154  Std.  Meth.  of  Test  for  Time  of  Setting  of  Hydraulic  Cement  by  Gillmore  Needles  ASTM  C266 

70)  ANSI  A1.15,  AASHO  T131  Std.  Meth.  of  Test  for  Time  of  Setting  of  Hydraulic  Cement  by  Vicat  Needle  (19  ASTM  C191 

ings  (1969)  Std.  Test  Meth.  for  Short  Time  Rupture  Strength  of  Plastic  Pipe,  Tubing,  and  Fitt  ASTM  D1599 

Std.  Exposure  Time  Designations  for  Timers  of  Dental  X-Ray  Machines  (1970)  ANSI  PH6.4 

llic  Materials  Under  Conditions  of  Rapid  Heating  and  Short  Times  (1968)  /  and  Creep  Rupture  Tension  Tests  of  Meta  ASTM  El 50 

Timing  of  Power  Chain  Saw  Engine  Ignition  (1970)  PSMA  Tl.1-65 

Std.  Spec,  for  Tin  Bronze  and  Leaded  Tin  Bronze  Sand  Castings  (1970)  ASTM  B143 

Std  Reference  Radiographs  for  Tin  Bronze  Castings  (1968)  ANSI  Z166.20  ASTM  E310 

Std.  Spec,  for  Nickel  Tin  Bronze  Castings  (1970)  ASTM  B292 

Std.  Spec,  for  Tin  Bronze  and  Leaded  Tin  Bronze  Sand  Castings  (1970)  ASTM  B143 

Std.  Spec,  for  High  Leaded  Tin  Bronze  Sand  Castings  (1970)  ASTM  B144 

High  Leaded  Tin  Bronzes  in  Foundry  Pract.  (1965)  AFS  NF6511-13 

aNSIal33.1  Safety  Std  for  Swinging  Hardware  for  Std.  Tin  Clad  Fire  Doors  Mounted  Singly  and  in  Pairs  (1968)  UL  14C 

Std.  Spec,  for  Steel  Sheet,  Cold  Rolled,  Tin  Coated  by  Eleclrodeposition  (1969)  ASTM  A599 

aliens  (1970)  Std.  Spec,  for  Tin  Coaled  Copper  Clad  Steel  Wire  for  Electronic  Applic  ASTM  B520 

Solder,  Tin  Lead,  Euteclic  63sn-37pb  (1970)  SAE  AMS4751 
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Spec.  (Dimensions!  for 

Std.  Spec,  for  Eleclrodeposited  Coaling  of 
Std  Spec,  for  Phosphor  Bronze  (Copper 
Rake 
Rake 

trical  Purposes  (1969)  ANSI  C7.37  Std.  Spec,  for 

OSes  (1969)  ANSI  C7.4  Std.  Spec,  for 

Rec.  Std.  for  Armature  Binding  (or  Banding)  Wire, 
.  Std.  for  Aircraft  Cord  Wire,  Zinc  Coated  (Galvanized)  or 
std.  for  Balloon  Barrage  Wire,  Zinc  Coated  (Galvanized)  or 
Std.  Spec,  tor  White  and 
Rec.  Pract.  for  Off  Highway 
Rec.  Std.  for 

Tests  for  Static  Load,  Frame,  Fork,  Steering  Assembly  and 

Rec.  Std.  for 
Industrial  Pneumatic 
Pressed  on  Hi  Load  Cushion  Solid  Truck 
Cured  on  Solid  Truck 
Industrial  Pneumatic  Truck 
Rec.  Pract.  for 
Agricultural  Tractor 
Basis  for  Permissible 

(1968)  Agricultural  Tractor 

Industnal  Truck 
Std.  for  Passenger  Car 
;  Rec.  Pract.  (1968)  Extra  Wide  Single 

Rec.  Pract.  for 

Off  the  Road  Agricultural  and  Industrial  Type  /  Std.  for 

Lawn  and  Garden  Tractors  Load  and  Inflation  Pressures  and 
nal  Machines  of  Future  and  Design  (1968) 
of  Future  Design  (1970)  SAE  J711 

Definitions  and  Terms  for 
Rec.  Std.  for 
Std.  for 

Rec.  Pract.  for  Fenders  for  Pneumatic 
ormance  Criteria  for  Brake  Systems  for  Off  Highway.  Rubber 
Minimum  Performance  Criteria  for  Brake  Systems  for  Rubber 
nee  Criteria  for  Roll  Over  Protective  Structure  for  Rubber 
ormance  Criteria  for  Brake  Systems  for  Off  Highway,  Rubber 
Saddle  Braces,  Pedal  Clearance.  Steering  Control,  Brakes, 
,  Trailers,  and  Multipurpose  Passenger  Vehicles/  Std.  for 

icultural  and  Industrial  Vehicles:  Tractors,  Ta/  Std.  for 

industrial  Vehicles;  Slow  Speed;  Fork  Lift  True/  Std.  for 

Pressed  on  Std.  Solid  Truck 
Agricultural  Planter  Press  Wheel 
ing  Machines  for  Measuring  the  Uniformity  of  Passenger  Car 
lanced  Rider  Fork  Trucks  with  Std.  or  Cushion  Solid  Rubber 
s.  Vehicles,  Station  Wagons,  Motorcycles  and  Sc/  Std.  for 

nd  Logging  (Short  Hauls);  Road  Graders;  Mining  /  Std.  for 

Std.  for 

lers  and  Semitrailers,  for  /  Rec.  Pract.  for  Selection  of 

Std.  Spec,  for  Kraft  Dielectric 
Meth.  for  Softness  of  Sanitary 
It,  100  Deg.  Head,  Tri  Wing  Recess,  Close  Tolerance  6al-4v 
Std.  Spec,  for  Titanium  and 


Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 
Spec,  for 


Spec,  for 
Spec,  for 
Spec,  for 

Spec,  for 


I  Treatable  (1970) 
,  000  psi  Yield  (1970) 
1971) 

at  Treated  and  Stabilized  (1970) 
ution  and  Precipitation  Heat  Treated  (1971) 
746.1c)  Solution  Heat  Treated  (1970) 
itation  Heat  Treated  (1970) 
)  Annealed  (1971) 

Annealed,  140,  000  Yield  (1970) 

Solution  and  Precipitation  Heat  Treated  (1970/ 
ealed.  Heat  Treatable  (1970) 
ution  and  Precipitation  Heat  Treated  (1971) 

Std.  Spec,  for  Titanium  and 
Spec,  for 

ed  and  Stabilized  (1970) 

Std.  Spec,  for  Titanium  and 
Rec.  Pract.  for  Minimizing  Stress  Corrosion  in  Wrought 

Spec,  for 

nealed  (1971)  Spec,  for 

Bolt,  100  Deg.  Tri  Wing  Recess,  Close  Tolerance,  6al-4v 
Spec,  for  Titanium  and 
(1971)  Spec,  for 

Pan  Head,  Close  Tolerance,  Short  Thread,  Tri  Wing  Recess. 
Threaded  (1970)  Bolts  and  Screws, 

100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Short  Thread 
100  Deg.  Flush  Tension  Head  Hi  Torque  Recess,  Long  Thread 
Procurement  Spec,  for  Fasteners. 

Fasteners,  6al-4v 


Tin  Mill  Products  (1968)  AISI  7 

Tin  Plate  Fabricated  Aerosol  Cans  (1971)  CSMA  AG*7 

Tin  (and  Leaded)  Bronzes  in  Foundry  Pract.  (1965)  AFS  NF6511-I2 

Tin  (1971)  ASTM  B545 

Tin)  Plate,  Sheet,  Strip,  and  Rolled  Bar  (1971a)  ASTM  B103 

Tine  Steel  (Hard  Rolled)  (1962)  SWA  *126 

Tine  Steel  (Tempered),  Flat  (1962)  SWA  '127 

Tinned  Hard  and  Medium  Hard  Drawn,  Copper  Wire  for  Flee  ASTM  B246 

Tinned  Soft  or  Annealed  Copper  Wire  for  Electrical  Purp  ASTM  B33 

Tinned  (1970)  SWA  M 

Tinned  (1970)  Rec  SWA  '1 

Tinned  (1970)  Rec.  SWA  *9 

Tinted  Ready  Mixed  Paint  (1970)  AASHO  M70 

Tire  and  Rim  Classification  (1970)  SAE  J751C 

Tire  Bead  Wire  (1970)  SWA  '90 

Tire  Blowout  (1970)  /Ts  for  Regular  Bicycles  Including  BMA  6/4 

Tire  Carcass  Wire  (1970)  SWA  »91 

Tire  List  (Trucks)  Preferred  and  Future  Design  (1966)  ITA  9F1-2 

Tire  List  (1964)  ITA  9C4 

Tire  List  (1964)  ITA  9D1 

Tire  List,  Preferred  and  Future  Design  (1966)  ITA  9F2 

Tire  Load  Capacities  on  Boats  (1969)  BIA  204 

Tire  Loading  and  Inflation  Pressures  (1970)  SAE  J709a  ASAE  S295.1 

Tire  Loadings  (1965)  ITA  9B1 

Tire  Loadings,  Torque  Factors,  and  Inflation  Pressures  SAE  J709B 

Tire  Nomenclature  and  Rec.  Pract.  (1964)  ITA  9A1 

Tire  Performance  Requirements  and  Test  Procedures  (1970  SAE  J918C 

Tire  Rim  and  Wheel  Mounting  for  Rear  Axles  for  Vehicles  SAE  J876A 

Tire  Rim  Inspection  (1971)  TRA  9 

Tire  Rims  to  Motorcycles,  Passenger  Cars,  Truck  Busses,  TRA  6 

Tire  Selection  Table  for  Future  Design  (1968)  SAE  J344 

Tire  Selection  Tables  for  Agricultural  and  Light  Indust  SAE  J711B 

Tire  Selection  Tables  for  Agricultural  (Farm)  Machines  ASAE  R220.2 

Tire  Selection  (1971)  TRA  IX 

Tire  Tread  Wire  (1970)  SWA  »91.1 

Tire  Valves  for  All  Vehicles  Except  Aircraft  (1971)  TRA  7 

Tired  Earthmoving  Haulage  Equipment  (1970)  SAE  J321A 

Tired,  Front  End  Loaders  and  Dozers  (1971)  /Nimum  Perf  SAE  J237 

Tired,  Self  Propelled  Graders  (1971)  Rec.  Pract.  for  SAE  J236 

Tired,  Self  Propelled  Scrapers  (1969)  /Inimum  Performa  SAE  J320A 

Tired,  Self  Propelled  Scrapers  (1971)  /or  Minimum  Perf  SAE  J319B 

Tires  and  Controls  (1970)  /Heel  Assembly,  Chainguards,  BMA  6/5 

Tires  and  Rims  (Bias  and  Radial  Ply)  for  Trucks.  Busses  TRA  2 

Tires  and  Rims  (Steering  and  Drive  Wheel  Types)  for  Agr  TRA  4 

Tires  (Pneumatic  Type  Including  Solid  and  Cushion)  for  TRA  5 

Tires  (1964)  ITA  9C1 

Tires  (1966)  ASAE  S224.1 

Tires  (1969)  Test  SAE  J332 

Tires  (1970)  /.  Pract.  for  Axle  Loadings  for  Counterba  ITA  llBl 

Tires  (60,  70.  and  78  In.  Senes)  for  Passenger  Vehicle  TRA  1 

Tires,  for  Off  the  Road  Vehicles:  Earthmoving,  Mining  A  TRA  3 

Tires,  Rims  and  Valves  for  Aircraft  (1971)  TRA  8 

Tires;  Medium  and  Heavy  Duty  Trucks,  School  Buses,  Trai  SAE  J161 

Tissue  Gift  Wrappings  and  Tyings  (1966)  AP  *1 

Tissue,  Capacitor  Grade  (1970)  ASTM  D1930 

Tissues  (1966)  TAPPI  T498 

Titanium  a  Alloy,  Long  Thread,  Self  Locking  and  Nonlock  NSA  4304-16 

Titanium  Alloy  Bars  and  Billets  (1969)  ASTM  B348 

Titanium  Alloy  Bars  and  Forgings  6al  -  4v  Annealed,  Hea  SAE  AMS4967C 

Titanium  Alloy  Bars  and  Forgings  6al  -  4v  Annealed,  120  SAE  AMS4928E 

Titanium  Alloy  Bars  and  Forgings,  (6al  -  4v)  Annealed  SAE  AMS4928F 

Titanium  Alloy  Bars  and  Rings  8al  -Imo  -  Iv  Solution  He  SAE  AMS4972A 

Titanium  Alloy  Bars  and  Rings,  6al  -  2sn  -  4zr-2mo,  Sol  SAE  AMS4975B 

Titanium  Alloy  Bars  and  Wire  11. 5mo-6.0zr-4.5sn  1375f  SAE  AMS4980 

Titanium  Alloy  Bars  6al-25n-4zr-2mo  Solution  and  Precip  SAE  AMS4975A 

Titanium  Alloy  Bars,  Forgings  and  Rings  (6al  -  6v  -  2sn  SAE  AMS4978A 

Titanium  Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  SAE  AMS4978 

Titanium  Alloy  Bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  SAE  AMS4979 

Titanium  Alloy  Bars,  Forgings,  and  Rings  6al-6v-25n  Ann  SAE  AMS4971A 

Titanium  Alloy  Bars,  Forgings,  and  Rings,  6al  -  4v,  Sol  SAE  AMS4965B 

Titanium  Alloy  Castings  (1969)  ASTM  B367 

Titanium  Alloy  Extrusions,  6al  -  6v  -2sn  (1971)  SAE  AMS4936 

Titanium  Alloy  Forgings  8al-lmo-lv;  Solution  Heat  Treat  SAE  AMS4973A 

Titanium  Alloy  Forgings  (1969)  ASTM  B381 

Titanium  Alloy  Products  (1971)  SAE  ARP982A 

Titanium  Alloy  Sheet,  Strip  and  Plate,  Annealed  (1971)  SAE  AMS4918C 

Titanium  Alloy  Sheet,  Strip,  and  Plate,  5al  -  2.5sn,  An  SAE  AMS4910E 

Titanium  Alloy  Short  Thread,  Self  Locking  and  Nonlockin  NSA  4600-16 

Titanium  Alloy  Strip,  Sheet,  and  Plate  (1969)  ASTM  B265 

Titanium  Alloy  Tubing,  Seamless,  3.0al  -  2.5v,  Annealed  SAE  AMS4943 

Titanium  Alloy  6al-4v,  Self  Locking  and  Nonlocking  (197  NSA  5200-06 

Titanium  Alloy  6al-4v,  Upset  Headed,  Heat  Treated,  Roll  SAE  AMS7461A 

Titanium  Alloy  (1970)  Std.  for  Bolt  NSA  1083 

Titanium  Alloy  (1970)  Std.  for  Bolt,  NSA  663 

Titanium  Alloy  (1971)  NSA  621 

Titanium  Alloy,  Externally  Threaded  (1970)  NSA  4004 
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(1970)  Screw,  100  Deg.  Tri  Wing  Recess,  6al-4v 

Screw,  Hex  Head,  Tri  Wing  Recess,  6al-4v 
g  (1970)  Bolt,  Hex  Head,  Close  Tolerance,  6al-4v 

eg.  Reduced  Head,  Tri  Wing  Recess,  Close  Tolerance,  6al-4v 
ng  (1970)  Bolt,  Hex  Head,  Close  Tolerance,  6al-4v 

machine  Flat  Fillister  Head,  Full  Thread,  Tri  Wing  Recess, 
70)  Bolts  and  Screws, 

Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 

69)  Spec,  for 

tation  Treated  (1970) 

Std.  for  Determination  of 

de)(1971)  Test  Meth.  for 

Std.  for 
Std.  Meth.  of  Test  for 
for  Solid  Soap  for  Low  Temperature  Washing  (Low  and  Medium 
Granular  Soap  for  Low  Temperature  Washing  (Low  and  Medium 

Std.  for  Periodical 
Determination  of  Oxygen  Number  of  Plumage 
d.  Test  Meth.  for  Saponification  Number  by  Color  Indicator 
cement  Content  in  Cement  Treated  Aggregate  by  the  Meth.  of 
in  Iron  Ores  by  Stannous  Chloride  Reduction  and  Dichromate 
st  Meth.  for  Total  Sulfur  in  Iron  Ore  by  Combustion  lodate 
er  of  Petroleum  Products  by  Potentiometric  Perchloric  Acid 

Mixed 

Rec.  Std.  for  Shoe  Wire  (Slugging,  Staple  Lasting,  and 
Rec.  Pract.  for  Marine 
Std.  Spec,  for  Liquid 
Std,  Spec,  for  White  Floating 
Std.  Spec,  for  Milled 
Rec.  Pract.  for  the  Installation  of 
overing  Sewage  Holding  And/or  Treatment  Devices  for  Marine 
s  (1971 )  Std.  for  Packaging  of  Close 

Roller  Bearings  (1971)  ANSI  B3.4,  B3.5  Std. 

Sid.  Test  Meth.  for  Solvent 
y  Limits  for  Aluminum  Wrought  and  Cast  Products,  Including 
cle  Design  (1966)  Human 
eking  and  No/         Bolt,  100  Deg.  Head,  Tri  Wing  Recess,  Close 
t  Boh,  Self  Locking,  Flat  Fillister  Head.  Torq  Set.  Close 
onlocking  (1/  Bolt.  100  Deg.  Head,  Tri  Wing  Recess,  Close 

onlocking  (1970)  Bolt.  Hex  Head.  Close 

Bolt,  100  Deg.  Reduced  Head.  Tri  Wing  Recess  Close 
nonlocking  (/  Bolt.  100  Deg.  Head.  Tri  Wing  Recess.  Close 

nonlocking  (1970)  Bolt.  Hex  Head.  Close 

locking  (197/  Bolt,  100  Deg.  Head.  Tri  Wing  Recess.  Close 

nlocking  (1970)  Bolt.  Hex  Head.  Close 

Bolt.  100  Deg.  Reduced  Head.  Tri  Wing  Recess,  Close 
nlocking  (19/  Bolt.  100  Deg.  Head.  Tri  Wing  Recess.  Close 

nlocking  (1970)  Boh.  Hex  Head.  Close 

Std.  Part  Screw  Machine.  Flat  Fillister  Head,  Close 
Std.  Part  Screw,  Machine,  Pan  Head,  Close 
Std.  Part  Screw,  Machine,  Pan  Head  Modified,  Close 
Std.  Part  Screw,  Machine,  Flat  100  Deg.  Head,  Close 
elf  Locking  and  Nonlocking  (1970)  Bolt,  Pan  Head,  Close 

If  Locking  and  Nonlocking  (1970)  BoU,  Pan  Head,  Close 

y  6al-4v,  Self  Locking  and  Nonlock/  Bolt,  Pan  Head,  Close 

king  and  Nonlockin/  Bolt,  100  Deg.  Tri  Wing  Recess,  Close 

king  and  Nonlocking  (1970)  Bolt.  Hex  Head,  Close 

ing  /  Bolt,  100  Deg.  Reduced  Head,  Tri  Wing  Recess,  Close 
ocking  and  Nonlocking  (1970)  Bolt,  Hex  Head,  Close 

ings  (1970)  Std.  Mechanical  Properties  and 

Mechanical  Properties  and 
Std.  Mechanical  Properties  and 
Std.  Mechanical  Properties  and 
Std.  Dimensional 
Std  for  Dimensional 
Std.  Mechanical  Properties  and 
d  Finished  (1970)  Std. 
1)ANSIL14.34  Std. 
)ANSIL14.28  Std.  Meth.  of  Test,  and 

on  or  From  Cotton/Man  Made  Fiber  Blends  (1970)  Std. 

Std. 

Mechanical  Properties  and 
Std.  Meth.  of  Test,  and 
Std.  for 
Std.  for  Cut  Length 
Std.  for  Angle  Cut 
Std.  Dimensions  and 
Std.  for  Length 
Rec. 

Std.  Mechanical  Properties  and 
Std.  Meth.  of  Test,  and 
ducts;  Including  Flat  Products,  Rod  and  Wire  and  Pi/  Std. 
ate  (1971)  Spec,  for  the 


acts  (1970) 
Products)  (1970) 
Products)  (1970) 

oducts  (1970) 

Spacers;  Rec.  Pract.  (1969) 


Titanium  Alloy,  Full  Thread  Self  Locking  and  Nonlocking  NSA 

Titanium  Alloy,  Full  Thread,  Nonlocking  ( 1 970)  NSA 

Titanium  Alloy,  Long  Thread,  Self  Locking  and  Nonlockin  NSA 
Titanium  Alloy,  Short  Thread,  Nonlocking  (1970)               /lOO  D  NSA 

Titanium  Alloy,  Short  Thread,  Self  Locking  and  Nonlocki  NSA 

Titanium  Alloy,  6al-4v  Self  Locking  and  Nonlocking  (197  NSA 

Titanium  Alloy.  6al-4v,  Heat  Treated,  Roll  Threaded  (19  SAE 

Titanium  and  Titanium  Alloy  Bars  and  Billets  (1969)  ASTM 

Titanium  and  Titanium  Alloy  Castings  (1969)  ASTM 

Titanium  and  Titanium  Alloy  Forgings  (1969)  ASTM 

Titanium  and  Titanium  Alloy  Strip.  Sheet,  and  Plate  (19  ASTM 

Titanium  Bars  and  Forgings  7al-4mo  Solution  and  Precipi  SAE 

Titanium  Dioxide  (1958)  TAPPI 

Titanium  Dioxide  (1966)  CTFA 

Titanium  in  Coated  Paper  (Qualitative  Fusion  and  Peroxi  TAPPI 

Titanium  Pigments  in  Paper  (I960)  TAPPI 

Titer  of  Fatty  Acids  (1969)  ASTM 
Titer)  (1969)  Std.  Spec.  ASTM 
Titer)  (1969)                                             Std.  Spec,  for  Chip  or  ASTM 

Title  Abbreviations  (1969)  ANSI 

(Titration  Meth.)  (1968)  ABFLO 
Titration  (R1969)  ANSI  Z11.20                                               St  ASTM 
Titration  (1965)                    /Td.  Test  Meth.  for  Determination  of  AASHO 
Titration  (1969)                              Std.  Test  Meth.  for  Total  Iron  ASTM 
Titration  (1970)                                                         Std.  Te  ASTM 
Titration  (1970)                 IT.  Meth.  of  Test  for  Total  Base  Numb  ASTM 

Tocopherols  Concentrate,  Antioxidant  (1965)  CTFA 

Toe  Wire)  (1970)  SWA 

Toilet  Installation  (1966)  BIA 

Toilet  Soap  (1969)  ANSI  K60.14  ASTM 

Toilet  Soap  (1969)  ANSI  K60.4  ASTM 

Toilet  Soap  (1969)  ANSI  K60.6  ASTM 

Toilet  Waste  Retention  Systems  for  House  Boats  (1970)  BIA 
Toilet  (Waste  Systems)  (on  Boats)  (1970)                  /.  and  Std.  C  ABYC 

Tolerance  Corrosive  Resistant  Cylindrical  Hardware  Item  NSA 

Tolerance  Definitions  and  Gaging  Practices  for  Ball  and  AFBMA 

Tolerance  of  Amine  Resins  (R196I)  ASTM 
Tolerance  Tables  (1970)               /Sition  and  Mechanical  Propert  A  A 

Tolerance  to  Impact  Conditions  as  Related  to  Motor  Vehi  SAE 

Tolerance  6al-4v  Titanium  a  Alloy,  Long  Thread,  Self  Lo  NSA 
Tolerance  (1971)                                                      Std.  Par  NSA 

Tolerance,  Alloy  Steel.  Long  Thread.  Self  Locking  and  N  NSA 

Tolerance,  Alloy  Steel,  Long  Thread,  Self  Locking  and  N  NSA 

Tolerance,  Alloy  Steel,  Short  Thread,  Nonlocking  (1970)  NSA 

Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  NSA 

Tolerance,  Alloy  Steel,  Short  Thread,  Self  Locking  and  NSA 

Tolerance,  A286  CRES,  Long  Thread,  Self  Locking  and  Non  NSA 

Tolerance,  A286  CRES,  Long  Threads,  Self  Locking  and  No  NSA 

Tolerance,  A286  CRES,  Short  Thread,  Nonlocking  (1970)  NSA 

Tolerance,  A286  CRES,  Short  Thread,  Self  Locking  and  No  NSA 

Tolerance,  A286  CRES,  Short  Thread.  Self  Locking  and  No  NSA 

Tolerance.  Short  Thread,  Torq  Set  (1971)  NSA 

Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA 

Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA 

Tolerance,  Short  Thread,  Torq  Set  (1971)  NSA 

Tolerance,  Short  Thread,  Tri  Wing  Recess,  Alloy  Steel  S  NSA 

Tolerance,  Short  Thread.  Tri  Wing  Recess,  A286  CRES.  Se  NSA 

Tolerance,  SBort  Thread,  Tri  Wing  Recess,  Titanium  Alio  NSA 

Tolerance,  6al-4v  Titanium  Alloy  Short  Thread,  Self  Loc  NSA 

Tolerance,  6al-4v  Titanium  Alloy,  Long  Thread,  Self  Loc  NSA 

Tolerance,  6al-4v  Titanium  Alloy,  Short  Thread,  Nonlock  NSA 

Tolerance,  6al-4v,  Titanium  Alloy,  Short  Thread,  Self  L  NSA 

Tolerances  for  Aluminum  Die  and  Hand  Forgings;  Rolled  R  AA 

Tolerances  for  Aluminum  Drawn  Tube  (1970)  AA 

Tolerances  for  Aluminum  Forging  Stock  (1970)  AA 

Tolerances  for  Aluminum  Heat  Exchanger  Tube  (1970)  A  A 

Tolerances, for  Aluminum  Mill  Products  (1969)  ANSI 

Tolerances  for  Alummum  Mill  Products  (1970)  ANSI  H35.2  AA 

Tolerances  for  Aluminum  Pipes  (1970)  AA 

Tolerances  for  Aluminum  Wire,  Rod  and  Bar  Rolled  or  Col  AA 

Tolerances  for  and  Meth.  of  Test.  Single  Jute  Yarn  (197  ASTM 

Tolerances  for  Certain  Wool  and  Part  Wool  Fabrics  (1970  ASTM 

Tolerances  for  Certain  Woven  Fabrics  Made  From  All  Cott  ASTM 

Tolerances  for  Cut  Limestone  (1968)  ILIA 

Tolerances  for  Extruded  Aluminum  Tube  (1970)  AA 

Tolerances  for  Knit  Goods  (1970)  ANSI  L14.67  ASTM 

Tolerances  for  Mandrel  Cured  Extruded  Solid  Rubber  Prod  RMA 

Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber  RMA 

Tolerances  for  Normal  Extrusions  (Extruded  Solid  Rubber  RMA 

Tolerances  for  Rigid  Electrical  Aluminum  Conduit  (1970)  AA 

Tolerances  for  Solid  Lathe  Cut  Extruded  Solid  Rubber  Pr  RMA 

Tolerances  for  Spoke  Type  Wheels,  Demountable  Rims,  and  SAE 

Tolerances  for  Structural  Aluminum  Shapes  (1970)  AA 

Tolerances  for  Woven  Tapes  (1970)  ANSI  L14.16  ASTM 

Tolerances  for  Wrought  Copper  and  Copper  Alloy  Mill  Pro  CDA 

Tolerances  of  Aluminum  and  Magnesium  Alloy  Sheet  and  PI  SAE 
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Property  Limits  and  Std. 
nded)  (1970)  Std.  for  Dimensional 

Property  Limits  and  Std. 
es(1970)  Std.  for 

Std.  for  Cross  Sectional 
Std.  for  Ground  Surface 
Std.  for  Total  Indicator  Reading 
Std.  for 

I  Compositions,  Mechanical  Property  Limits  and  Dimensional 
Std.  Spec,  for  Printed  Wiring  Board  Dimensions  and 
Types)  (1970)  Std  for  Aluminum  Foil;  Properties  and 

Std.  for  Aluminum  Sheet  and  Plate; 
minum  Sheet  and  Plate;  Duct  Sheet;  Composition  Limits,  and 
et  and  Plate;  Commercial  Roofing  and  Siding;  Thickness  and 
;  Tread  Plate;  Mechanical  Property  Limits  and  Weights,  and 
Utensils  (1970)  Std.  Dimensions, 

nance  Std/  Rubber  Hose  Handbook  (Materials,  Construction, 

Fabricating 
Safe  Handling  and  Use  of 
Tent.  Std.  Moisture  in  Paper  and  Paperhoard  by 
Std.  for  Moisture  in  Pulp  by 
Std.  for  Moisture  in  Wood  Chips  and  Sawdust  by 
Std.  Test  Meth.  for  Moisture  in  Paper  and  Paperboard  by 
chips.  Dirt,  and  Bark)  (RI970)  An/  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test.  Para  Red  and 
Visual  Inspection  of  Chlorine 
Rec.  Pracl.  for  Judging  Black  and  White 
Redwood 

meth.  of  Test  for  Tearing  Strength  of  Woven  Fabrics  by  the 
meth.  of  Test  for  Tearing  Strength  of  Woven  Fabrics  by  the 

Std.  for 

Installation  Tab  and  Alignment 
Manual  for  Machine 

ools  (1970) 

stem  Design  and  Operating  Limits  (Drill  Pipes,  Strings  and 
Terminology  and  Definitions  for  Soil  Tillage  and  Soil 
Spindle  Noses  and 
Modular  Machine 
Std.  Spec,  for  Cast 
Std.  Spec,  for  High  Speed 
els  (1970)  Std.  Meth.  for  Chemical  Analysis  of 

Steel  Products  Manual  for 
Plastic  Patterns, 
Pattern  Std.  Classifications, 
Electrical  Std.  for  General  Purpose  Machine 
Std.  Heavy  Duty  Carbide  Inserts  for  Cutting 
Rec.  Pract  for  Sintered  Carbide 
round,  Triangulaf,  Square  and  Diamond)  Inserts  for  Cutting 
Safety  Requirements  for  Explosive  Actuated  Fastening 
Tool  Holders  Basic  for  Numerically  Controlled  Machine 
Electrical  Std.  for  Metalworking  Machine 
Safety  Std.  for  Stationary  and  Fixed  Electric 
reduction  Industrial  Equipment  and  General  Purpose  Machine 

Picker 

Rec.  Std.  for  Picker 
Std.  for  Package  Quantities  of 
Soluble  Liquid  Adhesives  for  Automatic  Machine  Sealing  of 
Spec,  for  Continuous  (Steel)  Windows 
slack  Adjuster;  Freight  Cars  (1970)  Std.  Typical 

nt.  Test  Meth.  for  Total  Moisture  in  Coal  Reduced  to  No.  8 
)  Protection  Type"C"  weatherproof  Protection  4  Slides  and 
Product  Std.  for  Self  Edged  Surfaced  Counter 
Rec.  Std.  for 
Rec.  Std.  for 

Std.  Part  Screw,  Machine,  Pan  Head,  Full  Thread, 
Id.  Part  Screw,  Machine,  Flat  Fillister  Head,  Full  Thread, 
std.  Part  Screw,  Machine,  Flat  100  Deg.  Head,  Full  Thread, 
std.  Part  Screw,  Self  Locking,  Flat,  100  Deg.  Head,  Shear, 
Std.  Part  Screw,  Self  Locking,  Pan  Head,  Shear 
Std.  Part  Screw,  Machine,  Flat  82  Deg.  Head,  Full  Thread, 
td.  Part  Screw,  Machine,  Flat  100  Deg  Head,  Short  Thread, 
Std.  Part  Screw,  Machine,  Pan  Head,  Short  Thread, 
I  Screw,  Machine,  Pan  Head,  Close  Tolerance,  Short  Thread, 
machine.  Pan  Head  Modified,  Close  Tolerance,  Short  Thread, 
chine.  Flat  Fillister  Head,  Close  Tolerance,  Short  Thread, 
achine,  Flat  100  Deg.  Head,  Close  Tolerance,  Short  Thread, 
Std.  Part  Bolt,  Self  Locking,  Flat  Fillister  Head, 
Rec.  Pract.  for  Brake  System 
Flywheels  for  Engine  Mounted 
Agricultural  Tractor  Tire  Loadings, 
aNSI  Z155.18  Std.  Meth.  of  Test  tor  Mechanical 

Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi 
Steel,  1/  Std.  Part  Bolt.  100  Deg.  Flush  Tension  Head  Hi 

Steel,  1/  Std.  Part  Bolt,  100  Deg.  Flush  Tension  Head  Hi 

Std.  Part  Bolt  Flat  Pan  Head,  Hi 
Std.  Part  Boll,  100  Deg.  Flush  Tension  Head,  Hi 


Tolerances  of  Aluminum  Fin  Stock  (1970) 
Tolerances  of  Cellular  Rubber  Products  (Sponge  and  Expa 
Tolerances  of  Electric  Aluminum  Conductors  (1970) 
Tolerances  of  Extruded  Aluminum  Wire,  Rod,  Bar  and  Shap 
Tolerances  of  Extruded  Solid  Rubber  Products  (1970) 
Tolerances  of  Extruded  Solid  Rubber  Products  (1970) 
Tolerances  of  Extruded  Solid  Rubber  Products  (1970) 
Tolerances  of  Molded  Solid  Rubber  Products  (1970) 
Tolerances  of  SAE  Wrought  Aluminum  Alloys  (1969)  /Mica 
Tolerances  Single  and  Two  Sided  Rigid  Boards  (1970) 
Tolerances  (Including  Unmounted,  Laminated,  and  Printed 
Tolerances  (1970) 

Tolerances  (1970)  Std.  for  Alu 

Tolerances  (1970)  Std.  for  Aluminum  She 

Tolerances  (1970)  Std.  for  Aluminum  Sheet  and  Plate 

Tolerances,  and  Terminology  for  Home  Cooking  and  Baking 
Tolerances,  Application,  Fittings,  Storage,  Care  Mainte 
Tolerances,  Minimum  Bending  Radii  and  Tangents  (1969) 
Toluene  Diisocyanate  (1971) 
Toluene  Distillation  (1958) 
Toluene  Distillation  (1960) 
Toluene  Distillation  (1960) 
Toluene  Distillation  (1968) 

Toluene  Insoluble  Solid  Matter  in  Rosin  (Chiefly  Sand, 

Toluidine  Red  Pigments  (1968) 

Ton  Containers  (1967) 

Toned  Pnnts  (1967) 

Tongue  and  Groove  Siding  (1970) 

Tongue  (Single  Rip)  Meth,  (Constant  Rate  of  Extension 

Tongue  (Single  Rip)  Meth.  (Constant  Rate  of  Traverse  Te 

Tool  and  Die  Steels  (1970) 

Tool  for  Molded  in  Inserts  (1970) 

Tool  Gearing  ( 1971 ) 

Tool  Holders  Basic  for  Numerically  Controlled  Machine  T 

Tool  Joints)  (1971)  Rec.  Pract.  for  Drill 

Tool  Relationships  (1970) 

Tool  Shanks  for  Horizontal  Boring  Machines  (1968) 
Tool  Stds.  (1971) 
Tool  Steel  (1969) 
Tool  Steel  (1969) 

Tool  Steels  and  Other  Similar  Medium  and  High  Alloy  Ste 
Tool  Steels  (1970) 
Tooling  (1970) 
Tooling  (1970) 
Tools  (1967) 
Tools  (1969) 
Tools  (1969) 
Tools  (1969) 
Tools  (1970) 
Tools  (1970) 
Tools  (1971) 
Tools  (1971) 
Tools  (1971) 
Tooth  (Garnet)  Wire  (1962) 

Tooth  (Garnet)  Wire  (1970)  :■ 
Toothpaste  (1971) 

Top  Flaps  of  Fiberboard  Shipping  Cases  (1970)  /Solvent 
Top  Hung  (1969) 

Top  Rod  Application  Mechanical  Double  Acting  Automatic 
Top  Sieve  Size  (Limited  Purpose  Meth.)  (1971)  Te 
Top  (1969)  Pallet  Load  (of  Brick 

Tops  (1971) 

Torpedo  Net  Panel  Wire  (1970) 
Torpedo  or  Squib  Wire  (1970) 
Torq  Set  (I97I) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 
Torq  Set  (1971) 

Torq  Set,  Close  Tolerance  (1971) 

Torque  Balance  Test  Code,  Commercial  Vehicles  (1971) 
Torque  Converters  (1968) 
Torque  Factors,  and  Inflation  Pressures  (1968) 
Torque  Rate  of  Spiral  Coils  of  Thermostat  Metal  (1970) 
Torque  Recess  Alloy  Steel,  160,  000  psi  (1971) 
Torque  Recess,  .0156  Oversize  Shank  Short  Thread,  Alloy 
Torque  Recess,  .0312  Oversize  Shank  Short  Thread,  Alloy 
Torque  Recess,  Full  Thread  (1971) 
Torque  Recess,  Full  Thread  (1971) 


Std.  Indexable,  Throw  Away, 


Electronic  Std.  for  Mass  P 


Std.  Par 
Std.  Part  Screw, 
Std.  Part  Screw  Ma 
Std.  Part  Screw,  M 


AA 

RMA 

AA 

AA 

RMA 

RMA 

RMA 

RMA 

SAE 

IPC 

AA 

AA 

AA 

AA 

AA 

ANSI 

RMA 

PFI 

MCA 

TAPPI 

TAPPI 

TAPPI 

ASTM 

ASTM 

ASTM 

CHI 

PSA 

CRA 

ASTM 

ASTM 

SAE 

NSA 

AGMA 

NSA 

API 

ASAE 

ANSI 

ANSI 

ASTM 

ASTM 

ASTM 

AISI 

NAPM 

NAPM 

JIC 

ANSI 

SAE 

ANSI 

ANSI 

NSA 

NFPA 

UL 

JIC 

SWA 

SWA 

use 

ASTM 

SWI 

AAR 

ASTM 

RI 

NAPE 

SWA 

SWA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

NSA 

SAE 

SAE 

SAE 

ASTM 

NSA 

NSA 

NSA 

NSA 

NSA 


•288  1 

♦8.44 

*2816 

♦2811.2 

♦8.29 

♦8.36A 

♦8.37 

♦8.10 

J457H 

D300E 

•289 

•287.7 

•287.32 

•287.28 

♦287.36 

Z61.1 

♦5 

ES3 

SD73 

T484 

T208 

T3 

D2044 

D269 

D970 

53 

•1 

3A4-6 

D2261 

D2262 

J438B 

1837 

360.02 

970 

RP7G 

R291 

B5.40 

B5.43 

A597 

A600 

E352 

14 

PPl 

♦1 

EGP-1 

B94.24 

J439A 

B94.25 

A10.3 

970 

79 

987 

EL-1-71 

♦123 

•62.1 

PS50 

D1874 

F.l 

MSRP-E-65 

D2961 

P243 

A-2 

•92 

•93 

1100 

1101 

1102 

1161 

1171 

1393 

1620 

1630 

1131 

1141 

1121 

1151 

1181 

J225 

J927A 

J709B 

B362 

583 

1243 

1253 

1216 

1219 
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971) 


(1970) 
) (1970) 


Sid.  for  Bolt,  100  Deg.  Flush  Tension  Head  Hi 
Std.  Part  Bolt  Flat  Pan  Head.  Hi 
Sid.  Part  100  Deg.  Flush  Tension  Head,  Hi 
Std.  Pari  Boll,  100  Deg.  Flush  Tension  Head  Hi 
Std.  for  Bolt  100  Deg.  Flush  Tension  Head  Hi 
Std.  Part  Bolt,  Flat  Pan  Head,  Hi 
Std.  Part  Bolt  100  Deg.  Flush  Tension  Head,  Hi 
to  Determine  a  Plastisol's  Apparent  Viscosity  Utilizing  A 
t.  for  Fusion  Test  of  Poly  (Vinyl  Chloride)  Resins  Using  A 

Rec.  Sid.  for 
Std.  Test.  Procedure  for 
ers  (1970)  Rec.  Pract.  for 

source  Identification  Marking  of  Grades  B  and  C  Prevailing 

Std.  for  Prevailing 
Std.  for  Prevailing 
Test  Meth.  for  Closure 
Manual  on  Design  and  Manufacture  of 
eth.  of  Test  for  Fundamental  Transverse,  Longitudinal,  and 
or  Dynamic  Mechanical  Properties  of  Plastics  by  Means  of  A 
Measuring  the  Relative  Stiffness  of  Leather  by  Means  of  A 
Oils  and  Derivatives)  (1970/  Meth.  of  Sampling  Purity  by 

Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Std.  Test  Meth.  for 
Meth.  for  Determining 

ic  Perchloric  Acid  Titration  (19/  Tent.  Meth.  of  Test  for 

application  of  Ac  High  Voltage  Circuit  Breakers  Rated  on  A 
c  High  Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  and 
ed  Ratings  for  Ac  High  Voltage  Circuit  Breakers  Rated  on  A 
bber  Products  (1970)  Std.  for 

(R1969)  Std.  Test  Meth.  for 

and  Dichromate  Titration  (1969)  Std.  Test  Meth.  for 

bers  and  Cotton  (1968)  Quantitative  Determination  of 

(Limited  Purpose  Meth.)  (1971)  Tent.  Test  Meth.  for 

ymer  Emulsion  F/  Tent.  Test  Meth.  for  Nonvolatile  Matter 

Std.  Meth.  of  Test  for 
Std.  Test  Meth.  for 
Std.  Meth.  of  Test  for  Trace  Quantities  of 
Std.  for  Freight  Car  D3  Truck  Springs, 
Std.  for  Freight  Car  D5  Truck  Springs, 
Std.  for  Freight  Car  D4  Truck  Springs, 
Meth.  for 

Tent.  Test  Meth.  for  Plane  Strain  Fracture 
Safety  Chain  for 
Test  Meth.  for  Sulphur  Loss  From  Acid 
Std.  on  Water  Cooling 
Rec.  Pract.  for  Connection  and  Accessory  Locations  for 
al  Passenger  Tramways;  Including  Ski  and  Surface  Lifts  and 
s  (1970)  Std.  Meth.  of  Test  for  Evaluating  Acute 

echanical  Sound  Reproduction  (1/  Safety  Std.  for  Electric 

combustion  Apparatus)  (1970)  Std.  Meth.  of  Test  for 

1970)  Std.  Test  Meth.  for  Iron  in 

raphy  (1969)  Std.  Test  Meth.  for  Aromatic 

(1970)  Std.  Test  Meth.  for  Hydrocarbon 

(1968)  ANSI  Zl  1.231  Std.  Meth.  of  Test  for 

Std.  for  Round  Head,  Plow  and 
Spec,  for  Heat  Treated  Carbon  Steel 
Rec.  Pract.  for  Preferred  Axle 
of  Magnetic  Striping  of  35mm  Motion  Picture  Film  for  Four 

Railway 

Std.  Spec,  for  Soft  Steel 
spec,  for  Clearance  Diagrams  Fixed  Obstructions  for  Single 
Clearance  Diagrams  (Fixed  Obstructions)  for  Double 
Std.  for  Industrial 
Model  Railroad 

Std.  Test  Meth.  for  Liquid  Contaminant,  Inclined  Plane 
g  Materials  (1968)  Std.  Test  Meth.  for  Dust  and  Fog 

with  Controlled  Wat/  Std.  Test  Meth.  for  Differential  Wet 

,  and  21  Tracks  on  1/2  In.  Magnetic  Tape  and  14,  28  and  42 
s  on  1  In.  Magne/  Recorded  Tape  Formats  for  7,  14,  and  21 

five  to  the  Universal  Leader  for  Magnetic  and  Photographic 
tructures  Other  Than  Platforms  Adjacent  to  Industrial  Side 

Std.  Turnout  Plans 
Model  Railroad  Electric  and  Traction  Clearance  and 
fety  Std.  for  Performance  Requirements  for  Stopping  Power, 
gricultural  Tractors,  Self  Propelled  Implements,  and  Other 
Model  Railroad  Electric  and 
Std.  Layouts  for  Electric 
Std.  Layouts  for  Electric 
Uniform  Terminology  for 
Std.  Layouts  for  Electric 
Agricultural  (Farm) 


ments,  and  Other  Traction  and  Tr/ 


t  Drive  Lines  (1970) 


Rec.  Pract.  for  Agricultural  and  Industrial 
Agricultural 


Torque  Recess,  Long  Thread  Titanium  Alloy  (1970)  NSA 

Torque  Recess,  Long  Thread  (19711  NSA 

Torque  Recess,  Long  Thread  (1971)  NSA 

Torque  Recess,  Short  Thread  Alloy  Steel,  160,  000  psi  (1  NSA 

Torque  Recess,  Short  Thread  Titanium  Alloy  (1970)  NSA 

Torque  Recess,  Short  Thread  (19711  NSA 

Torque  Recess,  Short  Thread  (1971)  NSA 

Torque  Rheometer  (Brabender  Plasti  Corder)  at  a  Constan  SPl 
Torque  Rheometer  (1969)                                            Rec.  Prac  ASTM 

Torque  Rod  Wire  (1970)  SWA 

Torque  Strength  of  Fibre  Tubes  and  Cores  (1963)  CCTI 

Torque  Tension  Test  Procedure  for  Steel  Threaded  Fasten  SAE 
Torque  Type  Hex  Locknuts  (1968)                   Std.  for  Grade  and  IFI 

Torque  Type  Steel  Hex  Flange  Locknuts  (1969)  IFI 

Torque  Type  Steel  Hex  Locknuts  (1969)  IFI 

Torque  (1969)  SPI 

Torsion  Bar  Springs  (Hs  26)  (1970)  SAE 

Torsional  Frequencies  of  Concrete  Specimens  (1970)  ANSI  ASTM 
Torsional  Pendulum  (1969)  Std.  Test  Meth.  F  ASTM 
Torsional  Wire  Apparatus  (1969)                          Tent.  Meth.  for  ASTM 

Total  Acidity  and  Acid  Value  (Dibasic  Acids,  Industrial  AOCS 

Total  Acidity  of  Organic  Acids  (1968)  ANSI  ZI59.5  ASTM 

Total  Ash  Content  of  Activated  Carbon  (1970)  ASTM 

Total  Ash  in  Leather  (1969)  ASTM 

Total  Ash  in  Leather  (1969)  ASTM  D26I7  ALCA 

Total  Base  Number  of  Petroleum  Products  by  Potentiometr  ASTM 
Total  Basis  (1969)  /Calculation  of  Fault  Currents  for  ANSI 
Total  Current  Basis  (1969)  Guide  Specifications  for  A  ANSI 
Total  Current  Basis  (1971)                  /.  for  Schedules  of  Preferr  ANSI 

Total  Indicator  Reading  Tolerances  of  Extruded  Solid  Ru  RMA 

Total  Iodine  Value  of  Drying  Oils  and  Their  Derivatives  ASTM 

Total  Iron  in  Iron  Ores  by  Stannous  Chloride  Reduction  ASTM 

Total  Man  Made  Fiber  Content  in  Mixtures  of  Man  Made  Fi  ABFLO 

Total  Moisture  in  Coal  Reduced  to  No.  8  Top  Sieve  Size  ASTM 

(Total  Solids)  in  Water  Emulsion,  Solvent  Based,  and  Pol  ASTM 

Total  Sulfur  in  Fuel  Gases  (1970)  ANSI  Z77.6  ASTM 

Total  Sulfur  in  Iron  Ore  by  Combustion  lodate  Titration  ASTM 

Total  Sulfur  (Wickbold  and  Beckman  Combustion  Apparatus  ASTM 

Total  Travel  2  1/2  In.  (Railway)  (1970)  AAR 

Total  Travel  3  11/16  In.  (Railway)  (1970)  AAR 

Total  Travel  3  1/16  In.  (Railway)  (1970)  AAR 

Total  Water  in  Pulp  Mill  Spent  Liquors  (1954)  TAPPI 

Toughness  of  Metallic  Materials  (1970)  ASTM 

Towed  Equipment  (1970)  ASAE 

Towers  (lodate  Absorption)  (1971)  TAPPI 

Towers  (1971)  NFPA 

Towing  Doubles  and  Multiaxle  Trailers  (1970)  SAE 
Tows  (1970)                            Std.  Safety  Requirements  for  Aeri  ANSI 

Toxicity  of  Industrial  Waste  Water  to  Fresh  Water  Fishe  ASTM 

Toys  Including  Phonographs  with  Driven  Turntables  and  M  UL 

Trace  Quantities  of  Total  Sulfur  (Wickbold  and  Beckman  ASTM 

Trace  Quantities  Using  the  1,  10  Phenanthroline  Meth.  ASTM 

Traces  in  Light  Saturated  Hydrocarbons  by  Gas  Chromatog  ASTM 

Traces  in  Propylene  Concentrates  by  Gas  Chromatography  ASTM 

Traces  of  Volatile  Chlorides  in  Butane  Butene  Mixtures  ASTM 

Track  Bolts  (1970)  IFI 

Track  Bolts,  and  Carbon  Steel  Nuts  (1969)  AREA 

Track  for  102  In.  Wide  Trailers  (1970)  TTMA 
Track  Magnetic  Sound  Release  Prints  (1970)              /Dimensions  ANSI 

Track  Matenals  (1961)  AISI 

Track  Spikes  (1968)  ASTM 

Track  Tunnel  (1969)  AREA 

Track  Tunnel  (1969)  AREA 

(Track  Type)  Tractor  Drawbars  (1970)  SAE 

Track  Work  (1969)  NMRA 

Tracking  and  Erosion  of  Insulating  Materials  (1968)  ASTM 

Tracking  and  Erosion  Resistance  of  Electrical  Insulatin  ASTM 

Tracking  Resistance  of  Electrical  Insulating  Materials  ASTM 

Tracks  on  1  In.  Magnetic  Tape  for  Instrumentation  Recor  EIA 

Tracks  on  1/2  In.  Magnetic  Tape  and  14,  28  and  42  Track  EIA 
Tracks  (1968)                /Hronization  of  Motion  Picture  Film  Rela  SMPTE 
Tracks  (1969)              /Ranee  Diagrams  Fixed  Obstructions  for  S  AREA 

(Trackwork  Plans  and  Spec.)  (1969)  AREA 

Tract  Centers  (1963)  NMRA 

Traction  and  Steering  Stability  for  Regular  Bicycles  (1  BMA 
Traction  and  Transport  Devices  (1970)                /R  Traction  of  A  ASAE 

Traction  Clearance  and  Tract  Centers  (1963)  NMRA 

Traction  Freight  Elevators  (1970)  NEI 

Traction  Hospital  Elevators  (1970)  NEI 

Traction  of  Agricultural  Tractors,  Self  Propelled  Imple  ASAE 

Traction  Passenger  Elevators  (1970)  NEI 

Tractor  and  Equipment  Disk  Wheels  (1970)  SAE  J712  ASAE 

Tractor  and  Farm  Implement  Power  Takeoff  Universal  Join  ASAE 

Tractor  and  Implement  Disc  Wheels  (1962)  SAE 

Tractor  Auxiliary  Power  Take  Off  Drives  (1970)  SAE 

Tractor  Belt  Speed  and  Pulley  Width  (1966)  SAE  J720  ASAE 


663 

1218 

1221 

1503 

1083 

1217 

1220 

VDT19 

D2538 

•93.1 

Tl  16T 

JI74 

108 

107 

100 
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J796A 

C215 

D2236 
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TE4A 

E30I 

D2866 
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•8.37 
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E277 

D-IO 
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D1072 

E395 
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MSRPD-71 

MSRP-D-73 

MSRP-D-72 

T641 

E399 

R338 

UM-607 

214 

J849B 

B77.1 

D1345 

696 

D2785 

E394 

D2600 

D2712 

D2384 

SEC.B 

4-2-15 

RP30-70 

PH22.177 

10 

A65 

28-2-2 

28-2-3 

J749A 

S3 

D2303 

D2132 
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RS394 

RS394 

RP25 

28-2-4 

•1 

S6 

6/3 

R296.I 
S6 

•2-200 

•2-101 

R296.1 

•2-100 

R219.1 

R331T 

J7I2 

J717B 
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Motorized  Hand  Trucks  (Walkie)  (Operation  of 
Std.  for  Industrial  (Track  Type) 
Rec.  Pract.  for  Truck 
Std.  for  Spec.  Definitions,  Industrial 
irements  (1970)  Protective  Frame  (for 

irements  (1970)  SAE  J168  Protective  Enclosures  (for 

dures  and  Performance  Requirements/  Protective  Frame  (for 

Operating  Requirements  for 
Agricultural 
Agricultural 

J709a  Agricultural 
essures  (1968)  Agricultural 
ator  Protection  for  Wheel  Type  Agricultural  and  Industrial 
Definition  of  Lawn  and  Garden  Riding  Tractor,  Lawn  Riding 
71)  Definition  of  Lawn  and  Garden  Riding 

Lubrication  Intervals  for 
Rec.  Pract.  for  Brake  Test  Procedure  for  Industrial  Wheel 
Symbols  for  Operator  Controls  on  Agricultural 
tion  of  Hydraulic  Remote  Control  Cylinders  to  Agricultural 
Application  of  Hydraulic  Remote  Control  to  Farm 
Application  of  Remote  Hydraulic  Motors  to  Agricultural 
Agricultural  (Farm)  and  Industrial 
e  Point  F/  Attachment  of  Implements  to  Agricultural  Wheel 

e  Point/  Attachment  of  Implements  to  Agricultural  Wheeled 

n  Table  for  Future  Design  (1968)  Lawn  and  Garden 

ttachment  for  Hitch/         Implements  to  Lawn  and  Garden  Riding 
Performance  Ratings  of  Industrial 
ink  Hitch  Attachment  of  Implements  to  Agricultural  Wheeled 
Definitions  and  Terminology  for  Farm  and  Light  Industrial 
ions  and  Terminology  for  Agricultural  and  Light  Industrial 
elding  of  Power  Drivelines  for  Agricultural  Implements  and 
540  RPM  Power  Takeoff  for  Agricultural  (Farm) 
1000  RPM  Power  Takeoff  for  Agricultural  (Farm) 
Load  Handling  Controls  for  Powered  Industrial  Trucks  and 
Std.  for  540  RPM  Power  Take  Off  for  Farm 
Std.  for  1000  RPM  Power  Take  Off  for  Farm 
ator  Protection  for  Wheel  Type  Agricultural  and  Industrial 
for  Storage  Batteries  for  Motor  Vehicles,  Motorboats,  and 
ator  Protection  for  Wheel  Type  Agricultural  and  Industrial 
f  Power  Drive  Lines  for  Agricultural  (Farm)  Implements  and 
11  Factors,  Implement,  Log  Skidders,  Planter  Press,  Garden 
k  Attachment  for  Hitching  Implements  to  Agricultural  Wheel 
and  Tr/  Uniform  Terminology  for  Traction  of  Agricultural 

ive  Wheel  Types)  for  Agricultural  and  Industrial  Vehicles: 
creational.  Boat  and  Mobile  Home  Trailers;  Utility,  Garden 
retardant  Formulations  (1971) 

est  Meth.  for  Exterior  Coatings  and  Overlays  on  DFPA  Grade 


ttoms  (1971) 

Screenings,  Pellets  and  Flakes  (1971) 

(Flaxseed) (1972) 
(Flaxseed)  (1972) 

(1970) 
(1970) 

Oilseed  Products 
Manual  on  Classification  of  Motor  Vehicle 
Sid.  Test  Meth.  for  Solvent  and  Fuel  Resistance  of 
Std.  Meth.  of  Conducting  Road  Service  Tests  on 
lied  Conditions  (1966)  Test.  Meth.  for 

of  Test  for  Abrasion  Resistance  of  Stone  Subjected  to  Foot 
rking  Areas  (Crushed  Stone  Bases)  for  Automobile  and  Truck 

Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 
Rec.  Pract.  for 

ec.  Pract.  for  Brake  System  Road  Test  Code;  Passenger  Car, 

Rec.  Pract.  for 

Std.  for  Mobile  Home  Parks 
Rec.  Pract.  for 
Spec,  for  Highway 
Spec,  for  Grease  for  Lubrication  of 
Rec.  Pract.  Meth.  for  Test,  and  Comparing 
Rec.  Pract.  for 
Rec.  Pract.  and  Std.  Covering  Boat 
Rec.  Pract.  Truck 
Rec.  Pract.  for  Keel  and 
Rec.  Pract.  for 

Rec.  Pract.  for  Positioning  Lighting  Devices  for  Truck 
Std.  for  Fifth  Wheel  Kingpin  for  Commercial 
tion  of  Tires;  Medium  and  Heavy  Duty  Trucks,  School  Buses, 
Rec.  Pract.  for  Heavy  Duty  Lighting  Systems  for  Truck 
Outdoor  Storage  of  Mobile  Homes  and  Travel 


Tractor  Belt  Speed  and  Pulley  Width  (1967) 
Tractor  Controls  for  Load  Pick  Up)  (1968) 
Tractor  Drawbars  (1970) 
Tractor  Fifth  Wheel  Pick  Up  Ramps  (1970) 
Tractor  Front  End  Loader  (1968) 

Tractor  Operators)  Test  Procedures  and  Performance  Requ 
Tractor  Operators)  Test  Procedures  and  Performance  Requ 
Tractor  Operators)  with  Overhead  Protection  (Test  Proce 
Tractor  Power  Takeoff  Drives  (1970)  SAE  J721 
Tractor  Test  Code  (1967)  SAE  J708 
Tractor  Test  Code  (1968) 

Tractor  Tire  Loading  and  Inflation  Pressures  (1970)  SAE 

Tractor  Tire  Loadings,  Torque  Factors,  and  Inflation  Pr 

Tractor  (1970)  Std.  for  Oper 

Tractor,  and  Riding  Lawn  Mower  (1971) 

Tractor,  Lawn  Riding  Tractor,  and  Riding  Lawn  Mower  (19 

Tractors  and  Agricultural  (Farm)  Machinery  (1966) 

Tractors  and  Equipment  (1970) 

Tractors  and  Machinery  (1970) 

Tractors  and  Trailing  Type  Agricultural  (Farm)  Implemen 
Tractors  and  Trailing  Type  Farm  Implements  (1966) 
Tractors  and  Trailing  Type  (Farm)  Implements  (1970) 
Tractors  Auxiliary  Power  Takeoff  Drives  (1969) 
Tractors  Equipped  with  Quick  Attaching  Coupler  for  Thre 
Tractors  Equipped  with  (Juick  Attaching  Coupler  for  Thre 
Tractors  Load  and  Inflation  Pressures  and  Tire  Selectio 
Tractors  Up  to  20  Hp  Category  0  Three  Point  Free  Link  A 
Tractors  (1961) 


Tractors (1966) 
Tractors  (1967) 
Tractors  (1967)  SAE  J722 
Tractors  (1968) 
Tractors  (1969)  SAE  J718 
Tractors  (1969)  SAE  J7I9 
Tractors  (1970) 
Tractors  (1970) 
Tractors  (1970) 
Tractors  (1970) 
Tractors (1970) 
Tractors  (1970)  SAE  J333 
Tractors  (1970)  SAE  J955 
Tractors  (1971) 
Tractors  (1971)  SAE  J715 


Std.  for  Three  Point  Free  L 
Power  Take  Off 
Power  Takeoff  Definit 
Full  Shi 


Oper 
Std. 
Oper 

Full  Shielding  O 
/lal  Vehicles:  Tractors,  Tangential  Pu 
Three  Point  Free  Lin 
Tractors,  Self  Propelled  Implements,  and  Other  Traction 
Tractors,  Tangential  Pull  Factors,  Implement,  Log  Skidd 
Tractor;  Motor  Scooters  (1971)  /;  Fork  Lift  Trucks;  Re 

Trade  Names  of  Water  Borne  Wood  Preservatives  and  Fire 
Trademarked  Plywood  (1971) 
Trading  Rules  for  Cotton  Linters  (1971) 
Trading  Rules  tor  Cottonseed  Hulls  (1971) 
Trading  Rules  for  Cottonseed  Oil,  Soapstock  and  Tank  Bo 
Trading  Rules  for  Cottonseed  Products  (1971) 
Trading  Rules  for  Cottonseed  Slab  and  Sized  Cake,  Meal, 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Meal 
Trading  Rules  for  the  Purchase  and  Sale  of  Linseed  Oil 
Trading  Rules  for  the  Purchase  and  Sale  of  Soybean  Meal 
Trading  Rules  for  the  Purchase  and  Sale  of  Soybean  Oil 
Trading  Rules  (1971) 
Traffic  Accidents  (1970) 
Traffic  Paint  (1969) 
Traffic  Paint  (1969) 

Traffic  Test.  Floor  Polishes  Under  Nonlaboratory  Contro 


Std.  Meth. 

Design  Guide  for  Permanent  Pa 


Traffic  (1970) 
Traffic  (1971) 

Trailer  Axle  Alignment  (1969) 
Trailer  Boat  Supports  (1969) 
Trailer  Brakes  on  Boats  (1967) 
Trailer  Capacity  and  Data  Plate  on  Boats  (1969) 
Trailer  Combinations  (1970) 
Trailer  Couplings  and  Hitches  on  Boats  (1969) 
Trailer  Couplings  and  Hitches;  Automotive  Type  (1969) 
(Trailer  Courts)  (1971)  ANSI  A119.3 
Trailer  Electrical  Systems  on  Boats  (1964) 
Trailer  Hitches  for  Freight  Cars  (1970) 
Trailer  Hitches  on  Flat  (Railway)  Cars  (1969) 
Trailer  Leaf  Springs  (1970) 
Trailer  Lighting  on  Boats  (1969) 
Trailer  Pract.  (1970) 
Trailer  Supports  (1970) 
Trailer  Ties  on  Boats  (1962) 
Trailer  Wheels  and  Bearings  for  Boats  (1969) 
Trailers  and  Container  Chassis  (1971) 
Trailers  and  Semitrailers  (1970) 

Trailers  and  Semitrailers,  for  Normal  Highway  Service 
Trailers  (Other  Than  Tank  Type)  (1970) 
Trailers  (1968) 


SAE 

ITA 

SAE 

TTMA 

SAE 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

SAE 

ASAE 

SAE 

SAE 

ASAE 

ASAE 

ASAE 

SAE 

ASAE 

ASAE 

SAE 

ASAE 

ASAE 

ASAE 

SAE 

SAE 

ASAE 

ITA 

SAE 

SAE 

ASAE 

SAE 

ASAE 

ASAE 

ITA 

SAE 

SAE 

ASAE 

SAE 

ASAE 

ASAE 

TRA 

ASAE 

ASAE 

TRA 

TRA 

AWPA 

APA 

NCPA 

NCPA 

NCPA 

NCPA 

NCPA 

NFP 

NFP 

NSPA 

NSPA 

NIOP 

ANSI 

ASTM 

ASTM 

CSMA 

ASTM 

NCSA 

SAE 

BL\ 

BIA 

BIA 

SAE 

BIA 

SAE 

NFPA 

BIA 

AAR 

AAR 

TTMA 

BL«i 

ABYC 

TTMA 

BIA 

BIA 

TTMA 

SAE 

SAE 

TTMA 

FMS 


J720 

2C3 

J749A 

RP8-64 

J732C 

S306.2 

S336 

S3I0.1 

R207.8 

S209.3 

J708B 

S295.I 

J709B 

J333A 

S323 

S323 

R231 

J18I 

S304.3 

S201.4 

J716A 

S316T 

R333 

S278.2 

J909A 

J344 

S320 

3A1-3A3 

J7I5C 

J722A 

S205.1 

J955A 

S203.7 

S204.6 

2A1-2 

J718D 

J719D 

S305.2 

J537F 

S305.1 

S297T 

4 

S217.7 
R296.1 
4 
5 

M9-7I 

*8 

*5 

*4 

*2 

*l 

*3 

•I 

*2 

*1 

*2 

*1 

D16.I 
D2792 
D713 
81 

C241 
*1 

J875 

207 

206 

201 

J134 

202 

J684C 

501A 

211 

M928 

MSRP-M-929 

RP32-70 

210 

A15 

RP4-66 

132 

205 

RP9 

J700B 

J16I 

RP14-67 

10-38 
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Nomenclature  for  Wheels  and  Rims  Used  in  Truck  Bus  and 
uel  Burning  Heating  Appliances  for  Mobile  Homes  and  Travel 
Rec.  Pract.  for  Preferred  Axle  Track  for  102  In.  Wide 
Rec.  Pract.  for  Clean  Out  Nipples  on  Tank 
t.  for  Design  and  Construction  of  Dry  Bulk  Pneumatic  Truck 
r  Dimensions  Affecting  Interchange  of  102  In.  Wide  Doubles 
issible  Load  Concentration  for  Tandem  Axle  General  Purpose 
n  and  Accessory  Locations  for  Towing  Doubles  and  Multiaxle 
Safety  Std.  for  Roof  Jacks  for  Mobile  Homes  and  Travel 
Rec.  Pract.  for  Air  Supply  Manifold  for  Unloading  Tank 
for  Disc  Wheels  and  Demountable  Rims  of  Trucks,  Buses  and 
s,  Vehicles,  Station  Wagons,  Motorcycles  and  Scooters,  and 
r  Tires  and  Rims  (Bias  and  Radial  Ply)  for  Trucks,  Busses, 
(1968)  Std.  Motor  Vehicles, 

lumbi/  Std.  for  Recreational  Vehicles  (Travel  and  Camping 

peed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  Home 
ulic  Remote  Control  Cylinders  to  Agricultural  Tractors  and 
plication  of  Hydraulic  Remote  Control  to  Farm  Tractors  and 
on  of  Remote  Hydraulic  Motors  to  Agricultural  Tractors  and 
Freight  Cars  of  Any  Length  Having  Floating  Sills  with  the 
finitions  for  Local  Fire  Protective  Signalling  Systems  (in 


me  Radioactive  Materials  in  Nucl/ 


Std.  for  Selection  and 
Std.  for  Selection  and 
Rec.  Safety  Std.  for  Driver 
Rec.  Pract.  for 
Rec.  Pract.  for  the 
Rec.  Pract.  for  the 
Rec.  Pract.  for  the 
Rec.  Pract.  for  the 
Rec.  Pract.  for  the 


nt  Test.  Personnel  (1968) 
etrant  Test.  Personnel  (1968) 
article  Test.  Personnel  (1968) 
ic  Test.  Personnel  (1968) 
Test.  Personnel  (1968) 

g  Including  Busses,  Street  Cars,  Rapid  Transit  and  Railway 
0)  Std.  Safety  Requirements  for  Aerial  Passenger 

Minimum  Std.  Citizens  Radio  Service  Am 
systems)  (1969)  Std.  for  Electrical 

Guide  for  Spec,  and  Tests  for  Piezoelectric  Acceleration 
for  the  Selection  of  Calibrations  and  Tests  for  Electrical 
Spec,  and  Tests  for  Strain  Gage  Pressure 
ric  (Including  Ferro  Electric)  Pressure  and  Sound  Pressure 
hotometric  and  Thermal  Test,  of  Air  and  Liquid  Cooled  Heat 
.  Pract.  for  Classifying  Visual  Defects  in  Compression  and 
Std.  Test  Meth.  for  Coloif astness  and 
11  Signal  VHF  UHF  Transistor  Short  Circuit  Forward  Current 
Test  Meth.  for  Dynamic  Measurement  of  Water  Vapor 
h.  of  Test  for  Corrosivity  of  Water  in  the  Absence  of  Heat 
,  Sampling  and  Measuring  Procedures  for  Bulk  Shipments  and 
Std.  Meth.  for  Sampling  Gas  From  A 
re  Laminations,  Vertical  and  Horizontal  Channel  Frames  for 
equirements  for  Underground  Type  Single  Phase  Distribution 
3333/16667  kVa,  Single  and  501  Thr/  Std.  Requirements  for 

Guide  for  Installation  and  Maintenance  of  Dry  Type 
Guide  for  Loading  Oil  Immersed  Distribution  and  Power 
spec,  for  Chlorinated  Aromatic  Hydrocarbons  (Askarels)  for 
Meth.  of  Measurement  of  Mercury  Lamp  Ballasts  and 
ogy,  and  Test  Code  for  Distribution,  Power,  and  Regulating 

Std.  for 

Compartmental  Type,  Self  Cooled,  Three  Phase  Distribution 
r  Pad  Mounted  Compartmental  Type  Single  Phase  Distribution 
Std.  for  the  Measurement  of  Small  Signal  VHF-UHF 
(1970)  Std.  for  Measurement  of  Small  Signal  VHF  UHF 

St  Procedures  for  Verification  of  Maximum  Ratings  of  Power 
ansportalion  Lighting  Including  Busses,  Street  Cars,  Rapid 
less  Steels  (1969)  Rec.  Pract.  for  Welding  of 

g35.7  Std.  Spec,  for  Carbon  Steel  Plates  with  Improved 

for  Conducting  Drop  Weight  Test  to  Determine  Nil  Ductility 
r  Measuring  the  Screen  Luminance  of  Microform  Readers  with 
hermosetting  Polyethylene  Insulated  Wire  and  Cable  for  the 
Spec,  for  Oil  Field  Roller  and 
Tent.  Classification  for  Determination  of  Sound 
Rec.  Pract.  for  Passenger  Car  Vehicle  Engine  and 
axi/  Std.  Report  on  State  of  the  Art  Measuring  Unbalanced 

ure(1971)  Meth.  for  Water  Vapor 

nd  Hu/         Meth.  for  Gravimetric  Determination  of  Water  Vapor 
Suggested  Minimum  Std.  and  Test  Procedure  for  Automatic 
Meth.  for  Static  Creasing  of  Paper  for  Water  Vapor 
ocedures  and  Minimum  Evaluation  Std.  for  2  Speed  Planetary 
terials  (1971)  Std.  Test  Meth.  for  Solar  Energy 

Test  Meth.  for  Foreign  Particulate  Matter  in  Pulp  by 
Dirt  in  Pulp  Measured  by 
Std.  Definitions  of  Terms  for  Radio 
Std.  for  the  Direct  Viewing  of  Photographic  Color 
Meth.  for  Determining  the 
Std.  Meth.  of  Test  for 

iscosities)  (1970)  A/  Std.  Meth.  of  Test  for  Viscosity  of 

Packaging  Std.  for  Items  on  a  Cylindrical  Core  in  A 
Packaging  Std.  for  Single  Item  in  a  Plastic 
Packaging  Std.  for  Multiple  Items  in  Plastic 


Liquid  F 


Rec.  Prac 
Rec.  Pract.  Fo 
Rec.  Pract.  Perm 
Rec.  Pract.  for  Connectio 


De 


Trailers  (1969) 
Trailers  (1969)  ANSI  A147.1 
Trailers  (1970) 
Trailers  (1970) 
Trailers  (1970) 
Trailers  (1970) 
Trailers  (1970) 
Trailers  (1970) 
Trailers  (1970)  ANSI  A160.1 
Trailers  (1971) 

Trailers  (1971)  Rec.  Pract.  of  Labeling 

Trailers  (1971)  /  78  In.  Series)  for  Passenger  Vehicle 

Trailers,  and  Multipurpose  Passenger  Vehicles  (1971) 
Trailers,  and  Semitrailers  Operated  on  Public  Highways 
Trailers,  Truck  Campers,  Motor  Homes)  Installation  of  P 
Trailers;  Utility,  Garden  Tractor;  Motor  Scooters  (1971 
Trailing  Type  Agricultural  (Farm)  Implements  (1966)  SAE 
Trailing  Type  Farm  Implements  (1966)  Ap 
Trailing  Type  (Farm)  Implements  (1970)  Applicati 
Train  Line  and  Angle  Cock  Secured  to  Floating  Sills  (19 
Training  Manual)  (1971) 
Training  of  Nuclear  Power  Plant  Guide  to  Sampling  Airbo 
Training  of  Nuclear  Power  Plant  Personnel  (1971) 
Training  Programs  for  Transporting  Explosives  (1968) 
Training  Reports  and  (Management)  Records  (1970) 
Training,  Qualification  and  Certification  of  Eddy  Curre 
Training,  Qualification  and  Certification  of  Liquid  Pen 
Training,  Qualification  and  Certification  of  Magnetic  P 
Training,  Qualification  and  Certification  of  Radiograph 
Training,  Qualification  and  Certification  of  Ultrasonic 
Trains  (1952)  Rec.  for  Transportation  Lightin 

Tramways;  Including  Ski  and  Surface  Lifts  and  Tows  (197 
Transceivers  Operating  in  the  27  Mh(Z)  Band  (1971) 
Transducer  Nomenclature  and  Terminology  (for  Measuring 
Transducers  for  Zero  Space  Test.  (1964) 
Transducers  Used  for  Measuring  Shock  and  Vibration  (196 
Transducers  (Test  for  Instrumentation  Systems)  (1970) 
Transducers  (1969)  /Td.  Spec,  and  Tests  for  Piezoelect 

Transfer  Luminaires  (1968)  Meth.  for  P 

Transfer  Molded  Parts  (1970)  Rec 
Transfer  of  Color  in  the  Washing  of  Leather  (1969) 
Transfer  Ratio  (1970)  Std.  for  Measurement  of  Sma 

Transfer  Through  Sheet  Materials  (1970) 

Transfer  (Weight  Loss  Method)  (1970)  Std.  Met 

Transfers  of  Soybean  Oil  (1970)  /.  Std.  for  Inspection 

Transformer  Under  Positive  Pressure  (1971) 
Transformers  for  Radio  and  TV  (Television)  Receivers  (1 
Transformers  High  16  340  Grd  Y/9430  Volts  and  Below  Low 
Transformers  138000  Volts  and  Below  501  Through  10000/1 
Transformers  (1958) 
Transformers  (1962) 
Transformers  (1970a) 
Transformers  (1971) 

Transformers,  and  Reactors  Other  Than  Current  Limiting 
Transformers,  Regulators  and  Reactors  (1971) 
Transformers;  High  Voltage,  16340  Volts  and  Below;  2500 
Transformers;  High,  16340  Grd  Y/9430  Volts  and  Below,  A 
Transistor  Admittance  Parameters  (1970) 
Transistor  Short  Circuit  Forward  Current  Transfer  Ratio 
Transistors  (1967)  Te 
Transit  and  Railway  Trains  (1952)  Rec.  for  Tr 

Transition  Joints  Between  Ferritic  and  Austenitic  Stain 
Transition  Properties  for  Pressure  Vessels  (1971)  ANSI 
Transition  Temperature  of  Ferritic  Steels  (1969)  ANSI  Z 
Translucent  Screens  (1969)  Std.  Method  Fo 

Transmission  and  Distribution  of  Electrical  Energy  (197 
Transmission  Chain  and  Sprockets  (1970) 
Transmission  Class  (1970) 
Transmission  Identification  Numbers  (1969) 
Transmission  Line  Impedance  in  Distributed  Parameter  Co 
Transmission  Rate  of  Sheet  Materials  at  Normal  Temperat 
Transmission  Rate  Sheet  Materials  at  High  Temperature  A 
Transmission  Safety  Shield  (1971) 
Transmission  (1971) 

Transmissions  (1971)  Test  Pr 

Transmittance  and  Reflectance  (Terrestrial)  of  Sheet  Ma 

Transmitted  Light  (1970) 

Transmitted  Light  (1971) 

Transmitters  (1964) 

Transparencies  (!969) 

Transparency  of  Paper (1970) 

Transparency  of  Plastic  Sheeting  (1970) 

Transparent  and  Opaque  Liquids  (Kinematic  and  Dynamic  V 

Transparent  Bag  and  a  Box  (1971) 

Transparent  Bag  (1971) 

Transparent  Bag  (1971) 


SAE 

J393 

UL 

307A 

TTMA 

RP30-70 

TTMA 

RP33-70 

TTMA 

RP25-69 

TTMA 

RP31-70 

TTMA 

RPl-62 

SAE 

J849B 

UL 

311 

TTMA 

RP34 

SAE 

J 179  A 

TRA 

1 

TRA 

2 

ANSI 

D7.1 

NFPA 

501C 

TRA 

5 

ASAE 

S201.4 

SAE 

J716A 

ASAE 

S316T 

AAR 

MSRP-E-32A 

NEMA 

SB4 

ANSI 

N13.1 

ANSI 

N18.1 

IMF 

6.1 

NFPA 

9 

ASNT 

TCIA/E 

ASNT 

TCIA/D 

ASNT 

TCIA/B 

ASNT 

TCI  A/ A 

ASNT 

TCIA/C 

lES 

CP12 

ANSI 

B77.1 

EIA 

RS382 

ISA 

S37.1 

ISA 

RP37.2T 

ANSI 

S2.ll 

ISA 

S37.3 

ISA 

S37.10 

lES 

LM30 

ASTM 

D2562 

ASTM 

D2096 

EIA 

RS371 

TAPPI 

T523 

ASTM 

D2688 

NSPA 

'4 

ASTM 

D2759 

EIA 

RS393 

ANSI 

C57.1223 

ANSI 

C57.1210 

ANSI 

C57.94 

ANSI 

C57.92 

ASTM 

D2283 

ANSI 

C82.6 

ANSI 

C57.1220 

NEMA 

TRl 

ANSI 

C57.1222 

ANSI 

C57.1221 

EIA 

RS372 

EIA 

RS37I 

EIA 

JED65 

lES 

CP12 

PFI 

ES23 

ASTM 

A442 

ASTM 

E208 

ANSI 

PH5.10 

NEMA 

WC7 

API 

MF 

ASTM 

E413T 

SAE 

J129 

IEEE 

314 

TAPPI 

T448SU 

TAPPI 

T464SU 

SEMA 

4-1 

TAPPI 

T465SU 

SEMA 

12-1 

ASTM 

E424 

TAPPI 

T246 

TAPPI 

UM-205 

IEEE 

182A 

ANSI 

PH2.31 

TAPPI 

T522 

ASTM 

D1746 

ASTM 

D445 

NSA 

3436 

NSA 

3402 

NSA 

3403 
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sId.  for  Sheet  Material  in  a  Box,  with  Multiple  Individual 
Packaging  Sid.  for  an  Item  in  A 
Std.  for  Packaging  of  Items  in 
Std.  Test  Math,  for  Resistance  of 
Std.  for  Packaging  of  Items  in  a  Bag,  Flexible  Plastic 
Minimum  Operational  Characteristics  for  Airborne  Ate 
Design  Objectives  for  Flying  Qualities  of  Civil 
Std.  for  Seats  for  Flight  Deck  Crewmen  for 
.  Pract.  (Safety  Considerations)  for  Flight  Deck  Seats  for 
ght  Deck  Instrumentation  and  Display  Design  Objectives  for 
ocedures  for  Static  Pressure  Systems  Installed  in  Subsonic 
Crew  Escape  Provisions,  Flight  Deck  (Commercial 
(1970)  Rec,  Std.  Data  Format  of 

ractors.  Self  Propelled  Implements,  and  Other  Traction  and 
r  Single  Compartment  Pneumatic  Hopper  Highway  Vehicles  for 
Rec.  for  Pressure  Differential  Hopper  Cars  for 
red  Hopper  Cars  Equipped  with  Vacuum  Pneumatic  Outlets  for 
f  Single  Compartment  Pneumatic  Hopper  Highway  Vehicles  for 
ation  and  Actuation  of  Flight  Deck  Controls  for  Commercial 
ase  4  Wire/  Rec.  Pract.  for  Ground  Electrical  Power  Unit, 

or  Electrical  Installations  at  Petroleum  and  Gas  Pipe  Line 
rapid  Transit  and  Railway  Trains  (1952)  Rec  for 

Up  Se/  Sanitary  Std.  for  Stainless  Steel  Automotive  Milk 

Suggested  Code  of  Safety  Regulations  for  the  Manufacture, 
ting  Agents  (1970)  Code  for  the  Manufacture, 

(1970)  Safety  m  the 

1  Explosives  and  Blasting  A/  Std.  Safety  Requirements  for 

Rules  for  Storing, 
Rec.  Safety  Std.  for  Driver  Training  Programs  for 
Supplies  (1968)  Rec.  Safety  Std.  for  Motor  Vehicles 

pment  Cooling  by  the  Draw  Through  Method  in  Commercial  Jet 
s  (1969)  Std.  Test  Meth.  for 

ANSI  H9.23  Std.  Test  Meth.  for 

materials  (1970)  ANSI  H9.21  Std.  Meth.  of  Test  for 

ecimens  (1970)  Std.  Test  Meth.  of  Test  for 

concrete  Specimens  (1/  Std.  Meth.  of  Test  for  Fundamental 

1963)  Application  Guide  for  Piping, 

consumption  and  Temperature  Characteristics  of  Baffles  and 

Determination  of 
Quantitative  Determination  of 
(1970)  Std.  for  Mt 

Std.  tor  Self  Priming  Centrifugal 
Std.  Relating  to  Polyethylene  Refuse  (Garbage, 
)  Installation  of  Plumbi/  Std.  for  Recreational  Vehicles 

ruck  Rider  Type,  Operation,  Stackmg,  Loaded  and  Unloaded, 
Outdoor  Storage  of  Mobile  Homes  and 
iquid  Fuel  Burning  Heating  Appliances  for  Mobile  Homes  and 
Safety  Std.  for  Roof  Jacks  for  Mobile  Homes  and 
Std.  for  Freight  Car  D3  Truck  Spnngs,  Total 
Std.  for  Freight  Car  D.l  Truck  Spnngs,  Total 
Std.  for  Freight  Car  D4  Truck  Spnngs,  Total 
Rec.  Std.  for  Ring 
Spec,  for  Electric  Overhead 
fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constant  Rate  of 
hich  Are  Difficult  to  Palletiz/  Corrugated  or  Fiber  Board 

Spec,  for  Photographic 
Std.  for  Ventilated  or  Solid  Bottom  Cable 
d  Tolerances  (1970)  Std.  for  Aluminum  Sheet  and  Plate; 

Rec.  Std.  for  Tire 

aluminum  Sheet  and  Plate;  Mechanical  Property  Limits,  Heat 
r  Titanium  Alloy  Bars  and  Forgings  6al  -  4v  Annealed,  Heat 
Alloy  Bars,  Forgings,  and  Rings  6al-6v-25n  Annealed,  Heat 
.  Test  Meth.  for  Determination  of  Cement  Content  in  Cement 
Std.  Spec,  for  Carbon  Steel  Axles,  Non  Heat 
30v)  Consumable  Electrode  Melted  1650  F  (898.9  C)  Solution 
Titanium  Alloy  Forgings  8al-lmo-lv;  Solution  Heat 
Titanium  Alloy  Bars  and  Rings  Sal  -Imo  -  Iv  Solution  Heat 
Atomic  Absorption  of  the  Chromic  Oxide  Content  of  Plumage 
ssels  (1969)/  Std.  Spec,  for  Quenched  and  Tempered  Vacuum 

(1969)  Spec,  for  Heat 

Determination  of  Trash  Content  in  Acrylic  Resin 
flexible  Composites  of  Copper  Foil  with  Dielectric  Film  or 
nges.  Forged  Fittings,  and  Valves  and  Parts  Specially  Heat 
std.  Spec,  for  5%  Nickel  Alloy  Steel  Plate,  Specially  Heat 
Std.  for  Flammability  of 
Std.  for  Pressure 

mic  Absorption  of  the  Chromic  Oxide  Content  of  Tan-O-Quill 
el  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Headed,  Heat 
Std.  Meth.  of  Test.  Flexible 
Std.  Spec,  for  Flexible 
ec.  Preservative  and  Quality  Control  Programs  for  Pressure 

Std.  for  Inspection  of 
meth.  for  Physical  and  Chemical  Examination  of  Natural  and 
fing  (1971)  ANSI  A109/  Std.  Spec,  for  Woven  Glass  Fabrics 

nd/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
ta/         Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 


Transparent  Bags  (1971)  Packaging  NSA  3435 

Transparent  Plastic  Bag  and  Individual  Box  (1971)  NSA  3404 

Transparent  Plastic  Bags  with  Stiffener  (1971)  NSA  3415 

Transparent  Plastics  to  Surface  Abrasion  (1969)  ASTM  D1044 

Transparent,  with  Accessories  (1971)  NSA  3405 

Transponder  Systems  (1970)  RTCA  DO-144 

Transport  Aircraft  (1970)  SAE  ARP842B 

Transport  Aircraft  (1971)  SAE  AS290A 

Transport  Aircraft  (1971)  Rec  SAE  ARPII50 

Transport  Aircraft  (1971)  Rec.  Pract.  for  Fli  SAE  ARPI068 

Transport  Aircraft  (1971)  /.  Pract.  for  Flight  Test  Pr  SAE  ARP92I 

Transport  Aircraft)  (1970)  SAE  ARP808A 

Transport  Airplane  Characteristics  for  Airport  Planning  NSA  3601 

Transport  Devices  (1970)  /R  Traction  of  Agncultural  T  ASAE  R296.1 

Transport  of  Dry  Bulk  Chemicals  and  Plastics  (Tech  Bui  MCA  TCll 

Transport  of  Dry  Bulk  Chemicals  and  Plastics  (1970)  MCA  TC15 

Transport  of  Dry  Bulk  Chemicals  and  Plastics  (1970)  IE  MCA  TCI  3 

Transport  of  Dry  Bulk  Chemicals  and  Plastics  (1970)  10  MCA  TC14 

Transport  Type  Aircraft  (1971)  Rec.  Pract.  for  Loc  SAE  ARP268E 

Transportable  115/200  Volt  Ac  (Nominal)  400  Hertz,  3  Ph  SAE  ARP1148 

Transportation  Facilities  (1966)  /ification  of  Areas  F  API  RP500C 

Transportation  Lighting  Including  Busses,  Street  Cars,  lES  CP12 

Transportation  Tanks  for  Bulk  Delivery  And/or  Farm  Pick  DFISA  0511 

Transportation,  Storage  and  Use  of  Explosive  Materials  IMF  3 

Transportation,  Storage,  and  Use  of  Explosives  and  Bias  NFPA  495 

Transportation,  Storage.  Handling  and  Use  of  Explosives  IME  17 

Transportation,  Storage,  Handling,  and  Use  of  Commercia  ANSI  AI0.7 

Transporting  and  Shipping  Explosives  (1970)  IME  5 

Transporting  Explosives  (1968)  IME  6.1 

Transporting  Explosives,  Blasting  Agents,  Materials  and  IME  6.11 

Transports  (1970)  Electronic  Equi  SAE  AIR64A 

Transverse  Load  of  Corrugated  Reinforced  Plastics  Panel  ASTM  D1502 

Transverse  Rupture  Strength  of  Cemented  Carbides  ( 1970)  ASTM  B406 

Transverse  Rupture  Strength  of  Sintered  Metal  Friction  ASTM  B378 

Transverse  Rupture  Strength  of  Sintered  Metal  Powder  Sp  ASTM  B528 

Transverse,  Longitudinal,  and  Torsional  Frequencies  of  ASTM  C215 

Trapping  and  Venting  Steam  and  Hot  Water  Unit  Healers  AMCA  BUL-15 

Traps;  Test  in  the  Vacuum  System  (1968)  /  Refrigerant  AVS  4.10 

Trash  Content  in  Acrylic  Resin  Treated  Cotton  (1968)  ABFLO  A-8 

Trash  Content  in  Cotton  (1968)  ABFLO  A-3 

Trash  Pump  Rating  Requirements  (for  Clean  Out  Purposes)  CPB  *3 

Trash  Pumps  (1970)  CPB  M 

Trash)  Bags  (1970)  NSF  31 

(Travel  and  Camping  Trailers,  Truck  Campers,  Motor  Homes         NFPA  501C 

Travel  Speed)  (1964-69)  /Form  Tests  (Fork  Industrial  T  ITA  4C17-51 

Travel  Trailers  (1968)  EMS  10-38 

Travel  Trailers  (1969)  ANSI  A147.1  UL  307A 

Travel  Trailers  (1970)  ANSI  A160.1  UL  311 

Travel  2  1/2  In.  (Railway)  (1970)  '  AAR  MSRP-D-71 

Travel  3  11/16  In.  (Railway)  (1970)  AAR  MSRP-D-73 

Travel  3  1/16  In.  (Railway)  (1970)  AAR  MSRP-D-72 

Traveler  Wire  (1970)  SWA  '74 

Travehng  Cranes  (1961)  CMAA  61 

Traverse  Tensile  Test.  Machine)  (1971)  /Ngth  of  Woven  ASTM  D2262 

Trays  for  Interior  Protection  and  Stability  of  Shapes  W  RI  P242 

Trays  (1960)  ANSI  PH4.3 

Trays  (1971)  NEMA  VEl 

Tread  Plate;  Mechanical  Property  Limits  and  Weights,  An  AA  *287.36 

Tread  Wire  (1970)  SWA  *91.1 

Treatable  Alloys  and  Brazing  Sheet  (1970)  Std.  for  A  A  *287 

Treatable  (1970)  Spec.  Fo  SAE  AMS4967C 

Treatable  (1970)  Titanium  SAE  AMS4971A 

Treated  Aggregate  by  the  Meth.  of  Titration  (1965)  /Td  AASHO  T211 

Treated  and  Heat  Treated,  for  Railway  Use  (1969a)  ASTM  A21 

Treated  and  Precipitation  Heat  Treated  (1971)  /Ti  -  0.  SAE  AMS5737E 

Treated  and  Stabihzed  (1970)  SAE  AMS4973A 

Treated  and  Stabilized  (1970)  Spec,  for  SAE  AMS4972A 

Treated  by  the  Tan-O-Quill  Meth.  (1968)  /Ermination  by  ABFLO  B-13 

Treated  Carbon  and  Alloy  Steel  Forgings  for  Pressure  Ve  ASTM  A508 

Treated  Carbon  Steel  Track  Bolts,  and  Carbon  Steel  Nuts  AREA  4-2-15 

Treated  Cotton  (1968)  ABFLO  A-8 

Treated  Fabrics  (1970)  Std.  Meth.  of  Test.  ASTM  D2861 

Treated  for  High  Temperature  Service  (1968)  /  Pipe  Fla  ASTM  A404 

Treated  for  Pressure  Vessels  (1971)  ASTM  A645 

Treated  Paper  and  Paperboard  (1968)  TAPPI  T461 

Treated  Piles  and  Timbers  in  Marine  Construction  (1971)  AWPA  C18-71 

Treated  Plumage  (1968)  /.  for  the  Determination  by  Ato  ABFLO  B-14 

Treated  Roll  Threaded,  2050f  (1121.1c)  Solution  and  165  SAE  AMS7469A 

Treated  Sleevmg  Used  for  Electrical  Insulation  (1970)  ASTM  D350 

Treated  Sleeving  Used  for  Electrical  Insulation  (1970)  ASTM  D372 

Treated  Southern  Pine  (1970)  SFPA  TB6 

Treated  Timber  Products  (1970)  AWPA  M2-70 

Treated  Waters  in  the  Absence  of  Gross  Pollution  (1971)  APHA  ♦2-100 

Treated  with  Bituminous  Substances  for  Use  in  Waterproo  ASTM  D1668 

Treated  with  Creosote  Coal  Tar  Solutions  for  Above  Grou  AWPB  LP-5 

Treated  with  Creosote  Coal  Tar  Solutions  for  Ground  Con  AWPB  LP-55 
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A/  Sid.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
CI  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
A/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
CI  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
Mil  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
ut/  Sid.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
Use  in  /  Std.  for  Dual  Treatment  of  Wood  Piling  Pressure 

VI  Std.  for  Softwood  Lumber.  Timber  and  Plywood  Pressure 
Us/  Sid.  for  Softwood  Lumber  Timber  and  Plywood  Pressure 
ct/  Std.  for  Softwood  Lumber,  Timber  and  Plywood  Pressure 
td.  for  Residential  and  Commercial  Building  Poles  Pressure 
peclroscopy  (1970)  Std.  Method  for  Analysis  of 

Sid.  Melh.  of  Test  for  Combustible  Properties  of 
Std.  for  the  Purchase  of 
Guide  Spec,  for  Pressure 
.1-1037. 8c)  Solution,  Stabilization  and  Precipitation  Heat 
d.  Roll  Threaded  1800f  (982.2c)  Solution  and  Precipitation 
anium  Bars  and  Forgings  7al-4mo  Solution  and  Precipitation 
alloy  Bars  6al-25n-4zr-2mo  Solution  and  Precipitation  Heal 
slings.  Investment  7.05.-0.3mg(356-T51 )  Precipitation  Heal 
s  and  Wire  ll.5mo-6.0zr-4.5sn  1375f  (746.1c)  Solution  Heat 
ings.  Sand  4.2zn-1.2ce-0.7zr  (Ze41a-T5)  Precipitation  Heal 
1-1037. 8c)  Solution,  Stabilization,  and  Precipitation  Heal 
1-1037. 8c)  Solution,  Stabilization,  and  Precipitation  Heat 
f  (1079.4c)  Solution,  Stabilization  and  Precipitation  Heat 
nt.  Heal  Treated,  Roll  Threaded  Solution  and  Precipitation 
.  and  Rings  6al  -  6v  -  2sn  Solution  and  Precipitation  Heat 
rode  Vacuum  Induction  Melted  1975f  (1079.4c)  Solution  Heat 
for  Steel  Wire,  Safety,  Corrosion  Resistant,  Solution  Heat 
or  Steel  Wire.  Corrosion  and  Heat  Resistant,  Solution  Heat 
uminum  Alloy  Die  Forgings,  Solution  and  Precipitation  Heat 
ings,  6al  -  2sn  -  4zr-2mo,  Solution  and  Precipitation  Heat 
ings,  and  Rings,  6al  -  4v,  Solution  and  Precipitation  Heat 
or  Vacuum  Induction  Melted,  1525  F  (829.4c)  Solution  Heat 
or  Vacuum  Induction  Melted,  1800  F  (982.2c)  Solution  Heat 
or  Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution  Heat 
or  Vacuum  Induction  Melted,  1800  F  (982.5c)  Solution  Heat 
or  Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution  Heat 
rosion  Resistant  (35ni  -  35co  -  20cr  -  lOmo)  Solution  Heat 
ion  Resistant,  19cr  -  lOni  (SAE  30304)  Hydraulic,  Solution 
tanl,  1650f  Solution  Heat  and  Partially  Precipitation  Heat 
f  (954.4c)  Solution,  StabiUzalion,  and  Precipitation  Heat 
d  1650  F  (898.9  C)  Solution  Treated  and  Precipitation  Heat 
consumable  Electrode  Melted,  1650  F  (898.9c)  Solution  Heat 
sld.  Spec,  for  Carbon  Manganese  Silicon  Steel  Plates,  Heat 
d.  Spec,  for  Carbon  Steel  Axles,  Non  Heat  Treated  and  Heat 
rrosion  Resistant,  18cr  -  ll.Sni  (SAE  30305)  Solution  Heal 
oils  and  Screws,  Steel,  Corrosion  and  Heat  Resistant,  Heat 
s.  Steel,  Corrosion  and  Heal  Resistant,  Upset  Headed,  Heat 
Bolls  and  Screws,  Steel,  Alloy  Heal 
Bolls  and  Screws,  Titanium  Alloy.  6al-4v,  Heat 
oils  and  Screws,  Titanium  Alloy  6al-4v,  Upset  Headed,  Heal 
and  Screws,  Steel,  Corrosion  Resistant,  Upset  Headed,  Heat 
screws.  Steel,  Corrosion  and  Moderate  Heat  Resistant,  Heat 
oils  and  Screws,  Sleel,  Corrosion  and  Heal  Resistant,  Heal 
el  Alloy,  Corrosion  and  Heat  Resistant,  Upset  Headed,  Heal 
rrosion  Resistant,  18cr  -  11.5ni  (SAE  30305)  Solution  Heal 
Spec,  for  Steel  Bars  and  Forgings,  Nilriding  Heal 
nd  Forgings,  1.8ni  -  0.25mo  (0.38  -  0.43c)  (SAE  4640)  Heal 
Std.  Method  for  Analysis  of  Treated  Wood  and 
Requirements  for  Marine  Waste 
Wood  Used  on  Farms  Preservative 
Sld.  for  Structural  Lumber  Fire  Retardant 
Std.  for  Pole  Building  Construction  Preservative 
Std.  for  Sawn  Crossarms  Preservative 
Plywood  Fire  Retardant 
Sld.  for  Poles  Preservative 
Sld.  for  Cross  Ties  and  Switch  Ties  Preservative 
or  Lumber,  Timbers,  Bridge  Ties  and  Mine  Ties  Preservative 
Sld.  for  All  Timber  Products  Preservative 
Lodgepole  Pine  Poles  Preservative 
Boa/  Rec.  Pract.  and  Std.  Covering  Sewage  Holding  And/or 

Brick  and  Tile  in  Sanitation  Structures,  Water 
Brick  and  Tile  in  Sanitation  Structures,  Sewage 
Brick  and  Tile  in  Sanitation  Structures,  Industrial  Waste 
f  Pract.  for  Paints  and  Protective  Coatings  for  Wastewater 
Std.  for  Creosote  for  Brush  or  Spray 
Rec.  Pract.  for  Heat 

Western  Red  Cedar,  Northern  White/  Std.  for  Preservative 

I  Damage  (1967)  Water  Repellent 

Rec.  Pract.  for  Heal 

and  Ferritic  Alloy  Steels  (1969)  Rec.  Pract.  for  Heat 

Preservative 

p,  Ink  and  Label  Adhe/  Rec.  Pract.  for  Evaluating  Surface 

Std.  Spec,  for  Pressure 
poles  (1971)  Full  Length  Thermal  Process  Preservative 


Treated  with  Heavy  Petroleum  Solvent  Penta  Solution  for 
Treated  with  Heavy  Petroleum  Solvent  Penta  Solution  for 
Treated  with  Light  Petroleum  Solvent  Penta  Solution  for 
Treated  with  Light  Petroleum  Solvent  Penta  Solution  for 
Treated  with  Volatile  Petroleum  Solvent  (LPG)  Penta  Sol 
Treated  with  Volatile  Petroleum  Solvent  (LPG)  Penta  Sol 
Treated  with  Water  Borne  Preservatives  and  Creosote  for 
Treated  with  Water  Borne  Preservatives  for  Above  Ground 
Treated  with  Water  Borne  Preservatives  for  Above  Ground 
Treated  with  Water  Borne  Preservatives  for  Ground  Conta 
Treated  with  Water  Borne  Preservatives  (1969) 
Treated  Wood  and  Treating  Solutions  by  X-Ray  Emission  S 
Treated  Wood  by  the  Fire  Tube  Apparatus  (1969)  ANSI  A2. 
Treated  Wood  Products  (1970) 
Treated  Wood  (1970) 

Treated  (1966)  /Acuum  Induction  Melted  1825-1900f  (996 

Treated  (1967)  /T  Resistant,  Upset  Headed,  Heat  Treale 

Treated  (1970)  Tit 
Treated  (1970)  Titanium 
Treated  (1970)  Aluminum  Alloy  Ca 

Treated  (1970)  Titanium  Alloy  Bar 

Treated  (1970)  Magnesium  Alloy  Cast 

Treated  (1970)  /Acuum  Induction  Melted  1825-1900  (996. 

Treated  (1970)  /Acuum  Induction  Melted  1825-1900  (996. 

Treated  (1970)  /Ctrode  or  Vacuum  Induction  Melted  1975 

Treated  (1970)  /Ews,  Steel,  Corrosion  and  Heal  Resista 

Treated  (1970)  /Pec.  for  Titanium  Alloy  Bars,  Forgings 

Treated  (1970)  /5co-4.3mo-3.0ti-l  .4al  Consumable  Elect 

Treated  (1971)  Spec. 
Treated  (1971)  Spec.  F 

Treated  (1971)  Spec,  for  Al 

Treated  (1971)  Spec,  for  Titanium  Alloy  Bars  and  R 

Treated  (1971)  Spec,  for  Titanium  Alloy  Bars,  Forg 

Treated  (1971)  /  -  l.lli  -  2.0cu,  Consumable  Electrode 

Treated  (1971)  /  -  2.9cb  -  1.8li,  Consumable  Electrode 

Treated  (1971)  /  -  2.9cb  -  1.8ti,  Consumable  Electrode 

Treated  (1971)  /  -  2.9cb  -  1.8ti,  Consumable  Electrode 

Treated  (1971 )  /  -  2.9cb  -  1.8ti,  Consumable  Electrode 

Treated  (197!)  /Ec.  for  Alloy  Bars,  High  Strength,  Cor 

Treated  (1971)  /El  Tubing,  Seamless  and  Welded,  Corros 

Treated  (1971)  /Ivels,  Steel,  Corrosion  and  Heat  Resis 

Treated  (1971)  /Rode  or  Vacuum  Induction  Melted,  1750 

Treated  (1971)  /Ti  -  0.30v)  Consumable  Electrode  Melte 

Treated  (1971)  /(15cr  -  26ni  -  1.3mo  -  2. Hi  -  0.30v) 

Treated,  for  Pressure  Vessels  (1969) 

Treated,  for  Railway  Use  (1969a)  St 
Treated,  Rivet  Wire  (1971)  Spec,  for  Sleel  Wire,  Co 

Treated,  Roll  Threaded  Solution  and  Precipitation  Treat 
Treated,  Roll  Threaded  1800f  (982.2c)  Solution  and  Prec 
Treated,  Roll  Threaded  (1970) 
Treated,  Roll  Threaded  (1970) 
Treated,  Roll  Threaded  (1970) 

Treated,  Roll  Threaded  (1970)  Bolts 
Treated,  Roll  Threaded  (1970)  Bolls  and 

Treated,  Roll  Threaded,  1650f  Heat  Treatment  (1970) 
Treated,  Roll  Threaded,  1950f  (1065.6c)  Solution  Heat  T 
Treated,  Safely  Wire  (1971)  Spec,  for  Sleel  Wire,  Co 

Treated,  Tensile  (1971) 

Treated,  125,  000  psi  (862  Mn/M(2))  Tensile  Strength  (19 

Treating  Solutions  by  X-Ray  Emission  Spectroscopy  (1970 

Treatment  and  Disposal  Devices  (1968) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970) 

Treatment  by  Pressure  Processes  (1970)  Std.  F 

Treatment  by  Pressure  Processes  (1971) 

Treatment  by  the  Full  Length  Thermal  Process  (1971) 

Treatment  Devices  for  Marine  Toilet  (Waste  Systems)  (on 

Treatment  Facilities  (Tech.  Notes)  (1969) 

Treatment  Facilities  (Tech.  Notes)  (1969) 

Treatment  Facilities  (Tech.  Notes)  (1969) 

Treatment  Facilities  (1969)  Sld.  Manual  0 

Treatment  for  Field  Cuts  (1971) 

Treatment  of  Aluminum  Alloy  Castings  (1965) 

Treatment  of  Incised  Pole  Butts  by  the  Thermal  Process, 

Treatment  of  Limestone  Buildings  to  Prevent  Mortar  Join 

Treatment  of  Magnesium  Alloy  Castings  (1965) 

Treatment  of  Pipe  Bends  and  Formed  Components  of  Carbon 

Treatment  of  Plywood  by  Pressure  Processes  (1970) 

Treatment  of  Polyethylene  Containers  Using  the  Water  Di 

Treatment  of  Timber  Products  (1969) 

Treatment  of  Western  Red  Cedar  and  Alaska  Yellow  Cedar 
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LP-7 

AWPB 

LP-77 

AWPB 

LP-3 

AWPB 

LP-33 

AWPB 

LP-4 

AWPB 

LP-44 

AWPI 

MPI 

AWPB 

LP-2 

AWPI 

LP2 

AWPB 
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AWPI 
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AWPA 
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Ml -70 
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6510 

SAE 
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SAE 

AMS7477B 

SAE 
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SAE 

AMS4975A 

SAE 

AMS4261  A 

SAE 

AMS4980 

SAE 

AMS4439 

SAE 

AMS5706D 

SAE 

AMS5707C 

SAE 

AMS5709A 

SAE 

AMS7478G 

SAE 

AMS4979 

SAE 

AMS5708 

SAE 

AMS5685E 

SAE 

AMS5689A 

SAE 

AMS4148 

SAE 

AMS4975B 

SAE 

AMS4965B 

SAE 

AMS5860 

SAE 

AMS5605 

SAE 

AMS5606 

SAE 

AMS5701 

SAE 

AMS5702 

SAE 

AMS5758 

SAE 

AMS5567A 

SAE 

AMS7235A 

SAE 

AMS5703 

SAE 

AMS5737E 

SAE 

AMS5734C 

ASTM 

A537 

ASTM 

A21 

SAE 

AMS5686C 

SAE 

AMS7478G 

SAE 

AMS7477B 

SAE 

AMS7452J 

SAE 

AMS7460B 

SAE 

AMS7461  A 

SAE 

AMS7474A 

SAE 

AMS7470F 

SAE 

AMS7479C 

SAE 

AMS7471B 

SAE 

AMS5685F 

SAE 

AMS6472A 

SAE 

AMS6317C 

AWPA 

A9-70 

UL 

1119 

AWPA 

CI  6-70 

AWPA 

C20-70 

AWPA 

C23-70 

AWPA 

C25-70 

AWPA 

C27-70 

AWPA 

C4-70 

AWPA 

C6-70 

AWPA 

C2-70 

AWPA 

Cl-71 

AWPA 
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A8 
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34 
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34A 

SCPI 

34B 

WPCF 

17 

AWPA 

P7-68 

AFS 

NF656-13 

AWPA 

C7-71 

ILIA 

•8.26 

AFS 

NF656-14 

PFI 

ES6 
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C9-70 

SPI 

PBD6 

ASTM 

D1760 
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Sid.  for  Water  Repellent  Preservative  Non  Pressure 
rne  Preservatives  and  Creosote  for  Use  in  /  Std.  for  Dual 

Tent.  Test  Meth.  for  Durability  of  Fire  Retardant 
Std.  Manual  of  Pract.  for  Sewage 
Std.  Manual  of  Pract.  for  Operation  of  Wastewater 
Std.  Spec,  for  Preservatives  and  Pressure 
Std.  for  Preservative 
Std.  Spec,  for  Tar  for  Absorptive 
Pract.  Units  of  Expression  for  Wastes  Characteristics  and 
nd  Heal  Resistant,  Heat  Treated,  Roll  Threaded.  1650f  Heat 
f  (1121.1c)  Solution  and  1650f  (898.9c)  Precipitation  Heat 
heat  Treated,  Roll  Threaded,  1950f  (1065.6c)  Solution  Heat 
d  Ferritic  Steels  with  Tensile  Properties  Enhanced  by  Heat 
ng  and  Constructing  Wells,  Sizing  Water  Systems,  and  Water 

Asphalt  Surface 
Rec.  Grades  and  Pressure 
d  Room  Facilities,  Automatic  Fuel  Burning  Equipment;  Water 

Safety  Std.  for  Christmas 
Floor  and 

Std.  for  Diaphragm  Pumps,  for  Dewatering  in 
Spec,  for  Design  of  Wood  Bridges  and 
Spec,  for  Design  and  Construction  of  Reinforced  Concrete 
Spec,  tor  Design  and  Construction  of  Prestressed  Concrete 
easurements.  Part  I  Small  Signal  Measurements  (1971) 
Is  (1969)  Std.  Indexable,  Throw  Away,  (Round, 

Std.  for  Common  Name  for  the  Pest  Control  Chemical 
oil  Mixtures  (1965)  Std.  Test  Meth.  for  Determination  of 

or  Unconsolidated,  Undrained  Strength  of  Cohesive  Soils  in 
8)  Std.  Test  Meth.  Using  Antimony 

3,  4,  4 

Tent.  Meth.  of  Aluminum  Scratch  Test  for  1.  1,  1- 
for  Acceptable  Concentrations  of  Methyl  Chloroform  (1,  1,  1 


ies,  and  Covering  Materials;  Pad  Supports  and  Paddmg;  and 
Product  Std.  for  Locks  and  Lock 
Method  of  Testing  Resistance  to  Scuffing  of 
Fabrics,  Vinyls,  Coated  Fiberboards,  and  Other  Automotive 
Flammability  of  Automotive  Interior 
Anodized  Aluminum  for  Automotive 
Std.  for  Steel  Bi-Fold  Closet  Door  Units,  Frames,  and 
and  Bars  (1969)  Std.  for  Architectural  Door 

ect  Current  Low  Voltage  Power  Circuit  Breakers  /  Std.  for 

andling  and  Storing  (19/  Rec.  Pract.  for  55  Gallon  Single 

Std.  Meth.  for  Analysis  of  Sodium 
th.  (1970)  Std.  Meth.  for  Analysis  of  Sodium 

Std.  Spec,  for 
Std.  Meth.  of  Test  for  Radioactive 
Dimensional  Std.  for  Overhead 
pec.  for  Figure  9  Deep  Section  Grooved  and  Figure  8  Copper 

Std.  Spec,  for  Bronze 
Std.  Spec,  for  Copper 

Electric 

Rec.  Pract.  for  Brake  System  Road  Test  Code; 
Rec.  Pract.  for  Brake  System  Performance  Requirements; 
ith  6  1/2  X  12  In.  and  Larger  Journals  (Railway/  Std.  for 

s  with  6  1/2  X  12  In.  and  Larger  Journals  (Rail/  Std.  for 

lion  of  2  Piece  Horizontal  and  Vertical  Wear  Liners  to  the 
tion  of  2  Piece  Horizontal  and  Vertical  Wear  Liners  to  the 
Std.  Marking  Diagram  for 

Nomenclature  for  Wheels  and  Rims  Used  in 
type  /  Std.  for  Tire  Rims  to  Motorcycles,  Passenger  Cars, 

d.  for  Recreational  Vehicles  (Travel  and  Camping  Trailers, 
cars  with  6  1/2  X  12  In.  and  LI  Std.  Covering  Surfaces  of 

Safety  Code  for  Crawler,  Locomotive  and 
Std.  for  Basic  Freight  Car 
Rec.  Pract.  for 

(Powered  Industrial) 
Rec.  Pract.  for  Industrial 

bility  and  Safety,  Tilting  Platform  Tests  (Fork  Industrial 
Std.  for  Freight  Car  D6 
Std.  for  Freight  Car  D3 
Std.  for  Freight  Car  D5 
Std.  for  Freight  Car  D4 
Rec.  Pract.  for  Industrial 
Pressed  on  Hi  Load  Cushion  Solid 
Cured  on  Solid 
Industrial  Pneumatic 
Industrial 
Pressed  on  Std.  Solid 
Rec.  Pract.  for 


Treatment  of  Wood  Millwork  (1970)  NWMA  I.S.4 

Treatment  of  Wood  Piling  Pressure  Treated  with  Water  Bo  AWPI  MPl 

Treatment  of  Wood  (1970)  ASTM  D2898 

Treatment  Plant  Design  (1967)  WPCF  8 

Treatment  Plants  (1970)  WPCF  11 

Treatment  Processes  for  Timber  (1967)  AASHO  M133 

Treatment  (for  Posts)  by  Pressure  Processes  (1971)  AWPA  C5-71 

Treatment  (1965)  AASHO  M214 

Treatment  (1967)  Std.  Manual  of  WPCF  6 

Treatment  (1970)  Bolts  and  Screws,  Steel,  Corrosion  A  SAE  AMS7479C 

Treatment  (1970)  /Ed ,  Heat  Treated  Roll  Threaded,  2050  SAE  AMS7469A 

Treatment  (1970)  /N  and  Heal  Resistant,  Upset  Headed,  SAE  AMS7471B 

Treatment  (1971)  /Slant  Linings,  Cast  Ductile  Iron,  An  ASME  BPVC8-1-C 

Treatment,  Quality  and  Management  (1965)  IDs  to  Locati  WSC  *1 

Treatments  and  Penetration  Macadam  (1969)  AI  MS13 

Treatments  for  Decks,  Patios  and  Fences  (1970)  SFPA  *1 

Treatment;  and  Glossary  (1971)  /Ntrols,  Accessories  An  ASME  BPVCVI 

Tree  and  Decorative  Lighting  Outfits  (1969)  ANSI  C33,25  UL  588 

Trench  Drains  (1968)  ANSI  AI12.211 

Trenches  (1970)  CPB  *4 

Trestles  for  Railway  Loading  (1969)  AREA  7-2-1 

Trestles  for  Railway  Loading  (1970)  AREA  8-9-1 

Trestles  for  Railway  Loading,  Using  Box  Beams  (1970)  AREA  8-17-25 

Trial  Use  Std.  Guide  on  Solid  Slate  Devices;  Varactor  M  IEEE  318 

Triangular,  Square  and  Diamond)  Inserts  for  Cutting  Too  ANSI  B94.25 

Triarimol  (1971)  ANSI  K62.I00 

Triaxial  Classification  of  Base  Materials,  Soils,  and  S  AASHO  T212 

Triaxial  Compression  (1970)  Std.  Meth.  of  Test  F  ASTM  D2850 

Trichloride  Spall,  for  Porcelain  Enameled  Aluminum  (196  PEI  BULT51 

Trichlorocarbanihde  (1959)  CTFA  76 

Trichloroethane  (1971)  ASTM  D2943 

Trichloroelhane)  (1970)  Std.  ANSI  Z37.26 

Trielhanolamine  85  Percent  (1965)  CTFA  18 

Triethanolamine  98  Percent  (1959)  CTFA  58 

Triethanolammonium  Lauryl  Sulfate  (1960)  CTFA  62 

Trim  Fastenings  (1970)  /Usters,  Frames,  Spring  Assembl  SAE  J782A 

Trim  for  Doors  (1970)  BHMA  601 

Trim  Materials  (1968)  SAE  J365 

Trim  Materials  (1968)  /or  Match  to  Master  Specimen  for  SAE  J361 

Trim  Materials;  Horizontal  Test  Method  (1969)  SAE  J369 

Trim  (1969)  SAE  J399 

Trim  (1970)  USC  PS38 

Trim,  Protection,  Push  and  Name  Plates,  Edgings,  Pulls  BHMA  1001 

Trip  Devices  (Opening  Releases)  for  Alternating  and  Dir  ANSI  C37.17 

Trip  Metal  Drums  for  Liquid  Chemicals  (Directions  for  H  MCA  D33 

Triphosphate  by  the  Simplified  Ion  Exchange  Meth.  (1970  ASTM  D2761 

Triphosphate  by  the  Simplified  Paper  Chromatographic  Me  ASTM  D2760 

Trisodium  Phosphate  (1970)  ANSI  K60. 12  ASTM  D538 

Tritium  in  Water  (1970)  ASTM  D2476 

Trolley  Conveyors  and  Components;  Unit  Handling  (1970)  CEMA  601 

Trolley  Wire  for  Industrial  Haulage  (1969)  ANSI  C7. 11  ASTM  B116 

Trolley  Wire  (1969)  ANSI  C7.5  ASTM  B9 

Trolley  Wire  (1969)  ANSI  C7.6  ASTM  B47 

Truck  Ability  Work  Sheet  Pad  (Hs  83)  (1968)  SAE  J801 

Truck  and  Battery  Marking  (1957)  ITA  5A1 

Truck  and  Bus  and  Combination  of  Vehicles  (1971)  SAE  J786A 

Truck  and  Bus  and  Combination  of  Vehicles  (1971)  SAE  J992B 

Truck  Bolster  Center  Plate  Horizontal  Wear  Liner  Cars  W  AAR  MSRP-D-14C 

Truck  Bolster  Center  Plate  Vertical  Ring  Wear  Liner  Car  AAR  MSRP-D-14B 

Truck  Bolster  Center  Plate  (Railway  Cars)  (1970)  /Lica  AAR  MSRP-D-14D 

Truck  Bolster  Center  Plate  (Railway  Cars)  (1970)  /Lica  AAR  MSRP-D-I4E 

Truck  Bolster  (1970)  AAR  MSRP-D-I5 

Truck  Braking,  General  (1965)  ITA  3B1-3B3 

Truck  Bus  and  Trailers  (1969)  SAE  J393 

Truck  Busses,  Off  the  Road  Agricultural  and  Industrial  TRA  6 

Truck  Campers,  Motor  Homes)  Installation  of  Plumbing,  H  NFPA  501C 

Truck  Center  Plate  and  the  Application  of  Wear  Liners;  AAR  MSRP-D-14A 

Truck  Cranes;  Derricks,  Hoists,  Jacks  and  Slings  (1968)  ANSI  B30.5 

Truck  Design  Data  (Railway)  (1970)  AAR  MSRP-D-4 

Truck  Fire  Protection  (1970)  NFPA  512 

Truck  Floor  Load  Calculations  (1965)  ITA  11 

Truck  Hook  Type  Fork  Mounting  (1966)  ITA  7A-D1 

Truck  Load  Handhng  Symbols  (1971)  ITA  2L2 

Truck  Pallet  Rollers  (1964)  ITA  9E1 

Truck  Rider  Type,  Operation,  Stacking,  Loaded  and  Unloa  ITA  4C17-51 

Truck  Spring  (Railway)  (1966)  AAR  MSRP-D-74 

Truck  Springs,  Total  Travel  2  1/2  In.  (Railway)  (1970)  AAR  MSRP-D-71 

Truck  Springs,  Total  Travel  3  11/16  In.  (Railway)  (1970  AAR  MSRP-D-73 

Truck  Springs,  Total  Travel  3  1/16  In.  (Railway)  (1970)  AAR  MSRP-D-72 

Truck  Symbols  (1971)  ITA  2L1 

Truck  Tire  List  (1964)  ITA  9C4 

Truck  Tire  List  (1964)  ITA  9D1 

Truck  Tire  List,  Preferred  and  Future  Design  (1966)  ITA  9F2 

Truck  Tire  Nomenclature  and  Rec.  Pract.  (1964)  ITA  9A1 

Truck  Tires  (1964)  ITA  9C1 

Truck  Tractor  Fifth  Wheel  Pick  Up  Ramps  (1970)  TTMA  RP8-64 
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ent  Parking  Areas  (Crushed  Stone  Bases)  for  Automobile  and  Truck  Traffic  (1971)  Design  Guide  for  Perman  NCSA  *\ 

Rec.  Pracl.  Truck  Trailer  Supports  (1970)  TTMA  RP4-66 

Rec.  Pract.  for  Positioning  Lighting  Devices  for  Truck  Trailers  and  Container  Chassis  (1971)  TTMA  RP9 

Rec.  Pract.  for  Heavy  Duty  Lighting  Systems  for  Truck  Trailers  (Other  Than  Tank  Type)  (1970)  TTMA  RP14-67 

.  Pract.  for  Design  and  Construction  of  Dry  Bulk  Pneumatic  Truck  Trailers  (1970)  Rec  TTMA  RP25-69 

Rec.  Pract.  for  Industrial  Truck  Typical  Applications  (Symbols)  ( 1971 )  ITA  2L3 

Glossary  of  Terms  for  Truck  Van  Bodies  and  Components  (1968)  TBEA  '1 

Rec.  Pract.  for  Truck  Vehicle  Identification  Numbers  (1971)  SAE  J187 

Service  Brake  System  Performance  Requirements;  Light  Duty  Truck  (1971)  Rec.  Pract.  for  SAE  J155 

Brake  System  Road  Test  Code  (Passenger  Car  and  Light  Duty  Truck)  (1971)  Rec.  Pract.  for  SAE  J843D 

Brakes,  Electric  Truck.  High  Lift  Order  Picker  (1968)  ITA  3G1 

td.  for  Limitmg  Nommal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  33  In.  Dia.  Wheels,  5X9  AAR  MSRP-D-7 

td.  for  Limiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  36  in  Dia.  Wheels,  6  1/2  X  AAR  MSRP-D-8 

td.  for  Limiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  One  Wear  Wheel  AAR  MSRP-D-8B 

td.  for  Limiting  Nominal  Design  Dimensions  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  Wheels  6  1/2  X  AAR  MSRP-D-8A 

Exterior  Sound  Level  for  Heavy  Trucks  and  Buses  (1969)  SAE  J336 

Exterior  Sound  Level  for  Heavy  Trucks  and  Buses  ( 1969)  SAE  J366 

Std.  for  Exterior  Loudness  Evaluation  of  Heavy  Trucks  and  Buses  (1970)  SAE  J672A 

Load  Handling  Controls  for  Powered  Industrial  Trucks  and  Tractors  (1970)  ITA  2A1-2 

mum  Performance  Criteria  for  Brake  Systems  for  Off  Highway  Trucks  and  Wagons  (1971)  Rec.  Pract.  for  Mini  SAE  J166 

e  Emissions  From  GasoUne  Powered  Passenger  Cars  and  Light  Trucks  Using  the  Enclosure  Technique  (1970)  /Vaporativ  SAE  J171 

c.  Pract.  for  Axle  Loadings  for  Counterbalanced  Rider  Fork  Trucks  with  Std.  or  Cushion  Solid  Rubber  Tires  (1970)  ITA  1  IBl 

nd  Logging  (Short  Hauls);  Road  Graders;  Mining  and  Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes  TRA  3 

Pick  Up)  (1968)  Motorized  Hand  Trucks  (Walkie)  (Operation  of  Tractor  Controls  for  Load  ITA  2C3 

Rec.  Steering  Arrangements;  Rider  Type  Trucks  (1964)  ITA  2B1-2 

Controls;  Electric  Motorized  Industrial  Hand  Trucks  (1965)  ITA  2H1 

Controls;  Electric  Motorized  Industrial  Hand/Rider  Trucks  (1965)  ITA  2JI 

Brakes,  Electric  Motorized  Hand  Trucks  (1965)  ITA  3E1 

Principal  Dimensions  for  Low  Lift  Pallet  Trucks  (1966)  ITA  lOAl 

Principal  Dimensions  for  Low  Lift  Platform  Trucks  (1966)  ITA  lOBl 

Fire  Prevention  Spec,  for  Internal  Combustion  Engine  Trucks  (1966-67)  ITA  6 

Producer  Air  Padding  for  Chlorine  Tank  Cars  and  Tank  Trucks  (1967)  '  CHI  54 

on  Spec,  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1967)  Fire  Preventi  ITA  6AI-E3 

ety  Std.  for  Internal  Combustion  Engine  Powered  Industrial  Trucks  (1970)  Saf  UL  558 

e  Emissions  From  Gasoline  Powered  Passenger  Cars  and  Light  Trucks  (1970)  /  for  the  Measurement  of  Fuel  Evaporativ  SAE  J170 

Safety  Std.  for  Electric  Battery  Powered  Industrial  Trucks  (1971)  UL  583 

as  of  Use,  Maintenance  and  Operation  of  Powered  Industrial  Trucks  (1971)  ANSI  B56.2  /.  for  Type  Designations,  Are  NFPA  505 

Industrial  Pneumatic  Tire  List  (Trucks)  Preferred  and  Future  Design  (1966)  ITA  9F1-2 

Floor  Loads  (of  Buildings  for  Industrial  Trucks)  (1956)  ITA  llAl 

Batteries,  Voltages  (for  Electric  Trucks)  (1956)  ITA  8B1 

Safety,  Maintenance  (of  Trucks)  (1964)  ITA  4K1-2 

Safety,  Operating  (of  Trucks)  (1964-65)  ITA  4JI-2 

Nameplates  and  Marking  (for  Trucks)  (1965)  ITA  4F1 

12  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8C2 

18  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8D1 

Assembly  of  Large  Lead  Acid  Batteries  (for  Electric  Trucks)  (1965)  ITA  8E1 

Assembly  of  Large  Nickel  Iron  Batteries  (for  Electric  Trucks)  (1965)  ITA  8E2 

24  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ~-  ITA  8E3 

Nickel  Iron  24  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8E4 

Lead  Acid  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  •  ITA  8F1 

Nickel  Iron  30  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8F2 

Lead  Acid  36  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8G1 

Lead  Acid  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H1 

Nickel  Iron  48  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H2 

Lead  Acid  72  Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8J1 

of  Small  Batteries  Lead  Acid  and  Nickel  Iron  (for  Electric  Trucks)  (1965)  Assembly  ITA  8C1 

on  36  Volt  Batteries  (Dimensions)  (for  Electric  Industrial  Trucks)  (1965)  Nickel  Ir  ITA  8G2 

for  Changing  and  Charging  Storage  Batteries  (tor  Electric  Trucks)  (1965)  General  Safety  Rec.  ITA  SKI 

Capacity  Ratings  (for  Platform,  Pallet  and  Fork  Trucks)  (1966)  ITA  4E1 

Fuel  Handling  and  Storage  (for  Internal  Combustion  Engine  Trucks)  (1966)  Safety  ITA  6E1-3 

chanism,  Overtravel  Limits,  Warning  Devices,  of  Industrial  Trucks)  (1966-68)  /Es,  Steering,  Wheel  Guards,  Tilt  Me  ITA  4G1-4 

ion  of  Right  Hand  and  Left  Hand  (for  Rider  Type  Industrial  Trucks)  (1968)  Designat  ITA  2C1-2 

Rec.  Cable  Sizes  for  Battery  Leads  (for  Electric  Trucks)  (1970)  ITA  8L8 

Windshield  Defrosting  Systems  Test  Procedure  of  Trucks,  Buses  and  Multipurpose  Vehicles  (1969)  SAE  J381 

Rec.  Pracl.  for  Windshield  Wiper  Systems  for  Trucks,  Buses  and  Multipurpose  Vehicles  (1971)  SAE  J198 

windshield  Defrosting  Systems  Performance  Requirements  for  Trucks,  Buses  and  Multipurpose  Vehicles  (1971)  /.  for  SAE  J382 

pract.  of  LabeUng  for  Disc  Wheels  and  Demountable  Rims  of  Trucks,  Buses  and  Trailers  (1971)  Rec.  SAE  J179A 

hides/  Std.  for  Tires  and  Rims  (Bias  and  Radial  Ply)  for  Trucks,  Busses,  Trailers,  and  Multipurpose  Passenger  Ve  TRA  2 

Controls;  Electric  Industrial  Trucks,  High  Lift  Order  Picker  (1968)  ITA  2K1 

ders;  Mining  and  Logging  Trucks  (Highway  Speed);  Fork  Lift  Trucks,  Mobile  Cranes,  Shovels  and  Mining  Cars  (5  MPH);  TRA  3 

Rec.  Pract.  for  Selection  of  Tires;  Medium  and  Heavy  Duty  Trucks,  School  Buses,  Trailers  and  Semitrailers,  for  No  SAE  J161 

rakes.  Electric  and  Internal  Combustion  Powered  Industrial  Trucks,  Sit  Down  Rider  Type  (1965)  ITA  3C1 

Controls;  Internal  Combustion  Powered  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2D1 

Controls;  Electric  Industrial  Trucks,  Sit  Down  Rider  Type  (1966)  ITA  2F1 

rakes,  Electric  and  Internal  Combustion  Powered  Industrial  Trucks,  Stand  Up  Rider  Type  (1965)  ITA  3D1 

Controls;  Internal  Combustion  Powered  Trucks,  Stand  Up  Rider  Type  (1966)  ITA  2E1 

Controls;  Electric  Industrial  Trucks,  Stand  Up  Rider  Type  (1966)  ITA  2G1 

nd  Cushion)  for  Industrial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Trailers;  Ul  TRA  5 

Std.  Test  Meth.  for  Average  True  Particle  Density  of  Hollow  Microspheres  (1969)  ASTM  D2840 

0)  Tent.  Meth.  for  Calculation  of  True  Vapor  Pressures  of  Petroleum  Distillate  Fuels  (197  ASTM  D2889T 

Std.  Meth.  of  Test.  Heavy  Truss  Assemblies  (1970)  ANSI  A135.2  ASTM  £73 

Design  Spec,  for  Light  Metal  Plate  Connected  Wood  Trusses  (1970)  TPI  70 

e)(1971)  Test  Meth.  for  Tub  Size  Starch  on  Paper  (Extract  with  Water,  Add  lodin  TAPPI  UM-412 

est  for  Combustible  Properties  of  Treated  Wood  by  the  Fire  Tube  Apparatus  (1969)  ANSI  A2.3  Std.  Meth.  of  T  ASTM  E69 

Std.  Details  of  Seamless  Steel  Tube  Bushings  for  Coupler  Shanks  (1970)  AAR  MSRP-C-35 

Tent.  Std.  for  Tube  Dimensions  for  Heat  Exchangers  (1959)  API  640 
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(1970)  Packing,  Preformed,  Straight  Thread 

(1970)  Packing,  Preformed.  Straight  Thread 

970)  Qualification  Test  for  Steel  Separable 

Safety  Std.  for  Fuel  Line 
Std.  for  Refrigeration  Flare  Type 
Std.  for  Automotive 
Requirements  of  Separable  Fluid  Power 
Std.  for  Hydraulic 

ce  (1971)  ANSI  H23.5  Std.  Spec,  for  Seamless  Copper 

ions  and  Weights,  and  Safe  Working  Press/  Copper  Drainage 

plementary  Requirements  for  Nickel  Alloy  Seamless  Pipe  and 
rec.  Pract.  for  Preparation  of  Outline  Drawing  of  Electron 
Std.  Spec,  for  Copper  Alloy  Condenser 
Recommendations  for  Heating  Boilers,  Baseboard  and  Finned 
Guide  Spec,  for  Indoor  and  Outdoor  Pipe  and 
Safety  Std.  for  Electrode  Receptacles  for  Gas 
Rec.  Std.  for  Radio 

lumbing  and  Heating,  Air  Conditioning  and  Refrige/  Copper 
Std.  Spec,  for  Copper  Drainage 
Std.  Colors  for  Identification  of  Copper 
Std.  Spec,  for  Welded  Copper  Nickel  Pipe  and 
Std.  Spec,  for  Copper  Silicon  Alloy  Seamless  Pipe  and 
mechanical  Properties  and  Tolerances  for  Extruded  Aluminum 
Mechanical  Properties  and  Tolerances  for  Alummum  Drawn 
Std.  Spec,  tor  Nickel  Seamless  Pipe  and 
ical  Properties  and  Tolerances  for  Aluminum  Heat  Exchanger 
Std.  Spec,  for  Seamless  Copper  Water 
td.  Spec,  for  Nickel  Iron  Chromium  Alloy  Seamless  Pipe  and 
Std.  Spec,  for  Welded  Copper 
Std.  Packagmg  for  Items  in  a  Plastic  Vial  or 
Requirements  for  Wrought  Seamless  Copper  and  Copper  Alloy 
Std.  Spec,  for  Nickel  Copper  Alloy  Seamless  Pipe  and 
Std.  Spec,  for  Seamless  Brass 
ec.  for  Aluminum  Alloy  Seamless  Pipe  and  Seamless  Extruded 
Std.  Spec,  for  Seamless  Copper 
Packaging  Std.  for  an  Item  in  A 
ype  (1968)  Std.  for  Hydraulic  Flanged 

Rec.  Pract.  for  Coding  System  for  Identification  of 
Std.  Test.  Procedure  for  Internal  Bursting  of  Fibre 
Std.  Test.  Procedure  for  Torque  Strength  of  Fibre 
std.  Test.  Procedure  for  End  Supported  Beam  Strength  Fibre 
Std.  Test.  Procedure  for  Measuring  Warpage  Fibre 
t.  Procedure  for  Measuring  Moisture  Content  of  Fibre  Cans, 
Std.  Test.  Procedure  for  Dimensional  Stability  of  Fibre 
t.  Procedure  for  Measuring  Wall  Thicknesses  of  Fibre  Cans, 
t.  Procedure  for  Measuring  Inside  Diameters  of  Fibre  Cans, 
.  Procedure  for  Measuring  Outside  Diameters  of  Fibre  Cans, 
for  Measuring  Flexure  Uniler  Side  to  Side  Compression  Fibre 
mination  of  Adhesive  Bonds,  Due  to  High  Humidity,  of  Fibre 
Std.  Test.  Procedure  for  Side  to  Side  Crush  Fibre 
.  Procedure  for  Axial  (End  to  End)  Compression  Fibre  Cans, 
Std.  Test.  Procedure  for  Measuring  Spindle  Fit  Composite 
Std.  Spec,  for  Copper  and  Copper  Alloy  Seamless  Condenser 
to  Metric  Dimensions  for  Color  and  Monochrome  Cathode  Ray 
8.6  Std.  Spec,  for  Aluminum  Alloy  Drawn  Seamless 

Std.  Spec,  for  Seamless  Carbon  Steel  Boiler 
trie  Resistance  Welded  Carbon  Steel  Boiler  and  Superheater 
Std.  Spec,  for  Seamless  and  Welded  Carbon  and  Alloy  Steel 
Std.  Spec,  for  Seamless  and  Welded  Zirconium 
Wrought  Zirconium  and  Zirconium  Alloy  Seamless  and  Welded 
for  Seamless  Low  Carbon  and  Carbon  Molybdenum  Steel  Still 
oducts;  Including  Flat  Products,  Rod  and  Wire  and  Pipe  and 
per  and  Copper  Alloy  Seamless  Condenser  and  Heat  Exchanger 
t.  of  Copper  and  Copper  Alloy  Heat  Exchanger  and  Condenser 
Guide  for  Pulse  Rating  Low  Power  Vacuum 
teria  of  Bulbs  and  Implosion  Panels  for  Television  Picture 
Spec,  for  Mica  Bridges  for  Electron 
Installation  Std  for  Copper  or  Red  Brass  Water  Drainage 
t.  for  Measurement  of  X-Radiation  From  Display  Cathode  Ray 
t.  on  X-Radiation  Detection  and  Measurements  for  Microwave 
miess  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater 
rawn  Intermediate  Alloy  Steel  Heat  Exchanger  and  Condenser 
onary  Notes  in  Regard  to  Microwave  Radiation  From  Electron 
r  Electric  Resistance  Welded  Carbon  Steel  Feedwater  Heater 
Std.  Spec,  for  Welded  Nickel  Chromium  Iron  Alloy 
Std.  Spec,  for  Welded  Nickel  Iron  Chromium  Alloy 
Std.  Meth.  for  Calibrating  Ionization  Vacuum  Gage 
Rec.  Pract.  for  Measurement  of  X-Radiation  From  Receiving 
Std.  on  Type  Designation  Systems  for  Electron 
pec.  for  Columbium  and  Columbium  Alloy  Seamless  and  Welded 
From  High  Voltage  Rectifier  and  Shunt  Regulator  Receiving 
Std.  Spec,  for  Aluminum  Alloy  Drawn  Seamless 
Std.  for  Filament  Wound 
Std  for  Packaging  of  Items  in  Mailing 
.  Spec,  for  Electric  Resistance  Welded  Carbon  Steel  Boiler 
c  Steel  Boiler,  Superheater,  Heat  Exchanger,  and  Condenser 


Tube  Fitting  Boss,  Mil-R-25897  Rubber,  75  Shore,  O-Ring 
Tube  Fitting  Boss,  Mil-R-25897  Rubber,  90  Shore,  O-Ring 
Tube  Fittings  for  Hydraulic  Fluid  Power  Applications  (I 
Tube  Fittings  for  Marine  Use  (1964) 
Tube  Fittings  (1967) 
Tube  Fittings  (1969) 
Tube  Fittings  (1970) 
Tube  Fittings  (1970) 

Tube  for  Air  Conditioning  and  Refrigeration  Field  Servi 

Tube  for  Drainage  Waste  and  Vents  Including  Std.  Dimens 

Tube  for  Nuclear  Applications  (1970)  ID.  Spec,  for  Sup 

Tube  Glass  Bulbs  (1962) 

Tube  Plates  (1970) 

Tube  Radiation;  Test,  and  Rating  Codes  for  Boiler  Burne 

Tube  Railing  (1971) 

Tube  Signs  (1971)  ANSI  C33.24 

Tube  Wire  (1970) 

Tube  (and  Fittings)  Handbook  Including  Std.  Types  for  P 
Tube  (Dwv)  (1971a)  ANSI  H23.6 
Tube  (1968) 
Tube  (1969) 

Tube  (1969)  ANSI  H26.3 
Tube  (1970) 
Tube  (1970) 
Tube  (1970) 

Tube  (1970)  Std.  Mechan 

Tube  (1970)  ANSI  H23.1 
Tube  (1971) 
Tube  (1971) 
Tube  (1971) 

Tube  (1971)  ANSI  H23.4  Std.  Spec,  for  General 

Tube  (1971)  ANSI  H34.2 
Tube  (1971)  ANSI  H36.1 

Tube  (1971)  ANSI  H38.7  Std.  Sp 

Tube,  Bright  Annealed  (1970)  ANSI  H23.2 
Tube,  Fiber  Papeboard,  Spiral  Wound  (1971) 
Tube,  Pipe,  and  Hose  Connections,  4  Bolt  Split  Flange  T 
Tube,  Pipe,  and  Hose  Fittings  (1969) 
Tubes  and  Cores  (1963) 
Tubes  and  Cores  (1963) 
Tubes  and  Cores  (1966) 
Tubes  and  Cores  (1966) 
Tubes  and  Cores  (1966) 
Tubes  and  Cores  (1967) 
Tubes  and  Cores  (1968) 
Tubes  and  Cores  (1968) 
Tubes  and  Cores  (1968) 
Tubes  and  Cores  (1968) 
Tubes  and  Cores  (1968) 
Tubes  and  Cores  (1970) 
Tubes  and  Cores  (1970) 
Tubes  and  Cores  (1971) 
Tubes  and  Ferrule  Stock  (1971) 

Tubes  and  Their  Component  Parts  (1969)  /  United  States 

Tubes  for  Condensers  and  Heat  Exchangers  (1971)  ANSI  H3 

Tubes  for  High  Pressure  Service  (1969)  ANSI  B125.7 

Tubes  for  High  Pressure  Service  (1971)  ANSI  B125.12  /C 

Tubes  for  Low  Temperature  Service  (1969) 

Tubes  for  Nonnuclear  Application  (1970) 

Tubes  for  Nuclear  Service  (1971)  Std.  Spec,  for 

Tubes  for  Refinery  Service  (1969)  Std.  Spec. 

Tubes  Std.  Handbook  (1968)  /R  and  Copper  Alloy  Mill  Pr 

Tubes  with  Integral  Fins  (1971)  Std.  Spec,  for  Cop 

Tubes  (1961) 
Tubes  (1963) 
Tubes  (1966) 

Tubes  (1968)  ANSI  Z173.4 
Tubes  (1969) 
Tubes  (1969) 
Tubes  (1969) 
Tubes  (1969) 
Tubes  (1969) 
Tubes  (1969) 

Tubes  (1969)  ANSI  B36.59 
Tubes  (1970) 
Tubes  (1970) 
Tubes  (1970) 
Tubes  (1970) 
Tubes  (1970) 

Tubes  (1970)  Std.  S 

Tubes  (1970)  /R  Quality  Control  of  X-Radialion  Emitted 

Tubes  (1970)  ANSI  H38.3 
Tubes  (1971) 
Tubes  (1971) 

Tubes  (1971)  Std 
Tubes  (1971)  Std.  Spec,  for  Welded  Ausleniti 


Std.  Tes 

Std.  Tes 
Std.  Tes 
Std.  Test 
Std.  Test.  Procedure 
Std.  Test.  Procedure  for  Dela 

Std.  Test 


Rec.  Pract.  for  Eddy  Current  Tes 
Spec.  Cri 


Rec.  Prac 
Rec.  Prac 
Std.  Spec,  for  Sea 
Std.  Spec,  for  Seamless  Cold  D 
Rec.  Warning  Label  and  Precauti 
Std.  Spec.  Fo 


NSA 

NSA 

NFLDP 

UL 

SAE 

SAE 

NFLDP 

SAE 

ASTM 

CDA 

ASTM 

EIA 

ASTM 

MCAA 

CSI 

UL 

SWA 

CDA 

ASTM 

CDA 

ASTM 

ASTM 

AA 

AA 

ASTM 

AA 

ASTM 

ASTM 

ASTM 

NSA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

NSA 

SAE 

SAE 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

CCTI 

ASTM 

EIA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

CDA 

ASTM 

CDA 

EIA 

EIA 

ASTM 

lAPMO 

EIA 

EIA 

ASTM 

ASTM 

EIA 

ASTM 

ASTM 

ASTM 

ASTM 

EIA 

EIA 

ASTM 

EIA 

ASTM 

NEMA 

NSA 

ASTM 

ASTM 


1595 
1596 

T3.8.70.3 

1 108 

J513C 

J512E 

T3.8.70.2 

J514D 

B280 

401/4 

B513 

JED24 

B171 

•1 

05521 

879 

'71.2 

405/9 

B306 

101/8-41 

B467 

B315 

*2812 

♦281217 

B161 

♦281229 

B88 

B407 

B447 

3438 

B251 

B165 

B135 

B241 

B68 

3446 

J518B 

J846A 

T112T 

T116T 

T114 

T121T 

CTUl 

T119 

CTlOl 

CT102 

CT103 

T128T 

T117T 

T108 

CT107 

T115 

Bill 

JED72 

B234 

A192 

A226 

A334 

B523 

B353 

A161 

101/8 

B359 

RPIA 

JED41 

JED31A 

F12 

IS3 

JED64A 

JED70 

A209 

A199 

JED71 

A557 

B515 

B516 

E297 

JED67A 

RS301A 

B394 

JED73A 

B210 

LIIO 

3413 

A178 

A249 
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13ni  -  2.5mo)  (1/ 

Uni  -  Cb  +  ta)  Melted  (19/ 

13.5ni)  (1971) 

O-0.33V  (0.08-0.15C)  (1970) 

971) 

ings)  (1970) 
963) 


enitic  Alloy  Steel  Boiler.  Superheated,  and  Heat  Exchanger  Tubes  (1971) 
.  for  Seamless  Medium  Carbon  Steel  Boiler  and  Super  Heater 
esistance  Welded  Carbon  Steel  Heat  Exchanger  and  Condenser 
elded  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superheater 
td.  Spec,  for  Seamless  and  Electric  Welded  Low  Alloy  Steel 
nts  for  Carbon.  Ferritic  Alloy,  and  Austenitic  Alloy  Steel 
Safety  Std.  for  Porcelain  Cleats.  Knobs,  and 
.  Spec,  for  Aluminum  Alloy  Extruded  Bars,  Rods.  Shapes  and 
mless  Copper  and  Copper  Alloy  Heat  Exchanger  and  Condenser 
ea  Meters  (Rotameters)  (Glass,  Metal.  Extension  Type  Glass 
Procedure  for  Measuring  Lengths  or  Heights  of  Fibre  Cans, 
llni  -  (Cb  +  Ta)  (SAE  30/  Spec,  for  Steel  Bars,  Forgings, 

Std.  Spec,  for  Steel 

Soft  Glass  Tub 
Hard  Glass  Tub 

Consumable  Electrode  Me/  Spec,  for  Steel  Bars,  Forgings,  Tub 

Spec,  for  Steel  Bars,  Forgings,  Tub 
Specification  for  Steel  Bars,  Forgings.  Tub 
Spec,  for  Steel  Bars,  Forgings,  Tub 
Spec,  for  Steel  Bars.  Forgings.  Tub 
Steel  Bars.  Forgings.  Tub 
Spec,  for  Steel  Bars,  Forgings,  Tub 
Std.  for  Electrical  Plastic  Tub 
Std.  for  Tub 

Thread  Compounds  (for  Casing  and  Tub 
Std.  for  Fuel  Injection  Tub 
Std.  Spec,  for  Electric  Resistance  Welded  Coiled  Steel  Tub 
.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless  Steel  Tub 
ucts  (1970)  Std.  for  Formed  Tub 

or  Cold  Formed  Welded  and  Seamless  Carbon  Steel  Structural  Tub 
Steel  Products  Manual  for  Carbon  Steel  Pipe;  Structural  Tub 
ted  (1971)  Spec,  for  Steel  Bars.  Forgings,  and  Tub 

ium  Quality,  Consumable  Electr/  Steel  Bars,  Forgings,  and  Tub 

e  Melted  (1970)  Steel  Bars,  Forgings,  and  Tub 

Steel  Bars,  Forgings,  and  Tub 
mium  Quality  Consumable  Electr/  Steel  Bars,  Forgings,  and  Tub 

mium  Quality,  Consumable  Elect/  Steel  Bars,  Forgings,  and  Tub 

.  Spec,  for  Seamless  and  Welded  Austenitic  Stainless  Steel  Tub 
premium  Quality,  Con/  Spec,  for  Steel  Bars.  Forgings,  and  Tub 

1971)  Spec,  for  Steel  Bars,  Forgings  and  Tub 

Spec,  for  Steel  Bars,  Forgings,  and  Tub 
Spec,  for  Steel  Bars.  Forgings.  and  Tub 
ine;  Underground,  Plastic  Tape  Coated.  Aluminum  Irrigation  Tub: 
d.  Meth.  of  Test.  Electrical  Grade  Polytetrafluoroethylene  Tub: 
d.  Electric  Resistance  Welded  Mandrel  Drawn  Hydraulic  Line  Tub 
Std.  Sizes  for  Plastic  and  Rubber  Laboratory  Tub 
Std.  for  Fuel  Injection  Tub 
Std.  for  Seamless  Low  Carbon  Steel  Hydraulic  Line  Tub 
ectric  Resistance  Welded  Carbon  and  Alloy  Steel  Mechanical  Tub 
Std.  Meth.  for  Measuring  Flatness  of  Plastics  Sheet  or  Tub: 
Spec,  for  Grade  C-75  and  C-95  Steel  Casing  and  Tub 
Spec,  for  High  Strength  Seamless  Steel  Casing  and  Tub: 
Std.  Spec,  for  Tantalum  and  Tantalum  Alloy  Tub: 
ermining  Relative  Specific  Gravity  Polytetrafluoroethylene  Tub: 
Std.  Spec,  for  Seamless  Stainless  Steel  Mechanical  Tub: 
Std.  Spec,  for  Seamless  Carbon  and  Alloy  Steel  Mechanical  Tub) 
Std.  Meth.  of  Test.  Nonrigid  Vinyl  Chloride  Polymer  Tubi 
Std.  for  Fluorinated  Ethylene  Propylene  (Fep)  Plastic  Tubi 
Std.  for  Heat  Shrinkable  Fluorocarbon  Plastic  Tubi 
Std.  for  Polytetrafluoroethylene  (Ptfe)  Plastic  Tubi 
for  Hot  Formed  Welded  and  Seamless  Carbon  Steel  Structural  Tub 

Spec,  for  Casing,  Tub: 
Rec.  Pract.  for  Care  and  Use  of  Casing.  Tub 
Bui.  on  Performance  Properties  of  Steel  Casing,  Tub 
est  Meth.  for  Short  Time  Rupture  Strength  of  Plastic  Pipe,  Tub 
c.  for  Threading,  Gaging,  and  Thread  Inspection  of  Casing,  Tub 
I  Consumable  Electrode  Ml  Spec,  for  Steel  Bars,  Forgings,  Tub 

lOni  -  Ti  (SAE  30321)  (/  Spec,  for  Steel  Bars,  Forgings.  Tub 

mo-0.33v  (0.08-0.15C)  Premium  Quail  Steel  Bars,  Forgings.  Tub 

mo  -  l.lal  Vacuum  Induct/  Spec,  for  Steel  Bars,  Forgings.  Tub 

mo  -  2.1ti  -  0.30v)  /  Spec,  for  Steel  Bars,  Forgings,  and  Tub 

mo  -  2.lti  -  0.30v)  CI  Spec,  for  Steel  Bars,  Forgings  and  Tub 

Hydraulic  (1971)  Spec,  for  Steel  Tub 

ite  Controlled  Premi/  Spec,  for  Steel  Bars,  Forgings,  and  Tub 

70)  Steel  Bars,  Forgings,  and  Tub 

Bui.  on  Formulas  and  Calculations  for  Casing.  Tub 
gmented,  Flexible,  Heat  Shrinkable  (19/  Spec,  for  Plastic  Tub 

gmented.  Semi  Rigid,  Heat  Shrinkable  (/  Spec,  for  Plastic  Tub: 

chloride,  Flexible.  Heat  Shrinkable  1/  Spec,  for  Plastic  Tub 

e  Terephthalate,  Heat  Shrinkable  1.3  to  1  Shrink/  Plastic  Tub: 

yiene  Terephthalate,  Heat  Shrinkable  1 .6  to  1  /  Spec,  for  Tubi 

Oc)  (SAE  4337)  (1971)  Spec,  for  Steel  Tubi 

Spec,  for  Steel  Bars,  Forgings  and  Tub: 
nt,  18cr  -  llni  -  Ti  (SAE  30321)  Hydraul/  Spec,  for  Steel  Tubi 

-  lOni  (SAE  30304)  Hydraulic,  Solution  T/  Spec,  for  Steel  Tub 

de  or  Vacuum  Induction  Melted  (1971)  (19/  Spec,  for  Steel  Tub 


/Td.  Spec,  for  Seamless  Ferritic  and  Aust 


Std,  Spe 
Std.  Spec,  for  Electric  R 
/.  for  Electric  Resistance  W 

/  Spec,  for  General  Requireme 

Sid 


Tubes  (1971)  ANSI  B125.10 
Tubes  (1971 )  ANSI  B125.1 1 
Tubes  (1971)  ANSI  B125.n 
Tubes  (1971)  ANSI  B125.19 
Tubes  (1971)  ANSI  B36.46 
Tubes  (1971)  ANSI  C33.2I 
Tubes  (1971)  ANSI  H38.5 

Tubes  (1971a)  Std.  Spec,  for  U-Bend  Sea 

Tubes)  (1959)  /Afety  Pract.  for  Indicating  Variable  Ar 

Tubes,  and  Cores  (1968)  Std.  Test. 

Tubes,  and  Rings,  Corrosion  and  Heat  Resistant,  18cr  - 
Tubes,  Low  Carbon.  Tapered  Structural  Use  (1969) 
~     ng  and  Cane  Criteria  and  Tables  (1962) 
ng  and  Cane  Criteria  (1962) 

ng  and  Rings  18ni  -  7.8co  -  4.9mo  -  0.40ti  ■  O.lOal 
ng  and  Rings  (1 971 ) 

ng  and  Rings.  Corrosion  and  Heat  Resistant  (I8cr  - 
ng  and  Rings,  Corrosion  and  Heat  Resistant  (18cr  - 
ng  and  Rings,  Corrosion  and  Heat  Resistant  (23cr  - 
ng  and  Rings,  Corrosion  Resistant  1 1 .8cr-2.5ni-l  .8m 
ng  and  Rings,  Corrosion  Resistant  (19cr  -  9.5ni)  (1 
ng  Conduit  and  Fittings  (Epc  40  and  Epc  80  and  Fitt 
ng  Connection  Markings  for  Pneumatic  Instruments  (1 
ng  Connections  in  High  Pressure  Well  Service)  (1960 
ng  Connections  (1970) 
ng  for  Gas  and  Fuel  Oil  Lines  (1971) 
ng  for  General  Service  (1971)  ANSI  B125.15 
ng  for  Special  Shapes  of  Extruded  Solid  Rubber  Prod 
ng  in  Rounds  and  Shapes  (1971)  ANSI  G24.21 
ng  Line  Pipe  Oil  Country  Tubular  Goods  (1964) 
ng  Premium  Quality.  Consumable  Electrode  Vacuum  Mel 
ng  0.7.Scr-9.0ni-4.5co-1.0mo-0.09v  (0.17-0.230  Prem 
ng  0.75si-1.0cr-0.58mo(0. 80-0. 90c)  Vacuum  ConsumabI 
ng  1.5cr-3.5ni-0.25mo  (0.23-0.28c)  (1970) 
ng  1.6si-0.82cr-1.8ni-0.40mo-0.07v  (0.38-0.43c)  Pre 
ng  1.6si-0.82cr-1.8ni-0.40mo-0.07v  (0.40-0.45c)  Pre 
ng  (Small  Diameter)  for  General  Service  (1969) 
ng  (0.85cr  -  1.8ni  -  0.40mo  -  0.07v  (0.23  ■  0.33c) 


Std 


/Pec.  F 


/Td 


05cr  -  0.55ni  -  l.Omo  -  O.llv  0.45  -  0.50c) 
.25cr  -  0.65ni  (0.33  -  0.38c)  (1971) 
.8ni  -  O.25mo  (0.38  -  0.43c)  (1971) 

965)  ID.  and  Spec.  Guide  for  Irrigation  Pipel 


965)  ANSI  C59.85 
967)  ANSI  B93.4 
968) 
969) 

969)  ANSI  B93.1 1 
969)  ANSI  G62.3 
969)  ANSI  K65.18 
970) 
970) 
970) 
970) 
971) 
971) 
971) 
971) 
971) 
971) 

971)  ANSI  G24.22 
ng.  and  Drill  Pipe  Liners  (1971) 
ng,  and  Drill  Pipe  (1971) 
ng,  and  Drill  Pipe  (1971) 
ng,  and  Fittings  (1969) 
ng,  and  Line  Pipe  Threads  (1971) 
ng,  and  .Rings  18.5ni  -  9.0co  -  4.9mo  -  0.65ti-0.10a 
ng,  and  Rings,  Corrosion  and  Heat  Resistant,  18cr  - 
ng,  and  Rings,  Corrosion  Resistant  1 1 .8cr-2.5ni-l  .8 
ng.  and  Rings,  Corrosion  Resistant  13cr  -  8ni  -  2.3 
ng.  Corrosion  and  Heat  Resistant  (I5cr  -  26ni  -  1.3 
ng.  Corrosion  and  Heat  Resistant  (15cr  -  26ni  -  1.3 
ng.  Corrosion  and  Heat  Resistant  (I8cr  -  llni  -  Ti) 
ng.  Corrosion  and  Moderate  Heat  Resistant  12cr  Ferr 
ng.  Corrosion  Resistant  16.2cr-25ni  (SAE  51431)  (19 
ng.  Drill  Pipe  and  Line  Pipe  Properties  (1971) 
ng.  Electrical  Insulation  Irradiated  Polyolefin,  Pi 
ng,  Electncal  Insulation  Irradiated  Polyolefin,  Pi 
ng.  Electrical  Insulation  Noncrosslinked  Polyvinyl 
ng,  Electrical  Insulation,  Resin  Bonded  Polyethylen 
ng.  Electrical  Insulation,  Thermally  Welded  Polyeth 
ng.  Mechanical,  0.80cr  -  1.8ni  -  0.25mo  (0.35  -  0.4 
ng,  Nitriding  (1971) 

ng.  Seamless  and  Welded,  Corrosion  and  Heat  Resista 
ng.  Seamless  and  Welded,  Corrosion  Resistant,  I9cr 
ng.  Seamless  Corrosion  Resistant  Consumable  Electro 


Std.  Spec,  for  El 


Rec.  Pract.  for  Method  for  Det 


Std.  Spec. 


Std.  T 
Spe 


A.STM 
A.STM 
A.STM 
A.STM 
A.STM 
A.STM 
UL 

ASTM 

A.STM 

ISA 

CCTI 

SAE 

ASTM 

EIA 

EIA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

NEMA 

SAMA 

API 

SAE 

ASTM 

ASTM 

RMA 

ASTM 

AISI 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

SAE 

SAE 

SAE 

SAE 

SIA 

ASTM 

NFLDP 

SAMA 

SAE 

NFLDP 

ASTM 

ASTM 

API 

API 

ASTM 

SAE 

ASTM 

ASTM 

ASTM 

use 
use 
use 

ASTM 

API 

API 

API 

ASTM 

API 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

API 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 


A213 

A210 

A214 

A250 

A423 

A450 

511 

B221 

B395 

RP16.1-3 

CTI04 

AMS5646F 

A  595 

JED26 

JED27 

AMS6512 

AMS5647C 

AMS5648D 

AMS56-54 

AMS5650B 

AMS5718 

AMS5639B 

TC2 

PMC19-10 

BUL5A2 

J521A 

A539 

A269 

•8.31B 

A  500 

18 

AMS6444C 

AMD62CF 

AMS6426A 

AMD64CR 

AMS6417 

AMS6419 

A632 

AMS6411A 
AMS6431B 
AMS6330B 
AMS6312B 
•1 

D1675 

T3.I5.1 

LA3 

J529B 

T3. 15.67. 2 

A513 

D1604 

5AC 

SAX 

B521 

ARP1153 

A511 

A519 

D876 

PS43 

PS47 

PS52 

A501 

5A 

5C1 

5C2 

D1599 

5B 

AMS6514 

AMS5645H 

AMS5719 

AMS5629A 

AMS5734C 

AMS5737E 

AMS5557B 

AMS5611 

AMS5628C 

BUL5C3 

AMS3636C 

AMS3638C 

AMS3579 

AMS3589 

AMS3591 

AMS6413E 

AMS6470G 

AMS5557C 

AMS5567A 

AMS5560E 
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t.  18cr-  llni  -  (Cb  +  ta)  (SAE  30347)  Hydr/ 
lOni  (SAE  30304)  High  Pressure  Hydrauli/ 
I2.5ni  -  2.5mo)  (1971) 
-  llni  -  Ti)  (1971) 
llni  -  Cb  +  ta)  (1971) 
13.5ni)  (1971) 
20ni)  (1971) 

12.5ni  -  2.5nio  (SAE  30316)  (1971) 


Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec,  for  Steel 
Spec  for  Steel 
Spec,  for  Steel 
Aluminum  Alloy 
Spec,  for  Titanium  Alloy 
1970)  Spec,  for  Steel 

e  19.5cr-l3.5co-4.3mo-2.9ti-l .4al  Annealed,  Consum/  Alloy 
ni-Ti)(l971)  Spec,  for  Steel 

ni  -  Cb  +  ta)  Thin  Wall  (1971)  Spec,  for  Steel 

ni  -  Cb  +  ta)  (1971)  Spec,  for  Steel 

ni)(l971)  Spec,  for  Steel 

premium  Quality,  Con/  Spec,  for  Steel  Bars,  Forgings,  and 

(1971)  Spec,  for  Steel  Bars,  Forgings,  and 

Std.  for  Wheel  Diameters  and  Outlets  Areas, 
xible  Elastomeric  Cellular  Thermal  Insulation  in  Sheet  and 

Aluminum 

carbon  Steel  Pipe;  Structural  Tubing  Line  Pipe  Oil  Country 
1)  Sanitary  Stds.  for 

Std.  Test  Meth.  for  Elevated  Temperature  Aging  Using  A 

Steel  Specialty 
Drafting  Std.  for  Aluminum  Extruded  and 
nic;  Liquid  Penetrant;  Magnetic  Particle;  Eddy  Current  (of 
lectromagnetic  (Eddy  Current)  Test,  of  Seamless  and  Welded 

Std.  Spec,  for  Asbestos 
or  Rivet  Wire  (for  Common  or  Solid;  Split(Bifurcated);  and 

Std.  for  Small,  Large, 
r,  Flax,  Jute,  Kapok,  Manila,  Milkweed,  Moss,  Palm,  Sisal, 

Std.  Meth.  of 
Std,  Meth.  of 
Std.  for  Oleoresin 
Std.  Meth.  for 

Std.  Spec,  for  Nickel  Chromium  Iron  Columbium  Molybdenum 
Std.  Spec,  for  Nickel  Chromium  Iron  Columbium  Molybdenum 

Std.  for  Machine  Gas 
Std.  for  End  Preparation  for  Manual  Inert  Gas 
Std.  for  Manual  Gas 
Spec,  for 

1970) 

Std.  Meth.  of  Test  for  Electrical  Resistivity  of  Cemented 
valuating  Apparent  Grain  Size  and  Distribution  of  Cemented 
Std.  Meth.  of  Test  for  Particle  Distribution  of 
Std.  for  Simulated  Incandescent 
Std.  Spec,  for 
Tent.  Meth.  for  Chemical  Analysis  of 
Clearance  Diagrams  (Fixed  Obstructions)  for  Double  Track 
for  Clearance  Diagrams  Fixed  Obstructions  for  Single  Track 
esistance  of  Thermoplastic  Pipe  and  Fittings  by  Means  of  A 
Std.  Meth.  of  Test  for  Fineness  of  Portland  Cement  by  the 
test  for  Particle  Distribution  of  Tungsten  Metal  Powder  by 
G55.5  Std.  Meth.  of  Ultrasonic  Test,  and  Inspection  of 

Steam  Turbines  (Numerical  Examples  of  Various 
Rec.  Pract.  for 

t.  for  the  Purification  of  Lubricating  Oil  in  Marine  Steam 

Large  Hydraulic 

Rec 

rograms  (1971 ) 


Tubing,  Seamless  or  Welded,  Corrosion  and  Heat  Resistan 
Tubing,  Seamless  or  Welded,  Corrosion  Resistant,  I9cr  - 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (17cr  - 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (18.5cr 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (18cr  - 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (23cr  - 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant  (25cr  - 
Tubing,  Seamless,  Corrosion  and  Heat  Resistant,  17cr  - 
Tubing,  Seamless,  Drawn  1.25  Manganese  (3003-0)  (1970) 
Tubing,  Seamless,  3.0al  -  2.5v,  Annealed  (1971) 
Tubing,  Welded  0.95  Cr-0.20mo  (0.28-0.33c)  (SAE  4130) 
Tubing,  Welded,  Corrosion  and  Heat  Resistant  Nickel  Bas 
Tubing,  Welded,  Corrosion  and  Heat  Resistant  (18cr  ■  10 
Tubing,  Welded,  Corrosion  and  Heat  Resistant  (18cr  -  11 
Tubing,  Welded,  Corrosion  and  Heat  Resistant  (IScr  -  11 
Tubing,  Welded.  Corrosion  and  Heat  Resistant  (25cr  -  20 
Tubing,  l.05cr  -  l.Imn  (0.92  -  1.02c)  (Modified  51100) 
Tubing.  1.45cr  (0.98-1. 10c)  (SAE  52100)  Premium  Quality 
Tubular  Centrifugal  Fans  (1969) 

Tubular  Form  (1970)  Std.  Spec,  for  Preformed  Fie 

Tubular  Frame  Screens  for  Windows  (1968) 

Tubular  Goods  (1964)  Steel  Products  Manual  for 

Tubular  Heat  Exchangers  for  Milk  and  Milk  Products  (197 
Tubular  Oven  (1968) 
Tubular  Products  (1966) 
Tubular  Products  (1969) 

Tubular  Products);  and  Visual  (Boiler  Pressure  Vessel  C 
Tubular  Products,  Austenitic  Stainless  Steel  and  Simila 
Tubular  Sleeving  (1970a)  ANSI  L14.4I 

Tubular)  (1970)  Rec.  Std.  F 

Tubular,  Split  and  Blind  Rivets  (1970) 

Tula)  (1968)  /Ers  (Akund,  Coco,  Coir,  Cotton,  Excelsio 

Tumbler  Test  for  Coal  (1969) 

Tumbler  Test  for  Small  Coke  (1970) 

Tumeric  (1968) 

Tung  Oil  Quality  (R1969) 

Tungsten  Alloy  Plate,  Sheet  and  Strip  (1970) 

Tungsten  Alloy  Rod  and  Bar  (1970) 

Tungsten  Arc  Fusion  Welding  Equipment  (1971) 

Tungsten  Arc  Root  Pass  Welding  (1969) 

Tungsten  Arc  (Gta)  Fusion  Welding  Equipment  (1971) 

Tungsten  Carbide  Powder  Cobalt  Coated  (1971) 

Tungsten  Carbide,  Cobalt  Powder,  Cast  and  Crushed  (1970 

Tungsten  Carbide,  Cobalt  Powder,  Sintered  and  Crushed 

Tungsten  Carbides  (1970)  ANSI  H9.24 

Tungsten  Carbides  (1970)  ANSI  9.22  Rec.  Pract.  for  E 

Tungsten  Metal  Powder  by  Turbidimetry  (1970)  ANSI  H9.25 
Tungsten  Sources  for  Photographic  Sensitometry  (1969) 
Tungsten  Wire  for  Electron  Devices  and  Lamps  (1971) 
Tungsten  (1970) 
Tunnel  (1969) 

Tunnel  (1969)  Spec. 
Tup  (FaMing  Weight)  (1970)  /.  Test  Meth.  for  Impact  R 


tal  Computer  Programs  (1971) 


Pract.  for  Aircraft  Gas 
Rec.  Pract.  for  Gas 
Rec.  Pract.  for  Gas 
Rec.  Pract.  for  Gas 
Rec.  Pract.  for  Gas 
Rec.  Pract.  for  Gas 
hermocouple  for  Mounting  Temperature  Sensing  Probes  in  Gas 

Tent.  Spec,  for  Gas 
std.  Meth.  of  Test  for  Particulate  Contaminant  in  Aviation 
Std.  Meth.  of  Test  for  Thermal  Stability  of  Aviation 
Std.  Spec,  for  Aviation 
mance  Test  Code  for  Pressure  Control  Systems  Used  on  Steam 
and  Alloy  Steel  Forgings  for  Magnetic  Retaining  Rings  for 
Std.  Measurement  of  Liquid  Hydrocarbons  by 
Rec.  Pract.  for 

ct.  for  the  Design  of  Lubricating  Systems  for  Marine  Steam 
ANSI  B58.1  Std.  for  Deep  Well  Vertical 

Std.  Meth.  of  Test  for  Heat  Stability  of  Steam 
Std.  for  Cold  Water  Meters, 
Std.  for  Combustion  Gas 
Std.  for  Multistage  Steam 
Std.  for  Single  Stage  Steam 
tions)  (1964)  Steam 

Test  Code  for  Steam 

n  of  Measurement  Uncertainty  in  Performance  Tests  of  Steam 
mplified  Procedures  for  Routine  Performance  Tests  of  Steam 


Turb 
Turb: 
Turb: 
Turb: 
Turb 
Turb: 
Turb 
Turb 
Turb 
Turb 
Turb 
Turb: 
Turb: 
Turb 
Turb 
Turb 
Turb 
Turb 
Turb 
Turb: 
Turb: 
Turb 
Turb: 
Turbi 
Turb; 
Turb 
Turb; 
Turb 
Turb 
Turb 
Turb 
Turb 
Turb; 


dimeter  (1970)  ANSI  A1.7,  AASHO  T098 
dimetry  (1970)  ANSI  H9.25  Std.  Meth.  of 

ne  and  Generator  Steel  Rotor  Forgings  (R1969)  ANSI 
ne  Calculations)  (1964) 
ne  Drive  Shaft  Connection  (1970) 

ne  Driven  Auxiliary  Machinery  (1969)  Rec.  Prac 

ne  Driven  Synchronous  Generators  Std.  (1970) 
ne  Engine  Exhaust  Smoke  Measurement  (1970) 
ne  Engine  Interface  Test  Data  Reduction  Computer  P 
ne  Engine  Nomenclature  (1970) 
ne  Engine  Status  Performance  Presentation  for  Digi 
ne  Engine  Test  Code  (1970) 
ne  Engine  Test  Code  (1970) 
ne  Engines)  (1971 ) 
ne  Fuel  Oils  (1970) 
ne  Fuels  (1970) 
ne  Fuels  (1970)  ANSI  Z11.148 
ne  Fuels  (1970)  ANSI  Z11.204 
ne  Generator  Units  (1970) 
ne  Generators  (1968)  ANSI  G55.21 
ne  Meter  Systems  (1970) 

ne  Nozzle  Area  Measurement  by  Airflow  Meth.  (1971) 

ne  Pumps  for  Various  Ships  Services  (1969)  /.  Pra 

ne  Pumps  (Line  Shaft  and  Submersible  Types)  (1971) 

ne  Shafts  and  Rotor  Forgings  (1969)  ANSI  G55.16 

ne  Type,  for  Customer  Service  (1970) 

nes  for  General  Refinery  Services  (1968) 

nes  for  Mechanical  Drive  Service  (1970) 

nes  for  Mechanical  Drive  Service  (1970) 

nes  (Numerical  Examples  of  Various  Turbine  Calcula 

nes  (1964) 

nes  (1969)  .  Guidance  for  Evaluatio 

nes (1970)  Si 


Flange  (T 


Perfor 
/Pec.  for  Carbon 


SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

AMCA 

ASTM 

SCRMA 

AISI 

DFISA 

ASTM 

AISI 

AA 

ASME 

ASTM 

ASTM 

SWA 

IFI 

ABFLO 

ASTM 

ASTM 

EOA 

ASTM 

ASTM 

ASTM 

NSA 

PFI 

NSA 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ANSI 

ASTM 

ASTM 

AREA 

AREA 

ASTM 

ASTM 

ASTM 

ASTM 

ASME 

SAE 

ASME 

NEMA 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

SAE 

ASTM 

ASTM 

ASTM 

ASTM 

ASME 

ASTM 

API 

SAE 

ASME 

AWWA 

ASTM 

AWWA 

API 

NEMA 

NEMA 

ASME 

ASME 

ASME 

ASME 


AMS5556B 

AMS5566E 

AMS5573D 

AMS5570H 

AMS5571C 

AMS5574A 

AMS5572C 

AMS5573E 

AMS4065E 

AMS4943 

AMS6373A 

AMS5586A 

AMS5576D 

AMS5558A 

AMS5575G 

AMS5577B 

AMS6445B 

AMS6447A 

2411 

C534 

SMR1003 

18 

1204 
D1870 
19 
•30 

BPVCV 

E426 

D628 

•75 

SECT 

X-3 

D441 

D2490 

271 

D1964 

B519 

B518 

962 

ES21 

961 

AMS7878 

AMS7879 

AMS7880 

B421 

B390 

B430 

PH2.35 

F288 

E397 

28-2-3 

28-2-2 

D2444 

C115 

B430 

A418 

PTC6A 

ARP72I 

121 

MG5.1 

ARPI179 

ARP1210 

J828A 

ARP121I 

J116 

J152 

ARP465A 

D2880T 

D2276 

D1660 

D1655 

PTC20.3 

A288 

2534 

ARP1195 

115D 

ElOl 

A472 

C701 

616 

SM21 

SM22 

PTC6A 

PTC6 

PTC6RPT 

PTC6S 
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tallation  and  Use  of  Stationary  Combustion  Engines  and  Gas 
Minimum  Installation  Spec,  for 
Dictionary  of 

Quantitative  Determination  of  Landfowl  (Chicken  and 
Qualitative  Identification  of  Landfowl  (Chicken  and 

Std.  for 

Rec.  Prac.  for  Supplemental  High  Mounted  Stop  and 

Std.  for 
Model  Railroad 
Model  Railroad 
Model  Railroad 
Model  Railroad 
Model  Railroad 
Model  Railroad 
Std. 

y  Std.  for  Electric  Toys  Including  Phonographs  with  Driven 
arance  Diagrams  Fixed  Obstructions  for  Railway  Bridges  and 
Std.  Spec,  for  Bronze  Castings  for  Bridges  and 

Std.  for 

Std.  Meth.  of  Sampling  and  Testing 
Std.  Spec,  for  Spirits  of 

Std.  E  Coupler  Yoke,  Cast  Steel,  for 
nt  in  Kind  Only)  (1/  Std.  E  Coupler  Yoke,  Cast  Steel,  for 

Std.  E  Coupler  Yoke,  Cast  Steel,  for 
Std,  for  F  Interlocking  Coupler  Yoke,  Cast  Steel,  for 
rec.  Std.  for  the  Base  Layout  of  Single  and  Single  Product 

Rec.  Std.  for  Concrete  Form 
Tissue  Gift  Wrappings  and 
Std.  for  Dual  Dimensioning, 
and  Condenser  Tubes  (1971a)  Std.  Spec,  for 

atio  (1970)  Std.  for  Measurement  of  Small  Signal  VHF 

Std.  Spec,  for 

plate,  Forgings  and  Extrusions  (1964)  Rec. 

meth.  for  Laboratory  Determination  of  Pulse  Velocities  and 
or  Special  Applications  (19/  Std.  Spec,  for  Straight  Beam 

and  Locomotive  Axles  (1970)  Spec,  for 

Fabrication  and  Control  of  Steel  Reference  Blocks  Used  in 
r  Steel  Rotor  Forgmgs  (R1969)  ANSI  G55.5  Std.  Meth.  of 

ract.  for  the  Training,  Qualification  and  Certification  of 
.  for  Evaluating  Performance  Characteristics  of  Pulse  Echo 
ts  and  Meth.  for  Nondestructive  Examination:  Radiographic, 
oducts  (1970)  ANSI  Zl  1.181  Std.  Meth.  of  Test  for 

th.  for  Visual  Grading  and  Color  Matching  of  Paper  with  An 
Std.  Spec,  for  Raw  and  Burnt 
Rec.  Pract.  for  Aerospace  Ground  Equipment  Criteria  for 

Paragon  Wire 

efinitions.  Materials  and  Measuring  Meth.  (and  Pract.)  for 
arameter  Coaxi/  Std.  Report  on  State  of  the  Art  Measuring 

Std.  for  Pentosans  in  Wood  and  Bleached  and 
(1971)  Std.  Test  Meth.  for 

Triaxial  Compression  (1970)  Std.  Meth.  of  Test  for 

Std.  Spec,  for  Asbestos  Cement  Perforated 
bricated  Corrugated  Steel  Pipe  and  Arches  for  Culverts  and 
Std.  Spec,  for  Porous  Concrete  Pipe  for 
Std.  Spec,  for  Corrugated  Aluminum  Alloy  Pipe 
Coated  (Galvanized)  Iron  or  Steel  Sheets  for  Culverts  and 
Coated  (Galvanized)  Corrugated  Iron  or  Steel  Culverts  and 
I  €33.60  Safety  Std.  for  Thermoplastic  Insulated 

ng  (1969)  Tent.  Rec.  Pract.  for 

Std.  for  Plastic  Utilities  Duct  for 
tyrene  and  Poly  Vinyl  Chloride  Ducts,  and  Its  Fittings  for 
td.  for  Galvanized  Ferrous  Ground  Rods  Used  in  Overhead  or 
Rec.  Pract.  for  Control  of  External  Corrosion  on 
Guide  Spec,  for 

election  Against  Exterior  Corrosion  (1970)  Std.  for 

Tent.  Rec.  Pract.  for  Abandonment  or  Removal  of 
Spec,  for  Coated  Steel 
High  16  340  Grd  Y/9430  Volts  and  /  Std.  Requirements  for 

ubing  (196/  Std.  and  Spec.  Guide  for  Irrigation  Pipeline; 

Rec.  Product  and  Application  Spec.  Insulation  Board 
phalt  (1966)  Spec,  for 

ssion  (1970)  Std.  Meth.  of  Test  for  Unconsolidated, 

eel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket  Head, 

eel  and  Corrosion  Res/  Std.  Part  Screw,  Cap,  Socket  Head, 

ides  of  Up/  QuaUtative  Determination  of  Formaldehyde  in 

Guide  Spec,  for  Wood  Cabinets, 
Rec.  Rules  for  Repairs  of  Power  Boilers  and 
ium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion  Welded 
Color  Std.  for  Glazed  and 
d  Self  Locking,  Alloy  Steel  and  Corrosion  Resisting  Steel, 
d  Self  Locking,  Alloy  Steel  and  Corrosion  Resisting  Steel, 
esign  Parameters  for  Bolts  and  Screws;  External  Wrenching, 


Turbines  (1970)  Std.  for  Ins  NFPA 

Turf  Sprinkler  Irrigation  Systems  (1966)  SIA 

Turfgrass  (Golfing  Green)  Terms  (1966)  USGA 

Turkey)  Feather  Content  in  Plumage  (1968)  ABFLO 

Turkey)  Feathers  (1968)  ABFLO 

Turn  Signal  Lamps  for  Automobiles  (1970)  SAE 

Turn  Signal  Lamps  (Rear)  (1970)  SAE 

Turn  Signal  Switch  for  Vehicles  (1971)  SAE 

Turnout  Dimensions,  Ho  Scale  (1961)  NMRA 

Turnout  Dimensions,  Hon3  Scale  (1961)  NMRA 

Turnout  Dimensions,  Oo  and  On3  Scales  (1961)  NMRA 

Turnout  Dimensions,  S  Scale  (1961)  NMRA 

Turnout  Dimensions,  Tt  Scale  (1961)  NMRA 

Turnout  Dimensions,  0  Scale  (1961)  NMRA 

Turnout  Plans  (Trackwork  Plans  and  Spec.)  (1969)  AREA 

Turntables  and  Mechanical  Sound  Reproduction  (1971)  /T  UL 

Turntables  (1969)  Cle  AREA 

Turntables  (1970)  ASTM 

Turpentine  Test  for  Grease  Resistance  of  Paper  (1966)  TAPPI 

Turpentine  (R1969)  ANSI  K33.1  ASTM 

Turpentine  (R1970)  ANSI  K32.1  ASTM 

Tweezer  Wire  (1962)  SWA 

Twin  Draft  Gear  and  Rigid  Shank  Coupler  (1970)  AAR 

Twin  Draft  Gear  and  Swivel  Shank  Coupler  (for  Replaceme  AAR 

Twin  Draft  Gear  and  Swivel  Shank  Coupler  (1970)  AAR 

Twin  Draft  Gear  (1970)  AAR 

Twin  Service  Station  Pumps  or  Remote,  and  Two  Product  R  API 

Twine  for  Automatic  Tie  Balers  (Knotters)  (1968)  ASAE 

Twist  or  Snap  Tie  Wire  (1970)  SWA 

Tyings(1966)  AP 

U.S.  and  Metric  Units  (1970)  SAE 

U-Bend  Seamless  Copper  and  Copper  Alloy  Heat  Exchanger  ASTM 

UHF  Transistor  Short  Circuit  Forward  Current  Transfer  R  EIA 

Ultramarine  Blue  (R1969)  ASTM 

Ultrasonic  Acceptance  Std.  for  Airframe  Aluminum  Alloy  ASNT 

Ultrasonic  Elastic  Constants  of  Rock  (1969)  Std.  ASTM 

Ultrasonic  Examination  of  Plain  and  Clad  Steel  Plates  F  ASTM 

Ultrasonic  Inspection  of  New  Freight  Car,  Passenger  Car  AAR 
Ultrasonic  Inspection  (1971)                                 Rec.  Pract.  for  ASTM 

Ultrasonic  Test,  and  Inspection  of  Turbine  and  Generato  ASTM 
Ultrasonic  Test.  Personnel  (1968)                                     Rec.  P  ASNT 

Ultrasonic  Test.  Systems  (1968)  ANSI  Z166.21                /C.  Pract  ASTM 

Ultrasonic;  Liquid  Penetrant;  Magnetic  Particle;  Eddy  C  ASME 

Ultraviolet  Absorbance  and  Absorptivity  of  Petroleum  Pr  ASTM 

Ultraviolet  Absorbance  Test  for  Citrus  Oils  (1965)  EOA 

Ultraviolet  Containing  Daylight  Illuminant  (1970)  /  Me  TAPPI 

Umber  (R1969)  ASTM 

Umbilical  Systems  Propellant  Quick  Disconnects  (1970)  SAE 

Umbrella  Wire  (Stretcher  Wire)  (1962)  SWA 

(Umbrella  Wire)  (1962)  SWA 
Unassembled  Gears  (1971)                       Gear  Classification,  D  AGMA 

Unbalanced  Transmission  Line  Impedance  in  Distributed  P  IEEE 

Unbleached  Pulp  (1971)  TAPPI 

Unconfined  Compressive  Strength  of  Rock  Core  Specimens  ASTM 

Unconsolidated,  Undrained  Strength  of  Cohesive  Soils  in  ASTM 

Underdrain  Pipe  (1970)  AASHO 

Underdrains  (1969)                                             Spec,  for  Prefa  AREA 

Underdrains  (1970)  AASHO 

Underdrains  (1970)  AASHO 
Underdrains  (1970)  Std.  Spec,  for  Zinc  AASHO 
Underdrains  (1970)                                       Std.  Spec,  for  Zinc  AASHO 

Underground  Feeder  and  Branch  Circuit  Cables  (1970)  ANS  UL 

Underground  Installation  of  Thermoplastic  Pressure  Pipi  ASTM 

Underground  Installation  (1971)  NEMA 

Underground  Installations  (1970)                                 Std.  for  S  NEMA 

Underground  Line  Construction  (1971)  NEMA  Ph30  EEI 

Underground  or  Submerged  Metallic  Piping  Systems  (1969)  NACE 

Underground  Sprinkler  Irrigation  Systems  (1968)  CSI 

Underground  Steel  Tanks  with  Pre  Engineered,  20  Year  Pr  STI 

Underground  Tanks  (1960)  API 

Underground  Tanks  (1968)  STI 

Underground  Type  Single  Phase  Distribution  Transformers  ANSI 

Underground,  Plastic  Tape  Coated,  Aluminum  Irrigation  T  SIA 

Underlayment  for  Laminated  Wood  Block  Flooring  (1969)  AIM  A 

Undersealing  Portland  Cement  Concrete  Pavements  with  As  AI 

Undrained  Strength  of  Cohesive  Soils  in  Triaxial  Compre  ASTM 

Undrilled  and  Drilled,  Plain  and  Self  Locking,  Alloy  St  NSA 

Undrilled  and  Drilled,  Plain  and  Self  Locking,  Alloy  St  NSA 

Undyed  Cotton  Battings  Used  as  Filling  Materials  in  Art  ABFLO 

Unfinished  (1970)  CSI 

Unfired  Pressure  Vessels  by  Riveting  and  Welding  (1962)  NBBPV 
Unfired  Pressure  Vessels  (1969)           /Ng  Chromium  and  Chrom  ASTM 

Unglazed  Structural  Clay  Facing  Tile  (1964)  FTI 
Unified  Coarse  3a  and  2a  Thread  (1971)                /Lied,  Plain  An  NSA 
Unified  Fine  3a  Thread  (1971)                /D  and  Drilled.  Plain  An  NSA 
Unified  Threaded  Inch  Series  (1970)                          Std.  for  D  SAE 
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70) 

ns (1969) 


ngs (1969) 

who  Listing  (1969) 

e)  Synchronization  (1969) 


Std.  Accounting  System  for 


Std. 


Std.  for  General  Purpose  Rectangular 
netration  of  Exterior  Windows,  Curtain  Walls,  and  Doors  by 
nt (1969) 


rs.  Self  Propelled  Implements,  and  Other  Traction  and  Tr/ 
Meth.  of  Determining  Modulus  of 
rates  (1963)  Meth.  for  Cellulose  Chain  Length 

Testing  Machines  for  Measuring  the 
oducers  (1969)  Spec,  for  Scanning  Beam 

Std.  Definitions  of  Terms  Relating  to 
Spec,  for  Locomotive 

lb.  Pressure  (1970)  Rec  Pract.  for  Pipe 

Std.  for  Malleable  Iron  Threaded  Pipe 
Std.  for  Pipe 
Well  Data  Glossary  and 
Std.  Classification  of 

rome  Cathode  Ray  Tubes  And/  Rec.  Pract  for  Conversion  of 
Us  (1970)  Safety  Std,  for  Local  Burglar  Alarm 

Safety  Std.  for  Central  Station  Burglar  Alarm 
Std.  for  Electric  Motors  and  Integral  Drive 
d  D,  and  Clas/  Safety  Std.  for  Portable  Electric  Lighting 

Std.  Spec,  for  Building  Brick  (Solid  Masonry 
Std.  Spec,  for  Facing  Brick  (Solid  Masonry 
tment  (1967)  Std.  Manual  of  Pract. 

Spec,  for  High  Strength  Adhesive  Bonded 
ulk  Materials  in  Steel  Drums,  Double  Tier  Floating  Load,  4 

Letter  Symbols  for 

pract.  for  Manufactured  Reinforced  Concrete  Floor  and  Roof 
Std.  for  Lamp  Bulbs  and  Sealed 
rement  of  Sound  on  High  Speed  Helical  and  Herringbone  Gear 
Std.  Pract.  for  High  Speed  Helical  and  Herringbone  Gear 
1  and  Herringbone  Gear  Speed  Reducers  for  Oilfield  Pumping 
Use  of  English  and  Metric 
Std.  for  Dual  Dimensioning,  U.S.  and  Metric 
Glazing  Spec,  for  Sealed  Insulating  Glass 
Safety  Std.  for  Concrete  Masonry 
Std.  for  Hinged  Interior  Wood  Door 
performance  Requirements  for  Household  Food  Waste  Disposer 
erformance  Requirements  for  Commercial  Food  Waste  Disposer 
r  Pressure  Control  Systems  Used  on  Steam  Turbine  Generator 
of  Integral  Journal  Box  for  Application  of  Roller  Bearing 
Spec,  for  Oil  Pumping 
Spec,  for  Sealed  Insulating  Glass 
Safety  Std.  for  Condensing  and  Compressor 
c.  Pract.  Rules  for  the  Use  of  the  International  System  of 
ructural  Clay  Facing  Tile,  Facing  Brick,  and  Solid  Masonry 
Safety  Std.  for  Air  Filter 
Safety  Std.  for  High  Efficiency  Particulate  Air  Filter 
t.  Guide,  Involving  the  Use  of  Si  (International  System  of 
Std.  for  Steel  Bi-Fold  Closet  Door 
d  Tube  Radiation;  Test,  and  Rating  Codes  for  Boiler  Burner 
Tractor  and  Farm  Implement  Power  Takeoff 
ure  Synchronization  of  Motion  Picture  Film  Relative  to  the 
and  Light  Industrial  Equipment  (1969) 

External  Cylindrical  Grinding  Machines; 


form  Accounting  for  Office  Buildings  (1944) 

form  Building  Code  -  Dwelling  House  Construction  (19 

form  Building  Code  -  Housing  (1970) 

form  Classification  for  Water  Hardness  (1970) 

form  Credits  Toward  Star  Ratings  for  Judging  of  Sale 

form  Dash  Numbering  System  for  0-Rings  (1971) 

form  Fire  Code  (1971) 

form  Platform  Width  of  Flat  Cars  (Railway)  (1968) 
form  Plumbing  Code  (1970) 

form  Pract.  for  Membership  Requirement  for  Star  Rati 
form  Pract.  for  Nonmembership  Requirement  for  Who's 
form  Pract.  for  Tape  (Sound)  and  Film  (Motion  Pictur 
form  Schedule  Dates  for  Photography  Salons  (1967) 
form  Section  Retaining  Rings  (1969) 

form  Static  Air  Pressure  Difference  (1970)  /Ater  Pe 

form  Terminology  for  Agricultural  Machinery  Manageme 

form  Terminology  for  Pesticide  Spraying  (1969) 

form  Terminology  for  Rural  Waste  Management  (1970) 

form  Terminology  for  Traction  of  Agricultural  Tracto 

formity  and  Modulus  of  Fineness  of  Ground  Feed  (1968 

formity  by  Fractional  Precipitation. of  Cellulose  Nit 

formity  of  Passenger  Car  Tires  (1969) 

formity  Test  Film  for  35mm  Motion  Picture  Sound  Repr 

nsulated  Metallic  Electrical  Conductors  (1970) 

ons  and  Pipe  Fittings,  300  Lb.  Pressure  (1970) 

ons  of  the  Nut  and  Nipple  Type  for  Locomotives;  300 

ons  150,  250,  and  300  Lb.  (1970) 

ons  (Railway  Cars)  (1970) 

que  Well  Numbering  System  (1966) 

rradiated  Uranium  Scrap  (1970) 

ted  States  to  Metric  Dimensions  for  Color  and  Monoch 
ts  and  Systems  for  Mercantile  and  Bank  Safes  and  Vau 
ts  and  Systems  (1971) 
ts  for  Bakery  Equipment  (1970) 

ts  for  Use  in  Hazardous  Locations  Class,  Groups  C  An 

ts  Made  From  Clay  or  Shale)  (1969)  ANSI  A98.1 

ts  Made  From  Clay  or  Shale)  (1971)  ANSI  A99.1 

ts  of  Expression  for  Wastes  Characteristics  and  Trea 

ts  of  Limestone  (1967) 

ts  Per  Car,  24  to  40  Pallets  (1954)  /Hipment)  for  B 

ts  Used  in  Science  and  Technology  (1969) 
ts  (1967)  ANSI  A140.1  Rec. 
ts  (1968) 

ts(1968)  Spec,  for  Measu 

ts  (1969) 

ts  (1969)  Std.  Pract.  Helica 

ts  (1970) 

ts  (1970) 

ts  (1970) 

ts  (1970) 

ts(1970) 

ts  (1970)  •  Std. 

ts  (1970)  Std.  P 

ts  (1970)  Performance  Test  Code  Fo 

ts  (1970)  Rec.  Pract.  for  the  Modification 

ts  (1971) 


Re 

/  Spec,  for  Ceramic  Glazed  St 


Std.  Metric  Prac 
/Ers;  Baseboard  and  Finne 


by  Dot  Regulation/  Rec.  Pract.  for  Drums,  Steel  (Dot  5  A 

dustrial  Truck  Rider  Type,  Operation,  Stacking,  Loaded  and 
d  Tables  (1/  Asphalt,  Pocketbook  of  Useful  Information  on 

Rec.  Pract.  for  Air  Supply  Manifold  for 
d.  for  Aluminum  Foil;  Properties  and  Tolerances  (Including 
Motion  Picture  Cameras  (1970)  Std.  Dimensions  for  70mm 

,  Pro/  Guide  to  Plastic  Substrate  Fabrication  Requisites 

Std.  Test  Meth.  for 
Std.  Spec,  for  Flat  Cable,  Flat  Conductor, 
Rec.  Std.  for  Brush  Wire, 
71)  ANSI  C59.59  Std.  Meth.  for  Sampling  and  Test. 

Std.  Meth.  of  Sampling  and  Test, 
or  Outline  of  Test  Criteria  for  (Railway)  Cars  of  a  New  or 
Std.  Test  Meth.  for  Extrudability  of 
(1970)  High  Speed 

1970) 


ts  (1971) 
ts  (1971) 
ts  (1971) 

ts  (1971)  ANSI  AlOl.l 
ts  (1971)  ANSI  B124.1 
ts  (1971)  ANSI  B132.I 
ts)  (1970) 

ts.  Frames,  and  Trim  (1970) 
ts;  Definitions  (1971-72) 
versal  Joint  Drive  Lines  (1970) 
versal  Leader  for  Magnetic  and  Photographic  Tracks 
versal  Symbols  for  Operator  Controls  on  Agricultural 
versal  (1970) 
Unlined  Fire  Hose  (1969)  ANSI  A152.1 
Unlined)  Used  for  Shipping  Corrosive  Liquids  as  Defined 
Unloaded,  Travel  Speed)  (1964-69)  /Form  Tests  (Fork  in 

Unloading  Tank  Cars,  Temperature  Volume  Corrections,  An 
Unloading  Tank  Trailers  (1971) 

Unmounted,  Laminated,  and  Printed  Types)  (1970)  St 
Unperforated  and  Perforated  Film  for  Cameras  Other  Than 
(Unplated  Physical  Properties)  and  Resin  Characteristics 
Unsaponifiable  Matter  in  Rosin  (R1969) 
Unshielded  (1970) 
Untempered  (1970) 

Untreated  Mica  Paper  Used  for  Electrical  Insulation  (19 
Untreated  Paper  Used  for  Electrical  Insulation  (1970) 
Untried  Type  Built  with  a  Span  Bolster  Arrangement  (197 
Unvulcanized  Elastomeric  Compounds  (1968) 
Unwind  Adhesion  Test  Meth.  for  Pressure  Sensitive  Tape 
Unwind  Adhesion  Test  Meth.  of  Pressure  Sensitive  Tape 


BOMAI 

ICBO 

ICBO 

ASAE 

PSA 

SAE 

ICBO 

AAR 

lAPMO 

PSA 

PSA 

PSA 

PSA 

ANSI 

ASTM 

ASAE 

ASAE 

ASAE 

ASAE 

ASAE 

TAPPI 

SAE 

ANSI 

ASTM 
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AAR 

MSS 

AAR 

API 

ANSI 

EIA 

UL 

UL 

BISSC 

UL 

ASTM 

ASTM 

WPCF 

ILIA 

RI 

ANSI 

ACI 

SAE 

AGMA 

AGMA 

AGMA 

ASAE 

SAE 

SIGMA 

UL 

use 

ASSE 

ASSE 

ASME 

AAR 

API 

SIGMA 

UL 

IEEE 

ASTM 

UL 

UL 

ASTM 

use 

MCAA 

ASAE 

SMPTE 

SAE 

ANSI 

UL 

MCA 
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AT 
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ASTM 

ASTM 
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*2 

MSRP-C-24 

*1 
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S322 
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R246.1 

T238 
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B354 

MSRP-M-404 
MSRP-L-26F 
SP76 

MSRP-L-25 
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N15.1 

JED72 
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C216 
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♦4 
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295.03 

421.06 

422.02 
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1008 

1009 
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MSRP-D-62A 

HE 
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•1 
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d  Cotton  Baitings  Used  as  Filling  Materials  in  Articles  of 
Rec.  Std.  for  Spring  Wire 
Std.  Test.  Meth.  for  Cold  Crack  Resistance  of 
Std.  Meth.  of  Flex  Test,  of  Finish  on 
Field 

std.  Test  Meth.  for  Resistance  of  Chrome  Tanned  White  Shoe 
of  Determining  the  Resistance  of  Chrome  Tanned  White  Shoe 
Std.  Meth.  for  Calibrating 

ts  and  Screws,  Nickel  Alloy.  Corrosion  and  Heat  Resistant, 
)/  Bolts  and  Screws,  Steel,  Corrosion  and  Heat  Resistant, 

Bolts  and  Screws,  Titanium  Alloy  6al-4v, 
Bolts  and  Screws,  Steel,  Corrosion  Resistant, 
ts  and  Screws,  Nickel  Alloy,  Corrosion  and  Heat  Resistant, 
osion  Resistant  (18.5cr  -  lOni)  Free  Machining;  Swaging  or 
Std.  Test  Meth.  for  Atom  %  Fission  in 
Spec,  for  Depleted 
Meth.  for  Colorimetric  Determination  of 
Tent.  Test  Meth.  for  Microquantities  of 
n  the  Disposal  of  Radioactive  Wastes  From  the  Operation  of 
Std.  Classification  of  Unirradiated 
Std.  for  Determination  of  Sodium  by  the 
Std.  Spec,  for 

sulation;  Fiberboard,  Perlite,  Fibrous  and  Cellular  Glass, 
Quantitative  Determination  of  Mixtures  of  Shredded 
Std.  Meth.  of  Test. 
Std.  Meth.  of  Test. 
Std.  Meth.  of  Test.  Molded  Flexible 
Std.  Meth.  of  Test.  Slab  Flexible 
Resin,  Conformal  Coating, 
Quahtative  Identification  of 
Std.  Flowchart  Symbols  and  Their 
volume  Corrections,  and  Tables  (1/  Asphalt,  Pocketbook  of 

St  Bronze  Hydrodynamic  Sleeve  Bearing  Performance  Tables; 
nophonic  and  Stereophonic  Disc  Phonograph  Records  for  Home 
s.  Tolerances,  and  Terminology  for  Home  Cooking  and  Baking 
Std.  Spec,  for  Acrylonitrile  Butadiene  Styrene  Plastic 

Std.  for  Plastic 

indows  (Casement,  Roto  and  Simplex  Types,  Ranch,  Basement, 
Lift  Trucks;  Recreational,  Boat  and  Mobile  Home  Trailers; 

Rec.  for  the  Safer 

Procedure  to  Determine  a  Plastisol's  Apparent  Viscosity 

Std.  for  V-Belts  and  Pulleys  for  Automotive 
Rec.  Pract.  for  Automotive 
Std.  for 

Laboratory  Procedure  for  Testing 
Spec,  for  Drives  Using  Single 
Std.  Performance  Requirements  for  Hose  Connection 
68)  Std.  Meth.  of  Rating  Commercial  and  Industrial 

and  Mobil/  Std.  Meth.  of  Rating  Commercial  and  Industrial 

ant  11.8cr-2.5ni-1.8mo-0.33v  (0.08-0.15c)  Premium  Quality, 
bars,  Forgings,  and  Tubing  0.75si-l  .Ocr-0.58mo(0.80-0.90c) 
termination  of  Volatile  Content  of  Aerosol  Formulations  by 
rom  Man  Accessible  Storage  Vessels  for  Aerospace  Fluids  by 
Std.  Meth.  for  Calibrating  Ionization 
e  -19.5cr-13.5co-4.3mo-3.Oti-l.4al  Consumable  Electrode  or 
se  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable  Electrode  or 
e  19.5  Cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electrode  or 
Base  19.5cr-13.5co-4.3mo-3.0ti-1.4al  Consumable  Electrode 
se  19.5cr-13.5co-4.3mo-3.0ti-l.4al  Consumable  Electrode  or 
oy  Wire,  Welding  Corrosion  and  Heat  Resistant  Nickel  Base, 
on  and  Heat  Resistant  Nickel  Base,  Consumable  Electrode  or 
13.5co-4.3mo-2.9ti-1.4al  Annealed,  Consumable  Electrode  or 
e  -  12.5cr  -  6.0  Mo-2.7  Ti  -  34fe,  Consumable  Electrode  or 
bing.  Seamless  Corrosion  Resistant  Consumable  Electrode  or 
-  4.3mo  -  3.0ti  -  1.4al  -  0.05cr,  Consumable  Electrode  or 
-  0.30  (Cb  +  Ta)  -  l  .lti  -  2.0cu,  Consumable  Electrode  or 
se  -  16. Cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrode  or 
ase  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrode  or 
ase  -  I6cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrode  or 
ase  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrode  or 
ase  -  16cr  -  37fe  -  2.9cb  -  1.8ti,  Consumable  Electrode  or 
and  Rings,  Corrosion  Resistant  13cr  -  8ni  -  2.3mo  -  l.lal 
Tent.  Std.  Meth.  for 
Spec,  for  Steel  Castings,  Investment,  Maraging, 
1  Bars,  and  Forgings  Premium  Quahty,  Consumable  Electrode 
,  Welding,  0.65si  -  1.25cr  -  0.50mo  -  0.30v  (0.28  -  0.33c) 
forgings,  and  Tubing  Premium  QuaUty,  Consumable  Electrode 
2c)  (Modified  51100)  Premium  Quahty,  Consumable  Electrode 
ckel  Base  I2cr  -  4.5mo  -  2.0  (Cb  and  Ta)  -  0.70ti  -  6.0al, 
eel  Wire,  Welding  1 .05cr-0.55ni-l .0mo-0.07v  (0.34  -  0.40c) 
re.  Welding  1.05cr  -  0.55ni  -  l.Omo  -  0.07v  (0.26  -  0.32c) 
icals  and  Pla/  Rec.  for  Covered  Hopper  Cars  Equipped  with 

hemicals  and  Plastics  in  Covered  Hopper  Cars  Equipped  with 


Upholstered  Furniture  and  Bedding  (1968)  /Yde  in  Undye 

(Upholstery  Construction)  (1970) 
Upholstery  Leather  (1969)  ANSI  Z109.10 
Upholstery  Leather  (1969)  ANSI  Z109.13 
Uplift  Tests  (Performed  on  a  Roof)  (1970) 
Upper  Leather  to  Artificial  Perspiration  (1969) 
Upper  Leather  to  Artificial  Perspiration  (1969)  ASTM  D2 
Upright  Tanks  (1970)  ANSI  Z!  1.197,  API  2550 
Upset  Butt  Welder  (1964) 

Upset  Headed,  Heat  Treated  Roll  Threaded,  2050f  (1121.1 

Upset  Headed,  Heat  Treated,  Roll  Threaded  I800f  (982.2c 

Upset  Headed,  Heat  Treated,  Roll  Threaded  (1970) 

Upset  Headed,  Heat  Treated.  Roll  Threaded  (1970) 

Upset  Headed,  Heat  Treated,  Roll  Threaded,  1950f  (1065. 

Upsetting  (1971)  Spec,  for  Bars  and  Forgings,  Corr 

Uranium  and  Plutonium  Fuel  Neodymium  148  Meth.  (1969) 

Uranium  Castings  (1971) 

Uranium  in  Aqueous  Solutions  (1969) 

Uranium  in  Water  by  Fluorometry  (1970) 

Uranium  Mines  and  Mills  (Nuclear  Reactor)  (1964)  /T.  I 

Uranium  Scrap  (1970) 

Uranyl  Zinc  Acetate  Meth.  (1944) 

Urea  Formaldehyde  Molding  Compounds  (1969) 

Urea  (1964) 

Urethane  and  Cork  (1970)  Roof  in 

Urethane  Foam  and  Feathers  (1968) 
Urethane  Foam  Isocyanate  Raw  Materials  (1970) 
Urethane  Foam  Polyol  Raw  Materials  (1969) 
Urethane  Foam  (1968) 
Urethane  Foam  (1971) 
Urethane  (1970) 
Urine  in  Cotton  Fibers  (1968) 
Usage  in  Information  Processing  (1970) 
Useful  Information  on  Unloading  Tank  Cars,  Temperature 
(User's  Manual)  (1970)  Ca 
Use:  78,  45,  33-1/3  R.P.M.  (1971)  /Aracteristics  of  Mo 

Utensils  (1970)  Std.  Dimension 

Utilities  Conduit  and  Fittings  (1970) 
Utilities  Duct  for  Underground  Installation  (1971) 
Utility)  (1969)  Spec,  for  Residential  Steel  W 

Utility,  Garden  Tractor;  Motor  Scooters  (1971)  /;  Fork 

Utilization  of  Storage  Racks  (1970) 
Utilizing  a  Torque  Rheometer  (Brabender  Plasti  Corder) 
V-Belt  Drives  for  Farm  (Agricultural)  Machines  (1968) 
V-Belt  Drives  (1970) 
V-Belt  Drives  (1970) 

V-Belts  and  Pulleys  for  Automotive  V-Belt  Drives  (1970) 
V-Belts  (1968) 

V-Belts  (21,  31,  41,  and  51  Cross  Sections)  (1968) 
Vacuum  Breakers  (1970) 

Vacuum  Cleaners,  Suction  Type  (Portable  and  Mobile)  (19 
Vacuum  Cleaners,  Suction  with  Agitation  Type  (Portable 
Vacuum  Consumable  Electrode  Melted  (1970)  /Sion  Resist 

Vacuum  Consumable  Melted  (1970)  Steel 
Vacuum  Distillation  (1971)  Meth.  for  De 

Vacuum  Entrainment  Technique  (General  Meth.)  (1970)  /F 
Vacuum  Gage  Tubes  (1970) 

Vacuum  Induction  Melted  1825-1900  (996.l-1037.8c)  Solut 
Vacuum  Induction  Melted  1825-1900  (996.l-1037.8c)  Solut 
Vacuum  Induction  Melted  1825-19001  (996.l-1037.8c)  Solu 
Vacuum  Induction  Melted  1975f  (1079.4c)  Solution  Heat  T 
Vacuum  Induction  Melted  1975f  (1079.4c)  Solution,  Stabi 
Vacuum  Induction  Melted  (1970) 
Vacuum  Induction  Melted  (1970) 
Vacuum  Induction  Melted  (1970) 
Vacuum  Induction  Melted  (1971) 
Vacuum  Induction  Melted  (1971)  (19cr 
Vacuum  Induction  Melted,  Annealed  (1971)  /5cr 
Vacuum  Induction  Melted,  1525  F  (829.4c)  Solution  Heat 
Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution  Heat 
Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution  Heat 
Vacuum  Induction  Melted,  1750  F  (954.4c)  Solution,  Stab 
Vacuum  Induction  Melted,  1800  F  (982.2c)  Solution  Heat 
Vacuum  Induction  Melted,  1800  F  (982.5c)  Solution  Heat 
Vacuum  Induction  Plus  Consumable  Electrode  Melted  (1970 
Vacuum  Leak  Calibration  (1968) 
Vacuum  Melted  (1971) 

Vacuum  Melted  (1971)  Spec,  for  Stee 

Vacuum  Melted  (1971)  Spec,  for  Steel  Wire 

Vacuum  Melted  (1971)  Spec,  for  Steel  Bars, 

Vacuum  Melted  (1971)  /Bing,  1.05cr  -  l.lmn  (0.92  -  1.0 

Vacuum  Melted  (1971)  /Corrosion  and  Heat  Resistant,  Ni 

Vacuum  Melted,  Environment  Controlled  (1970)  /.  for  St 

Vacuum  Melted,  Environment  Controlled  (1970)  /Steel  Wi 

Vacuum  Pneumatic  Outlets  for  Transport  of  Dry  Bulk  Chem 
Vacuum  Pneumatic  Outlets  (1971)  /Receipt  of  Dry  Bulk  C 


All 

/  Wire.  Welding  Corrosi 
/Nt  Nickel  Base  19.5cr- 
/  Resistant.  Nickel  Bas 


lOni)  (1971) 
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70)  Positive  Displacement  Compressors, 

Meth.  of  Rating  for  Mechanical 
trochemical  Analysis  of  Carbon  and  Low  Alloy  Steel  Using  A 
perature  Characteristics  of  Baffles  and  Traps;  Test  in  the 
sure  Vessels  (1969)/  Sid.  Spec,  for  Quenched  and  Tempered 

Guide  for  Pulse  Rating  Low  Power 
Std,  for  Electron  Beam  High 
Rec,  Std,  for  Hose  Wire 
(1970)  Tent.  Meth.  for 

Std.  Meth.  of  Test  for  Resistance  R 
Std.  Test  Meth.  for  (Ph) 
9)  Std.  Test  Meth.  for  Spectrophotometric  Diene 

Std.  Test  Meth.  for  Iodine 
Std.  Test  Meth.  for  Total  Iodine 
Std.  Test  Meth.  for  Maleic  Diene 
Meth.  for  Dextrinizing 
Std.  Test  Meth.  for  Hydroxyl 
970)  ANSI  Z68,l  Std.  Meth,  of  Test  for  Calorific 

ding  Calorimeter  (1970)/  Std.  Meth,  of  Test  for  Calorific 

Std,  Test  Meth,  for  Ester 
Std,  Meth,  of  Test  for  Sand  Equivalent 
th.  for  Determination  of  Expansion  Pressure  and  Resistance 
Std.  Definitions  of  the  Terms  Gross  and  Net  Calorific 
Std,  Meth,  of  Test  for  Coking 
(1970/  Meth.  of  Sampling  Purity  by  Total  Acidity  and  Acid 

970)  Std.  Rec. 

Preferred 

Copper  (1966)  Std.  for  Temperature  Resistance 

ecovery  Voltage,  and  a  Guide  /  Std.  Meth.  for  Determining 

Std.  Meth.  for  Establishing  Clear  Wood  Strength 
Std.  Spec,  for  Steam  or 

Rec.  Pract.  for  Flange  and  Emergency 
Test  Meth.  for  Dryness  of  Propane 
Std.  Aerosol  Can 
Spec,  for  Triple 
Quality  Control  Std,  for  Control 
Rec,  Pract,  for  Oil  Tempered  Chromium  Vanadium 
Rec,  Pract.  for  Hard  Drawn  Carbon  Steel 
Std.  Spec,  for  Steel  Wire,  Oil  Tempered  Carbon 

maintenance  Instructions  for  Chlorine  Institute  Std.  Angle 
Std.  Model  A.  6  In.  Dry  Pipe 
Std.  for  High  Pressure  Oxygen  System  Filler 
supply  Systems  (196/  Std.  Listing  Requirements  for  Relief 

th.  of  Power  Boiler  Construction  (Including  Piping,  Safety 
lumbium  Stabilized  Alloy  Pipe  Flanges.  Forged  Fittings  and 
r  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and 
r  Forged  or  Rolled  Steel  Pipe  Flanges,  Forged  Fittings  and 
d  or  Rolled  Alloy  Steel  Pipe  Flanges,  Forged  Fittings,  and 
d  or  Rolled  Alloy  Steel  Pipe  Flanges.  Forged  Fittings,  and 
Std.  Graphical  Symbols  for  Pipe  Fittings. 

Relieving  Capacities  of  Safety 
eth.  for  Determining  Effective  Crimping  on  Outside  Crimped 

Std.  for  Tires,  Rims  and 
Std.  for  Tire 
Safety  Std.  for  Hose 
.  for  Alarm  Accessories  for  Automatic  Water  Supply  Control 
Safety  Std.  for  Marine  Electrically  Operated  Shutoff 
(1966)  Pressure  Reducing  and  Regulating 

Spec,  for  Steel  Gate,  Plug,  Ball,  and  Check 
Spec,  for  Gland  Nut  (Outside  Screw)  (for  Globe  and  Angle 
a,  B,  C,  and  D,  An/  Safety  Std.  for  Electrically  Operated 

Safety  Std.  for  Marine  Manually  Operated 
Component  Std.  for  Thermostatic  Expansion 
rvice  (1970)  Std.  Pract.  for  Ball 

t  of  Fuel  that  Can  be  Burned  (B/  Meth.  of  Checking  Safety 

)  (1970)  Spec,  for  Body  Marking  for  All 

fely  Requirements  for  Marine  Through  Hull  Fittings  and  Sea 
nance  Instructions  for  Chlorine  Institute  Std.  Excess  Flow 
Testing  and  Maintenance  of  Dry  Pipe 
Mounting  Surfaces  of  Sub  Plate  Type  Hydraulic  Fluid  Power 
bols  for  Marking  Electrical  Leads  and  Ports  on  Fluid  Power 
Std.  for  Manually  Operated  Gas 
Std.  for  Thermostatic  Refrigerant  Expansion 
Std.  for  Rubber  Seated  Butterfly 
Relieving  Capacities  of  Safety  Valves  and  Relief 
Safety  Std.  for  Electrically  Operated 
Safety  Std.  for  Constant  Level  Oil 
Performance  Test  Code  on  Definitions  and 
tent.  Meth.  for  Measuring  the  A-D  Dimension  of  Aerosol  Can 
for  Steel  Gate.  Plug.  Ball,  and  Check  Valves  for  Pipeline 
ds  (1971)  Std.  for  Gate 

Std.  Residential  Controls 
Forged  or  Rolled  9%  Nickel  Alloy  Steel  Flanges,  Fittings, 
Std.  Pract.  for  Cast  Iron 


Vacuum  Pumps  and  Blowers  Reciprocating  and  Rotating  (19  ASME 

Vacuum  Pumps  (1969)  ANSI  B93.12  NFLDP 
Vacuum  Spectrometer  (1971)                       Std.  Meth.  for  Spec  ASTM 
Vacuum  System  (1968)           /  Refrigerant  Consumption  and  Tern  AVS 

Vacuum  Treated  Carbon  and  Alloy  Steel  Forgings  for  Pres  ASTM 

Vacuum  Tubes  (1963)  EIA 

Vacuum  Welding  Machine  (1971)  NSA 

(Vacuum)  (1970)  SWA 

Validation  of  Results  of  Process  Distillation  Analyzers  ASTM 

Value  and  Expansion  Pressure  of  Compacted  Soils  (1969)  ASTM 

Value  of  Carbon  Black  (R1969)  ASTM 

Value  of  Dehydrated  Castor  Oil  and  Its  Derivatives  (196  ASTM 

Value  of  Drying  Oils  and  Fatty  Acids  (1969)  ASTM 

Value  of  Drying  Oils  and  Their  Derivatives  (R1969)  ASTM 

Value  of  Drying  Oils  (R1969)  ASTM 

Value  of  Enzymes  (1954)  TAPPI 

Value  of  Fatty  Oils  and  Acids  (RI969)  ASTM 

Value  of  Gaseous  Fuels  by  the  Water-Flow  Calorimeter  (1  ASTM 

Value  of  Gases  in  Natural  Gas  Range  by  Continuous  Recor  ASTM 

Value  of  Lacquer  Solvents  and  Thinners  (1969)  ASTM 

Value  of  Soils  and  Fine  Aggregate  (1969)  ASTM 
Value  of  Soils  and  Soil  Mixtures  (1966)                    Std.  Test  Me  AASHO 

Value  of  Solid  and  Liquid  Fuels  (1969)  ANSI  Z67.1  ASTM 

Value  of  Tar  and  Pitch  (Modified  Conradson)  (1968)  ASTM 

Value  (Dibasic  Acids,  Industrial  Oils  and  Derivatives)  AOCS 

Values  for  Color  Contribution  of  Photographic  Lenses  (1  ANSI 

Values  for  Components  for  Electronic  Equipment  (1970)  EIA 

Values  for  Thermometer  Elements  of  Platinum,  Nicke!  and  SAMA 

Values  of  Sinusoidal  Current  Wave,  a  Normal  Frequency  R  .  ANSI 

Values  (1970)  ASTM 

Valve  Bronze  Castings  (1970)  ASTM 

Valve  Dampner  Wire  (1962)  SWA 

Valve  Dimensional  Information  (1970)  TTMA 

(Valve  Freeze  Meth.)  (1970)  ASTM 

Valve  Nomenclature  (1971)  CSMA 

Valve  Oil  (1970)  AAR 

Valve  Seat  Leakage  (1970)  FCI 

Valve  Spring  Quality  Wire  and  Springs  (1969)  SAE 

Valve  Spring  Quality  Wire  and  Springs  (1970)  SAE 

Valve  Spring  Quality  (1971)  ASTM 

Valve  Stem  Key  Wire  (1962)  SWA 

Valve  (1967)  CHI 

Valve  (1971)  EMS 

Valve  (1971)  SAE 

Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot  Water  ANSI 
Valves  and  Fittings)  (1971)                /E  Requirements  for  All  Me  ASME 

Valves  and  Parts  for  Corrosive  High  Temperature  Service  ASTM 

Valves  and  Parts  for  General  Service  (1968)  ANSI  G46.1  ASTM 

Valves  and  Parts  for  High  Temperature  Service  (1968)  ASTM 

Valves  and  Parts  for  High  Temperature  Service  (1971)  An  ASTM 

Valves  and  Parts  Specially  Heat  Treated  for  High  Temper  ASTM 

Valves  and  Piping  (R1953)  ANSI 

Valves  and  Relief  Valves  (1970)  NBBPV 
Valves  for  Aerosol  Containers  (1971)                              Tent.  M  CSMA 

Valves  for  Aircraft  (1971 )  TRA 

Valves  for  All  Vehicles  Except  Aircraft  (1971)  TRA 

Valves  for  Fire  Protection  Service  (1970)  ANSI  B112.1  UL 

Valves  for  Fire  Protection  Service  (1971)  ANSI  B129.I  UL 

Valves  for  Flammable  Liquids  (1964)  UL 

Valves  for  Installation  on  Domestic  Water  Supply  Tanks  lAPMO 

Valves  for  Pipeline  Valves  (1971)  API 

Valves  for  Steam  Locomotives  -  Railway)  (1971)  AAR 

Valves  for  Use  in  Hazardous  Locations,  Class  1,  Groups  UL 

Valves  for  Use  with  Flammable  Liquids  (1968)  UL 

Valves  for  Vehicle  Air  Conditioners  (1967)  IMACA 

Valves  with  Flanged  or  Butt  Welding  Ends  for  General  Se  MSS 

Valves  (and  Relief  Capacity)  by  Measuring  Maximum  Amoun  ASME 

Valves  (Globe  and  Angle  for  Steam  Locomotives  -  Railway  AAR 
Valves  (1966)                                                                 Sa  UL 
Valves  (1967)                                                                Mainte  CHI 

Valves  (1968)  AlA 
Valves  (1968)  ANSI  B93.7                            Std.  Dimensions  for  NFLDP 
Valves  (1968)  ANSI  B93,9                                                 Sym  NFLDP 

Valves  (1969)  ANSI 

Valves  (1970)  ARI 

Valves  (1970)  AWWA 

Valves  (1970)  NBBPV 

Valves  (1970)  UL 

Valves  (1970)  ANSI  B127.1  UL 

Valves  (1971)  ASME 

Valves  (1971)  CSMA 
Valves  (1971)                                                             Spec.  API 

Valves  (3  In.  Through  48  In.)  for  Water  and  Other  Liqui  AWWA 

(Valves)  for  Gas  Water  Heaters  (1971)  NEMA 

Valves,  and  Parts  for  Low  Temperature  Service  (1968)  An  ASTM 

Valves.  Flanged  and  Threaded  Ends  (1970)  MSS 
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mperature  (1971 ) 
ture  and  Hu/ 


Std.  Pracl.  for  Cast  Iron  Swing  Check 
s  (Dry  Powder  Magnet/  Quality  Std.  for  Steel  Castings  for 

s  (Visual)  (1971)  (Quality  Std.  for  Steel  Castings  for 

gs)  (1971)  Spec,  for  Wellhead  Equipment  (Production 

std.  for  Steel  Castings;  Radiographic  Inspection  Meth.  for 
perated  (1971)  Std.  for 

Maintenance  Instructions  for  Chlorine  Institute  Safety 
aintenance  Instructions  for  Chlorine  Institute  Std.  Safety 
safety  Requirements  for  Vending  Machines.  Including  Relief 
Glossary  of  Terms  for  Truck 
Std.  Spec,  for  Manganese 
td.  Spec,  for  High  Strength  Low  Alloy  Structural  Manganese 
Std.  Spec,  for  High  Strength  Low  Alloy  Columbium 
Rec.  Pract.  for  Oil  Tempered  Chromium 
Product  Std.  for  Plastic  Surfaced 
kraft  Laminates  and  Saturated  Felts  (1970)  Roof 
ment  of  Dew  Point  (1968)  ANSI  /  Std.  Test  Meth.  for  Water 

int  Temperature  (1970)  ANSI/  Std.  Meth.  of  Test  for  Water 

Hazardous  Materials  and  Processes; 
Std.  Test.  Procedure  for  Water 
Tent,  Std.  for  Water 
Std.  Meth.  of  Test  for  Minimum  Pressure  for 
.  Reference  Sheet  for  the  Measurement  of  the  Time  Averaged 
omposition  Temperature  of  Liquids/  Std.  Meth.  of  Test  for 

Is  (1970)  Std.  Meth.  for  Estimating  Apparent 

Tent.  Meth.  for  Calculation  of  True 
Test  Meth.  for  Dynamic  Measurement  of  Water 
Meth.  for  Water 
Meth.  for  Gravimetric  Determination  of  Water 
Meth.  for  Static  Creasing  of  Paper  for  Water 
Code  Requirements  for  Organic  Fluid 
Operation  of  Chlorine 
Std.  for  Packaging  of  an  Item  in  Bag.  Water 
ckaging  Std.  for  an  Item  in  Box,  with  Desiccant,  Bag  Water 
Packaging  Std.  for  Single  Items  in  Containers,  Water 
Std.  for  Removal  of  Smoke  and  Grease  Laden 
(1971)  Trial  Use  Std.  Guide  on  Solid  State  Devices; 

r  Terminology,  Dimensions  and  Safety  Pract.  for  Indicating 
Std.  for  Meth.  of  (Voltage 
Std.  Wirewound,  Precision 
Punches; 
Punch  Guide  Bushings; 
Std  for  Die  Buttons; 
Spec,  for  Aluminum  Paint,  Pigment  Paste,  and  Mixing 
-  of  Preparation  of  Aluminum  Alloy  Panels  for  Test.  Paint, 
f  Sampling  and  Testing  Volatile  Solvents  for  Use  in  Paint, 
or  Elongation  and  Tensile  Strength  of  Free  Films  of  Paint, 
d  Type  (1970)  Safety  Std.  for  Asbestos  and  Asbestos 

Safety  Std.  for 

or  Electrical  Insulation  (1970)  Std.  Meth.  of  Test. 

Std.  Spec,  for  Black  and  Yellow 
Requirements  for  Fire  Retardant  Paints  and 
69)  Std.  Test  Meth.  for  Specific  Gravity  of  Drying  Oils, 

Std.  for  Merchandise 
Alarm  Units  and  Systems  for  Mercantile  and  Bank  Safes  and 
ue  (1968)  Determination  of  Moisture  Content  of  Animal, 

Determination  of  Cleanliness  of  Animal. 
Flax,  Jute,  Kapok,  Ma/  Genenc  Names  and  Definitions  for 

Tent.  Std.  for  Species  Identification  of  Nonwoody 
Determination  of  Oil,  Grease,  and  Fat  Content  of  Animal, 

Spec,  for  Railroad 

initions.  Test.  Meth..  Calculations  and  Rating  /  Std.  for 

ification.  Definitions,  Test.  Meth.  Calculation/  Std.  for 

ation.  Definitions,  Test  Meth.  Calculati/  Rec.  Pract.  for 

Component  Std.  for  Thermostatic  Expansion  Valves  for 
Component  Std.  for  D.  C.  Motors  for 
Component  Std.  for  Fans  for 
Component  Std.  for  Evaporator  and  Condenser  Coils  for 
Component  Std.  for  Flares  and  Fittings  for 
Component  Std.  for  Hose  for 
Component  Std.  for  Electrical  Wire  Assemblies 
Component  Std.  for  Compressors  for 
Component  Std.  for  Electro  Magnetic  Clutches  for 
Safety  Std.  for 
Reinforced  Plastics  for  Ground 
Rec.  Rebore  Limit  for  Passenger  Car  and  Commercial 
nditions  (1970)  Std.  for  Motor 

970)  Std.  for  Motor 

Rec.  Pract.  for 

Human  Tolerance  to  Impact  Conditions  as  Related  to  Motor 

Rec.  Pracl.  for  Fusible  Links  for  Highway 
Rec.  Pract.  for  Passenger  Car 
Rec.  Pract.  for 
Std.  for 

Std.  Test  Meth.  for  Separation  of 


(1969) 


Valves,  Flanged  and  Threaded  Ends  (1970)  MSS 

Valves,  Flanges  and  Fittings  and  Other  Piping  Component  MSS 

Valves,  Flanges  and  Fittings  and  Other  Piping  Component  MSS 

Valves.  Flanges.  Blowout  Preventers  and  Wellhead  Fittin  API 

Valves.  Flanges.  Fittings,  and  Other  Piping  Components  MSS 

Valves.  High  Pressure  Oxygen.  Line  Shut  Off.  Manually  O  SAE 

Valves.  Type  1  1/2  Jq  (1971)  CHI 

Valves.  Type  4  Jq  (1967)  CHI 

Valves.  Water  Healer  Tanks,  and  Gas  Appliances  (1967)  NAMA 

Van  Bodies  and  Components  (1968)  TBEA 

Vanadium  Alloy  Steel  Plates  for  Pressure  Vessels  (1971)  ASTM 

Vanadium  Steel  (1970a)  ASTM 

Vanadium  Steels  of  Structural  Quality  (1968)  AASHO 

Vanadium  Valve  Spring  Quality  Wire  and  Springs  (1969)  SAE 

Vanity  Cabinets  (1970)  NAPE 

Vapor  Barriers;  Polyvinyl  Chloride.  Coated  Base  Sheet.  NRCA 

Vapor  Content  of  Electrical  Insulating  Gases  by  Measure  ASTM 

Vapor  Content  of  Gaseous  Fuels  by  Measurement  of  Dew  Po  ASTM 

Vapor  Degreasing  (1970)  FMS 

Vapor  Permeability  of  Fibre  Cans  (1970)  CCTI 

Vapor  Permeability  of  Sheet  Materials  at  0  Deg.  F  (1952  TAPPl 

Vapor  Phase  Ignition  of  Monopropellants  (1970)  ASTM 

Vapor  Pressure  in  a  Controlled  Humidity  Space  (1971)  ASTM 

Vapor  Pressure  Temperature  Relationship  and  Initial  Dec  ASTM 

Vapor  Pressures  and  Molecular  Weights  of  Lubricating  Oi  ASTM 

Vapor  Pressures  of  Petroleum  Distillate  Fuels  (1970)  ASTM 

Vapor  Transfer  Through  Sheet  Matenals  (1970)  TAPPl 

Vapor  Transmission  Rate  of  Sheet  Materials  at  Normal  Te  TAPPl 

Vapor  Transmission  Rate  Sheet  Materials  at  High  Tempera  TAPPl 

Vapor  Transmission  (1971)  TAPPl 

Vaporizer  Generators  for  Power  Boilers  (1971)  ASME 

Vaporizing  Equipment  (1970)  CHI 

Vaporproof  (1971)  NSA 
Vaporproof.  Box  (1971)                                                       Pa  NSA 

Vaporproof.  with  Desiccant  (1971)  NSA 

Vapors  From  Commercial  Cooking  Equipment  (1971)  NFPA 

Varactor  Measurements,  Part  I  Small  Signal  Measurements  IEEE 

Variable  Area  Meters  (Rotameters)  (Glass.  Metal,  Extens  ISA 

Variable  Capacitance)  Diode  "Q"  Measurement  (1971)  EIA 

Variable  Resistors  (Potentiometers)  (1971)  EIA 

Variable,  Head  Type  (1968)  ANSI 

Variable,  Press  Fit  (1969)  ANSI 

Variable,  Press  Fit  (1970)  ANSI 

Varnish  for  Steel  Structures  (1970)  AASHO 
Varnish,  Lacquer,  and  Related  Products  (R1969)              /.  Meth  ASTM 
Varnish,  Lacquer,  and  Related  Products  (1969)               /Meth.  O  ASTM 

Varnish,  Lacquer,  and  Related  Products,  with  a  Tensile  ASTM 

Varnished  Cloth  Insulated  Wires;  General  and  Switchboar  UL 

Varnished  Cloth  Wires  and  Cables  (1970)  UL 

Varnished  Cotton  Fabrics  and  Cotton  Fabric  Tapes  Used  F  ASTM 

Varnished  Glass  Polyester  Cloth  and  Tape  (1970)  ASTM 

Varnishes  (1969)  UL 

Varnishes,  Resins,  and  Related  Materials  at  25/25c  (R19  ASTM 

Vaults  and  Safes  (1948)  AIA 
Vaults  (1970)                                 Safety  Std.  for  Local  Burglar  UL 

Vegetable  and  Man  Made  Fibers  by  the  Oven  Meth.  Techniq  ABFLO 

Vegetable  and  Man  Made  Fibers  (Sludge  Meth.)  (1968)  ABFLO 

Vegetable  Fibers  (Akund,  Coco,  Coir,  Cotton,  Excelsior,  ABFLO 

Vegetable  Fibers  (1947)  TAPPl 

Vegetable,  and  Man  Made  Fibers  (1968)  ABFLO 

Vegetation  Control  (1969)  AREA 

Vehicle  Air  Conditioners  Air  Quantity  Certification  Def  IMACA 

Vehicle  Air  Conditioners  Evaporator  Capacity  (Btu)  Cert  IMACA 

Vehicle  Air  Conditioners  System  Capacity  (Btu)  Certific  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1967)  IMACA 

Vehicle  Air  Conditioners  (1968)  IMACA 

Vehicle  Alarm  Systems  (1970)  UL 

Vehicle  Applications  (Hs762a)  (1968)  SAE 

Vehicle  Brake  Drums  (1968)  NWRA 

Vehicle  Brake  Fluid  for  Use  Under  Arctic  Atmospheric  Co  SAE 

Vehicle  Brake  Fluid  (Used  Under  Nonartic  Conditions)  (1  SAE 

Vehicle  Collision  Damage  Classification  (1971)  SAE 

Vehicle  Design  (1966)  SAE 

Vehicle  Dynamics  Terminology  (Hs  J670b)  (1970)  SAE 

Vehicle  Electrical  Wiring  Protection  (1970)  SAE 

Vehicle  Engine  and  Transmission  Identification  Numbers  SAE 

Vehicle  Fiducial  Marks  (Reference  Grid  Lines)  (1970)  SAE 

Vehicle  Fog  Lamps  (1971)  SAE 

Vehicle  From  Solvent  Type  Paints  (1968)  ASTM 


SP7I 

SP53 

SP55 

6A 

SP54 

AS1214 

39 

41 

•  1  -800 
•1 

A225 

A441 

M223 

J 132 

C-1 

•2-II 

D2029 

Dl  142 

7-97 

C120T 

T482 

D2389 

C677 

D2879 

D2878 

D2889T 

T523 

T448SU 

T464SU 

T465SU 

BPVCIPVG 

9 

3407 

3444 

3420 

96 

318 

RPI6.I-3 

RS381 

RS391 

B94.22 

B94.23 

B94.30 

M69 

D1733 

D268 

D2370 

115 

133 

D295 

D2400 

1138 

D1963 

RS84 

609 

F-1 

A-4 

X-3 

TIG 

A-2 

1-9-1 

100 

200 

250 

301 

302 

303 

304 

305 

306 

307 

308 

310 

904 

J762A 

D-47X 

J1702B 

J1703B 

J224 

J885A 

J670B 

J156 

J129 

J182 

J583C 

D2372 


Office  of  Engineering  and  Information  Processing  Standards 


417 


472864  0417 


472-864  O  -  72  -  28 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


ode  (1968)  Vehicle  Grade  Parking  Braking  System  Performance  Test  C  SAE  J360 

Vehicle  Hood  Latch  Systems  (1969)  SAE  J362 

Slow  Moving  Vehicle  Identification  Emblem  (1967)  ASAE  R276  SAE  J943A 

arm)  and  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  Identification  Emblem  (1967)  SAE  J725  /Ural  (F  ASAE  S277.1 

Slow  Moving  Vehicle  Identification  Emblem  (1968)  SAE  J943a  ASAE  S276.2 

Std.  for  Passenger  Car  Vehicle  Identification  Numbers  (1968)  SAE  J853A 

Rec.  Pract.  for  Truck  Vehicle  Identification  Numbers  (1971)  SAE  J187 

bility  of  Motorcycles  (1970)  Rec.  Pract.  for  Vehicle  Identification  Numbers,  for  Visibility  and  Dura  SAE  J364A 

Std.  for  Tests  for  Motor  Vehicle  Lighting  Devices  and  Components  (1970)  SAE  J575E 

for  Use  in  Optical  Parts  (Lenses  and  Reflectors)  of  Motor  Vehicle  Lighting  Devices  (1970)  /for  Plastic  Materials  SAE  J576C 

Terminology  Pertaining  to  Motor  Vehicle  Lighting  (1969)  SAE  J387 

Off  Road  Vehicle  Mobility  Evaluation  (Hs  J939)  (1967)  SAE  J939 

1969)  Std.  for  Vehicle  Mounted  Elevating  and  Rotating  Work  Platforms  ANSI  A92.2 

Electrical  Std.  for  Recreational  Vehicle  Parks  (1971 )  ANSI  Al  19.4  NFPA  50ID 

Std.  for  Motor  Vehicle  Seat  Belt  Anchorage  (1966)  SAE  J787B 

Std.  for  Motor  Vehicle  Seat  Belt  Assemblies  (1965)  SAE  J4C 

Rec.  Pract.  for  Motor  Vehicle  Seat  Belt  Assembly  Installations  (1971)  SAE  J800B 

Std.  for  Devices  for  Use  in  Defining  and  Measuring  Vehicle  Seating  Accommodation  (1970)  SAE  J826A 

Rec.  Pract.  for  Test.  Engine  Coolants  in  Vehicle  Service  (1969)  '  ASTM  D2847 

Std.  Meth.  for  Infrared  Identification  of  Vehicle  Solids  From  Solvent  Type  Paints  (1969)  ASTM  D2621 

Rec.  Pract.  for  Automatic  Vehicle  Speed  Control  (1970)  SAE  J195 

Std.  for  Leaf  Springs  for  Motor  Vehicle  Suspension  (1970)  SAE  J510B 

Rec.  Pract.  for  Electric  Battery  Powered  Vehicle  Test  Procedure  (1971)  SAE  J227 

Manual  on  Classification  of  Motor  Vehicle  Traffic  Accidents  ( 1970)  ANSI  D16.1 

mestic  Marketing  Std  Including  Guarantee  Policy  for  Motor  Vehicle  Type  (Lead  Acid)  Storage  Batteries  (1970)  /  Do  BCI  '1.15 

ures  and  Static  Load  Requirements)  (1969/  Rec.  Pract.  for  Vehicle  (Car)  Passenger  Door  Hinge  Systems  (Test  Proced  SAE  J934A 

Std.  for  Explosives  Motor  Vehicle  (Parking)  Terminals  (1970)  NFPA  498 

nd  Light  Industrial  Equipment  Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)  Identification  Emblem  (1968)  /for  Farm  A  SAE  J725B 

for  Front  End  Suspension  C  Type  Lift  Kits  for  Accelerating  Vehicle  (1971)  Std,  Fatigue  Test  SEMA  9-1 

hting  Identification  Code  Used  by  Manufacturer,  on  Product  Vehicle  (1971)  Rec.  Pract.  for  Lig  SAE  J759A 

Std.  for  Oil  Bath,  Oil  Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner  Test  Code  (1970)  SAE  J726B 

Rec.  Pract.  for  Passenger  Car  (Motor  Vehicle)  Drivers  Eye  Range  (1969)  SAE  J941B 

ZI19.I  Std.  for  Aircraft  Fuel  Servicing  of  Hose,  Tank  Vehicles  and  Airport  Fixed  Fueling  Systems  (1971)  ANSI  NFPA  407 

Std.  for  Tire  Valves  for  All  Vehicles  Except  Aircraft  (1971)  TRA  7 

Rec.  Regulatory  Std.  for  Tank  Vehicles  for  Flammable  and  Combustible  Liquids  (1971 )  NFPA  385 

cs  /        Rec.  for  Single  Compartment  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  and  Plasti  MCA  TCll 

Inspection  of  Single  Compartment  Pneumatic  Hopper  Highway  Vehicles  for  Transport  of  Dry  Bulk  Chemicals  and  Plasti  MCA  TC14 

rials  and  Supplies  (1968)  Rec.  Safety  Std.  for  Motor  Vehicles  Transporting  Explosives,  Blasting  Agents,  Mate  IMF  6. II 

ry  Bulk  Chemicals  and  Plastics  in  Pneumatic  Hopper  Highway  Vehicles  (Tech.  Bui.)  (1970)  /Uities  for  Receipt  of  D  MCA  TC12 

otor  Homes)  Installation  of  Plumbi/  Std.  for  Recreational  Vehicles  (Travel  and  Camping  Trailers,  Truck  Campers,  M  NFPA  501C 

Handhng  Chlorine  in  Tank  Motor  Vehicles  (1968)  CHI  49 

t  Meth.  for  Minimum  Film  Formation  Temperature  of  Emulsion  Vehicles  (1968)  Std.  Tes  ASTM  D2354 

Rec.  Pract.  for  Ban-ier  Collision  Tests  for  Automotive  Vehicles  (1969)  SAE  J850A 

g  Systems  Test  Procedure  of  Trucks,  Buses  and  Multipurpose  Vehicles  (1969)  Windshield  Defrostin  SAE  J381 

Std.  for  Aircraft  Rescue  and  Fire  Fighting  Vehicles  (1970)  NFPA  414 

Std.  for  Lamp  Bulb  Retention  System  for  Use  in  Motor  Vehicles  (1970)  SAE  J567C 

Std.  for  Tail  Lamps  (Rear  Position  Light)  for  Vehicles  (1970)  SAE  J585D 

Std.  for  Stop  Lamps  for  Vehicles  (1970)  SAE  J586C 

Std.  for  Reflex  Reflectors  on  Vehicles  (1970)  SAE  J594E 

Std.  for  Lighting  Inspection  Code  for  Motor  Vehicles  (1970)  SAE  J599B 

c.  Pract.  for  Brake  Rating  System  Test  Code  for  Commercial  Vehicles  (1970)  Re  SAE  J880A 

for  Lamp  Bulb  (Sockets)  Retention  System  for  Use  in  Motor  Vehicles  (1970)  Std.  SAE  J567B 

Rec.  Pract.  for  Headlamp  Beam  Switching  for  Vehicles  (1971)  SAE  J564C 

Std.  for  Turn  Signal  Switch  for  Vehicles  (1971)  SAE  J589B 

Std.  for  Backup  Lamps  of  Vehicles  (1971)  SAE  J593D 

Test  Std.  for  Custom  Wheel  Adapters  for  Vehicles  (1971)  SEMA  8-1 

act.  for  Brake  System  Torque  Balance  Test  Code,  Commercial  Vehicles  (1971)  Rec.  Pr  SAE  J225 

indshield  Wiper  Systems  for  Trucks,  Buses  and  Multipurpose  Vehicles  (1971)  Rec.  Pract.  for  W  SAE  J198 

ke  System  Road  Test  Code;  Truck  and  Bus  and  Combination  of  Vehicles  (1971)  Rec.  Pract.  for  Bra  SAE  J786A 

performance  Requirements;  Truck  and  Bus  and  Combination  of  Vehicles  (1971)  Rec.  Pract.  for  Brake  System  SAE  J992B 

erformance  Requirements  for  Trucks,  Buses  and  Multipurpose  Vehicles  (1971)  /.  for  Windshield  Defrosting  Systems  P  SAE  J382 

ruck  Busses,  Off  the  Road  Agricultural  and  Industrial  Type  Vehicles  (1971)  /Ims  to  Motorcycles,  Passenger  Cars,  T  TRA  6 

)  for  Trucks,  Busses,  Trailers,  and  Multipurpose  Passenger  Vehicles  (1971)  /R  Tires  and  Rims  (Bias  and  Radial  Ply  TRA  2 

Measurement  of  Electromagnetic  Radiation  From  Motor  Vehicles  (20-lOOOmhz)  (1968)  SAE  J551A 

Std.  for  Storage  Batteries  for  Motor  Vehicles.  Motorboats,  and  Tractors  (1970)  SAE  J537F 

Tires  (60,  70,  and  78  In.  Series)  for  Passenger  Vehicles,  Vehicles,  Station  Wagons,  Motorcycles  and  Scooters,  and  TRA  I 

Highways  (1968)  Std.  Motor  Vehicles,  Trailers,  and  Semitrailers  Operated  on  Public  ANSI  D7.1 

Std.  for  Tires  (60,  70,  and  78  In.  Series)  for  Passenger  Vehicles,  Vehicles,  Station  Wagons,  Motorcycles  and  Sco  TRA  1 

;  Road  Graders;  Mining  /  Std.  for  Tires,  for  Off  the  Road  Vehicles:  Earthmoving,  Mining  and  Logging  (Short  Hauls)  TRA  3 

pneumatic  Type  Including  Solid  and  Cushion)  for  Industrial  Vehicles:  Slow  Speed;  Fork  Lift  Trucks;  Recreational,  B  TRA  5 

ing  and  Drive  Wheel  Types)  for  Agricultural  and  Industrial  Vehicles:  Tractors,  Tangential  Pull  Factors,  Implement,  TRA  4 

mblies,  and  Covering  Materials;/  Seating  Manual  for  Motor  Vehicles;  Including  Seat  Adjusters,  Frames,  Spring  Asse  SAE  J782A 

wide  Single  Tire  Rim  and  Wheel  Mounting  for  Rear  Axles  for  Vehicles;  Rec.  Pract.  (1968)  Extra  SAE  J876A 

1  Equipment  (1970)  Vehicular  Access  Systems  for  Construction  and  Industria  SAE  J185 

Rec.  Pract.  for  Vehicular  Hazard  Warning  Signal  Flasher  (1968)  SAE  J945 

Std.  for  Vehicular  Hazard  Warning  Signal  Switch  (1971)  SAE  J910B 

Battery  Materials  Spec,  Vehicular,  Ignition,  Lighting  and  Starting  (1970)  BCI  •1.41 

Storage  Battery  Spec,  Vehicular,  Ignition,  Lighting,  and  Starting  (1970)  BCI  •1.48 

69)  Std.  Meth.  for  Laboratory  Determination  of  Pulse  Velocities  and  Ultrasonic  Elastic  Constants  of  Rock  (19  ASTM  D2845 

Procedure  for  Determination  of  Velocity  and  Gas  Flow  Rate  (1965)  IGCI  EP2 

ction  and  Air  Conditioning  Systems  (1969)  Low  Velocity  Duct  Construction  Std.  for  Sheet  Metal  Constru  SMACN  ^4 

Test  Meth.  of  Conducting  Controlled  Velocity  Laboratory  Corrosion  Tests  (1970)  NACE  TM02-70 

Std.  Meth.  of  Test  for  Critical  Diameter  and  Detonation  Velocity  of  Liquid  Monopropellants  (1970)  ASTM  D2541 

lalions  and  Air  Conditioning  Systems  (1969)  High  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for  Venti  SMACN  '5 

Safety  Std.  for  Vending  and  Amusement  Machines  (1970)  UL  751 

Std.  Vending  Machine  Definitions  (1967)  NAMA  ^1-200 
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Sid.  for 

7)  Std.  for 

lumbing  (1967)  Std.  tor 

yro  Automatic  Pilot  Equipm/  Specifying  a  Relay;  Spec,  for 

Std.  for  Food  Contact  Surfaces  and  Parts  of 
alth  and  Safety  Test,  and  Evaluation  for  Food  and  Beverage 
Std.  for  Food  and  Beverage 
ture  Requirements  and  Controls  (Potentially  Hazardous  Food 

Tanks,  and  Gas  Appliances  /  Std.  Safety  Requirements  for 

Sanitation  Code  for  the 
Std.  Definitions  of  Terms  Relating  to 
Std.  Meth.  of  Test.  Plywood,  and  Other  Glued 
Spec,  for  Application  of  Gypsum  Base  for 
Ashlar  Stone  (Limestone) 
Random  Ashlar  or 

Definitions)  (1961)  Public  Works  Spec,  for  Ceramic 

n.  Thin  Wall  Poly(Vinyl  Chloride)  Plastic  Drain,  Waste  and 
Asbestos  Cement  Plumbing 
Safety  Std.  for  Gas  Vents  and  Gas 
Std.  Threaded  Cast  Iron  Pipe  for  Drainage, 
Std.  for 

d.  for  Operating  Limits  for  Single  Width  Centrifugal  Fans, 
Fibrous  Glass  Duct  Construction  Std.  for 
safety  Std.  for  Limit  Controls  (Air  Conditioning,  Heating, 
Std.  for  the  Installation  of  Air  Conditioning  and 
ional  Building  Code  of  Heat  Producing  Appliances,  Heating, 
or  the  Installation  of  Heat  Producing  Appliances,  Heating, 
Std.  Graphical  Symbols  for  Heating, 
rations  (1968)  Std.  for 

(1970)  Rec.  Pract.  Covering  Compartment 

Rec.  Pract.  for 

)  (1970)  Rec.  Std,  and  Pract.  for 

Rec.  Pract.  for  Compartment 
(1970)  Design  of 

Manual  of  Rec.  Pract.  for  Industrial 
Light  and 
Std.  Magazine 

.  for  the  Installation  of  Engine  and  Fuel  Tank  Compartment 
High  Velocity  (Sheet  Metal)  Duct  Construction  Std.  for 

0)  Rec.  Pract.  for 
Apphcation  Guide  for  Piping,  Trapping  and 

National  Building  Code  for  Chimneys,  Flues  and 
Std.  for  Chimneys,  Fireplaces,  and 
Safety  Std.  for  Low  Temperature 
Safety  Std.  for  Gas 

orking  Press/  Copper  Drainage  Tube  for  Drainage  Waste  and 
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sign  Spec,  for  Power  Plant  Components  (Boiler  and  Pressure 
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Meth.  for  Obtaining  Operating  Temperature  of  (Pressure) 
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(1971)  /  Std.  Spec,  for  Carbon  Steel  Plates  for  Pressure 
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Vending  Machine,  Thermal  Relay  in  Model  1234  Airborne  G 

Vending  Machines  (1967) 

Vending  Machines  (1967)  Public  He 

Vending  Machines  (1969) 

Vending  Machines)  (1967)  Std.  Tempera 

Vending  Machines,  Coin  Operated,  Refrigerated  (1970) 

Vending  Machines,  Including  Relief  Valves,  Water  Heater 

Vending  of  Food  and  Beverages  (1965) 

Veneer  and  Plywood  (1970)  ANSI  07.2 

Veneer  Constructions  (1970)  ANSI  07.1 

Veneer  Plasters  and  Application  (Includes  Terms)  (1970) 
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Veneer  Stone  (Limestone)  (1967) 
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Ventilating  and  Processing  Systems)  (1970) 
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Vertical  Wear  Liners  to  the  Truck  Bolster  Center  Plate 
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Rec.  Pracl.  Covering  Steering  Systems  on 
eliminary  Design  of  Fiberglass  Reinforced  Plastic  Pressure 
Rec.  Pracl.  Covering  Compartment  Ventilation  for 
Std.  for  Metal  Fastenings  in  Wooden 
Definitions  for  Pressure 
Meth.  for  Magnetic  Particle  Inspection  of  Pressure 
Inspection  and  Test,  of  Steel  Castings  for  Pressure 
Meth.  for  Liquid  Penetrant  Examination  of  Pressure 
Suggested  Good  Pract.  Regarding  Linings  of  Pressure 
sted  Good  Pract.  Regarding  Design  of  Supports  for  Pressure 
ed  Good  Practice  Regarding  Corrosion  Allowance  of  Pressure 
(1970)  Std.  for  Fire  Protection  of 

Std  for  Control  of  Gas  Hazards  on 
spec,  for  Copper  Nickel  Alloy  Plate  and  Sheet  for  Pressure 
pec.  for  Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure 
manganese  Silicon  Steel  Plates,  Heat  Treated,  for  Pressure 
plate.  Sheet,  and  Strip  for  Fusion  Welded  Unfired  Pressure 
um  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure 
Std.  Spec,  for  Nickel  Alloy  Steel  Plates  for  Pressure 
ium  Copper  Nickel  Aluminum  Alloy  Steel  Plates  for  Pressure 
rmediate  Tensile  Strength  Carbon  Steel  Plates  for  Pressure 
c.  for  Chromium  Molybdenum  Alloy  Steel  Plates  for  Pressure 
Spec,  for  Leaded,  Carbon  Steel  Plates  for  Pressure 
Std.  Spec,  for  Carbon  Manganese  Steel  Plates  for  Pressure 
acuum  Treated  Carbon  and  Alloy  Steel  Forgings  for  Pressure 
el  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure 
th  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure 
anganese  Molybdenum  Nickel  Alloy  Steel  Plates  for  Pressure 
um  Alloy  Steel  Plates,  Quenched  and  Tempered,  for  Pressure 
Rules  for  Building  and  Classing  Steel 
Code  of  Alternative  Rules  for  Pressure  Relief  Devices  of 
ec.  for  Manganese  Vanadium  Alloy  Steel  Plates  for  Pressure 
temative  Rules  for  Inspection  and  Radiography  of  Pressure 
rement  Meth.  of  Construction  and  All  Materials  of  Pressure 
teel  Castings,  Heavy  Walled,  Carbon  and  Alloy  for  Pressure 
ral  Requirements  for  Delivery  of  Steel  Plates  for  Pressure 
kel  Alloy  Steel  Plate,  Specially  Heat  Treated  for  Pressure 
for  Marking  and  Stamping,  Reports  and  Records  of  Pressure 
kel  Alloy  Steel  Plate,  Quenched  and  Tempered,  for  Pressure 
Material,  Design  and  Fabrication  Requirements  of  Pressure 
steel  Plates,  Double  Normalized  and  Tempered,  for  Pressure 
chromium  Manganese  Silicon  Alloy  Steel  Plates  for  Pressure 
Std.  Spec,  for  Molybdenum  Alloy  Steel  Plates  for  Pressure 
ec.  for  Carbon  Manganese  Silicon  Steel  Plates  for  Pressure 
el  Plates  with  Improved  Transition  Properties  for  Pressure 
Ferrous  Material  Code  Spec,  for  Boiler  and  Pressure 
Nonferrous  Material  Code  Spec,  for  Boiler  and  Pressure 
rods.  Electrodes  and  Filler  Metals  for  Boiler  and  Pressure 
.  Pract.  for  Electric  Installations  on  Shipboard  (Merchant 
code  for  Nondestructive  Examination  of  Boiler  and  Pressure 
Rec.  for  the  Radiation  Protection  in 
er  Ratio  (1970)  Std.  for  Measurement  of  Small  Signal 

Std.  for  the  Measurement  of  Small  Signal 
Std.  Packaging  for  Items  in  a  Plastic 

Ride  and 

Std.  Meth.  for  Analysis  and  Presentation  of  Shock  and 
g  the  Characteristics  of  Auxiliary  Equipment  for  Shock  and 
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in./S  And/  Rec.  Pract.  for  Video  Test  Tape  for  Quadruplex 

In./S  An/  Rec.  Pract.  for  Video  Test  Tape  for  Quadruplex 
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Std.  Speed  of  2  In.  Tape  for  Quadruplex 
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2  In. 

Tape  Recorders  Operating  at  15in./S  And/  Rec.  Pract.  for 

Tape  Recorders  Operating  at  7.5  In./S  A/  Rec.  Pract.  for 

Tape  Recorders  Operating  at  15  In./S  An/  Rec.  Pract.  for 

Lighting  Rec.  for  the 

60  Interlaced  2:1/  Electrical  Performance  Std.  for  Direct 

kets,  Coat  and  Hat  Hooks,  Closet  Bars,  Apartment  Knockers, 

Std.  for  the  Direct 
Std.  Test  Meth.  for  Hydroquinone  in 
Rec.  for  the  Safe  Handling  and  Use  of 
Std.  Spec,  for 

installations  (1970)  Std.  for  Styrene  and  Poly 

Oc  Operation  (I%8)  ANSI  C8.45  Std.  Spec,  for 

5c  Operation  (I %8)  Std.  Spec,  for 

Std.  Spec,  for  Poly 
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Appendix  I)  (1971)  Suggested  Meth.  of  Pr 
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Boats)  (1970) 

Mandatory  Appendices)  (1971) 
Mandatory  Appendices)  (1971) 
Mandatory  Appendices)  (1971) 
Mandatory  Appendices)  (1971) 
Nonmandatory  Appendices)  (1971) 
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1969)  Std. 
1969)  Std.  S 

1969)  Std.  Spec,  for  Carbon 

1969)  /Ng  Chromium  and  Chromium  Nickel  Steel 

1969)  /Td.  Spec,  for  Nickel  Chromium  Molybden 

1969)  ANSI  G33.1 

Std.  Spec,  for  Chrom 
Std.  Spec,  for  Low  and  Inte 
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969)  ANSI  G33.3 
969)  ANSI  G35.2 
969)  ANSI  G35.4 
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969)  ANSI  G35.8 
969)  ANSI  G55.17 
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Std.  Sp 
Code  of  Al 
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Std.  Spec,  for  S 
Std.  Spec,  for  Gene 
Std.  Spec,  for  5%  Nic 
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Std.  Spec,  for  8  and  9%  Nic 
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Std.  Spec,  for 

Std.  Sp 

Std.  Spec,  for  Carbon  Ste 
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969a)  ANSI  G35.il 
969a)  ANSI  G35.15 
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971) 
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971)  ANSI  G34.1 
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1971) 

Vessels;  Leak  Test,  (1971) 
Veterinary  Medicine  (1970) 

VHF  UHF  Transistor  Short  Circuit  Forward  Current  Transf 
VHF-UHF  Transistor  Admittance  Parameters  (1970) 
Vial  or  Tube  (1971) 

Vibrating  Screens;  Terms  and  Definitions  (1968) 
Vibration  Data  Manual  (Hs6a)  (1965) 
Vibration  Data  (1971) 

Vibration  Measurements  (1960)  /Td.  Meth.  for  Specifyin 

Vibration  Pickups  (1967) 

Vibration  Test,  of  Vulcanizates  (1971) 

Vibration  (Std.  Pract.)  (1971) 

Vibration  (1969)  /He  Selection  of  Calibrations  and  Tes 

Vical  Needle  (1970)  ANSI  A1.15,  AASHO  T131  Std 
Vickers,  Rockwell  and  Rockwell  Superficial,  and  Knoop  H 
Video  Frequency  Magnetic  Tape  Recorders  Operating  at  15 
Video  Frequency  Magnetic  Tape  Recorders  Operating  at  15 
Video  Frequency  Magnetic  Tape  Recorders  Operating  at  7. 
Video  Magnetic  Recorders  Operating  at  15  In./S  (1969) 
Video  Magnetic  Tape  Recorders  Operating  at  15  In./S  (19 
Video  Magnetic  Tape  Recording  (1970) 
Video  Magnetic  Tape  Reels  (1970) 
Video  Magnetic  Tape  (1965) 

Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic 
Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic 
Video  Test  Tape  for  Quadruplex  Video  Frequency  Magnetic 
Vidicon  Camera  (1963) 

View  Monochrome  Closed  Circuit  Television  Monitors  526/ 

Viewers,  House  Numbers  (1970)  /N  Guards,  Handrail  Brae 

Viewing  of  Photographic  Color  Transparencies  (1969) 

Vinyl  Acetate  (1969) 

Vinyl  Acetate  (1970) 

Vinyl  Chloride  Copolymer  Resins  (1969) 

Vinyl  Chloride  Ducts,  and  Its  Fittings  for  Underground 

Vinyl  Chloride  Plastic  Insulation  for  Wire  and  Cable,  6 

Vinyl  Chloride  Plastic  Insulation  for  Wire  and  Cable,  7 

Vinyl  Chloride  Plastic  Pipe  (1969)  ANSI  B72.2 
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RS371 

RS372 

3438 

Z121.1 

J6A 

S2.10 

S2.4 

S2.2 

D2231 

MD103 

S2.ll 

C191 

E140 

RP29 

RP31 

RP30 

C98.8 

C98.7 

C98.4 

C98.5 

C98.6 

RP29 

RP30 

RP31 

CP26 

RS375 

1201-3 

PH2.3I 

D2193 

SD75 

D2474 

TCI 

D2219 

D2220 

D2241 
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sulating  Tape  (1968)  ANSI  C59.91  Std.  Spec,  for  V 

Sid.  Spec,  for  Nonrigid  V 
Sid.  Meth.  of  Test.  Nonrigid  V 
ec.  for  Flexible  Foams  Made  From  Polymers  or  Copolymers  of  V 
edienls  (1968)  Std.  Test  Meth.  for  Staining  of  Poly  (V 

hloride)  Compounds  (1969)  Std.  Spec  for  Rigid  Poly  (V 

Rec.  Pract.  for  Test.  Plasticizer  Compatibility  in  Poly  (V 
omelric  T/  Std.  Meth.  for  Analysis  of  Components  in  Poly  (V 

igid  Poly  (Vinyl  Chloride)  Compounds  and  Chlorinated  Poly  (V 
d  Wire  and  Cable  (1967)  Std.  Spec,  for  Poly  (V 

Rec.  Pract.  for  Making  Solvent  Cemented  Joints  with  Poly  (V 

(1969)  Tent.  Spec,  for  Chlorinated  Poly  (V 
9)  Std.  Spec,  for  Socket  Type  Poly  (V 
9)  Std.  Spec,  for  Threaded  Poly  (V 
9)                                              Std.  Spec,  for  Socket  Type  Poly  (V 

Rec.  Pract.  for  Fusion  Test  of  Poly  (V 
Tent.  Spec,  for  Filled  Poly  (V 
.  Spec,  for  Extra  Heavy  Duty  Acrylonitrile  Butadiene  Poly  (V 

Std.  for  Poly  (V 

nd  120)  (1970)  Std.  for  Poly  (V 

o)(1970)  Sid.  for  Poly  (V 

Std.  for  Rigid  Poly  (V 
Statement  on  V 

Std.  Meth.  for  Measurement  of  Plasticizer  Migration  From  V 
solid  for  Coating,  Including  But  Not  Limited  to  Rubber  and  V 
nd  Fittings  (1970)  Std.  for  Poly  (V 

rmining  Visual  Color  Match  to  Master  Specimen  for  Fabrics,  V 
r  Viscosity  of  Starch  and  Starch  Products  (Corn  Industries  V 
y  of  Transparent  and  Opaque  Liquids  (Kinematic  and  Dynamic  V 

Std.  Spec,  for  V 

apparatus  (1968)  Meth.  for  Measurement  of  V 

Properties  (1969)  Std.  Test  Meth.  for  Apparent  V 

Std.  Test  Meth.  for  V 

(1969)  Std.  Test  Meth.  for  V 

Meth.  for  V 

68)  Test  Meth.  for  V 

(Hot  Melts)/  Suggested  Meth.  for  Determining  the  Apparent  V 

Std.  Test  Meth.  for  Dilute  Solution  V 
Meth.  for  Cupriethylenediamine  Disperse  V 
s  Viscometer  Test)  (1970)  Meth.  for  V 

aph  Test)  (1970)  Meth.  for  Measuring  V 

and  Dynamic  Viscosities)  (1970)  A/  Std.  Meth.  of  Test  for  V 

i  Corder)  /  Procedure  to  Determine  a  Plastisol's  Apparent  V 

Std.  Test  Meth.  for  Saybolt  V 
Test  Meth.  for  Sag  Flow  of  Highly  V 
th.  for  Measuring  Viscosity  of  Starch  and  Starch  Products  (V 
Rec.  Pract.  for  Vehicle  Identification  Numbers,  for  V 
oats)  (1970)  Rec.  Pract.  and  Std.  to  Assure  Good  V 

Rec.  Pract.  and  Std.  Covering  Location  and  V 
Rec.  Pract.  for  Passenger  Car  Rear  V 
6)  Rec.  Pract.  for  V 

Is,  Coated  Fiberboards,  and  /  Test  Method  for  Determining  V 

(1970)  Rec.  Pract.  for  Classifying  V 
made  Therefrom  (1970)  Rec.  Pract.  for  Classifying  V 

Evaluation  Criteria  for  Design  of  the  V 
als  (1969)  Std.  Meth.  for  V 

f  Petroleum  Origin  in  the  Field  (1969)  Std.  Meth.  for  V 

aviolet  Containing  Daylight  lUuminant  (1/  Test  Meth.  for  V 

Meth.  for  Illuminants  (Wave  Lengths  400-700  Mm)  for  V 

V 

Std.  Spec,  for  Natural  Muscovite  Mica  and  Thins  Based  on  V 

Carpet  (Rug)  Soiling,  V 
Rec.  Pract.  for  Aircraft  V 
magnetic  Particle;  Eddy  Current  (of  Tubular  Products);  and  V 
Test  Meth.  for  Mottle  and  Fuzz  on  Paperboard  (V 
Valves,  Flanges  and  Fittings  and  Other  Piping  Components  (V 

Flight  Deck  V 

c.  for  Structural  Glued  Laminated  Timber  Using  E  Rated  and  V 
(1966)  Sheltered  Workshops  for  the  Blind  and  V 

Std.  for  the  Education  of  the  Blind  and  V 
Std.  for  Library  Services  for  the  Blind  and  V 
Std.  for  Rehabilitation  Centers  for  the  Blind  and  V 
Std.  for  Vocational  Services  for  the  Blind  and  V 
obility  Services  (Cane  and  Dog  Programs)  for  the  Blind  and  V 
dy  and  Evaluation  of  Sheltered  Workshops  for  the  Blind  and  V 
nd  Evaluation  of  Residential  Schools  for  the  Blind  and  the  V 
std.  for  Production  of  Reading  Materials  for  the  Blind  and  V: 
td.  for  Production  of  Recorded  Materials  for  the  Blind  and  V 
reduction  of  Tactile  Materials,  Braille,  for  the  BUnd  and  V 
tion  Teac/  Std.  for  Social  Services  for  the  Blind  and  the  V 

r  Alloys,  Stainless  Steel;  Carbon  Steel  and  Iron;  Organic,  V 
Std.  Spec,  for  Compression  Joints  for  V 
Std. 

ped  (1%6)  Std.  for 

1  Zl  1.231  Std.  Meth.  of  Test  for  Traces  of 

illation  (1971)  Meth.  for  Determination  of 


nyl  Chloride  Plastic  Pressure  Sensitive  Electrical  in 
nyl  Chloride  Plastic  Sheeting  (1969) 
nyl  Chloride  Polymer  Tubing  (1971) 

nyl  Chloride  (1970)  Std.  Sp 

nyl  Chloride)  Compositions  by  Rubber  Compounding  Ingr 

nyl  Chloride)  Compounds  and  Chlorinated  Poly  (Vinyl  C 

nyl  Chloride)  Compounds  Under  Humid  Conditions  (1969) 

nyl  Chloride)  Compounds  Using  an  Infrared  Spectrophot 

nyl  Chloride)  Compounds  (1969)  Std.  Spec,  for  R 

nyl  Chloride)  Jacket  Compound  for  Electrical  Insulate 

nyl  Chloride)  Pipe  and  Fittings  (1970) 

nyl  Chloride)  Plastic  Hot  Water  Distribution  Systems 

nyl  Chloride)  Plastic  Pipe  Fittings,  Schedule  40  (196 

nyl  Chloride)  Plastic  Pipe  Fittings,  Schedule  80  (196 

nyl  Chloride)  Plastic  Pipe  Fittings.  Schedule  80  (196 

nyl  Chloride)  Resins  Using  a  Torque  Rheometer  (1969) 

nyl  Chloride)  Sewer  Pipe  (1969) 

nyl  Chloride)  (NBR/PVO)  Jacket  for  Wire  and  Cable  (19 
nyl  Chloride)  (PVC)  Natural  Gas  Yard  Piping  (1970) 
nyl  Chloride)  (PVC)  Plastic  Pipe  (Schedules  40,  80,  A 
nyl  Chloride)  (PVC)  Plastic  Pipe  (Std.  Dimension  Rati 
nyl  Chloride)  (PVC)  Profile  Extrusions  (1970) 
nyl  Dispersion  Air  Release  (1969) 
nyl  Fabrics  to  Lacquers  (1968) 

nyl  (1969)  Spec,  for  Woven  Goods 

nylidene  Fluoride)  (Pvf  2)  Plastic  Lined  Steel  Pipe  A 
nyls.  Coated  Fiberboards,  and  Other  Automotive  Trim  M 
scometer  Test)  (1970)  Meth.  Fo 

scosities)  (1970)  ANSI  Zl  1.107  /of  Test  for  Viscosit 

scosity  Graded  Asphalt  Cement  (1970) 
scosity  of  Adhesives  by  a  Low  Shear  Rotating  Spindle 
scosity  of  Adhesives  Having  Shear  Rate  Dependent  Flow 
scosity  of  Adhesives  (R1970) 

scosity  of  Cellulose  Derivatives  by  Ball  Drop  Method 

scosity  of  Coating  Clay  Slurry  (1954) 

scosity  of  Epoxy  Compounds  and  Related  Components  (19 

scosity  of  Petroleum  Waxes  Compounded  with  Additives 

scosity  of  Polymers  (1970) 

scosity  of  Pulp  (1966) 

scosity  of  Starch  and  Starch  Products  (Corn  Industrie 
scosity  of  Starch  and  Starch  Products  (Visco/Amylo/Gr 
scosity  of  Transparent  and  Opaque  Liquids  (Kinematic 
scosity  Utilizing  a  Torque  Rheometer  (Brabender  Plast 
scosity  (1968) 
scous  Materials  (1968) 

sco/Amylo/Graph  Test)  (1970)  Me 

sibility  and  Durability  of  Motorcycles  (1970) 

sibility  From  the  Helm  Position  for  Safe  Operation  (B 

sibility  of  Navigation  Lights  (Boats)  (1970) 

sion  (1968) 

sual  Color  Evaluation  of  Polyethylene  Containers  (196 
sual  Color  Match  to  Master  Specimen  for  Fabrics,  Viny 
sual  Defects  in  Compression  and  Transfer  Molded  Parts 
sual  Defects  in  Glass  Reinforced  Laminates  and  Parts 
sual  Environment  in  Schools  and  Colleges  (1967) 
sual  Evaluation  of  Color  Differences  of  Opaque  Materi 
sual  Examination  of  Used  Electrical  Insulating  Oils  0 
sual  Grading  and  Color  Matching  of  Paper  with  an  Ultr 
sual  Grading  and  Color  Matching  of  Paper  (1968) 
sual  Inspection  of  Chlorine  Ton  Containers  (1967) 
sual  Quality  (1971)  ANSI  C59.27 
sual  Rating  Method  (1970)  ANSI  L14.315 
sual  Warning  Indicating  Systems  (1970) 

sual  (Boiler  Pressure  Vessel  Code)  (1971)  /Netrant; 
sual)  (1971) 

sual)  (1971)  Quality  Std.  for  Steel  Castings  for 

sual.  Audible  and  Tactual  Signals  (1970) 
sually  Graded  Lumber  of  Douglas  Fir,  Southern  Pine,  H 
sually  Handicapped  (Including  Health  and  Safety  Std.) 
sually  Handicapped  (1966) 
sually  Handicapped  (1966) 
sually  Handicapped  (1966) 
sually  Handicapped  (1966) 
sually  Handicapped  (1966) 
sually  Handicapped  (1968) 
sually  Handicapped  (1968) 
sually  Handicapped  (1970) 
sually  Handicapped  (1970) 
sually  Handicapped  (1970) 


/Td.  for  Orientation  and  M 
Std.  Promoting  Self  Stu 
ID.  Promoting  Self  Study  A 


Std.  for  P 


sually  Handicapped.  Including  Social  Work,  Rehabilita 
treous  and  Laminated  Coatings  (1969)  /Luminum,  Coppe 

tnfied  Clay  Bell  and  Spigot  Pipe  (1971) 
Vocabulary  for  Information  Processing  (1970) 
Vocational  Services  for  the  Blind  and  Visually  Handicap 
Volatile  Chlorides  in  Butane  Butene  Mixtures  (1968)  ANS 
Volatile  Content  of  Aerosol  Formulations  by  Vacuum  Dist 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
lAPMO 

use 
use 
use 

SPI 
ATSM 
ATM  I 

use 

SAE 

TAPPI 

ASTM 

AASHO 

TAPPI 

ASTM 

ASTM 

ASTM 

TAPPI 

SPI 

TAPPI 
ASTM 
TAPPI 
TAPPI 
TAPPI 
ASTM 
SPI 

AASHO 

SPI 

TAPPI 

SAE 

ABYC 

ABYC 

SAE 

SPI 

SAE 

ASTM 

ASTM 

lES 

ASTM 

ASTM 

TAPPI 

TAPPI 

CHI 

ASTM 

AATCC 

SAE 

ASME 

TAPPI 

MSS 

SAE 

AITC 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NACAB 

NAAMM 

ASTM 

ANSI 

NACAB 

ASTM 

CSMA 


D2301 

DI593 

D876 

D1565 

D2151 

D1784 

D2383 

D2124 

D1784 

Dl()47 

D2855 

D2846 

D2466 

D2464 

D2467 

D2538 

D2836 

D2708 

IS  10-70 

PS2I 

PS22 

PS26 

VDT20 

D2199 

P.l 

PS35 

J361 

T637 

D445 

M226 

T666 

D2556 

D1084 

D1343 

T648 

ERFl 

T677SU 

D2857 

T230 

T637 

T676 

D445 

VDT19 

T72 

ERF24 

T676 

J364A 

HI 

H6 

J834A 

PBDl 

J361 

D2562 

D2563 

LM26 

D1729 

D1524 

T515 

T508 

53 

D351 
121 

ARP1088 
BPVCV 
UM-400 
SP55 

ARP450C 

120 

S-5 

S-1 

S-2 

S-4 

S-7 

S-3 

•3  ■ 

•2 

•1 

•1.3 
♦1.4 
S-6 
32 
C425 
X3.12 
S-7 
D2384 
AG«22 
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lysis  (1971)  Melh.  for  Determination  of 

Sid.  Test  Meth.  for 
Std.  Test  Meth.  for 

ckaging  Std,  for  Items  Having  Ferrous  Metal  Surfaces  Using 
0)  Std.  Test  Meth.  for  Moisture  or 

Std.  Meth.  of  Test  for 

as  Chromatography  (1970)  Tent.  Rec.  Pract.  for  Measuring 

orophenol  Solutions  (1968)  Tent.  Spec,  for 

Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 

Std.  Test  Meth.  for 

nd  Related  Products  (/  Std.  Meth.  of  Sampling  and  Testing 

Glazing  Compounds  (1971)  Tent.  Test  Meth.  for 

t.  for  Ground  Electrical  Power  Unit,  Transportable  1 15/200 
ucks)  (1965)  Nickel  Iron  36 

12 
18 
24 

Nickel  Iron  24 
Lead  Acid  30 

Nickel  Iron  30 
Lead  Acid  36 
Lead  Acid  48 

Nickel  Iron  48 
Lead  Acid  72 
Std.  for  6  and  12 

9)  Std.  for  Low 

Std.  for  Low 

Std.  Rated  Control  Voltages  and  Their  Ranges  for  High 
g  Materials  At/  Std.  Test.  Meth.  for  Dielectric  Breakdown 

Std.  Step 

power  Freque/  Std.  Meth.  of  Test  for  Dielectric  Breakdown 

al  Current  Basis  (1969)  Guide  Specifications  for  Ac  High 

Basis  (1970)  Supplement  to  Test  Procedure  for  Ac  High 

r  Calculation  of  Fault  Currents  for  Application  of  Ac  High 
(19/  Std.  for  Schedules  of  Preferred  Ratings  for  Ac  High 

pting  Capability  Factors  for  Reclosing  Service  for  Ac  High 

Std.  for  High 

on  a  /  Std.  Requirements  for  Line  Closing  Switching  Surge 

al  Insulating  Materials  (1968)  Std.  Test  Meth.  for 

High 
Std.  for  High 

Std.  Wet  Process  Porcelain  Insulators  (High 
Std.  for  Wet  Process  Porcelain  Insulators;  Low  and  Medium 
tecto/  Preferred  Ratings  and  Related  Requirements  for  Low 

(Opening  Releases)  for  Alternating  and  Direct  Current  Lov/ 

Std.  for  Low 
Std.  Operating 

t  (60hz) (1970)  Std.  for 

ract.  for  Quality  Control  of  X-Radiation  Emitted  From  High 
Std.  Step  Voltage  and  Induction 
71)  Std.  for  Meth.  of 

on  Transformers  High  16  340  Grd  Y/9430  Volts  and  Below  Low 
Y/9430  Volts  and  Below,  and  Low  240/120,  kVa  and  Smaller, 
es  of  Sinusoidal  Current  Wave,  A  Normal  Frequency  Recovery 
,  Self  Cooled,  Three  Phase  Distribution  Transformers;  High 
(1970)  Std.  Rated  Control 

Batteries, 

Spec,  for  Portable  Alternating  Current 
Requirements  for  Automatic  Digital 
gle  Phase  Distribution  Transformers  High  16  340  Grd  Y/9430 
le  and  501  Thr/  Std.  Requirements  for  Transformers  138000 

le  Phase  Distribution  Transformers;  High,  16340  Grd  Y/9430 
three  Phase  Distribution  Transformers;  High  Voltage,  16340 
Covering  Direct  Current  Wiring  Systems  Operating  Under  50 
ote  and  Coal  Tar  (R1970)  Std 
1968a)  ANSI  Z106.1  Std.  Meth.  for  Calculation  of 

of  Useful  Information  on  Unloading  Tank  Cars,  Temperature 

Tent.  Std.  for  Weight 
Meth.  for  Weight  of  Unit 
C59.67  Std.  Test  Meth.  for 

Tent.  Test  Melh.  for 
Tent.  Melh.  for  Microscopical  Determination  of 
ibrary  Binding  (Books,  Magazines,  Periodicals,  and  Special 
Tap  Density  of  Refractory  Metals  and  Compounds  by  Tap  Pak 
nt  Density  of  Refractory  Metals  and  Compounds  by  the  Scott 

Suggested  Meth.  for  the 
Std.  Indicators  for 

rating  Method)  (1971) 
s  (1969) 

forage  Handling  Adaptations  of  Manure  Spreaders  (1970) 
(1969) 

Std.  Melh.  for  Analysis  of  Natural  Gases  by  the 
Std.  Melh.  of  Test  for  Lead  in  Gasoline, 
Std.  for  Power  Steering  Pressure  Hose;  High 


Volatile  Content  of  Aerosol  Products  by  Densimelric  Ana  CSMA  AG*23 

Volatile  Content  of  Carbon  Black  (RI969)  ASTM  D1620 

Volatile  Content  of  Paints  (1968)  ASTM  D2369 

Volatile  Corrosion  Inhibitor  Materials  (1971)  Pa  NSA  3400 

Volatile  Distillates  in  Bitummous  Paving  Mixtures  (197  AASHO  TllO 

Volatile  Oil  in  Rosin  (R 1969)  ASTM  D889 

Volatile  Organic  Matter  in  Water  by  Aqueous  Injection  G  ASTM  D2908T 

Volatile  Petroleum  Solvent  (LPG)  for  Preparing  Pentachl  ASTM  D2605 

Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for  Abo  AWPB  LP-4 

Volatile  Petroleum  Solvent  (LPG)  Penta  Solution  for  Gro  AWPB  LP-44 

Volatile  Solvents  and  Diluents  (1969)  ASTM  D1296 

Volatile  Solvents  for  Use  in  Paint,  Varnish,  Lacquer,  A  ASTM  D268 

Volatility  of  Oil  and  Resin  Based,  Knife  Grade,  Channel  ASTM  C681 

Volt  Ac  (Nominal)  400  Hertz,  3  Phase  4  Wire  (Grounded  N  SAE  ARP1148 

Volt  Batteries  (Dimensions)  (for  Electnc  Industrial  Tr  ITA  8G2 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8C2 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8D1 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8E3 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8E4 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8F1 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8F2 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  SGI 

Volt  Battenes;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H1 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8H2 

Volt  Batteries;  Dimensions  (for  Electric  Trucks)  (1965)  ITA  8J1 

Volt  Cigar  Lighter  Receptacles  (1969)  SAE  J563A 

Voltage  Ac  Integrally  Fused  Power  Circuit  Breakers  (196  ANSI  C37.28 

Voltage  Ac  Power  Service  Protectors  (1969)  ANSI  C37.29 

Voltage  Air  Switches  (1970)  ANSI  C37.33 

Voltage  and  Dielectric  Strength  of  Electrical  Insulatin  ASTM  D149 

Voltage  and  Induction  Voltage  Regulators  (1968)  ANSI  C57.15 

Voltage  and  Strength  of  Insulating  Gases  at  Commercial  ASTM  D2477 

Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  and  Tot  ANSI  C37.12 

Voltage  Circuit  Breakers  Rated  on  a  Symmetrical  Current  ANSI  C37.09A 

Voltage  Circuit  Breakers  Rated  on  a  Total  Basis  (1969)  ANSI  C37.5 

Voltage  Circuit  Breakers  Rated  on  a  Total  Current  Basis  ANSI  C37.6 

Voltage  Circuit  Breakers  (1964)  Std.  Interna  ANSI  C37.07 

Voltage  Connectors  for  Nuclear  Instruments  (1971)  ANSI  N42.4 

Voltage  Control  for  Ac  High  and  Circuit  Breakers  Rated  ANSI  C37.071 

Voltage  Endurance  Under  Corona  Attack  of  Solid  Electric  ASTM  D2275 

Voltage  Fuses  (1971)  NEMA  SG2 

Voltage  Insulators  (1970)  NEMA  HVl 

Voltage  Line  Post  Type)  (1961)  ANSI  C29.7 

Voltage  Pin  Types  (1969)  ANSI  C29.5 

Voltage  Power  Circuit  Breakers  and  Ac  Power  Service  Pro  ANSI  C37.16 

Voltage  Power  Circuit  Breakers  (1970)  /or  Trip  Devices  ANSI  C37.17 

Voltage  Power  Circuit  Breakers  (1971)  NEMA  SG3 

Voltage  Range  of  Office  Dictating  Machines  (1954)  ANSI  X2.5.16 

Voltage  Ratings  for  Electric  Power  Systems  and  Equipmen  ANSI  C84.1 

Voltage  Rectifier  and  Shunt  Regulator  Receiving  Tubes  EIA  JED73A 

Voltage  Regulators  (1968)  ANSI  C57.15 

(Voltage  Variable  Capacitance)  Diode  "Q"  Measurement  (19  EIA  RS381 

Voltage  240/120,  100  kVa  and  Smaller  (1969)  /Istributi  ANSI  C57.1223 

Voltage  (1969)  /Ribution  Transformers;  High,  16340  Grd  ANSI  C57.1221 

Voltage,  and  a  Guide  for  Calculation  of  Fault  Currents  ANSI  C37.5 

VoUage,  16340  Volts  and  Below;  2500  kVa  and  Smaller  (1  ANSI  C57.1222 

Voltages  and  Their  Ranges  for  High  Voltage  Air  Switches  ANSI  C37.33 

Voltages  (for  Electric  Trucks)  (1956)  ITA  8B1 

Voltmeter  (1953)  AAR  SM169 

Voltmeters  and  Ratio  Meters  (1969)  ANSI  C39.6 

Volts  and  Below  Low  Voltage  240/120,  100  kVa  and  Smalle  ANSI  C57.1223 

VoUs  and  Below  501  Through  10000/13333/16667  kVa,  Sing  ANSI  C57.1210 

Volls  and  Below,  and  Low  240/120,  kVa  and  Smaller,  Volt  ANSI  C57.1221 

Volts  and  Below;  2500  kVa  and  Smaller  (1969)  /Cooled,  ANSI  C57.1222 

Volts  (on  Boats)  (1970)  Rec.  Pract.  and  Sid.  ABYC  E9 

Volume  and  Specific  Gravity  Correction  Tables  for  Creos  ASTM  D347 

Volume  and  Weight  of  Industrial  Aromatic  Hydrocarbons  ASTM  D1555 

Volume  Corrections,  and  Tables  (1965)  /Alt,  Pocketbook  Al  MS6 

Volume  Measurement  of  Wood  Power  Chain  Saws  (1970)  PSMA  W3.1-66 

Volume  Measurements  of  Pulpwood  (1959)  TAPPI  T7 

Volume  of  Chips  (1959)  TAPPI  T21 

Volume  of  Oil  in  Oil  Contaminated  Askarels  (1969)  ANSI  ASTM  D1808 

Volume  Resistivity  of  Conductive  Adhesives  (1968)  ASTM  D2739 

Volume  %  of  Physical  Components  of  Coal  (1969)  ASTM  D2799T 

Volumes)  (1971)  Std.  for  L  LBI  *1 

Volumeter  (1970)  Std.  Test  Melh.  for  ASTM  B527 

Volumeter  (1970)  Std.  Meth.  of  Test  for  Appare  ASTM  B329 

Volumetric  Analysis  of  Calcium  in  Pulp  (1971)  TAPPI  T247SU 

Volumetric  Analysis  (1958)  TAPPI  T609 

Volumetric  Capacity  of  Box  Type  Manure  Spreaders  (Dual  ASAE  S324 

Volumetric  Capacity  of  Closed  Tank  Type  Manure  Spreader  ASAE  S326 

Volumetric  Capacity  of  Forage  Wagons,  Wagon  Boxes,  and  ASAE  S238 

Volumetric  Capacity  of  Open  Tank  Type  Manure  Spreaders  ASAE  S325 

Volumetric  Chemical  Meth.  (1970)  ANSI  Z77.1  ASTM  D1136 

Volumetric  Chromate  Method  (1970)  ANSI  Zl  1.223  ASTM  D2547 

Volumetric  Expansion  Type  (1970)  SAE  J188 
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Std.  for  Power  Steering  Pressure  Hose;  I,ow 
Sid.  for  Calibration  of 
.  of  Test  for  Air  Content  of  Freshly  Mixed  Concrete  by  the 
Std.  Test  Meth.  for  Foots  in  Raw  Linseed  Oil 
Std.  for  Preparation  and  Standardization  of 
Test  Meth.  for  Alkali  Loss  of  Washed  Brown  Stock 
Rec.  Pract.  for  Forced  Vibration  Test,  of 
Std.  for 

Std.  Test  Meth.  for  Adhesion  of 
Std.  Meth.  of  Test  for  Tear  Resistance  of 
Std.  Meth.  for  Compression  Set  of 
Std.  Meth.  for  Compression  Deflection  Characteristics  of 
for  Determining  Specific  Weight,  Durability  and  Moisture/ 
spreaders  (1970)  Volumetric  Capacity  of  Forage  Wagons, 

Dimensions  for  Compatible  Operation  of  Forage  Harvesters, 
Hitch  and  Box  Dimensions  for  Agricultural  (Farm)  Grain 
ance  Criteria  for  Brake  Systems  for  Off  Highway  Trucks  and 
d  78  In.  Series)  for  Passenger  Vehicles,  Vehicles,  Station 
Manure  Spreaders  (1970)  Volumetric  Capacity  of  Forage 

)  (1968)  Motorized  Hand  Trucks 

ety  Code  for  Elevators,  Dumbwaiters,  Escalators  and  Moving 
Minimum  Performance  Std.  for  Single 
Sound  Deadening  Board  in 
Product  Spec,  for  Noncombustible  Sound  Deadening  Board  in 
Fire  Resistance  Requirements  Relating  to  Brick  Bearing 
Spec.  Field  Applied  Laminated  Plastic 
Contemporary  Bearing 
nt.  Test  Meth.  for  Scrub  Resistance  of  Interior  Latex  Flat 
Ashlar  Stone  (Limestone)  Veneer  Std. 
Pipe  and  Fittings  (1971)  Std.  Spec,  for  3  In.  Thin 

nation.  Materials,  and  Waterproofing  (196/  Metal  Curtain 

Std.  Test.  Procedure  for  Measuring 
Contemporary  Bearing 
Contemporary  Bearing 
d.  Corrosion  and  Heat  Resistant  (18cr-  llni  -  Cb+ta)  Thin 

Rec.  for  Gypsum 
Tests  for  Use  of  Gypsum 
on)  (1968)  Application  of  Gypsum 

n)  (1968)  Requirements  for  the  Application  of  Gypsum 

Rec.  for  Nailing  Gypsum 
Floating  Interior  Angle  Meth.  of  Application  for  Gypsum 
Spec,  for  Application  and  Finishing  of  Gypsum 
Design  Data  for  Gypsum 
Std.  Spec,  for  Nails  for  the  Application  of  Gypsum 
Std.  Spec,  for  Steel  Castings,  Heavy 
Spec,  for  Existing  Interior 
Rec.  Pract.  for  Using  Gypsum  Board  for 
Std.  and  Pract.  for  Limestone 
Nominal  Height  of  Masonry 
a  Guide  to  Selecting  Concrete  Masonry 
he  Application  of  Reinforced  Concrete  Masonry  Load  Bearing 
pplication  of  Non  Reinforced  Concrete  Masonry  Load  Bearing 
.  for  Obtaining  Operating  Temperature  of  (Pressure)  Vessel 
Obtaining  the  Operating  Temperatures  of  (Pressure)  Vessel 
Std.  for  Design  Wind  Loads  for 
Spec,  for  Curtain 

Four  Inch  Reinforced  Brick  Masonry  Curtain  and  Panel 
Brick  in  Landscape  Architecture  Garden 
Calculation  of  Heat  Gain  Through  Opaque 
Reinforced  Brick  Masonry  Retaining 
action  of  Plain  and  Reinforced  Concrete  Masonry  Foundation 
tural  Clay  (Properly  Constructed  Masonry)  Insulated  Cavity 
Std.  for  Test.  Metal  Curtain 
Spec,  for  Reinforced  Concrete  Crib 
ves  (1968)  Std.  Magazine  (Sand  Filled 

of  Test  for  Water  Penetration  of  Exterior  Windows,  Curtain 
St  for  Structural  Performance  of  Exterior  Windows,  Curtain 
Moisture  Control  in  Brick  and  Tile 
Structural  Design  of  Serpentine 
Std.  for  Installation  of  Residence  Type 
steering.  Wheel  Guards,  Tilt  Mechanism,  Overtravel  Limits, 
Rec.  Pract.  for  Aircraft  Visual 
owave  Radiation  From  Electron  Tubes  (1969)  Rec. 
(1971)  Suggested 
nd  Socket  for  Agricultural  (Farm)  and  Industrial  Equipment 
rackets  and  Socket  for  Farm  and  Light  Industrial  Equipment 
%7)  Flashing 
and  Industrial  Equipment  (1967)  Flashing 

Self  Powered  Electric 
Rec.  Pract.  for  Vehicular  Hazard 
Std.  for  Vehicular  Hazard 
Std.  Meth.  of  Test. 
Std.  Test.  Procedure  for  Measuring 
Test  Meth.  for  Appearance  of  Seams  in 
Test  Meth.  for  Appearance  of  Creases  in 
les  and  Panels  (1971)  Test  Procedures  for 
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Std.  Meth  ASTM 
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ASTM 
ASTM 
ASTM 
ASAE 
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TRA 
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SCPI 
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SCPI 
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Volumetric  Expansion  Type  (1970) 

Volumetric  Glassware  and  Analytical  Weights  (1958) 

Volumetric  Method  (1971)  ANSI  A37.80 
(Volumetric  Method)  (R1969) 

Volumetric  Solutions  (1960) 
(Volumetric)  (1971) 

Vulcanizates  (1971) 

Vulcanized  Fibre  (1971) 

Vulcanized  Rubber  to  Wire  Cord  (1968) 

Vulcanized  Rubber  (R1970) 

Vulcanized  Rubber  (1969) 

Vulcanized  Rubber  (1969) 

Wafers,  Pellets  and  Crumbles  -  Definitions  and  Methods 
Wagon  Boxes,  and  Forage  Handling  Adaptations  of  Manure 
Wagons  and  Blowers  (1970) 
Wagons  (1967) 

Wagons  (1971)  Rec.  Pract.  for  Minimum  Perform 

Wagons,  Motorcycles  and  Scooters,  and  Trailers  (1971) 
Wagons,  Wagon  Boxes,  and  Forage  Handling  Adaptations  of 
(Walkie)  (Operation  of  Tractor  Controls  for  Load  Pick  Up 
Walks  (1971) 

Wall  Air  Supported  Structures  (1971) 
Wall  Assemblies  (1969) 
Wall  Assemblies  (1969) 
Wall  Buildings  (Tech.  Notes)  (1969) 
Wall  Covering  (1971) 
Wall  Detailing  (Tech.  Notes)  (1968) 
Wall  Paints  (1969) 
Wall  Patterns  (1967) 

Wall  Poly(Vinyl  Chloride)  Plastic  Drain,  Waste  and  Vent 
Wall  Spec.  Manual  Including  Complete  Fabrication,  Insta 
Wall  Thicknesses  of  Fibre  Cans,  Tubes  and  Cores  (1968) 
Wall  Types  and  Properties  (Tech.  Notes)  (1969) 
Wall  (for  High  Buildings)  (Tech.  Notes)  (1970) 

Wall  (1971)  Spec,  for  Steel  Tubing,  Welde  SAE 

Wallboard  in  Bath  Shower  Areas  (1970) 
Wallboard  in  Shower  Areas  (1964) 

Wallboard  on  Exterior  Locations  (Metal  Frame  Constructi 
Wallboard  on  Exterior  Locations  (Wood  Frame  Constructio 
Wallboard  Single  and  Two  Ply  Apphcation  (1968) 
Wallboard  (1959) 
Wallboard  (1965) 
Wallboard  (1966) 
Wallboard  (1970) 

Walled,  Carbon  and  Alloy  for  Pressure  Vessels  (1971) 
Walls  and  Ceilings  with  Gypsumboard  Products  (1971) 
Walls  and  Ceilings  (1970) 
Walls  and  Expansion  Joints  (1967) 
Walls  by  Courses  for  Brick  and  Block  (1967) 
Walls  for  Noise  Reduction  (1970) 
Walls  in  Multi  Storied  Structures  (1968) 
Walls  in  Multi  Storied  Structures  (1969) 
Walls  in  Service  (Nonmandatory  Appendices)  (1971) 
Walls  in  Service  (Nonmandatory  Appendix  13)  (1971) 
Walls  of  Rectangular  Buildings  (1967) 
Walls  (Architectural)  (1969) 

Walls  (in  Resisting  Lateral  Forces)  (Tech.  Notes)  (1968 
Walls  (Tech.  Notes)  (1968) 
Walls  (Tech.  Notes)  (1969) 
Walls  (Technical  Notes)  (1964-65) 

Walls  (1961)  Design  and  C 

Walls  (1962) 
Walls  (1968) 
Walls  (1970) 

Walls)  for  Storage  of  Dynamite  and  Similar  High  Explosi 
Walls,  and  Doors  by  Uniform  Static  Air  Pressure  Differe 
Walls,  and  Doors  Under  the  Influence  of  Wind  Loads  (197 
Walls,  Condensation  (T«ch.  Notes)  (1965) 
Walls,  Non  Loadbearing  (Tech.  Notes)  (1968) 
Warm  Air  Heating  and  Air  Conditioning  Systems  (1971) 
Warning  Devices,  of  Industrial  Trucks)  (1966-68) 
Warning  Indicating  Systems  (1970) 

Warning  Label  and  Precautionary  Notes  in  Regard  to  Micr 
Warning  Label  for  Metal  Aerosol  (Pressurized)  Packages 
Warning  Lamp  and  Slow  Moving  Vehicle  Identification  Emb 
Warning  Lamp  and  Slow  Moving  Vehicle  (Smv)  Identificati 
Warning  Lamp  for  Farm  and  Light  Industrial  Equipment  (1 
Warning  Lamp  for  Remote  Mounting  on  Agricultural  (Farm) 
Warning  Lights  for  Farms  (1970) 
Warning  Signal  Flasher  (1968) 
Warning  Signal  Switch  (1971) 
Warp  Fabrics  (1970) 
Warpage  Fibre  Tubes  and  Cores  (1966) 
Wash  and  Wear  Items  After  Home  Laundering  (1970) 
Wash  and  Wear  Items  After  Home  Laundering  (1970) 
Washability  and  Scrubbability  of  Finishes  Applied  to  Ti 
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SCPI 
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SCPI 
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SCPI 
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Test  Meth.  for  Alkali  Loss  of 
Screw  and 
Std.  Household 
Rec.  Std.  for  Lock 
Rec.  Cleaning  Procedures  for  Parts 
Rec.  Spec,  for  Helical  Spring  Lock 
Std.  for  Plain,  Lock,  Beveled  and  Test 
1  Steel  Joints,  Including  Suitable  Nuts  and  Plain  Hardened 
Test  Meth.  for  Colorfastness  and  Transfer  of  Color  in  the 
Std.  Spec,  for  Chip  or  Granular  Soap  for  Low  Temperature 
Std.  Spec,  for  Solid  Soap  for  Low  Temperature 

c.  for  3  In.  Thin  Wall  Poly(Vinyl  Chloride)  Plastic  Drain, 
and  Safe  Working  Press/         Copper  Drainage  Tube  for  Drainage 

Safety  Std.  for  Metal 
Std.  Performance  Requirements  for  Household  Food 
Std.  Performance  Requirements  for  Commercial  Food 
Safely  Std.  for  Household  and  Commercial 
Uniform  Terminology  for  Rural 
Rec.  Pract.  for  the  Installation  of  Toilet 
Std.  Threaded  Cast  Iron  Pipe  for  Drainage,  Vent,  and 
sewage  Holding  And/or  Treatment  Devices  for  Marine  Toilet 
Requirements  for  Marine 
Brick  and  Tile  in  Sanitation  Structures,  Industrial 
0)  Std.  Meth.  of  Test  for  Metals  in  Industrial  Water  and 

Meth.  of  Test  for  Evaluating  Acute  Toxicity  of  Industrial 
Std.  Meth,  of  Test  for  Ph  of  Industrial  Water  and 
Meth.  of  Test  for  Odor  in  Industrial  Water  and  Industrial 
or  Chlorine  Requirement  of  Industrial  Water  and  Industrial 
requirements  for  Marine  Recirculating  Assembhes  for  Human 
Asbestos  Cement  Plumbing  Vent  Pipe  (for  Soil  and 
Deinkability  of 

Std.  Manual  of  Pract.  Units  of  Expression  for 
uclear  Rea/  Current  Pract.  in  the  Disposal  of  Radioactive 

Glossary  for  Water  and 
Std.  Simplified  Laboratory  Procedures  for 
Std.  Meth.  for  the  Examination  of  Water  and 
d.  Manual  of  Pract.  for  Paints  and  Protective  Coatings  for 
Std.  Manual  of  Pract.  for  Operation  of 
Std.  Manual  of  Pract.  for  Safety  in 
Std.  Meth.  for  the  Examination  of  Water  and 
or  Identification  of  Iron  and  Sulfur  Bacteria  in  Water  and 
cal.  Chemical  and  Bioassay  Examination  of  Polluted  Waters, 
Safety  Std.  for  Central  Stations  for 
Tent.  Std.  for 

ich  Constructions  (1970)  Std.  Test  Meth.  for 

Meth.  for 
Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 

ensity  of  Burn/  Std.  Meth.  of  Test  for  Apparent  Porosity, 

d  (Cobb  Test)  (1969)  Std.  for 

Std.  Meth.  of  Preparation  of  Common  Types  of  Distilled 
Std.  Meth.  of  Test  for  Chlorine  Requirement  of  Industrial 
Std.  Meth.  of  Test  for  Odor  in  Industrial 
Test  Meth.  for  Colorfastness  of  Textile  Fabrics  to 
Std.  for  Gate  Valves  (3  In.  Through  48  In.)  for 
(1968)  ASTM  D1796  Std.  Meth.  of  Test  for 

(1968)  ANSI  Z11.115  Std.  Meth.  of  Test  for 

Std.  Meth.  of  Test  for 
Std.  Meth.  of  Test  for 
rec.  Procedures  for  the  Bacteriological  Examination  of  Sea 
Std.  for  Bacteriological  Examination  of  Process 
Leak  Detection  and  Measurement)  (1970) 

Std.  Spec,  for  Equipment  for  Sampling  Industrial 
metry  (1970)  Std.  Meth.  of  Test  for  Metals  in  Industrial 

Std.  Meth.  of  Test  for  Ph  of  Industrial 
Glossary  for 
Std.  Meth.  for  the  Examination  of 
Std.  Meth.  for  the  Examination  of 

d.  Meth.  for  Identification  of  Iron  and  Sulfur  Bacteria  in 

Std.  Meth.  of  Test  for  Iron  Bacteria  in  Industrial 
Meth.  of  Test  for  Sulfate  Reducing  Bacteria  in  Industrial 
Std.  Approval  Requirements  for  Gas  Fired  Steam  and  Hot 
d.  for  Dual  Treatment  of  Wood  Piling  Pressure  Treated  with 
r  Softwood  Lumber  Timber  and  Plywood  Pressure  Treated  with 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
Softwood  Lumber,  Timber  and  Plywood  Pressure  Treated  with 
ential  and  Commercial  Building  Poles  Pressure  Treated  with 

Std.  for 

lations  (1971)  Std.  Meth.  for  Analysis  of 

lations  (1971 )  Trade  Names  of 

Tent.  Meth.  for  Removal  of  Organic  Matter  From 
tent.  Rec.  Pract.  for  Measuring  Volatile  Organic  Matter  in 
Id.  Meth.  of  Test  for  Metals  in  Industrial  Water  and  Waste 
Std.  Spec,  for  Apparatus  for  Determination  of 
Tent.  Test  Meth.  for  Microquantities  of  Uranium  in 
of  Electrical  Insulating  Oils  of  Petroleum  Origin  Against 


Washed  Brown  Stock  (Volumetric)  (1971)  TAPPI  UM-604 

Washer  Assemblies;  Sems  (1970)  IFl  SEC. 

Washer  Performance  Evaluation  Procedure  (1970)  AHAM  HLW-1 

Washer  Wire  (1970)  SWA  '52 

Washers  of  the  Baking  Industry  (1970)  AIB  148 

Washers  (1970)  HWI  M 

Washers  (1970)  IFI  SEC.K 

Washers  (1971)  /Igh  Strength  Steel  Bolls  for  Structura  ASTM  A325 

Washing  of  Leather  (1969)  Std.  ASTM  D2096 

Washing  (Low  and  Medium  Titer)  (1969)  ASTM  Dl  1 1 1 

Washing  (Low  and  Medium  Tiler)  (1969)  ASTM  D1112 

Waste  and  Vent  Pipe  and  Fillings  (1971)  Std.  Spe  ASTM  D2949 

Waste  and  Vents  Including  Std.  Dimensions  and  Weights,  CDA  401/4 

Waste  Cans  (for  Combustible  Materials)  (1970)  UL  32 

Waste  Disposer  Units  (1970)  ASSE  1008 

Waste  Disposer  Units  (1970)  ASSE  1009 

Waste  Disposers  (1970)  ANSI  C33.59  UL  430 

Waste  Management  (1970)  ASAE  R292 

Waste  Retention  Systems  for  House  Boats  (1970)  BIA  HEM4 

Waste  Services  (1943)  ANSI  A40.5 

(Waste  Systems)  (on  Boats)  (1970)     .  /.  and  Std.  Covering  ABYC  A8 

Waste  Treatment  and  Disposal  Devices  (1968)  UL  1119 

Waste  Treatment  Facilities  (Tech.  Notes)  (1969)  SCPI  34B 

Waste  Water  by  Atomic  Absorption  Spectrophotometry  (197  ASTM  D2576 

Waste  Water  to  Fresh  Water  Fishes  (1970)  Sid.  ASTM  D1345 

Waste  Water  (1970)  ASTM  D1293 

Waste  Water  (1970)  Std.  ASTM  D1292 

Waste  Water  (1970)  Std.  Meth.  of  Test  F  ASTM  D1291 

Waste  (1969)  UL  1147 

Waste)  (1955)  '  lAPMO  MS2-55 

Wastepaper  (1971)  TAPPI  UM-204 

Wastes  Characteristics  and  Treatment  (1967)  WPCF  6 

Wastes  From  the  Operation  of  Uranium  Mines  and  Mills  (N  AICE  *13 

Wastewater  Control  Engineering  (1969)  AWWA  *1 

Wastewater  Examination  (1969)  WPCF  18 

Wastewater  for  Radioactivity  (1971)  APHA  *2-300 

Wastewater  Treatment  Facilities  (1969)  St  WPCF  17 

Wastewater  Treatment  Plants  (1970)  •  WPCF  11 

Wastewater  Works  (1969)  WPCF  1 

Wastewater  (1971)  APHA  *1 

Wastewater  (1971)  Std.  Meth.  F  APHA  *2-500 

Wastewaters,  Effluents,  Bottom  Sediments  and  Sludges  (I  APHA  *2-200 

Watchman,  Fire  Alarm  and  Supervisory  Services  (1971 )  UL  827 

Water  Absorbency  of  Bibulous  Papers  (1964)  TAPPI  T432 

Water  Absorption  of  Core  Materials  for  Structural  Sandw  ASTM  C272 

Water  Absorption  of  Paperboard  (1960)  TAPPI  T492 

Water  Absorption  of  Rigid  Cellular  Plastics  (1969)  ASTM  D2842 

Water  Absorption  of  Slate  (1970)  ASTM  C121 

Water  Absorption,  Apparent  Specific  Gravity,  and  Bulk  D  ASTM  C20 

Water  Absorptiveness  of  Nonbibulous  Paper  and  Paperboar  TAPPI  T441 

Water  and  Desk  Reagents  (1971)  APHA  *2-0001 

Water  and  Industrial  Waste  Water  (1970)  ASTM  D129I 

Water  and  Industrial  Waste  Water  (1970)  ASTM  D1292 

Water  and  Light:  Alternate  Exposure  (1971)  AATCC  125 

Water  and  Other  Liquids  (1971)  AWWA  C500 

Water  and  Sediment  in  Crude  and  Fuel  Oils  by  Centrifuge  API  2548 

Water  and  Sediment  in  Crude  and  Fuel  Oils  by  Centrifuge  ASTM  D1796 

Water  and  Sediment  in  Crude  Oils  (1968)  ANSI  Zl  1.8  ASTM  D96 

Water  and  Sediment  in  Crude  Oils  (1968)  Astm  D96  API  2542 

Water  and  Shellfish  (1970)  APHA  '3 

Water  and  Slush  Pulp  (1957)  TAPPI  T631 

Water  and  Steam  in  the  Power  Cycle  (Purity  and  Quality,  ASME  PTC19.11 

Water  and  Steam  (1970)  ANSI  Zl  11.2  ASTM  D1192 

Water  and  Waste  Water  by  Atomic  Absorption  Spectrophoto  ASTM  D2576 

Water  and  Waste  Water  (1970)  ASTM  D1293 

Water  and  Wastewater  Control  Engineering  (1969)  AWWA  *1 

Water  and  Wastewater  for  Radioactivity  (1971)  APHA  •2-300 

Water  and  Wastewater  (1971)  APHA  *2 

Water  and  Wastewater  (1971)  St  APHA  '2-500 

Water  and  Water  Formed  Deposits  (1970)  ASTM  D932 

Water  and  Water  Formed  Deposits  (1970)  Std.  ASTM  D993 

Water  Boilers  (1967)  ANSI  Z21.13 

Water  Borne  Preservatives  and  Creosote  for  Use  in  Marin  AWPI  MPl 

Water  Borne  Preservatives  for  Above  Ground  Use  (1967)  AWPI  LP2 

Water  Borne  Preservatives  for  Above  Ground  Use  (1971)  AWPB  LP-2 

Water  Borne  Preservatives  for  Ground  Contact  Use  (1971)  AWPB  LP-22 

Water  Borne  Preservatives  (1969)  Std.  for  Resid  AWPI  CP22 

Water  Borne  Preservatives  (1971)  AWPA  P5-71 

Water  Borne  Wood  Preservatives  and  Fire  Retardant  Formu  AWPA  A2-71 

Water  Borne  Wood  Preservatives  and  Fire  Retardant  Formu  AWPA  M9-71 

Water  by  Activated  Charcoal  Adsorption  (1970)  ASTM  D2910T 

Water  by  Aqueous  Injection  Gas  Chromatography  (1970)  ASTM  D2908T 

Water  by  Atomic  Absorption  Spectrophotometry  (1970)  ASTM  D2576 

Water  by  DistiUation  (1970)  ANSI  Zl  15.10  ASTM  E123 

Water  by  Fluorometry  (1970)  ASTM  D2907T 

Water  by  the  Drop  Weight  Method  (1968)  /Facial  Tension  ASTM  D2285 
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Minimum  Requirements  for  Non  Wate: 

Spec,  for  Ceramic  Tile  Installed  with  Chemical  Resistant,  Watei 

Std.  for  Chemical  Resistant.  Wate 

Std.  Meth.  for  Measuring  Heat  Flux  Using  A  Wate 

Rec.  Pract.  for  2  Cycle  Wate 

ss(l/                 Test  Meth.  for  Colorfastness  of  Textiles  to  Light:  Watei 

Test  Meth.  for  Colorfastness  of  Textiles  to  Light:  Wate 

Rec.  Pract.  for  Two  Cycle,  Wate 

ion  Systems  (1970)                    Meth.  of  Test,  for  Rating  Drinking  Wate 

ins  and  Self  Contained,  Mechanically  Refrigerated  Drinking  Wate 

Std.  on  Watei 
Watei 

ing  Surface  Treatment  of  Polyethylene  Containers  Using  the  Wate 

t.  Spec,  for  Chlorinated  Poly  (Vinyl  Chloride)  Plastic  Hot  Wate 

Installation  Std.  for  Copper  or  Red  Brass  Wate 

utron  Emitting  Fission  Products  in  Nuclear  Reactor  Coolant  Wate 

Tent.  Test  Meth.  for  Nonvolatile  Matter  (Total  Solids)  in  Wate 

of  NonmetaUic  Mater/              Rec.  Pract.  for  Operating  Light  and  Wate 

aluating  Acute  Toxicity  of  Industrial  Waste  Water  to  Fresh  Wate 

Test.  Evaporating  Apparatus  Producing  Wate 

Std.  Meth.  for  Examination  of  Wate 

Std.  Meth.  for  Identification  of  Crystalline  Compounds  in  Wate 

d.  Meth.  of  Test  for  Iron  Bacteria  in  Industrial  Water  and  Wate 

.  Meth.  of  Analysis  of  Solvent  Systems  Used  for  Removal  of  Wate 

test  for  Sulfate  Reducing  Bacteria  in  Industrial  Water  and  Wate 

Std.  Meth.  of  Field  Sampling  of  Wate 

1970)                                                                          Low  Wate 

std.  for  Safe  Operation  of  Bulk  Mix  Delivery  Equipment  for  Wate 

(Engineered)  Watei 
Wate 

Uniform  Classification  for  Watei 

equirements  for  Vending  Machines,  Including  Relief  Valves,  Wate 

Safety  Std.  for  Marine  Storage  Tank  Watei 

Automatic  Temperature  Controls  for  Surface  Type  Electric  Wate 

Household  Electric  Storage  Tank  Watei 

code  for  Safe  Installation  Requirements  of  Boilers  and  Hot  Wate 

Std.  Residential  Controls  (Valves)  for  Gas  Watei 

Meth.  for  Wate 

.  Procedure  for  the  Delaminalion  of  Adhesive  Bonds,  Due  to  Wate 

ANSI  C59.53                                               Std.  Test  Meth.  for  Wate 

Std.  Test  Meth.  for  Wate 

Std.  Meth.  of  Test  for  Wate 

als  by  Distillation  (1970)  ANSI  Z/                Std.  Meth.  of  Test  for  Watei 

Meth.  for  Total  Wate 

od)  (1970)                             Std.  Meth.  of  Test  for  Corrosivity  of  Watei 

method  for  the  Determination  of  Oil  Type  Preservatives  and  Watei 

oint  Dep/             Std.  Test  Meth.  for  Detection  and  Estimation  of  Watei 

.  for  Installation  and  Protection  of  Hull  Openings  Between  Watei 

Std.  for  Cold  Wate 

Std.  for  Cold  Wate 

(1970)                                                             Std.  for  Cold  Watei 

Std.  for  Cold  Wate 

Std.  Test  Meth.  for  Phenol  Content  of  Phenol  Wate 

Std.  Meth.  of  Test  for  Shrinkage  of  Yams  in  Boiling  Wate 

cast  Iron  Pipe  Centrifugally  Cast  in  Sand  Lined  Molds,  for  Watei 

for  Cast  Iron  Pipe  Centrifugally  Cast  in  Metal  Molds,  for  Wate 

2  In.  and  2  1/4  In.  Cast  Iron  Pipe,  Centrifugally  Cast  for  Watei 

centrifugally  Cast  in  Metal  Molds  or  Sand  Lined  Molds,  for  Wate: 

Machine  Sealing  of  Top  Flaps  of  Fiberboa/             Std.  Spec,  for  Watei 

nd  Doors  by  Uniform  Static  Air  Pr/             Std.  Meth.  of  Test  for  Watei 

Pressure  Sensitive  Tape  Wate 

Std.  for  Reinforced  Concrete  Wate 

n  Erosion  Corrosion  Characteristics  of  Aluminum  Automotive  Watei 

Meth.  for  Watei 

ANSI  L14.60,  ASTM  D583                             Test  Meth.  for  Watei 

wood  Millwork  (1970)                                                 Std.  for  Wate 

vent  Mortar  Joint  Damage  (1967)  Wate 

one,  and  Concrete/           Guide  Spec,  for  Silicone  Dampproofing;  Watei 

d  Paperboard  (1969)                                                 Meth.  for  Wate 

ay  Meth.)  (1970)                                     Meth.  for  Determining  Wate 

Meth.)  (1944)                                                               Std.  for  Wate 

Test)  (1971)  ANSI  L14.71,  ASTM  D583             Test  Meth.  for  Wate 

aNSI  1 14.74,  ASTM  D583                                Test  Meth.  for  Watei 

re  Test  Meth.  (1971)  Wate 

Std.  Spec,  for  Wate 

I  Ml. 11,  AASHO  T155                         Std.  Meth.  of  Test  for  Wate 

Safety  Std.  for  Special  Purpose  Marine  Wate 

seacocks.  Through  Hull  Connections,  Outboard  Strainers  and  Watei 

Installation  Std.  for  Polyethylene  Building  Supply  for  Watei 

Material  and  Property  Std.  for  Polyethylene  Pipe  for  Watei 

Std.  Spec,  for  Salt  Wate 

Std.  for  Wate 

Std.  for  Wate 

Meth.  for  Wate 

board  (1960)                                                     Tent.  Std.  for  Wate 

Tent.  Std.  for  Watei 


Carriage  Disposal  Systems  (1970) 
Cleanable  Setting  and  Grouting  Epoxy  (1969) 
Cleanable  Tile  Setting  and  Grouting  Epoxy  (1969) 
Cooled  Calorimeter  (1971 ) 

Cooled  Engine  Oil  Test  Procedures  for  Boats  (1969 
Cooled  Xenon  Arc  Lamp.  Alternate  Light  and  Darkne 
Cooled  Xenon  Arc  Lamp,  Continuous  Light  (1971) 
Cooled.  Oil  Test  Procedures  (Boats)  (1970) 
Coolers  with  Self  Contained  Mechanical  Refrigerat 
Coolers  (1971)  Std.  for  Drinking  Founta 

Cooling  Towers  (1971 ) 
Determinations  (1964) 

Dip,  Ink  and  Label  Adhesion  Tests  (1968)  /Valuat 
Distribution  Systems  (1969)  Ten 
Drainage  Tubes  (1969) 

During  Reactor  Operation  (1970)  /T  of  Delayed  Ne 

Emulsion,  Solvent  Based,  and  Polymer  Emulsion  Flo 
Exposure  Apparatus  (Xenon  Arc  Type)  for  Exposure 
Fishes  (1970)  Std.  Meth.  of  Test  for  Ev 

for  Boiler  Make  Up,  Potable  and  Process  Use  (1970 
Formed  Deposits  by  Chemical  Microscopy  (1970) 
Formed  Deposits  by  X-Ray  Diffraction  (1970) 
Formed  Deposits  (1970)  St 
Formed  Deposits  (1970)  Tent 
Formed  Deposits  (1970)  Std.  Meth.  of 

Formed  Deposits  (1970)  ANSI  Z111.8 
Fuel  Cutoffs  and  Automatic  Feedwater  Regulators 
Gel  or  Slurry  Explosives  or  Blasting  Agents  (1968 
Hammer  Arresters  (1965) 
Hammer  Arresters  (1969) 
Hardness  (1970) 

Heater  Tanks,  and  Gas  Appliances  (1967)  /Afety  R 

Heaters  (1965) 

Heaters  (1967) 

Heaters  (1970) 

Heaters  (1971) 

Heaters  (1971) 

Immersion  Test  of  Paperboard  (1963) 
Immersion,  of  Fibre  and  Cores  (1968) 
in  Insulating  Liquids  (Karl  Fisher  Meth.)  (R1969) 
in  Insulating  Oils  by  Extraction  (1969) 
in  Liquid  Naval  Stores  (R1969) 
in  Petroleum  Products  and  Other  Bituminous  Materi 
in  Pulp  Mill  Spent  Liquors  (1954) 
in  the  Absence  of  Heat  Transfer  (Weight  Loss  Meth 
in  Wood  (1970) 
Insoluble  Impurities  in  Refined  Phenol  by  Cloud  P 
Line  and  Sheer  Line  (Boats)  (1970)  /Act.  and  Std 

Meters,  Compound  Type  (1970) 
Meters,  Fire  Service  Type  (1970) 
Meters,  Propeller  Type  for  Main  Line  Applications 
Meters,  Turbine  Type,  for  Customer  Service  (1970) 
Mixtures  (1968)  ANSI  Z107.3 
or  Dry  Heat  (1971)  ANSI  L14.190 

or  Other  Liquids  (1970)  Std.  for 

or  Other  Liquids  (1970)  ANSI  A21.6  Std. 
or  Other  Liquids  (1971)  ANSI  A21.12  Std.  for 

or  Other  Liquids  (1971)  ANSI  A21.51  /Iron  Pipe, 

or  Solvent  Soluble  Liquid  Adhesives  for  Automatic 
Penetration  of  Exterior  Windows.  Curtain  Walls.  A 
Penetration  Test  Meth.  (1970) 
Pipe;  Steel  Cylinder  Type.  Pretensioned  (1970) 
Pumps  with  Coolants  (1969)  /  Meth.  for  Cavitatio 

Repellency  of  Paper  and  Boards  (1969) 
Repellency  of  Textile  Fabrics  (Spray  Test)  (1967) 
Repellent  Preservative  Non  Pressure  Treatment  of 
Repellent  Treatment  of  Limestone  Buildings  to  Pre 
Repellents  for  the  Exterior  Surfaces  of  Brick.  St 
Resistance  of  Adhesive  Bond  in  Laminated  Paper  An 
Resistance  of  Fiberboard  Shipping  Containers  (Spr 
Resistance  of  Paper  and  Paperboard  (Dry  Indicator 
Resistance  of  Textile  Fabrics  (Impact  Penetration 
Resistance  of  Textile  Fabrics  (Ram  Test)  (1971) 
Resistance  of  Textile  Fabrics:  Hydrostatic  Pressu 
Resistant  Gypsum  Backing  Board  (1970) 
Retention  by  Concrete  Curing  Materials  (1970)  ANS 
Safety  Buoyant  Devices  (1964) 

Scoops  (on  Boats)  (1970)  /Pract.  for  Installing 

Service  and  Yard  Piping  (1969) 

Service  and  Yard  Piping  (1970) 

Soap  (Coconut  Oil  Type)  (1969)  ANSI  K60.13 

Solubility  of  Pulp  (1954) 

SolubiUty  of  Wood  (1959) 

Soluble  Acidity  or  Alkalinity  of  Paper  (1967) 

Soluble  Sulfates  and  Chlorides  in  Paper  and  Paper 

Soluble  Sulfates  and  Chlorides  in  Pulp  (1945) 


Std.  Test 


Std. 


ANSI 
ANSI 
ANSI 
ASTM 
BIA 

AATCC 

AATCC 

ABYC 

ASHRA 

ARI 

NFPA 

FI 

SPI 

ASTM 

lAPMO 

ASTM 

ASTM 

ASTM 

ASTM 

ASME 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

FMS 

IME 

PDI 

ANSI 

ASAE 

NAMA 

UL 

NEMA 
UL 

ASME 

NEMA 

TAPPI 

CCTI 

ASTM 

ASTM 

ASTM 

ASTM 

TAPPI 

ASTM 

AWPA 

ASTM 

ABYC 

AWWA 

AWWA 

AWWA 

AWWA 

ASTM 

ASTM 

AWWA 

AWWA 

AWWA 

AWWA 

ASTM 

ASTM 

PSTC 

AWWA 

ASTM 

TAPPI 

AATCC 

NWMA 

ILIA 

CSI 

TAPPI 

TAPPI 

TAPPI 

AATCC 

AATCC 

AATCC 

ASTM 

ASTM 

UL 

ABYC 

lAPMO 

lAPMO 

ASTM 

TAPPI 

TAPPI 

TAPPI 

TAPPI 

TAPPI 


Z4.3 

A108.6 

A118.3 

E422 

312 

16F 

16E 

S18 

18 

1010 

214 

4 

PBD6 

D2846 

IS3 

D2470 

D2834 

E239 

D1345 

PTC  14 

D1245 

D934 

D932 

D2790 

D993 

D887 

12-37 

6.V 

WH201 

Al  12.261 

R339 

•1-800 

1126 

DC5 

174 

BPVC 

DC6 

T491 

TI18T 

D1533 

D1315 

D890 

D95 

T641 

D2688 

A6-70 

D2147 

H15 

C702 

C703 

C704 

C701 

D2145 

D2259 

C108 

C106 

C112 

C151 

DI874 

E331 

35 

C303 
D2809 
T513 
22 

I.S.4 

♦8.26 

7170 

T510 

T805 

T433 

42 

35 

127 

C630 

C156 

1123 

A2 

IS7 

PS24 

D593 

T207 

Tl 

T428 
T468 
T229 
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Oil;  Fluorescent  Penetrant, 
for  Outside  Protection  (Yard  Piping  Supplying  Sprinklers, 
(1971)  /  Safety  Std.  for  Alarm  Accessories  for  Automatic 

or  Relief  Valves  and  Automatic  Gas  Shutoff  Devices  for  Hot 
educing  and  Regulating  Valves  for  Installation  on  Domestic 
Std.  for  Vending  Machine 
Test,  and  Rating  Deep  Well 
Test,  and  Rating  Shallow  Well 
Test,  and  Rating  Deep  Well  Submersible 
Rec.  Pract.  for  the  Installation  of  Potable 
Rec.  Pract.  and  Std.  for  the  Installation  of  Potable 
Marine  Diesel  Engine  Cooling 
Test,  and  Rating  Nonsubmersible  Pump  Motors 
Test,  and  Rating  Submersible  Pump  Motors 
ent  (/  a  Guide  to  Locating  and  Constructing  Wells,  Sizing 

Std.  for 

Std.  Test  Meth.  for  Quality  of 
Std.  Bacteriologic  Examinations  of 
of  Test  for  Evaluating  Acute  Toxicity  of  Industrial  Waste 
istance  of  Electrical  Insulating  Materials  with  Controlled 
Brick  and  Tile  in  Sanitation  Structures, 
locating  and  Constructing  Wells.  Sizing  Water  Systems,  and 
ies  and  Room  Facilities;  Automatic  Fuel  Burning  Equipment; 

Std.  Spec,  for  Seamless  Copper 
Safety  Std.  for  2  1/2  Gal.  Stored  Pressure 
ation  Guide  For)  the  Care  and  Maintenance  of  Steam  and  Hot 
ation  Guide  for  Piping,  Trapping  and  Venting  Steam  and  Hot 
easurement  of  Dew  Point  (1968)  ANSI  /  Std.  Test  Meth.  for 

dew  Point  Temperature  (1970)  ANSI/  Std.  Meth.  of  Test  for 

Std.  Test.  Procedure  for 
(1952)  Tent.  Std.  for 

Test  Meth.  for  Dynamic  Measurement  of 
mal  Temperature  (1971)  Meth.  for 

emperature  and  Hu/  Meth  for  Gravimetric  Determination  of 

Meth.  for  Static  Creasing  of  Paper  for 
Std.  for  Packaging  of  an  Item  in  Bag, 
Packaging  Std.  for  an  Item  in  Box,  with  Desiccant,  Bag 
Packaging  Std.  for  Single  Items  in  Containers, 
Designing  and  Constructing 
Std.  for  Wet  Barrel  Fire  Hydrants  for  Ordinary 
rity  of  Personnel  on  Deck  and  Aids  for  Reboarding  From  the 
1970)  ANSI  /  Std.  Meth.  of  Corrosivily  Test  of  Industrial 

Std.  for  Analysis  of  Industnal  Process 
Std.  Spec,  for  Substitute  Ocean 
Std.  Meth.  of  Test  for  Dissolved  Oxygen  in  Industrial 
Std.  Meth.  of  Test  for  Hexane  Extraclable  Matter  in 
Std.  Meth.  of  Test  for  Acidity  or  Alkalinity  of 
Std.  Definitions  of  Terms  Relating  to 
Std.  Spec,  for  Reagent 
Std.  Meth.  of  Test  for  Ph  of  Industrial  Water  and  Waste 
Std.  Meth.  of  Test  for  Phenolic  Compounds  in 
Std.  Meth  of  Test  for  Radionuclides  of  Radium  in 
Std.  Meth.  of  Test  for  Radioactive  Tritium  in 
Tent.  Test  Meth.  for  Cyclohexylamine  in 
eth.  of  Test  for  Solvent  Extraction  of  Organic  Matter  From 
h.  of  Test  for  Oxidation  Reduction  Potential  of  Industrial 
of  Test  for  Odor  in  Industrial  Water  and  Industrial  Waste 
r  Determination  of  Precision  of  Meth.  of  Committee  D-19  on 
orine  Requirement  of  Industnal  Water  and  Industrial  Waste 
Test  Meth.  for  Surface  Receptivity  of  Paper  to 
or  Autoclave  Corrosion  Test,  of  Metals  in  High  Temperature 
ining  for  Cast  Iron  and  Ductile  Iron  Pipe  and  Fittings  for 
rfastness  of  Textile  Yarns  and  Fabrics  to  Chlorinated  Pool 
Test  Meth.  for  Tub  Size  Starch  on  Paper  (Extract  with 
Meth.  of  Test  for  Calorific  Value  of  Gaseous  Fuels  by  the 
Std.  Spec,  for  Crushed  Stone  and  Slag  for 
ond  Lining  (1971)  Std.  Spec,  for  Asphalt  for  Use  in 

Spec,  for  Setting,  Cleaning  and 
Spec,  for  Primer  for  Use  with  Asphalt  in  Dampproofing  and 
eluding  Complete  Fabrication,  Installation,  Materials,  and 

Spec,  for  Membrane 
lass  Fabrics  Treated  with  Bituminous  Substances  for  Use  in 
r  Physical  and  Chemical  Examination  of  Natural  and  Treated 
Std.  for  Measuring,  Sampling,  and  Analyzing  White 
Rec.  Pract.  for  Analysis  of  Oil  Field 
h  Water  Borne  Preservatives  and  Creosote  for  Use  in  Marine 
std.  Plate  Count  (for  Determining  the  Bacterial  Density  of 
Std.  Test  Meth.  for  Swimming  Pool  and  Bathing  Place 
or  Physical,  Chemical  and  Bioassay  Examination  of  Polluted 
n  for  the  Care  and  Operation  of  Heating  Boilers  (Firetube, 
Code  Requirements  for 
ssing  Steel  Vessels  for  Service  on  Rivers  and  Intracoastal 
£td.  Physical  and  Electrical  Characteristics  of  50 
alching  of  Paper  (1968)  Meth.  for  Illuminants 

Std.  Meth.  for  Determining  Values  of  Sinusoidal  Current 
ansmission  Line  Impedance  in  Distributed  Parameter  Coaxial 


Water  Soluble  (1970) 

Water  Spray  and  Foam  Systems,  Yard  and  Roof  Hydrants,  M 

Water  Supply  Control  Valves  for  Fire  Protection  Service 

Water  Supply  Systems  (1964)  ID.  Listing  Requirements  F 

Water  Supply  Tanks  (1966)  Pressure  R 

Water  Supply,  Backflow  Protection  and  Plumbing  (1967) 

Water  System  Pumps  Excluding  Submersible  Pumps  (1971) 

Water  System  Pumps  (1971) 

Water  System  Pumps  (1971) 

Water  Systems  for  House  Boats  (1970) 

Water  Systems  for  Use  on  Boats  (1970) 

Water  Systems  (Std.  Pract.)  (1971 ) 

(Water  Systems)  (1971) 

(Water  Systems)  (1971) 

Water  Systems,  and  Water  Treatment,  Quality  and  Managem 

Water  Tanks  for  Private  Fire  Protection  (1971) 

Water  to  be  Used  in  Concrete  (1970) 

Water  to  Determine  Its  Sanitary  Quality  (1971) 

Water  to  Fresh  Water  Fishes  (1970)  Std.  Meth. 

Water  to  Metal  Discharges  (1969)  /lal  Wet  Tracking  Res 

Water  Treatment  Facilities  (Tech.  Notes)  (1969) 

Water  Treatment,  Quality  and  Management  (1965)  /De  to 

Water  Treatment;  and  Glossary  (1971)  /Ntrols,  Accessor 

Water  Tube  (1970)  ANSI  H23.I 

Water  Type  Fire  Extinguishers  (1971) 

Water  Unit  Heaters  (1961)  (Applic 

Water  Unit  Heaters  (1963)  Applic 

Water  Vapor  Content  of  Electrical  Insulating  Gases  by  M 

Water  Vapor  Content  of  Gaseous  Fuels  by  Measurement  of 

Water  Vapor  Permeability  of  Fibre  Cans  (1970) 

Water  Vapor  Permeability  of  Sheet  Materials  at  0  Deg.  F 

Water  Vapor  Transfer  Through  Sheet  Materials  (1970) 

Water  Vapor  Transmission  Rate  of  Sheet  Materials  at  Nor 

Water  Vapor  Transmission  Rate  Sheet  Materials  at  High  T 

Water  Vapor  Transmission  (1971) 

Water  Vaporproof  (1971) 

Water  Vaporproof,  Box  (1971) 

Water  Vaporproof,  with  Desiccant  (1971) 

Water  Wells  for  Irrigation  (1970) 

Water  Works  Service  (1970) 

Water  (Boats)  (1970)  /.  and  Std.  Covering  Aids  to  Secu 

Water  (Bureau  of  Mines  Embrittlement  Detector  Method) 
Water  (1955) 
Water  (1965) 
Water  (1966) 
Water  (1969) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1970) 
Water  (1971) 
Water  (1971) 

Water  (1971)  ANSI  A21.4 
Water  (1971)  ANSI  L14.149 
Water,  Add  Iodine)  (1971) 
Water-Flow  Calorimeter  (1970)  ANSI  Z68.1 
Waterbound  Surface  Course  (1964) 

Waterproof  Membrane  Construction  for  Canal,  Ditch,  or  P 
Waterproofing  of  Indiana  Limestone  (1967) 

Waterproofing  (1943)  Std. 
Waterproofing  (1968)  /Tal  Curtain  Wall  Spec.  Manual  in 

Waterproofing  (1970) 

Waterproofing  (1971)  ANSI  A109.26  /.  Spec,  for  Woven  G 

Waters  in  the  Absence  of  Gross  Pollution  (1971)  /H.  Fo 

Waters  (1961) 
Waters  (1968) 

Waters  (1968)  /Ent  of  Wood  Piling  Pressure  Treated  Wit 

Waters  (1971) 
Waters  (1971) 

Waters,  Wastewaters,  Effluents,  Bottom  Sediments  and  SI 
Watertube  and  Cast  Iron  Types);  Controls,  Accessories  A 
Watertube  Power  Boilers  (1971) 

Waterways  (1971)  Rules  for  Building  and  Cla 

Watt  +46  Mercury  Lamps  (1969) 

(Wave  Lengths  400-700  Mm)  for  Visual  Grading  and  Color  M 
Wave,  a  Normal  Frequency  Recovery  Voltage,  and  a  Guide 
Waveguide  Systems  (1971)  /  Art  Measuring  Unbalanced  Tr 


SAE 
FI 
UL 
ANSI 


AMS3156B 

24 

753 

Z21.22 


lAPMO  PS15 
NAMA  '1-600 


WSC 
WSC 
WSC 
BIA 


•3 
•2 
•4 

HEM3 


ABYC  AI3 
DEMA  MD13i 


WSC 
WSC 
WSC 
NFPA 


*5 
•6 
*l 

22 


AASHO  T26 
APHA  '2-400 


ASTM 
ASTM 
SCPI 
WSC 


D1345 
D2302 
34 
*1 


ASME  BPVCVI 

ASTM  B88 

UL  626 

AMCA  BUL-12 

AMCA  BUL-15 

ASTM  D2029 


ASTM 
CCTI 


Dn42 
C120T 


TAPPI  T482 

TAPPI  T523 

TAPPI  T448SU 

TAPPI  T464SU 

TAPPI  T465SU 

NSA  3407 


NSA 
NSA 
ASAE 


3444 
3420 
R233T 


AWWA  C503 

ABYC  HI2 

ASTM  D807 

TAPPI  T620 


Std. 


Std.  M 
Std.  Met 
Std  Meth 
Rec.  Pract.  Fo 
Meth.  of  Test  for  Chi 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


DI141 

D888 

DI891 

D1067 

DI129 

D1193 

DI293 

D1783 

D2460 

D2476 

D2909T 

D2778 

D1498 

D1292 

D2777 

D1291 


Test  Meth.  F 
Std  for  Cement  Mortar  L 
Test  Meth.  for  Colo 

Std. 


TAPPI  UM-415 
NACE  TMOl-71 
AWWA  C104 
AATCC  105 
TAPPI  UM-412 
ASTM  D900 
AASHO  M77 
ASTM  D252I 
ILIA  '2 
AASHO  M116 
NAAMMM7 
AREA  29-2-1 


ASTM 
APHA 


D1668 
•2-100 


TAPPI  T656 
API  45 


AWPI 
APHA 
APHA 
APHA 


ABS 
ANSI 


MPl 
•2-406 
•2-413 
•2-200 
ASME  BPVC 
ASME  BPVCIPWT 
•1 

C78.1324 
TAPPI  T508 
ANSI  C37.5 
IEEE  314 
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or  Ho/ 


(1970) 


Std.  for  Packaging  of  Contoured  Items  and 
Tent.  Test  Meth.  for  Spectral  Bandwidth  and 
Std,  for  Beauty  Parlor  Equipment  (Hair  Dryers  and 
Std.  for  Paraffin 

td.  Meth.  of  Test  for  Pressure  Blocking  Point  of  Petroleum 
melh.  for  Determining  Pressure  Blocking  Point  of  Petroleum 
r  Determining  Pressure  Blocking  Point  of  Petroleum  Wax  and 
.  of  Test  for  Pressure  Blocking  Point  of  Petroleum  Wax  and 
Test  Meth.  for  Grease  and  Oil  Resistance  of 
Tent.  Std.  for 
Std.  for  Surface 
Std.  Meth.  of  Test  for  Weight  of  Surface 
Meth.  for 

Std.  Definitions  of  Terms  Relating  to 
Carnauba 

Spec,  for  Dental  Inlay  Casting 
Std.  for  Tensile  Strength  of  Paraffin 
Meth.  for  Sealing  Strength  of  Petroleum 
Std.  Blocking  and  Picking  Points  of  Petroleum 
Std.  Meth.  of  Test  for  Peroxide  Number  of  Petroleum 
Std.  Meth.  of  Test  for  Sealing  Strength  of  Petroleum 
Std.  Meth.  of  Test  for  Blocking  Point  of  Petroleum 
Std.  Meth.  of  Test  for  Modulus  of  Rupture  of  Petroleum 
Std.  for  Melting  Point  (Cooling  Curve)  of  Petroleum 
Std.  for  Rating  Odor  Intensity  of  Petroleum 
Meth.  for  Peroxide  Number  of  Petroleum 
Petroleum 

Std.  Drop  Melting  Point  of  Petroleum 
Petroleum 

Meth.  for  Coefficient  of  Kinetic  Friction  for 
Tent.  Meth.  of  Test  for  Gloss  Retention  of 
Std.  Specular  Gloss  of 
Std.  for  Surface  Wax  on 
Std.  Meth.  of  Test  for  Weight  of  Surface  Wax  on 
Std.  Meth.  of  Test  for  20  Degree  Specular  Gloss  of 
Tent.  Test  Meth.  for  Black  Heel  Marking  Tendencies  of 
Meth.  for  Determining  the  Apparent  Viscosity  of  Petroleum 
Meth.  for  (Congealing  Point  of  Petroleum 
Std.  Meth.  of  Test  for  Congealing  Point  of  Petroleum 
Water  Emulsion,  Solvent  Based,  and  Polymer  Emulsion  Floor 
Std.  Oil  Content  of  Petroleum 
Std.  Modulus  of  Rupture  of  Petroleum 
Std.  Meth.  of  Test  for  Needle  Penetration  of  Petroleum 
Std.  for  Needle  Penetration  of  Petroleum 
Rec.  Pract.  for  Witness  Groove  for  Multiple 
Std.  for  Limit 
Std.  for  Limit 

Test  Meth.  for  Appearance  of  Seams  in  Wash  and 
Test  Meth.  for  Appearance  of  Creases  in  Wash  and 
Rec.  Pract.  for  Involute  Splines; 
Std.  for  Truck  Bolster  Center  Plate  Vertical  Ring 
Std.  for  Truck  Bolster  Center  Plate  Horizontal 
Std.  for  Application  of  2  Piece  Horizontal  and  Vertical 
te  Std.  for  Application  of  2  Piece  Horizontal  and  Vertical 
ring  Surfaces  of  Truck  Center  Plate  and  the  Application  of 
std.  Meth.  of  Test  for  Dynamic  Coefficient  of  Friction  and 
utch  Con/  Std.  Test  Meth.  for  Coefficient  of  Friction  and 

Std.  Design  Dimensions  for  Renewable 
Std.  Design  Dimensions  for  Renewable 
Std.  Coupler  Shank 
Std.  Meth.  of 

r  Freight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  One 
lange  Thickness,  HEIGht  and  Throat  Radius  Gage  for  New  One 

Abrasive 

Lubricants  (1969)  Std.  Meth.  for  Determining  Endurance 

std.  Spec,  for  Bronze  Castings  in  the  Rough  for  Locomotive 
)  (1967)  Cold 
nds(I968)  Std.  Test  Meth.  for 

Spec,  for 

Silicone  Rubber  Sheet,  Glass  Fabric  Reinforced  Heat  and 
Setting  Stone:  Without  Mortar  and  in  Cold 
.  of  Test  for  Failure  End  Point  in  Accelerated  and  Outdoor 
Rec.  Pract.  for  Outdoor 
al  Sash  (1967)  Std.  Meth.  of  Predicting  the  Effect  of 

Pallet  Load  (of  Brick)  Protection  Type  "C" 
rec.  Std.  for  Armor  Wire,  Zinc  Coated  (Galvanized)  (Casket 
for  Chromium  Nickel  Iron  Molybdenum  Copper  Columbium  Alloy 
Rec.  Pract.  for  Seat  Belt  Assembly 
Rec.  Pract.  for  Seat  Belt  Assembly 
Std.  Flat  Back  Journal  Bearing 
Std.  for  Hi  Hat  Bearing 
Std.  Steeple  Back  Journal  Bearing 
s  (1970)  ANSI  ZIOI.I  Std.  Spec,  for 

Std.  Meth.  for  Measuring  Diameter  of  Fine  Wire  by 

Std.  for 

Rec.  Pract.  for  Selecting  Proportions  for  Normal 


ars)  (1970) 
ars)  (1956) 


(Rail/ 
(Railway/ 


Waveguides  (1971)  NSA 

Wavelength  Accuracy  of  Fluorescence  Spectrometers  (196y  ASTM 

Wavers;  Facial  Masks,  Caps,  Mitts,  Etc.)  for  Commercial  UL 

Wax  Absorptiveness  of  Paper  (1948)  TAPPI 

Wax  and  Wax  Blends  (1970)  ASTM 

Wax  and  Wax  Blends  (1970)  TAPPI 
Wax  Blends  (1970)  Meth.  Fo  TAPPI 
Wax  Blends  (1970)                                                    Std.  Meth  ASTM 

Wax  Coated  Paper.  Paperboard  and  Corrugated  (1971)  TAPPI 

Wax  in  Paper  (1963)  TAPPI 

Wax  on  Waxed  Paper  or  Paperboard  (1969)  TAPPI 

Wax  on  Waxed  Paper  (1970)  ASTM 

Wax  Pick  Test  of  Paper  (1965)  TAPPI 

Wax  Polishes  and  Related  Materials  (1969)  ASTM 

Wax  (1954)  -  CTFA 

Wax  (1961)  ANSI  ZI56.4  ADA 

Wax  (1967)  TAPPI 

Wax  (1970)  TAPPI 

Wax  (1970)  TAPPI 

Wax  (1970)  ANSI  Zl  1.176  ASTM 

Wax  (1970)  ANSI  Zll. 178  ASTM 

Wax  (1970)  ANSI  Zl  1.256  ■  ASTM 

Wax  (1970)  TAPPI  T655  Sm  ASTM 

Wax  (1971)  TAPPI 

Wax  (1971)  TAPPI 

Wax  (1971)  TAPPI 

Wax,  Crystalline  (1965)  CTFA 

Wax,  Including  Petrolatum  (1970)  TAPPI 

Wax,  Micro  Crystalline  (1965)  CTFA 

Waxed  Coating  (1967)  TAPPI 

Waxed  Paper  and  Paperboard  After  Storage  at  104  F  (40c)  ASTM 

Waxed  Paper  at  20  Deg.  (1970)  TAPPI 

Waxed  Paper  or  Paperboard  (1969)  TAPPI 

Waxed  Paper  (1970)  ASTM 

Waxed  Paper  (1970)  ANSI  Zll. 177  ASTM 

Waxes  and  Polymer  Floor  Finishes  (1970)  ASTM 
Waxes  Compounded  with  Additives  (Hot  Melts)  (1971)            /Ed  TAPPI 

Waxes  Including  Petrolatum  (1966)  TAPPI 

Waxes  Including  Petrolatum  (1970)  ANSI  Zl  1.61  ASTM 
Waxes  (1969)                  /for  Nonvolatile  Matter  (Total  Solids)  in  ASTM 

Waxes  (1970)  TAPPI 

Waxes  (1970)  TAPPI 

Waxes  (1970)  ANSI  Zll. 173  ASTM 

Waxes  (1971)  TAPPI 

Wear  Diesel  Wheels  (Railway  Cars)  (1970)  AAR 
Wear  Gages  for  Condemning  A  A  R.  Wheel  Gages  (Railway  C  AAR 
Wear  Gages  for  Condemning  A  A  R.  Wheel  Gages  (Railway  C  AAR 

Wear  Items  After  Home  Laundering  (1970)  AATCC 

Wear  Items  After  Home  Laundering  (1970)  AATCC 

Wear  Limit,  Definition  of  (1971)  SAE 

Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  AAR 

Wear  Liner  Cars  with  6  1/2  X  12  In.  and  Larger  Journals  AAR 

Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Railway  AAR 

Wear  Liners  to  the  Truck  Bolster  Center  Plate  (Railway  AAR 

Wear  Liners;  Cars  with  6  1/2  X  12  In.  and  Larger  Journa  AAR 

Wear  of  Sintered  Metal  Friction  Materials  Under  Dry  Con  ASTM 

Wear  of  Sintered  Metals  Friction  Materials  Under  Dry  CI  ASTM 

Wear  Plate  for  Integral  Journal  Boxes  (1970)  AAR 

Wear  Plate  for  Separable  Journal  Boxes  (1970)  AAR 

Wear  Plates  and  Application  (1970)  AAR 

Wear  Test.  Rotary  Operators  for  Windows  (1970)  ASTM 
Wear  Wheels,  7X12  In.  Journals  (Railway)  (1970)                /  Fo  AAR 

Wear  Wrought  and  Cast  Steel  Wheels  as  Shown  on  Plate  B-  AAR 

Wear  (Hs  J965)  (1968)  SAE 

(Wear)  Life  and  Load  Carrying  Capacity  of  Dry  Solid  Film  ASTM 

Wearing  Parts  (1970)  ANSI  H28.1  ASTM 

Weather  Masonry  Construction,  Introduction  (Tech.  Notes  SCPI 
Weather  Resistance  Exposure  of  Automotive  Rubber  Compou  ASTM 

Weather  Resistant  Wire  and  Cable  (Neoprene  Type)  (1954)  ANSI 

Weather  Resistant,  60-80  (1965)  SAE 

Weather  (1967)  ILIA 

Weathering  of  Bituminous  Materials  (1968)  ANSI  A109.41  ASTM 

Weathering  of  Plastics  (1969)  ASTM 

Weathering  on  Face  Glazing  and  Bedding  Compounds  on  Met  ASTM 

Weatherproof  Protection  4  Slides  and  Top  (1969)  RI 

Weave  Armor  on  Electrical  Cables)  (1970)  SWA 
Weaving  Wire  (1970)                                                 Std.  Spec.  ASTM 

Webbing  Abrasion  Test  Procedure  (1971)  SAE 

Webbing  Abrasion  Test  Requirements  (1970)  SAE 

Wedge  (1970)  AAR 

Wedge  (1970)  AAR 

Wedges  (1970)  AAR 

Weighing  and  Drying  Apparatus  for  Microchemical  Analysi  ASTM 

Weighing  (1970)  ANSI  Z151.1  ASTM 

Weighing,  Sampling  and  Test.  Pulp  for  Moisture  (1958)  TAPPI 

Weight  Concrete  (1970)  ACI 
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3423 

E388 

859 

T467 

D26I8 

T675 

T675 

D2618 

UM-410 

T405 

T497 

D2423 

T459 

D2825 

57 

4 

T644 

T642 

T652 

D1832 

D2005 

D1465 

D2004 

T630 

T6540S 

T6590S 

7 

T634 
8 

T664 

D2895T 

T653 

T497 

D2423 

D1834 

D2869 

T677SU 

T662 

D938 

D2834 

T636 

T655 

D1321 

T639 

MSRP-G-15 
MSRP-B-113 
MSRP-B-114 
88B 

88C 

ARP1200 

MSRP-D-14B 

MSRP-D-I4C 

MSRP-D-14D 

MSRP-D-14E 

MSRP-D-14A 

B460 

B526 

MSRP-D-34 
MSRP-D-37 
MSRP-C-65 
E405 

MSRP-D-8P 

MSRP-B-96B 

J965 

D2625 

B66 

1 

D1171 
C8.34 

AMS3320D 

•8.24 

D1670 

DI435 

D2249 

P243 

•7 

B475 

J339A 

J114 

MSRP-D-50 

MSRP-D-50B 

MSRP-D-49 

E124 

F205 

T210 

211.1 
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rature  of  Ferritic  Steels/ 


for  Corrosivily  of  Water  in  the  Absence  of  Heat  Transfer 

Std.  Test  Meth.  for 

ulaling  Oils  of  Petroleum  Origin  Against  Water  by  the  Drop 
Std.  Melh.  of  Test  for  Unit 
teel  Articles  (1969)  Std.  Test  Meth.  for 

Std.  Meth.  of  Test  for  Cubic  Foot 
Determining  the  Cutting  Width  and  the  Designated 
Rec.  Test  Meth,  of 

Z106.1  Std.  Meth.  for  Calculation  of  Volume  and 

h.  (1968)  Std.  Test  Meth.  for  Mean  Molecular 

Rec.  Meth.  for  Calculation  of  Nominal 
Std.  Meth.  of  Test  for 
Meth.  for 

Std.  for  Weight  Per  Unit  Area  (Basis 
ric)  of  Concrete  (1971t)  An/  Tent.  Meth,  of  Test  for  Unit 

er  and  Paperboard  (1968)  Std.  for 

Std.  Meth.  of  Test  for  Drop 
Tent.  Meth.  for  Drop 
Std.  Meth.  for  Conducting  Drop 
Tent.  Std.  for 
Rec.  Pract.  for  Boat  Length  and 
Rec.  Pract.  for  Boat  Measurements  and 
thermoplastic  Pipe  and  Fittings  by  Means  of  a  Tup  (Falling 
fness  of  Paper  or  Paperboard  (Deflection  with  Own  Specimen 
rumbles  -  Definitions  and  Methods  for  Determining  Specific 
iais  (1970)  Std.  Spec,  for 

Wood 

Std.  Applied  Pipe  Coating 
eth.  for  Estimating  Apparent  Vapor  Pressures  and  Molecular 
td.  for  Calibration  of  Volumetric  Glassware  and  Analytical 
Std.  for  Aluminum  Sheet  and  Plate; 

Power  Chain 

d  Plate;  Commercial  Ribbed  Siding;  Designed  Dimensions  and 
ate;  Commercial  Corrugated  Siding;  Designed  Dimensions  and 
te,  (Tommercial  Corrugated  Roofing;  Designed  Dimensions  and 
mercial  V  Beam  Roofing  and  Siding;  Designed  Dimensions  and 
for  Drainage  Waste  and  Vents  Including  Std.  Dimensions  and 
eet  and  Plate;  Tread  Plate;  Mechanical  Property  Limits  and 

Spec,  for  Spiral 
Std.  for  Bent  Bolts,  Studs,  Projection 
ounds  and  Shapes  (1971)  ANSI  /  Std.  Spec,  for  Cold  Formed 

I)  ANSI  G24.22  Std.  Spec,  for  Hot  Formed 

d.  Spec,  for  Black  and  Hot  Dipped  Zinc  Coated  (Galvanized) 

Std.  Spec,  for 
Std.  Spec,  for 

.16  Std.  Spec,  for  Seamless  and 

rvice  (1971)  ANSI  B125.I5  Std.  Spec,  for  Seamless  and 

r)  for  General  Service  (1969/  Std.  Spec,  for  Seamless  and 

nger,  and  Condenser  Tubes  (1971)  Std.  Spec,  for 


aNSI  g62.3 
Service  (1969) 
ater  Tubes  (1971)  ANS/ 
gh  Pressure  Service  (/ 

b36.59 

(1971)  ANSI  B125.il 
1971) 


ement  (1969)  ANSI  G45.3 

(1968)  ANSI  B36.60 
b93.4 


Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Seamless  and 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for  Seamless  and  Electric 
Std.  Spec,  for  Electric 
Std.  Electric  Resistance 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 
Std.  Spec,  for 

Spec,  for  Tubing,  Electrical  Insulation,  Thermally 
Spec,  for  Fabrication  of  Continuous 
Meth.  of  Calculating  A 
Std.  Spec,  for  Electric  Fusion 
Std.  Spec,  for  Seamless  and 
Std.  Spec,  for  Electric  Resistance 
Std.  Spec,  for  Electric  Fusion  (Arc) 
69)  ANSI  G45.I  Std.  Spec,  for 

Spec,  for  Line  Pipe  (Seamless  and 
ec.  for  Wrought  Zirconium  and  Zirconium  Alloy  Seamless  and 
Std.  Spec,  for  Columbium  and  Columbium  Alloy  Seamless  and 
.  for  Electromagnetic  (Eddy  Current)  Test,  of  Seamless  and 
d  Chromium  Nickel  Steel  Plate,  Sheet,  and  Strip  for  Fusion 

Std.  Spec,  for  Electric  Fusion  (Arch) 
Std.  Spec,  for  Seamless  and 
Spec,  for  Steel  Tubing, 
and  Austenitic-Type  Alloys  (1971)  Spec,  for  Rings,  Flash 

-13.5co-4.3mo-2.9ti-l.4al  Annealed,  Consum/  Alloy  Tubing, 


to  1  / 
971) 


(Weight  Loss  Method)  (1970)  Std.  Meth.  of  Test  ASTM  D2688 

Weight  Loss  of  Plasticizers  on  Heating  (1969)  ASTM  D2288 

Weight  Method  (1968)                 /Facial  Tension  of  Electrical  Ins  ASTM  D2285 

Weight  of  Aggregate  (1971)  AASHO  T19,  ANSI  A37. 16  ASTM  C29 

Weight  of  Coating  on  Zinc  Coated  (Galvanized)  Iron  or  S  ASTM  A90 

Weight  of  Crushed  Bituminous  Coal  (1969)  ANSI  K20.1  ASTM  D291 

Weight  of  Disk  Harrows  (1970)  ASAE  S290 

Weight  of  Disposable  Soft  Goods  (1970)  DA  130.0 

Weight  of  Industrial  Aromatic  Hydrocarbons  (1968a)  ANSI  ASTM  D1555 

Weight  of  Mineral  Insulating  Oils  by  the  Cryoscopic  Met  ASTM  D2224 

Weight  of  Plastic  Pipe  (1968)  SPI  PPI-TR7 

Weight  of  Surface  Wax  on  Waxed  Paper  (1970)  ASTM  D2423 

Weight  of  Unit  Volume  of  Chips  (1959)  TAPPI  T21 

Weight  or  Substance)  of  Paper  and  Paperboard  (1968)  TAPPI  T410 

Weight  Per  Cubic  Foot,  Yield,  and  Air  Content  (Gravimet  ASTM  C138 

Weight  Per  Unit  Area  (Basis  Weight  or  Substance)  of  Pap  TAPPI  T410 

Weight  Sensitivity  of  Liquid  Monopropellants  (1970)  ASTM  D2540 

Weight  Tear  Tests  of  Ferritic  Steels  (1971)  ASTM  E436 

Weight  Test  to  Determine  Nil  Ductility  Transition  Tempe  ASTM  E208 

Weight  Volume  Measurements  of  Pulpwood  (1959)  TAPPI  T7 

Weight  (1964)  BIA  131 

Weight  (1970)  ABYC  S8 

Weight)  (1970)  /.  Test  Meth.  for  Impact  Resistance  of  ASTM  D2444 

Weight)  (1971)                                              Test  Meth.  for  Stif  TAPPI  UM-409 

Weight,  Durability  and  Moisture  Content  (1970)  /  and  C  ASAE  S269.1 

Weights  and  Balances  Used  in  the  Test,  of  Highway  Mater  AASHO  M231 

Weights  and  Hardnesses  for  Power  Chain  Saws  (1970)  PSMA  W2.I-65 

Weights  for  Coating  Spec.  (1966)  NAPCA  BUL2 

Weights  of  Lubricating  Oils  (1970)  Std.  M  ASTM  D2878 

Weights  (1958)                                                           '  TAPPI  T608 

Weights  (1970)  AA  *287.4 

Weights  (1970)  PSMA  WI.1-63 

Weights  (1970)                              Std.  for  Aluminum  Sheet  An  AA  *287.27 

Weights  (1970)  Std.  for  Aluminum  Sheet  and  PI  AA  *287.24 

Weights  (1970)                          Std.  for  Aluminum  Sheet  and  Pla  AA  *287.23 

Weights  (1970)  Std.  for  Aluminum  Sheet  and  Plate;  Com  AA  *287.25 

Weights,  and  Safe  Working  Pressure  (1968)  /Inage  Tube  CDA  401/4 

Weights,  and  Tolerances  (1970)  Std.  for  Aluminum  Sh  AA  *287.36 

Weld  Line  Pipe  (1971)  API  5LS 

Weld  Studs  and  Forged  Eyebolts  (1970)  IFI  SEC.C 

Welded  and  Seamless  Carbon  Steel  Structural  Tubing  in  R  ASTM  A500 

Welded  and  Seamless  Carbon  Steel  Structural  Tubing  (197  ASTM  A50I 

Welded  and  Seamless  Steel  Pipe  for  Ordinary  Uses  (1969)  ASTM  AI20 

Welded  and  Seamless  Steel  Pipe  Piles  (1969)  ASTM  A252 

Welded  and  Seamless  Steel  Pipe  (1971)  ANSI  B125.1  ASTM  A53 

Welded  Austenitic  Stainless  Steel  Pipe  (1971)  ANSI  BI25  ASTM  A312 

Welded  Austenitic  Stainless  Steel  Tubing  for  General  Se  ASTM  A269 

Welded  Austenitic  Stainless  Steel  Tubing  (Small  Diamete  ASTM  A632 

Welded  Austenitic  Steel  Boiler,  Superheater,  Heat  Excha  ASTM  A249 

Welded  Carbon  and  Alloy  Steel  Mechanical  Tubing  (1969)  ASTM  A513 

Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature  ASTM  A334 

Welded  Carbon  Molybdenum  Alloy  Steel  Boiler  and  Superhe  ASTM  A250 

Welded  Carbon  Steel  Boiler  and  Superheater  Tubes  for  Hi  ASTM  A226 

Welded  Carbon  Steel  Boiler  Tubes  (1971)  ASTM  A178 

Welded  Carbon  Steel  Feedwater  Heater  Tubes  (1969)  ANSI  ASTM  A557 

Welded  Carbon  Steel  Heat  Exchanger  and  Condenser  Tubes  ASTM  A214 

Welded  Coiled  Steel  Tubing  for  Gas  and  Fuel  Oil  Lines  ASTM  A539 

Welded  Copper  Nickel  Pipe  and  Tube  (1969)  ASTM  B467 

Welded  Copper  Tube  (1971)  ASTM  B447 

Welded  Deformed  Steel  Wire  Fabric  for  Concrete  Reinforc  ASTM  A497 

Welded  Low  Alloy  Steel  Tubes  (1971)  ANSI  B125. 19  ASTM  A423 

Welded  Low  Carbon  Steel  Pipe  for  the  Chemical  Industry  ASTM  A587 

Welded  Mandrel  Drawn  Hydraulic  Line  Tubing  (1967)  ANSI  NFLDP  T3.15.1 

Welded  Nickel  Chromium  Iron  Alloy  Pipe  (1970)  ASTM  B517 

Welded  Nickel  Chromium  Iron  Alloy  Tubes  (1970)  ASTM  B515 

Welded  Nickel  Iron  Chromium  Alloy  Pipe  (1970)  ASTM  B514 

Welded  Nickel  Iron  Chromium  Alloy  Tubes  (1970)  ASTM  B516 

Welded  Polyethylene  Terephthalate,  Heat  Shrinkable  1.6  SAE  AMS359I 

Welded  Rail  (1967)  AREA  4-2-6.1 

Welded  Ring  Reinforced  Furnace  (for  Heating  Boilers)  (1  ASME  BPVCIVC 

Welded  Steel  Pipe  for  High  Pressure  Service  (1971)  ASTM  A155 

Welded  Steel  Pipe  for  Low  Temperature  Service  (1969)  ASTM  A333 

Welded  Steel  Pipe  (1969)  ASTM  A135 

Welded  Steel  Pipe  (1971)  ANSI  B36.9  ASTM  A139 

Welded  Steel  Wire  Fabric  for  Concrete  Reinforcement  (19  ASTM  A185 

Welded  Steel)  (1971)  API  5L 

Welded  Tubes  for  Nuclear  Service  (1971)  Std.  Sp  ASTM  B353 

Welded  Tubes  (1970)  ASTM  B394 

Welded  Tubular  Products,  Austenitic  Stainless  Steel  and  ASTM  E426 

Welded  Unfired  Pressure  Vessels  (1969)           /Ng  Chromium  An  ASTM  A240 

Welded  Wire  Fabric  (1970)  CRSI  M.2.1 

Welded  Wrought  Iron  Plate  Pipe  (R1968)  ASTM  A419 

Welded  Zirconium  Tubes  for  Nonnuclear  Application  (1970  ASTM  B523 

Welded  0.95  Cr-0.20mo  (0.28-0.33C)  (SAE  4130)  (1970)  SAE  AMS6373A 

Welded,  Corrosion  and  Heat  Resistant  Austenitic  Steels  SAE  AMS7490J 

Welded,  Corrosion  and  Heat  Resistant  Nickel  Base  19.5cr  SAE  AMS5586A 
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(1971) 

la)  Thin  Wall  (1971) 

ta)  (1971) 

1) 

(SAE  30321)  Hydraul/ 
ta)  (SAE  30347)  Hydr/ 
gh  Pressure  Hydrauli/ 
draulic.  Solution  T/ 


3/ 


Spec,  for  Steel  Tubing, 
Spec,  for  Steel  Tubing. 
Spec,  for  Steel  Tubing, 
Spec,  for  Steel  Tubing, 
Spec,  for  Steel  Tubing,  Seamless  and 
Spec,  for  Steel  Tubing,  Seamless  or 
Spec,  for  Steel  Tubing,  Seamless  or 
Spec,  for  Steel  Tubing,  Seamless  and 
Stored  Energy 
Horn  Type  Spot 
Press  Type,  Spot  and  Projection 
Seam 
Upset  Butt 
Flash  Butt 
Spot 

Qualification  Std.  for  Welding  and  Brazing  Procedures, 
Three  Phase  Direct  Energy  Spot 
perators  (Boiler  and  Pressure  Ves/  Qualification  Std.  for 

Std.  for  Electric  Arc 
Resistance 

mable  Electrode  or  Vacuum  Induction  Melted  (/  Alloy  Wire, 

m  Induction  Melted  (1970)  Alloy  Wire, 

esistant  (19.5cr  -  lO.Sni  -  Cb  +  ta)  (1971)  Spec,  for 

esistant  (18cr  -  13ni  -  2.3mo)  (1971)  Spec,  for 

esistant  (1971)  Spec,  for 

Std.  Pract.  for  Ball  Valves  with  Flanged  or  Butt 

Resistance 
Electrical  Std.  for  Resistance 
Std.  for  Manual  Gas  Metal  Arc  (Gma) 
Std.  for  Manual  Gas  Tungsten  Arc  (Gta)  Fusion 
Std.  for  Machine  Gas  Tungsten  Arc  Fusion 
Std.  for  Machine  Gas  Metal  Arc  Fusion 
Spec,  for  Resistance  Seam  and  Roll  Spot 
Spec,  for  High  Test  Wrought 
Std.  for  Wrought  Stainless  Steel  Butt 
spec,  for  Factory  Made  Wrought  Aluminum  and  Aluminum  Alloy 
Guide  Spec,  for  Structural  Steel 
Std.  Spec,  for  Carbon  Steel  Castings  Suitable  for  Fusion 
Std.  for  Electron  Beam  High  Vacuum 
Std.  for  Resistance  Spot 
Definitions  Relating  to  Design  and 
act.  for  Qualification  of  Procedures  and  Personnel  for  the 
nitic  Stainless  Steels  (1969)  Rec.  Pract.  for 

Rec.  Safe  Pract.  for  Aircraft 
Std.  Nomenclature  as  Used  in  Resistance 
s  (1971)  Code  for 

Std.  for  Fire  Prevention  in  Use  of  Cutting  and 


nd  Pressure  Vessels  (1971)  Ident/ 


-  Cb  +  ta)  Wire,  Welding  (1971) 


Material  Code  Spec,  for 
Std.  Meth.  for  Packaging 
Identification  of 
Spec,  for  Steel 
Identification  of 
Packaging  of 
Spec,  for  Steel  Wire 
Spec,  for  Steel  Wire 


vacuum  Melted,  Environment  Control/ 
Melted,  Environment  Controlled  (1/ 

power  Boilers  and  Unfired  Pressure  Vessels  by  Riveting  and 
ing.  Similar  and  Dissimilar  Metals  Using  Conventional  Spot 
Std.  Graphical  Symbols  for 
.  for  Inspection  and  Classification  of  Secondhand  Rail  for 
nd  Preparation  for  Manual  Inert  Gas  Tungsten  Arc  Root  Pass 
ngth  (Juenched  and  Tempered  Alloy  Steel  Plate,  Suitable  for 
Code  Requirements  for  Power  Boilers  Fabricated  by 
Code  Requirements  for  Heating  Boilers  Fabricated  by 
.  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb  +  ta)  Wire, 
r  ■  22ni  -  14.5w  -  0.071a  (1971)  Spec,  for  Alloy  Wire, 

5cr  -  9.0mo  -  3.7(Cb  +  ta)  (1970)  Spec,  for  Alloy  Wire, 

Code  Requirements  for  Pressure  Vessels  Fabricated  by 
al  Spot  Welding  (1%3)  Electrode  Materials  for  Spot 

)  Vacuum  Melted  (1971)  Spec,  for  Steel  Wire, 

Design  Code  of 

d.  for  End  Preparation  and  Machined  Backing  Rings  for  Butt 
Std.  Reference  Radiographs  for  Steel  Fusion 
access  Holes  and  Plugs  for  Radiographic  Inspection  of  Pipe 

Spec,  for  Oil 
Oil 

Spec,  for  Oil  and  Gas 
Rec.  Pract.  for  Testing  Oil 


66) 


Rec.  Pract.  for  Motor 
Rec.  Pract.  for  Outboard  Motor 
Rec.  Pract.  for  Sailboat  Inboard 
Rec.  Pract.  for  Sailboat  Inboard 
Rec.  Std.  for 
Well  Data  Glossary  and  Unique 
Rec.  Pract.  Std.  Procedure  for  Evaluation  of 
pounds  (for  Casing  and  Tubing  Connections  in  High  Pressure 


Welded,  Corrosion  and  Heat  Resistant  (18cr  -  lOni  -  Ti)  SAE 

Welded,  Corrosion  and  Heat  Resistant  (18cr  -  I  Ini  -  Cb+  SAE 

Welded,  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb+  SAE 

Welded,  Corrosion  and  Heat  Resistant  (25cr  -  20ni)  (197  SAE 

Welded,  Corrosion  and  Heat  Resistant,  18cr  -  llni  -  Ti  SAE 

Welded,  Corrosion  and  Heat  Resistant,  18cr-  llni  -  (Cb+  SAE 

Welded,  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304)  Hi  SAE 

Welded,  Corrosion  Resistant,  19cr  -  lOni  (SAE  30304)  Hy  SAE 

Welder  (1955)  RWMA 

Welder  (1964)  RWMA 

Welder  (1964)  RWMA 

Welder  (1964)  RWMA 

Welder  (1964)  RWMA 

Welder  (1964)  RWMA 

Welder,  Portable  Type  (1964)  RWMA 

Welders,  Brazers,  and  Operators  (Boiler  and  Pressure  Ve  ASME 

Welders,  Press  Type,  Air  Operated  (1954)  RWMA 

Welding  and  Brazing  Procedures,  Welders,  Brazers,  and  O  ASME 

Welding  Apparatus  (1971)  ANSI  C87.1  NEMA 

Welding  Control  Stds.  (1969)  NEMA 

Welding  Corrosion  and  Heat  Resistant  Nickel  Base,  Consu  SAE 

Welding  Corrosion  and  Heat  Resistant  Nickel  Base,  Vacuu  SAE 

Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  R  SAE 

Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  R  SAE 

Welding  Electrodes,  Coated,  Steel,  Corrosion  and  Heat  R  SAE 

Welding  Ends  for  General  Service  (1970)  MSS 

Welding  Equipment  Standards  (1969)  ANSI 

Welding  Equipment  (1962)  RWMA 

Welding  Equipment  (1971)  NSA 

Welding  Equipment  (1971)  NSA 

Welding  Equipment  (1971)  '  NSA 

Welding  Equipment  (1971)  NSA 

Welding  Equipment  (3  Phase)  (1971)  NSA 

Welding  Fittings  (1970)  MSS 

Welding  Fittings  (1971)  MSS 
Welding  Fittings  (1971)                                                       Std.  ASTM 

Welding  for  Buildings  (1969)  CSI 

Welding  for  High  Temperature  Service  (1969)  ANSI  G37.2  ASTM 

Welding  Machine  (1971)  NSA 

Welding  Machine,  3  Phase  (1971)  NSA 

Welding  of  Heating  Boilers  (1971)  ASME 
Welding  of  Steel  Castings  (1969)  ANSI  52.6                      Rec.  Pr  ASTM 

Welding  of  Transition  Joints  Between  Ferritic  and  Auste  PFI 

Welding  Operations  in  Hangars  (1970)  NFPA 

Welding  Pract.  (1955)  RWMA 

Welding  Processes  and  Qualifications  for  Heating  Boiler  ASME 

Welding  Processes  (1971)  NFPA 

Welding  Rods,  Electrodes  and  Filler  Metals  for  Boiler  A  ASME 

Welding  Wire  (1970)  SAE 

Welding  Wire,  Color  Code  System  (1970)  SAE 

Welding  Wire,  Corrosion  and  Heat  Resistant  (18cr  -  llni  SAE 

Welding  Wire,  Line  Code  System  (1970)  SAE 

Welding  Wire;  Premium  Quahty  (1970)  SAE 

Welding  1.05cr  -  0.55ni  -  l.Omo  -  0.07v  (0.26  -  0.32c)  SAE 

Welding  1 .05cr-0.55ni-l  .0mo-0.07v  (0.34  -  0.40c)  Vacuum  SAE 
Welding  (1962)                                  Rec.  Rules  for  Repairs  of  NBBPV 
Welding  (1963)                       Electrode  Materials  for  Spot  Weld  RWMA 

Welding  (1969)  ANSI 
Welding  (1969)                                                                 Spec  AREA 
Welding  (1969)                                                          Std.  for  E  PFI 
Welding  (1969a)  ANSI  G24.26               /Spec,  for  High  Yield  Stre  ASTM 

Welding  (1971)  ASME 

Welding  (1971)  ASME 
Welding  (1971)                              Spec,  for  Steel  Welding  Wire  SAE 

Welding,  Corrosion  and  Heat  Resistant  Cobalt  Base  -  22c  SAE 

Welding,  Corrosion  and  Heat  Resistant  Nickel  Base  -  21.  SAE 

Welding,  Riveting,  Forging  and  Brazing  (1971)  ASME 

Welding,  Similar  and  Dissimilar  Metals  Using  Convention  RWMA 

Welding,  0.65si  -  1 .25cr  -  0.50mo  -  0.30v  (0.28  -  0.33c  SAE 

Weldments  for  HeaUng  Boilers  (1971)  ASME 
Welds  (1966)                                                                   St  PFI 

Welds  (1969)  ASTM 

Welds  (1969)  PFI 

Well  Casing  Centralizers  (1971)  API 

Well  Cement  Nomenclature  (1969)  API 

Well  Cements  and  Its  Additives  (1971)  API 

Well  Cements  and  Its  Additives  (1971 )  API 

Well  Data  Glossary  and  Unique  Well  Numbering  System  (19  API 

Well  Dimensions  of  Boats  (1969)  BIA 

Well  Dimensions  (Boats)  (1970)  ABYC 

Well  Dimensions  (1969)  BU 

Well  Dimensions  (1970)  ABYC 

Well  Measuring  Wire  (1970)  SWA 

Well  Numbering  System  (1966)  API 

Well  Perforators  (1971)  API 
Well  Service)  (1960)                                            Thread  Com  API 
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AMS5576D 

AMS5558A 

AMS5575G 

AMS5577B 

AMS5557C 

AMS5556B 

AMS5566E 

AMS5567A 

16-1.8 

16-1.2 

16-1.3 

16-1.5 

16-1.6 

16-1.7 

16-1.4 

BPVCIX 

16-1.31 

BPVCIX 

EWl 

IC2 

AMS5832A 

AMS5828A 

AMS5681B 

AMS5691C 

AMS5695B 

SP72 

C88.2 

16-1.9 

959 

961 

962 

964 

1444 

SP75 

SP43 

B361 

5010 

A216 

976 

967 

BPVCIVE 

A488 

ES23 

410E 

16-1.1 

BPVCIVHW6 
51B 

BPVCIIC 

AMS2813B 

AMS2816H 

AMS5680C 

AMS2815K 

AMS2814C 

AMS5027 

AMS5028 

♦2 

16-1.10 

Y32.3 

4-2-6,5 

ES21 

A514 

BPVC 

BPVCIVHW4 

AMS5680C 

AMS5801 

AMS5837A 

BPVC8-1-B 

16-1.10 

AMS6458D 

BPVCIVHW7 

ESI 

E390 

ES16 

lOD 

BULIOC 

lOA 

lOB 

BULD12 

112 

S12 

114 

S14 

•95 

BULD12 

RP43 

BUL5A2 
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Types)  (1971)  ANSI  B58.1 
71) 


Spec,  for  Drilling  and 

Test,  and  Rating  Deep 
Std.  for  Deep 
Test,  and  Rating  Deep 
Test,  and  Rating  Shallow 
Preventers  and  Wellhead  Fittings)  (1971 )  Spec,  for 

ipment  (Production  Valves,  Flanges,  Blowout  Preventers  and 
Designing  and  Constructing  Water 
Std.  for  Bushings  and 
nd  Placement  of  Reinforced  Concrete  Casings  for  Irrigation 
ty  and  Management  (/  a  Guide  to  Locating  and  Constructing 

(1967) 

tka  Spr/  Grade  Stamps  for  West  Coast  Lumber  (Douglas  Fir, 

t/  Std  Grading  Rules  for  West  Coast  Lumber  (Douglas  Fir, 

tern  Red  Cedar,  White  Fir  and  Sitka  Spr/  Grade  Stamps  for 

tern  Red  Cedar,  White  Fir  and  Sit/  Std.  Grading  Rules  for 

.  Test  Meth.  for  Sulfur  Dioxide  Content  of  the  Atmosphere 
pec.  for  Structural  Glued  Laminated  Timber  of  Douglas  Fir, 
ec.  for  Structural  Glued  Laminated  Timber,  of  Douglas  Fir, 

Std.  Grading  Rules  for 
Full  Length  Thermal  Process  Preservative  Treatment  of 
nd  Sidmg  Products  (1970) 

ve  Treatment  of  Incised  Pole  Butts  by  the  Thermal  Process, 
es  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock, 
ps  for  West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock, 
orms.  Pavements,  Driveways,  and  Interior  Floors  Exposed  to 
ulp  (1970) 

ce  (1970)  Std.  for 

Std.  Test  Meth.  for  Bauer  McNett 
test  Meth.  for  Determination  of  Organic  Matter  in  Soils  by 
9)  Std.  Meth.  of 

and  Determination  of  Soil  Constants  (196/  Std.  Meth.  for 

t  Type)  (1961)  Std. 
2)  Std. 
e  Pin  Types  (1969)  Std.  for 

Test  Meth.  for 

1968)  Std.  for 

als  with  Controlled  Wat/  Std.  Test  Meth.  for  Differential 

Rec.  for  Safe  Handling  and  Use  of  Nitrocellulose 
structural  Laminated  Wood  Products  for  Use  Under  Exterior 
Std.  Test  Meth.  for  Ply  Separation 
th.  for  Ply  Separation  of  Solid  and  Corrugated  Fiberboard 
form  (1971)  ANSI  L14.75  Test  Meth.  for  Evaluation  of 

Std.  for  Surface 

er  Rooms  (19/  Std.  for  Resilient  Artificial  Recreational 

(1970)  Std.  for  Oil  Bath,  Oil 

Std.  Meth.  for  Evaluation  of 
ANSI  L14.79  Test  Meth.  for 

es  (1970)  Std.  Meth.  of 

SI  Z 109. 1  1  Std.  Test  Meth.  for  Resistance  to 

Meth.  for 

Std.  for  the  Construction  and  Protection  of  Piers  and 

Std.  for  Steel 
Std.  for  Steel 
Test  Std.  for  Custom 
d  for  General  Requirements  for  Regular  Bicycles  Including 
fans (1969)  Std.  for 

Std.  for  Limit  Wear  Gages  for  Condemning  A.A.R. 
Std.  for  Limit  Wear  Gages  for  Condemning  A.A.R. 
verhead  Guard,  Back  Rest,  Moving  Chains,  Cables,  Steering, 
spec,  and  Test  Meth.  for  Rubber  Boots  for  Use  on  Drum  Type 
(1970)  Std.  for  Fifth 

Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted 
nt  Disk  Wheels  (1970)  SAE  J714a 
(1966) 

(1968)  Extra  Wide  Single  Tire  Rim  and 

Rec.  Pract.  for  Truck  Tractor  Fifth 
Rec.  Pract.  for  Seat  and 
Std.  for  Axle  for  Freight  Cars;  Roller  Bearing,  Raised 
Std.  for  Axle  for  Freight  Cars;  Plain  Bearing,  Raised 
Std.  for  Axle  for  Passenger  Cars;  Roller  Bearing,  Raised 
r  Axle  for  Passenger  (Railway)  Cars;  Plain  Bearing,  Raised 
Agricultural  Planter  Press 
Rec.  Pract.  for  Brake  Test  Procedure  for  Industrial 
r  Three  Point  F/  Attachment  of  Implements  to  Agricultural 

ee  Link  Attachment  for  Hitching  Implements  to  Agricultural 
Std.  for  Operator  Protection  for 
SAE  J333  Operator  Protection  for 

Operator  Protection  for 
tractors,  Ta/  Std.  for  Tires  and  Rims  (Steering  and  Drive 

Std.  for  Limiting  Design  Dimensions  for  Hand  Brake  Sheave 
Std.  for  A-33  Steel  Freight  Car 
Std.  for  Ca-33  Steel  Freight  Car 
Std.  for  K-33  Steel  Freight  Car 


Well  Servicing  Structures  (1970)  API  4E 

Well  Strainer  Wire  (1962)  SWA  •147 

Well  Submersible  Water  System  Pumps  (1971)  WSC  '4 

Well  Vertical  Turbine  Pumps  (Line  Shaft  and  Submersible  AWWA  ElOl 

Well  Water  System  Pumps  Excluding  Submersible  Pumps  (19  WSC  *i 

Well  Water  System  Pumps  (1971)  WSC  *2 

Wellhead  Equipment  (Production  Valves,  Flanges,  Blowout  API  6A 

Wellhead  Fittings)  (1971)  Spec,  for  Wellhead  Equ  API  6A 

Wells  for  Irrigation  (1970)  ASAE  R233T 

Wells  for  Temperature  Sensing  Elements  (1963)  SAMA  PMC17-10 

Wells  (1967)  Manufacture  A  ASAE  R266 

Wells,  Sizing  Water  Systems,  and  Water  Treatment,  Quali  WSC  *1 

Werle  Test  Meth.  for  Adhesiveness  of  Gummed  Paper  Tape  GIA  203 

West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Si  WCLIB  *\ 

West  Coast  Hemlock,  Western  Red  Cedar,  White  Fir  and  Si  WCLIB  16 

West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Wes  WCLIB  M 

West  Coast  Lumber  (Douglas  Fir,  West  Coast  Hemlock,  Wes  WCLIB  16 

(West  Gaeke  Meth.)  (1970)  Tent  ASTM  D29I4T 

Western  Larch,  Southern  Pine  and  California  Redwood  (19  AITC  117 

Western  Larch,  Southern  Pine  and  California  Redwood  (19  AITC  203 

Western  Lumber  (1970)  WWPA  *23 

Western  Red  Cedar  and  Alaska  Yellow  Cedar  Poles  (1971)  AWPA  C8-71 

Western  Red  Cedar  Grade  Guide;  Spec,  for  Clear  Lumber  A  WWPA  *21 

Western  Red  Cedar,  Northern  White  Cedar  and  /Reservati  AWPA  C7-71 

Western  Red  Cedar,  White  Fir  and  Sitka  Spruce)  (1970)  WCLIB  16 

Western  Red  Cedar,  While  Fir  and  Sitka  Spruce)  (1971)  WCLIB  *1 

Wet  and  Dry  Conditions  (1970)  ANSI  09.1  /Exposed  Platf  ASTM  D52 

Wet  Ash  Meth.  for  Determining  Silicates  and  Silica  in  P  TAPPI  T245 

Wet  Barrel  Fire  Hydrants  for  Ordinary  Water  Works  Servi  AWWA  C503 

Wet  Classification  of  Asbestos  Fiber  (1970)  ASTM  D2589 
Wet  Combustion  (1970)                                                      Std.  AASHO  TI94 

Wet  Preparation  of  Disturbed  Soil  Samples  for  Test  (194  AASHO  T146 

Wet  Preparation  of  Soil  Samples  for  Grain  Size  Analysis  ASTM  D2217 

Wet  Process  Porcelain  Insulators  (High  Voltage  Line  Pos  ANSI  C29.7 

Wet  Process  Porcelain  Insulators  (Suspension  Type)  (196  ANSI  C29.2 

Wet  Process  Porcelain  Insulators;  Low  and  Medium  Voltag  ANSI  C29.5 

Wet  Strength  of  Paper  (Mullen  Tester)  (1971)  TAPPI  UM-401 

Wet  Tensile  Breaking  Strength  of  Paper  and  Paperboard  TAPPI  T456 

Wet  Tracking  Resistance  of  Electrical  Insulating  Materi  ASTM  D2302 

(Wet  Types)  (1970)  MCA  SD96 

(Wet  Use)  Exposure  Conditions  (1970)  /or  Adhesives  for  ASTM  D2559 

(Wet)  of  Solid  and  Corrugated  Fiberboard  (1969)  ASTM  D1028 

(Wet)  (1970)  Test  Me  TAPPI  T8I2 

Wettability  Applicable  to  Fabrics  and  Textiles  in  Yarn  AATCC  39 

Wettability  of  Paper  (Angle  of  Contact  Meth.)  (1970)  TAPPI  T458 

(Wetted)  Surfaces  for  Use  Around  Swimming  Pools  and  Lock  NSF  39 

Wetted,  Dry,  Multistage  (Vehicle)  Air  Cleaner  Test  Code  SAE  J726B 

Wetting  Agents  by  the  Skein  Test  (1968)  ASTM  D2281 

Wetting  Agents  for  Mercerization  of  Cotton  Yarns  (1971 )  AATCC  43 

Wetting  and  Drying  Test  of  Compacted  Soil  Cement  Mixtur  AASHO  T135 

Wetting  of  Garment  Type  Leathers  (Spray  Test)  (1969)  AN  ASTM  D1913 

Wetting  Shipping  Sack  Paper  for  Test.  (1967)  TAPPI  T501 

Wetting  Time  of  Pulp  (Disk  Flotation)  (1971)  TAPPI  UM-208 

Wharves  (1971)  NFPA  87 

Wheel  A-28  (Railway  Cars)  (1970)  '  AAR  MSRP-G-28A 

Wheel  A-30  (Railway  Cars)  (1970)  AAR  MSRP-G-29 

Wheel  Adapters  for  Vehicles  (1971)  SEMA  8-1 

Wheel  Assembly,  Chainguards,  Saddle  Braces,  Pedal  Clear  BMA  6/5 

Wheel  Diameters  and  Outlets  Areas,  Tubular  Centrifugal  AMCA  2411 

Wheel  Gages  (Railway  Cars)  (1956)  AAR  MSRP-B-114 

Wheel  Gages  (Railway  Cars)  (1970)  AAR  MSRP-B-113 

Wheel  Guards,  Tilt  Mechanism,  Overtravel  Limits,  Warnin  ITA  4G1-4 

Wheel  HydrauUc  Brake  Actuating  Cylinders  (1971)  SAE  J65A 

Wheel  Kingpin  for  Commercial  Trailers  and  Semitrailers  SAE  J700B 

Wheel  Mandrels  (1970)  ANSI  B74.9 

Wheel  Mounting  Elements  for  Agricultural  (Farm)  Equipme  ASAE  R218.1 

Wheel  Mounting  Elements  for  Farm  Equipment  Disc  Wheels  SAE  J714A 

Wheel  Mounting  for  Rear  Axles  for  Vehicles;  Rec.  Pract.  SAE  J876A 

Wheel  Pick  Up  Ramps  (1970)  TTMA  RP8-64 

Wheel  Relation  on  Boats  (1965)  BIA  153 

Wheel  Seat  (Railway)  (1970)  AAR  MSRP-D-11 

Wheel  Seat  (Railway)  (1970)  AAR  MSRP-D-12 

Wheel  Seat  (1970)  AAR  MSRP-D-81 

Wheel  Seat  (1970)  Std.  Fo  AAR  MSRP-D-79 

Wheel  Tires  (1966)  ASAE  S224.1 

Wheel  Tractors  and  Equipment  (1970)  SAE  J181 

Wheel  Tractors  Equipped  with  Quick  Attaching  Coupler  Fo  ASAE  S278.2 

Wheel  Tractors  (1971)  SAE  J715  Three  Point  Fr  ASAE  S217.7 

Wheel  Type  Agricultural  and  Industrial  Tractor  (1970)  SAE  J333A 

Wheel  Type  Agricultural  and  Industrial  Tractors  (1970)  ASAE  S305.1 

Wheel  Type  Agricultural  and  Industrial  Tractors  (1970)  ASAE  S305.2 

Wheel  Types)  for  Agricultural  and  Industrial  Vehicles:  TRA  4 

Wheel  (Railway  Cars)  (1970)  AAR  MSRPE22B.2 

Wheel  (Railway)  (1970)  AAR  MSRP-G-30A 

Wheel  (Railway)  (1970)  AAR  MSRP-G-31A 

Wheel  (Railway)  (1970)  .  AAR  MSRP-G-32A 
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Sid.  for  Ck-33  Steel  Freight  Car 
Std.  for  N-33  Steel  Freight  Car 
Std.  for  Cn-33  Steel  Freight  Car 
operator  Controls  on  Agricultural  Equipment  and  Industrial 
Safety  for  Farm  (Agricultural)  Equipment  and  Industrial 
ract.  for  Safety  for  Agricultural  Equipment  and  fndustrial 
for  Three  Point/  Attachment  of  Implements  to  Agricultural 

t  Free  Link  Hitch  Attachment  of  Implements  to  Agricultural 

Rec.  Pract.  for  Trailer 

rs  (1971)  Rec.  Pract.  of  Labeling  for  Disc 

Std.  Markings  for  Identifying  Grinding 
Nomenclature  for 
Standardization  of  Steel 
s.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange  Steel 
s.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange  Steel 
throat  Radius  Gage  for  New  One  Wear  Wrought  and  Cast  Steel 
Spec,  for  Wrought  Carbon  Steel 
Std.  Spec,  for  Cast  Steel 
s  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia. 
Rec.  Pract.  for  Witness  Groove  for  Multiple  Wear  Diesel 
s.  Height  and  Throat  Radius  Gage  for  New  Wide  Flange  Steel 
Steel  Products  Manual  for  Wrought  Steel 
Tractor  and  Implement  Disc 
Wheel  Mounting  Elements  for  Farm  Equipment  Disc 
achine  Mounting  Spec,  for  Abrasive  Discs  and  Plate  Mounted 

Model  Railroad 

Spec,  for  Shapes,  Sizes  and  Identification  of  Mounted 
Safety  Code  for  the  Use,  Care,  and  Protection  of  Abrasive 
ormance  Requirements  and  Test  Procedures  for  Passenger  Car 
sk  Halves  for  Agricultural  (Farm)  Equipment  Press  and  Gage 
Agricultural  (Farm)  Tractor  and  Equipment  Disk 
1  Mounting  Elements  for  Agricultural  (Farm)  Equipment  Disk 
Test  Std.  for  Custom  Constructed  Passenger  Car 
ars  (1970)  Spec,  for 

9)  Rec.  Tolerances  for  Spoke  Type 

s  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  33  In.  Dia. 
ns  for  Freight  Car  Trucks  -  Single  Shoe  Brakes,  36  in  Dia. 
ight  Car  Trucks  -  Single  Shoe  Brakes,  38  In.  Dia.  One  Wear 
est  Procedures  (1970)  Rec.  Pract.  for  Pressed  Steel 

Meth.  for  Determining  Overrun  of  Food  Aerosols  Such  As 
Std.  for  Analysis  of  Soda  and  Sulfate 
Std.  Spec,  for 
Std.  Test  Meth.  for  Color  Change  of 
Butts  by  the  Thermal  Process,  Western  Red  Cedar,  Northern 
umber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar, 
umber  (Douglas  Fir,  West  Coast  Hemlock,  Western  Red  Cedar, 

Std.  Spec,  for 
Std.  Spec,  for  Basic  Carbonate 
Std.  Spec,  for 

pract.  for  Calibration  of  Densitometers  Used  for  Black  and 
Std.  Meth.  of  Test  for  Antimony  Oxide  in 
Std.  Test  Meth.  for  Sulfide  Sulfur  in 
Std.  Meth.  for  Sulfur  Dioxide  in 
Meth.  for  Preparation  of  Reference  High  Reflectance 
Meth.  of  Determining  the  Resistance  of  Chrome  Tanned 
Std.  Test  Meth.  for  Resistance  of  Chrome  Tanned 
Rec.  Pract.  for  Judging  Black  and 
Std.  for  Measuring,  Sampling,  and  Analyzing 
Std.  Meth.  for  Flexural  Properties  of  Ceramic 
Tent.  Definitions  of  Terms  Relating  to  Ceramic 
Std.  Test  Meth.  for  Fire  Retardance  of  Paints  (Stick  and 
Std.  Meth.  of  Test  for  Trace  Quantities  of  Total  Sulfur 
Std.  Test.  Procedure  for  Oil 
Rec.  Pract.  for  the  Test  Meth.  for 
ec.  Pract.  for  Dimensions  Affecting  Interchange  of  102  In. 
um  Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
um  Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
um  Flange  Thickness,  Height  and  Throat  Radius  Gage  for  New 
for  Vehicles;  Rec.  Pract.  (1968)  Extra 
.  of  Test  for  Evaporation  Loss  of  Lubricating  Greases  Over 
Rec.  Pract.  for  Preferred  Axle  Track  for  102  In. 

Safe  Loads  in  Pounds  Per  Inch  in 
Determining  the  Cutting 
Std.  for  Operating  Limits  for  Single 
Meth.  of  Measurement  for  Determining 
Std.  Uniform  Platform 
Meth.  of  Measuring  the  Length  and 
Meth.  of  Measurement  for  Determining 
Agricultural  Tractor  Belt  Speed  and  Pulley 
Tractor  Belt  Speed  and  Pulley 
Rec.  Pract.  for 
Std.  for  Rating  of  Worm  and  Spur  Gear 


Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 
Whee 


(Railway)  (1970) 

(Railway)  (1970) 

(Railway)  (1970) 
ed  Equipment  (1969) 
ed  Equipment  (1969)  SAE  J208 

ed  Equipment  (1970)  Rec.  P 

ed  Tractors  Equipped  with  Quick  Attaching  Coupler 
ed  Tractors  (1966)  Std.  for  Three  Poin 

s  and  Bearings  for  Boats  (1969) 

s  and  Demountable  Rims  of  Trucks,  Buses  and  Traile 
s  and  Other  Bonded  Abrasives  (1970) 
s  and  Rims  Used  in  Truck  Bus  and  Trailers  (1969) 
s  and  Their  Designs  (Railway  Cars)  (1971) 
s  as  Shown  on  Plate  B-42i  (Railway  Cars)  (1970) 
s  as  Shown  on  Plate  B-42i  (Railway  Cars)  (1970) 
s  as  Shown  on  Plate  B-42j  (Railway  Cars)  (1956) 
s  for  Locomotives  and  Railway  Cars  (1970) 
s  for  Railway  Service  (1971) 
s  6  1/2  X  12  In.  Journals  (Railway)  (1970) 
s  (Railway  Cars)  (1970) 


/Nsion 

/  Maximum  Flange  Thicknes 


Std. 

Impact  Perf 
Interchangeability  of  Di 

Whee 


69)/ 
69) 


69) 


s  (Railway  Cars)  (1970) 
s (1961) 
s  (1962) 
s (1966) 
s  (1969) 
s  (1969) 
s (1970) 
s  (1970) 
s  (1970) 
s (1970) 

s  (1970)  SAE  J712 
s  (1970)  SAE  J714a 
s (1971) 

s.  Cast  Carbon  Steel  for  Locomotives  and  Railway  C 
s.  Demountable  Rims,  and  Spacers;  Rec.  Pract.  (196 
s,  5  X  9  In.,  5  1/2  X  10  In.  and  6  X  1 1  In.  Jouma 
s,  6  1/2  X  12  In.  Journals  (Railway)  (1970)  /Nsio 
s,  7  X  12  In.  Journals  (Railway)  (1970)  /  for  Fre 

s,  (Passenger  Cars)  Performance  Requirements  and  T 
Whipped  Cream  (1971) 
White  and  Green  J,iquors  (1968) 
White  and  Tinted  Ready  Mixed  Paint  (1970) 
White  Architectural  Enamels  (R1969) 

White  Cedar  and  /Reservative  Treatment  of  Incised  Pole 

White  Fir  and  Sitka  Spruce)  (1970)  IS  for  West  Coast  L 

White  Fir  and  Sitka  Spruce)  (1971)  /S  for  West  Coast  L 

White  Floating  Toilet  Soap  (1969)  ANSI  K60.4 
White  Lead  (R1969)  AASHO  M122,  ANSI  K23.1 
White  Metal  Bearing  Alloys  (1966)  ANSI  H39.1 
White  Photographic  Density  Measurement  (1970) 
White  Pigment  Separated  From  Solvent  Type  Paints  (1968) 
White  Pigment  Separated  From  Solvent  Type  Paints  (1968) 
White  Pigment  Separated  From  Solvent  Type  Paints  (1968) 
White  Powder  Tablets  (1968) 

White  Shoe  Upper  Leather  to  Artificial  Perspiration  (19 
White  Shoe  Upper  Leather  to  Artificial  Perspiration  (19 
White  Toned  Prints  (1967) 
White  Waters  (1961) 
Whiteware  Materials  (1971) 
Whitewares  and  Related  Products  (1960) 


AAR 

AAR 

AAR 

ASAE 

ASAE 

SAE 

SAE 

SAE 

BIA 

SAE 

ANSI 

SAE 

AAR 

AAR 

AAR 

AAR 

AAR 

ASTM 

AAR 

AAR 

AAR 

AISl 

SAE 

SAE 

ANSI 

NMRA 

ANSI 

ANSI 

SAE 

ASAE 

ASAE 

ASAE 

SEMA 

AAR 

SAE 

AAR 

AAR 

AAR 

SAE 

CSMA 

TAPPI 


MSRP-G-33A 

MSKP-G-34A 

MSKP-G-35A 

R335 

R318.1 

J208 

J909A 

J715C 

205 

J179A 

B74.13 

J393 

MSRP-G-21 

MSRP-B-96 

MSRP-B-96A 

MSRP-B-96B 

MSRP-M-107 

A583 

MSRP-D-8A 
MSRP-GI5 
MSRP-B-42I 
1 1 

J712 
J714A 

B5.35 
S4 

B74.7 

B7.1 

J175 

R221 

R219.1 

R218.1 

5 

MSRP-M-208 
J851 

MSRP-D-7 

MSRP-D-8 

MSRP-D-8B 

J328A 

AG*31 

T624 


Rec. 


AASHO  M70 
ASTM  D1543 
AWPA 
WCLIB 
WCLIB 
ASTM 
ASTM 
ASTM 
SMPTE 
ASTM 


rdly  Inclined  (1969/ 


971) 


Repair  Procedures  for 
Std.  for  Design 

Designing  (Farm)  Buildings  to  Resist  Snow  and 


ck  Method)  (1965) 
ckbold  and  Beckman  Combustion  Apparatus)  (1970) 
eking  Fibre  Motor  Oil  Cans  (1970) 
eking  of  Automotive  Fabrics  and  Fibrous  Materials  (19 
de  Doubles  Trailers  (1970) 

de  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railw 

de  Flange  Steel  Wheels  as  Shown  on  Plate  B-42i  (Railw 

de  Flange  Steel  Wheels  (Railway  Cars)  (1970)  /  Maxim 

de  Single  Tire  Rim  and  Wheel  Mounting  for  Rear  Axles 

ide  Temperature  Range  (1970)  Std.  Meth 

de  Trailers  (1970) 

dth  and  Spans  of  Limestone  Lintels  (1967) 

dth  and  the  Designated  Weight  of  Disk  Harrows  (1970) 

dth  Centrifugal  Fans,  Ventilating  Airfoils  and  Backwa 

dth  of  Bed  Pillows  (1968) 

dth  of  Flat  Cars  (Railway)  (1968) 

dth  of  Mattress  Pads  (1968) 

dth  of  Mattress  Pads  (1968) 

dth  (1966)  SAE  J720 

dth  (1967) 

nch  Assembly  on  Boats  (1969) 
nches  (1970) 

nd  Damage  to  Built  Up  Roof  Covering  (1968) 
nd  Damaged  Built  Up  Roof  Coverings  Over  Steel  Deck  (1 
nd  Loads  for  Walls  of  Rectangular  Buildings  (1967) 
nd  Loads  (1969) 


C7-71 
16 
*I 

D499 
D81 
B23 
RP15 
D2350 
D2351 
D2352 
T672 
E61 
D2322 
•1 

T656 
C674 
C242T 
D1361 
D2785 
CI24 
J913 
RP31-70 
MSRP-B-96 
MSRP-B-96A 
MSRP-B-42I 
J876A 
D2595 
RP30-70 
•8.31 
S290 
2408 
ABFLO  J-3 
AAR  MSRP-C-24 
ABFLO  J-4 
ABFLO  J-5 
ASAE  S210.2 
J720 
209 
J706A 
10-37 
LPDl-48 


ASTM 

ASTM 

TAPPI 

ALCA 

ASTM 

PSA 

TAPPI 

ASTM 

ASTM 

ASTM 

ASTM 

CCTI 

SAE 

TTMA 

AAR 

AAR 

AAR 

SAE 

ASTM 

TTMA 

ILIA 

ASAE 

AMCA 


SAE 
BL\ 
SAE 
FMS 
EMS 


NAAMMWL-IO-T 
ASAE  R288.2 
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(1969) 
.1 

ent,  Utility)  (1969) 


pose  Vehicles  (1971) 


r  Windows,  Curtain  Walls,  and  Doors  Under  the  Influence  of 
70)  Safety  Std.  Test  Meth.  for 

Std.  Designation  of  a  and  B 
Std.  for  Fire  Tests  of 
Safely  Std.  for  Fire  Tests  of 
Std.  Safety  Code  for 
ermining  the  Holding  Strength  of  Fastening  Devices  Used  in 
Meth.  for  Envelope  Seal,  Seam,  and 
Steel 

Spec,  for  Aluminum 
Spec,  for  Continuous  (Steel) 
Spec,  for  Residential  Steel 
Spec,  for  Metal 
Spec,  for  Architectural  Projected  Steel 
Spec,  for  Commercial  Projected  Steel 
Aluminum  Tubular  Frame  Screens  for 
Spec,  for  Double  Hung  Light  Type  Steel 
d  Intermediate,  Heavy  Intermediate  and  Heavy  Custom  Steel 
Std.  Meth.  of  Wear  Test.  Rotary  Operators  for 
Pr/  Std.  Meth.  of  Test  for  Water  Penetration  of  Exterior 

Std.  Meth.  of  Test  for  Structural  Performance  of  Exterior 

Std.  for  Fire  Doors, 

e(l969)  Rec.  Spec,  for  Steel 

ial  Use  (1969)  Rec.  Spec,  for  Steel 

for  Trucks,  Buses  and  Multipurpose  Vehic/  Rec.  Pract.  for 

Buses  and  Multipurpose  Vehicles  (1969) 

Electric 
Rec.  Pract.  for 
Rec.  National  Building  Code  Provisions  for 
Rec.  Pract.  for  Instrument  Panel  Arrangement  for  Fixed 
Std.  for  Square  and  Hex  and 
Nonlocking  (1970)  Bolt,  100  Deg.  Reduced  Head,  Tri 

Std.  Part  Bit,  Screwdriver,  Tri 
970)  Bolt,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri 

Screw,  Hex  Head,  Tri 
Nonlocking  (1970)  Screw,  100  Deg.  Head,  Tri 

197/  Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri 

Screw,  Hex  Head,  Tri 

nlocking  (1970)  Screw,  100  Deg.  Oval  Head,  Tri 

onlocking  (1970)  Screw,  100  Deg.  Head,  Tri 

70)  Bolt,  Pan  Head.  Close  Tolerance,  Short  Thread,  Tri 

70)  Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri 

ong  Thread,  Self  Locking  and  No/  Bolt,  100  Deg.  Head,  Tri 

Self  Locking  and  Nonlocking  (1/  Bolt,  100  Deg.  Head,  Tri 

,  Self  Locking  and  Nonlocking  (/  Bolt,  100  Deg.  Head,  Tri 

elf  Locking  and  Nonlocking  (197/  Bolt,  100  Deg.  Head,  Tri 

self  Locking  and  Nonlocking  (19/  Boll,  100  Deg.  Head,  Tri 

nonlocking  (1970)  Bolt,  100  Deg.  Reduced  Head,  Tri 

rt  Thread,  Self  Locking  and  Nonlockin/  Bolt,  100  Deg.  Tri 

ort  Thread,  Nonlocking  /  Boll,  100  Deg.  Reduced  Head,  Tri 

nlock/  Boll,  Pan  Head,  Close  Tolerance,  Short  Thread,  Tri 

nlo/  Screw,  Machine  Flat  Fillister  Head,  Full  Thread,  Tri 

eking  and  Nonlocking  (1970)  Screw,  100  Deg.  Tri 

king  (1970)  Screw,  Hex  Head,  Tri 

Std.  for  Screws:  Machine.  Slotted  Head  Cap,  Thumb  and 

Bit,  Screwdriver,  Tri 
Electric  Windshield 

es(1971)  Rec.  Pract.  for  Windshield 

Spec,  for  Dental  Wrought  Gold 
0)  Rec.  Std.  for  Core 

Elect/  Cross  Linked  Thermosetting  Polyethylene  Insulated 

for  Crosslinked  Thermosetting  Polyethylene  Insulation  for 
for  Crosslinked  Thermosetting  Polyethylene  Insulation  for 
Spec,  for  Weather  Resistant 
(Vinyl  Chloride)  Jacket  Compound  for  Electrical  Insulated 
td.  Spec,  for  Polyethylene  jacket  for  Electrical  Insulated 
Sid.  Spec,  for  Extra  Heavy  Duty  Black  Neoprene  Jacket  for 
Std.  Spec,  for  Polyethylene  Insulated 
trile  Butadiene  Poly  (Vinyl  Chloride)  (NBR/PVO)  Jacket  for 
std.  Spec,  for  Ozone  Resisting  Butyl  Rubber  Insulation  for 
Sid.  Spec,  for  Vinyl  Chloride  Plastic  Insulation  for 
Std.  Spec,  for  Vinyl  Chloride  Plastic  Insulation  for 
Std.  Aerospace 

pper  Alloy  Mill  Products;  Including  Flat  Products,  Rod  and 
1970)  Nickel  Copper  Alloy 

1970)  Copper  Nickel  Alloy 

70)  Gold 
Steel  Products  Manual  for  Alloy  Steel 
Std.  Spec,  for  Aluminum  Alloy  Rivet  and  Cold  Heading 
(Steel  Products  Manual) 
Rec.  Pract.  for  Hard  Drawn  Mechanical  Spring 
t.  for  Oil  Tempered  Chromium  Vanadium  Valve  Spring  Quality 
rec.  Pract.  for  Oil  Tempered  Chromium;  Silicon  Alloy  Steel 
Rec.  Pract.  for  Music  Steel  Spring 
c.  Pract.  for  Hard  Drawn  Carbon  Steel  Valve  Spring  Quality 
the  Relative  Stiffness  of  Leather  by  Means  of  a  Torsional 


Wind  Loads  (1970)  /R  Structural  Performance  of  Exlerio  ASTM 

Wind  Resistance  of  Prepared  Roof  Covering  Materials  (19  UL 

Windings  for  Motion  Picture  Raw  Stock  (1969)  ANSI 

Window  Assemblies  (1970)  NFPA 

Window  Assemblies  (1970)  ANSI  A2.6  UL 

Window  Cleaning  (1969)  ANSI 
Window  Frames  (1970)                        Wood  Test  Meth.  for  Del  NWMA 

Window  Patch  Test.  (1969)  TAPPI 

Window  Spec,  for  Projected.  Casement  and  Pivoted  Types  SWI 

Windows  for  Residential  Type  Buildings  (1970)  ANSI  A134  AAMA 

Windows  Top  Hung  (1969)  SWI 

Windows  (Casement.  Roto  and  Simplex  Types,  Ranch,  Basem  SWI 

Windows  (for  Commercial  Construction)  (1971)  NAAMMSW-1 

Windows  (Guard,  Psychiatric  and  Awning)  (1969)  SWI  C.l 

Windows  (Security)  (1969)  SWI  E.l 

Windows  (1968)  SCRMA  SMR1003 

Windows  (1969)  SWI 
Windows  (1969)                                                  Spec,  for  St  SWI 

Windows  (1970)  ASTM 

Windows,  Curtain  Walls,  and  Doors  by  Uniform  Static  Air  ASTM 

Windows,  Curtain  Walls,  and  Doors  Under  the  Influence  O  ASTM 

Windows,  Glass  Blocks  and  Shutters  (1970)  NFPA 

Windows;  Cold  Rolled,  for  Residential  and  Commercial  Us  SWI 

Windows;  Semi  Intermediate,  for  Residential  and  Commerc  SWI 

Windshield  Defrosting  Systems  Performance  Requirements  SAE 

Windshield  Defrosting  Systems  Test  Procedure  of  Trucks,  SAE 

Wmdshield  Wiper  Switch  (1969)  SAE 

Windshield  Wiper  Systems  for  Trucks,  Buses  and  Multipur  SAE 

Windstorm  Resisting  Construction  (1956)  AIA 

Wing  Aircraft  Under  12,  500  Lb  (1970)  SAE 

Wing  Nuts  (1970)  IFI 

Wing  Recess  Close  Tolerance.  Alloy  Steel,  Short  Thread,  NSA 

Wing  Recess  (1971)  NSA 

Wing  Recess,  Alloy  Steel  Self  Locking  and  Nonlocking  (1  NSA 

Wing  Recess,  Alloy  Steel,  Full  Thread,  Nonlocking  (1970  NSA 

Wing  Recess,  Alloy  Sleel,  Full  Thread,  Self  Locking  and  NSA 

Wing  Recess,  Alloy  Sleel,  Self  Locking  and  Nonlocking  NSA 

Wing  Recess,  A286  CRES,  Full  Thread  Nonlocking  (1970)  NSA 

Wing  Recess,  A286  CRES.  Full  Thread  Self  Locking  and  No  NSA 

Wing  Recess.  A286  CRES.  Full  Thread.  Self  Locking  and  N  NSA 

Wmg  Recess.  A286  CRES.  Self  Locking  and  Nonlocking  (19  NSA 

Wing  Recess,  A286  CRES,  Self  Locking  and  Nonlocking  (19  NSA 

Wing  Recess,  Close  Tolerance  6al-4v  Titanium  a  Alloy,  L  NSA 

Wing  Recess,  Close  Tolerance,  Alloy  Sleel,  Long  Thread,  NSA 

Wing  Recess,  Close  Tolerance,  Alloy  Sleel,  Short  Thread  NSA 

Wing  Recess,  Close  Tolerance,  A286  CRES,  Long  Thread,  S  NSA 

Wing  Recess.  Close  Tolerance.  A286  CRES.  Short  Thread.  NSA 

Wing  Recess,  Close  Tolerance,  A286  CRES,  Short  Thread.  NSA 

Wing  Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy  Sho  NSA 

Wing  Recess,  Close  Tolerance,  6al-4v  Titanium  Alloy,  Sh  NSA 

Wing  Recess,  Titanium  Alloy  6al-4v,  Self  Locking  and  No  NSA 

Wing  Recess,  Titanium  Alloy,  6al-4v  Self  Locking  and  No  NSA 

Wing  Recess,  6al-4v  Titanium  Alloy,  Full  Thread  Self  Lo  NSA 

Wing  Recess.  6al-4v  Titanium  Alloy.  Full  Thread.  Nonloc  NSA 

Wing.  Miniature  and  Wood  Types  (1970)  IFI 

Wing,  Spec,  for  (1970)  NSA 

Wiper  Switch  (1969)  SAE 

Wiper  Systems  for  Trucks,  Buses  and  Multipurpose  Vehicl  SAE 

Wire  Alloy  (1962)  ANSI  Z156.7  ADA 

Wire  Aluminum  Coated  (Aluminized)  Steel  Reinforced  (197  SWA 

Wire  and  Cable  for  the  Transmission  and  Distribution  of  NEMA 
Wire  and  Cable  Rated  0  to  2000v  (1970)  Std.  Spec.  ASTM 
Wire  and  Cable  Rated  2001  to  15,  OOOv  (1970)              /Td.  Spec.  ASTM 

Wire  and  Cable  (Neoprene  Type)  (1954)  ANSI 
Wire  and  Cable  (1967)                                   Std.  Spec,  for  Poly  ASTM 

Wire  and  Cable  (1968)  ASTM 

Wire  and  Cable  (1969)  ASTM 

Wire  and  Cable  (1970)  ASTM 
Wire  and  Cable  (1970)               /.  for  Extra  Heavy  Duly  Acryloni  ASTM 

Wire  and  Cable  (1970)  ANSI  C8.37  ASTM 

Wire  and  Cable,  60c  Operation  (1968)  ANSI  C8.45  ASTM 

Wire  and  Cable,  75c  Operation  (1968)  ASTM 

Wire  and  Cables  Meth.  of  Test.  (1971)  SAE 
Wire  and  Pipe  and  Tubes  Std.  Handbook  (1968)           /R  and  Co  CDA 

Wire  and  Ribbon  67ni-30cu  for  Electronic  Applications  SAE 

Wire  and  Ribbon  78cu-22ni  for  Electrical  Applications  SAE 

Wire  and  Ribbon  99.97au  for  Electronic  Applications  (19  SAE 

Wire  and  Rods  (1967)  AISI 

Wire  and  Rods  (1970)  ANSI  H38.12  ASTM 

Wire  and  Rods,  Carbon  Steel  (1963)  AISI 

Wire  and  Springs  (1969)  SAE 
Wire  and  Springs  (1969)                                           Rec.  Prac  SAE 

Wire  and  Springs  (1970)  SAE 

Wire  and  Springs  (1970)  SAE 
Wire  and  Springs  (1970)  Re  SAE 
Wire  Apparatus  (1969)            .             Tent.  Meth.  for  Measuring  ASTM 


E330 
997 

PH22.75 

257 

9 

A39.1 
M-4 
T516  . 
A.I 
302.7 

F.  l 

G.  l 


H.I 
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E405 
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80 

J.l 
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4400-16 

4204-16 

4500-16 

4803-16 

4600-16 

4903-16 
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5500-6 
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SEC.F 

4001 
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JI98 

7 

•29.2 
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D2655 

D2656 
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D2308 

D2819 

D135I 

D2708 

D1352 

D2219 
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AS1I98 
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15 
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Component  Std.  for  Electrical 

W 

re  Assemblies  Vehicle  Air  Conditioners  (1967) 

IMACA 

307 

Crete  (1970)                                                         Spec.  Steel 

W 

re  Bar  Supports  Used  to  Position  Reinforcement  in  Con 

CRSI 

•1.3.1 

Std.  Spec,  for  Phosphorus  Deoxidized  Copper 

W 

re  Bars,  Billets,  and  Cakes  (1970) 

ASTM 

B379 

Std.  Spec,  for  Oxygen  Free  Electrolytic  Copper 

W 

re  Bars,  Billets,  and  Cakes  (1970)  ANSI  H23.1 1 

ASTM 

BI70 

Std.  for  Thermocompression 

W 

re  Bonding  for  Semiconductor  Devices  (1971) 

SAE 

ASI190 

Std.  for  Power  Steering  Pressure  Hose, 

W 

re  Braid  (1970) 

SAE 

J190 

Std.  Meth.  for  Measuring  Diameter  of  Fine 

w 

re  by  Weighing  (1970)  ANSI  Z151.1 

ASTM 

F205 

Std.  Spec,  for 

w 

re  Cloth  Sieves  for  Test.  Purposes  (1970)  ANSI  Z23.1 

ASTM 

Ell 

Std.  Test  Meth.  for  Adhesion  of  Vulcanized  Rubber  to 

w 

re  Cord  (1968) 

ASTM 

D2229 

Std.  Spec,  for  Welded  Steel 

w 

re  Fabric  for  Concrete  Reinforcement  (1969)  ANSI  G45. 

ASTM 

A185 

Std.  Spec,  for  Welded  Deformed  Steel 

w 

re  Fabric  for  Concrete  Reinforcement  (1969)  ANSI  G45. 

ASTM 

A497 

Welded 

w 

re  Fabric  (1970) 

CRSI 

♦1.2.1 

of  Bare  Soft  Square  and  Rectangular  Copper  Wire  for  Magnet 

w 

re  Fabrication  (1970a)  ANSI  C7.41                   /St  for  Stiffness  ASTM 

B279 

anized)  Iron  or  Steel  Farm  Field  and  Railroad  Right  of  Way 

w 

re  Fencing  (1971)                   Std.  Spec,  for  Zinc  Coated  (Galv  ASTM 

A116 

orced  (1970)                  Std.  Spec,  for  Aluminum  Clad  Steel  Core 

w 

re  for  Aluminum  Conductors,  Aluminum  Clad  Steel  Reinf 

ASTM 

B502 

Annealed  Baling 

w 

re  for  Automatic  Balers  (1970) 

ASAE 

S229.5 

Rec.  Std.  for  Mandrel 

w 

re  for  Blind  Rivets  (1970) 

SWA 

•54.1 

Std.  Spec,  for  Alloy  Steel 

w 

re  for  Cold  Heading  of  Hexagon  Head  Bolts  (1968) 

ASTM 

A547 

Std.  Spec,  for  Lead  and  Lead  Alloy  Coated  Soft  Copper 

w 

re  for  Electrical  Purposes  (1969)  ANSI  C7.15 

ASTM 

B189 

Std.  Spec,  for  Tinned  Hard  and  Medium  Hard  Drawn,  Copper 

w 

re  for  Electrical  Purposes  (1969)  ANSI  C7.37 

ASTM 

B246 

Std.  Spec,  for  Tinned  Soft  or  Annealed  Copper 

w 

re  for  Electrical  Purposes  (1969)  ANSI  C7.4 

ASTM 

B33 

Std.  Spec,  for  Tungsten 

w 

re  for  Electron  Devices  and  Lamps  (1971) 

ASTM 

F288 

Std,  Spec,  for  Silver  Coated  (Topper  Clad  Steel 

w 

re  for  Electronic  Applications  (1969) 

ASTM 

B501 

Std.  Spec,  for  Tin  Coated  Copper  Clad  Steel 

w 

re  for  Electronic  Applications  (1970) 

ASTM 

B520 

Std.  Spec,  for  (iopper  Conductors  for  Use  in  Hookup 

w 

re  for  Electronic  Equipment  (1970)  ANSI  C7.39 

ASTM 

B286 

Std.  Spec,  for  Copper  Silicon  Alloy 

w 

re  for  General  Purposes  (1969)  ANSI  H30.1 

ASTM 

B99 

Figure  9  Deep  Section  Grooved  and  Figure  8  Copper  Trolley 

w 

re  for  Industrial  Haulage  (1969)  ANSI  C7.1 1                /Ec.  for  ASTM 

B116 

t  for  Stiffness  of  Bare  Soft  Square  and  Rectangular  Copper 

w 

re  for  Magnet  Wire  Fabrication  (1970a)  ANSI  C7.41 

/S  ASTM 

B279 

Std.  Spec,  for  Stainless  Steel  Bars  and 

w 

re  for  Surgical  Implants  (1971) 

ASTM 

F55 

1970)                                         Pole  Base,  Pole  Base  Insulation, 

w 

re  Height  and  Curvature  of  Model  Electric  Railroads 

NMRA 

RP60 

Hose  (Rubber) 

w 

re  Low  and  Medium  Carbon  (1970) 

SWA 

♦49 

Rec.  Std.  for  Aerospace  Filter  Element  Fine 

w 

re  Mesh  (1971) 

SAE 

AIR888 

r  Change  of  Fabrics  Due  to  Flat  Abrasion  (Frosting)  Screen 

w 

re  Method  (1970) 

Colo  AATCC 

119 

Spec,  for  Fittings  and  Hose  Assemblies,  Air, 

w 

re  Reinforced  (1970) 

AAR 

M927 

Std.  Spec,  for 

w 

re  Rope  and  Fittings  for  Highway  Guardrail  (1967) 

AASHO 

M30 

Rec.  Pract.  on  Application,  Care,  and  Use  of 

w 

re  Rope  for  Oil  Field  Service  (1968) 

API 

9B 

Std.  Test  Meth.  for 

w 

re  Rope  (Guardrail)  (1967) 

AASHO 

T39 

Std.  Spec,  for  Zinc  Coated  Steel  Structural 

w 

re  Rope  (1970) 

ASTM 

A603 

Rec.  Pract.  for  Cut  Steel 

w 

re  Shot  (1969) 

SAE 

J44I 

Std.  for  Identification  of 

w 

re  Side  of  Paper  (1968) 

TAPPI 

T455 

Std.  for  Magnetic  Recording  Instruments  for  the  Home; 

w 

re  Size,  Speed,  Spools  (1959) 

ANSI 

Z57.4 

Std.  Spec,  for  Zinc  Coaled  Steel 

w 

re  Strand  (1969) 

ASTM 

A475 

Std.  Part  Interconnecting  Device,  Electrical, 

w 

re  Terminating  Blocks,  Spacer  (Feedthru)  (1971) 

NSA 

1822 

,  CI 

Design  Std.  for  Interconnecting  Devices,  Electrical, 

w 

re  Terminating,  Bussing  Arrangement,  Blocks,  Feedthru 

NSA 

1826 

,c/ 

Design  Std.  for  Interconnecting  Devices,  Electrical, 

w 

re  Terminating,  Bussing  Arrangement,  Blocks,  Feedthru 

NSA 

1828 

Ihr/ 

Design  Std.  for  Interconnecting  Devices,  Electrical, 

w 

re  Termmatmg,  Bussing  Arrangement,  Blocks,  Non  Feed 

NSA 

1824 

ml 

Std.  Procedure  for  Installing  and  Inspecting  Clinched 

w 

re  Type  Interfacial  Connections  m  Rigid  Printed  Circ 

IPC 

TC510 

Rec.  Std.  for  Core 

w 

re  Zinc  Coated  (Galvanized)  Steel  Reinforced  (1970) 

SWA 

♦29.3 

Std.  for  Preferred  Diameters  for  Round 

w 

re  0.500  In.  and  Under  (1969) 

ANSI 

B32.2 

eated  (1970)                                        Titanium  Alloy  Bars  and 

w 

Tf  11  ^mn-6  07r-4  5<;n  1  375f  n46  \c^  *?nhilinn  Hpal  Tr 

SAE 

AMS4980 

Rec.  Std.  for  Hay  Baling 

w 

(  \\\Xt\n\A\\c\  flQ70^ 

SWA 

♦46 

Rec.  Std.  for  Link  Fabric  (Bedding  or  Furniture) 

w 

re  (Bright  and  Galvanized)  (1970) 

SWA 

♦51.1 

Rec.  Std.  for  Pin 

w 

re  (Common  or  Straight)  (1970) 

SWA 

♦67 

Rec.  Std.  for  Core 

w 

re  (Electrical)  (1970) 

SWA 

♦30 

Reed 

w 

re  (Flat  and  Oval)  (1962) 

SWA 

•128 

Heddle 

w 

re  (Flat)  Drop  Wire  (1962) 

SWA 

♦117 

Conveyor  Bell 

w 

re  (Flat)  (1962) 

SWA 

•102 

ar)(1970)                                                   Rec.  Std.  for  Rivet 

w 

re  (for  Common  or  Solid;  Split(Bifurcated);  and  Tubul 

SWA 

•75 

Rec.  Std.  for  Lamp  Lead 

w 

re  (for  Electric  Bulbs)  (1970) 

SWA 

•51 

Rec.  Std.  for  Fuse 

w 

re  (for  Electrical  Detonators)  (1970) 

SWA 

•41 

Tape  Rule  Steel 

w 

re  (for  Push  Pull  Measuring  Rules)  (1962) 

SWA 

•142 

Rec.  Std.  for  Core 

w 

re  (Foundry)  (1970) 

SWA 

•31 

Rope 

w 

re  (Galvanized  or  Aluminized)  (1970) 

SWA 

•76 

ansportable  115/200  Volt  Ac  (Nominal)  400  Hertz,  3  Phase  4 

w 

re  (Grounded  Neutral)  Y  Connected  System  (1970) 

/  Tr  SAE 

ARP1148 

Rec.  Std.  for  Reed 

w 

re  (High  Carbon)  (1970) 

SWA 

•71.3 

Rec.  Std.  for  Spoke 

w 

re  (High  Carbon)  (1970) 

SWA 

•83 

Space  Block  Steel 

w 

re  (I-Beam  Shape)  (1962) 

SWA 

•139 

Door  Lock 

w 

re  (Lock  Spring  Wire)  (1962) 

SWA 

•107 

Hose 

w 

re  (Low  Carbon)  Half  Round  Half  Oval  Crescent  (1962) 

SWA 

•119 

Rec.  Std.  for  Reed 

w 

re  (Low  Carbon)  (1970) 

SWA 

•73 

Rec.  Std.  for  Ball  Bearing 

w 

re  (Low  Carbon)  (1970) 

SWA 

•8 

Rec.  Std.  for  Spring 

w 

re  (Mechanical)  (1970) 

SWA 

•84 

Rec.  Std.  for  Covering 

w 

re  (Musical  Instrument  String)  (1970) 

SWA 

•34 

Roller  Chain  Steel 

w 

re  (Rollers  and  Bushings)  (1962) 

SWA 

•131 

Rec.  Std.  for  Pile 

w 

re  (Round)  (1970) 

SWA 

•65 

Rec.  Std.  for  Hose  (Rubber  or  Synthetic) 

w 

re  (Round,  High  Carbon)  (1970) 

SWA 

♦50 

Rec.  Std.  for  Pin 

w 

re  (Safety)  (1970) 

SWA 

♦68 

Piston  Ring 

w 

re  (Segment,  Expander,  Spacer)  (1962) 

SWA 

♦125 

Rec.  Std.  for  Shoe 

w 

re  (Slugging,  Staple  Lasting,  and  Toe  Wire)  (1970) 

SWA 

♦79.1 

sh)  (1970)                                        Rec.  Std.  for  Screen  Cloth 

w 

re  (Space  Cloth,  Hardware,  Fly  and  Insect  and  Fine  Me 

SWA 

♦77 

Rec.  Std.  for  Card 

w 

re  (Staples  for  Card  Clothing)  (1970) 

SWA 

•25 

Umbrella 

w 

re  (Stretcher  Wire)  (1962) 

SWA 

♦144 

Pin 

w 

re  (T-Pin)  (1970) 

SWA 

♦69 

Paragon 

w 

re  (Umbrella  Wire)  (1962) 

SWA 

♦122 

Rec.  Std.  for  Spring 

w 

re  (Upholstery  Construction)  (1970) 

SWA 

♦85 

Rec.  Std.  for  Hose 

w 

re  (Vacuum)  (1970) 

SWA 

♦49.1 
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Steel  Products  Manual  for  Carbon  Steel  Flat 

Wire  ( 

1959) 

AISI 

9 

Corset  (Boning) 

Wire  ( 

1962) 

SWA 

♦103 

Dent 

Wire  ( 

1962) 

SWA 

*104 

Door  Closer  Spring 

Wire  ( 

1962) 

SWA 

•106 

Doup  Needle 

Wire  ( 

1962) 

SWA 

»108 

Furniture  Clip 

Wire  ( 

1962) 

SWA 

•111 

Grille 

Wire 

1962) 

SWA 

•112 

Gutter  Broom 

Wire 

1962) 

SWA 

*113 

Heddle  Bar 

Wire 

1962) 

SWA 

*115 

Heddle  End  Brace 

Wire 

1962) 

SWA 

•116 

Heddle  Wire  (Flat)  Drop 

Wire 

1962) 

SWA 

•117 

Hook  Plate 

Wire 

1962) 

SWA 

•118 

Lamp  Shade 

Wire 

1962) 

SWA 

•120 

Picker  Tooth  (Garnet) 

Wire 

1962) 

SWA 

•123 

Pile 

Wire 

1962) 

SWA 

'124 

Regulator  Spring  Steel 

Wire 

1962) 

SWA 

•129 

Ring  Binder 

Wire 

1962) 

SWA 

•130 

Sash  Balance  (Spiral) 

Wire 

1962) 

SWA 

•132 

Saw  Steel,  Coping 

Wire 

1962) 

SWA 

•134 

Shade  Roller  Spring 

Wire 

1962) 

SWA 

•136 

Shoe  Shank  Steel 

Wire 

1962) 

SWA 

•137 

Snake  Fish  Tape  Steel 

Wire 

1962) 

SWA 

•138 

Tape  Line  Measuring  Steel 

Wire 

1962) 

SWA 

•141 

Tweezer 

Wire 

1962) 

SWA 

•143 

Valve  Dampner 

Wire 

1962) 

SWA 

♦145 

Valve  Stem  Key 

Wire 

1962) 

SWA 

•146 

Well  Strainer 

Wire 

1962) 

SWA 

•147 

Caliper  Leg 

Wire 

1962) 

SWA 

•99 

Relative  Thermal  Endurance  of  Film  Insulated  Round  Magnet 

Wire 

1968)  ANSI  C59.93 

Std.  Test  Meth.  for  ASTM 

D2307 

Std.  Spec,  for  Aluminum  Coated  Steel  Barbed 

Wire 

1969) 

ASTM 

A585 

d.  Spec,  for  Molybdenum  and  Molybdenum  Alloy  Bar,  Rod.  and 

Wire 

1969) 

St  ASTM 

B387 

Std.  Spec,  for  Soft  or  Annealed  Copper 

Wire 

1969)  ANSI  C7.1 

ASTM 

B3 

Std.  Spec,  for  Nickel  Coated  Soft  or  Annealed  Copper 

Wire 

1969)  ANSI  C7.48 

ASTM 

B355 

Std.  Spec  for  Bronze  Trolley 

Wire 

1969)  ANSI  C7.5 

ASTM 

B9 

Std.  Spec,  for  Copper  Trolley 

Wire 

1969)  ANSI  C7.6 

ASTM 

B47 

Std.  Spec,  for  Zinc  Coated  (Galvanized)  Steel  Barbed 

Wire 

1969)  ANSI  G8.10 

ASTM 

A121 

Std.  Spec,  for  Tantalum  Rod  and 

Wire 

1970) 

ASTM 

B365 

Std.  Meth.  for  Test.  Film  Insulated  Magnet 

Wire 

1970) 

ASTM 

D1676 

Std.  Meth.  for  Packaging  Welding 

Wire 

1970) 

SAE 

AMS2813B 

Rec.  Std.  for  Basket  Handle 

Wire 

1970) 

SWA 

•10 

Rec.  Std.  for  Belt  Lacer  (or  Belt  Hook) 

Wire 

1970) 

SWA 

•11 

Rec  Std.  for  Bobby  Pin 

Wire 

1970) 

SWA 

•12 

Rec.  Std.  for  Bookbinder 

Wire 

1970) 

SWA 

•15 

Rec.  Std.  for  Box  Binding 

Wire 

1970) 

SWA 

*I6 

Rec.  Std.  for  Box  Stapling 

Wire 

1970) 

SWA 

*17 

Rec.  Std.  for  Brassiere 

Wire 

1970) 

SWA 

•19 

Rec.  Std.  for  Broom 

Wire 

1970) 

SWA 

•20 

Rec.  Std.  for  Car  Seal 

Wire 

1970) 

SWA 

•24 

Rec.  Std.  for  Clay  Dutting 

Wire 

1970) 

SWA 

*27 

Rec.  Std.  for  Coat  (Garment)  Hanger 

Wire 

1970) 

SWA 

*28 

Rec.  Std.  for  Concrete  Form  Twist  or  Snap  Tie 

Wire 

1970) 

SWA 

•29 

Rec.  Std.  for  Concrete  Reinforcing 

Wire 

1970) 

SWA 

•29.1  ,. 

Rec.  Std.  for  Air  Filler 

Wire 

1970) 

SWA 

•3 

Rec.  Std.  for  Corset  Stay 

Wire 

1970) 

SWA 

•31.1 

Rec.  Std.  for  Cotton  Pickers  Spindle 

Wire 

1970) 

SWA 

•33 

Rec.  Std.  for  Curtain  Rod  Spring 

Wire 

1970) 

SWA 

•35 

Rec.  Std.  for  Dent  Spacer 

Wire 

1970) 

SWA 

•36 

Rec.  Std.  for  Fish  Hook 

Wire 

1970) 

SWA 

•39 

Rec.  Std.  for  Florist 

Wire 

1970) 

SWA 

♦40 

Rec.  Std.  for  Gas  Lift 

Wire 

1970) 

SWA 

•42 

Rec.  Std.  for  Glass  Netting 

Wire 

1970) 

SWA 

♦43 

Rec.  Std.  for  Glazier 

Wire 

1970) 

SWA 

♦43.1 

Rec.  Std.  for  Hair  Pin 

Wire 

1970) 

SWA 

♦44 

Rec.  Std.  for  Hat  Pin 

Wire 

1970) 

SWA 

♦45 

Rec.  Std.  for  Heddle 

Wire 

1970) 

SWA 

♦47 

Rec.  Std.  for  Hood  Hinge  Spring 

Wire  ( 

1970) 

SWA 

♦47.1 

Rec.  Std.  for  Hose  Reinforcement 

Wire  ( 

1970) 

SWA 

♦47.2 

Rec.  Std.  for  Lock  Washer 

Wire  ( 

1970) 

SWA 

♦52 

Rec.  Std.  for  Mandolin 

Wire  ( 

1970) 

SWA 

♦54 

Rec.  Std.  for  Mattress 

Wire  ( 

1970) 

SWA 

♦56 

Rec.  Std.  for  Metal  Spray 

Wire  ( 

1970) 

SWA 

♦57 

Rec.  Std.  for  Metal  Stitching 

Wire  ( 

1970) 

SWA 

♦58 

Rec.  Std.  for  Overhead  Door  Spring 

Wire  ( 

1970) 

SWA 

♦59.1 

Rec.  Std.  for  Paper  Clip 

Wire  ( 

1970) 

SWA 

♦60 

Rec.  Std.  for  Phonograph  Needle 

Wire  ( 

1970) 

SWA 

♦61 

Rec.  Std.  for  Piano 

Wire  ( 

1970) 

SWA 

♦62 

Rec.  Std.  for  Picker  Tooth  (Garnet) 

Wire  ( 

1970) 

SWA 

♦62.1 

Rec.  Std.  for  Picture  Cord 

Wire  ( 

1970) 

SWA 

♦64 

Rec.  Std.  for  Pin  Ticket 

Wire  ( 

1970) 

SWA 

♦66 

Rec.  Std.  for  Pipe  Cleaner 

Wire  ( 

1970) 

SWA 

♦70 

Rec.  Std.  for  Preformed  Staple 

Wire  ( 

1970) 

SWA 

♦71 

Rec.  Std.  for  Radio  Tube 

Wire  1 

1970) 

SWA 

♦71.2 

Rec.  Std.  for  Ring  Traveler 

Wire  ( 

1970) 

SWA 

•74 

Rec.  Std.  for  Shot  Peening 

Wire  ( 

1970) 

SWA 

•80 

Rec.  Std.  for  Spiral  Binding 

Wire  ( 

1970) 

SWA 

•82 

Rec.  Std.  for  Stone  Sawing  Strand 

Wire  ( 

1970) 

SWA 

•86 
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Rec.  Sid.  for  Tabulaling  Machine  Control 
Rec.  Std.  for  Tag  Faslener 
Rec.  Sid.  for  Tag 
Rec.  Sid.  for  Tire  Bead 
Rec.  Sid.  for  Tire  Carcass 
Rec.  Sid.  for  Tire  Tread 
Rec.  Sid.  for  Torpedo  Nel  Panel 
Rec.  Std.  for  Torpedo  or  Squib 
Rec.  Std.  for  Torque  Rod 
Rec.  Std.  for  Well  Measuring 
mium  Nickel  Iron  Molybdenum  Copper  Columbium  Alloy 
Iron  Molybdenum  Copper  Columbium  Stabilized  Alloy  Bar  and 
Std.  Spec,  for  Silver  Coaled  Soft  or  Annealed  Copper 
Std.  Spec,  for  Zinc  Coaled  (Galvanized)  Carbon  Steel 
Std.  Spec,  for  Brass 
Std.  Spec,  for  Copper  Beryllium  Alloy 
Std.  for  Packaging  of  Electrical  Cable  Cord 
d.  Spec,  for  General  Requirements  for  Wrought  Copper  Alloy 
nt,  I8cr  -  11.5ni  (SAE  30305)  Solution  Heat  Treated,  Rivet 
I.  18cr  -  11.5ni  (SAE  30305)  Solution  Heal  Treated.  Safety 
Safety  Sid.  for  Flexible  Cord  and  Fixture 
Sid.  Spec,  for  Aluminum  Alloy  Bars,  Rods  and 
Door  Lock  Wire  (Lock  Spring 
Paragon  Wire  (Umbrella 
Umbrella  Wire  (Stretcher 
rec.  Std.  for  Shoe  Wire  (Slugging.  Staple  Lasting,  and  Toe 

Rec.  Std.  for  Nailing 
Saw  Steel 
Nut 

Identification  of  Welding 
(1970)  Iron  Nickel  Alloy 

0)  Steel 
ns(1970)  Steel 
la)  (1971)  Spec,  for  Steel 

mo)  Screen  (1971)  Spec,  for  Steel 

)  Wire,  Welding  (1971)  Spec,  for  Steel  Welding 

Spec,  for  Steel 

ed(197l)  Spec,  for  Steel 

1.1  Ti  -  2.0cu  Spring  Temper  (1970)  Spec,  for  Steel 

Spec,  for  Steel 
Spec,  for  Steel 

lulion  Heal  Treated,  Safety  Wire  (1971)  Spec,  for  Steel 

lution  Heat  Treated,  Rivet  Wire  (1971)  Spec,  for  Steel 

aNSI  c7.42  Std.  Spec,  for  Aluminum 

aNSI  c7.35  Std.  Spec,  for  Aluminum 

Std.  Spec,  for  Aluminum 
Zipper 
Sewer  Rod 
Shaft 
Armor 

.1  Std.  Spec,  for  Steel 

Rec.  Std.  for  Field 
Rec.  Std.  for  Mandrel 
Identification  of  Welding 
Std.  Spec,  for  Steel 
Staple 

Mechanical  Properties  for  Aluminum 
Std.  Tolerances  for  Aluminum 
Std.  for  Tolerances  of  Extruded  Aluminum 
for  Mechanical  Properties  and  Limits,  of  Extruded  Aluminum 

Alloy 

d(197l)  Spec,  for  Steel 

Rec.  Std.  for  Brush 
Rec.  Std.  for  Armature  Binding  (or  Banding) 
Rec.  Std.  for  Brush 

Vacuum  Induction  Melted  (1970)  Alloy 
Consumable  Electrode  or  Vacuum  Induction  Melted  (/  Alloy 
.32c)  Vacuum  Melted,  Environment  Control/  Spec,  for  Steel 

vacuum  Melted,  Environment  Controlled  (1/  Spec,  for  Steel 

g  Wire,  Corrosion  and  Heat  Resistant  (18cr  -  llni  -  Cb+ta) 

-  22cr  -  22ni  -  14.5w  -  0.071a  (1971)  Spec,  for  Alloy 

-  21.5cr  -  9.0mo  -  3.7(Cb  +  ta)  (1970)  Spec,  for  Alloy 
0.33c)  Vacuum  Melted  (1971)  Spec,  for  Steel 

Rec.  Std.  for  Aircraft  Cord 
Rec.  Std.  for  Balloon  Barrage 
Rec.  Std.  for  Armor 
Spec,  for  Aluminum 
Safety  Std.  for 
Safety  Std.  for  Rubber  Insulated 
Safety  Std.  for  Varnished  Cloth 
std.  for  Dimensions  and  Capacities  of  Returnable  Reels  for 
Std.  for  Color  Coding  of 
eth.  of  Test  for  Temperature  Resistance  Constants  of  Alloy 
y  Std.  for  Asbestos  and  Asbestos  Varnished  Cloth  Insulated 

Fixed 

1(1971)  Std. 


lectrical  Cables)  (1970) 
ANSI  C33.71 


w 

re  (1970) 

SWA 

•87 

w 

re  (1970) 

SWA 

♦88 

w 

re  (1970) 

SWA 

♦89 

w 

re  (1970) 

SWA 

♦90 

w 

re  (1970) 

SWA 

♦91 

w 

re  (1970) 

SWA 

♦91.1 

w 

re  (1970) 

SWA 

♦92 

w 

re  (1970) 

SWA 

♦93 

w 

re  (1970) 

SWA 

♦93.1 

w 

re  (1970) 

SWA 

♦95 

w 

re  (1970)                                                  Std.  Spec,  for  Chro  ASTM 

B475 

w 

re  (1970)                                Std.  Spec,  for  Chromium  Nickel  ASTM 

B473 

w 

re  (1970a)  ANSI  C7.38 

ASTM 

B298 

w 

re  (1971) 

ASTM 

A641 

w 

re  (1971) 

ASTM 

B134 

w 

re  (1971) 

ASTM 

B197 

w 

re  (1971) 

NSA 

3417 

w 

re  (1971) 

St  ASTM 

B250 

w 

re  (1971)                     Spec,  for  Steel  Wire,  Corrosion  Resista  SAE 

AMS5686C 

w 

re  (1971)                    Spec,  for  Steel  Wire,  Corrosion  Resistan  SAE 

AMS5685F 

w 

re  (1971)  ANSI  C33.1 

UL 

62 

w 

re  (1971)  ANSI  H38.4 

ASTM 

B21 1 

w 

re) (1962) 

SWA 

♦107 

w 

re) (1962) 

SWA 

♦122 

w 

re) (1962) 

SWA 

♦144 

w 

re) (1970) 

SWA 

♦79.1 

w 

re.  Automatic  (1970) 

SWA 

♦59 

w 

re.  Band,  Metal  Cutting  Alloy  (1962) 

SWA 

♦133 

w 

re.  Cold  Rolled  (1962) 

SWA 

♦121 

w 

re.  Color  Code  System  (1970) 

SAE 

AMS2816H 

w 

re.  Copper  Clad  56fe-41ni  for  Electronic  Applications 

SAE 

AMS7734 

w 

re.  Copper  Clad  99fe  for  Electronic  Applications  (197 

SAE 

AMS7732 

w 

re.  Copper  Clad  99fe-0.45mn  for  Electronic  Applicatio 

SAE 

AMS7733 

w 

re.  Corrosion  and  Heat  Resistant  18cr  -  1 1.5ni  -  (Cb  + 

SAE 

AMS5674A 

w 

re.  Corrosion  and  Heat  Resistant  (18.5cr  -  13ni  -  2.5 

SAE 

AMS5690F 

w 

re.  Corrosion  and  Heat  Resistant  (I8cr  -  llni  -  Cb  +  ta 

SAE 

AMS5680C 

w 

re.  Corrosion  and  Heat  Resistant  (25cr  -  20ni)  (1971) 

SAE 

AMS5694C 

w 

re.  Corrosion  and  Heat  Resistant,  Solution  Heat  Treat 

SAE 

AMS5689A 

w 

re.  Corrosion  Resistant  12cr  -  8.5ni  ■  0.30  (Cb  +  ta)  - 

SAE 

AMS5672 

w 

re.  Corrosion  Resistant  (19cr  -  9.5ni)  (1971) 

SAE 

AMS5697A 

w 

re.  Corrosion  Resistant,  Spring  Temper  (1971) 

SAE 

AMS5688F 

w 

re.  Corrosion  Resistant,  18cr  -  11.5ni  (SAE  30305)  So 

SAE 

AMS5685F 

w 

re,  Corrosion  Resistant.  18cr  -  11.5ni  (SAE  30305)  So 

SAE 

AMS5686C 

w 

re,  EC-H  14  or  -H  24,  for  Electrical  Purposes  (1969) 

ASTM 

B323 

w 

re,  EC-H  16  or  -H  26,  for  Electrical  Purposes  (1969) 

ASTM 

B262 

w 

re,  EC-H19,  for  Electrical  Purposes  (1971)  ANSI  C7.20 

ASTM 

B230 

w 

re.  Flat  Steel  (1962) 

SWA 

♦148 

w 

ire.  Flat  (1962) 

SWA 

♦135 

w 

re.  Flexible  (1970) 

SWA 

♦79 

w 

ire.  Half  Oval  (Galvanized)  (1962) 

SWA 

♦96 

w 

re.  Hard  Drawn  for  Mechanical  Springs  (1971)  ANSI  G54 

ASTM 

A227 

w 

re.  Infantry  (1970) 

SWA 

♦37 

w 

re, Iron  (1970) 

SWA 

♦55 

w 

re.  Line  Code  System  (1970) 

SAE 

AMS2815K 

w 

re,  Oil  Tempered  Carbon  Valve  Spring  Quality  (1971) 

ASTM 

A230 

w 

ire.  Preformed,  Flat  (1962) 

SWA 

♦140 

w 

re.  Rod  and  Bar  Rolled  or  Cold  Finished  (1970) 

AA 

♦2810 

w 

re.  Rod  and  Bar  Rolled  or  Cold  Finished  (1970) 

AA 

♦2810.5 

w 

re.  Rod,  Bar  and  Shapes  (1970) 

AA 

•2811.2 

w 

re.  Rod,  Bar  and  Shapes  (1970) 

Std.  AA 

♦2811 

w 

ire.  Round  35pd-30ag-14cu-10au-10pt-0.8zn  (1970) 

SAE 

AMS7735 

w 

re.  Safety,  Corrosion  Resistant.  Solution  Heat  Treate 

SAE 

AMS5685E 

w 

re.  Tempered  (1970) 

SWA 

•22 

w 

re.  Tinned  (1970) 

SWA 

•4 

w 

re,  Untempered  (1970) 

SWA 

•23 

w 

re.  Welding  Corrosion  and  Heat  Resistant  Nickel  Base, 

SAE 

AMS5828A 

w 

re.  Welding  Corrosion  and  Heat  Resistant  Nickel  Base, 

SAE 

AMS5832A 

w 

re.  Welding  1.05cr  -  0.55ni  -  l  .Omo  -  0.07v  (0.26  -  0 

SAE 

AMS5027 

w 

re.  Welding  1.05cr-0.55ni-1.0mo-0.07v  (0.34  -  0.40c) 

SAE 

AMS5028 

w 

re.  Welding  (1971)                                Spec,  for  Steel  Weldin  SAE 

AMS5680C 

w 

re,  Welding,  Corrosion  and  Heat  Resistant  Cobalt  Base 

SAE 

AMS5801 

w 

re.  Welding,  Corrosion  and  Heat  Resistant  Nickel  Base 

SAE 

AMS5837A 

w 

re.  Welding,  0.65si  -  1.25cr  -  0.50mo  -  0.30v  (0.28  - 

SAE 

AMS6458D 

w 

re.  Zinc  Coated  (Galvanized)  or  Tinned  (1970) 

SWA 

•1 

w 

re.  Zinc  Coated  (Galvanized)  or  Tinned  (1970) 

SWA 

♦9 

w 

re.  Zinc  Coated  (Galvanized)  (Casket  Weave  Armor  on  E 

SWA 

•7 

w 

re.  99.0  Min  Al  (1100-H18)  (1971) 

SAE 

AMS4180C 

w 

red  Display  Cases  and  Special  Purpose  Cabinets  (1971) 

UL 

65 

w 

res  and  Cables  (1969)  ANSI  C33.6 

UL 

44 

w 

res  and  Cables  (1970) 

UL 

133 

w 

res  and  Cables  (1971) 

NEMA 

WC20 

w 

res  and  Cables  (1971) 

NEMA 

WC30 

w 

res  for  Precision  Resistors  (1970)  ANSI  Z155.6 

ID.  M  ASTM 

B84 

w 

res;  General  and  Switchboard  Type  (1970) 

Safet  UL 

115 

w 

rewound  Power  Resistors  (1970) 

EIA 

RS155B 

w 

rewound.  Precision  Variable  Resistors  (Potentiometers 

EIA 

RS391 
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Packaging  of  Welding 
Std.  Spec,  for  Copper  Foil  for  Printed  Circuit 
ided  Rigid  Boards  (1970)  Std.  Spec,  for  Printed 

Suggested  Guidelines  for  Printed 
Std.  Spec,  for  Connectors.  Electrical,  Printed 
Design  and  End  Product  Spec,  for  Rigid  Multilayer  Printed 
End  Product  Spec,  for  Multilayer  Printed 
•Solderability  of  Printed 
Acceptability  Guidelines  of  Printed  Circuit 
Std.  Performance  Spec,  for  Multilayer  Printed  Circuit 
Std.  Spec,  for  Edge  Dip  Solderability  Test  for  Printed 
Rec.  Pract.  for  Boat  and  Engine  Electrical  Systems 
afety  Std  for  Marine  Requirements  for  Alternating  Current 
Std.  for  Specific  Purpose 
Std.  for  General  Purpose 
Rec.  Pract.  and  Std.  Covering 
Rec.  Pract.  for  Direct  Current 
c.  Pract.  for  Fusible  Links  for  Highway  Vehicle  Electrical 

0)  Rec.  Pract.  and  Std.  Covering  Direct  Current 
Spec,  for  Copper  Clad  Thermosetting  Laminates  for  Printed 

Std.  Spec,  for  Flexible  Printed 
External  Ignition  Proofing  of  Marine  Engine 
ble  Thermosetting  Insulation  Used  in  Automotive  Electrical 
iner  Quickly  Demountable  Type  for  Vertical  Mounting  Liquid 
er  Quickly  Demountable  Type  for  Horizontal  Mounting  Liquid 
Cars)  (1970)  Rec.  Pract.  for 

Std.  for  Body  Measurements  for  the  Sizing  of 
Std.  for  Pentosans  in 
Melh.  for  Identification  of 
opy  (1970)  Std.  Method  for  Analysis  of  Treated 

Std.  Test  Meth.  for  Simulated  Service  Test,  of 
Std.  Test  Meth.  for  Specific  Gravity  of 
Std.  Meth.  of  Conducting  Machining  Tests  of 
Std.  Test  Meth.  for  Simulated  Service  Test,  of  Wood  and 
Std.  Test  Meth.  for  Specific  Gravity  of  Wood  and 
Std.  Meth.  of  Conducting  Machining  Tests  of  Wood  and 
Std.  Spec,  for  Creosoted  End  Grain 
lication  Spec.  Insulation  Board  Underlayment  for  Laminated 
r  Rail  Shipment)  Single  Tier  Solid  Load,  22  to  23  Pallets, 
Carloading  Pattern  (for  Rail  Shipment)  Single  Tier 
Spec,  for  Design  of 
Std.  Meth.  of  Test  for  Combustible  Properties  of  Treated 

Guide  Spec,  for 
Std.  for  Moisture  in 
Meth.  for  Natural  Dirt  in 
test  Meth.  for  Strength  Properties  of  Adhesives  in  Two  Ply 

Rec.  Pract.  for 
Std.  for  Hinged  Interior 
Spec,  for  Vertical  Grain  Laminated 
Guide  Spec,  for 

.  for  the  Prevention  of  Dust  Explosions  in  Woodworking  and 
Std.  for  Sampling  and  Preparing 
Std.  for  Pressure  Preserved 
td.  Spec,  for  Mineral  Fiber  Blanket  Thermal  Insulation  for 
the  Application  of  Gypsum  Wallboard  on  Exterior  Locations 
Tent.  Std.  for  Compression 
for  Water  Repellent  Preservative  Non  Pressure  Treatment  of 

Std.  27  In.  X  48  In. 

s  (1969)  Std.  30  In.  X  48  In. 

Std. 

Guide  Spec,  for  Adhesive  Apphed 
iveways,  and  Interior  Floors  Exposed  to  W/  Std.  Spec,  for 

ives  and  Creosote  for  Use  in  /  Std.  for  Dual  Treatment  of 

Volume  Measurement  of 
Std.  for  Creosote  Pentachlorophenol 

1)  Std.  Meth.  for  Analysis  of  Water  Borne 
1)  Trade  Names  of  Water  Borne 

Std  Meth.  for  Determining  Penetration  of 
Std.  Meth.  of  Evaluating 
970)  Std.  Meth.  of  Test. 

I  Size  Specimens/  Std.  Meth.  of  Accelerated  Evaluation  of 

Std.  Meth.  for  Analysis  of  Creosote  and  Oil  Type 
Std.  Meth.  for  Analysis  of  Oil  Borne 
Std.  Quality  Control  Procedures  for 
Condi/  Std.  Spec,  for  Adhesives  for  Structural  Laminated 

Meth.  for  Durability  and  Compatibility  of  Factory  Primed 
e  Through  the  Curing  Stage  for  Factory  Applied  Coatings  on 
Std.  for  the  Purchase  of  Treated 
Std.  for  Acid  Insoluble  Lignin  in 
Std.  for 

Std.  Meth.  for  Establishing  Clear 
Rec.  for 

td.  Test  Meth.  for  Block  Resistance  of  Organic  Coatings  on 
Fastening  Devices  Used  in  Window  Frames  (1970) 
eristics  of  Factory  Primed  and  Finished  Systems  (1970) 

Design  Spec,  for  Light  Metal  Plate  Connected 


Re 


Std 


Wire;  Premium  Quality  (1970) 
Wiring  Applications  (1971) 

Wiring  Board  Dimensions  and  Tolerances  Single  and  Two  S 
Wiring  Board  Repairs  (1969) 
Wiring  Board  Type  (1970) 
Wiring  Boards  (1968) 
Wiring  Boards  (1969) 
Wiring  Boards  (1970) 
Wiring  Boards  (1970) 
Wiring  Boards  (1970) 
Wiring  Boards  (1970) 
Wiring  Color  Code  (1970) 
Wiring  Devices  (1968t) 
Wiring  Devices  (1970) 
Wiring  Devices  (1971) 
Wiring  Identification  on  Boats  (1970) 
Wiring  of  House  Boats  (1970) 
Wiring  Protection  (1970) 

Wiring  Systems  Operating  Under  50  Volts  (on  Boats)  (197 
Wiring  (1968) 
Wiring  (1969) 
Wiring  (1969) 

Wiring  (1969)  Rec.  Pract.  for  Low  Tension  Ca 

Withdrawal  Only  (1967)  LP  Gas  Fuel  Conta 

Withdrawal  Only  (1967)  LP  Gas  Fuel  Contain 

Witness  Groove  for  Multiple  Wear  Diesel  Wheels  (Railway 

Womens  Patterns  and  Apparel  (1970) 

Wood  and  Bleached  and  Unbleached  Pulp  (1971) 

Wood  and  Fibers  From  Conifers  (1961) 

Wood  and  Treating  Solutions  by  X-Ray  Emission  Spectrosc 

Wood  and  Wood  Base  Finish  Flooring  (1969) 

Wood  and  Wood  Base  Materials  (1969) 

Wood  and  Wood  Base  Materials  (1970) 

Wood  Base  Finish  Flooring  (1969) 

Wood  Base  Materials  (1969) 

Wood  Base  Materials  (1970) 

Wood  Block  Flooring  for  Interior  Use  (1970)  ANSI  010.1 

Wood  Block  Flooring  (1969)  Rec.  Product  and  App 

Wood  Braced  in  Place  of  Loose  Brick  (1959)  /Attern  (Fo 

Wood  Braced  Load  20  Pallets  (1959) 

Wood  Bridges  and  Trestles  for  Railway  Loading  (1969) 

Wood  by  the  Fire  Tube  Apparatus  (1969)  ANSI  A2.3 

Wood  Cabinets,  Unfinished  (1970) 

Wood  Chips  and  Sawdust  by  Toluene  Distillation  (1960) 
Wood  Chips  (1963) 

Wood  Construction  in  Shear  by  Tension  Loading  (1970) 
Wood  Decking  for  Flat  Cars  (Railway)  (1970) 
Wood  Door  Units  (1970) 

Wood  Flooring  for  Freight  Cars  (Railway)  (1970) 
Wood  Flooring:  Parquet,  Adhesive  Applied  (1968) 
Wood  Flour  Manufacturing  Plants  (1971)  ANSI  Z12.20 
Wood  for  Analysis  (1959) 
Wood  for  Highway  Construction  (1970) 
Wood  Frame  and  Light  Construction  Buildings  (1970) 
(Wood  Frame  Construction)  (1968)  Requirements  for 

Wood  in  Pulpwood  (1959) 

Wood  Millwork  (1970)  Std. 
Wood  Pallet  (for  Bricks)  for  Certain  Bof  Sizes  (1966) 
Wood  Pallet  (for  Bricks)  for  15  In.  and  30  In.  Bof  Size 
Wood  Pallet  (for  Bricks)  (1962) 
Wood  Parquet  Flooring  (1971) 

Wood  Paving  Blocks  for  Exposed  Platforms,  Pavements,  Dr 
Wood  Piling  Pressure  Treated  with  Water  Borne  Preservat 
Wood  Power  Chain  Saws  (1970) 
Wood  Preservative  Solution  (1970) 

Wood  Preservatives  and  Fire  Retardant  Formulations  (197 
Wood  Preservatives  and  Fire  Retardant  Formulations  (197 
Wood  Preservatives  and  Fire  Retardants  (1971) 
Wood  Preservatives  by  Field  Tests  with  Stakes  (1970) 
Wood  Preservatives  by  Laboratory  Soil  Block  Cultures  (1 
Wood  Preservatives  for  Marine  Services  by  Means  of  Smal 
Wood  Preservatives  (1971) 
Wood  Preservatives  (1971) 
Wood  Preserving  Plants  (1970) 

Wood  Products  for  Use  Under  Exterior  (Wet  Use)  Exposure 

Wood  Products  with  Representative  Finish  Coats  (1969) 

Wood  Products  (1968)  /Es  of  Paint  From  the  Liquid  Stat 

Wood  Products  (1970) 

Wood  Pulp  (1954) 

Wood  Sliding  Patio  Doors  (1970) 

Wood  Strength  Values  (1970) 

Wood  Structural  Design  Data  (1970) 

Wood  Substrates  (1969) 

Wood  Test  Meth.  for  Determining  the  Holding  Strength  of 
Wood  Test  Meth.  for  Determining  the  Performance  Charact 
Wood  Trusses  (1970) 


/Td 


SAE 

IPC 

IPC 

IPC 

IPC 

IPC 

IPC 

EIA 

IPC 

IPC 

IPC 

ABYC 

UL 

NEMA 
NEMA 
ABYC 
BIA 

SAE 

ABYC 

ASTM 

IPC 

SAE 

SAE 

ITA 

ITA 

AAR 

use 

TAPPI 

TAPPI 

AWPA 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

AIMA 

RI 

RI 

AREA 

ASTM 

CSI 

TAPPI 

TAPPI 

ASTM 

AAR 

use 

AAR 

CSI 

NFPA 

TAPPI 

AWPA 

ASTM 

GA 

TAPPI 

NWMA 

RI 

RI 

RI 

CSI 

ASTM 

AWPI 

PSMA 

AWPA 

AWPA 

AWPA 

AWPA 

ASTM 

ASTM 

ASTM 

AWPA 

AWPA 

AWPA 

ASTM 

ASTM 

ASTM 

AWPA 

TAPPI 

NWMA 

ASTM 

NFORP 

ASTM 

NWMA 

NWMA 

TP! 


AMS28I4C 

CFI50B 

D300E 

R700 

C405 

ML910 

ML975 

RS319-A 

A600A 

ML950A 

S801 

E3A 

1142 

WD5 

WDl 

E3 

HEM7 

J156 

E9 

D1867 

FC240A 

J378 

J878A 

6B1 

6A1 

MSRP-G-15 
PS42 
T2230S 
T8 

A9-70 
D2394 
D2395 
D1666 
D2394 
D2395 
D1666 
D1031 
8 

P207-2 

P208-2 

7-2-1 

E69 

6411 

T3 

T14 

D2339 

MSRP-C-23 

PS32 

MSRP-M907A 

902A 

664 

Til 

CI  4-70 

C665 

•15.1 

T20 

I.S.4 

P244 

P245 

P201-3 

09571 

D52 

MPl 

W3.1-66 

PI  1-70 

A2-71 

M9-71 

A3-71 

D1758 

D1413 

D2481 

Al-71 

A5-71 

M3-70 

D2559 

D2830 

D2336 

Ml -70 

T222 

I.S.3 

D2555 

•1 

D2793 
M-4 
M-3 
70 


436 


Office  of  Engineering  and  Information  Processing  Standards 


472864 


0436 


National  Bureau  of  Standards  KWIC  Index  of  Engineering  Standards 


:  Machine,  Slotted  Head  Cap,  Thumb  and  Wing,  Miniature  and 
rocesses (1970) 

Tent,  tor  Pentosans  in 
Std.  for  I.ignin  in 
Sid.  for  Holocellulose  in 
Std.  for  Ash  in 
Std.  for  Water  Solubility  of 
Std.  for  Preparation  of  Extractive  Free 
Std.  for  1%  Caustic  Soda  Solubility  of 
Std.  for  Ether  Solubility  of 
Std.  for  Alcohol  Benzene  Solubility  of 
Std.  for  Methoxyl  Groups  in 
of  Moisture  Blister  Resistance  of  Exterior  House  Paints  on 
Guide  Spec,  for  Pressure  Treated 
Structural  Deck  (Roofing); 
Test  Meth.  for  Moisture  and  Creosote  Type  Preservative  in 
.  Test  Meth.  for  Durability  of  Fire  Retardant  Treatment  of 
r  the  Determination  of  Oil  Type  Preservatives  and  Water  in 
Std.  Spec,  for  Modified 
Engine  Driven  Power  Chain  Saw  (Used  Primarily  for  Cutting 
td.  for  Application  of  Spark  Shields  to  Cars  Equipped  with 
Requirements  for  Safety  and 
Std.  for  Metal  Fastenings  in 
accelerated  Laboratory  Test  of  Natural  Decay  Resistance  of 
aNSI  zl2.2/  Std.  for  the  Prevention  of  Dust  Explosions  in 

Determination  of  Wool  Content  in  Mixture  of 
Std.  Meth.  of  Test,  and  Tolerances  for  Certain 
Std.  for  Felts; 
Minimum  Spec,  for  Woven  Polyolefin 
Std.  Meth.  of  Test  for  Moisture  in 
Determination  of 

ion  and  Felting  Shrinkage  in  Laundering  of  Stabilized  Knit 
d.  Meth.  of  Test,  and  Tolerances  for  Certain  Wool  and  Part 
1968)  Quantitative  Determination  of 

Determination  of  Cotton  Content  in  Mixtures  of  Cotton  and 
n  Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton  and 
Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton,  and 
e  Fiber  Content  in  Mixtures  of  Man  Made  Fibers,  Cotton  and 
Std.  Meth.  of  Sample  Reweighing  of  Lots  of  Packaged  Raw 
Std.  for  Felts;  Wool  and  Part 
Test  Meth.  for  Scouring,  Continuous,  of  Raw  Grease 
Quantitative  Determination  of  Wool  in  Mixtures  of 
Lubricant  (to  Test  the  Removability  of  Spinning  Oils  From 

Test  Meth.  for  Oils, 
Spec,  of  Full  Scale  Layout  of  the 
Glossary  of  Model  Railroad  Terms  and 
Std.  for  Performance  Requirement 
Symbols  Used  in  Technical 
Std.  for  Vehicle  Mounted  Elevating  and  Rotating 
Truck  Ability 

filters  Associated  with  Laminar  Flow  Clean  Rooms  and  Clean 
s  (1969)  Std.  Describing  Scope  of 

Guide  Spec,  for  Custom  Hollow  Metal 
Model  Railroad  Track 
Safety  Requirements  for  Concrete  Construction  and  Masonry 
r  the  Blind  and  the  Visually  Handicapped,  Including  Social 
uirements  for  Industrial  Protective  Helmets  for  Electrical 
Tent.  Classification  for  Metal 
Pilot 

and  Vents  Including  Std.  Dimensions  and  Weights,  and  Safe 

c.  Grade  Use  Guide;  Including  Sizes,  Std.  Grade  Names,  and 
ty  Code  for  Building  Construction  (Safety  Requirements  for 
Std.  for  Wet  Barrel  Fire  Hydrants  for  Ordinary  Water 
shing,  Installation,  and  Definitions)  (1961)  Public 
Std.  Manual  of  Pract.  for  Safety  in  Wastewater 
ding  Health  and  Safety  Std.)  (1966)  Sheltered 
Std.  Promoting  Self  Study  and  Evaluation  of  Sheltered 
Std.  Pract.  for  Single  and  Double  Reduction  Cylindrical 

Std.  for  Rating  of 

r  Single  and  Double  Reduction  Cylindrical  Worm  and  Helical 
tern)  Design  of  General  Industrial  Coarse  Pitch  Cylindrical 
d.  (System)  Design  of  General  Industrial  Double  Enveloping 

Std.  for  Filament 

kaging  Std.  for  an  Item  in  a  Tube,  Fiber  Papeboard,  Spiral 
(1970)  ANSI  LI  Std.  Meth.  of  Test  for  Tear  Resistance  of 

t  Rate  of  Ext/  Std.  Meth.  of  Test  for  Tearing  Strength  of 

t  Rate  of  Tra/  Std.  Meth.  of  Test  for  Tearing  Strength  of 

ade  Fiber  Blends  (1970)  Std.  Tolerances  for  Certain 

or  Resistance  to  Yarn  Slippage  in  Silk,  Rayon,  and  Acetate 
Std.  Meth.  of  Test  for  Yarn  Distortion  in 
Std.  Meth.  of  Test  for  Construction  Characteristics  of 
ylic  Silane  Type  Finishes,  for  Plastic  La/  Std.  Spec,  for 

for  Use  in  Waterproofing  (1971)  ANSI  A109/  Std.  Spec,  for 


Wood  Types  (1970)  Std.  for  Screws  IFI 

Wood  Used  on  Farms  Preservative  Treatment  by  Pressure  P  AWPA 
Wood  Weights  and  Hardnesses  for  Power  Chain  Saws  (1970)  PSMA 
Wood  (1950)  TAPPI 
Wood  (1954)  TAPPI 
Wood  (1954)  TAPPI 
Wood  (1958)  TAPPI 
Wood  (1959)  TAPPI 
Wood  (1959)  TAPPI 
Wood  (1959)  TAPPI 
Wood  (1959)  TAPPI 
Wood  (1959)  TAPPI 
Wood  (1960)  TAPPI 
Wood  (1968)  Std.  Meth.  for  Accelerated  Test.  ASTM 

Wood  (1970)  CSl 
Wood  (1970)  NRCA 
Wood  (1970)  Std.  ASTM 

Wood  (1970)  Tent  ASTM 

Wood  (1970)  Std.  Method  Fo  AWPA 

Wood  (1970)  ANSI  012.1  ASTM 
Wood)  (1970)  Safety  Std.  for  Gasohne  PSMA 

Wooden  Decks  and  Cast  Iron  Brake  Shoes  (1970)  AAR 
Wooden  Match  Manufacturing  Plants  (1971)  FMS 
Wooden  Vessels  (Boats)  (1970)  ABYC 
Woods  (1970)  Std.  Meth.  for  ASTM 

Woodworking  and  Wood  Flour  Manufacturing  Plants  (1971)  NFPA 
Wool  and  Cotton  (1968)  ABFLO 
Wool  and  Part  Wool  Fabrics  (1970)  ANSI  L14.28  ASTM 
Wool  and  Part  Wool  (1970)  SAE 
Wool  Bags  (1969)  ATMI 
Wool  by  Oven  Drying  (1970)  ANSI  L14.202  ASTM 
Wool  Content  in  Mixture  of  Wool  and  Cotton  (1968)  ABFLO 
Wool  Fabrics  (1970)  ANSI  L14.130  /  of  Test  for  Relaxat  ASTM 

Wool  Fabrics  (1970)  ANSI  L14.28  St  ASTM 

Wool  in  Mixtures  of  Wool,  Cotton,  and  Man  Made  Fibers  ABFLO 
Wool  (1968)  Quantitative  ABFLO 

Wool  (1968)  Quantitative  Determination  of  Nylo  ABFLO 

Wool  (1968)  Quantitative  Determination  of  Rayon  ABFLO 

Wool  (1968)  Quantitative  Determination  of  Acetat  ABFLO 

Wool(1970)  A.STM 
Wool  (1970)  SAE 
Wool  (1971)  ANSI  LI4.84  AATCC 
Wool,  Cotton,  and  Man  Made  Fibers  (1968)  ABFLO 
Woolen  Yarns)  (1971)  ANSI  L14.113  /Ability  of  Spinning  AATCC 

Wool:  Oxidation  in  Storage  (1971)  ANSI  LI4.82  AATCC 
Words"School  Bus"  (1965)  NEA 
Words  (1970)  NMRA 
Work  Holder  Airframe  Spar  MiUing  Machine  (1970)  NSA 
Work  of  Power  Chain  Saws  (1970)  PSMA 
Work  Platforms  (1969)  ANSI 
Work  Sheet  Pad  (Hs  83)  (1968)  SAE 
Work  Stations  by  Use  of  a  Condensation  Nuclei  Detector  ASTM 
Work  to  be  Performed  by  Laboratory  Equipment  Contractor  SAMA 
Work  (for  Doors,  Fram.es,  and  Moldings)  (1970)  CSI 
Work  (1969)  NMRA 
Work  (1970)  Std.  ANSI 

Work.  Rehabilitation  Teaching,  Recreation,  Camping  and  NACAB 
Workers,  Class  B  (1971)  Std.  for  Safety  Req  ANSI 

Working  Fluids  and  Related  Materials  (1970)  ASTM 
(Working  Model)  Electrostatic  Precipitators  (1968)  IGCI 
Working  Pressure  (1968)  /Inage  Tube  for  Drainage  Waste  CDA 

Working  Stresses  for  Joists  and  Rafters  (Lumber)  (1970)  NFORP 
Working  Stresses.  (1970)  Southern  Pine  Re  SFPA 

Workmens  Hoists)  (1963)  Std.  Safe  ANSI 

Works  Service  (1970)  AWWA 
Works  Spec,  for  Ceramic  Veneer  (Sampling,  Testing,  Fini  SCPI 
Works  (1969)  WPCF 
Workshops  for  the  Blind  and  Visually  Handicapped  (Inclu  NACAB 
Workshops  for  the  Blind  and  Visually  Handicapped  (1968)  NACAB 
Worm  and  Helical  Worm  Speed  Reducers  (1971)  AGMA 
Worm  and  Spur  Gear  Winches  (1970)  SAE 
Worm  Speed  Reducers  (1971)  Std.  Pract.  Fo  AGMA 

Wormgearing  (1970)  Agma  Std.  (Sys  AGMA 

Wormgears  (1970)  St  AGMA 

Worth  Street  Rules;  for  the  Textile  Industry  (1964)  ATMI 
Wound  Tubes  (1971)  NEMA 
Wound  (1971)  Pac  NSA 

Woven  Fabrics  by  Falling  Pendulum  (Elmendorf)  Apparatus  ASTM 
Woven  Fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constan  ASTM 
Woven  Fabrics  by  the  Tongue  (Single  Rip)  Meth.  (Constan  ASTM 
Woven  Fabrics  Made  From  All  Cotton  or  From  Cotton/Man  M  ASTM 
Woven  Fabrics  (1970)  ANSI  L14.102  /Td.  Meth.  of  Test  F  ASTM 

Woven  Fabrics  (1970)  ANSI  L14.103  ASTM 
Woven  Fabrics  (1970)  ANSI  L14.140  ASTM 
Woven  Glass  Fabric,  Cleaned  and  After  Finished  with  Acr  ASTM 
Woven  Glass  Fabrics  Treated  with  Bituminous  Substances  ASTM 


SEC.F 

CI  6-70 

W2.1-65 

T19 

TI3 

T9 

T15 

Tl 

T12 

T4 

T5 

T6 

T2 

D2366 

6510 

♦2-110 

D1860 

D2898 

A6-70 

D1324 

SI -70 

MSRP-L-49 

LPD7-5 

H7 

D2017 

664 

D-1 

D462 

J3I4A 

*23 

D1576 

D-I 

D1284 

D462 

D-13 

D-16 

D-7 

D-14 

D-9 

D1771 

J314A 

64 

D-13 

77 

62 

»2 

'1 

929 

S4.1-65 

A92.2 

J801 

F9I 

LF3 

08112 

S3 

A10.9 

S-6 

Z89.2 

D2881T 

EP6 

401/4 

•3 

TBI 

A10.4 
C503 
'28 
1 

S-5 
•3 

440.04 
J706A 
440.04 
341.02 
342.02 
1 

LIIO 

3446 

D1424 

D2261 

D2262 

D2514 

D434 

D1336 

D1910 

D2660 
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d  to  Rubber  and  Vinyl  (1969)  Spec,  for 

Safety  Std.  for 

onal  Changes  in  Automatic  Home  Laundering  of  Durable  Press 

Minimum  Spec,  for 
Std.  Meth.  of  Test,  and  Tolerances  for 
Pallet  Load  (of  Brick)  Protection  Type  "P"  Shrink 
Std.  for  Packaging  of  Items  with 
971)  Packaging  Std.  for  an  Item  in  A 

Packaging  Std.  for 
Std.  Packaging  of  Items  in  A 
Solderless 

Sid.  Test  Meth.  for  Crease  Retention  of 
Meth.  for  Blood  Resistance  of  Butchers' 
Tissue  Gift 

s  (1970)  Std.  for 

Std.  for  Design  Parameters  for  Bolts  and  Screws;  External 

chanical  Property  Limits  and  Dimensional  Tolerances  of  Sae 
971)  Std.  Spec,  for  Factory  Made 

al  Composition  and  Mechanical  Property  Limits  for  Aluminum 
Std.  Pract.  for  Silver  Brazing  Joints  for 
Thickness,  Height  and  Throat  Radius  Gage  for  New  One  Wear 
e  Service/  Std.  Spec,  for  Factory  Made  Piping  Fittings  of 

levated  Temperatures  (/  Std.  Spec,  for  Piping  Fittings  of 

Cars  (1970)  Spec,  for 

Std.  Spec,  for  General  Requirements  for 
g  Flat  Products,  Rod  and  Wire  and  Pi/  Std.  Tolerances  for 

dbook  (1968)  Terminology  for 

d  Rolled  Bar  (19/  Std.  Spec,  for  General  Requirements  for 

971)  Std.  Spec,  for  General  Requirements  for 

Spec,  for  Dental 
Std.  Spec,  for  Electric  Fusion  (Arch)  Welded 
Std.  Spec,  for 

emical  Analysis  of  Steel,  Cast  Iron,  Open  Hearth  Iron,  and 
low  Alloy  Steel,  Silicon  Electrical  Steel,  Ingot  Iron,  and 
Code  Requirements  for  Heating  Boilers  Constructed  of 

Std.  for  Numbering  System  for 
ranee  Sampling  and  Test,  of  Aluminum  and  Magnesium  Alloys 
Std.  Designations  for  Copper  and  Copper  Alloys 
SI  H23.4  Std.  Spec,  for  General  Requirements  for 

Std.  for 

Std.  for  Chemical  Compositions  of  Sae 
Std.  for 

Steel  Products  Manual  for 
Rec  Pract.  for  Minimizing  Stress  Corrosion  in 
Spec,  for  High  Test 

ed  Tubes  for  Nuclear  Service  (1971)  Std.  Spec,  for 

act.  for  Codification  of  Light  Metals  and  Alloys,  Cast  and 
bes(1969)  Rec.  Pract.  on 

nt  Regulator  Receivin/  Rec.  Pract.  for  Quality  Control  of 

Rec  Pract.  for  Measurement  of 
Rec.  Pract.  for  Measurement  of 
v;  Structural  Shielding  Design  and  Eval/  Rec.  for  Medical 

v  Equipment  Design  and  Use  (196/         Requirements  for  Medical 
ation  of  Crystalline  Compounds  in  Water  Formed  Deposits  by 
hod  for  Analysis  of  Treated  Wood  and  Treating  Solutions  by 

Std.  for  Test  Meth.  for 
r  Automatic  Field  Size  Limiting  Systems  Used  in  Diagnostic 
Safety  Std.  for  Medical,  Commercial  and  Industrial 
Std.  Exposure  Time  Designations  for  Timers  of  Dental 

Rec.  for  Dental 
Std.  Meth.  of  Test  for  Lead  in  Gasoline  by 
Measurement  of  Stress  by 
meth.  for  Colorfastness  of  Textiles  to  Light:  Water  Cooled 
meth.  for  Colorfastness  of  Textiles  to  Light:  Water  Cooled 
iais  (1970)  Rec.  Pract.  for  Operating 

.  Pract.  for  Operating  Light  and  Water  Exposure  Apparatus 
Std.  of  Acceptable  Concentrations  of 
Std.  Spec,  for  Nitration  Grade 
Std.  Definitions  (Special  Report)  Used  in  Boat  and 
Rec.  Aluminum  Applications  for  Boats  and 
piping  Supplying  Sprinklers,  Water  Spray  and  Foam  Systems, 

Rec.  Railroad 

systems.  Yard  and  Roof  Hydr/  Std.  for  Outside  Protection 

td.  for  Polyethylene  Building  Supply  for  Water  Service  and 
Std.  for  Poly  (Vinyl  Chlonde)  (PVC)  Natural  Gas 
Property  Std.  for  Polyethylene  Pipe  for  Water  Service  and 

e  of  the  Tex  System  to  Designate  Linear  Density  of  Fibers, 

Std.  Meth.  of  Test  for 
ation  of  Wettability  Applicable  to  Fabrics  and  Textiles  in 
(1970)  ANSI  L14.10/  Std.  Meth.  of  Test  for  Resistance  to 

Std.  Tolerances  for  and  Meth.  of  Test.  Single  Jute 
Spec,  for  Graphite 

L14.149  Test  Meth.  for  Colorfastness  of  Textile 


Woven  Goods  Solid  for  Coating,  Including  But  Not  Limite  ATMI  P.l 

Woven  Jacketed  Rubber  Lined  Fire  Hose  (1971)  UL  19 

Woven  or  Knit  Fabrics  (1970)  Dimensi  AATCC  135 

Woven  Polyolefin  Wool  Bags  (1969)  ATMI  '23 

Woven  Tapes  (1970)  ANSI  L14. 16  ASTM  D259 

Wrap  (1969)  RI  P247 

Wrap,  Greaseproof,  Requiring  Preservatives  (1971)  NSA  3421 

Wrap,  Greaseproof,  with  Preservative,  Individual  Box  (1  NSA  3422 

Wrap,  Single  Face  Corrugated  Paper  (1971)  NSA  3437 

Wrap,  with  Stiffener  (1971)  NSA  3401 

Wrapped  Electrical  Connections  (1971)                              ,  EIA  RS280-A 

Wrapping  Paper  (R1968)  TAPPI  T446m                 '  ASTM  D920 

Wrapping  Paper  (1969)  TAPPI  T486 

Wrappings  and  Tyings  (1966)  AP  *1 

Wrenching  Configuration,  Spline  Drive  Threaded  Fastener  SAE  AS1I59 

Wrenching,  Unified  Threaded  Inch  Series  (1970)  SAE  AS1132 

Writing  and  Markmg  Instrument  Nomenclature  (1970)  WIMA  *l 

Wrought  Aluminum  Alloys  (1969)           /Mical  Compositions,  Me  SAE  J457H 

Wrought  Alummum  and  Aluminum  Alloy  Welding  Fittings  (1  ASTM  B361 

Wrought  and  Cast  Products,  Including  Tolerance  Tables  AA  *286 

Wrought  and  Cast  Solder  Joint  Fittmgs  (1970)  MSS  SP73 

Wrought  and  Cast  Steel  Wheels  as  Shown  on  Plate  B-42j  AAR  MSRP-B-96B 

Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperatur  ASTM  A420 

Wrought  Carbon  Steel  and  Alloy  Steel  for  Moderate  and  E  ASTM  A234 

Wrought  Carbon  Steel  Wheels  for  Locomotives  and  Railway  AAR  MSRP-M-107 

Wrought  Copper  Alloy  Wire  (1971)  ASTM  B230 

Wrought  Copper  and  Copper  Alloy  Mill  Products:  Includin  CDA  101/8 

Wrought  Copper  and  Copper  Alloy  Mill  Products;  Std.  Han  CDA  103/8 

Wrought  Copper  and  Copper  Alloy  Plate,  Sheet,  Strip,  An  ASTM  B248 

Wrought  Copper  and  Copper  Alloy  Rod,  Bar,  and  Shapes  (1  ASTM  B249 

Wrought  Gold  Wire  Alloy  (1962)  ANSI  Z156.7  ADA  7 

Wrought  Iron  Plate  Pipe  (R1968)  ASTM  A419 

Wrought  Iron  Rolled  or  Forged  Blooms  and  Forgings  (1966  ASTM  A73 

Wrought  Iron  (1970)                                        Std.  Meth.  for  Ch  ASTM  E30 

Wrought  Iron  (1971)  /Emical  Analysis  of  Carbon  Steel,  ASTM  E350 

Wrought  Materials  (1971)  ASME  BPVCIVHF 

Wrought  Nickel  and  Nickel  Related  Alloys  (1969)  SAE  J470B 

Wrought  or  Rolled  Steel  (1969)  SAE  J402B 

(Wrought  Products  Except  Forgings)  (1971)  /Quality  Assu  SAE  AMS2355B 

(Wrought  Products  Only);  Application  Data  Sheet  (1970)  CDA  107/8 

Wrought  Seamless  Copper  and  Copper  Alloy  Tube  (1971)  AN  ASTM  B251 

Wrought  Stainless  Steel  Butt  Welding  Fittings  (1971)  MSS  SP43 

Wrought  Stainless  Steels  (1970)  SAE  J405D 

Wrought  Steel  and  Iron  Pipe  (1970)  ANSI  B36.10 

Wrought  Steel  Wheels  (1961)  AISI  11 

Wrought  Titanium  Alloy  Products  (1971)  SAE  ARP982A 

Wrought  Welding  Fittings  (1970)  MSS  SP75 

Wrought  Zirconium  and  Zirconium  Alloy  Seamless  and  Weld  ASTM  B353 

Wrought  (1969)  Rec.  Pr  ASTM  B275 

X-Radiation  Detection  and  Measurements  for  Microwave  Tu  EIA  JED70 

X-Radiation  Emitted  From  High  Voltage  Rectifier  and  Shu  EIA  JED73A 

X-Radiation  From  Display  Cathode  Ray  Tubes  (1969)  EIA  JED64A 

X-Radiation  From  Receiving  Tubes  (1970)  EIA  JED67A 

X-Ray  and  Gamma  Ray  Protection  for  Energies  Up  to  10  Me  NCRPM  R34 

X-Ray  and  Gamma  Ray  Protection  for  Energies  Up  to  10  Me  NCRPM  33 

X-Ray  Diffraction  (1970)  Std.  Meth.  for  Identific  ASTM  D934 

X-Ray  Emission  Spectroscopy  (1970)  Std.  Met  AWPA  A9-70 

X-Ray  Equipment  (1970)  NEMA  XR3 

X-Ray  Equipment  (1970)                                                Std.  Fo  NEMA  XR4 

X-Ray  Equipment  (1971)  ANSI  C33. 67  UL  187 

X-Ray  Machines  (1970)  ANSI  PH6.4 

X-Ray  Protection  (1970)  NCRPM  R35 

X-Ray  Spectrometry  (1970)  ASTM  D2599 

X-Ray  (Hs784a)  (1970)  SAE  J784A 

Xenon  Arc  Lamp,  Alternate  Light  and  Darkness  (1971)  /  AATCC  16F 

Xenon  Arc  Lamp,  Continuous  Light  (1971)  Test  AATCC  16E 

Xenon  Arc  Type  Apparatus  for  Light  of  Nonmetallic  Mater  ASTM  E240 

(Xenon  Arc  Type)  for  Exposure  of  Nonmetallic  Materials  ASTM  E239 

Xylene  (Dimethyl  Benzene)  (1971)  ANSI  Z37.10 

Xylene  (1967)  ANSI  Z78.8  ASTM  D843 

Yacht  Std.  (1970)  ABYC  S4 

Yachts  (1970)  ABYC  SI 

Yard  and  Roof  Hydrants,  Monitor,  Standpipes)  (1970)  /  FI  24 

Yard  Lighting  (1962)  lES  CP22 

(Yard  Piping  Supplying  Sprinklers,  Water  Spray  and  Foam  FI  24 

Yard  Piping  (1969)  Installation  S  lAPMO  IS7 

Yard  Piping  (1970)  lAPMO  ISlO-70 

Yard  Piping  (1970)  Material  and  lAPMO  PS24 

Yard  Storage  Fires  (1957)  EMS  10-6 

Yarn  and  Intermediates,  and  Other  Textile  Materials  (19  ASTM  D861 

Yarn  Distortion  in  Woven  Fabrics  (1970)  ANSI  L14.103  ASTM  DI336 

Yarn  Form  (1971)  ANSI  L14.75  Test  Meth.  for  Evalu  AATCC  39 

Yarn  Slippage  in  Silk,  Rayon,  and  Acetate  Woven  Fabrics  ASTM  D434 

Yarn  (1971)  ANSI  L14.34  ASTM  D541 

Yarn,  Non  Structural;  2  Ply,  720  Filaments  (1970)  SAE  AMS3890 

Yarns  and  Fabncs  to  Chlorinated  Pool  Water  (1971)  ANSI  AATCC  105 
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Test  Meth.  for  Mercerization  in  Dyed  and  Dyed  Cotton 
Std.  Meth.  for  Grading  Cotton 
Std.  Meth.  of  Test  for  Shrinkage  of 
operating  Machine  for  Test  Abrasion  Resistance  of  Textile 
Test  Meth.  for  Wetting  Agents  for  Mercerization  of  Cotton 
ant  (to  Test  the  Removability  of  Spinning  Oils  From  Woolen 
test  Meth.  for  Acetone  Extraction  and  Ignition  of  Strands, 
Std.  for  Underground  Steel  Tanks  with  Pre  Engineered,  20 

Std.  Spec,  for  Leaded 
h  Yellow  Brass  (Manganese  Bronze)  and  Leaded  High  Strength 
h  Yellow  Brass  (Leaded  Mang/  Std.  Spec,  for  High  Strength 

Std.  Spec,  for  Leaded  High  Strength 
High  Strength 
Alaska 

ess  Preservative  Treatment  of  Western  Red  Cedar  and  Alaska 

Std.  Spec,  for 
Std.  Spec,  for  Black  and 
Std.  Test  Meth.  for 
Meth.  for  Determining  the  Compressive 
trength  Low  Alloy  Structural  Steel  with  50,  000  psi  Minimum 
trenglh  Low  Alloy  Structural  Steel  with  50,  000  psi  Minimum 
Suitable  for  Welding  (1969a)  ANSI  G/  Std.  Spec  for  High 

ars.  Corrosion  Resistant  (18cr  -  9ni)  Free  Machining,  High 
enetration  Method  (1970)  Tent.  Meth.  of  Test  for 

ium  Alloy  Bars  and  Forgings  6al  -  4v  Annealed.  120.  000  psi 
bars,  Forgings,  and  Rings  6al  -  6v  -  2sn  Annealed,  140,  000 
)  An/  Tent.  Meth.  of  Test  for  Unit  Weight  Per  Cubic  Foot, 

Std.  Controlled  Slack  Coupler 
Std.  F  Interlocking  Coupler 
Std.  E  Coupler 
Std.  E  Coupler 

oupler(1970)  Std.  E  Coupler 

coupler  (for  Replacement  in  Kind  Only)  (1/  Std.  E  Coupler 


coupler  (1970) 
In.  Draft  Gear  Pocket  (1970) 


Std.  E  Coupler 
Std.  for  F  Interlocking  Coupler 
Std.  E  Coupler 
Std.  Controlled  Slack  Coupler 
Std.  E  Coupler 
Std.  E  Coupler 
Spec,  for  Coupler 
Std.  H  Tightlock  Coupler 


oupler  (1970) 
coupler  (1970) 

quipment  Cars  (1970) 

Std.  for  Body  Measurements  for  the  Sizing  of  Apparel  for 
res  (1969)  Std.  Meth.  for  Static  Determination  of 

Glass  and  Glass  Ceramics  by  Res/  Tent.  Meth.  of  Test  for 

nal  Bond  Strength  of  Paper  and  Paperboard  as  Measured  by  A 
Std.  for  Determination  of  Sodium  by  the  Uranyl 
Std.  Spec,  for 

e.  Sheet,  Strip,  and  Rolled/  Std.  Spec,  for  Copper  Nickel 

r  (1970)  Std.  Spec,  for  Copper  Nickel 

Tent.  Std.  for 

Std.  Meth.  of  Chemical  Analysis  of  Chromated 
Std.  Spec,  for  Chromated 
les(1971)  Std.  Spec,  for 

e  8  Cable  (1971)  Std.  Spec,  for 

Std.  Spec,  for 
Std.  Spec,  for 

d)  Stranded  Steel  Core  for  Aluminum  Condu/  Std.  Spec,  for 

(juality,  Special  Killed  (19/  Std.  Spec,  for  Steel  Sheet, 

fing  (1971)  Std.  Spec,  for  Steel  Sheet 

Dip  Process,  Drawing  Quality  (1971)  Std.  Spec,  for 

iai  Quality  by  the  Hot  Dip  Process  (1971)  Std.  Spec,  for 

rming  Quality  by  the  Hot  Dip  Process  (197/  Std.  Spec,  for 

Std.  Spec,  for 

rts  and  Underdrains  (1970)  Std.  Spec,  for 

Std.  Test  Meth.  for  Weight  of  Coating  on 
ailroad  Right  of  Way  Wire  Fencing  (1971)  Std.  Spec,  for 

rts  and  Underdrains  (1970)  Std.  Spec,  for 

and  /  Std.  Spec,  for  General  Requirements  for  Delivery  of 

Rec.  Std.  for  Aircraft  Cord  Wire, 
Rec.  Std.  for  Balloon  Barrage  Wire, 
gg.lO  Std.  Spec,  for 

Rec.  Std.  for  Core  Wire 
lity  Coils,  and  Cut  Lengths  (1969)  ANSI  G/  Std.  Spec,  for 

for  Ordinary  Uses  (/  Std.  Spec,  for  Black  and  Hot  Dipped 

cal  Cables)  (1970)  Rec.  Std.  for  Armor  Wire, 

1)  Std.  Spec,  for 

Std.  Spec,  for 

.  Spec,  for  Mechanically  Deposited  Coatings  of  Cadmium  and 
Std.  Spec,  for  Electrodeposited  Coatings  of 
Spec,  for  Dental  Impression  Paste 

Spec,  for  Dental 
Spec,  for  Dental 
Zinc  Oxide 

rem  Rolled,  Pressed,  and  Forged  Steel  Sha/  Std.  Spec,  for 

reparation  of  and  Electroplating  on  Aluminum  Alloys  by  the 


Yarns  and  Fabrics  (1971)  ANSI  LI4.124  AATCC 

Yarns  for  Appearance  (1970)  ANSI  L14.164  ASTM 

Yarns  in  Boiling  Water  or  Dry  Heat  (1971)  ANSI  L14.I90  ASTM 
Yarns  (1970)  ANSI  L14.222                                   Std.  Meth.  for  ASTM 

Yarns  (1971)  ANSI  L14.79  AATCC 
Yarns)  (1971)  ANSI  L14.113  /Ability  of  Spinning  Lubric  AATCC 
Yarns,  and  Roving  for  Reinforced  Plastics  (1968)                   /Td.  ASTM 

Year  Protection  Against  Exterior  Corrosion  (1970)  STl 

Yellow  Brass  Sand  Castings  for  General  Purposes  (1970)  ASTM 

Yellow  Brass  (Leaded  Manganese  Bronze)  Sand  Castings  (1  ASTM 

Yellow  Brass  (Manganese  Bronze)  and  Leaded  High  Strengt  ASTM 

Yellow  Brass  (Manganese  Bronze)  Sand  Castings  (1970)  ASTM 

Yellow  Brasses  in  Foundry  Pract.  (1965)  AFS 

Yellow  Cedar  Poles  (1971)  AWPA 
Yellow  Cedar  Poles  (1971)                    Full  Length  Thermal  Proc  AWPA 

Yellow  Iron  Oxide,  Hydrated  (R1969)  ASTM 

Yellow  Varnished  Glass  Polyester  Cloth  and  Tape  (1970)  ASTM 

Yellowness  Index  of  Plastics  (1970)  ASTM 

Yield  Load  (Crush  Test)  of  Plastic  Containers  (1968)  SPl 
Yield  Point  to  4  In.  Thick  (1970)                   ID.  Spec,  for  High  S  AASHO 
Yield  Point  to  4  In.  Thick  (1971)                   ID.  Spec,  for  High  S  ASTM 

Yield  Strength  Quenched  and  Tempered  Alloy  Steel  Plate,  ASTM 
Yield  Strength  (1971)                                       Spec,  for  Steel  B  SAE 

Yield  Stress  of  Heterogeneous  Propellants  by  the  Cone  P  ASTM 
Yield  (1970)                                                       Spec,  for  Titan  SAE 
Yield  (1970)                                         Spec,  for  Titanium  Alloy  SAE 

Yield,  and  Air  Content  (Gravimetric)  of  Concrete  (1971t  ASTM 

Yoke  and  Parts,  for  Passenger  Equipment  Cars  (1970)  AAR 

Yoke,  Cast  Steel  (1970)  AAR 

Yoke,  Cast  Steel,  for  Rigid  Shank  Coupler  (1970)  AAR 

Yoke,  Cast  Steel,  for  Swivel  Shank  Coupler  (1970)  AAR 

Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Rigid  Shank  C  AAR 

Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  AAR 

Yoke,  Cast  Steel,  for  Twin  Draft  Gear  and  Swivel  Shank  AAR 

Yoke,  Cast  Steel,  for  Twin  Draft  Gear  (1970)  AAR 

Yoke,  Cast  Steel,  for  Use  with  B-E  67  Ht  Coupler  and  36  AAR 

Yoke,  for  Passenger  Equipment  Cars  (1970)  AAR 

Yoke,  Lightweight  Design,  Cast  Steel,  for  Rigid  Shank  C  AAR 

Yoke,  Lightweight  Design,  Cast  Steel,  for  Swivel  Shank  AAR 

Yokes  (1970)  AAR 

Yokes,  Radial  Connections  and  Fittings,  for  Passenger  E  AAR 

Young  Men  (Students)  (1971)  USC 

Young's  Modulus  of  Metals  at  Low  and  Elevated  Temperatu  ASTM 

Young's  Modulus,  Shear  Modulus,  and  Poisson's  Ratio  for  ASTM 
Z-Directional  Tensile  Test  (1968)                          Meth.  for  Inter  TAPPI 

Zinc  Acetate  Meth.  (1944)  TAPPI 

Zinc  Alloy  Die  Castings  (1971)  ASTM 

Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Alloy  Plat  ASTM 

Zinc  Alloy  (Nickel  Silver)  and  Copper  Nickel  Rod  and  Ba  ASTM 

Zinc  and  Cadmium  in  Paper  (1965)  TAPPI 

Zinc  Chloride  (1970)  ANSI  011.19  ASTM 

Zinc  Chloride  (1971)  ASTM 

Zinc  Coated  Flat  Steel  Armoring  Tape  for  Electrical  Cab  ASTM 

Zinc  Coated  Steel  Strand  for  Messenger  Support  of  Figur  ASTM 

Zinc  Coated  Steel  Structural  Wire  Rope  (1970)  ASTM 

Zinc  Coated  Steel  Wire  Strand  (1969)  ASTM 

Zinc  Coated  (Galvanized)  and  Aluminum  Coated  (Aluminize  ASTM 

Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  Drawing  ASTM 

Zinc  Coated  (Galvanized)  by  the  Hot  Dip  Process  for  Roo  ASTM 

Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  by  the  Hot  ASTM 

Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Commerc  ASTM 

Zinc  Coated  (Galvanized)  Carbon  Steel  Sheets  of  Lock  Fo  ASTM 

Zinc  Coated  (Galvanized)  Carbon  Steel  Wire  (1971)  ASTM 

Zinc  Coated  (Galvanized)  Corrugated  Iron  or  Steel  Culve  AASHO 

Zinc  Coated  (Galvanized)  Iron  or  Steel  Articles  (1969)  ASTM 

Zinc  Coated  (Galvanized)  Iron  or  Steel  Farm  Field  and  R  ASTM 

Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  for  Culve  AASHO 

Zinc  Coated  (Galvanized)  Iron  or  Steel  Sheets  in  Coils  ASTM 

Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA 

Zinc  Coated  (Galvanized)  or  Tinned  (1970)  SWA 

Zinc  Coated  (Galvanized)  Steel  Barbed  Wire  (1969)  ANSI  ASTM 

Zinc  Coated  (Galvanized)  Steel  Reinforced  (1970)  SWA 

Zinc  Coated  (Galvanized)  Steel  Sheets  of  Structural  Qua  ASTM 

Zinc  Coated  (Galvanized)  Welded  and  Seamless  Steel  Pipe  ASTM 

Zinc  Coated  (Galvanized)  (Casket  Weave  Armor  on  Electri  SWA 

Zinc  Coating  (Hot  Dip)  on  Assembled  Steel  Products  (197  ASTM 

Zinc  Coating  (Hot  Dip)  on  Iron  and  Steel  Hardware  (1971  ASTM 
Zinc  on  Ferrous  Materials  (1970)                                          Std  ASTM 

Zinc  on  Steel  (1971)  ANSI  G53.1  ASTM 

(Zinc  Oxide  Eugenol  Type)  (1962)  ANSI  Z156.16  ADA 

Zinc  Oxide  Zinc  Stearate  (1965)  CTFA 

Zinc  Phosphate  Cement  (1968)  ANSI  Z156.8  ADA 

Zinc  Silico  Phosphate  Cement  (1969)  ADA 

Zinc  Stearate  (1965)  CTFA 

Zinc  (Hot  Galvanized)  Coatings  on  Products  Fabricated  F  ASTM 
Zincate  Process  (1968)  ANSI  G53.12                   Rec.  Pract.  for  P  ASTM 
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Std.  Meth.  for  Measuring  Zipper  Dimensions  (1970) 

Zipper  Wire,  Flat  Steel  (1962) 
Std.  Meth.  for  Strength  Tests  of  Zippers  (1970) 
Std.  Meth.  of  Chemical  Analysis  of  Zircon  Refractories  (1970) 
Std.  Spec  for  Wrought  Zirconium  and  Zirconium  Alloy  Seamless  and  Welded  Tubes  for  Nuclear  S 
Std.  Spec,  for  Wrought  Zirconium  and  Zirconium  Alloy  Seamless  and  Welded  Tubes 
Std.  Spec,  for  Primary  Zirconium  for  Nonnuclear  Application  (1969) 

Std.  Spec,  for  Zirconium  Forgings  and  Extrusions  for  Nonnuclear  Applic 
Std.  Spec,  for  Zirconium  Ingots  for  Nonnuclear  Application  (1969) 
Zirconium  Silicate  (1959) 
Std  Spec,  for  Seamless  and  Welded  Zirconium  Tubes  for  Nonnuclear  Application  (1970) 
r  the  Calculation  of  Luminance  Coefficients  Based  Upon  the  Zonal  Cavity  Method  (1968)  Rec 
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